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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy pxxh'iicaLtxon Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (£R), amendments and conespondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 
£. NRC Safety Evaluation Report (SER), supplemoits and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Conhinttee on Reactor Safeguards (ACRS)rqk>rts and GOrrespoitd^ce 

P. Oparating license stage documents and correspondence 

Q. Inspec^on reports, IE Bulletins and GOrr^ponience 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hea#% transcripts on non-antitrust matters 

U. Co^e^ip]^ 

% Licensing op^ators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 

© P. Operating license stage documents & correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to require 
that util provide Commission full disclosure of intended sources & environ consequences prior to 
issuing full power OL. 

© SUGARMAN, R.J. Sugarman, Denworth & Hellegers 84/11/21 Denton, H. 

Office of Nuclear Reactor Regulation, Director 2pp. 27628:356:357 

d) ©© d) 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3 . Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. This three-digit portion of this entry is the number of the frame on which this document starts. 

11. This three-digit portion of this entry is the number of the frame on which this document ends. 


12. If this space is blank, the document is available to the public only in the NRC Public Document Room, 1717 h 
St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items. 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKEIED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE — Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 



I&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncompliance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NUREG Series 
WASTE MGT — Nuclear Waste Management 
WASTE RES — Waste Management Research Reports 
XPORTLIC — Export and Import License 


Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

NUREG — NUREG Reports and Related Correspondence 

© ® 


0 


8203090207 NUREG/CR-1672 V02 

WSK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
^NUREG/CR-1608. 

0-STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science AppliaSo^lnc. 

B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

W 123p. AvsdlableatNRC.I $6.00. ^12176:217. 

(jb © (v 


fRisk 

I 


1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5 . Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) ntunber (if any). If the docummt has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordmng documents is given 
below. All NUREG-series documents are also available at NTIS. Inftmiaticm on ordering from NTIS is also 
givenbelow. 

13. Price for which NRC sells the document. 



14. This five-digit number is the NRC 48X microfiche designation., 


15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to $1 .(X) per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square foot for a full-size print or $0.25 for a reduced-size print (18" x 24") of a draw- 
ing on an aperture cara; and (3) microform to microform is $0. 10 per microfiche and $0.20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by caUing (703)-941-8018. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites Docket 27 


40-8380 

Rocky Mountain Energy Co., 






Broomfield, CO 

9 

27-039 

Sheffield, IL, U.S. Ecology, Inc, 

1 

40-8452 

Bear Creek Uranium Co., Casper, WY 

9 

27-048 

Richland, WA, U.S. Ecology, Inc. 

1 

40-8502 

Wyoming Mineral Corp., Lakewood, CO 

10 

Domestic Licensing of Source Material — Docket 40 








40-8511 

Cotter Corp., Golden, CO 

10 

40-0261 

Kerr-McGee Chemical Corn., Oklahoma City, 





OK 

1 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

10 

40-0299 

Union Carbide Corp., Grand Junction, CO 

1 

40-8602 

Silver King Mines, Inc., 





Casper, WY 

11 

40-0672 

Nuclear Metals, Inc., Concord, MA 

2 

40-8675 

Energy Fuels Nuclear, Inc., Denver, CO 

11 

40-1162 

Western Nuclear, Inc., Jeffrey City, WY 

2 

40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

11 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

2 






40-8684 

Western Nuclear, Inc., Lakewood, CO 

11 

40-1478 

Kerr-McGee Oil Industries, 






Oklahoma City, OK 

2 

40-8697 

Rocky Mountain Energy Co., 






Denver, CO 

11 

40-2061 

Kerr-McGee Chemical Corp., 

3 





Oklahoma City, OK 


40-8698 

Plateau Resources, Ltd., Grand 

11 





Junction, CO 


40-2259 

Pathfinder Mines Corp., Riverton, WY 

4 

40-8716 

U.S. Coast Guard, Washington, DC 

12 

40-3453 

Atlas Minerals, Inc., Denver, CO 

4 

40-8728 

Teton Exploration Drilling Co., Inc., 

12 

40-4492 

Federal- American Partners, 



Casper, WY 



Riverton, WY 

5 

40-8752 

Pinal Minerals & Mining, Ltd., 


40-6500 

Energy, Dept, of, Canonsburg, PA 

5 


Miami, AZ 

12 

40-6622 

Pathfinder Mines Corp., Shirley Basin, WY 

5 

40-8768 

Kerr-McGee Nuclear Corp., 

12 




Oklahoma City, OK 


40-6659 

Getty Oil Co.-Petrotomics Co., 

5 





Shirley Basin, WY 


40-8771 

Malapai Resources Co., Phoenix, AZ 

12 

40-6920 

Qualcorp, Phoenixville, PA 

5 

40-8783 

Uranerz USA, Inc., Casper, WY 

12 

40-6940 

Kawecki Berylco Industries, Inc., 


40-8786 

Uranium Resources, Inc., Richardson, TX 

12 


Boyertown, PA 

8 

40-8794 

Molycorp, Inc., Los Angeles, CA 

13 

40-7354 

Army, Dept, of, Aberdeen, MD 

8 

40-8829 

Wyoming Fuel Co., Lakewood, CO 

13 

40-7455 

Whittaker Metals, Los Angeles, CA 

8 

40-8857 

Everest Minerals Coip., 


40-7956 

Vemitron Corp., Bedford, OH 

8 


Converse County, WY 

13 

40-8006 

Kerr^Mcdee Coip,, 


40-8859 

Agip Mining Co., Inc. 

13 



8 



40-8027 

K^^McGee Nuclear Corp., 

8 

Domestic Licensing of Prodiicticm and Utilization Facilities— 

TlnrirAt 



Oklahoma City, OK 





40-8064 

Exxon Minerals Co., USA, Houston, TX 

9 

50-1 

DT Research Reactor 


40.8084 

Alcorn d<wp., Moab, UT 

9 

50-2 

Univ . of Michi^ Research Reactor 

■■ '13 

40-8102 

Exxon Co., USA, Houston, TX 

9 

50-3 

Indian Point Station, Unit 1 

,■'13 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-10 

Dresden Nuclear Power Station, Unit 1 

15 

50-206 

San Onofre Nuclear Station, Unit 1 

27 

50-13 

Babcock & Wilcox Co. Critical Facility 

16 

50-208 

Columbia Univ. Research Reactor 

30 

50-18 

Vallecitos Boiling Water Reactor 

16 

50-213 

Haddam Neck Plant 

30 

50-20 

Massachusetts Institute of Technology 


50-219 

Oyster Creek Nuclear Power Plant 

32 


Research Reactor 

16 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

35 

50-29 

Yankee-Rowe Nuclear Power Station 

17 

50-223 

Univ. of Lowell Research Reactor 

36 

50-54 

Union Carbide Research Reactor 

18 

50-224 

Univ. of California Research Reactor 

36 

50-62 

Univ. of Virginia Research Reactor 

18 

50-225 

RPI Critical Experiment 

36 

50-70 

General Electric Test Reactor 

19 

50-228 

Aerotest Radiography & 


50-73 

General Electric Nuclear Test Reactor 

19 


Research Reactor 

37 

50-77 

Catholic Univ, of America Research Reactor 

19 

50-237 

Dresden Nuclear Power Station, Unit 2 

37 

50-83 

Univ. of Florida Training Reactor 

19 

50-243 

Oregon State Univ. Research Reactor 

39 

50-99 

Babcock & Wilcox Test Reactor 

19 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

39 

50-113 

Univ. of Arizona Research Reactor 

20 

50-245 

Millstone Nuclear Power Station, Unit 1 

41 

50-116 

Iowa State Univ. Research Reactor 

20 

50-247 

Indian Point Station, Unit 2 

42 

50-123 

Univ. of Missouri Research Reactor 

20 

50-249 

Dresden Nuclear Power Station, Unit 3 

45 

50-124 

Virginia Polytechnic Institute 


50-250 

Turkey Point Plant, Unit 3 

47 


Training Reactor 

20 

50-251 

Turkey Point Plant, Unit 4 

50 

50-133 

Humboldt Bay Power Plant, Unit 3 

20 






50-254 

Quad-Cities Station, Unit 1 

53 

50-134 

Worcester Polytechnic Institute 






Research Reactor 

22 

50-255 

Palisades Nuclear Plant 

55 

50-139 

Univ. of Washington Research Reactor 

22 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

57 

50-142 

UCLA Training Reactor 

22 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

59 

50-152 

Florida West Coast Nuclear Group Inc. 

23 

50-261 

H. B. Robinson Plant, Unit 2 

61 

50-155 

Big Rock Point Nuclear Plant 

23 

50-262 

Brigham Young Univ. Research Reactor 

64 

50-160 

Georgia Institute of Technology 


50-263 

Monticello Nuclear Generating Plant 

64 


Research Reactor 

25 

50-264 

Dow Chemical Co. 

66 

50-163 

GA Technologies 

26 

50-265 

Quad-Cities Station, Unit 2 

66 

50-166 

Univ. of Maryland Research Reactor 

26 

50-266 

Point Beach Nuclear Plant, Unit 1 

69 

50-182 

Purdue Univ. Research Reactor 

26 

50-267 

Fort St. Vrain Nuclear Generating Station 

70 

50-183 

Vallecitos Experimental Superheat Reactor 

26 






50-269 

Oconee Nuclear Station, Unit 1 

73 

50-184 

National Bureau of Standards Reactor 

26 

50-270 

Oconee Nuclear Station, Unit 2 

74 

50-186 

Univ. of Missouri Research Reactor 

26 

50-271 

Vermont Yankee Nuclear Power Station 

76 

50-187 

Space Radiation Research Reactor 

26 

50-272 

Salem Nuclear Generating Station, Unit 1 

78 

50-193 

Rhode Island & Providence 





Plantations AEC 

26 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

80 

50-199 

Manhattan College Research Reactor 

27 

50-276 

Georgia Tech Research Reactor 

83 

50-201 

West Valley Reprocessing Plant 

27 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

84 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

85 

50-328 

Sequoyah Nuclear Plant, Unit 2 

177 

50-280 

Surry Power Station, Unit 1 

87 

50-329 

Midland Plant, Unit 1 

179 

50-281 

Surry Power Station, Unit 2 

89 

50-330 

Midland Plant, Unit 2 

181 

50-282 

Prairie Island Nuclear Station, Unit 1 

92 

50-331 

Duane Arnold Energy Center 

183 

50-284 

Idaho State Univ. Research Reactor 

94 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

185 

50-285 

Fort Calhoun Station, Unit 1 

94 

50-334 

Beaver Valley Power Station, Unit 1 

186 

50-286 

Indian Point Station, Unit 3 

96 

50-335 

St. Lucie Plant, Unit 1 

189 

50-287 

Oconee Nuclear Station, Unit 3 

99 

50-336 

Millstone Nuclear Power Station, Unit 2 

191 

50-289 

Three Mile Island Nuclear Station, Unit 1 

100 

50-338 

North Anna Power Station, Unit 1 

193 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

109 

50-339 

North Anna Power Station, Unit 2 

196 

50-295 

Zion Nuclear Power Station, Unit 1 

112 

50-341 

Fermi-2 

199 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

117 

50-344 

Trojan Nuclear Plant 

202 

50-297 

North Carolina State Univ. 


50-346 

Davis-Besse Nuclear Power Station, Unit 1 

205 


PULSTAR Reactor 

119 

50-348 

Joseph M. Farley Nuclear Plant, Unit 1 

207 

50-298 

Cooper Nuclear Station 

120 

50-352 

Limerick Generating Station, Unit 1 

209 

50-301 

Point Beach Nuclear Plant, Unit 2 

122 

50-353 

Limerick Generating Station, Unit 2 

214 

50-302 

Crystal River Nuclear Plant, Unit 3 

124 

50-354 

Hope Creek Nuclear Station, Unit 1 

217 

50-304 

Zion Nuclear Power Station, Unit 2 

125 






50-358 

William H. Zimmer Nuclear Station, Unit 1 

221 

50-305 

Kewaunee Nuclear Power Plant 

130 

50-361 

San Onofre Nuclear Station, Unit 2 

223 

50-306 

Prairie Island Nuclear Station, Unit 2 

133 

50-362 

San Onofre Nuclear Station, Unit 3 

226 

50-309 

Maine Yankee Atomic Power Plant 

135 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

228 

50-311 

Salem Nuclear Generating Station, Unit 2 

137 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

230 

50-312 

Rancho Seco Nuclear Generating Station 

139 

50-368 

Arkansas Nuclear One, Unit 2 

233 

50-313 

Arkansas Nuclear One, Unit 1 

141 

50-369 

William B. McGuire Nuclear Station, Unit 1 

235 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

144 

50-370 

William B. McGuire Nuclear Station, Unit 2 

237 

50-316 

Donald C. Cook Nuclear Power Plant, Unit 2 

147 

50-373 

LaSalle County Station, Unit 1 

239 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

150 

50-374 

LaSalle County Station, Unit 2 

241 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

152 

50-382 

Waterford Generating Station, Unit 3 

244 

50-320 

Three Mile Island Nuclear Station, Unit 2 

154 






50-387 

Susquehanna Steam Electric Station, Unit 1 

249 

50-321 

Edwin 1. Hatch Nuclear Plant, Unit 1 

157 

50-388 

Susquehanna Steam Electric Station, Unit 2 

252 

50-322 

Shoreham Nuclear Power Station 

160 

50-389 

St. Lucie Plant, Unit 2 

254 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

166 

50-390 

Watts Bar Nuclear Plant, Unit 1 

257 

50-324 

Brini^ick Steam Electric Plant, Unit 2 

I/O 

50-391 

Watts Bar Nuclear Plant, Unit 2 

259 

50-325 

Brunswick Steam Electric Plant, Unit 1 - 

172 

50-394 

Califomia State Polytechnic College 


50-326 

Univ. of California at Irvine Research Reactor 

175 


Research Reactor 

261 

50-327 

Sequoyah Nuclear Plant, Unit 1 

175 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

261 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-396 

Univ. of Virginia CAVALIER Reactor 

263 

50462 

Clinton Power Station, Unit 2 

354 

50-397 

WPPSS Nuclear Project, Unit 2 

263 

STN-50470 

CESSAR System 80 

354 

50-400 

Shearoir Harris Nuclear Power Plant, Unit 1 

266 

STN-50482 

Wolf Creek Generating Station 

354 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

272 

STN-50483 

CaUaway Plant, Unit 1 

359 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

273 

STN-50486 

Callaway Plant, Unit 2 

362 

50-406 

Tuskegee Institute Research Reactor 

273 

STN-50498 

South Texas Project, Unit 1 

363 

50^07 

Univ. of Utah Research Reactor 

274 

STN-50499 

South Texas Project, Unit 2 

365 

50-409 

La Crosse Boiling Water Reactor 

274 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

368 

50-410 

Nine Mile Point Nuclear Station, Unit 2 

276 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

369 

50-412 

Beaver Vall^ Power Station, Unit 2 

278 

50-513 

WPPSS Nuclear Project, Unit 4 

369 

50-413 

Catawba Nuclear Station, Unit 1 

280 

STN-50-518 

Hartsville Nuclear Plant, Unit 1 

369 

50-414 

Catawba Nuclear Station, Unit 2 

284 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

369 

50-416 

Grand Gulf Nuclear Station, Unit 1 

287 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

369 

50-417 

Grand Gulf Nuclear Station, Unit 2 

290 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

370 

50-423 

Millstone Nuclear Power Station, Unit 3 

292 

50-522 

Skagit Nuclear Power Project, Unit 1 

370 

50-424 

Vogtle Electric Generating Plant 

294 

50-523 

Skagit Nuclear Power Project, Unit 2 

370 

50-425 

Vogde Electric Generating Plant 

299 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

370 

STN-50-437 

Floating Nuclear Plant 

304 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

374 

50-438 

Bellefonte Nuclear Plant, Unit 1 

305 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

374 

50-439 

Bellefonte Nuclear Plant, Unit 2 

307 

STN-50-531 

GESSAR-251 

378 

50-440 

Perry Nuclear Power Plant, Unit 1 

309 

50-537 

Clinch River Breeder Reactor 

378 

50-441 

Perry Nuclear Power Plant, Unit 2 
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50-522 

370 

Vermont Yankee Nuclear Power Station 

50-271 

76 

Skagit Nuclear Power Project, Unit 2 

50-523 

370 

Virgil C. Summer Nuclear Station, Unit 1 

50-395 

261 

South Texas Project, Unit 1 

STN-50-498 

363 

Virginia Polytechnic Institute 

50-124 

20 




Training Reactor 



South Texas Project, Unit 2 

STN-50-499 

365 

Vogtle Electric Generating Plant 

50-424 

294 

Space Radiation Research Reactor 

50-187 

26 

Vogtle Electric Generating Plant 

50-425 

299 

St. Lucie Plant, Unit 1 

50-335 

189 

Waterford Generating Station, Unit 3 

50-382 

244 

St, Lucie Plant, Unit 2 

50-389 

254 

Watts Bar Nuclear Plant, Unit 1 

50-390 

257 

Surry Power Station, Unit 1 

50-280 

87 

Watts Bar Nuclear Plant, Unit 2 

50-391 

259 

Surry Power Station, Unit 2 

50-281 

89 

West Valley Reprocessing Plant 

50-201 

27 

Susquehanna Steam Electric Station, Unit 1 

50-387 

249 






William B. McGuire Nuclear Station, Unit 1 

50-369 

235 

Susquehanna Steam Electric Station, Unit 2 

50-388 

252 

William B. McGuire Nuclear Station, Unit 2 

50-370 

237 

Texas, Univ. of 

50-602 

380 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

221 

Three Mile Island Nuclear Station, Unit 1 

50-289 

100 

Wolf Creek Generating Station 

STN-50-482 

354 

Three Mile Island Nuclear Station, Unit 2 

50-320 

154 






Worcester Polytechnic Institute 

50-134 

22 

Trojan Nuclear Plant 

50-344 

202 

Research Reactor 



Turkey Point Plant, Unit 3 

50-250 

47 

WPPSS Nuclear Project, Unit 1 

50-460 

350 

Turkey Point Plant, Unit 4 

50-251 

50 

WPPSS Nuclear Project, Unit 2 

50-397 

263 

Tuskegee Institute Research Reactor 

50-406 

273 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

368 

UCLA Training Reactor 

50-142 

22 

WPPSS Nuclear Project, Unit 4 

50-513 

369 

Union Carbide Research Reactor 

50-54 

18 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

369 

Univ. of Arizona Research Reactor 

50-113 

20 

Yankee-Rowe Nuclear Power Station 

50-29 

17 

Univ. of California at Irvine Research Reactor 

50-326 

175 

Zion Nuclear Power Station, Unit 1 

50-295 

112 

Univ. of California Research Reactor 

50-224 

36 

Zion Nuclear Power Station, Unit 2 

50-304 

125 

Univ. of Florida Training Reactor 

50-83 

19 
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Univ. of Lowell Research Reactor 

50-223 

36 

Applied Health Physics, Inc., 

70-0870 

384 

Univ. of Maryland Research Reactor 

50-166 

26 

Bethel Park, PA 




XX 
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Arizona Public Service Co., Phoenix, AZ 

70-2984 

387 

Rockwell International Corp., 

Canoga Park, CA 

70-0025 

380 

Arizona Ihiblic Service Co., Phoenix, AZ 

70-2949 

387 

70-0343 

381 

Rutgers State Univ., New Brunswick, NJ 

Army, Dept, of, Aberdeen, MD 

70-2302 

386 

70-1426 

386 

Transnuclear, Inc., Falls Church, VA 

Babcock & Wilcox Co., Apollo, PA 

70-0364 

381 

70-2479 

Transnuclear, Inc., Falls Church, VA 

386 

Babcock & Wilcox Co., Lynchburg, VA 

70-0027 

380 





UNC Naval Products, Inc., Uncasville, CT 

70-0371 

382 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

386 






United Nuclear Corp., Wood River 

70-082C 

384 

Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

384 

Junction, RI 



Battelle Memorial Institute, 

70-0984 

384 

Westinghouse Electric Corp., 

70-1151 

385 

Richland, WA 



Pittsburgh, PA 



Cincinnati Gas & Electric Co., 

70-2838 

387 

Westinghouse Electric Corp., 

70-0698 

383 

Cincinnati, OH 



Pittsburgh, PA 



Cleveland Electric Illuminating Co., 

70-2968 

387 

Packaging of Radioactive Material for Transport and 


Cleveland, OH 

Transportation of Radioactive Material Under Certain 




Conditions — Docket 71 



Columbia Univ., New York, NY 

70-0882 

384 

Abex Corp. 

71-0117 

389 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

385 

Advanced Medical Systems, Inc. 

71-0354 

391 

Combustion Engineering Inc., Windsor, CT 

70-0036 

381 

Agriculture, Dept, of 

71-0238 

390 

Commonwealth Edison Co., Chicago, IL 

70-3000 

387 

Alabama Power Co. 

71-0333 

390 

Edlow International Co., Washington, DC 

70-2322 

386 

ANEFCO, Inc. 

71-0001 

388 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

386 

Arkansas Power & Light Co. 

71-0341 

390 

Florida, Univ. of, Gainesville, FL 

70-1068 

385 

Army, Dept, of 

71-0366 

391 

GA Technologies, Inc., San Diego, CA 

70-0734 

383 

Astrotech, Inc. 

71-0260 

390 

General Electric Co., Pleasanton, CA 

70-0754 

384 

Babcock & Wilcox Co. 

71-0079 

388 

General Electric Co., San Jose, CA 

70-1007 

385 

Babcock & Wilcox Co. 

71-0088 

388 

General Electric Co., San Jose, CA 

70-1308 

386 

Babcock & Wilcox Co. 

71-0115 

389 

General Electric Co., San Jose, CA 

70-2786 

387 

Babcock & Wilcox Co. 

71-0027 

388 

General Electric Co., Wilmington, NC 

70-1113 

385 

Briggs Engineering & Testing Co., Inc. 

71-0363 

391 

General Services Administration, 

70-0696 

382 

Caterpillar Tractor Co. 

71-0349 

390 

Washington, DC 



71-0231 

389 

Chem-Nuclear Systems, Inc. 

Gulf States Utilities Co., Beaumont, TX 

70-2998 

387 

71-0142 

389 

Chicago Bridge & Iron Co. 

Kerr-McGee Nuclear Coip., 

0-0712 

383 



Oklahoma City, OK 



Colby-Thielmeier Testing Co. 

71-0114 

389 

Manhattan College, Bronx, NY 

70-2951 

387 

Eastern Testing Inspection 

71-0026 

388 

NiKilear Fuel Services, Erwin, TN 

7CK)143 

381 

Federal Aviation Adminstration 

71-0177 

389 

Nuclear Research Corp., Dover, NJ 

70-0356 

381 

Finlay Testing Laboratories 

71-0167 

389 

Pennsylvania State Univ., University 

70-0113 

381 

Gesellschaft Fuer Nuklear Service, MBH 

71-0510 

391 

']tPark, ■4- 



■ r 

Hittman Nuclear & Development Corp. 

71-0024 

388 

Mla4dipM‘'^ectric. Co., 

VIEWS' 

386 



Philadelphia, PA 



Industrial Nuclear Co. 

71-0062 

388 

Rensselaer Polytechnic Institute, troy, NY 


384 

J.L. Shepherd & Associates 

71-0122 * 

389 


XM 
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Jersey Central Power & Light Co. 

71-0355 

391 

Law Engineering Testing Co. 

71-0242 

390 

Lockheed Missiles & Space Co., Inc. 

71-0159 

389 

Model: 2501, Monsanto Research Corp. 

71-5916 

392 

Model: 500-SU, Automation Industries, Inc. 

71-9006 

393 

Model: 520, Automation Industries, Inc. 

71-9007 

393 

Model: 6400, Westinghouse Electric Corp. 

71-6400 

393 

Model: 650, Technical Operations, Inc. 

71-9032 

394 

Model: 660 & 660E, Technical 

Operations, Inc. 

71-9033 

394 

6717-B, Gamma Industries 

71-6717 

393 

Model: 680 & 680E Technical 

Operations, Inc. 

71-9035 

394 

Model: 683, Technical Operations, Inc. 

71-9053 

394 

Model: 750, Technical Operations, Inc. 

71-9021 

394 

Model: 771, Technical Operations, Inc. 

71-9107 

394 

Model: 9200, Nuclear Packaging, Inc. 

71-9200 

396 

Model: A-0109, J.L. Shephard & Associates 

71-6280 

393 

Model: AP-101, ANEFCO, Inc. 

71-9071 

394 

Model: AP-300, ANEFCO, Inc. 

71-9192 

396 

Model: B-2, U.S. Ecology, Inc. 

71-6144 

393 

Model: B-3, U.S. Ecology, Inc. 

71-6058 

393 

Model BCL-2, Battelle Columbus Laboratory 

71-9068 

394 

Model: BCL-4, Battelle Columbus Laboratory 

71-5950 

392 

Model: BMI-1, Battelle Columbus Laboratory 

71-5957 

392 

Model: CNS 14^190, Chem-Nuclear 

Systems, Inc. 

71-5026 

392 

Model: CNS 14-195-H Chem-Nuclear 

Systems, Inc. 

71-9094 

394 

Model: CNS 21-300, Chem-Nuclear 

Systems, Inc. 

71-9096 

394 

Model; CNS 8-120B, Chem-Nuclea. 

Systems, Inc. 

71-9168 

395 

Model; FSV-1, GA Technologies, Inc. 

71-6346 

393 

Model: FSV-2, GA Technologies, Inc. 

71-6745 

393 

Model: GE-100, Genei^ Electric Co. 

71-5926 

392 

Model: CBB-1500i, Electric Co. 

7U5939 

392 

Model: GE-700, General Electric Co. 

71-5942 

392 
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Page 

Model: GNG-20, Gulf Nuclear, Inc. 

71-9163 

395 

Model: HN-100, Series 3, Hittman 

Nuclear & Development Corp. 

71-9151 

395 

Model: HN-100, Series 2 & 2A, 

Hittman Nuclear & Development Corp. 

71-9079 

394 

Model: HN-600, NUPAC 7-100 & 

CNS 7-100, Hittman Nuclear & 

Development Corp. 

71-9080 

394 

Model: MH-IA, Energy, Dept, of 

71-6639 

393 

Model: NAC-1, Nuclear Assurance Corp. 

71-9183 

395 

Model: NRBK-41, -42 & -43, Energy, 

Dept, of 

71-5814 

392 

Model: NUPAC 10/140, Nuclear 

Packaging, Inc. 

71-9177 

395 

Model: NUPAC 14/190L, 190M & 190H, 
Nuclear Packaging, Inc. 

71-9159 

395 

Model: NUPAC 14/2 lOL & 14/2 lOH, 

Nuclear Packaging, Inc. 

71-9176 

395 

Model: NUPAC 6/lOOL & 6/lOOH, Nuclear 
Packaging, Inc. 

71-9179 

395 

Model: NUPAC 7/100, Nuclear 

Packaging, Inc. 

71-9178 

395 

Model: OH-142 Series & NUS 10-135, 

Nuclear Packaging, Inc. 

71-9073 

394 

Model: PAS-2, Nuclear Packaging, Inc. 

71-9181 

395 

Model: PAT-1, Energy, Dept, of 

71-0361 

391 

Model: RA-2, RA-3, RA-J, General 

Electric Co. 

71-4986 

391 

Model: Sentinel -25 A, B, C, C3, 

D, E, F, Teledyne Energy Systems 

71-4888 

391 

Model: Sentinel- lOOF, Teledyne 

Energy Systems 

71-5862 

392 

Model: T-3, Energy, Dept, of 

71-9132 

394 

Model: TN-8, -8L, Virginia 

Electric & Power Co. 

71-9015 

393 

Model: Tungsten Shielded Cask, 

Energy, Dept, of 

71-5597 

392 

Model: UX^30, Nuclear 

Packaging, Inc. 

71-9196 

396 

Model: WAPD-40, Energy, Dept, of 

71-5874 

392 

Monsanto Research Corp. 

71-0248 

390 

Morrison-Knudsen Co., Inc. 

71-0060 

388 

Navy, Dept, of 

71-0356 

391 
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._Navy, Dept, of 

71-0395 

391 

Navy, Dept, of 

71-0089 

388 

Navy, Dept, of 

71-0042 

388 

Navy, Dept, of 

71-0144 

389 

Navy, Dept, of 

71-0239 

390 

Navy, Dept, of 

71-0199 

389 

Navy, Dept, of 

71-0193 

389 

Navy, Dept, of 

71-0360 

391 

Navy, Dept, of 

71-0357 

391 

Navy, Dept, of 

71-0358 

391 

Newport News Shipbuilding & 

Dry Dock Co. 

71-0098 

388 

Niles Steel Tank Co. 

71-0352 

390 

Oklahoma Testing Laboratories 

71-0054 

388 

Omaha Testing Laboratories, Inc. 

71-0160 

389 


Name 

Docket 
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Philadelphia Electric Co. 

71-0056 

388 

Pryor Foundry, Inc. 

71-0206 

389 

Radiation Sterilizers, Inc. 

71-0524 

391 

Stone & Webster Engineering Corp. 

71-0347 

390 

Teledyne Brown Engineering Co. 

71-0304 

390 

Teledyne Energy Systems 

71-0397 

391 

U.S. Ecology, Inc. 

71-0258 

390 

Universal Technical Testing 

Laboratories, Inc. 

71-0021 

388 

Westinghouse Electric Corp. 

71-0251 

390 

Wisconsin Public Service Corp. 

71-0362 

391 

Licensing of Independent Spent Fuel Storage — 
Docket 72 



Morris Operations, General Electric Co. 

72-0001 

396 

Virginia Electric & Power Co. 

72-0002 

396 




DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27“039 SHEFFIELD* IL* U. S. ECOLOGY* INC. 


8S0i07057S Forward* Insp Rapt 27-0039/84-01 on 841113-16. No 
noncompliance noted. 

PAPER lELLO* C. J. Region 3* Office of Director. 84/12/13. 
SCOVILLE* J. J. U. S. Ecology* Inc. (formerly Nuclear Engineering* 
Inc.). 2pp. 28217:186. 


•8S01070580 In*p Rept 27-0039/84-01 on 841113-16. No noncompliance 
noted. Major areas inspected: radiological 8c environ 
protection. including organization changes* audits* security* 
instrumentation* training 8c retraining. 

R02AK.S. Region 3, Office of Director. SCHUMACHER* M. C. Region 5* 
Office of Director. 84/12/13. 8pp. 28217: 188. 


DOCKET 27-048 RICHLAND* UA* U. 8. ECOLOGY* INC. 


8901070148 Informs of analysis performed on listed wells for toluene 8c 
xylene* per 840820 request. No toluene or xylene detected 
above 10 parts per billion. 

WALLER U. S. Ecology* Inc. (formerly Nuclear Engineering* Inc. >, 
84/11/13. SCHAFFNER* J. NRC — No Detailed Affiliation Given. Ip. 


8901070161 Forwards monthly SNM receipt 8c burial rept for Oct 1984, per 
Condition 6 of License 16-19204-01. Rept of isotope activity 
required by State of WA also end. W/o end, 

WRIGHT* 8. V. U. 8. Ecology* Inc. (formerly Nuclear Engineering* Inc, ). 

84/11/16. BROWNING* B. Low Level Waste Licensing Branch. Ip. 

28229: 093. * ^ 


8901280700 "Environ TLD Results* Nov 1984," containing info from Dec 
1983 - Nov 1984. W/S90 103 Itr. 

MARTINEZ* E. D. U. S. Ecology* Inc. (formerly Nuclear Engineering* 
Inc.). 84/11/30. SHAFFNER.J. NRC - No Detailed Affiliation Given. 
2pp. 28639: 349. 


8901040197 Informs of disposal scenario for B8cW glove boxes. Approval 
for disposal requested. 

SAUER.R.E. U. S. Ecology* Inc. (formerly Nuclear Engineering, Inc.). 
84/12/09, 3HAFFNER* J. Low Level Waste Licensing Branch, 8pp. 
28209:330. 


8901070494 Forwards monthly environ TLD results for Dec 1983 - SeFt 
1984, 

MARTINEZ* E. D, U. 8, Ecology* Inc. (formerly Nuclear Engineerin#* 
Inc.). 84/12/06. SCHAFFNER*J, NRC - No Detailed A^»fillation (Mven. 
3 pp. 28240:393. 


8901290691 Forwards calftd 4 %l 0 Tv of Ru concentration for coffin* 
containing contaminated glova boxes, Dacontamination factor . ■ 

of 2. 3 Pu content of each coffin below 100 Ci/g limit #or 
Class C waste applied. .i. , ■■ 

J0KN88N* T. C. 8ntinaer in# »ra«ich ^(Roat B3100I ) 84/12/07. . 

JACKSON* K.C. Low-Level Waste it Uranium Racovary Projects Branch. 
9pp. 28649:004. x 


8901290702 Discussss 841129 tel.cofjh re refusal to accept U-239 SNM 
waste shipment due to accum<ulation p-f packages w/U-239 in 
excess of 900 g. Packages most be separated, to limit , 
accumulation to specif ieid Revels, , 

HIGGINBOTHAM* L. Low-Level Waste t Uranium Recovery Projects Branch. 
0'4/12/lO. WALLER* K. U. S, Ecology* Inc. (formerly Nuclear 
Enginecringi Inc.). 2pp. 28644:342. 

89010^298 Forwards monthly SNM rtcelpt it butial rept for .N«v: 4984 it 

. rept of isotopic. ,ac,t4yi^ A*- required byr State; of WA.Wo ; 
encrs. ■ • 

WRiGHT* 8. V. U. S. Ecology* Inc. (formerly Nuclear Engineering* Inc.). 

84/12/14. BROWNING, B. Low Level Waste Licensing Branch. Ip. 

28215 : 013 . * ^ 


8901140013 Responds to 840724 request to dispose of 14 steel 
containers of Pu contaminated glove boxes at facility. 

Approval to bury waste per License 16-19204-01 granted. 

HIGGINBOTHAM* L. Low-Level Waste it Uranium Recovery Projects Branch. 
84/12/27. SAUER*R. F. U, S. Ecology* Inc. 2pp. 28390:329. 


8901290747 Forwards computer printouts of top 10 generators by vol for 
medical it biomedical* d inics it ho&ps*fuel fabricators !< 
colleges & univs for Mar-Dec 1982.1983 it 1984. 

MARTINEZ, E. D. U. S. Ecology* Inc. (formerly Nuclear Engineering* 
Inc.). 89/01/09. SCHAFFUER.J. NRC - No Detailed Affiliation Given. 
4pp. 28644: 313. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0261 KERR-MCGEE CHEMICAL CORP. * OKLAHOMA CITY* OK 


8901100408 Memorandum St order denying Kerr-McGee motion for order 
instructing State of IL to produce relevant documents St 
State of IL motion for emergency ruling on discovery 
disputes. Served on 890109, 

FRYE* J. H. Atomic Safety and Licensing Board Panel, #189 998. 
89/01/09. Kerr-McGee Corp. 20pp. 28296:329. 


DOCKET 40-0299 UNION CARBIDE CORP. * GRAND JUNCTION* CO 


8901100172 Provides further info re 841026 heap leach incident. 
Corrective ictlon: flooding of Pond 27 suspended indefinitely 
S< contaminated matl at base of north well dug out St removed 
to mill stockpile. 

LYONS*P. J. UMETCO Minerals Corp. (subs, of Union Carbide Corp. ). 
84/11/27, GARCIA* P. Uranium Recovery Field Office. 2pp. 

28396: 222, 


8901100479 Provides corrective actions re 841526 rept of heap leach 
incident. All drain liquor from producing heap directed 
into high grade collection pond. 

LYONS* P. J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 
84/11/27. GARCIA, P. Uranium Recovery Field Office. Ip. 28397:279. 


8901100796 Forwards settlement analysis for proposed reclamation plan 
for Tailings Pond 2 for review. 

WARDWELL* R, E. Water. Waste St Land* Inc. 84/11/28. GARCIA* P. 
Uranium Recovery Field Office. 12pp. 28394:268. 


8901100793 Informs of mill 841210 shutdown St' heap leiech operation 
841217 shutdown. Liquor pumped to south evaporation pondiMill 
will be maintained in standby condition until further 
notice, 

LYONS* P, J. UMETCO Minerals Corp. (subs, of Union Carbide Corp. ). 
84/12/11. GARCIA* P. Uranium Recovery Field Office. Ip. 28394:267. 


8901100039 Forwards rapt showing const diagrems St specs for horizontal 
(Trains Installed in inactive tellings area* per requirements 
of License Condition 73. W/one oversize drawing. Aperture card 
availabla in PDR. . 

LYONS* P. J. UMETCO Minarals Corp. (subs, of Union Carbide Obrp) ), 
84/12/12. GARCIA* F, Uranium Recovery Field Office. 2pp. 

2S397: 126. 


B9011(X)744 Forwards two FR rulemaking notices re NRC conformance to new 
EPA stds it cc^perabill ty u/EPA requirements for hazardous 
substantas. Comments encouraged by 890129. W/b end. 

SMITH* R.D. Uranium Recovery Field Office. 84/12/10, WONG* t. 

UMETCO Minerals Corp. (subs, of Union Carbide Corp.), Ip. 

2.8394; 399: 

S9lG|Vl:0OT4S ForWari disposal 'of c ontaminat.ed’ Ih taiflngs 

. kre^s. 'Fae .paid:;'-;'' ■ ■■: 

. . uHETCID Hltterals COrp, (subs, of Un i on Carb i d e Co-rpi ) . 

: S4/12/i9, GARCIA*P. Region 4* Office of Director. 2pp. 28394:361. 
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8501100745 Ack recffipt of response to 840710 Itr re edequacy of 
existing groundwattr monitoring program to function 
detection monitoring sys. License will be amended 
requirements of 40CFR192, 

PETTENOILU H. J. Uranium Recovery Field Office. 84/12/28. WONO, T. 
UMETCO Minerals Corp. <subs. of Union Carbide Corp. ). Ip. 

28354: 347, 


DOCKET 40-0672 NUCLEAR METALS, INC. , CONCORD, MA 


8501110424 Forwards Enforcement Conference Rept 40-0672/84-02 on 
840821. 

MARTIN, T.T. Division of Engineering Sc Technical Programs. 84/12/28. 
TUFFIN, U.B. Nuclear Metals, Inc. 2pp. 28362:201. 


— 8501110425 Enforcement Conference Rept 40-0672/84-02 on 840821. Major 
areas discussed: violations noted in Insp Rept 40-0672/84-01, 
including hand exposure in excess of regulatory limits. 

RDWE,C. , KINNEMAN,J. Region 1, Office of Director. 84/12/13, 

2pp. 28362: 203. 


DOCKET 40-1162 WESTERN NUCLEAR, INC. , JEFFREY CITY, WY 


8501110294 Forwards two FR rulemaking notices re NRC conformance to new 
EPA std & comparability ui/EPA requirements for hazardous 
substances. Comments encouraged. W/o ends. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. WALKER, S. 
Western Nuclear. Inc. (subs, of Phelps Dodge Corp. ). ip. 28375:146. 


8501100710 Discusses Western Nuclear, Inc semiannual audit/ALARA 
840904-06 proceedings submitted w/licensee 841207 Itr. 
Licensee ALARA audit acceptable. 

JIERREE, C. C. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/12/27. Uranium Recovery Field Office. 3pp. 28353:337. 


8501100749 Discusses supplemental environ monitoring data for First 
Half 1984, omitted from licensee 840831 submittal. Items 
addressed include air particulate data, vegttetion samples Sc 
meteorological data. No trends noted. 

JIERREE, C. C. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/12/27. Uranium Recovery Field Office. 2pp. 28355:359. 


8501100721 Ack receipt of response to 840710 Itr re adequacy of 
existing groundwatsr monitoring program to function as 
detection monitoring sys. License will be amended to meet 
requirement of 40CFR192. 

PETTENOILL, H. J. Region 4, Office of Director. 84/12/28. WALKER, 8. 

Western Nucleer, Inc. (subs, of Phelps Dodge Corp.). Ip. 28353:345. 


8501090738 "Water Quality Sampling Results, Third Quarter 1984." W/ 
841219 Itr. 

BOODEN, 0. Western Nuclear, Inc. (subs, of Phtlps Dodge Corp. }. 

84/09/30. PETTENOILL* H. J. Uranium Racovery Field Office. 3e2pp. 
28306: 001. 


8501100746 "Split Rock Mill Semiennual Radiation Safety Audit/ALARA 
Review, 840904-06. " W/841207 Itr. 

BCI0DEN,0. W ester n Nuclear, Inc. (subs, of Phelps Dodge Corp. ). 
84/09/06. PETTENOILL, H. J. Uranium Recovery Field Office. 11pp. 
28354: 348. 


8501100373 Forwards NPDES compliance insp rmpt submitted by State of WY 
Dept of Environ Quality, Water Quality Div in accordance w/ 
requirements of License Condition 75 to License SUA-56. 

BOODEN, 0. W est ern Nuclear, Inc. (subs, of Phelps Dodge Corp. ). 
84/11/20. PETTENOILL, H. Uranium Recovery Field Office. 3pp. 

28357: 068. 


85011(X>372 Forwards ambankmont elevation w/tlme, 20-yr embankment plan 
sequential buildout section Sc details from D'Appolonia 
tailings mgt rept re reclamation plan to 6444 crest 
elevation. 

BOODEN, O. Western Nuclear, Inc. (subs, of Pholps Dodge Corp. ) 
84/11/29. PETTENOILL, H. Uranium Recovery Field Office. 4pp, 
28357:009. 


85010901^0 Forwards addendum to semljinnuai environ ropt for Jan-June 
1984. Addendum contains air particulate data, results of 
radionuclidss in vegetation samples Sc meteorological data. 

BOODEN, 0. W ester n Nuclear, Inc, (subs, of Phelps Dodge Corp. ). 
84/12/05. PETTENOILL, H. Uranium Recovery Field Office. Ip. 
28307:255, 


— 8501090775 Addendum to semiennual environ monitoring rept, Jan-June 
1904. 

* Western Nuclear, Inc. (subs, of Phelps Dodge Corp, ). 84/06/30. 

78pp. 28307:256. 


8501100790 Discusses final S;afety review of proposed dam raise Sc 
reclamation plan. License# should not be allowed to increase 
capacity of tailings impoundment beyond present crest 
height until seepaga of tailings controlled. 

K0NW1N8K1, 0. R. , PEtTENQiLL,H. J. Uranium Recovery Field Office, 
84/12/13. Uraniym Recovery Field Office. 10pp. 28319:202. 


8501110370 Issues Amend 22 to Licenso 8UA-06 in response to 820219, 
22,0322 Sc 830310 so|[mi‘ktalp r# proposed diem raise. Revised 
Condition 27 listed. 

MTH,R.D. Uranium Recovery Field Office. 84/12/13. BOODEN, O. 
Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ), 2pp. 

ABB . rr. 


“-8501110375 Amend 22 td M«l^»nse 80A^, revising Condition 27 to 
authorize reclamaitioiii of tailings mgt sys w/impoundment 
height of 6,410 ft above mean sea level, in accordance 
w/licensee submittals. . . 

SMITH , R,D. Uranium Recovery Field Office. 84/12/13. 14pp. 

28373?rOl9l. . 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOOA. TN 


8501100278 Forwards corrected Pages 15 Sc 20 to Rev 2 to Edgemont 
Decommissioning Project health physics manual. Contamination 
limits presented in 841030 submittal incorrect. 

HUFHAM,J. W. Tennessee Valley Authority. 84/11/06. SMITH,R. D. 
Uranium Recovery Field Office. 3pp. 28356:247. 


8501100751 Forwards review of TVA site closure plan. TVA should analyze 
stress on cap caused by differential settlement between 
crest tc toe of sand dikas Sc effact of differential 
• ettlement on surface drainage. 

8TAUB,W. P. Oak Ridge National Laboratory. 84/11/12. HAWKINS. E. 
Uranium Recovery Field Office. 4pp. 28356:030. 


8501100789 Concurs w/request for exemptions from 40CFR192 liner tc 
groundwater monitoring requirements for TVA. 

BROWNING. R. E. Division of Waste Management. 84/11/16. SMITH, R. D. 
Uranium Recovery Field Office. 2pp. 28354:333. 


8501100539 Forwards rept on matl handling trial conducted in 
conjunction w/fecility decommissioning project. Trial 
demonstrates proposed layering technique feasible procedure 
for plecemont of tailings matls. 

HUFHAM.J. W. Tennessee Valley Authority. 84/12/07. SMITH, R. D. 
Uranium Recovery Field Office. 2£^p. 28357:238. 


8501110350 Issues Amend 10 to License 8UA-ei6, adding License Condition 
36 re const of cley perimeter liner for sides of disposal 
basin. 

SMITH, R.D. Uranium Recovery Field Office, 84/12/20. Tennessee 
Valley Authority. 2pp. 28373: 158. 


DOCKET 40-1478 KERR-MCOEE OIL INDUSTRIES, OKLAHOMA CITY, OK 


8501220509 FOIA request for documents re Kerr-McOee Cushing U 6 thorium 
facilities, including Form fMEC-578 maftl status repts St 
attachments for License 8NM-695 for Jan 1963 - Doc 1965 St 
insp repts for listed licenses during 1963. 

BARNES, C. Affilietlon Not Assignod. 84/05/13. FELTON, J.M. 

Division of Rules and Records. 2pp. 28518:001. 


8501220514 Responds to FDIA request for 12 separate categories of 
documents re Kerr-McOee Cushing U St thorium facilities. 

Documents requested in Items 1-7 St 10 not located. Documents 
for Items 8, 9 It 11 listed in App A end. 

FELTON, J.M. Division of Rulos and Records. 84/06/19. BARNES, C. 
Affiliotlon Not Assigned. 2pp. 28518:003. 


— 8501220529 Compliance insp rept from insp on 640122-23 St 0305, 
Noncompliance noted: AEC not informed 10 days prior to start 
of machining oparations St dry source matl transferred in 
hood not equipped w/absolute filter. 

SMITH, O.H., WALKER. D.l. Atomic Energy Commission. 64/04/08. 
21pp. 28518:031. > 


85010^56 Inform^# of fire protection sprinkler sye convereion from wi 
to dry: process on. 841203 to avoid "sys f roeze up. " 

Phelps Dodge Corp. ). 

PETTENGXp.i K Uranium Recovery Field Off let. Ip. 
2B307:.33a ■ ... . . • 


—8501220533 Compliance investigation rept re 650623 fire St rep id 
oxidation. Noncompllence noted: AEC not immediotely notified 
of ovent. 

SANDEL,F.8. , WOOL8EY, R. T, Atomic Energy Commission. 65/07/09, 
13pp, 28518:053. 
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— 8901220939 Forward* complianco ln»p rapt from ln»p on 690126-27 tt 0202- 
03. No noncomplianca notad. 

WALK£R«D. I. Atomic Enargy Commission. 69/02/16. PUBIN8K1>L. 

Atomic Enargy Commission. 2pp. 28918:070. 


—8901220942 Complianca insp rapt from insp on 690126-27 *( 0202-03. No 
noncomplianca notad. Major araas inspac tad: scopa of 
oparation> facilitias & subcontracts. 

SANDEUP. S. , WOOLSEYtR. T. Atomic Energy Commission. 69/02/16. 
9pp. 28918:072. 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP. * OKLAHOMA CITY, OK 


8901300307 Transcript of 890129 hearing in Chicago, IL ra Krass Craak 
dacontamination, Pp 62-179. 

a Atomic Safaty and Licansing Board Panel. 89/01/29. 114pp. 

28642: 204. 


8901090248 Responds to Frye 841220 raciuest for answers to listed 
questions ra 841116 motion for reconsideration, clarification 
or referral to ASLAB. Certificate of Svc and. Related 
correspondence. 

FONNER, R. L. Regulations Division. #189 963. 89/01/03. Atomic 

Safety and Licensing Board Panel. 9pp. 28298:223. 


8901070946 Motion for leave to file and reply to Kerr-McOea response 
to motion for reconsideration or clarification of ASLB 
841019 memorandum St order. 

RAPKIN, A. Illinois, State of. #189 948. 89/01/04. Atomic Safety 

and Licensing Board Panel. Ip. 28216:391. 


— 8901070960 Reply to Karr-McOaa 841213 response to motion for 
consideration or clarification of ASLB 841019 mamorandum St 
order. Proof of svc Sc brief of people of State of IL as 
amicus curiae end. 

RAPKIN, A. Illinois, State of. 89/01/04. Atomic Safety and 
Licensing Board Panel. 91pp. 28216:392. 


8901220329 FOIA request for documents contained in Kerr-McOee Chemical 
Corp Kress Creek decontamination proceeding or referred to 
in 840302 order to show cause. 

PROTO, N.T. Kelley Drye St Warren. 84/07/11. Office of 
Administration. 2pp. 28920:032. 


8901080294 Notion for extension until 890110 to file memorandum 
requested by ASLB 841228 memorandum Sc order. Served on 
890107. Oranted by ASLB on 890107. 

BURNS, S.O. Regional Operations Sc Enforcement Division. #189 990. 
89/01/04. Atomic Safety and Licensing Board Panel. 2pp. 

28233: 171. 


8901220333 FOIA request for listed documents re Kerr-McOee Chemical 
Corp West Chicago Rare Earths facility license amend, 
including DES or FES, proposed amend to license Sc order or 
notice of hearing containing list of contentions. 

PROTO, N.T. Kelley Dry* Sc Warren. 84/07/11. Office of 
Administration. 2pp. 28920:034. 


8901220329 Responds to FOIA requests for docket records re Kerr-McOee 
Chemical Corp. Forwards App A documents. Documents also 
available in PDR. File on request closed. 

FELTON, U.M. Division of Rules and Records. 84/07/30. PROTO, N.T. 
Kelley Dry* Sc Warren. 2pp. 28920:036. 


8901100497 Confidential submittal re Kerr-McOee document*. Documents 
indicate that company took or planned steps to influence 
govt officials at every level S< reflect efforts to mold 
citizen opinion in favor of company onsite disposal plan. 

RAPKIN, A., EOOERT,R. R. Illinois, State of. #189 990. 84/12/17. 

6pp. 28289: 329. 


8901090288 Motion for extension of time to file brief on questions re 
applicable regulatory stds Ic burden of going forward Sc 
burden of persuasion in proceeding, per ASLB 841228 
memorandum Sc order. Certificate of Svc end. 

BURNS, S. O. Regional Operations Sc Enforcement Division. #189 979. 
89/01/04. Atomic Safety and Licensing Board Panel. 4pp. 

28297; 176. 


8901230920 Provides response to 841128 request for addl info re 
radiation contamination on property of Nichiren Shoshu 
Temple in DuPage County, IL. 

NEUBEROER, B. J. Environmental Protection Agency. 89/01/07. 
PROTO. N.T. Kelley Dry* Sc Warren. 3pp. 28936:317. 


8901300992 Forwards Insp Rept 40-2061/84-04 on 841210-13. No 
noncomplianca noted. 

PAPERIELLaC. J. Region 3, Office of Director. 89/01/07. 

STAUTER, J. C. Kerr-McOee Chemical Corp. (subs, of Kerr-McOee Corp. >. 
2pp. 28677:232. 


—8901100469 Affidavit of A Rapkin re confidential sulimlttal concerning 
Korr-McQe* documents. 

RAPKIN, A. Illinois, State of. 84/12/17. 2pp. 28289:339. 


— 8901100497 Affidavit of J Van der Kloot re confidential submittal 
concerning Kerr-McOee documents. 

VAN DER KLOOT Illinois, State of 84/12/1*^ 2pp. 28289:337. 


— 8901100902 Affidavit 'of RR Eggert re confidential submittal concerning 
Kerr-McOee documents. 

EQOERT,R. R. Illinois, State of. 84/12/17. Ip, 28289:339. 


8901020168 Motion for leave to file instanter response to Kerr-McOee 
Corp motion for stay in discovery. Du* to other pleadings ti 
holidays Ic illness of counsel, filing deadline missed. Related 
correspondence. 

RAPKIN, A. Illinois, State of. #189 876. 84/12/26. Atomic Safety 

and Licensing Board Panel. Ip. 28144: 143. 


—8901300997 Insp Rept 40-2061/84-04 on 841210-13. No noncomplianc* noted. 
Major areas inspected: onsite health physics Ic environ 
monitoring programs, site security, liquid waste disposal Ic 
demolition of Bldg 9. 

JANU8KA, A. 0. , SCHUMACHER, M. C. Region 3, Office of Director. 

89/01/07. 9pp. 28677:234. 


8901100247 Notice of appearance in proceed ing. Certificate of Svc end. 
LEWIS, 8. H. Hearing Branch 2. #189 999. 89/01/08. 3pp. 28298:393. 


8901100291 Notice of appearance 
LEWIS, 8. H. Hearing Branch 2. 


in proceeding, Certificate of Svc end. 
#189 994, 89/01/08. 3pp. 28289:349. 


8901110171 Notice of withdrawal of appearance in proceeding. Certificate 
of Svc end. 

GILBERT, L. 8. Regulations Division. #189 016. 89/01/09. 3pp. 

28317; 220. 


—6901020173 Response to Kerr-McOe* motion for stay in discovery. Stay of 
discovery inappropriate since issues involved within scop* 
of proceeding. Related correspondence. 

RAPKIN, A. Illinois, State of. 84/12/26. Atomic Safety and 
Licensing Board Panel. 2pp. 28144: 144. 


8901190066 Nichiren Shoshu Temple first set of interrogatories Ic 
request for production of documents to Kerr-McOee Chemical 
Corp. Certificate of Svc end. Related correspondence. 

PROTO, N.T. Kelley Drye Ic Warren. #189 046. 89/01/09. Kerr-McOee 

Chemical Corp. (subs, of Kerr-McOe* Corp.). 10pp. 28380:141. 


— 8901020176 Comments on discovery dispute re Kerr-McOee 841221 response 
to State of IL motion for emergency ruling. Privileges waived 
when documents produced. Proof of svc end. Related 
correspondence. 

RAPKIN, A. Illinois, State of. 84/12/26. 4pp. 28144:146. 


8901020308 Memorandum Ic order directing proponents of order to shew' v 
cause to file briefs by 890106. Kerr-McOe* should file 
respondent brief- by 890122. Served on 841231. 

FRYE, J. H. Atomic Safety and Licensing Board Panel. #189 664. 
84/12/28. NRC - No Detailed Affiliation Given. 2pp. 2ei43:019::> 


6901090198 Preliminary response to A8LB 841224 order requesting NRC 
investigate conduct of DP Oustavson re Kerr-McOee Chemical . t-K ' 
Corp Ic preparation of DES Ic FES for waste storap* at West' 

Chicago sits. Certificate of Svc end. Related correspondence. 
FONNER, R.L. Regulations Division. *189 962. 89/0l/03£ ;^9pp; ■ ^ 

28299:069. ' .,.-.-,...1 


8901190077 Forward* Nichiren Shoshu Temple first set of interrogatories 
Ic request .for produetion of documents to Kerr-McO** Chemical 
Corp re Kress Creek decontamination for filing. W/o end. 

Related correspondence. 

PROTO, N.T. Kelley Dry* Ic Warren. #189 049. 89/01/09, Docketing 

Ic Services Branch. Ip. 28380; 140. 


8901190336 Informs that State of IL 841126 motion to compel production 
of documents mooted in entirety. Svc list end. Related 
correspondence. 

RAPKIN, A. Illinois, State of. #189 071. 89/01/09. FRYE,J. H., 

CARPENTER, U. H. , MORRIS, P. A. Atomic Safety and Licensing Board Panel. 
3pp. 28388; 114. 


890111Q469 Joint memorandum in response to A8LB 841228 memorandum It 
order. Prap on end^ tear h^den of goinp forwafd w/eyidenc* re 
aliegatioers. Certificate p# Sec pfid. 

BURNS, 8.0. , CUOCOvL, M. Regional Oparations 8 Enforcement Division. 
PROTO, N. T. Nichiren Shoshu Temp la. #189 023. 89/01/10. ISpp. 

2C09f:<»l. 
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8501140538 Informs of typo in 850110 joint msmorandum in response to 
ASLB 841228 mcmoranduffl & order. Word “containmemt" used 
erroneously in Line 21 of Page 2 of brief instead of 
"contamination. " Counsel for Kerr-McOee advised 850111. 

CUOCOi L. M. Regional Operations Sc Enforcement Division. #185 037. 
85/01/11. FRYE.J. H. » MORRIS»P. A. , CARPENTER, d. H. Atomic Safety and 
Licensing Board Panel. Ip. 28376:258. 


8501140540 Motion for extension until 850201 to respond to NRC 841115 
first set of interrogatories Sc request for documents re 
Kress Creek decontamination. Certificate of Svc end. Related 
correspondence. 

NICKLES.P. d. Kerr-McGee Chemical Corp. <subs. of Kerr-McOee Corp. >. 
#185 039. 85/01/11. Atomic Safety and Licensing Board Panel. 

4pp. 28376:260. 


8501160611 Motion for extension of time until 850201 to respond to 
interrogatories Sc request for documents due on 850118. 

MESERVE. B. A. . NXCKLES. P. d. Kerr>McOee Chemical Corp. <subs. of 
Kerr-McOee Corp. ). #185 103. 85/01/11. Atomic Safety and 

Licensing Board Panel. 2pp. 28419:235. 


8501160561 Comments on NRC 850103 response to ASLB 841220 questions. 
NRC apparently confused about source of authority to grant & 
deny applications re FES for onsite disposal. Proof of Svc 
end. Related correspondence. 

RAPKXN.A. Illinois. State of. #185 092. 85/01/14. 5pp. 

28419: 310. 


8501250222 Requests prompt investigation into basis for allegations 
concerning P Oustavson. as contained in State of IL pleading. 
Documents supporting request end. Related correspondence. 
CUNNINGHAM. «. H. Office of the Executive Legal Director. #185 224, 
85/01/15. CONNELLY, S. R. Office of Inspector & Auditor. Ip. 

28548; 190. 


—8501250235 Responds to 850102 Itr re allegations concerning activities 
of P Oustavson. Matter should be referred to Ofc of Inspector 
tt Auditor. Legal issues fall within purview of QELD. Related 
correspondence. 

FITZGERALD, d. A. Office of the General Counsel. 85/01/08. 

CUNNINGHAM. 0. H. Office of the Executive Legal Director. Ip. 

28548: 191. 


— 8501250245 Forwards Page 3 of State of IL 841217 pleading re allegation 
that activities of P Oustavson raise questions of conflict 
of interest. Investigation of matter by Ofc of Inspector tt 
Auditor recommended. Related correspondence. 

CUNNINGHAM. 0. H. Office of the Executive Legal Director. 85/01/02. 
PLAXNE. H. Office of the General Counsel. 2pp. 28548:193. 


— 8501250261 Memorandum & order directing staff to investigate 
allegations re activities of P Oustavson bearing on DES 6 
FES foT' proceeding. Certificate of Svc end. Related 
correspondence. 

FRYE. d. H. Atomic Safety and Licensing Board Panel. 84/12/24. 
Office of the Executive Legal Director. 4pp. 28548: 195. 


8501290554 Requests estimated vol of contaminated soil which may be 
moved back to West Chicago Site from scattered spots in City 
of West Chicago. Reed'-Keppler Park Sc sanitary treatment 
plant. 

NIXON, W. A. Uranium Fuel Licensing Branch. 85/01/15, DENNY. I, L. 
Kerr-McGec Chemical Corp. <subs. of KerrHIcGee Corp. ). Ip. 

28648; 363. 


8501250164 Reply memorandum in response to brief of Kerr'-licGee Chemical 
Corp. Proponents request ASLB to find 841228 order to show 
cause issued in accordance w/Atomic Energy Act Sc regulations 
thereunder. Certificate of Svc end. 

BURNS. S.G. Hearing Branch 3. CUOCO.L. M. Office of the Executive 
Legal Director. PROTO.N. T. Nichiren Shoshu Temple. #185 212. 
85/01/22. 12pp. 28551:313. 


8501250439 Memorandum Sc order denying staff motion for reconsideration 
of ruling admitting Contention KM-1 or referral to ASL^ St 
granting staff motion for darif ication. Served on 850124. 

CARPENTER, d. H. . MORRIS. P. A.. FRYE. d. H. Atomic Safety and Licensing 
Board Panel. #185 248. 85/01/23. Office of the Executive Legal 

Director. 29pp. 28548: 001. 


DOCKET 40-2259 PATWINDER MINES CORP. . RIVERTON, WY 


8501100701 Forwards corrected pages for License SUA-672 renewal 
application. Minor corrections made to Table 5. 5. 7.1 Sc 
Figures 2-3 Sc 5-3. Annual soil sampling data submitted in 
lata Augr 

HARDGROVE. T, M, Pathfinder Mints Corp. 84/10/08. dlERREE. C. 
Uranium Recovery Field Office. 2pp. 28350:355. 


8501150466 Forwards SOPs for respiratory protection program for review 
St approval, per 840802 Itr. Required elements of approved 
respiratory protection program described. Fee paid. 

HARDGRDVE. T. W. Pathfinder Mines Corp. 84/11/14. dlERREE, C. 

Uranium Recovery Field Office. 20pp. 28392:211. 


6501100232 Summarizes 841120 telcon re min air sampler flow rate 
applicable to radon daughter analysis in Luck Me Mill. 
HARDGROVE, T. M. Pathfinder Mines Corp. 84/11/30. dlERREE. C. 
Uranium Recovery Field Office. Ip. 28356:252. 


8501100793 Application to amend Licenses SUA-442 St SUA-672. authorizing 
self-bonding to cover tailings stabilization St reclamation, 
mill decommissioning St millsite reclamation. Related 
documentation withheld (ref 10CFR9. 5). Fee paid. 

PENNINGTON, T. W. Pathfinder Mines Corp. 84/12/03. PETTENGILL. H. d. 
Uranium Recovery Field Office. 3pp. 28319:212. 


B5011{X>784 Discusses licensee 841120 soil grab sample analysis for 
1984. Licensee will submit request for amend to License 
Condition 47 in early 1985 to list alternate lower limit of 
detection. 

dlERREE, C. C. , PETTENGILL, H. d. Uranium Recovery Field Office. 
84/12/07. Uranium Recovery Field Office. 2pp. 28354:320. 


8501100369 Discusses 841217 meeting between State of WY Dept of Environ 
Quality Sc NRC re Pathfinder proposal to resume use of 
Tailings Pond 1. Pond should only be authorized for limited 
use during winter months to minimize seepage problems. 

ENOELMANN. R. . KEARNEY, B. Wyoming. State of. 84/12/17. Pathfinder 
Mines Corp. 2pp. 28357:007. 


8501110442 Forwards two FR rulemaking notices outlining how Commission 
plans to address dual Congressional mandates to conform 
u/new EPA stds St be comparable w/EPA requirements for 
hazardous substances. Comments requested. W/o end. 

SMITH. R.D. Uranium Recovery Field Office. 84/12/18. Pathfinder 
Mines Corp. Ip. 28369:049. 


85011<X)629 Forwards flagging syt used to assure that license* 
submittals provided per license requirements. Flagging sys 
altered as license changes. Updated sys will be forwarded if 
desired. 

UIERREE,C. C. Uranium Recovery Field Office. 84/12/19. HARDGROVE. T. 
Pathfinder Mines Corp. 2pp. 28356:141. 


8501110400 Responds to 841219 Itr r* interpretation of Condition 39 of 
License SUA-672. Use of 5 minute. 10 liter air sample 
acceptable for Yadon daughter determination. per Baction 1.3 
of Reg Guide 8. 30. No amend necessary. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/19. NUGENT. E. L. 
Pathfinder Mines Corp. Ip. 28373:338. 


8501100067 Forwards application fee for ammo to License 3UA-442. 
Application fee submitted on 841203 should be applied 
towards amend to License SUA-672. Fee paid. 

PENNINGTON. T. W. Pathfinder Mine* Corp. 84/12/21. PETTENGILL. H. J. 
Uranium Recovery Field Office. ip. 28356:096. 


8501100511 Advises that listed info should be eddressed in 
respiratory protection program. in response to licensee 
841114 submittal. Addl info requested by 850116. 

PETTENGILL. H. U. Uranium Recovery Field Office. 84/12/21. 
HARDGROVE, T. Pathfinder Mines Corp. 2pp. 28357:246. 


6501100532 Summary of 841217 meeting w/Statc of WY.Dept of Environ 
Quality in Cheyenne. WY re Pathfinder Mines Corp Pond 1 
tailings disposal request. 

KONWINSKI. G. R. . PETTENGILL. H. J. Urenium Recovery Field Office. 
84/12/21. Uranium Recovery Field Office. 3pp. 28357:240. 


B5011(X>711 Advises that review of draft electromagnetic surveys 
completed. Future regulatory efforts may be hampered by data 
contained in draft repts. Addl field work canceled St progress 
on terrain conductivity repts terminated. 

PETTENGILL, H. U. Uranium Recovery Field Office. 84/12/21. MCLEAN. R. 
Oak Ridge National Laboratory. Ip. 28353:340, 


8501100680 Ack receipt of response to NRC 840710 Itr. addressing 
adequacy of existing groundwater monitoring program to 
function as detection monitoring sys as defined in 40CFR192. 
PETTENGILL. H. U. Uranium Recovery Field Office. 84/12/28. 
Pathfinder Mines Corp. Ip. 28308:359. 


DOCKET 40-3453 ATLAS MINERALS. INC. . DENVER. CO 


6501100543 Responds to request for addl info ra 840531 application for 
renewal of license St extension of 841204 deadline to 841219. 
Personnel dosimeters will be exchanged quarterly. 

BLUBAUGH, R. E. Atlas Minerals. Inc. 84/12/17. PETTENGILL. H. J. 
Uranium Recovery Field Office. I2pp. 28357:225. 



DOCKETED ITEMS 


5 


8501110213 Forwards two FR rulemaking notices outlining how Commission 
plans to address dual congressional mandates to conform 
w/new EPA stds & be comparable w/EPA requirements for 
hazardous substances. Comments requested. W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. BLUBAUOH, R. E. 
Atlas Minerals, Inc. Ip. 28371:293. 


8501100619 Forwards flagging sys used to assure licensee submittals per 
license requirements. Flagging sys altered as license & 
reporting requirements change. Updated sys will be forwarded, 
if desired. 

JIERREE, C. C. Uranium Recovery Field Office. 84/12/19. BLUBAUOH, R. 
Atlas Minerals, Inc. 2pp. 28356: 148. 


8501110162 Forwards Amend 20 to License SUA~917, incorporating program 
for reclamation phase mods to Moab Mash by revising 
Condition 16. 

SMITH, R.O. Uranium Recovery Field Office. 84/12/19. BLUBAUOH, R. E. 
Atlas Minerals, Inc. 2pp. 28371:326. 


— 8501110170 Amend 20 to License SUA'"917 for Atlas Corp, Atlas Minerals 
Div, revising Condition 16 to incorporate program for 
reclamation phase mods to Moab Wash. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/19. 11pp. 

28371:328. 


— 8501110177 Recommends issuance of Amend 20 to License SUA-917, 
incorporating program for reclamation phase mods to 
Moab Wash, relocating wash away from tailings pond. 

0ARCIA,P. J. , PETTENOILL, H. J. Uranium Recovery Field Office. 
84/12/19. Uranium Recovery Field Office. 4pp. 28371:339. 


8501100643 Ack receipt of response to 840710 Itr re adequacy of 
existing groundwater monitoring program to function as 
detection monitoring sys as defined in 40CFR192. License must 
be amended to incorporate final requirements. 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/12/28. 
BLUBAUOH, R. E. Atlas Minerals, Inc. Ip. 28356:120. 


DOCKET 40-4492 FEDERAL-AMERICAN PARTNERS, RIVERTON, WY 


8501100804 Responds to 841026 request for info re proposed reclamation 
p Ian. Approval of reclamation plan requested. Related info 
end. 

ANDRUS, N.J. American Nuclear Corp. 84/12/03. PETTENOILL, H. U. 
Uranium Recovery Field Office. 27pp. 28306:327. 


8501090054 Requests executed permit rev form to formalize approval of 
updated reclamation plan. Item 8 requires that all documents 
applying to plan be listed. 

MOXLEY,M. Wyoming, State of. 84/12/13. NILES, A. American Nuclear 
Coro. Ip. 28307:334. 


8501110233 issues Amend 19 to License SUA’'667, deleting Condition 28 & 
revising Condition 19 re reclamation of Tailing Ponds 
1 & 2 . 

SMITH, R.D. Uranium Recovery Field Office. 84/12/24. FERGUSON, J. C. 
American Nuclear Corp. 2pp. 28376: 146. 


— 6501110235 Safety evaluation re 840502 reclamation plan for two 
tailings ponds at Gas Hills Mill. Amend to License 8UA-667, 
revising License Condition 19dncorporating reclamation 
plan Ic deleting Condition 28 recommended. 

GARCIA, P.J., PETTENGILL, H. U. Uranium Recovery Field Office. 
84/12/24. Uranium Recovery Field Office. 8pp. 28376:148. 


— 8501110236 Amend 19 to License SUA-667 for American Nuclear Corp, 
deleting Condition 26 Ic revising Condition 19 re 
reclamation of Tailing Ponds 1 St 2. 

SMITH, R.D. Uranium Recovery Field Office. 64/12/24. 7pp. 
28376: 156. 


8501100494 Ack receipt of response to NRC 840710 Itr, addressing 
adequacy of existing groundwater monitoring program to 
function as detection monitoring sys as defined in 
40CFR192. 

PETTENGILL, H. J. Uranium Recovery Field Office. 84/12/28. 
American Nuclear Corp. Ip. 28357:273, 


DOCKET 40-6500 ENERGY, DEPT, OF, CAN0N8BURG, PA 


8501100779 Advises that review of Nov 1984 draft radiological It 
engineering assessment for Burrell site completed. 
Supplemental stds that will be applied St plan described for 
stabilization of matl onsite satisfactory. 

PAGE,R. G. Uranium Fuel Licensing Branch. 84/01/03. BALL, D. 
Energy, Dept. of. Ip, 28354:319. 


8501030070 Discusses mods to remedial action plan required for 
completion of const scheduled for Fall 1985. Complete 
decontamination of Area C Sc changing organic matl 
disposition requirements on site will be accomplished. 

THEMELIUS, J. 0. Energy, Dept. of. 84/12/10. NIXON, W. Uranium Fuel 
Licensing Branch. 17pp. 28169: 342. 


8501090356 Comments on methods proposed for verifying that significant 
quantities of Th-230 not missed during site evacuation. 

Location from which each sample taken, including depth, should 
be recorded. Method of sampling for small areas satisfactory. 

PAGE, R. 0. Division of Waste Management. 84/12/28. BALL, D. M. 

Energy, Dept. of. 2pp. 28307:356. 


DOCKET 40-6622 PATHFINDER MINES CORP. , SHIRLEY BASIN, WY 


8501040265 Submits proposal for disposal of contaminated matl & 
equipment generated at Shirley Basin Nine, per License 
Condition 46 of License SUA-442. Fee paid. 

WORMAN,G, W. Pathfinder Mines Corp. 84/11/02. Uranium Recovery 
Field Office. 2pp. 28215:352. 


8501100793 Application to amend Licenses SUA-442 & SUA-672, authorizing 
self-bonding to cover tailings stabilization Se reclamation, 
mill decommissioning 8c millsite reclamation. Related 
documentation withheld <ref 10CFR9. 5). Fee paid. 

PENNINGTON, T. W. Pathfinder Mines Corp. 84/12/03. PETTENOILL, H. J. 
Uranium Recovery Field Office. 3pp. 28319:212. 


8501070404 Requests fee for review of 641102 Itr submitted in response 
to Condition 46 of License 8UA-442. 

WEISS, D. License Fee Management Branch. 84/12/05. WORMAN, 0. W. 
Pathfinder Mines Corp. Ip. 28223:362. 


8501100719 Forwards two FR rulemaking notices outlining how Commission 
plans to address dual Congressional mandates to conform 
w/new EPA stds ft be comparable w/EPA requirements for 
hazardous substances. Comments requested. W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. MURDOCK, E. S. 
Pathfinder Nines Corp. Ip. 28350:363. 


8501100067 Forwards application fee for amend to License SUA-442. 
Application fee submitted on 841203 should be applied 
towards amend to License SUA-672. Fee paid. 

PENNINGTON, T. W. Pathfinder Mines Corp. 84/12/21. PETTENOILL, H. J. 
Uranium Recovery Field Office. Ip. 28356:096. 


8501100573 Ack receipt of response to NRC 840710 Itr, addressing 
adequacy of existing groundwater monitor program to function 
as detection monitoring sys, per 40CFR192. 

PETTENGILL, H. J. Uranium Recovery Field Office. 84/12/28. 
MURDOCK, E. 8. Pathfinder Mines Corp. Ip 28357 192 


DOCKET 40-6659 GETTY OIL CO. - PETROTOMIC8 CO. , SHIRLEY BASIN, WY 


8501110289 Forwards two FR rulemaking notices re NRC conformance to new 
EPA std ft comparability w/EPA requirements for hazardous 
substances. Comments encouraged. W/o ends. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. PFAFF, 9. U. 
Getty/Petrotomics Co. Ip. 28376:042. 


6501100711 Advises that review of draft electromagnetic surveys 
completed. Future regulatory efforts may be hampered by data 
contained in draft repts. Addl field work canceled fc progress 
on terrain conductivity repts terminated, 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/12/21. MCLEAN, R. 
Oak Ridge National Laboratory. Ip, 28353:340. 


8501100718 Ack receipt of response to 840710 Itr re adequacy of 
existing groundwater monitoring program to function as 
detection monitoring sys. License will be amended to meet 
requirements of 40CFR192. 

PETTENGILL, H. G.: Uranium Recovery Field Office. 84/12/28. 
PFAFF,kU. Getty/Petrotomics Co. Ip. 28353:343. 


^501110160 Requfets rim^ttance of fee for 841206 application for amend 
to License 8UA-8i51, apip roving respiratory protaction program. 

WEISS, D. Licansa Fee Management Branch. 85/01/08. PFAFF, S. J, 
Getty/Petrotomics Co. Ip, 28369:321. 

'■ : H " f. < ; ■ ' ■ ' ' ■ 

DbeKET 40^920 QUALCORP, PHOENIXyi^Ei PA 


8501250061 Responds to FOIA rsquest fqr documents re Automation 
Industries, Inc License 37-00611-09. Forwards documents listed 
in App A. Div of Accounting will forward bill for 
reproduction costs. 

FB.TON,J. M. Division of Rules and Records. 84/06/13. REED, K. C, , 
CAMPBELL, M. A. Bolton, Dunn tt Moore. 21pp. 28608:002. 
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— 7912190074 Forwards application for renewal of Source Matl License 
SUB-86S. Will continue operation under procedure covered by 
Matl/Byproduct License 37-0061 l-09» Amend 5. 

SANTQROjM. P. Automation Industriesi Inc. 79/11/07. JONES> J. A. 
Materials Licensing Branch. Ip. 28609:054. 


— 7912190083 Application for renewal of Matl/Byproduct License SUB-86S 
authorizing use of depleted U castings to be encased in 
stainless steel weldments. Operating Sc emergency procedures 
for License 37-00611-09 end. 

SANTOROiM. P. Automation Industriesi Inc. 79/10/29. 4pp. 
28609:055. 


— 7912190093 Requests amend to Source Matl License SUB-86B authorizing 
possession St use of source matl at locations other than 
Phoenixville facility. 

SANTOROiM. P. Automation Industriesi Inc. 74/10/31. BUCHANAN. C. R. 
Atomic Energy Commission. 2pp. 28609:139. 


— 7912190108 Forwards prospective vendor concurrence statements re 
fabrication of stainless steel shells for housing depleted 
U & scope of work. Depleted U castings will be transported to 
vendor site in epoxy coated form. 

SANTOROiM. P. Automation Industries. Inc. 75/02/13. Atomic 
Energy Commission. 2pp. 28609: 143. 


— ^7912190116 Concurs w/Automation Industries re fabrication of shipping 
containers employing depleted U as shielding. Fabrication 
will comply w/provisions of Licenses SUB-86e & 

37-00611-09. 

COLEMANiE. Coleman Machine & Fabrication. Inc. 75/02/13. 

Atomic Energy Commission. 2pp. 28609:145. 


—7912190124 Concurs w/Automation Industries re fabrication of shipping 
containers employing depleted U as shielding. Fabrication 
will comply w/provisions of Licenses SUB-a68 & 37-00611-09. 

QUAY.H, E. Coleman Machine h Fabrication. Inc. 75/02/19. Atomic 
Energy Commission. 2pp. 28609:147. 


— 8501250071 Amend 2 to License SUB-868 for Automation Industries. Inci 
authorizing use of U for assembly into radiography exposure 
devices & DOT shipping containers. 

GUINN. P.R. Materials Licensing- Branch. 81/06/04. 2pp. 

28609; 039. 


— 8501250072 Modifies 840302 order to show cause & order temporarily 
suspending license (effective immediately ). Mod authorizes 
receipt of spent radiography sources in DOT approved 
shipping containers. 

MURLEYiT. E. Region 1. Office of Director. 84/03/02. DWIGHT. J. 
Automation Industries. Inc. 2pp. 28608: 023. 


— 8501250076 Corrected Amend 1 to L ic en se SUB -868 for Automation 
Industries. Inc. authorizing use of U for dep leted Vpoxy- 
coated metal for fabrication into DOT shipping containers 
radiography exposure devices. 

DRAOONETTEi K. 5. Materials Licensing Branch. 75/08/22. 2pp. 
28609:041. 


— 8501250082 Responds to 810706 Itr requesting documents re Automation 
Industries. Inc & Ir-192 camera. Per 810708 telcon. documents 
end. Fee requested. 

ABRAHAMiK. Office of Public Affairs. 81/07/16. MALLOY. J. A. 
Hepburn. Wilcox. Hamilton Sc Putnam. Ip. 28610:343. 


— 8501250083 Amend 1 to License SUB-868 for Automation Industries. Inc. 
authorizing use of U in depleted epoxy-coated metal for 
fabriciation into DOT shipping containers Sc radiography 
exposure devices. 

DRAGONETTE. K. S. Materials Licensing Branch. 75/04/03. 2pp. 

28609: 043, 


— 8501250094 License SUB-S6e for Automation Industries. Inc. authorizing 
use of U in accordance w/procedures described in licensee 
690925 application Sc 691017 suppl. 

HARMON.D.F, Atomic Energy Commission. 69/10/24. Ip. 28609:045. 


— 8501250102 License SUB-868 for Budd Co. authorizing use of U in 
accordance w/procedures described in licensee 621031 
application Sc 621031 Sc 630116 suppls. 

HARMON. D.F, Atomic Energy Commission. 66/04/20. Ip, 28609:046, 


— 8501250108 License SUB-0682 for BUdd Co. authorizing use of U in 
accordance w/procedures described in licensee 621031 
application Sc 621031 Sc 630116 suppls. 

NUSSBAUMER. D, A. Atomic Energy Commission. 63/01/28. 7pp. 
28609:047. 


— 8501250125 Ack receipt of 790830 application to renew License SUB-868. 
Submittal of up-to-date application reflecting current 
program requested. 

JONES. J. A. Materials Licensing Branch. 79/09/27. SANTORO. M. P. 
Automation Industries. Inc. Ip. 28609:059. 


— 8501250132 Ack receipt of 741015 Itr informing AEC of steps taken to 
correct violations noted in recent insp. 

NELSON. P.R. Atomic Energy Commission. Directorate of Regulatory 
Operations. 74/10/23. SANTORO. M. Automation Industries. Inc. 

2pp. 28608: 163. 


— 8501250133 Forwards application to renew License SUB-86S. Faci 1 i ty to 
continue operation under conditions & procedures covered by 
Amend 5 to License 37-00611-09. Fee paid. 

SANTORO. M.P. Automation Industries. Inc. 79/08/30. Division of 
Fuel Cycle & Material Safety. 4pp. 28609:060. 


■8501250139 Advises that renewal fee necessary for processing of 790830 
application to renew License SUB-868. 

JACKSON. G. License Fee Management Branch. 79/09/10. SANTORO. M. P. 
Automation Industries. Inc. 25pp. 28609:064. 


— 8501250141 Responds to AEC 740926 Itr re noncompliance noted in recent 
insp. Corrective actions: sealing of depleted U castings no 
longer performed on contracted welder premises & results of 
package contamination surveys now recorded. 

SANTORO. M. P. Automation Industries. Inc. 74/10/15. NELSON. P. R. 
Atomic Energy Commission. Directorate of Regulatory Operations. 

24pp. 28608: 165. 


— 8501250144 “Nuclear Encapsulation Facility Operating & Emergency 
Procedures Manual. '• 

CALLIHAN. R. E. Automation Industries. Inc. 70/06/08. 50pp. 

28609: 089. 


— 8501250159 Responds to application to renew License SUB-868 8c request 
for authorization to fabricate stainless steel shells to 
house depleted U at welding vendor sites. Listed info 
requested. 

DRAGONETTE. K. S. Atomic Energy Commission. 75/01/23. SANTORO, M. P. 
Automation Industries. Inc. 2pp. 28609: 141. 


— 8501250179 Advises that typo noted in address in Amend 1 Condition 9 to 
License SUB-86B. 

SANTORO. M.P. Automation Industries. Inc. 75/07/31. BUCHANAN. C. R. 
Atomic Energy Commission. 2pp. 28609:149. 


— 8501250187 Agrees to work under direct guidance 8c supervision of 
Automation Industries personnel in performing seal weldment 
of DOT-55 shipping containers. using depleted U as shielding 
medium, 

BOAMAN. J. A. Honeywell. Inc. 75/02/13. Division of Fuel Cycle 8t 
Material Safety. 5pp.~ 28609:157. 


— 8501250192 Ack receipt of application to ranew License SUB-868. 
SINGER. B. Atomic Energy Commission. Directorate of Licensing. 
74/10/15. SANTORO. M.P. Automation Industries. Inc. 2pp. 
28609: 164. 


— 8501250216 Forwards application to ranew License SUB-868. Operation 
under procedures of Amend 4 to License 37-00611-09 advised. 

No significant changes in administrative, operating 8c 
emergency procedures since 690925 application notad. 

SANTORO. M.P. Automation Industries. Inc. 74/09/25. BUCHANAN. C. R. 
Atomic Energy Commission. Ip. 28609:166. 


— 8501250230 Application to renew License SUB-868, authorizing use of U 
depleted in U-235 as radiation shielding for radiography 
exposure devices Sc shipping containers. Epoxy coated depleted 
U castings to be encased in stainless steel weldments. 

SANTORO. M.P. Automation Industries. Inc. 74/09/25. 2pp. 

28609: 167. 


— 8501250237 Responds to 710302 Itr Sc earlier telcon re license fee for 
use of depleted U under License SUB-868. Fee exemption 
intended to cover source matl already contained in devices 8c 
containers. Fee specif ed in Invoice L-0277-71 correct. 

MILLER. W. 0. Atomic Energy Commission. 71/04/01. SANTORO. M. P. 
Automation Industries. Inc. Ip. 28609: 169. 


— 8501250246 Confirms telcon re interpretation of 10CFR170. 11 (a ) (8) 
(exemptions). Accounting dept already procassed Invoice 
L-0277-71 dtd 710205, Return of fee requested due to wording 
of Part 170. IKa) (8) exemption. 

SANTORO.M. P, Automation Industries. Inc. 71/03/02. MILLER. W.O. 
Atomic Energy Commission. Ip. 28609: 170. 


—8501250251 Forwards renewed License SUB-B68. W/o end. 

HARMON.D.F. Atomic Energy Commission. 69/10/24. SANTORO* M. P, 
Automation Industries. Inc. Ip. 26609:171. 
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— 8501250256 Informs that rept describing corrective actions already 
taken or which will be taken immediately in response to Insp 
Repts 30-05998/83-01 & 40-6920/83-01 currently under 
preparation. Rept to be forwarded shortly. 

OUIOHTiJ. E. Automation Industries* Inc. 83/09/30. ALLAN* J. M. 
Region 1* Office of Director. Ip. 28612:354. 


— 8501250259 Responds to 710209 telcon re three invoices concerning 
Licenses SUB-868* 37-0061 1-09 Sc 37-0061 1-10. Invoices cover 
authorization to mfg Sc distribute sealed sources* possession 
St use of depleted U Sc industrial radiography * per 10CFR170. 
MILLER* W.O. Atomic Energy Commission. 71/02/22. SANTORO* M. 
Automation Industries* Inc. Ip. 28609: 172. 


—8501250267 Responds to 691007 Itr Sc 691013 telcon re 690925 application 
to renew License SUB -868. Scope of operations w/depletcd U 
same as at previous facility locations. All depleted U to be 
purchased in completely fabricated form. 

SANTORO* M.P. Automation Industries* Inc. <69/10/17. HARMON* D. F. 
Atomic Energy Commission. Ip. 28609: 173. 


—8501250272 Advises that 690925 application to renew License 8UB-e68 
should be refiled within 10 days of Itr date per 690318 
instructions. 

HARMON* D.F. Atomic Energy Commission. 69/10/07. SANTORO* M. P. 
Automation Industries* Inc. 2pp. 28609; 174. 


— 8501250281 Responds to AEC 690522 Itr extending License SUB-868 to 
691031 It AEC 690820 Itr re application to renew License 
SUB-868. Transfer of all activities to new excapsulation 
facilities to be complete by 691013. 

SANTORO* M.P. Automation Industries* Inc. 69/09/25. BUCHANAN* C. R. 
Atomic Energy Commission. Ip. 28609: 176. 


—6501250267 Application to renew License 8UB-868* authorizing use of U 
depleted in U-235 in accordance w/procedures described in 
License SUB-e68 & Amend 2 to License 37-00611-09. 

SANTORO*M. P. Automation Industries* Inc. 69/09/25. 3pp. 

28609: 177. 


—8501250292 Informs that expiration date of License 8UB-B66 extended to 
691031* per 690514 request. Application for renewal should be 
filed no later than 690930. 

HARMON* D.F. Atomic Energy Commission. 69/05/22. SANTORO* M. P. 
Automation Industries* Inc. Ip. 28609; 180. 


— 8501250300 Reiiuests permission to continue present activites under 
License SUB-868 until new hot cell it encapsulation 
facilities approved by Isotopes Branch <raf application to 
renew License SUB-868). Changes scheduled for Sept. 

SANTORO* M.P. Automation Industries* Inc. 69/05/14. HARMON* 0. F. 
Atomic Energy Commission. 3pp. 28609: 181. 


— 8501250335 Forwards License SUB-868. Exp i rat ion of License SUB-6B2 
noted. 

HARMON* D.F. Atomic Energy Commission. 66/04/20. BUCK* J. H. Budd 
Co. 2pp. 28609:217. 


— 8501250336 Responds to application to renew License SUB-B68. New 
renewal application w/o ref to previous applications 
requested. Expiration date of License 8UB-B66 extended to 
690531. 

HARMON* D. F. Atomic Energy Commission. 69/03/18. SANTORO* M. P. 
Automation Industries* Inc. 2pp. 28609:189. 


—8501250344 Application to renew License SUB-682 authorizing use of 
depleted U. Conditions of license as originally issued remain 
unchanged. 

BUCK*J. H. Budd Co. 66/04/05. NUSSBAUMER* D. A. Atomic Energy 
Commission. Ip. 28609:219. 


— 8501250345 Forwards application to renew License SUB-868. Scope of 
operations using depleted U unchanged. Operating procedures 
under License 37-00611-09 applicable. 

SANTORO* M.P. Automation Industries* Inc. 69/03/07. Atomic 
Energy Commission. Ip. 28609:191. 


—8501250349 Informs that use of U as described in 630226 Itr exempt from 
requirements of 10CFR40. 13(c) <6). 

NUSSBAUMER* D. A. Atomic Energy Commission. 63/03/08. 

THOMPSON* C. F. Budd Co. Ip. 28609:220. 


— 8501250354 Application to renew License SUB-B68* authorizing use of U 
depleted in U-235 in accordance w/procedures Sc conditions of 
Licenses SUB-86B it 37-00611-09. 

SANTORO*M. P. Automation Industries* Inc. 69/03/07. 5pp. 

28609: 192. 


— 8501250359 Advises that some units mfg have surface dose exceeding ICC 
55 regulations when loaded to rated byproduct matl capacity 
(ref correspondence it blueprints submitted w/application for 
License SUB-6B2). Comments requested. 

THOMPSON* C. F. Budd Co. 63/02/26. NUSSBAUMER* D. A. Atomic Energy 
Commission. 2pp. 28609:221. 


—8501250364 Forwards License SUB-6B2. 

NUSSBAUMER* D. A. Atomic Energy Commission. 63/01/28. 
THOMPSON* C. F. Budd Co. 2pp. 28609:223. 


—8501250365 Forwards application for license* transferring activities 
under License SUB-86B at Phi ladelphia* PA facility to 
Phoeni xville* PA facility. Operations to be in accordance w/ 
procedures under License 37-00611—09. 

BUCK*J. H. Budd Co. 66/10/10. Atomic Energy Commission. Ip. 
28609: 197. 


— 850125030^ Advises oP issuance of Amend i to License SUB-e68* 
authorizing use of licensed matl in accordance w/procedures 
described in 621031 application 6 630103* 16 it 661010 supple 
at Philadelphia it Phoenlxville* PA facilities. 

HARMON* D.F. Atomic Energy Commission. 66/10/19. BUCK* J. H. Budd 
Co. Ip. 28609: 184. 


—8501250371 Provides addl info re 621031 it 630103 applications for 
license*per AEC request. Vol of pieces handled annually 
expected to be less than 50. Addendum to operation procedures 
requiring wearing leather glove when handling matl end. 
THOMPSON* C. F. Budd Co. 63/01/16. LAYFIELD* R, Atomic Energy 
Commission. 2pp. 28609:225. 


— 8501250315 Responds to 710209 telcon re three invoices from AEC for 
metis licenses. Fee categories for various licenses described 
in end 10CFR170. W/o end. 

MILLER* W.O. Atomic Energy Commission. 71/02/22. SANTORO* M. P. 
Automation Industries* Inc. Ip, 28610:002. 

— 8501250317 Application for o(«end to Ltcenie 8UB^86e* reflecting Change 
in ownership to Automation Industries* naming FR Haley as 
general manager tc tpripinating operations Involving source 
matl at Philadelphia* PA facility. 

HALEY*F. R. Automation Industir I hp. 68^^4/04. HARMON* O, f; 
Atomic Energy Commission. 2pp. 


— 8501250325 Advises of issuance of Amend 1 to License 8UB-86e* 
transferring license to Automation Industries* Inc Be 
deleting Phi ladelphia* PA facility from license. 

HARMON* O.F. Atomic Energy Commission. 68/05/01. HALEY* F. R. 

Automation Industries* Iiio. Ip. 28609; 187, 


—8501250372 Application for license* authorizing use of U depleted in 
U-235 in accordance w/procedures 6 conditions of License 
SUB-86B it 37-00611-09. 

BUCK/J. H; Budd Co. 66/10/10. 7pp. 28609:198. 


— 8501250381 Responds to AEC 621213 Itr re application to handle 8 store 
depleted U. License could be issued by amend to Licenso 
37-00611-03* in accordance W/10CFR40. 31d it/or 10CFR30. 22d. 

BUCK*U. H. Budd Co. 63/01/03. NUSSBAUMER* D. A. Atomic Energy 
Oommias i on. 3pp. 28609: 227. 

--8501250386 Raquasts.'a'#:dl |;nf O" "re 621 application for license, 
Detailed description of storage procedures* including 
facilities for initial storage Si in-process storage St max 
amount of U at aach position raquired. 

NUSSBAUMER* D. A. Atomic Enargy Commission. 62/12/13. 

THOMPSON* C. F. Budd Co. 3pp. 28609:230. 


— 8501250326 Informs of conclusion rdached hy Santoro St Boyko that 
Automation Industrias overpaid licansa feas. Exemption from 
license fee re use of depleted U in mfg of radiography 
shialding notad. NRC dome not donodr.' " 

MILLER* W. O:; Atomic Enargy Gommlss ion. ' Tl/OS/OS. ' Atomic Enargy 
Commission. Ip. 28610; 003. ~ . 


-8501250329 Notifies that Ulgense 8U8-^6^; txpi^es oh 69Q4a0- For 
continuation of program using eburce ntatls/filing of 
ap p 1 i cat i o ■ 1 leans e ''at ' laait - 30----4aM ' b afbr a 

expiration data 'Sfecirmmdndad.- ■ ’■* ' ^ f ' i 

NU88BAUME8;. D. A. >^tomlc irraf g y Commits to^; ' 6W<^/lf3/ ' 
Automatibn>*Indo*fp#e4,.-'im:. -'^Ip.-'' 2i609^;i88. ' V- ■.'"‘i' ' 




•9^501250392 forwards application for iicense. Application intanded as 
amend to License 37-00611-03 in accordance W/10CFR40. 31(d) Sc 
10CFR30. 22(d). No work tb be performed on depletad U, 

BUCK*J. H. Budd (£o. ' 62/10/31. NUSSBAUMER* D. A. Atomic Energy 
CofflinisBion. Ip. 28609:233. 


--8504250898 fan license Sc amend to License 37H)0611H^ 

authorizing use of U depa^^^^ in Ur^S in ac cor dame aw/ 
applications* Itrs Sivprocadwoa flifid w /Lie ansa 37-^006 11 '^3.: 
BUbKv J. Budd Co. 62/10/31. 13pp. 28609;234*^^ " 
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B5010203B8 Forwards Insp Repts 30-05998/84-01 & 40-6920/84-01 & Meeting 
Rapt 30-05998/94-02 on 840228,0301,02 & 07. Violations noted. 

W/o meeting rept. 

MARTIN, T.T. Division of Engineering it Technical Programs. 84/06/18. 
POWERS, T. Automation Industries, Inc. 2pp. 28153:068. 


—8501020391 Insp Repts 30-05998/84-01 it 40-6920/84-01 on 840228.0301.02 
Sc 07. Violations identified: failure to rept incident of 
property damage, failure to evaluate airborne concentration 
of It-192 8c failure to train workers. 

DENNIS, N. A., COSTELLO, F. M. , KINNEMAN, J. D. Region 1. Office of 
Director. 84/06/14. 55pp. 28153:070. 


— 8501020394 Informs of mod to 840302 order to show cause authorizing 
Automation Industries. Inc to receive spent radiography 
sources in DOT-approved containers. Removal from containers 
not authorized. 

MURLEY, T. E. Region 1, Office of Director. 84/03/02. DWIOHT, J. 
Automation Industries, Inc. Ip. 28153: 139. 


8501030042 EN-84-004A & EN-84-OOaA: on 841231, notice of violation Sc 
proposed imposition of civil penalties issued to Automation 
Industries on 840216 withdrawn 8c 840302 order temporarily 
suspending license terminated. Facility decontaminated. 

FLACK. E., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/12/31. Ip. 28163:067. 


8501080440 Notifies of decision to withdraw civil penalty proposed on 
840216 8c to terminate show cause proceeding initiated on 
840302. Decision based on successful decontamination of 
facility Sc termination of Licenses 37-00611-09 8c 81)8-868. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 
84/12/31. POWERS, T. Automation Industries, Inc. 2pp. 28271:109. 


DOCKET 40-6940 KAWECKl BERYLCO INDUSTRIES, INC. . BOYERTOWN, PA 


8501210036 Informs of delay in processing 790315 request to release 
Reading facility for unrestricted use 8( deletion from 
license. Submittal of plan for dacommissioning, based on end 
branch technical position, requested within 60 days. W/o end. 
CRQW.W. T. Uranium Fuel Licensing Branch. 85/01/10. COYLE. F. T. 
Cabot Corp. 2pp. 28498:085. 


DOCKET 40-7354 ARMY, DEPT. OF, ABERDEEN, MD 


8501110036 Discusses insp of Licenses 19-00294-19, 19-00294-23, SUB-834 8< 
SNM-1649 8c forwards notice of violation for License SUB-834. 

MARTIN, T.T. Region 1, Office of Director. 85/01/07. HITE, R. Army, 
Dept. of. 2pp. 28310:346. 


— 650111003B Notice of vio'iation from "insp 'on* 841114-15' Violations noted: 
no surveys made to determine that individuals who handle 
contaminated filters not exposed to airborne concentrations 
exceeding specified limits. 

* Region 1, Office of Director. 85/01/07. Ip. 28310:348. 


DOCKET 40-7455 WHITTAKER METALS. LOS ANGELES, CA 


8501030208 Forwards "Confirmatory Radiological Survey of Former 
Whittaker Metals Corp Property, Greenville, PA, " final rept. 

BERGER, J.D. Oak Ridge Associated Univs. FIN A-9093-0. 84/12/07. 

WILDE, R.M. Division of Fuel Cycle 8c Material Safety. 2pp. 

28179; 223. 


—8501030257 "Confirmatory Radiological Survey of Former Whittaker Metals 
Corp Property, Greenville, PA, " final rept. 

LANDIS, M.R. Oak Ridge Associated Univs, FIN A-9093-0. 84/11/30. 

Division of Fuel Cycle 8c Material Safety. 75pp. 28179:225. 


8501100640 Forwards rept on 841206 followup survey on former Whittaker 
Metals Corp property in Greenville, PA. 

BERGER. J.D. Oak Ridge Associated Univs. 84/12/18. WILDE, R.M. 
Division of Fuel Cycle 8c Meterial Safety. Ip. 28356: 123, 


— 8501100644 "Followup Survey Findings, Former Whittaker Metal Corp 
Property, Greenville, PA. " 

BERGER, J.D. Oak Ridge Associated Univs, 84/12/18. 11pp. 

28356:124. 


8501220197 Informs that 242 barrels of contaminated matl, segregated by 
Air Products Sc Chemical Corp, shipped on 841206 from 
Greenville site to US Ecology site in State of WA by 
Tri-State Motor Transit Co, Joplin, MO. 

TERRILL, J.O, Energy Impact Associates. 84/12/20, COOL.D. NRC - No 
Detailed Affiliation Given. Ip. 28520:135. 


DOCKET 40-7956 VERNITRON CORP. , BEDFORD. OH 


8501080126 Ack receipt of 841112 & 1220 Itrs informing NRC of steps 
taken to correct violations noted in insp of License 
SUB-973. No activity in accord w/NRC regulatory requirements 
unless authorized by license. 

SRENIAWSKIi D. J. Region 3, Office of Director. 85/01/04. STEVEN, C. 
Vernitron Corp. Ip, 28233:222. 


— 8501080131. Responds to NRC 840926 Itr re violations noted in insp of 
License SUB-973. Corrective actions: License Condition 12 will 
be changed authorizing author St/or C Stevens to supervise 
limited use of depleted U. 

TASEVSKl, 6. M. Vernitron Corp. 84/11/12. SRENIAWSKI, D. J. Region 
3, Office of Director. ip. 28233:223. 


— 8501080134 Responds to request for addl info re medical procedures, 
including blood level, lead testing 8c lead/urine testing, for 
License SUB-973. 

TASEVSKl, 6. M. Vernitron Corp. 84/12/20. SLAWINSKI, W. J. Region 
3, Office of Director. Ip. 28233:224. 


DOCKET 40-8006 KERR-MCOEE CORP. , OKLAHOMA CITY, OK 


8501160023 FOIA request for seven categories of documents re Licenses 
SUB-936 8c SUB-986. 

BARNES, C. Affiliation Not Assigned. 84/05/14, Public Document 
Branch. Ip. 28431:329. 


8501160025 Responds to FOIA request for seven categories of documents 
re Licenses SUB-936 8c SUB— 9B6. Forwards App A documents. 

FELTON. J.M. Division of Rules and Records. 84/06/19. BARNES, C. 
Affiliation Not Assigned. 2pp. 28431:330. 


-8501160032 Insp Rept 40-8006/79-01 on 790226. Non comp 1 i an ce noted: 
failure to post radiation caution symbol in storage area for 
natural U in excess of 10 mCl. 

CAIN.C. L. NRC - No Detailed Affiliation Given. 79/04/09. 9pp. 
28431 : 336. 


—8501160049 Draft Insp Rept 40-8006/82-01 on 821116. No violations noted. 
Major areas inspected: licensee action on previous insp 
findings, training, rad iation protection procedures, 
instrumentation Sc receipt 8c transfer of matl, 

* Region 4, Office of Director. 82/11/16. I9pp. 28431:351. 


DOCKET 40-8027 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8501160023 FOIA request for seven caregories of documenss re Licenses 
SUB-936 8c SUB-986. 

BARNES, C. Affiliation Not Assigned. 84/05/14. Public Document 
Branch. Ip. 28431:329. 


6501280629 FOIA request for documents re Kerr-McOee Nuclear Co U 
hexafluoride processing facility naar Gore, OK from date of 
operation to present. 

KIMERY, A. L. Affiliation Not Assigned. 84/05/22. Director's 
Office, Office of Inspection and Enforcement. 2pp. 28638:267. 


8501160025 Responds to FOIA request for seven categories of documents 
re Licenses SUB-936 8c SUB-986. Forwards App A documents. 

FELTON, J.M. Division of Rules end Records. 84/06/19. BARNES, C. 
Affiliation Not Assigned. 2pp. 28431:330. 


— 8501160041 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radwastc for Transport 8c Burial. " No radwaste transferred 
or shipped for offsite disposal. 

SHELLEY, W.J. Kerr-McOee Corp. 79/09/20. SEYFRIT,K. G. Region 4, 
Dallas, Office of the Director. Ip. 28431:345, 


—8501160045 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radwaste for Transport Sc Burial. " No shipments of radwaste 
generated for offsite disposal, 

SHELLEY, W.J. Kerr-McOee Corp, 79/08/30. SEYFRIT, K. V. Region 4, 
Office of Director. Ip, ,28431:350. 


85012B0635 Responds to FOIA request for documents re Kerr-McOee NucleSr 
Co U hexafluoride processing facility near Gore, OK from date 
of operation to present. Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/29. KIMERY, A. L. 
Affiliation Not Assigned. Ip. 28638:269, 


8501230515 Forwards revised pages to License 8UB-1Q10 renewal 
application, including description of fertilizer distribution 
progrem 8i organizational changes. 

STAUTER,J. C. Kerr-McOee Corp, 84/12/14. KOSLA, B. M. Uranium Fuel 
Licensing Branch. 39pp, 28538:001. 
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3501040171 Responds to 841123 Itr to Chairman Palladino re proposed 
disposal of 35 million gallons of treated liquid raffinate 
at Sequoyah Fuels Facility. NRC will delay action on 
Kerr~McGee application. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/12/18. SYNAR>M. House of Rep. 2pp. 28209:347. 


— 8501040196 Requests that NRC delay action on Kerr-McOee proposal to 
dispose of approx 35 million gallons of liquid waste by 
injection into Arbuckle formation. 

SYNAR, M. House of Rep. 84/11/23. PALLADINO, N. Commissioners. 
2pp. 28209:349. 


6501210075 Confirms 841210 telcon requesting info re proposed deep 
well injection of treated raffinate at plant. All related 
matl available at LPDR & NRC PDR. Response to 841119 
questions to Oircks listed. 

CROW, W, T. Uranium Fuel Licensing Branch. 85/01/10. COULSON-CURRIN 
Affiliation Not Assigned. 3pp. 28497:320. 


8501290208 Forwards response to questions it comments in 841209 Itr re 
use of treated liquid raffinate as fertilizer by Kerr~MdOee 
Sequoyah Fuels Facility. 

CROW, W. T. Uranium Fuel Licensing Branch. 85/01/14. BURTNER, D. S. 
Affiliation Not Assigned. 11pp. 28646:006. 


— 8501290212 Comments on EIA for Kerr-McOee facility re waste disposal. 
Opposes dumping of chemical waste in Potomac River. 

BURTNER, D.S. Affiliation Not Assigned. 84/12/09. WYNOARDEN, 8. 

NRC <■ No Detailed Affiliation Given. 4pp. 28646:019. 


DOCKET 40-8064 EXXON MINERALS CO. , USA, HOUSTON, TX 


8501100366 Forwards surety arrangement w/State of WY, Dept of Environ 
Quality for restoration, decommissioning & reclamation costs 
for Highland Pilot In Situ Mines. 

PATTON, J.D. Exxon Corp. 84/12/10. HAWKINS, E.F. Uranium Recovery 
Field Office. 6pp. 28357:001. 


8501100774 Documents NRC review of licensee 840703 restoration data 
for expanded pilot. Licensee should submit plan for addl 
restoration for NRC approval prior to implementation. 

WASTLER, S. L. , HAWKINS, E. F. Uranium Recovery Field Office. 84/12/13. 
Uranium Recovery Field Office. 4pp. 28354:315. 


DOCKET 40-8084 RIO ALOOM CORP. . MOAB, UT 


8501110276 Forwards two FR rulemaking notices re NRC conformance to new 
EPA std it comparability w/EPA requirements for hazardous 
substances. Comments encouraged. W/o enri** 

smith, R.D. Uranium Recovery Field Office. 84/12/18. PERKINS, L. 

Rio Algom Corp, Ip. 28376:098. 


8501100739 Ack receipt of response to NRC 840710 Itr re adequacy of 
existing groundwater monitoring program to function as 
detection monitoring 8ys,per 40CFR 192. Each license will be 
amended to incorporate final monitoring requirements. 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/12/28. 

PERKINS, L. Rio Algom Corp. Ip. 28354:346. 


DOCKET 40-8102 EXXON CO. , USA, HOUSTON, TX 


8501100427 Invites representative from State of WY Dept of Environ 
Quality to attend 841212 meeting in Chey enne, WY. Notif icati on 
of persons attending meeting should be provided. 

00LE,K. M. Wyoming, State of. 84/12/03. SMITH,D. Uranium Recovery 
Field Office. GARLAND, B. , SHAFFER, R. Region 4, Office of Director. 
Ip. 28357: 185. 


8501100195 Application to amend License SUA-1139, authorizing mods to 
security arrangements as described in Section 5.4 of license 
app lication. Yel lowcake production activities complete. Last 
of packaged yellowcake shipped out on 841130. Fee paid. 

♦ Exxon Corp. 84/12/04. PETTENGILL, H. J. Uranium Recovery Field 
Office. 7pp. 28356:214. 


8501100203 Forwards surety arrangement w/State of WY, Dept of Environ 
Quality for facility decommissioning & site reclamation 
costs. 

PATTON, J.D. Exxon Corp. 84/12/10. PETTENGILL, H. J. Uranium 
Recovery Field Office. 6pp. 28356:208. 


8501100244 Forwards detailed plan for reclamation of Highland Tailings 
Basin. Figure 1 showing proposed area to be transferred to 
govt Se documents reflecting Exxon Corp ownership also end. 

Amend application fee paid. 

PATTON, J.D. Exxon Corp. 84/12/14. PETTENGIL, H, J. Region 4, Office 
of Director. 9pp. 28354:001, 


— 8501100252 "Final Reclamation Plan for Highland U Operations Tailings 
Basin." Three oversize maps end. Aperture cards available 
in PDR. 

* Water, Waste it Land, Inc. 84/12/31. 257pp. 26354:010. 


8501100689 Forwards two FR rulemaking notices outlining how Commission 
plans to address dual Congressional mandates to conform w/ 
new EPA stds it be comparable w/EPA requirements for 
hazardous substances. Comments requested. W/o end. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. Exxon Corp. 
Ip. 28350:351. 


8501100687 Ack receipt of response to NRC 840710 Itr, addressing 
adequacy of existing groundwater monitoring program to 
function as detection monitoring sys as defined in 40CFR192. 
PETTENGILL, H. J. Uranium Recovery Field Office. 84/12/28. Exxon 
Corp. Ip. 28350:350. 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO. , BROOMFIELD, CO 


8501100346 Forwards analytical results of samples from Pattern 3 << 4 
wells & detailed description of method to be used to seal 
Sc abandon wells at facility. 

NEUMANN, M.R. Rocky Mountain Energy Co. 84/05/17. HAWKINS, E. 
Uranium Recovery Field Office. 4pp. 28356:355 


8501110273 Issues Amend 5 to License SUA-1 228, adding License Conditions 
40 Sc 41 to approve decommissioning plan, SER end. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/20. NEUMANN, M. 
Rocky Mountain Energy Co. 3pp. 28376: 103. 


— 8501110278 Safety evaluation of 841029 decommissioning plan. Plan 
acceptable w/mods to site soil survey Sc well abandoment 
procedure. Amend to License SUA-1228 by adding License 
Conditions 40 Sc 41 recommended. 

PETERSON, K. A. Uranium Recovery Field Office. 84/12/20. 6pp. 
28376: 106. 


8501100382 Ack receipt of 840924 Itr re response to notice of 
violation resulting from 840709-12 insp of facility. 

Respiratory protection devices to limit employee exposure 
to airborne radioactive matls will not be relied on. 

SHANNON, J.B, Exxon Corp. 84/10/30. PETTENGILL, H. J. Uranium 
Recovery Field Office. 2pp. 28357:099. 

|1B501110037 Forwards "Semiannual ALARA Rep t, Jan'^June 1984," per License 
I" Condition 14. Reported airborne emissions calculated from 

measured emissions at each point source. No liquied effluents 
discharged from unrestricted areas. 

|r RANGE, D. M. Exxon Corp, 84/10/31. Uranium Recovery Field Office, 
te Ip. 28371:065. 

11-8501110040 *<Semiannual ALARA Rept, Jan-June 1984," 

K RANGE, D.M. Exxon Corp. 84/06/30. 60pp. 28371:066. 


1501100541 Informs that Ltr of Credit 8C019814 issued as replacement 
Lhond for Ltr of Credit 304319. Ltr of Credit 304319 canceled 
IfPn 841130; 

liSUNDIN, R. E. Wyoming, State of. 84/11/20. PATTON, K. A. Exxon 
ifyuclear! Co. > Inc. (subs, of Exxon Corp.). Ip. 28357:237. 


DOCKET 40-8452 BEAR CREEK URANIUM CO. , CASPER, WY 


8501100270 Provides info r# disposition of polyvinyl chloride liner 
matl from Nine Mila Lake evaporation ponds, in response 
to request. Liner will be placed on tailings bench so 
spigoted tailing will bury matl. 

8C0TT,E. Y, Bear Creek Mining Co. (subs, of Kennecott Corp.). 
84/11/01. PANGBURN, G. Uranium Recovery Field Office, Ip. 

28356; 248. 


8501110183 Forwards Aistttd to License 8UA~1310, revising Condition 44 
to incorporate chango in PMF divarsion channel design. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/12. BAUMANN, W. 
Bear Creek Uranium Co. 2pp, 28371:306. 


— 8501110168 Recommtnds issuance of Amend 2 to Licanse SUA-1310, revising 
Condition 44 to incorporatf change in PMF diversion channel 
dasign. 

PANGBURN, C. C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/12/12. Uranium Recovery Field Office. 3pp. 28371:308. 
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— 8501110192 Amend 2 to License SUA-1310. revising Condition 44 to 
incorporate change in PMF diversion channel design. 

SMITH* R. D. Uranium Recovery Field Office. B4/12>'12. 8pp. 
28371: 311. 


8501100695 Forwards two FR rulemaking notices outlining how Commission 
plans to address dual Congressional mandates to conform u/ 
new ERA stds 8e be comparable w/EPA requirements for 
hazardous substances. Comments requested. Ul/o end. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. Bear Creek 

Uranium Co. Ip. 28350:354. 

8501110367 Issues Amend 3 to License SUA-1310* revising License 
Condition 44 to approve modified tailings mgt plan & assure 
that licensee incorporates stable side slope on main 
impoundment dam. 

SMITH* R.D. Uranium Recovery Field Office. 84/12/21. Bear Creek 

Uranium Co. 2pp. 28373:110. 


— 8501110372 Safety evaluation re Nov 1981 tailings mgt plan & 830908 
tailings dam reclamation slope study. Amend revising License 
Condition 44 recommended. 

PANOBURN. 6. C. , PETTENGILL, H. J. Uranium Recovery Field Office. 
84/12/21. Uranium Recovery Field Office. 3pp. 28373: 112. 


— 8501110376 Amend 3 to License SUA-1310 for Bear Creek U Co* revising 
License Condition 44 to approve modified tailings mgt plan 
& assure that licensee incorporates stable side slope on 
main impoundment dam. 

SMITH, R.D, Uranium Recovery Field Office. 84/12/21. 8pp. 

28373: 115. 


8501100503 Ack receipt of response to NRC 840710 Itr* addressing 
adequacy of existing groundwater monitoring program to 
function as detection monitoring sys as defined in 40CFR192. 
PETTENGILL* H. J. Uranium Recovery Field Office. 84/12/28. Bear 
Creek Uranium Co. Ip. 28357:267. 


DOCKET 40-8502 WYOMING MINERAL CORP. , LAKEWOOD* CO 


8501030201 Application for amend to License SUA-1341*re monitor well 
substitution per 840730 & 0918 tel cons. Combination of review 
u/830627 amend application re action level adjustment for 
Monitor Well USMT-218 requested. Fee paid. 

RUTLEDGE. C. Westinghouse Electric Corp. 84/09/20. SMITH* R.D. 
Uranium Recovery Licensing Branch. 10pp. 28194:351. 


8501100688 Discusses review of Malapai Resources Co <c Western Nuclear, 
Inc request for redefinition of monitoring program & related 
restoration requirements of coal zone at Westinghouse mine 
site. Proposal will not be reviewed until plan submitted. 

OGLE* K. M. Wyoming. State of. 84/10/09. RANDEN.L Wyoming* State 
of, 6pp. 28308:354. 


8501100724 Discusses baseline ic upper control limit for replacement 
Well 517-NM2. Baseline & upper control limit of Well 517-M2 
should be applied to Well 517— NM2. 

OGLE. K. M. Wyoming* State of. 84/10/18. Westinghouse Electric 
Corp. Ip. 28353: 346. 


8501100058 Notifies of compliance w/modified Stipulation 1 of State of 
WY Dept of Environ Quality* Land Quality Div 840918 Itr by 
replacing Wells EI-48 & EI-55 at Irigaray site during wk of 
841125* if drill rig availability allows. 

RUTLEDGE* C. Westinghouse Electric Corp. 84/11/21. RANDEN* L. 
Wyoming* State of. Ip. 28354:363. 


8501100453 Forwards Christensen Ranch-Ir i garay Property location map 
used in 841109 presentation at Irigaray mine & mill site. 

One oversize drawing end. Aperture card available in PDR. 

DEASON.C. Malapai Resources Co. 84/11/21. SMITH* D. NRC - No 
Detailed Affiliation Given. RANDEN.L. * MANCINI*T. Wyoming* State 
of. Ip. 28357:332. 


8501280162 Notifies of 850109 meeting w/Malapai* Western Nuclear & 
Westinghouse in Cheyenn6*WY to discuss environ issues 
associated w/Irigary Mine Site. 

OGLE*K. M. Wyoming* State of. 84/12/03. SMITH, D. Uranium Recovery 
Field Office. GARLAND* B.* SHAFFER* R. Wyoming* State of. Ip. 

28574: 342. 


DOCKET 40-8511 COTTER CORP. , GOLDEN* CO 


8501090050 Informs of NRC inquiry re status of Cottor Corp Charlie in 
situ leach site. Site active from 1975-1981 w/no mining, but 
approx 113 wells installed for baseline water sampling 8e 
pump test purposes. 

OGLEiK, M, Wyoming* State of. 84/10/31. CHANCELLOR* R. Wyoming* 
State of. Ip. 28307:335. 


8501100364 Notifies that Cotter Corp Charlie In Situ Leach Project 
not in compliance w/State of WY Statute 35-ll-404<e) re 
proper abandonment of drill holes & wells. 

OGLE. K. M. Wyoming. State of. 84/11/27. HILDENBRAND* P. NRC - No 
Detailed Affiliation Given. Ip. 28356:361. 


DOCKET 40-8584 MINERALS EXPLORATION CO. * LOS ANGELES* CA 


B501100147 Forwards "Tailings Excursion Assessment Program Sweetwater 
U Project Quarterly Rept for Oct 1984. " Drilling program 
continuing w/completion expected in mid-Oct. Total extent of 
excursion not fully delineated. 

HILL.C. Z. Union Minerals. 84/10/04. KONWINSKI.G. Uranium Recovery 
Field Office. Ip. 28357:128. 


— 8501100158 “Tailings Excursion Assessment Program Sweetwater U Project, 
Quarterly Rept for Oct 1984." W/one oversize map. Aperture 
card available in PDR. 

* Union Minerals. 84/10/31. 56pp. 28357: 129. 


8501100738 Forwards N Andrus 840917 Itr outlining comments re 
reclamation of faci lity. Third option re reclaiming facility 
w/future mining operation should be considered by NRC. 

60GDEN, G. Western Nuclear* Inc. (subs, of Phelps Dodge Corp. ). 
84/10/04. PETTENGILL* H. J. Uranium Recovery Field Office. 3pp. 
2B354: 343. 


8501100627 Forwards revised addendum providing expanded summary to 
application for amend to license. Responses to 840807 amend 
completeness review comments also encl.W/o ends. 

HILL. C. Z. Union Minerals. 84/10/16. ENGLEMAN* R, Wyoming* State 
of. Ip. 28356: 143. 


8501100290 Opposes Minerals Exploration 841022 request for amend to 
License SUA-1350* al lowing disposal of rare earths processing 
residue in Sweetwater tailings cell. 

RANDEN.L. D. Wyoming. State of. 84/11/27. PETTENGILL* H. Uranium 
Recovery Field Office. Ip. 28356:247. 


8501100509 Forwards corrected pages to 840824 results for Quarterly Air 
Composites 3A tc 4A for First Sc Second Quarters 1984, 

Exponential error discovered in results. 

KLEIN* T.J. Union Minerals. 84/11/27. SMITH* R.D. Uranium Recovery 
Field Office. Ip. 28357:250. 


— 8501100514 Corrected pages to Quarterly Air Composites 3A Sc 4A for 
First & Second Quarters 1984. 

* Union Minerals. 84/06/30. 4pp. 28357:251. 


8501080521 Forwards Insp Rept 40-8584/84-01 on 841113-15 Sc notice of 
violation. 

PETTENGILL* H. J. Uranium Recovery Field Office. 84/12/12. 

Minerals Exploration Co. (subs, of Union Oil Co. of California). 
2pp. 28245:220. 


— 8501080523 Notice of violation from insp on 841113-15. 

* Uranium Recovery Field Office. 84/12/12. 2pp. 28245:222. 


— 8501080525 Insp Rept 40-8584/84-01 on 841113-15. Violations noted; 
failure to conduct monthly safety meetings Sc annual review 
of operating procedures Sc failure to implement bioassay 
requirements. 

PANGBURN* G. C. * KONWINSKI* 0. R. * PETTENGILL* H. J. Uranium Recovery 
Field Office. 84/12/03. 6pp. 28245:224. 


8501110203 Forwards two FR rulemaking notices outlining how Commission 
plans to address dual congressional mandates to conform 
w/neu EPA stds Sc be comparable w/EPA requirements for 
hazardous substances. Comments requested. W/o end. 

SMITH* R. D. Uranium Recovery Field Office. 84/12/18. KLEIN, T, J. 
Minerals Exploration Co. (subs, of Union Oil Co. of California). Ip. 
28371:295. 


8501110241 Advises that NRC review of 841022 application for amend to 
License SUA-1350 re disposal of rare earth residues in 
tailings impoundment completed. Amend request denied. Disposal 
of rare earth mails may lead to future legal concerns. 

SMITH.R.D. Uranium Recovery Field Office. 84/12/21. HILL* C, 
Minerals Exploration Co. (subs, of Union Oil Co. of California). Ip, 
28376: 143. 


— 8501110249 Safety evaluation re licensee 841022 application for amend 
to License SUA-1350i author! z ing disposal of rare earth 
residues in tailings impoundment. Denial of request 
recommended. Disposal of mails could create legal conflict. 

KONWINSKI, G. R. , PETTENGILL* H. J. Uranium Recovery Field Office. 
84/12/21. 2pp. 28376:144. 
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8501100583 Ack receipt of response to NRC 840710 Itrj addressing 
adequacy of existing groundwater monitoring program to 
function as detection monitoring sys as defined in 
40CFR192. 

PETTENGILU H. J. Uranium Recovery Field Office. 84/12/28. 

KLEIN* T. J. Minerals Exploration Co. (subs, of Union Oil Co. of 
California). Ip. 28357:191. 


8501240287 Ack receipt of 850104 Itr informing NRC of steps taken to 
correct violation noted in insp rept. 

PETTENOILLi H. J. Uranium Recovery Field Office. 85/01/17. 

Minerals Exploration Co. (subs, of Union Oil Co. of California). Ip. 
28532: 159. 


DOCKET 40-8602 SILVER KING MINES* INC. * CASPER* UY 


8501110271 Forwards two FR rulemaking notices re NRC conformance to new 
EPA std 8< comparability w/EPA requirements for hazardous 
substances. Comments encouraged. W/o ends. 

SMITH* R.D. Uranium Recovery Field Office. 84/12/18. WOLFF* C. E. 
Silver King Mines* Inc. Ip, 28376: 112. 


DOCKET 40-8675 ENERGY FUELS NUCLEAR* INC. * DENVER* CO 


8501100737 Reviews licensee 841008 semiannual environ monitoring rept 
for Hanfcsville ore buying station for period ending 840630. 

Reported data consistent w/past repts w/no significant 
trends identified. No further action necessary. 

HILDENBRAN0*P. * HAWKINS* E. F. Uranium Recovery Field Office. 
84/12/13. Uranium Recovery Field Office. 3pp. 28354:340. 


8501140009 Advises of fee for 841221 application for amend to License 
SUA-1325* per 10CFR170 requirements. 

WEISS* D. License Fee Management Branch. 85/01/08. ROBERTS* H. R. 
Energy Fuels Nuclear* Inc. Ip. 28390:333. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR* INC. , DENVER* CO 


8501110433 Forwards chief financial officer of Union Carbide Corp & 
Corporate Guarantee of Union Carbide for decommissioning* 
decontamination* reclamation & long-term surveillance of 
facility* per license transfer request. 

DUDNICK*C.L. Union Carbide Corp. 84/11/12. HILDENBRAND* P. Uranium 
Recovery Field Office. Ip. 28369:053. 


— 8501110436 Forwards rept re Union Carbide Corp compliance W/10CFR40* 
App A regulations. 

HURDMAN*M. Main Hurdman. 84/11/12. Uranium Recovery Field 
Office. 2pp. 28369:054. 


— 8501110439 Submits info in support of decommissioning* reclaiming it 
long-term surveillance of facility. Reclamation surety 
agreement end. 

STEPHENSON* J. C. Union Carbide Corp, 84/11/12. Uranium Recovery 
Field Office. 14pp. 28369:056. 


8501100189 Application to renew License 8UA-135B. Supporting technical 
documentation to be submitted to NRC by 850103. Fee paid. 

DEHOLLANDER* 0. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 
84/12/18. HILDENBRAND. P. NRC - No Detailed Affiliation Given. Ip. 
28356: 221. 


8501100794 Addresses two issues established in 841022 memo as necessary 
for acceptance of guarantee for decommissioning. License 
SUA-135B reissued authorizing decommissioning through parent 
company guarantee. 

SMITH* R.D. Uranium Recovery Field Office. 84/12/19. 

HIGGINBOTHAM* L. Low Level Waste Licensing Branch. 2pp. 28319:217. 


8501100758 Ack receipt of end Energy Fuels Nuclear 840926 response to 
NRC 840710 Itr re adequacy of existing leak detection sys to 
function as detection monitoring sys* per 40CFR 192. Each 
license will be amended to incorporate listed requirements. 
PETTENGILL* H. J. Uranium Recovery Field Office, 84/12/28. 
DEHOLLANDER* G. UMETCO Minerals Corp. (subs, of Union Carbide Corp,). 
Ip. 28354:280. 


DOCKET 40-8684 WESTERN NUCLEAR* INC. * LAKEWOOD* CO 


8501100688 Discusses review of Malapai Resources Co & Western Nuclear* 
Inc request for redefinition of monitoring program Sc related 
restoration requirements of coal zone at Westinghouse mine 
site. Proposal will not be reviewed until plan submitted. 

OGLE*K. M. Wyoming* State of. ^/10/O9. RANDEN*L, Wyoming* State 
of. 6pp. 28308: 354. 


8501100713 Application for amend to License SUA-1337* ref lect ing that 
total carbonate will be used in excursion parameter list it 
removing sodium it calcium from parameter list due to 
potential false excursion problems. 

B OGDEN* G. Western Nuclear* Inc. (subs, of Phelps Dodge Corp. ). 
84/12/14. HILDENBRAND Uranium Recovery Field Office. 2pp. 
28353:341. 


8501100345 Responds to State of WY* Dept of Environ Quality* Land Quality 
Div 840515 comments. R Collins 841119 Itr to S Hogg re 
monitoring requirements also end. 

B OGDEN* 6. Western Nuclear* Inc. (subs, of Phelps Dodge Corp. ). 
84/12/20. HILDENBRAND* P. Uranium Recovery Field Office. 31pp. 

28357: 037. 


DOCKET 40-8697 ROCKY MOUNTAIN ENERGY CO. * DENVER, CO 


8501070223 Application for amend* ex tending License SUA-1338 for 2 yrs* 
per 840828 telcon. Several million gallons of waste water 
remain in disposal pond. Fee paid. 

NEUMANN*M. R. Rocky Mountain Energy Co. 84/09/04. HAWKINS*E. F. 
Uranium Recovery Field Office. Ip. 28228:056. 


DOCKET 40-8698 PLATEAU RESOURCES* LTD. * GRAND JUNCTION* CO 


8407270121 Advises of 840628 meeting w/NRC to discuss renewal of 
License SUA-1371 for Shootaring Canyon U processing 
fac ility. Proposed agenda submitted. 

GERDEMAN* F. W. Plateau Resources* Ltd. 84/06/20. SHOPENN* M. N. 
Uranium Recovery Field Office. 2pp. 25811:231. 


8501100214 Requests cancellation of request for amend to License 
SUA-1371 to allow increased U ore storage capacity. 

GERDEMAN, F. W. Plateau Resources* Ltd. 84/11/01. Uranium Recovery 
Field Office. Ip. 28356:246. 


8501100386 Forwards "Rept on Tailings Impoundment Sump Overflow" in 
response to 840928 Itr. 

GERDEMAN* F. W. Plateau Resources* Ltd. 84/11/23. Uranium Recovery 
Field Office. 2pp. 28355:239. 


—8501100393 "Rept on Tailings Impoundment Sump Overflow for Shootaring 
Canyon U Processing Facility. " 

* Plateau Resources* Ltd. 84/11/30. 47pp. 28355:240. 


8501030204 Forwards application for renewal of License SUA-1371. Fee 
paid. 

FI8HER*B. □. Plateau Resources* Ltd. 84/11/26. SMITH*R.D. Uranium 
Recovery Field Office. Ip. 28759:001. 


— 8501030207 Application for renewal of License SUA-1371. 

FISHER*B.O. Plateau Resources* Ltd. 84/11/26. 700pp. 28759:002. 


8501110282 Forwards two FR rulemaking notices re NRC conformance to new 
EPA std & comparability w/EPA requirements for hazardous 
substances. Comments encouraged. W/o ends. 

SMITH*R. D. Uranium Recovery Field Office. 84/12/18. GERDEMANN, F. 
Plateau Resources* Ltd. Ip. 28368:022. 


8501100703 Forwards list of flagging sys used to assure that licensee 
submittals provided per license requirements. Not all items 
listed are established reporting requirements. 

JIERREE*C. C. Uranium Recovery. Field Office. 84/12/19. GERDEMANN* F. 
Plateau Resources* Ltd. 2pp. 28350:352. 


8501110355 Informs of issuance of Amend 15 to License SUA-1371* 
correcting error in language of Amend 11. Amend should be 
exempt from fees. 

SHOPENN, N. M. * PETTENGILL, H. J. Uranium Recovery Field Office. 
84/12/19. MILLER* W.O. License Fee Management Branch. Ip. 
28373: 142. 


— 8501110358 Issues Amend 15 to License SUA-1371* correcting error in 
License Condition 34. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/19. 

GERDEMANN* F. W. Plateau Resources* Ltd. 2pp. 28373:143. 


—8501110363 Amend 15 to License SUA-1371 for Plateau Resources Ltd, 
correcting error in License Condition 34. 

SMITH* R. D. Uranium Recovery Field Office. 84/12/19, llpp. 
28373: 145. 


8501100747 Advises that preliminary review of 841126 application for 
renewal of License SUA-1371 completed. License in timely 
renewal status. Application sufficiently complete for review 
purposes. 

SMITH* R.D. Urenium Recovery Field Office. 84/12/21. GERDEMANN* F. 
Plateau Resources* Ltd. Ip. 28354:360. 
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B50H 10339 Advises that Amend 16 to License SUA-lGTl should be exempt 
from fees. 

JIERREE# C. C. . PETTENGILL.H. J. Uranium Recovery Field Office. 
84/12/21. MILLER»U. 0. License Fee Management Branch. Ip. 

28373; 203. 


— 8501110342 Safety evaluation on vendor 840928 submittal re cleanup for 
release of tailings pond solution. Effort to identify degree 
of contamination effective. Amend adding License Condition 49 
to License SUA-1371 recommended. 

JIERREE*C. C. Uranium Recovery Field Office. 84/12/21. 6pp. 

28373: 204. 


-8501110345 Issues Amend 16 to License SUA-1371« adding License 
Condition 49 to ensure that addition of recycle sump pomp in 
Tailings Cell 1 ui/automatic control to provide backup for 
primary pump Se sump level alarm installed by 850401. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/21. 
GERDEMANN, F. W. Plateau Resources, Ltd. 2pp. 28373:210. 


— 8501110349 Amend 16 to License SUA-1371 for Plateau Resources Ltd, 
adding License Condition 49 to ensure that addition of 
recycle sump pump in Tailings Cell 1 ui/automatic control to 
provide backup for primary pump installed by S50401. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/21. 11pp. 

28373: 212. 


8501100637 Ack receipt of response to 840710 Itr re adequacy of 
existing groundwater monitoring program to function as 
detection monitoring sys as defined in 40CFRi92. License 
amend required to incorporate final requirements. 

PETTENOILL, H. J. Uranium Recovery Field Office. 84/12/28. 
GERDEMANN, F. Plateau Resources, Ltd. Ip. 28356:137. 


DOCKET 40-8716 U. S. COAST GUARD, WASHINGTON, DC 


8501020156 Advises of expiration of License SMB-1348 It discusses 
actions to be taken by licensee. 

KINNEMAN, U. 0. Division of Engineering & Technical Programs. 
84/12/17. U. S. Coast Guard, Transportation, Dept. of. 2pp. 
28154: 219. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO., INC., CASPER, WY 


8501100379 Quarterly rept for Third Quarter 1984 for Leuenbergen in 
situ operation. 

APPEL, R.R., GARLING,R. A. , MELROSE, T. 0. Teton Exploration Drilling 
Co., Inc. <5Ubs. of UNC Resources, Inc.). 84/11/08. SMITH,D. R. 
Uranium Recovery Field Office. SPEERS, R. Wyoming, State of. 28pp. 
28357: 071. 


8501100546 Advises that bond for reclamation of facility inadequate. 
Bond rider or new bond must be submitted within 30 days of 
Itr receipt to complete reclamation. Cost calculations end. 

MCCARTY, C Wyoming, State of. 84/12/18. MALROSE, T. United Nuclear 
Corp. (subs, of UNC Resources, Inc.). 4pp. 28357:220. 


DOCKET 40-8752 PINAL MINERALS & MINING, LTD. , MIAMI, AZ 


8501110418 Forwards two FR rulemaking notices re NRC conformance to new 
EPA std it comparability w/£PA requirements for hazardous 
substances. Comments encouraged. W/o ends. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/18. CLARY, T. 

Pinal Minerals it Mining, Ltd. Ip. 28369:073. 


DOCKET 40-8768 KERR-MCOEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8407270106 Forwards, for FR publication, final finding of no significant 
impact re issuance of amend to License SUA-13S7 for 
operation of O Sand RitB In Situ Leach Project in Converse 
County, WY. 

HAWKINS,E.F. Uranium Recovery Field Office. 84/07/10, LESAR, M, 
Division of Rules and Records. Ip. 25811:254. 


‘B407270110 Notice of final finding of no significant impact re issuance 
of amend to License SUA-1387 for operation of 0 Sand 
R&D In Situ Leach Project in Converse County, WY. 

SMITH, R.D. Uranium Recovery Field Office. 84/07/10. 2pp. 

25811:255. 


8501100750 Semiannual ALARA audit for May-Oct 19S4.W/S4H29 Itr. 
SINKE, G. J. Kerr-McOee Corp. 84/10/31. 7pp. 28356:023. 


8501100370 Advises that aquifer restoration program for Q-Sand In Situ 
Leach Pilot, approved by Amend 11 to License SUA-13B7, will be 
initiated in Nov 1984. 

FREEMAN, M.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear 
Corp.), 84/11/05. HAWKINS, E, , HILDENBRAND, P. Uranium Recovery 
Field Office. 2pp. 28356:362. 


8501100730 Reviews Sequoyah Fuels Corp Second Quarter 1984 rept for 
Q-Sand In Situ Leach Project. Items addressed include water 
quality Se excursion control, radon, direct gamma Se sediment/ 
soil surveys. 

HILDENBRAND, P. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/12/19. Uranium Recovery Field Office. 3pp. 28353:360. 


8501110383 Issues Amend 13 to License SUA-1378 in response to 841016 
application for rev to 0-Sand In Situ Leach Project upper 
control limibs. Revised Condition 40 listed. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/28. STAUTER, J. C. 
Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp. ). 3pp. 
28374: 185. 


— 85011103B8 Amend 13 to License SUA-13S7, revising Condition 40 to 
incorporate modified upper control limits. 

SMITH, R.D. Uranium Recovery Field Office. 84/12/28. 15pp. 

28374: 188. 


8501110431 Submits review of Sequoyah Fuels Corp request to amend 
O-Sand In Situ Leach Project upper control limit values. 

Amend to Condition 40 of License SUA-1387, revising current 
upper control limits recommended. 

HILDENBRAND, P. , HAWKINS, E. F. Uranium Recovery Field Office. 
84/12/28. Uranium Recovery Field Office. 47pp. 28368:023, 


DOCKET 40-8771 MALAPAI RESOURCES CO. , PHOENIX, AZ 


85011(30688 Discusses review of Malapai Resources Co & Western Nuclear, 
Inc request for redefinition of monitoring program & related 
restoration requirements of coal zone at Westinghousc mine 
site. Proposal will not be reviewed until plan submitted. 

OGLE, K. M. Wyoming, State of. 84/10/09. RANDEN,L. Wyoming, State 
of. 6pp. 28308: 354. 


DOCKET 40-8783 URANERZ USA, INC. , CASPER, WY 


8501090701 "Quarterly Rept, Third Quarter 1984." Thirty-four oversize 
monitoring graphs end. Aperture cards available in PDR. 

SOMERVILLE, K. G. UranerzUSA, Inc. 84/11/28. HAWKINS, E. Uranium 
Recovery Field Office. 275pp. 28305:053. 


8501090045 Requests meeting w/State of WY Dept of Environ Quality to 
discuss requirements for continued commerciai licensing 8c 
restoration targets it goals for stablilization on current 
R8(D phase. 

SOMERVILLE, K. G. UranerzUSA, Inc. 84/11/20. CHANCELLOR, R. 
Wyoming, State of. Ip. 28307:337. 


8501100673 Informs of 841207 meeting w/Uranerz USA, Inc re proposed 
commercial permit for Ruth in situ U in Cheyenne, WY, leach 
site. Names of persons attending meeting should be provided. 

OGLE, K. M. Wyoming, State of. 84/11/29. SMZTH,D. Uranium Recovery 
Field Office. GARLAND, B. , SHAFFER, R. Wyoming, State of. Ip. 

28319: 219. 


DOCKET 40-8786 URANIUM RESOURCES, INC. , RICHARDSON, TX 


8501100404 Discusses U Resources, Inc (URI) 841024 Itr re 840911 
conference on suitability of gross alpha it gross beta as 
indicators 8e excursion status in wells MV-1, 3 & 4 due to 
calcium 8c alkalinity levels. Topics should he closed. 

PUCEL,P. Wyoming, State of. 84/11/06. RANDEN, L. Wyoming, State 
of. 2pp. 28357; 124. 


8501090115 Forwards 840202 memo re U Resources, Inc, North Platte U 
in situ leach project stab! lization rept. Suggests that NRC 8c 
State of WY Dept of Environ Quality coordinate responses. 

PUCEL,P. Wyoming, State of. 84/11/08. WASTLER, S. Uranium Recovery 
Field Office. 21pp. 28308:168. 


8501100550 Forwards aquifer properties for wellf ield, inc luding baseline 
water levels to model stability at North Platte Mine 
utilizing NRC software. 

PELIZ2A,M. S. Uranium Resources, Inc. 84/12/05. WASTLER, S. Uranium 
Recovery Field Office. 4pp. 28357:212. 
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8501100402 Responds to 841130 req,uest for explanation of elevated 
Ra-226 in Well MW~4. Analysis Se occurrence of radium in Well 
MW~4 for 820528-830817 revi fined. Rad ium in Well MW-4 now 
at baseline range. 

PELIZZAiM. S. Uranium Resources^ Inc. 84/12/11. WASTLERj S. Uranium 
Recovery Field Office. 8pp. 28357: 116. 


8501100510 Reiiuests listed addl info in order to continue NRC review 
of 841128 application for amend to License SUA-1401< 
permitting surface discharge. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/12/27. PELIZZA, M. S. 
Uranium Resources, Inc. Spp. 28357:248. 


8501140058 Reauests payment of fee for 841024 application for amend to 
License SUA-1400, per revised end 10CFR170 fee schedules. 

W/o end. 

WEISS, 0. License Fee Management Branch. 85/01/08. PELIZZA, N. S. 
Uranium Resources, Inc. Ip. 26390:310. 


DOCKET 40-8794 MOLYCORP, INC. , LOS ANGELES, CA 


8501100686 Trip rept of 841204 site visit to examine current 
operations & waste storage. No data available to judge 
presence or absence of contamination remaining in area. 

COOL, D. A. Uranium Fuel Licensing Branch, 85/01/03. Uranium Fuel 
Licensing Branch. 2pp. 28350:347. 


DOCKET 40-8829 WYOMING FUEL CO. , LAKEWOOD, CO 


8407270173 Forwards draft EIA for proposed Crow Butte R&D Project near 
Chadron, NE. Requests any comments of significance, so errata 
can be made available at public meeting to be held on 840716 
at Howard Dodd Hall, Fort Robinson, NE. W/o end. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/07/06. BROWN, W. L. 
Region 4, Office of Director. Ip. 25811:178. 


8501090782 Submits quest ions, comments Sc recommendations on Crow Butte 
In Situ Leach Project environ assessment. Recommends method 
for determining adequacy of groundwater restoration be 
formally reevaluated. 

HOFFMAN, T.E. Affiliation Not Assigned. 84/11/16. HAWKINS, T, E. 
Uranium Recovery Field Office. 4pp. 28307:352. 


8501100764 Discusses review of conceptual design for radon removal sys. 
Licensee should evaluate effectiveness of all feasible 
alternatives available for radon control Sc provide info on 
how radon would be controlled to ALARA at site, 

BRICHiR. F. , HAWKINS, E.F. Uranium Recovery Field Office. 84/12/19. 
Uranium Recovery Field Office. 2pp. 28354:295. 


DOCKET 40-8857 EVEREST MINERALS CORP. , CONVERSE COUNTY, WY 


8501100772 Requests addl info re application for license. List of 
technical comments Sc Reg Guide 8.31 end. 

HAWKINS, E.F. Uranium Recovery Field Office. 84/12/13. Everest 
Minerals Corp. ' 4pp. 28354:297, 


DOCKET 40-8859 AGIP MINING CO, , INC. 


8501100659 Notifies that preparation of final plans Sc specs for Stage I 
of facility should be begun. Items to be included in document 
listed. Complete bid document should be provided by 850104. 

ANSELMI,K. Wyoming, State of, 84/l?/06. VOELLER, J, Affiliation 
Not Assigned. Ip. 28356:200, 


8501110264 Notifies that NRC wopld accept data collection of unbiased 
preoperational data as good faith effort Sc consider data 
representative of baseline conditions. Reclamation of Poison 
Basin should have littel iidpact on preop erationsl data. 

PETTENGILL, H. J. Uranium Recovery Field Office, 84/12/19. BEAHM,r. 
Agip Mining Co, , Inc. Ip. 28376:126. 


DOMESTIC LICENSING OE A GLTILIZATION FACIUtlES 

DOCKET 50-1 I IT RESEARCH REACTOR 


0. Adjudicatory correspondence 


8501140525 Partial responsq to FOIA request for four categories pf| 
documents. Forwards App A documents. Documpnts elso ayeilabXe 
in PDR. Agenda from 8210b3H)7 conference available from 
EPRI. 

FELTON, J.M. Division of Roles and Records. 84/05/14. HIATT,8,L, 
Ohio Citizens for Responsible Energy. Spp. 28391:314. 24X 

Fiche: 50-001, 64/05/14, 8501 140528, 


— 8501140530 Order re acceptance criteria for ECCS for light-water-cooled 
nuclear power reactors (rulemaking 50-1). Public interest 
would be served by inclusion of addl ACRS views responsive 
to requests in rulemaking proceeding. 

MCCOOL, W. B. Atomic Energy Commission. 72/01/26. 26pp. 

28391; 316. 24X Fiche: 50-001. 85/05/14, 8501140525. 


DOCKET 50-2 UNIV. OF MICHIGAN RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8501080373 Forwards "Ford Nuclear Reactor Site Demography, Topology, 
Geology Sc Meteorology. " in support of License R-28 renewal. 

KERR, W. Michigan, Unlv. of, Ann Arbor, MI. 85/01/03. DENTON, H. 
Division of Licensing. Ip. 28231:001. 24X Fiche: 50-002, 85/01/03, 

8501080373. 


— 6501080375 "Ford Nuclear Reactor Site Demography, Topology, Geology Sc 
Meteorology. " 

* Michigan, Univ, of, Ann Arbor, MI. 85/01/31. Spp. 28231:002. 
24X Fiche; 50-002, 85/01/03, 8501080373. 


8501170243 Forwards FR notice of consideration of 841130 application 
to renew License R-28 for 20 yrs from dete of issuance. 

THOMAS, C.O. Standardization Sc Special Projects Branch. 85/01/09. 
KERR, W. F. Michigan. Univ. of, Ann Arbor, MI. 3pp. 28462:330. 24X 

Fiche: 50-002, 85/01/09, 8501170243. 


— 8501170245 Notice of consideration of 841130 application to renew 
License R-2B for 20 yrs from date of issuance. 

THOMAS, C.O. Standardization Sc Special Projects Branch. 85/01/09. 
4pp. 28462:333. 24X Fiche: 50-002, 85/01/09, 8501170243. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency Sc fire protection plans 


8501070220 Forwards public version of revised pages to Books I 8< II of 
emergency procedures document. W/841228 release memo. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/14. 
MURLEY, T. E. Region 1, Office of Director. Spp. 28228:073. 24X 
Fiche; 50-003, 84/12/14, 8501070220. 


—8501070228 Public version of revised pages to Books Z Sc ZZ of emergency 
procedures document. 

* Consolidated Edison Co. of New York, Inc. 84/12/05. 100pp. 

28228; 076. 24X Fiche: 50-003, 84/12/14, 8501070220. 


8501020299 Rev to Section 8 of emergency p Ian. W/841227 Itr Sc two 
oversize ends. Aperture cards available in PDR. 

O'TOOLE, J.D. Consolidated Edison'^Co. of New York, Inc. 84/12/27. 
MURLEY, T.E. Region 1, Office of Director. 24pp. 28139:173. 24X 

Fiche: 50-003, 84/12/27, 8501020299. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 28556:109. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501280107 Forwards Amends 33 Sc 92 to Licenses DPR-5 Sc DPR-26, 
respectively Sc safety evaluation. Amends consolidate fire 
protection responsibilities of fire protection Sc safety 

administrator w/flre Sc property protection engineer. f 

NEIGHBORS, U. D. Operating Reactors Branch 1. 85/01/10. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. Spp. 28574:348. 24X f 

Fiche: 50^003, 85/01/10, 6501280107. t 

i 

— 8501280115 Amends 33 Sc 92 to Licenses DPR-5 Sc DPR-26, respectively , \ 

consolidating fire protection responsibilities of fire i 

protection Sc safety mdminlstrator w/flre Sr property i 

protection engineer. [; 

VARGA, 8. A. Operating Reactors Branch 1, 85/01/10. llpp. 

28574:351. 24X Fiche: 50-003, 85/01/'10, 850X280107. t 


-<•8501280120 Safety evaluation supporting Amends 33 Sc 92 to Licenses 
DPR-5 Sc 0FR-26, respectively. 

* Office of Nuclear Reactor Ragulation, Diractor, 85/01/10. 2pp. 
28574:362. 24X Fiche: 50-003, 85/01/10, 8501280107. 
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□. Advisory Committee on Reactor Safeguards reports & correspondence 


8501160464 Comments on ACRS Subcommittee on Class 9 Accidents 840723 
meeting. MARCH 2,0 program utilized outside range of 
applicability. 

CORRADINI*M. ACRS - Advisory Committee on Reactor Safeguards. 
CORRADINI.M. Wisconsini Univ. of. Madison, WI. 84/07/31. KERR, W. 
Michigan, Univ. of, Ann Arbor, MI. KERR,W. ACRS - Advisory 
Committee on Reactor Safeguards. 4pp. 28444:360. 24X 

Fiche: 50-003, 84/07/31, 8501160464. 


P. Operating license stage documents & correspondence 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A & App B. 

Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN 8-0783. 84/08/09. 
SHOLLY, S. C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche; 50-000, 84/08/09, 8501300158. 


— 8110230021 Comments on plan for review of facility probabilistic safety 
study. Div of Sys Integration wishes to cover areas 
paralleling subj matter of NUREe-0850. 

MATTSON, R.J. Division of Systems Integration <pre 811005). 

81/10/09. MURLEY, T. Division of Safety Technology. 3pp. 

28667: 321. 24X Fiche: 50-000, 84/08/09, 8501300158. 


-8201050386 Describes schedule, interdiv Se interofc interfaces, manpower 
needs it general approach for Zion probabilistic risk 
assessment review, Indian Point hearing & Zion/Indian Point 
final rept. 

MEYER, J.F. Reactor Systems Branch. 81/12/15. SPEIS. T. P. 

Assistant Director for Reactor Safety. 3pp. 28668; 147. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8312220066 Forwards draft NRR comments it comments from parties to 
Indian Point special inquiry on board recommendation, finding 
& conclusion re shutdown order it emergency preparedness. 

ROWSOME, F. H. Assistant Director for Technology Review. 83/12/14. 
MOORE, J. Office of the Executive Legal Director. EISENHUT, D. G. 
Division of Licensing. MATTSON. R. J. Division of Systems 
Integration <post 811005). lOOpp. 28670:352. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8501300567 Forwards Table 1 re sections of PRA that were reviewed. 
Provides second pass comments for continuing review of 
probabilistic safety study. Summarizes concerns from 
820112-13 meetings. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 82/01/22. 

MEYER. J.F. Reactor Systems Branch. 14pp. 28666:220. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


— 8501300594 Updates review of probabilistic safety study. Damage state 
frequencies, containment matrix & site'^matrices used to 
generate point estimates for internal & internal plus 
external events end. 

PRATT, W.T, Brookhaven National Laboratory. FIN A-3712. 83/06/07. 

MEYER, J.F. Reactor Systems Branch. 65pp. 28668:051. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300605 Forwards summary of contents from NUREG-0850 it 
organizational charts for facility hearings it review of 
probabilistic safety study. Review of safety study will be 
compared w/NUREG-0850. 

MATTSON, R. J. Division of Systems Integration <post 811005). 
81/10/09. MURELY.T. Division of Safety Technology. EISENHUT, D, 
Division of Licensing. 4pp. 28668:150. 24X Fiche: 50-000, 

84/08/09, 8501300158. 


— 8501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment, Consequence Analysis & Risk Assessment Summary," 
quarterly progress repts for 821215-830315. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 33/03/31. 

MEYER, J.F. Reactor Systems Branch. 22pp, 28668:010. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300632 Forwards BNL draft review re probabilistic study, satisfying 
milestone for Task I. a per SER 189 re core-melt accidents. 

Rept does not include UCLA, Purdue or ASA reviews. 

PRATT, W.T. Brookhaven National Laboratory, 82/07/21. MEYER, J. F. 
Reactor Systems Branch. 73pp, 28668; 159. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300647 Forwards tables for continuing review of Zion probabilistic 
safety study. Submits summary of tables satisfying fourth 
milestone for Task 1.9, per SER 1B9 re estimated core-melt 
accidents. 

PRATT, W.T, Brookhaven National Laboratory. FIN A-3392. 82/03/15. 

MEYER. J.F. Reactor Systems Branch. 21pp. 28667:195, 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300667 Forwards draft NUREG/CR-3300, "Review it Evaluation of Zion 
Probabilistic Safety Study, Vol 1, Containment & Site 
Consequence Analysis." Rept satisfies Milestone IV/. B. 2 per 
SER 189 re core melt accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/07/18. 

MEYER, J.F. Reactor Systems Branch. 600pp. 28670:003. 24X 

Fiche: 50-000, 84/08/09, S50130015B. 


— 8501300672 Forwards PRA review schedule, rough chart depicting 
various interfaces for review & listed issues on sys 
analysis re disciplines in NRR. 

THADANI.A. C. Reliability Sc Risk Assessment Branch. 82/04/26. 
HANAUER,S. H. Division of Safety Technology. VARGA, S. A. Operating 
Reactors Branch 1. 4pp. 28667:293. 24X Fiche: 50-000, 84/08/09, 

B50130015S. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants' for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. 6. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501280107 Forwards Amends 33 S< 92 to Licenses DPR-5 Sc DPR-26, 
respectively Sc safety evaluation. Amends consolidate fire 
protection responsibilities of fire protection Sc safety 
administrator w/fire Sc property protection engineer. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 85/01/10. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 3pp. 28574:348. 24X 

Fiche: 50-003, 85/01/10, B5012B0107. 


— 8501280115 Amends 33 Sc 92 to Licenses DPR-5 Sc DPR-26, respectively, 
consolidating fire protection responsibilities of fire 
protection Sc safety administrator w/fire Sc property 
protection engineer. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/10. 11pp. 

28574:351. 24X Fi ch e: 50-003, 85/01/10, 8501280107. 


—8501280120 Safety evaluation supporting Amends 33 Sc 92 to Licenses 
DPR-5 Sc DPR-26, respectively. 

* Office of Nuclear Reactor Regulation, Director. 85/01/10. 2pp. 
28574: 362. 24X F i c h •: 50-003, 85/01/10, 8501280107. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Se Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, S501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Se Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft 8c Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8e Engineering 
Response (Post B30103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche; 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28691:304. 24X Fich e; 50-000, 85/01/23, 8501230236. 
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6501250352 IE Info Notice 85-007> "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACEi J. N. Division of QA» Safeguards 8e Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Netn York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


T. Hearing transcripts on non-antitrust matters 


8501170021 Summary of testimony Sc testimony of NJ Palladino on 821001 
before Subcommittee on Energy Conservation Sc Power Sc House 
Committee on Energy St Commerce re reactor safety. Pp 1-26. 

PALLADINO, N. Commissioners. 82/10/01. 33pp. 28462:274. 24X 

Fiche: 50-003, 82/10/01, 8501170021. 


8501170078 Summary of testimony S< testimony of TM Roberts on 821001 
before Subcommittee on Energy Conservation Sc Power Sc House 
Committee on Energy Sc Commerce re Commission 820727 order 
concerning rules governing special proceedings. 

ROBERTS, T.M. Commissioners. 82/10/01. 12pp. 28445:331. 24X 

Fiche: 50-003, 82/10/01, 8501170078. 


6501170257 Summary of testimony Sc testimony of JK Asselstine on 821001 
before Subcommittee on Energy Conservation Sc Power Sc House 
Committee on Energy St Commerce re Commission orders imposing 
new req.uirements on public participation in proceedings. 

ASSELSTINE, J. K. Commissioners. 82/10/01. 22pp. 28464:188. 24X 

Fiche: 50-003, 82/10/01, 8501170257. 


8501170275 Summary of testimony Sc testimony of V (rilinsky on 821001 
before Subcommittee on Energy Conservation Sc Power Sc House 
Committee on Energy Sc Commerce re acceptable risk of 
operation of facility surrounded by large population. 

0IL1NSKY,V. Commissioners. 82/10/01. 9pp. 28464:221. 24X 

Fiche: 50-003, 82/10/01, 8501170275, 


8501180425 Summary of testimony Sc testimony of JF Ahcarne on 821001 
before Subcommittee on Energy Conservation Sc Power Sc House 
Committee on Energy Sc Commerce re procedures employed by 
Commission Sc ASLB Sc safety investigation issues. 

AHEARNE, J. F. Commissioners. 82/10/01. 43pp. 28485:302. 24X 

Fiche: 50-003, 82/10/01, 8501180425. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency Sc fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
d ircctory. W/a41217 release memo. 

MOORE, R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 24X 

Fiche: 50-000, 84/11/30, 8412210259. 


"8412210293 Public version of revised emergency plan telephone 
directory. 

GALLE, D. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031, 

24X Fiche: 50-000, 84/11/30, 8412210259. 


8501140040 Revised emergency plan implementing procedures, including 
Rev 10 to TSN-CCC-1 re corporate command ctr director, Rev 4 
to TSN-CCC-2 re intelligence director Sc Rev 3 to TSN-CCC-3 
re medical director. 

MOORE, R.D., LXCARI,K. Commonwealth Edison Co. 8A/11/30, 

DENTON, H.R. NRC - No Detailed Affiliation Given. 106pp. 28360:249. 

24X Fiche; 50-000, 84/11/30, 8501140040. 


8501150367 Revised emergency plan implementing procedures, including 
Rev 1 to EPIP 100-Cia re operational support ctr supervisor 
Sc Rev 2 to EPIP 300-2 re ongoing emergency communications. 

W/850108 Itr. 

SCOTT. D.J. Commonwealth Edison Co. 85/01/08. DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 15pp. 28386:116. 24X 

Fiche: 50-010, 85/01/08, 8501150367, 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reaetpr licenses re Fire Protection 
Policy Steering Committee rapt. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co, of New York, Inc. kaSpp. 28556:109. 24X 

Fiche; 50-000, 85/01/09, 8501100621. 


8501170042 Notifies of changef in Health Physics Nettaiork sys to remove 
privacy feature. ATScT wi 11 need eecess to all extensions in 
Region til puc leer power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND, J. A. Region 3, Office of Director. 85/01/11- REED, C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche: 50-000, 85/01/11, 

8501170042, 


8501180333 EN-84-025A: order imposing civil monetary penalties in amount 
of 6130,000 issued. Action based on violations re radiation 
protection & safeguards, including lack of training 8c 
unauthorized access. 

ROBINSON, P. Director's Office. Office of Inspection and Enforcement. 
85/01/16. Ip. 28453:288. 24X Fiche: 50-249, 85/01/16, 8501180333. 


J. Insurance 8c indemnity information 


8501280175 Forwards Endorsements 13,163,32,83 8c 70 to NELIA Policies 
NF-277, NF-43, NF-253, NF-187 8c NF-201, resp ectively 8c 
Endorsements 7,139,16,68 Sc 59 to MAELU Policies MF-114. 

MF— 22, MF— 104, MF— 54 8c MF— 64, respect ively. 

□STER,J. Commonwealth Edison Co. 85/01/16. SALT2MAN, J. Assistant 
Director for State 8c Licensee Relations. 11pp. 28569:018. 24X 

Fiche: 50-000, 85/01/16, 8501280175. 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 8c NELIA 
Certificate N-93, Endorsement 3 to MAELU Certificate M-83 8c 
NELIA Certificate N-83 8e Endorsement 5 to MAELU Certificate 
M-71. 

OSTER.J. Commonwealth Edison Co. 85/01/16. SALTZMAN, J. Assistant 
Director for State 8c Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000, 85/01/16, 8501280262. 


8501300212 Forwards Endorsement 108 to NELIA Policy NF-43, Endorsements 
134,140, 144 8c 159 to NELIA Policy NF-43, Endorsements 87,118 
8c 135 to MAELU Policy MF-22 8c Endorsement 23 to NELIA Policy 
NF— 253, per 841211 8c 12 requests. 

OSTER.J. Commonwealth Edison Co. 85/01/25. DINITZ, I. Assistant 
Director for State 8c Licensee Relations. 15pp. 28642:358. 24X 

Fiche: 50-010, 85/01/25, 8501300212. 


P. Operating license stage documents 8c correspondence 


8501230512 Second response to FOIA request for documents re radioactive 
decontamination of nuclear power reactors. Forwards App B 
documents. App A documents available in PDR. Review 
continuing. 

FELTON, J.M. Division of Rules and Records. 84/06/28. BELL, N. 
Nuclear Information 8c Resource Service. 5pp. 28521:001. 24X 

Fiche: 50-010, 84/06/28, 8501230512. 


—8501230517 "Technical Study For Chemical Cleaning of Dresden 1, " Vol 
II, Section 3. 

* Dow Chemical Co. DNS-Dl-016 V02. 77/06/15. 231pp. 28521:006. 

24X Fiche: 50-010, 84/06/28, 8501230512. 


8501230521 "Technical Study for Chemical Cleaning of Dresden 1, " 

Vol VIII, Apps, XV-XIX. 

# Dow Chemical Co. DNS-Dl-016 VOS. 77/06/15. 148pp. 28521:235. 

24X Fiche: 50-010, 84/06/28, 8501230512. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8c 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants." Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8501080016 Forwards Insp Repts 50-010/84-16,50-237/84-19 8c 
50-249/84-18 on 841017-1 1 19. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28246:108. 24X Fiche: 50-010, 84/12/10, 
8501080016. 


— 8501080020 Insp Repts 50-010/84-16, 50-237/84-19 8c 50-249/84-18 on 
841017-1119. No noncompliance or deviations noted. Major areas 
inspected; previous insp findings, regional requests, 
operational safety, events, surveillance, maint 8c generic Itrs, 
CHRISSOTIMOS.N. Region 3, Office of Director. 84/12/07. 10pp. 

28246:110. 24X Fiche: 50-010, 84/12/10, 8501080016. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501140044 Forwards Insp Repts 50-010/84-17,50-237/84-22 8c 50-249/84-20 
on 841113-20, No noncompliance noted. 

PAPERIELLO,C. J, Region s, Office of Director. 84/12/21. REED, C. 
Commonwealth Edison Co. 2pp. 28377:278. 24X Fiche: 50-010, 84/12/21, 

8501140044. 
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— B501140050 Insp Repts 50-010/84-17. 50-237/34-22 !c 50-249/84-20 on 
841113-16 & 19-20. No noncompliance or deviation noted. Major 
areas inspected ; soli d raduiaste sys. inc lading barreling, 
packaging & treatment of uaste & transportation. 

PAUL. R. A.. GRANT. W.B.. OREGER. L. R. Region 3. Office of Director. 
84/12/21. 21pp. 28377:280. 24X Fich e: 50-010. 84/12/21, 8501 140044. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adeq.uate.no ack Itr mill be issued. 

KEPPLER.J. G. Regions. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000. 84/12/21. 

8501300674. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER.J. G. Region 3. Office of Director. 84/12/28. REED. C, 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28. 

8501100475. 


8501160534 Forwards Insp Repts 50-010/84-18,50-237/84-23 & 50-249/84-21 
on 841120-1220 & notice of violation. 

SHAFER. W.D. Region 3, Office of Director. 84/12/28. REED. C. 
Commonwealth Edison Co. 2pp. 28420:148. 24X Fiche: 50-010. 84/12/28. 

8501160534. 


— 8501160537 Notice of violation from insp on 841120-1220. 

SHAFER. W.D. Region 3. Office of Director. 84/12/28. Ip. 
28420: 150. 24X Fiche: 50-010.84/12/28. 8501160534. 


—8501160538 Insp Repts 50-010/84-18.50-237/84-23 it 50-249/84-21 on 
841120-1220. None ompliance noted: written repts of 840307 it 17 
reactor scrams not submitted in timely manner. 

CHRISSOTIMOS.N. Region 3, Office of Director. 84/12/28. 7pp. 
28420: 151. 24X Fiche: 50-010. 84/12/28. 8501160534. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127, 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation & Testing of 
Differential Pressure Transmitters. " Sve list end, 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response <Po5t 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fie lie: 50-000, 85/01/15. 8501100655. 


8501180333 EN-84-025A: order imposing civil monetary penalties in amount 
of 4130.000 issued. Act ion based on violations re radiation 
protection 8t safeguard s. including lack of training it 
unauthorized access. 

ROBINSON.P. . AXELRAD. J. Director's Office. Office of Inspection and 
Enforcement. 85/01/16. Xp. 28453:288. 24X Fiche: 50-010. 85/01/16. 

8501180333. 


8501160196 IE Info Notics 85-004, “Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response <Post 830103). 85/01/17, Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Sve list 
end, 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response <Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. lOBpp, 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. ” Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response <Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc, 109pp. 28691:304. 24X Fich e; 50-000, 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 Sc 23 meetings 
w/util et corporate of cs, Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R, L, Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Sve list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
<830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


DOCKET 50-13 BABCOCK Sc WILCOX CO. CRITICAL FACILITY 


F. Security, medical, emergency Sc fire protection plans 


6501150104 Partial response to FOIA request for physical securi-cy Sc 
safeguards insp repts for all nonpower reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4), 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— B501150427 Sanitized version of Insp Repts 50-013/81-02.50-099/81-02 Sc 
70-0824/81-02 on 810506-07. No noncompliance noted. Major 
areas inspected: security plan Sc organi zation, physical 
barriers, access control Sc alarm stations. 

HALL, B. L. Region 2, Atlanta, Office of the Director. 81/06/08. 

4pp. 28416:182. 24X Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150433 Sanitized version of Insp Repts 50-013/82-03 Sc 70-0824/82-10 
on 820930-1001. No noncompliance noted. Major areas inspected: 
physical protection of low enriched strategic nuclear matl. 

GOODE.R., MCGUIRE.D. R. Region 2, Office of Director. 82/10/15. 

3pp. 28416:188. 24X Fiche: 50-000, 84/06/21, 8501150104. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche; 50-000,84/06/21, 8501150104. 


—8501150427 Sanitized version of Insp Rep ts 50-013/81-02, 50-099/81-02 S< 
70-0824/81-02 on 810506-07. No noncompliance noted. Major 
areas inspected: security plan Sc organi zation, physical 
barriers, access control Sc alarm stations. 

HALL, B. L. , MCGUIRE, D.R. Region 2, Atlanta, Office of the Director. 
81/06/08. App. 28416:182. 24X Fich e: 50-000, 84/06/21, 8501150104. 


—8501150433 Sanitized version of Insp Repts 50-013/82-03 Sc 70-0824/82-10 
on 820930-1001. No noncompliance noted. Major areas inspected: 
physical protection of low enriched strategic nuclear matl. 

GOODE, R., MCCUIRE,D. R. Region 2, Office of Director. 82/10/15. 

3pp. 28416:188. 24X Fiche: 50-000, l[4/(}’6/21, 8561150104. 


DOCKET 50-18 VALLECITOS BOILING WATER REACTOR 


R. Periodic operating reports Sc related correspondence 


8501160176 "Vallecitos BWR Annual Rept 20 (Deactivated ), 1984. " 

W/850108 Itr. 

CUNNINGHAM, 6. E. General Electric Co. 84/12/31. DENTON,H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 28411:235. 24X 

Fiche: 50-018,84/12/31, 8501160176. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


P. Operating license stage documents Sc correspondence 


8501150012 Forwards Rev 31 to "SAR for MIT Research Reactor (MITR-H). •• 
CLARK, L. Massachusetts Institute of Technology, Cambridge, MA. 
85/01/04. THOMAS, C. 0. Standard! zation Sc Special Projects Branch. 
10pp. 28379:248. 24X Fiche: 50-020, 85/01/04, 8501150012. 


8501180194 Application to amend License R-37, revising Tech Specs 
governing variable reactivity Sc performance of experiments 
re closed loop control of reactor power. 

BERNARD, J. A. , CLARK, L. Massachusetts Institute of Technology, 
Cambridge, MA. 85/01/11. THOMAS, C. Standardization Sc Special 
Projects Branch. 2pp. 28455:067. 24X Fiche: 50-020, 85/01/1 1, 

8501180194. 


— 8501180195 "Closed Loop Control of Reactor Power Using Shim Blade. " 
BERNARD, J. A, Massachusetts Institute of Technology, Cambridge, MA 
SR#-0-B4-ll. 84/06/25. 62pp. 28455:069. 24X 

Fiche; 50-020, 85/01/11, 8501180194. 
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— 8501180202 Proposed Tech Spec changes re variable reactivity & shutdoum 
margin & closed loop control sys. 

* Massachusetts Institute of Technology^ Cambridgei MA. 65/01/15. 
23pp. 28455:131. 24X Fiche: 50--020, 85/01/1 1, 8501 180194. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security^ medical> emergency it fire protection plans 


8501080543 Forwards Insp Rept 50-029/84-13 on 840701-1001. No violations 
noted. 

UENZINOER^ E. C. Division of Project Sc Resident Programs. 84/12/24. 
HEIOER«L. H. Yankee Atomic Electric Co. 2pp. 28245:189. 24X 

Fiche: 50-029« 84/12/24. 8501080543. 


— 8501080548 Insp Rept 50-029/84-13 on 840701-1001. No violations noted. 
Major areas inspected: Core XVI startup test program, 
operational safety verification reviews, reviews of plant 
events, plant info rept review Sc surveillance observation. 
EICHENHOLZ. H. . ASARS. A. . ELSASSER. T. Region 1. Office of Director. 

84/12/18. 29pp. 28245:191. 24X Fic he: 50-029. 84/12/24. 

8501080543. 


8501020316 Forwards response to NRC 820428 Sc 831114 Itrs re App R 
reassessment design info Sc Generic Ltr 81-12. Requests 
exemption from requirements of App R. Fee paid. W/eight 
oversize marked-up drawings. Aperture cards in PDR. 

HASELTINE. J. D. Yankee Atomic Electric Co. 84/12/28. ZWOLINSKI. J. A. 

Operating Reactors Branch 5. 134pp. 26141: 104. 24X 

Fiche: 50-029. 84/12/28. 8501020316. 


8501110474 Forwards Safeguards Insp Rept 50-029/84-21 on 841029-1101. No 
violation noted. 

MARTIN. T.T. Division of Engineering Sc Technical Programs. 84/12/28. 

HEIDER.L. H. Yankee Atomic Electric Co. 2pp. 28362:247. 24X 

Fiche: 50-029. 84/12/28. 8501110474. 


—8501110481 Safeguards Insp Rept 50-029/84-21 on 841029-1101. No 
violation or deviation noted. Major areas inspected: security 
plan Sc implementing procedures Sc program audit. Details 
withheld <ref 10CFR2. 790 Sc 73. 21>. 

MADDEN. W.. KEZMZO.R. R. Region 1. Office of Director. 84/12/17. 
7pp. 28362:249. 24X Fiche: 50-029. 84/12/28. 8501110474. 


8501090247 Forwards "In-Progress Audit of Detailed Control Room Design 
Review for Yankee Atomic Electric Co. Yankee Rowe Nuclear 
Station. " Findings should be considered in development of 
summary rept. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 85/01/07. KAY. J. A. 

Yankee Atomic Electric Co. 2pp. 28254: 139. 24X 

Fiche: 50-029. 85/01/07. 8501090247. 


— 8501090253 "In-Progress Audit of Detailed’ Control *Room Design Review 
for Yankee Atomic Electric Co. Yankee Roipe Nuclear Station." 

* Science Applications. Inc. NRC-03-82-096. 84/12/11. NRC - 

No Detailed Affiliation Given. 52pp. 28254:141. 24X 

Fiche: 50-029. 85/01/07. 8501090247. 


8501090419 Requests extension until 850801 for submittal of review 
summary rept re results of detailed control room design 
review program. Extensi on requested to incorporate St respond 
to concerns expressed during in-progress audit. Fee paid. 

KAY.J. A. Yankee Atomic Electric Co. 65/01/07. ZWOLINSKI. J. A. 
Operating Reactors Branch 5. Ip. 28253:277. 24X 

Fiche: 50-029. 85/01/07. 8501090419, 


8501110075 Requests remittance of fee for 821201 appl ication. requesting 
exemption from certain requirements of 

10CFR50. 44(c) (3Mii). Fee not required for 840622 request for 
esemp^'Wii for annual emergency exercise requirement. 

2^ hi,. License Fee Manag<^ment Brmnch. 85/01/07. KAY. J. A. 

Yante# Atomic Electric Co. Ip. 28369:232. 24X 

Fiche: 50-029» 85/01/07. 8501115675. 


8501140292 Forwards descriptions of changes in response to NRC concerns 
re Rev 5 to plan Sc Rev 6. consisting of revised pages to 
security personnel training Sc qualification plan. Ends 
withheld (ref 10CFR73. 21). 

KAY.J, A. Yankee Atomic Electric Co. 85/01/08. HURLEY. T. E. Region 
1. Office of Director. Ip. 28362:060. 24X Fiche: 50-029. 85/01/08. 

8501140292. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc lisit end, 

E18ENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. ine. 138pp. 28556:109; 24)( 

Fiche: 50^0* 89/01/09. eSOl 100621. 


8501180190 Rev 42 to Emergency Plan Implementing Procedure OP-3344. 
“Security Force Actions Under Emergency Conditions" & table 
of contents. 

* Yankee Atomic Electric Co. 85/01/10. 11pp. 28454:352. 24X 

Fiche: 50-029. 85/01/10. 8501180190. 


8501160288 Responds to 850107 request for extension of completion date 
for detailed control room design review summary rept to 
850801. Adequate justification provided for mod of Commission 
840612 order. Delay acceptable. 

EISENHUT. D. G. Division of Licensing. 85/01/11. KAY. J. A. Yankee 
Atomic Electric Co. 2pp. 28412:024. 24X Fiche: 50-029. 85/01/11. 

8501160288. 


8501240148 Advises that procedures for NUREG-0737. Item I. C. 6 re 
post-TMI independent verification requirements revised 
concerning definition of qualified person. Independent 
verification will be performed by technician/mechanic, 

KAY.J. A. Yankee Atomic Electric Co. 85/01/17. ZWOLINSKI. J. A. 
Operating Reactors Branch 5. 2pp. 28528:223. 24X 

Fiche: 50-029. 85/01/17. 8501240148. 


J. Insurance & Indemnity information 


8501080331 Forwards Endorsement 92 to MAELU Policy MF-26. Endorsement 
111 to NELIA Policy NF-76 6 Endorsement 5 to MAELU 
Certificate M-4 it NELIA Certificate N-4. 

GOLDEN. M.P. Marsh McLennan. Inc. 84/12/27. SALTZMAN. J. 

Assistant Director for State Sc Licensee Relations. 5pp. 28232: 188. 
24X Fiche: 50-029.84/12/27. 8501080331. 


P. Operating license stage documents St correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end, 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 26464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501070195 Forwards Rev 1 to "Cost-Benefit Evaluation for SEP Topic 
III-2. 'Wind Sc Tornado Loadings' Sc SEP Topic ni-4A. 

'Tornado Missiles' for Yankee Nuclear Power Station." in 
response to NRC questions during 841115 meeting. 

KAY.J. A. Yankee Atomic Electric Co. 84/12/31. ZWOLINSKI. J. A. 
Operating Reactors Branch 5. 2pp. 28207:220. 24X 

Fiche: 50-029. 84/12/31, 8501070195. 


— B501070206 Rev 1 to "Cost-Benefit Evaluation for SEP Topic I I 1-2, 
'Wind Sc Tornado Loadings' Sc SEP Topic ni-4A. 'Tornado 
Missiles' for Yankee Nuclear Power Station. " 

Yankee Atomic Electric Co. 84/12/31. 33pp. 28207:222. 24X 

Fiche: 50-029. 84/12/31. 8501 676‘1 95.' ’ 


8501080352 Forwards updated safety evaluation supporting degraded grid 
voltage protection for Class IE sys. Tech Specs covering 
setpo ints. tolerances, action statements, logic design S< 
surveillance frequency for protection relays requested. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 85/01/04. KAY. J. A. 

Yankee Atomic Electric Co. 4pp, 28230:239. 24X 

Fiche: 50-029, 85/01/04. 8501080352. 


-8501080358 Updated safety evaluation supporting degraded grid voltage 
protection for Class IE Sys. 

* Operating Reactors Branch 5. 85/01/04. 6pp. 28230:243. 24X 

Fiche: 50-029, 85/01/04. 8501080352. 


8501110075 Requests remittance of fee for 821201 application, requesting 
exemption from certain requirements of 

10CFR50. 44(c)(3}(ii). Fee not required for 840622 request for 
exemption for annual emergency exercise requirement. 

DXGOSiP. M. License Fie Management Branch. 85/01/07. KAY. J, A. 

Yankee Atomic Electric Oo. Ip. 2B369: 232. 24X 

Fiche: 50-029. 85/01/07. 85011 1O075. 


8501310122 Responds to 841227 request for assessment of compliance w/ 
lOCi^OO. 49. Gualif icati on established for all equipment. 

HEIDER. L. H. Yankee Atomic Electric Co. 85/01/25. ZWQLIN8K1> J, A. 
'Operating Reactors Branch 5. 2pp. 28636:021. 24X 

Fiche: 30-029.85/01/23. 8301310122. 


8. Inspection reports. IE Bulletins it correspondence 


8501110163 Forwards Mgt Meeting Rept 84-444 on 841107. 

WENZINOER. E. Division of Project Sc Resident Programs. 84/12/20. 
HEIDER.L. H. Yankee Atomic Electric Co. 2pp. 28317:215. 24X 

Fiche: 50-029. 84/12/20. 8301110163. 
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— 8501110169 Mgt Meeting Rept 84-444 on 841107. Major areas discussed: 
implementation of NRC operator licensing req.ualif ication 
progran. 

FERLIC.K. * KELLERiR. , WENZINGER>E. Region 1, Office of Director. 
84/12/20. 3pp. 28317:217. 24X Fiche : 50-029* 84/12/20, 8501 1 10163. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuiage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of Neui York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21. 8412190503. 


8501080543 Forwards Insp Rept 50-029/84-13 on 840701-1001. No violations 
noted, 

UENZINGER, E. C. Division of Project it Resident Programs. 84/12/24, 
HEIDER.L, H. Yankee Atomic Electric Co. 2pp. 28245:189. 24X 

Fiche: 50-029, 84/12/24. 8501080543. 


— 8501080548 Insp Rept 50-029/84-13 on 840701-1001. No violations noted. 
Major areas inspected; Core XVI startup test program, 
operational safety verification reviews, reviews of plant 
events, plant info rept review Sc surveillance observation. 
EICHENHOLZ, H. , ASARS, A. , ELSASSER, T. Region 1. Office of Director. 

84/12/18. 29pp. 28245:191. 24X Fiche; 50-029, 84/12/24, 

8501080543. 


S501 110474 Forwards Safeguards Insp Rept 50-029/84-21 on 841029-1 101. No 
violation noted. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/12/28. 

HEIDER.L. H. Yankee Atomic Electric Co. 2pp. 28362:247. 24X 

Fiche: 50-029, 84/12/28, 8501110474. 


— 8501110481 Safeguards Insp Rept 50-029/84-21 on 841029-1101. No 
violation or deviation noted. Major areas inspected; security 
plan 8( implementing procedures Sc program audit. Details 
withheld (ref i0CFR2. 790 Sc 73.21). 

MADDEN, W., KEIMIG, R, R. Region 1, Office of Director, 84/12/17. 
7pp. 28362:249. 24X Fiche: 50-029, 84/12/28, 8501 1 10474. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J, N. Division of Emergency Preparedness ft Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10, 8501070401 . 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193, 24X Fiche: 50-000,85/01/11,8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Mew 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs ft related correspondence 


8501090053 Forwards LER 84-017-00. 

ST LAURENT, N.N. Yankee Atomic Electric Co. 84/12/12. MUR LEY, T. E. 
Region I, Office of Director. Ip. 28278:001, 24X 

Fiche: 50-029, 84/12/12, 8501090053. 


8501110435 Forwards LER 84-018-00. 

ST LAURENT, N.N. Yankee Atomic Electric Co. 84/12/14. HURLEY, T. E. 
Region I, Office of Director. Ip. 28362:199. 24X 

Fiche: 50-029, 84/12/14, 8501110435. 


V. Operator Examinations 


8501110163 Forwards Mgt Meeting Rept 84-444 on 841107. 

WENZINGER, E. Division of Project ft Resident Programs. 84/12/20. 
HEIDER,L. H. Yankee Atomic Electric Co. 2pp. 28317:215. 24X 

Fiche; 50-029, 84/12/20, 8501110163. 


—8501110169 Mgt Meeting Rept 84-444 on 841107. Major areas discussed; 
implementation of NRC operator licensing requalification 
progran. 

FERLIC, K. , KELLER, R., WENZINGER, E. Region 1, Office of Director. 
84/12/20. 3pp. 28317:217. 24X Fich e : 50-029, 84/12/20, 8501 110163. 


DOCKET 50-54 UNION CARBIDE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8501090625 Forwards Amend 22 to License R-81 8c safety evaluation. Amend 
corrects 8e clarifies Tech Specs issued w/license renewal on 
840928. 

THOMAS, C.Q. Standardization 8< Special Projects Branch. 84/12/12. 
MCGOUERN, J. Union Carbide Corp. 3pp. 28273:330. 24X 

Fiche: 50-054, 84/12/12, 8501090625. 


— 8501090630 Amend 22 to License R-Bi, correcting 8( clarifying Jul 1984 
Tech Specs issued w/license renewal on 840926. 

THOMAS, C. O, Standardization Sc Special Projects Branch. 84/12/12, 
6pp. 28273:333. 24X Fiche: 50-054, 84/ 12/12, 8501090625. 


— 8501090635 Safety evaluation supporting Amend 22 to License R-81, 

* Office of Nuclear Reactor Regulation, Director. 84/12/12. 3pp. 
28273:339. 24X Fiche: 50-054, 84/12/12, 8501090625. 


8501080316 Forwards proprietary application for amend to License R-8i, 
transferring ownership from Union Carbide subsidiary to 
Cintichem, Inc. Application withheld. 

ROSS,R. J. Ooub Sc Muntz ing. 84/12/28. BERNARD, H. Standardization & 
Special Projects Branch. Ip. 28234:028. 24X Fiche: 50-054, 84/12/28, 

8501080316. 


DOCKET 50-62 UNIU. OF VIRGINIA RESEARCH REACTOR 


F. Security, medical, emergency Sc fire protection plans 


B501150104 Partial response to FDXA request for physical security Ik 
safeguards insp repts for all nonpower reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, S. 
Committee to Bridge the Gap. App. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150220 Sanitized version of Insp Repts 50-062/83-04 Sc 50-396/83—03 
on 831031-1 101. No noncompliance noted. Major areas inspected: 
security p Ian, organ! zation, physical barriers, locks, keys Sc 
combinations Sc records Sc repts. 

* Region 2, Office of Director. 83/11/25. App. 28416:116. 24X 

Fiche; 50-000,84/06/21,8501150104. 


— 8501150392 Sanitized version of Insp Repts 50-062/81-01 Sc 50-396/81—01 
on B 10505. No noncompliance noted. Major areas inspected: 
security plan Sc organization, physical barriers, access 
control, communications Sc records Sc repts. 

HALL,B. L. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/08. 4pp. 28416:122. 24X Fiche: 50-000, 

84/06/21, 8501150104. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501150104 partial response to FOIA request for physical security it 
safeguards insp repts for all nonpower reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records, 84/06/21. AFTER GOOD, S 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche; 50-000, 84/06/21. 8501150104, 


— 8501150220 Sanitized version of Insp Repts 50-062/83-04 it 50-396/83-0 J. I 
on 831031-1 101. No noncompliance noted. Major areas inspected: I 

security plan, organ! zation, physical barriers, locks, keys Sc I 

combinations Sc records Sc repts. i 

* Region 2, Office of Director. 83/11/25. App. 28416:116, 24X 

Fiche: 50-000, 84/06/21, 8501150104. 
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— 8501150392 Sanitized version of Insp Repts 50-062/81-01 Sc 50-396/81-01 
on 810505. No noncomp liance noted. Major areas inspected: 
security plan S< organization^ physical barriers* access 
control* communications St records St repts. 

HALL* B. L. * MCOUXRE* D. R. Region 1* Philadelphia* Office of the 
Director <81/03/01). 81/06/08. 4pp. 28416:122. 24X 

F i c h e : 50-000, 84/06/21, 850 1150104. 


8501310391 Forwards Insp Rept 50-062/84-01 on 841001-03 Sc notices of 
violation St deviation. 

O'REILLY* J. P. Region 2* Office of Director. 85/01/25. MULDER* R. U. 
Virginia* Univ. of* Charlottesville, VA. 3pp. 28656: 164. 24X 

Fiche: 50-062* 85/01/25, 8501310391. 


— 8501310394 Notice of violation from insp on 841001-03. 

« Region 2, Office of Director. 85/01/25. 3pp. 28656:167. 24X 

Fiche: 50-062* 85/01/25, 8501310391. 


— 8501310397 Notice of deviation from insp on 841001-03. 

* Region 2* Office of Director. 85/01/25. Ip. 28656:170. 24X 

Fiche: 50-062, 85/01/25, 8501310391. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


F. Security* medical, emergency Sc fire protection plans 


8501150098 Partial response to FOIA request for all physical security 
Sc safeguards insp repts from 1979 to present for listed 
research reactors. Port ions of Documents 1 Sc 2 listed in App 
A encl.Addl info withheld <ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/05/24. AFTERGOOD*S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000* 84/05/24, 8501150098. 


Q. Inspection reports* IE Bulletins Sc correspondence 


8501150098 Partial response to FOIA request for all physical security 
Sc safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 Sc 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/05/24. AFTER GOOD, S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000* 84/05/24, 8501150098. 


-8501310400 Insp Rept 50-062/84-01 on 841001-03. Violation noted: failure 
to perform adequate survey* properly transport licensed matl, 
adhere to radiation control procedures Sc post radioactive 
matls storage area. 

MEDDINGTON, R. E. * JENKINS, 0. R, Region 2, Office of Director. 

84/10/30. 7pp. 28656:171. 24X Fiche : 50-062* 85/01 /25, 8501310391. 


DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR 
G. Adjudicatory correspondence 


8501020140 Forwards complete copy of Exhibit 1, including diagram 
inadvertently omitted from licensee 841219 responses to 
J Turk revised contentions in show cause proceeding. 

Certificate of Svc end. 

EDGAR, 0. L. Newman Sc Holtzinger. EDGAR* G. L. General Electric Co. 
#185 869. 84/12/28. FRYE, J. H. , LXNENBEROER, G. , FOREMAN, H. Atomic 

Safety and Licensing Board Panel. 132pp. 28144:011. 24X 

Fiche: 50-070* 84/12/28* 8501020140. 


8501180275 Comments on need for public hearings to solicit broadest 
possible input re consequences of GETR restart. Served on 
850117. 

DELLUMS, R. V. House of Rep. #185 150. 85/01/10. FRYE, J. H. Atomic 

Safety and Licensing Board Panel, Ip. 28455: 166. 24X 

Fiche: 50-070, 85/01/10* 8501180275. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage documents Si correspondence 


6501080006 Forwards Amend 18 renewing License R-33, notice of renewal* 
notice of no significant environ impact* environ assessment 
it SER <NUREG-1069}. 

EISENHUT* D. G. Division of Licensing. 84/12/28. DARMITZEL* R. W. 
General Electric Co. 4pp. 28269:161, 24X Fiche: 50-073* 84/12/28* 

8501080006. 


—8501080007 Amend 18 renewing License R-33. 

EISENHUT, D. 0. Division of Licensing. 84/12/28. 4pp. 28269:165. 
24X Fiche: 50-073*84/12/28*8501080006. 


•8501080008 Notice of renewal of License R-33 for operation of research 
reactor. 

THOMAS, C.O. Standardization St Special projects Branch. 84/12/28. 
2pp. 28269:169. 24X Fiche; 50-073, 84/12/28, 8501080006. 


DOCKET 50-99 BABCOCK & WILCOX TEST REACTOR 


F. Security* medical, emergency St fire protection plans 


8501150104 Partial response to FOIA request for physical security Se 
safeguards insp repts for all nonpower reactors in Regions 
II St V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, S. 
Committee to Bridge the Cap. 4pp. 28416:049. 24X 

Fiche: 50-000* 84/06/21* 8501150104. 


— 8501150427 Sanitized version of Insp Repts 50-013/81-02*50-099/81-02 Se 
70-0824/81-02 on 810506-07. No noncompliance noted. Major 
areas inspected: security plan St organ! zation* physical 
barriers* access control St alarm stations. 

HALL*B. L. Region 2* Atlanta* Office of the Director. 81/06/08. 

4pp. 28416:182. 24X Fiche: 50-000, 84/06/21* 8501150104. 


Q. Inspection reports* IE Bulletins St correspondence 


8501150104 Partial response to FOIA request for physical security Se 
safeguards insp repts for all nonpower reactors in Regions 
II 8< V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/06/21. AFTERGOOD, 8. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000* 84/06/21* 8501150104. 


•8501150427 Sanitized version of Insp Repts 50-013/81-02*50-099/81-02 Sc 
70-0824/81-02 on 810506-07. No noncompl iance noted. Major 
areas inspected: security plan St organ! zation* physical 
barriers, access control St alarm stations. 

HALL*B. L. , MCGUIRE* D.R. Region 2, Atlanta* Office of the Director. 
81/06/08. 4pp. 28416:182. 24X Fich e: 50-000* 84/06/21* 8501 150104. 


8501210206 Forwards Exam Rept 50-099 /OL-84-01 of exams administered on 
841116-17. 

VERRELLI* D. M. Region 2, Office of Director. 85/01/07. Babcock St 
Wilcox Co. 2pp. 28607:259. 24X Fi che; 50-099* 85/01/07* 8501210206. 


— 8501210213 Exam Rept 50-099/0L-84-01 on 841116-17. Exam results: three 
candidates passed oral exams Sc two of three candidates 
passed written exams. Reactor Se senior reactor operator exam 
questions Se answer key end. 

JOHNSON,A. * WILSON, B. A. Region 2* Office of Director, 84/12/28. 
49pp. 28607:261. 24X Fiche: 50-099* 85/01/07* 8501210206. 


—8501080009 Notice of finding of no significant environ impact re 
proposed renewal of License R-33. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment.^^^^^ 

84/12/28. 4pp. 28269:171. 24X Fiche : 50-073* 84/12/28* 8501080006. 


—8501080010 Environ assessment supporting proposed renewal of License 
R-33. SER <NUREG-1069) end. 

a NRC - No Detailed Affiliation Given. 84/11/09. 5pp. 

28269; 175. 24X Fiche: 50-073* 84/12/28, 8501080006. 


DOCKET 50-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 
' P. Operating license stage documents St correspondence 


V. Operator Examinations 


8501210206 Forwards Exam Rept 50-099/ 0L-84-01 of exams administered on 
841116-17. » . . . 

VERRELLI, D. M. Region 2, Office of Director. 85/01/07. Babcock Se 
Wilcox Co. 2pp. 28607:259. 24X Fiche: 50 - 099 * 85/01/07* 8501210206. 


—8501210213 Exam Rept 50-099/0L-84-01 on 841116-17. Exam results: three 
candidates passed oral exams St two of three candidates 
passed written exams. Reactor Se senior reactor operator exam 
questions Se answer key end. 

JOHNSON* A.* WILSON, B. A. Region 2* Office of Director. 84/12/28. 
49pp. 28607:261, 24X Fiche: 50-099* 85/01/07* 8501210206- 


, 8501300193 Application far amend to License AGN-201* authorizing 
possession-only statue per NRC 841228 Itr. 

JORDAN* E.D. Catholic Univ, of America, Washington, DC, 85/01/25. 
EISENHUT* D. G. Division of Licensing. Ip. 28642:350. 24X 

Fiche: 50-077, 85/01/25, 8501300193. 
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DOCKET 50-113 UNW. OF ARIZONA RESEARCH REACTOR 
Q. Inspection reportsi IE Bulletins St correspondence 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 
F. Security* medical* emergency Sc fire protection plans 


8501150104 Partial response to FOIA request for physical security & 
safeguards insp repts for all nonpouer reactors in Regions 
II 8« V from 1979 to present. Forwards App A documents. 

Portions of documents withheld Cref FOIA Exemption 4). _ 

FELTON* J.M. Division of Rules and Records. 84/06/21. AFTERGOOD* S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000* 84/06/21, 8501150104. 


8501150098 Partial response to FOIA request for all physical security 
& safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 8e 2 listed in App 
A encl.Addl info withheld <ref ^OIA Exemption 4) — ^ 

ppi yrjM , M Division of Rules and Records. 84/05/24. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche; 50-000* 84/05/24. 8501150098. 


—8501150133 Sanitized version of Insp Rept 50-113/79-02 on 790205 - 06 . No 
noncomp liance noted. Major areas inspected: organization & 
operations* measurements *e controls* shipping & receiving* 
physical inventory St storage & internal controls. 

BROCK* B.L., KOBORI*Y. * NORDERHAUG* L. R. Region 5* San Francisco* 
Office of the Director. 79/02/16. 3pp. 28416:058. 24X 

Fiche; 50-000*84/06/21, 8501150104. 


P. Operating license stage documents St correspondence 


8501150206 Forwards revised Tech Specs* ref lecting 841022 request for 
possession only license. ^ ^ ^ ■ l 

FURR* A K Virginia Polytechnic Institute & State Univ. * Blacksburg, 
VA 85/01/10. DENTON* H.R. Office of Nuclear Reactor Regulation* 
Director Ip 28380:218. 24X Fiche: 50-124, 85/01/10, 8501150206. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 
F. Security, medical* emergency & fire protection plans 


-8501150209 Revised Tech Spec Section 16. 1-16. 9. 4* ref lecting definitions 
for possession only license. 

* Virginia Polytechnic Institute Se State Univ. , Blacksburg* VA. 
85/01/10 llpp 28380:219. 24X Fieh e: 50-124* 85/01/10* 8501150206. 


8501150098 Partial response to FOIA request for all physical security 
St safeguards insp repts from 1979 to present for listed 
research reactors. Port ions of Documents 1 8* 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/05/24. AFTERGOOD, S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000* 84/05/24* 8501150098. 


0. Inspection reports* IE Bulletins 8e correspondence 


G. Inspection reports* IE Bulletins 8e correspondence 


8501150098 Partial response to FOIA request for all physical security 
St safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 8c 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). « 

FELTON* J. M. Division of Rules and Records. 84/05/24. AFTERGOOD* S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000* 84/05/24, 8501150098. 


8501150098 Partial response to FOIA request for all physical security 
8c safeguards insp repts from 1979 to present for listed 
research reactors. Port ions of Documents 1 8c 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/05/24. AFTERGOOD* S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000, 84/05/24, 8501150098. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR 


E. NRC Safety Evaluation Report (SER>. suppls 8( correspondence 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT* UNIT 3 


F. Security* medical, emergency 8t fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. 6. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 13Spp. 28556: 109. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501030030 SAFETY EVALUATION RELATED TO THE RENEWAL OF THE OPERATING 
LICENSE FDR THE RESEARCH REACTOR AT THE UNIVERSITY OF 
MISSOURI - ROLLA. Docket No. 50-123. (University Of Missouri* 

Rolla) 

* Division of Licensing. NUREG-10B6. 84/12/31. 77pp. 28196:138. 

24X Fiche: 50-123* 84/12/31, 8501030030. 


P. Operating license stage documents 8c correspondence 


8501210265 Forwards Amend 7* renewing License R-79* FR notice of renewal 
8c notice of finding of no significant environ impact* environ 
assessment 8c SER (NUREG-1086). FR notice will be issued re 
841214 request for 20-yr renewal period. W/o NUREO-0186. 

EISENHUT, D. 6. Division of Licensing. 85/01/14. BOLAN* A. E. 
Missouri, Univ. of, Rolla* MO. 4pp. 28496:001. 24X 

Fiche: 50-123* 85/01/14, 8501210265. 


— 8501210268 Amend 7* renewing License R-79. 

EISENHUT. D. G. Division Of Licensing. 85/01/14. 4pp. 28496:005. 
24X Fiche; 50-123, 85/01/14. 8501210265, 


8501290729 Forwards Insp Rept 50-133/84-04 on 851203-07. No violations 
noted. _ 

WEN8LAWSK1* F. A. Region 5* Office of Director. 85/01/09. 
SHIFFER.J.D. Pacific Gas 8c Electric Co. Ip. 28639:124. 24X 

Fiche: 50-133* 85/01/09* 8501290729; 


—8501290734 Insp Rept 50-133/84-04 on 841203-07. No violations or 
deviations noted. Major areas Inspected : decommissioning 
process* including processing liquid radwaste, sf fluent 
releases* solid waste 8< ALARA concerns. 

SHERMAN* c. I. , YUHAS* 0. P. Region 5* Office of Director. 85/01 
9pp. 28639:125. 24X Fiche: 50-133* 85/01/09* 8501290729, 


0. Adjudicatory correspondence 


8501080109 Submits twelfth quarterly status rept, par B20216 
memorandum 8c order. W/o ends. Related correspondence. 

LOCKE, R.F. Pacific Gas 8c Electric Co. #185 956. 84 / 12 / 28 , 

LAZO.R. M. , SCHINK.D. R. * LINENBERGER* G. Atomic Safety and licensing 

Board Panel. Spp. 28233:218. 24 X Fiche: 50-133* 84/12/28* B5010B0109. 


— 8501210270 Notice of renewal of License R-79. 

THOMAS, C. 0. Standardization 8c Special Projects Branch. 85/01/14. 
2pp. 28496:009, 24X Fiche: 50-123* 85/01/14, 8501210265. 


— 8501210273 Notice of finding of no significant environ Impact re 
renewal of License R-79. 

CRUTCHFIELD* D. Assistant Director for Safety Assessment. 

85/01/07, 3pp. 28496:011. 24X Fiche: 50-123* 85/01/14* 8501210265. 


H. Central correspondence 


8501080334 Expresses concern re ”very vocal minority*' in araa 
anything util suggests re facility decommissioning. Favors 
letting radioactive mails sit for 30 yrt to ^®war lavels. 
OTIS* A. Affiliation Not Assigned. 84/12/20. 


of Nuclear Reactor Regulation, Director. 
Fiche: 50-133, 84/12/20, 8501080334. 


2pp. 28245: 294. 


opposing 


Offics 

24X 


— 8501210274 Environ assessment supporting Amend 7* renewing License R-79. 
* NRC - No Detailed Affiliation Given. 84/11/16, 6pp. 

28496:014. 24X Fiche: 50-123* 85/01/14* 8501210265. 


8501090287 Requests E18. 

HUMMER, D. M. Affiliation Not Assigned, 84/12/29. 
No Detailed Affiliation Given. 2pp. 28254:278. 
Fiche: 50-133* 84/12/29, 8501090287. 


ERICKSON* P. 
24X 


NRC - 


— 8501210277 Tech Specs Sc basts for License R-79. 

a Missouri* Univ, of, Rolla* MD. 84/12/31. 54pp. 28496:020. 

24X Fiche: 50-123* 85/01/14* 8501210265. 


8501150080 Opines re testimony giveni at Humboldt County Soparvisor 
hearings in Dec 1984 concerning decommiseioning plans. 

Radiation infinitely sefer than alcohol# emoklng* mart juana, 

riding in automobiles or over-insulation of hom**- _ n.tailad 

JUTILA,G. Affiliation Not Assigned, as/SiJSs/ 

Affiliation Given. 2pp. 28388:180. 24 X Fiche: 50-133# 85/01/05* 

8501150080. 
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B501220494 Reiterates Dec 1984 request for document serving as basis 
for DES. Util unable to make document available it access to 
PDR difficult. 

ROSSMAN, J. Affiliation Not Assigned. 85/01/05. BALLARD NRC - No 
Detailed Affiliation Given. 3pp. 28502:292. 24X 

Fiche: 50-133# 85/01/05# 8501220494, 


8501290368 Comments on plant decommissioning plans, Plant should not 
have stopped operating. Supports SAFSTOR method for 
decommissioning as proposed by util. 

HOFF# J. N. Affiliation Not Assigned. 85/01/18. ERICKSON# P. B. NRC - 
No Detailed Affiliation Given. 2pp. 28618:201. 24X 

Fiche: 50-133# 85/01/18# 8501290368, 


8501310271 Comments on SAFSTOR plan for decommissi oning. Opposes plan re 
storage of radioactive fuel rods based on safety concerns. 

Urges NRC to require dismantling it removal of plant. Requests 
FES it DES. 

LUSTER# T. Affiliation Not Assigned. 85/01/19. ERICKSON# P, NRC - 
No Detailed Affiliation Given. Ip, 28685:196. 24X 

Fiche: 50-133# 85/01/19# 8501310271. 


8501290343 Comments on decommissioning of facility. Board should proceed 
ut/decommissioning as efficiently as possible Sc consistent 
ui/safety. 

STORRE# R. Affiliation Not Assigned. 85/01/24. ERICKSON# P. B. NRC - 
No Detailed Affiliation Given. Ip. 28618:360. 24X 

Fiche: 50-133# 85/01/24# 8501290343. 


O. Advisory Committee on Reactor Safeguards reports 8e correspondence 


8501170003 Provides comments on 840910 site visit it subsequent ACRS 
subcommittee meeting. Util plans to provide cover for fuel 
pool to ensure ventilation control & protection of pool 
to intrusion from debris or heavy objects. 

STEINDLER# M. J. Argonne National Laboratory. STEINDLER# M. U. ACRS - 
Advisory Committee on Reactor Safeguards. 84/09/14. MOELLER# D. 

ACRS - Advisory Committee on Reactor Safeguards. 2pp. 28461:355. 
24X Fiche; 50-133# 84/09/14# 8501 170003. 


8501170023 Comments on ACRS subcommittee 840910 meeting re 
decommissioning of facility. Monitoring spent fuel pool 
radioactivity should be accomplished more frequently. 

KATHREN,R. L. Battelle Memorial Institute# Pacific Northwest 
Laboratories. KATHREN# R. L. ACRS - Advisory Committee on Reactor 
Safeguards. 84/09/17. MOELLER# D. W. ACRS - Advisory Committee on 
Reactor Safeguards. Ip. 28445:360. 24X Fiche; 50-133, 84/09/17# 

8501170023. 


P. Operating license stage documents 6 correspondence 


8501030448 Requests transcript of 841204 scoping meeting w/public in 
Eureka# CA re facility decommissioning. Also requests DES date 
of availability. 

ARCHIBALD# A. Redwood Alliance. 84/12/19. ERICKSON# P. B. NRC - No 
Detailed Affiliation Given. 2pp. 28189:232. 24X 

Fiche: 50-133# 84/12/19# 8501030448. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certif ication of compliance to 
10CFR50. 49# "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT#D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York# Inc. IQpp. 28464:230. 24X 

Fiche: 50-000# 84/12/27# 8501030120. 


8501110352 Forwards State of CA Regional Water QC Board 841221 comments 
on environ rept for decommissioning of Humboldt Bay Power 
Plant Unit 3# for use in evaluating proposal. 

SN0W#0. F. California# State of. 85/01/04, ZWQLINSKI# J. H. NRC - No 
Detailed Affiliation Given. 5pp. 28314:351. 24X 

Fiche; 50-133# 85/01/04# 8501110352. 


8501090334 Forwards State of CA Coastal Commission 841221 ltr 
recommending facility EIS be prepared for public review 6 
comment prior to decommissioning through safe storage 
method. 

8N0W#G. F. California# State of. 85/01/Q9. ZWOLINSKl, J, H, NRG - Ko 
Detailed Affllistion Given. 3pp. 28257: 168. 24X 

Fiche: 50-133# 85/01/09# 8501090334. 


8501170163 Comments on decommissioning of facility. Decoiinmissioning plow 
will provide adequately for environ of area it safety of 
citizens. Review of plan# ref lec ting on facts as best known it 
exam of costs requested. 

KAy#W. T. McRittrick It Hmv. 85/01/11. ERICKSON# P. B. NRC - No 
Detailed Affiliation Givan, S(pp# 28445:105. 24X 

Fiche: 50-133# 85/01/11# 8501170163, 


8501300731 Forwards request for addl info re decommissioning plan# to 
complete review of application to amend License DPR-7# to 
possess-but-not-operate status & to revise Tech Specs w/ 
license status. Responses requested by 850228. 

ZWOLINSKl# J. A. Operating Reactors Branch 5, 85/01/23. SHIFFER, J. D. 

Pacific Gas it Electric Co. 11pp. 28671:116. 24X 

Fiche: 50-133# 85/01/23# 8501300731. 


Q. Inspection reports# IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94# "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE# J. N. Division of Emergency Preparedness it Engineering Response 
<Post 830103). 84/12/21, Consolidated Edison Co. of New York# 

Inc. 121pp. 28570:042. 24X Fiche: 50-000# 84/12/21# 8412190503. 


8501290729 Forwards Insp Rept 50-133/84-04 on 851203-07. No violations 
noted. 

WENSLAWSKI# F. A. Region 5# Office of Director. 85/01/09. 

SHIFFER# J.D, Pacific Gas Sc Electric Co. Ip. 28639:124. 24X 

Fiche: 50-133# 85/01/09# 8501290729. 


— 8501290734 Insp Rept 50-133/84-04 on 841203-07. No violations or 
deviations noted. Major areas inspected : decommissioning 
process# including processing liquid radwaste# effluent 
releases# solid waste Sc ALARA concerns. 

SHERMAN# C. I. # YUHAS# G. P. Region 5# Office of Director. 85/01/04, 
9pp. 28639:125. 24X Fiche: 50-133# 85/01/09# 8501290729. 


8501070401 IE Info Notice 85-001# "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE# U. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York# 

Inc. 67pp. 28537:127. 24X Fiche: 50-000# 85/01/10# 8501070401, 


8501080502 IE Info Notice 85-002# "Improper Installation Sc Testing of 
Differential Pressure Transmitters. '* Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York# Ine. I09pp. 28537:193. 24X Fiche; 50-000# 85/01/11# 8501080502. 


8501100655 IE Info Notice 85-003# "Separation of Primary Reactor 
Coolant Pump Shaft (k Impeller. " Svc list end. 

JORDAN#E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York# Inc. 103pp. 28490:226. 24X Fiche; 50-000# 85/01/15# 8501100655, 


8501160196 IE Info Notice 85-004# "Inedequete Mgt of Security Response 
Drills. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York# Inc, 109pp. 28613:169. 24X Fiche; 50-000# 85/01/17# 8501160196. 


8501230229 IE Info Notice 85-005# "Pipe Whip Restraints." Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York# Inc. 108pp. 28692:186. 24X Fiche: 50-000# 85/01/23# 8501230229. 


8501230236 IE Info Notice 85-006# "Contamination of Breathing Air 
Sys. " Svc list end, 

JORDAN# E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X FI che: 50-000# 85/01/23# B501230236. 


8501250352 IE Info Notice 85-007# "Contaminated Radiography Source 
Shipments. *' Svc list end. 

GRACE# J. N. Division of QA# Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York# 

Inc. 67pp. 28692:295. 24X Fiche: 50-000# 85/01/29# 8501250352. 


R. Periodic operating reports it related correspondence 


8501240089 Monthly operating rept foT Nov 1984. W/8412Q5 ltr. 

DERKS#P. 8, # WEEKS#E. D. Pacific Gas 6 Electric Cp, 84/11/30. 5pp. 
28541 : 323. 24X Fiche: 50-133# 84/11/30# 8501240089. 


8501020272 FOr'wards summery of design changes during 1983. Mod records# 
including safety evaluations# maintained in files. Mods do not 
result in Tech Spec changes or safety questions, Ack of 
receipt of metl requtiited. 

SHIFFER# J.D. Pacific Gas Sc Electric CO. S^/t2/i8, MARTIN# J.D, 
Region 5# Office of Director. 3pp. 28141:358, 24X 

Fiche; 50-133. 84/12/18, 8501020272. 
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S. Reportable occurrences* UERs Se related correspondence 


8501150435 LER 84-002-00: on 841206* gas treatment sys gas scrubber 
recirculation pump 2 inadvertently started. Caused by 
failure to use approved procedures for lifting electrical 
leads. Individual counseled. W/850107 Itr. 

NELSON* R. T. * SHIPPER* J. D. Pacific Oas & Electric Co. 85/01/07. 
3pp. 28414:328. 24X Fiche: 50-133. 85/01/07, 8501150435. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


8501290077 "Annual Rept for 1984. " 

WILBUR* L.C. Worcester Polytechnic Institute. Worcester. MA. 
85/01/15. Office of Nuclear Reactor Regulation. Director. 2pp. 
28639: 356. 24X Fiche: 50-134, 85/01/15. 8501290077. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


F. Security, medical* emergency & fire protection plans 


8501150098 Partial response to FOIA renuest for all physical security 
& safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 & 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/05/24. AFTERGOOD* S. 
Committee to Bridge the Gap. 3p. 28404:305. 24X 

Fiche: 50-000* 84/05/24* 8501150098. 


Q. Inspection reports* IE Bulletins & correspondence 


8501150098 Partial response to FOIA request for all physical security 
Zt safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 & 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/05/24. AFTER GOOD* S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000. 84/05/24. 8501150098, 


DOCKET 50-142 UCLA TRAINING REACTOR 


F. Security, medical* emergency & fire protection plans 


8501150098 Partial response to FOIA req.oest for all physical security 
& safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 8c 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4>. 

FELTON* J.M. Division of Rules and Records. 84/05/24. AFTER GOOD* 8. 
Committee to Bridge the Gap. 3p. ' 28404:305. 24X 

Fiche: 50-000. 84/05/24* 8501150098. 


8501240352 Responds to FOIA renuest for SECY-83-500 «c related 
documents. App A documents enc 1. Documents also available in 
PDR.App B documents withheld (ref FOIA Exemption 5). 

FELTON* J.M. Division of Roles and Records. 84/07/25. AFTEROOOD* S. 
Committee to Bridge the Gap. 6pp. 28558:043. 24X 

Fiche: 50-142* 84/07/25* 8501240352. 


— 8501240413 Forwards Commission paper 8c associated documents reciuesting 
approval to publish for public comment proposed amend to 
10CFR73. 40(a}. Clarification necessary due to A8LB ruling 
in UCLA relicensing hearing. W/o end. 

DAVIS, J, G. Office of Nuclear Material Safety 8c 
Safeguards. Director. 83/11/28. DIRCKS, W. J. Office of the 
Executive Director for Operations, Ip. 28558:162. 24X 

Fiche: 50-142, 84/07/25* 8501240352. 


“8501240424 Discusses findings of UCLA Hearing Board re 10CFR73. 40(a) 
renuirement to protect against sabotag e. NMSS 8c OELD 
recommend clarification of 10CFR73, 40(a) because issue 
would be removed from litigation 8c appeal process avoided. 

BURNETT, R.F. Division of Safeguards. 83/11/01. DAVIS* J. G. 

Office of Nuclear Material Safety 8c Safeguards* Director. 3pp. 
28558: 180. 24X Fiche: 50-142* 84/07/25. 8501240352. 


—8501240443 Responds to rec^oest for review of proposed rulemaking 
clarifying physical protection requirements of 10CFR73. 40(a) 

8c agrees w/rule change. Timing 8c method of change 
inappropriate. Commission should perform rulemaking. 

GRAY. J. R. NRC - No Detailed Affiliation Given. 83/11/18. 
CHRISTENBURY. E. NRC - No Detailed Affiliation Given. Ip. 
28558:219. 24X Fiche: 50-142* 84/07/25* 8501240352. 


— 8501240448 Discusses clarifying amend to 10CFR73. 40(a). Situation arises 
from UCLA litigation 8c ASLB ruling against staff. Provision 
states that w/o specific requirements, ASLB to determine 
requirements. Appeals judge decided against NRC in past. 

* NRC - No Detailed Affiliation Given. 83/11/09. NRC - No 
Detailed Affiliation Given. Ip. 28558:234. 24X 

Fiche: 50-142, 84/07/25, 8501240352. 


8501230420 Requests that all NRC-approved security plans 8< amends be 
returned to univ or treated as proprietary info 8c withheld 
from public disclosure to restrict dissemination of hardware 
info. 

WEGST, W. E. California, Univ. of, Los Angeles, CA. 85/01/16. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Ip. 
28511:125. 24X Fiche: 50-142* 85/01/16* 8501230420. 


6. Adjudicatory correspondence 


8501240352 Responds to FOIA request for SECY-83-500 Sc related 
d ocuments. App A documents enc 1. Documents also available in 
PDR.App B documents withheld (ref FQIA Exemption 5). 

FELTON. J. M. Division of Rules and Records. 84/07/25. AFTERGOOD, S. 
Committee to Bridge the Gap. 6pp. 28558:043. S4X 
Fiche: 50-142, 84/07/25, 8501240352. 


— 8501240406 Responds to C Uoodhead inquiry Sc forwards transmittal memo 
for Commission paper on proposed amend to 10CFR73. 40(a). 

Memo can be released to UCLA relicensing hearing board if 
no legal objection raised. 

DAVIS, J.O. Office of Nuclear Material Safety Sc 

Safeguards. Director. 83/12/12. CUNNINGHAM, G. H. Office of the 
Executive Legal Director. Ip. 28558; 161. 24X 

Fiche; 50-142, 84/07/25. 8501240352. 


— 8501240413 Forwards Commission paper Sc associated documents requesting 
approval to publish for public comment proposed amend to 
10CFR73. 40(a ) . Clar i f ication necessary due to ASLB ruling 
in UCLA relicensing hearing. W/o end, 

DAVIS* J.O. Office of Nuclear Material Safety 8c 
Safeguards* Director. 83/11/28. DIRCKS* W. J. Office of the 
Executive Director for Operations. Ip. 28558: 162. 24X 

Fiche; 50-142, 84/07/25, 8501240352. 


—8501240424 Discusses findings of UCLA Hearing Board re 10CFR73. 40(a ) 
requirement to protect against sabotage, NMSS 8c OELD 
recommend clarification of 10CFR73. 40(a} because issue 
would be removed from litigation 8< appeal process avoided. 
BURNETT.R.F, Division of Safeguards. 83/11/01. DAVIS, J. 0. 

Office of Nuclear Material Safety Sc Safeguards, Director. 3pp. 
28558: 180. 24X Fiche: 50-142. 84/07/25, 8501240352. 


—8501240443 Responds to request for review of proposed rulemaking 
clarifying physical protection requirements of 10CFR73. 40(a ) 

Sc agrees w/rule change. Timing 8c method of change 
inappropriate. Commission should perform rulemaking. 

GRAY, J. R. NRC - No Detailed Affiliation Given. 83/11/18. 
CHRISTENBURY. E. NRC - No Detailed Affiliation Given. Ip. 
28558: 219. 24X Fiche: 50-142. 84/07/25. 8501240352. 


—6501240448 Discusses clarifying amend to 10CFR73. 40(a>. Situation arises 
from UCLA litigation Sc ASLB ruling against staff . Provision 
states that w/o specific requirements. ASLB to determine 
requirements. Appeals judge decided against NRC in past. 

* NRC - No Detailed Affiliation Given. 03/11/09. NRC - No 
Detailed Affiliation Given. Ip. 28558:234. 24X 

Fiche: 50-142* 84/07/25, 8501240352. 


— ’8501240461 Forwards Palladino dissenting views re SECY-84-116 to be 
appended to Commission order. 

REAMER, C.W. Commissioners. 84/06/06. CHILK. 8. J. Office of the 
Secretary of the Commission. 3pp. 28558:250. 24X 

Fiche; 50-142, 84/07/25, 8501240352. 


8501110470 Advises that transfer of all irradiated fuel from UCLA 
reactor to DOE reprocessing facility in Idaho Palls, ID 
completed. Related correspondence. 

CORMIER, W.H. California, Univ. of, Los Angeles, CA. #185 029, 
85/01/07. FRYE, J. a, BRIGHT, G.O., LUEBKE, E. A, Atomic Safety and 
Licensing Board Panel. Ip. 28358:080. 24X Fic he: 50-142, 85/01/07, 

8501110470. 


8501230444 Forwards Insp Rept 50-142/64-02. W/o end. Related 
correspondence. 

WOODHEAD, C. P. Hearing Branch 4. #185 198. 85/01/18. FRYE, J. H, , 

BRIGHT* O.O., LUEBKE* E. A. Atomic Safety and Licenelng Board Panel. 
Ip. 28511:056. 24X Fiche; 50-142* 85/01/ 18, 8501230444. 
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P. Operating license stage documents & correspondence 


8501230089 Advises that UCLA has returned all reactor fuel described 
in License R-71 to DOE at Idaho Chemical Processing Plant. 

WEOSTj W. F. California. Univ. of. Los Angeles. CA. 85/01/16. 
DENTON. H. Office of Nuclear Reactor Regulation. Director. Ip. 
28513:282. 24X Fiche: 50-142. 85/01/16. 8501230089. 


8501230322 Informs that disassembly of reactor core necessary to 
conduct radiation survey of residual radiation. in 
anticipation of reactor decommi ssi oning. Author i zation to 
conduct intended survey assumed unnecessary. 

WEGST. W. F. California. Univ. of. Los Angeles. CA. 85/01/16. 
DENTON. H. Office of Nuclear Reactor Regulation. Director. Ip. 
28508: 022. 24X Fiche: 50-142. 85/01/16. 8501230322. 


Q. Inspection reports. IE Bulletins & correspondence 


8501150098 Partial response to FOIA request for all physical security 
it safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 & 2 listed in App 
A encl.Addl info withheld <ref FOIA Exemption 4). 

FELTON. J.M. Division of Rules and Records. 84/05/24. AFTER GOOD. S. 
Committee to Bridge the Gap. 3pp. 28404:305. 24X 

Fiche: 50-000. 84/05/24, 8501150098. 


8501100572 Forwards Insp Rept 50-142/84-02 on 841129-30. No violations 
noted. 

WENSLAWSKl. F. Region 5. Office of Director. 84/12/24. WEGST. W. F. 

California. Univ. of, Los Angeles. CA. Ip. 28348:091. 24X 

Fiche: 50-142, 84/12/24, 8501100572. 


— 8501100578 Insp Rept 50-142/84-02 on 841129-30. No violations or 
deviations noted. Major areas inspected : loading of irradiated 
fuel from facility for transfer to DOE, organ! zational 
structure, decommissioning plans it transportation records. 
CILLIS, M. , YUHAS, G. P. Region 5, Office of Director. 84/12/21. 
4pp. 28348:092. 24X Fi c he: 50-142. 84/ 12/24, 8501 100572. 


DOCKET 50-152 FLORIDA WEST COAST NUCLEAR GROUP INC. 


P. Operating license stage documents & correspondence 


8501230623 FOIA request for SECY-84-116 & 840613 memo to HH Plains re 
UCLA reactor license renewal proceeding & staff request to 
initiate rulemaking on interpretation of 10CFR73. 40. 

HIRSCH.D. Committee to Bridge the Gap. 84/07/09. FELTON, J. M. 
Division of Rules and Records. 2pp. 28525:348. 24X 

Fiche: 50-152. 84/07/09, 8501230623. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency «c fire protection plans 


8501100431 Forwards Insp Rept 50-155/84-14 on 841113-16 it notice of 
violation. 

PAPERIELLO,C. J. Region 3, Office of Director. 84/12/11. 

DEWITT. R.B. Consumers Power Co. 2pp. 28349:137. 24X 

Fiche: 50-155, 84/12/11, 8501100431. 


— 8501100437 Notice of violation from insp on 841113-16. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/12/11. Ip. 
28349:139. 24X Fiche: 50-155, 84/12/11. 8501 100431. 


— 8501100444 Insp Rept 50-155/84-14 on 841 1 13-16. Noncompl iance noted; 
failure to include in annual review of emergency 
preparedness program, evaluation of adequacy of state & local 
govt interfaces. 

PATTERSON, J. P. , SNELL. W. G. , PHILLIPS. M, P. Region 3, Office of 
Director. 84/12/11. 7pp. 28349:140. 24X Fiche: 50-155* 84/12/1 1, 

8501100431. 


8501140100 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region 111 will conduct training in 
generic aspects of radiation safety, phys ical security it 
emergency response to reduce reactor site training time. 

KEPPLER, J. G. Regions. Office of Director. 84/12/28. DEWITT, R. B. 
Consumers Power Co. 2pp. 28377:247. 24X Fiche; 50-000, 84/12/28, 

8501140100. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, 8vc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Bpp. 28556:109. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501240168 Responds to items of noncompliance noted in Insp Rept 
50-155/84-14 on 84121 1 . Corrective acti ons: agreement reached 
w/Detroit Edison emergency planning group to provide annual 
review. Ltr of agreement end. 

VANDEWALLE. D. J. Consumers Power Co. 85/01/10. KEPPLER, J. 0. Region 
3, Office of Director. 5pp. 28532:199. 24X Fiche: 50-155. 85/01/10. 

8501240168. 


8501160086 Informs that AT&T scheduled Region III Health Physics 
Network <HPN) mods for wk of 850121 in effort to reduce 
circuit blockage caused by privacy feature. AT&T personnel 
need access to all HPN extensions at plants in Region III. 

HIND. J. A. Region 3, Office of Director. 85/01/11. DEWITT. R, B. 
Consumers Power Co. Ip, 28414:238. 24X Fiche: 50-000. 85/01/11. 

8501160086. 


8501240628 Forwards population density map for emergency planning zone. 
Map developed by ORNL using 1980 census data projections & 
must be taken as estimate. W/o end. 

HIND. J. A. Region 3, Office of Director. 85/01/14. DEWITT. R.B. 
Consumers Power Co. Ip. 28554:227. 24X Fiche: 50-155. 85/01/14, 

8501240628. 


8501290392 Forwards population density map for facility emergency 
planning zone. Map is estimate developed by ORNL by 
projecting from 1980 census data. W/o end. 

HIND. J. A. Region 3. Office of Director. 85/01/14. BRUCHMAN, G. 
Michigan, State of. Ip. 28639:362. 24X Fiche: 50-155, 85/01/14. 

8501290392. 


8501230381 Forwards addl comments & recommendations on detailed control 
room design review program plan. Scope of control room 
design plan for evaluating need for SPDS inadequate. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/22. 

VANDEWALLE, D. J. Consumers Power Co. 6pp. 28508:153. 24X 

Fiche: 50-155. 85/01/22. 8501230381. 


8501290388 Ack receipt of 850103 request for approval of rev to 
emergency p Ian, deleting Petosky fire dept as provider of 
fire fighting assistance to plant. Emergency plan still meets 
10CFR50. 47(b) & 10CFR50 requirements. 

PAPER lELLO. C. J. Region 3. Office of Director. 85/01/23. 
DEWITT. R.B. Consumers Power Co. Ip. 28618:210. 24X 

Fiche: 50-155, 85/01/23, 8501290388. 


—8501290397 Requests approval of rev to emergency plan, deleting Petosky 
fire dept as provider of fire fighting assistance to plant. 

Deletion of Petosky fire dept does not significantly reduce 
plan effectiveness for reasons listed. 

VANDEWALLE. D. J. Consumers Power Co. 85/01/03. KEPPLER. J. G. 

Region 3, Office of Director. 2pp. 28618:211. 24X 

Fiche: 50-155, 85/01/23, 8501290388. 


— 8501290401 "Proposed Site Emergency Plan Changes. " 

* Consumers Power Co, 85/01/03. 6pp. 28618:213, 24X 

Fiche: 50-155, 85/01/23. 8501290388. 


8501290370 Provides notification of change in design of fire protection 
program alternate shutdown sys, per 830308 SER. Equipment 
moved from core spray pump room to new alternate shutdown 
bldg. 

KUEMIN, J. L. Consumers Power Co. 85/01/24. Office of Nuclear 
Reactor Regulation, Director. 2pp. 28616:023. 24X 

Fiche: 50-155. 85/01/24. 8501290370. 


6. Adjudicatory correspondence 


8501080188 Advises that time for Commission to review Director ''s 
Decision DD-84-25 expired. Commission declined review. 

Decision became final agency action on 850104. Served on 
850107. 

HOYLE, V. C. Office of the Secretary of the Commission. #185 959, 
85/01/07. O^NElLL, J. O'Neill, J. Ip. 28231:356. 24X 

Fiche: 50-155. 85/01/07, 8501080188. 


8501100480 Order affirming ASLB decision to permit expansion of spent 
fuel pool. Served on 850109. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 997. 
85/01/09. Atomic Safety and Licensing Board Panel. 3pp. 

28289: 304. 24X Fiche: 50-155, 85/01/09. 8501100480. 


J, Insurance & indemnity information 


8501150271 Forwards Endorsement 103 to NELIA Policy NF-117. 

FROUNFELKER, R, Consumers Power Co. 85/01/09, SALTZMAN. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28382: 146. 24X 

Fiche: 50-155, 85/01/09. 8501150271. 
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DOCKETED ITEMS 


P. Operating license stage documents & correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Pouer Plants. " Svc list end. 
EZSENHUT* 0. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. IBpp. 28464:230. 24X 

Fiche: 50-000* 84/12/27. 8501030120. 


— 8501240219 Application for amend to License DPR-6* revising 841114 
Tech Spec change request re definition of operable- 
operability. 

DEWITT. R.B. Consumers Power Co. 85/01/17. 2pp. 28532:144. 24X 

Fiche: 50-155. 85/01/17, 8501240216. 


'8501240227 Revised proposed Tech Specs, chang ing definition re 
operable-operability. 

* Consumers Power Co. 85/01/17. 2pp. 28532:146. 24X 

Fiche: 50-155. 85/01/17. 8501240216. 


8501100507 Forwards application for amend to License DPR-6. chang ing 
Tech Specs to satisfy NUREG-0473 & NRC guidance in 
development of radiological effluent Tech Specs. Fee paid. 

VANDEWALLE* D. J. Consumers Power Co. 85/01/07. Office of Nuclear 
Reactor Regulation* Director. Ip. 28289: 160. 24X 

Fiche: 50-155* 85/01/07* 8501100507. 


— 8501100516 Application for amend to License DPR-6, changing Tech Specs 
to satisfy NUREG-0473 & NRC guidance in development of 
radiological effluent Tech Specs. 

DEWITT* R.B. Consumers Power Co. 85/01/07. 5pp. 28289:161. 24X 

Fiche; 50-155* 85/01/07. 8501100507. 


— 8501100522 Proposed Tech Spec changes to satisfy NUREG-0473 «< NRC 
guidance in development of radiological effluent Tech Specs. 

* Consumers Power Co. 85/01/07. 51pp. 28289:166. 24X 

Fiche: 50-155* 85/01/07* 8501100507. 


8501310323 Forwards integrated assessment of Issue 22A re organic 
matl. resolving NRC concerns, including use of alkyd & 
urethane paints inside containment. Coatings of paint 
inside containment will withstand DBA conditions. 

KUEMIN. J. L. Consumers Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation. Director. 34pp. 28658:313. 24X 

Fiche: 50-155.85/01/18. 8501310323. 


Q. Inspection reports, IE Bulletins 8t correspondence 


8501080012 Forwards Insp Rep t 50-155/84-13 on 841010-1120. No 
noncompliance noted. 

WARNICK, R. F. Region 3, Office of Director. 84/12/11. DEWITT* R. B. 
Consumers Power Co. 2pp. 28246:096. 24X Fiche: 50-155. 84/12/11* 

8501080012. 


■8501100524 "Deviations From NUREO-0473 Guidance. " 

* Consumers Power Co. 85/01/07. 5pp. 28289:217. 24X 

Fiche: 50-155* 85/01/07* 8501100507. 


-8501100525 Revised proposed "Offsite Dose Calculation Manual. 
* Consumers Power Co. 84/12/01. 74pp. 28289:222. 24X 

Fiche; 50-155* 85/01/07* 8501100507. 


-8501100527 Revised proposed "Process Control Program. " 

* Consumers Power Co. 84/12/01. 5pp. 28474:001. 24X 

Fiche: 50-155. 85/01/07. 8501100507. 


—8501080017 Insp Rept 50-155/84-13 on 841010-1 120. No noncompliance 
noted. Major areas inspected: previous insp findings* LERs* 
operational safety* maint* surveil lance* IE bulletins, TMI 
action items* generic Itrs Sc regional requests. 

GUTHRIE.S. , BOYD.D. C. Region 3, Office of Director. 84/12/10. 
10pp. 28246:098. 24X Fiche: 50-155, 84/12/1 1, 8501080012. 


8501100431 Forwards Insp Rept 50-155/84-14 on 841113-16 It notice of 
violation. 

PAPERIELLO* C. J. Region 3, Office of Director. 84/12/11. 

DEWITT* R. B. Consumers Power Co. 2pp. 28349:137. 24X 

Fiche: 50-155*84/12/11, 8501100431. 


8501110277 Forwards clarification of 841031 ltr & confirmation that 
electrical equipment qualification program meets 10CFR50. 49 
requirements. Final list of environmentally qualified 
equipment completed it addl info Included. 

KUEMIN* J.L. Consumers Power Co. 85/01/07. Office of Nuclear 
Reactor Regulation* Director. 10pp. 28309:349. 24X 

Fiche; 50-155* 85/01/07, 8501110277. 


8501110182 Forwards safety evaluation re NUREO-0737, Item II.D. 1, 
"Safety & Relief Valve Testing. " RCS safety valve ability 
to function under expected operating conditions for design 
basis transients it accidents demonstrated. Item complete. 
ZWOLINSKI* J. A. Operating Reac¥ors Branch 5. 85/01/10.' 

VANDEWALLE* D. J. Consumers Power Co. 19pp. 28310:295. 24X 

Fiche: 50-155, 85/01/10, 8501110182. 


8501160371 Forwards application to amend Uicense DPR-6. incorporating 
License 21-08606-01 per 10CFR50. 52* adding 10 mCi 
miscellaneous alpha emitting matl as sealed sources & 
exempting certain leak tests from Tech Specs. 

VANDEWALLE* D. J. Consumers Power Co. 85/01/10. Office of Nuclear 
Reactor Regulation, Director. Ip, 28406:268. 24X 

Fiche: 50-155. 85/01/10, 8501160371. 


8501160378 Application to amend License DPR-6, incorporating License 
21-08606-01 per 10CFR50. 52. adding 10 mCi miscellaneous 
alpha emitting matl as sealed source exempting certain 
leak tests from Tech Specs. 

DEWITT, R. B. Consumers Power Co. 85/01/11. 3pp. 28406:269. 24X 

Fiche: 50-155,85/01/10* 8501160371. 


Proposed changes to Tech Specs* incorporating License 
21-08606-01 per 10CFR50. 52 ^ adding 10 mCi miscallaneous 
alpha emitting matl as sealed sources. 

* Consumers Power Co. 85/01/10. 5pp, 28406:272. 24X 

Fiche; 50-155* 85/01/10* 8501160371. 


^honthly FR notice of amends to OLs involving NSHC. 
Reactor Regulation, Director. 

Senate, Environment St Public Works. 52pp. 
28632:304. 24X Fiche; 50-155* 85/01/10* 8501280284. 


—8501100437 Notice of violation from insp on 841113-16. 

PAPERIELLO* C. J. Region 3* Office of Director. 84/12/11. Ip. 
28349:139. 24X Fiche: 50-155* 84/12/1 1, 8501100431. 


—8501100444 Insp Rept 50-155/84-14 on 841 113— 16. Noncompliance noted: 
failure to include in annual raview of amergency 
preparedness program* evaluation of adequacy of state & local 
govt interfaces. 

PATTERSON* J. P. * SNELL* W. 0. * PHILLIPS* M. P. Region 3* Office of 
Director. 84/12/11. 7pp. 28349:140. 24X Fiche: 50-155* 84/12/11, 

8501100431. 


8412190503 IE Info Notice 84-94* "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 630103), 84/12/21. Consolideted Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncomplience referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER,J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche; 50-000, 84/12/21, 

8501300674. 


8501140100 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, phys ical security Sc 
emergency response to reduce reactor site training time, 

KEPPLER,J. G. Region 3, Office of Director. 84/12/28. DEWITT, R. B. 
Consumers Power Co. 2pp. 28377:247, 24X Fiche: 50-000, 84/12/28, 

8501140100. 


6501070162 Forwards draft notice of significant license# meeting on 
850125 re SALP. Util plan for presentation on improving 
operations maint performance confirmed. 

NORELIUS, C. E. Division of Project it Resident Programs, 84/12/31. 
DEWITT, R.B. Consumers Power Co. 3pp. 28204:336. 24X 

Fiche: 50-000, 84/12/31. 8501070162. 


*^°’‘;*^‘** fPPHcation for amend to License DPR-6, revising 
’‘•‘luest rt definition of operable- 

i performing 

specified safety functions. 

Power Co. 83/01/17. KEPPLER.J.G. Rei 
8501240216 ^ ^^2. 24X Fich e: 50-155, 05/01 /J 


8501150084 Confirms rescheduling of SALP meeting w/util from 850125 
to 29. 

NORELIUS, C.E. Region 3, Office of Director. 85/01/08. DEWITT, R.B. 
Consumers Power Co, Ip. 28380:139. 24X Fiche: 50-000, 85/01/08, 

8501150084. 
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8501070401 lE Info Notice 85-001* “Continuous Supervision of 
Irradiators. ” Svc list end. 

ORACEi J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501240168 Responds to items of noncompliance noted in Insp Rept 
50-155/84-14 on 84121 1. Correct ive acti on s: agreement reached 
w/Detroit Edison emergency planning group to provide annual 
review. Ltr of agreement end. 

VANDEWALLE. D. Consumers Power Co. 85/01/10. KEPPLER. J. 0. Region 
3, Office of Director. 5pp. 28532:199. 24X Fiche: 50-155. 85/01/10. 

8501240168. 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L.. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fi ch e: 50-000. 85/01/1 1. 8501080502. 


8501210171 Forwards SALP Rept 50-155/85-01 for Jul 1983 - Oct 1984. 
KEPPLER, J.O. Region 3. Office of Director. 85/01/14. DEWITT. R. B. 
Consumers Power Co. 2pp. 28470:211. 24X Fiche: 50-155. 85/01/14. 

8501210171. 


—8501210177 SALP Rept 50-155/85-01 for Jul 1983 - Oct 1984. 

* Region 3. Office of Director. 85/01/14. 34pp. 28470:213. 24X 

Fiche: 50-155. 85/01/14. 8501210171. 


8501100655 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. •' Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN.E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000. 85/01/23. 8501230236. 


8501290453 Confirms that 850129 SALP meeting delayed. per 850122 
d iscussion. Meeting will be rescheduled at later time. 

NORELIUS. C. E. Region 3. Office of Director. 85/01/23. DEWITT. R. B. 
Consumers Power Co. Ip. 28617:006. 24X Fiche: 50-000. 85/01/23. 

8501290453. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212), 85/01/29. Consolidated Edison Co, of New York. 

Inc. 67pp, 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501240298 Monthly operating rept for Nov 1984. W/84 1204 ltr. 
BALCH. L. L. . HOFFMAN. D.P. Consumers Power Co. 84/11/30. 5pp. 
28542: 275. 24X Fiche: 50-155. 84/11/30. 8501240298. 


S. Reportable occurrences. LERs Sc related correspondence 


8501300069 LER 84-014-00: on 841225, shift supervisor discovered that 
841224 CRD exercise test not performtd.as required by Tech 
Spec 5. 2. 2. e. Caused by personnel error. Mgt directive sent to 
licensed operators S< shift supervisors. W/850122 ltr. 

ALEXANDER. R. J. . FRISCH. R. R. Consumers Power Co. 85/01/22. 3pp. 
28678: 338. 24X Fiche: 50-155. 85/01/22. 8501300069. 


DOCKET 50-160 GEORGIA INST. OF TECH. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security & 
safeguards insp repts for all nonpower reactors in Regions 
II & V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD. S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150395 Sanitized version of Insp Rept 50-160/79-02 on 790328-29. No 
noncompliance or deviations noted. Major areas inspected: 
physical security plan. essential equipment. security areas, 
sys & organization it access control. 

FUCHKO. J. M. , TOBIN. W.J. Region 2. Atlanta. Office of the Director. 
79/04/11. 5pp. 28416:128. 24X Fich e: 50-000, 84/06/21. 8501150104. 


— 8501150397 Sanitized version of notice of violation from insp on 
811008-15. 

* Region 2. Atlanta, Office of the Director. 81/11/06. 2pp. 
28416:135. 24X Fich e: 50-000. 84/06/21. 8501 150104. 


— 8501150400 Sanitized version of Insp Repts 50-160/81-02 & 50-276/81-02 
on 81 1008-15. Violations noted: physical security sys not 
maintained per approved plan. 

PERNEY. C. D. Region 2. Atlanta. Office of the Director. 81/11/03. 
9pp. 28416:137. 24X Fiche: 50-000. 84/06/21. 8501150104. 


—8501150460 Sanitized version of Insp Repts 50-160/83-02 it 50-276/83-01 
on 831213. No noncompliance noted. Major areas inspected; 
security plan & organi zat ion. surveil lance & security 
program. 

HALL. B. L. Region 2. Office of Director. 83/12/27. 3pp. 

28416: 147. 24X Fiche: 50-000. 84/06/21, 8501150104. 


P. Operating license stage documents Se correspondence 


8501150120 Application for amend to License R-97. changing Tech Spec to 
allow storage of AGN 201 fuel in reactor vault. replacing 
term "AO" w/term "RO" it including new info re organization 
for mgt it operation of reactor. 

KARAM. R. A. Georgia Institute of Technology, Atlanta. GA. 84/12/18. 
THOMAS, C.O. NRC - No Detailed Affiliation Given. 3pp. 28379:286. 
24X Fiche: 50-160.84/12/18,8501150120. 


— 8501150123 Proposed Tech Specs, replacing term "AO" w/term "RO" it 
including new info organization for mgt it operation of 
reactor. 

* Georgia Institute of Technology. Atlanta. OA. 84/12/18. lOpp. 
28379:289. 24X Fiche; 50-160. 84/12/18, 8501 150120. 


Q. Inspection reports. IE Bulletins Sc correspondence 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON. J.M. Division of Rules and Records. 84/06/21. AFTER GOOD. S, 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150395 Sanitized version of Insp Rept 50-160/79-02 on 790328-29. No 
noncomplianct or deviations noted. Major areas inspected: 
physical security plan. essential equipment, security areas, 
sys it organization & access control. 

FUCHKO. J.M. . TOBIN.W. J. Region 2. Atlanta. Office of the Director. 
79/04/11. 5pp. 28416:128. 24X Fiche: 50-000. 84/06/21, 8501150104. 


— 8501150397 Sanitized version of notice of violation from insp on 
811008-15. 

* Region 2. Atlanta. Office of the Director. 81/11/06. 2pp. 
28416: 135. 24X Fiche; 50-000. 84/06/21, 8501150104. 


— 8501150400 Sanitized version of Insp Repts 50-160/81-02 «c 50-276/81-02 
on 81 1008-15. Violati one noted: physical security sys not 
maintained per approved plan. 

PERNEY. C.D.. GOODE. R.W.. MCGUIRE. D, R. Region 2. Atlanta. Office of 
the Director, 81/11/03, 9pp. 28416: 137, 24X 

Fiche: 50-000. 84/06/21. 8501150104. 


—8501150460 Sanitized version of Insp Repts 50-160/83-02 *e 50-276/83-01 
on 831213. No noncompliance noted. Major areas inspected; 
security plan it organization, surveillance it security 
program. 

HALL, B.L. . MCGUIRE. D.R. Region 2. Office of Director. 83/12/27. 
3pp. 28416: 147. 24X Fiche: 50-000. 84/06/21# ^1190104, 
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DOCKETED ITEMS 


DOCKET 50-163 GA TECHNOLOGIES 

F. Secority» medicali . emergency !< fire protection plans 


-8501310250 6>®n. Rept 50-184/84-02 on 840802 «. 03. Exar. T..ult.: to .0 
senior reactor operator licenses issued. 

WHITAKERpL. Region Ip Office of Director. 05/01/14. 3pp. 


ORAeS- 192. 


OAX Fiche: 50-184 p 85/01/17p S501310246. 


8501290467 Advises that 10CFR73. 60 inapplicable to facility 8< 
safeguards contingency plan unnecessary. Non self-protecting 
fuels less than formula qtuantity. 

MOWRY. W. A. GA Technologiesp Inc, /General Atomic Co. 85/01/08. 
THOMAS p C. 0. Standardization & Special Projects Branch. 2pp, 
28617: 063. 24X Fiche: S0-163 p 85/01/08. 8501290467. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 
F. Security, medical, emergency & fire protection plans 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR 
F. Security, medical, emergency & 


0501150299 Advises that emergency plan approved in 840712 Itr. 
?ij!^mnted erfJctive 850108. Implementation date approved in 

MCKIbLn^jIc. . BRUGGERpR. M. Missouri. Univ. of. Columbia, MO. 
85/01/08. 




C. . BRUGSER. K. n. nissouT'*. w.«*v. . 

THOMAS. C. 0. Standardization «< Special Projects Branch. 
tri OA. /OQm S501 150299 


8501170118 Advises that emergency preparedness plan for facility 
implemented. 

KERR. F. J. Maryland. Univ. of. College Park, MD. 85/01/11. 
THOMAS. C.O. Standardization & Special Projects Branch. Ip. 
28426:034. 24X Fiche: 50-166. 85/01/11. 8501170118. 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 
F. Security, medical, emergency S< fire protection plans 


S. Reportable occurrences. LERs & 


B501150343 RD: on 841213. emergency generator assuming 

emergency electrical loads during Emergency Generator Load 
Test CP-17. Cause not found. Stalling did not recur during 
subsequent tests. Mods will reduce starting load. 

MCKIBBEN. J. C. , BRUOGER. R. M. Missouri. Univ. of. Columbia, MO. 
85/01/11 THOMAS.C. 0. Standardization 8< Special Projects Branch. 

3p^ 28386: 21^ 24X Fiche: 50-186. 05/01 /1 1. 8501150343. 


8501290717 Forwards Insp Rept 50-182/84-02 on 841212-14. No 
noncompliance noted. 

NORELIUS. C. E. Region 3. Office of Director. 85/01/11. 
Purdue Univ,. West Lafayette. IN. 2pp. 28639:219. 24X 

Fiche: 50-182. 85/01/11. 8501290717. 


BORN. G. S. 


—8501290724 Insp Rept 50-182/84-02 on 841212-14. No noncompliance noted. 
Major areas inspected: records, logs, audit functions, 
requalification training. procedures, surveillance activities, 
radiation control 8c fuel handling activities. 

THOMAS.C. C., HYDER.J.E. Los Alamos Scientific Laboratory. 

RIDGWAY. K. R. Region 3. Office of Director. 85/01/11. 7pp. 
28639:221. 24X Fiche; 50-182. 85/01/1 1. 8501290717. 


Q. Inspection reports. IE Bulletins 8< correspondence 


8501290717 Forwards Insp Rept 50-182/84-02 on 841212-14. No 
noncompliance noted. 

NORELIUS. C. E. Region 3. Office of Director. 85/01/11. 
Purdue Univ.. West Lafayette. IN, 2pp. 28639:219. 24X 

Fiche: 50-102. 85/01/1 1. 8501290717. 


BORN. 0. S. 


— 0501290724 Insp Rept 50-182/84-02 on 841212-14. No noncompHance noted. 
Major areas inspected: records. logs, audit functions, 
requalification training. procedures, surveillance activities, 
radiation control «c fuel handling activities, 

THOMAS.C. C.p HYDER.J.E. Los Alamos Scientific Laboratory. 

RIDGWAY. K.R. Region 3. Office of Director. 85/01/11. 7pp. 
28639:221. 24X Fi che: 50-182. 85/01/1 1. S501290717, 


DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 
R. Periodic operating reports 8( related correspondence 


DOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 
P. Operating license stage documents 8« ^ ® P ® 


J501170153 Forwards proprietary "Northrop TRIGA Reactor Facility 
Environ Rept in Support of Decommissioning Plan" 8t . . 

proprietary "Northrop TRIGA Reactor Facility Decommissioning 
Plan." Reactor shut down on 841221 , Repts withheld. o-t/myiA 

BENVENISTE. J. Northrop Research & 

DENTON. H. Office of Nuclear Reactor Regulation. Director, ip. 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE 
F. Security, medical, emergency «< fire 


8501110415 Forwards Insp Rept 50-193/84-02 on 840918-20. No violation 


nosBo. 

MARTIN. T.T. Division of Engineering 
DIMEGLIO. A. F. Rhode Island. State 
Fiche: 50-193. 84/12/27. 8501110415. 


S( Technical Programs, 
of. 4pp. 28362: 185. 


84/12/27. 

24X 


-05OU1O42O Insp Rept 50-193/84-02 on 840918-20. No violation o^' 
deviation noted. Major areas inspected: implementation of 

SSJtNEr'e. fsMITHfR'r'HAWXHURST. j. ^ "Raion ,2? 


501110247 Grants IS-day extension 02 ^ ^ ^ 

arees needing improvement noted in Insp Rept nTMcmi 10 A F 

BELLAMY. R.R. Region I, Office of 2^50-1 93^85/0 1/0^^^ 

Rhode Island. State of. Ip. 28309:360. 24X Fiche: 50-193. 85/01/04. 

8501110247. 


8501160187 "Esada-Vallec itos Experimental Superheat Reactor Annual 
Rept 17 < Deactivated). 1984. " W/830108 Itr. 

CUNNINGHAM. 0. E. General Electric Co. 84/12/31. DENTON. H. R. Of f ice 
of Nuclear Reactor Regulation. Director, 5pp. 28410:269. 24X 

F i c h e : 50- 1 83, 84/ 1 2/3 1 . 850 1 1 60 1 76. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 
Q. Inspection reports, IE Bulletins «< correspondence 


8501310246 Forwards Exam Rept 50-184/84-02 on 840802 03. 

WENZINGER.E. C. Region 1. Office of Director. 05/01/17. CARTER. R. 8. 

Commerce, Dept. of. 2pp. 28685:190, 24 X Fiche: 50-184, 85/01/17. 

8501310246. 


— 85013102S0 Exam Rept 50-184/84-02 on 840802 «< 03. Exam results; two 
senior reactor operator licenses issued. 

WHITAKER.L. Region 1. Office of Director. 85/01/14. 3pp. 
28685; 192. 24X Fiche: 50-184. 85/01/17. 8501310246. 


V. Operator Examinations 


P. Operating license stage documents 


J501220270 Application for amend to License R-95. revising Tech Specs 
to change design spec re cor# it control sys reactivity 
worth to performance spec. «f 

DIMEGLIO. A. F. Rhode Island. State of. S5/01/15. 

Nuclear Reactor Regulation. Director. 2pp. 28493.352. a4X 
5n...i93. 85/01/15. 8501220270. 


0. Inspection reports. IE Bulletins l« 


850U10415 Forwards Insp Rept 50-193/84-02 on 840918-20. No violation 


noteu. 

MARTIN. T.T. Division of Engineering it 
DIMEGLIO. A. F. Rhode Island. State of. 
Fiche: 50-193. 04/12/27. 8501110415. 


Technical Programs. 
4pp. 28362: 185. 


84/12/27. 

24X 


501110420 Insp Rept 50-193/84-02 on 840918-20. No violation or 
deviation noted. Major areas inspected: implementation of 
emergency preparedness program. na oiripetor 

WOLTNER.E. . SMITH.R. . HAWXHURST. J- 






8501310246 Forwards Exam Rept 50-184/84-02 on 840802 Jk 03. 

WENZINGER.E- C. Region 1. Office of Director, 85/01/17. CARTER. R. 8. 

Commerce. Oept. of. 2pp. 28685:190. 24 X Fiche; 50-184, 85/01/17. 

8501310246 . 



DOCKETED ITEMS 


8501110247 Grants 15-day extension to respond to emergency preparedness 
areas needing improvement noted in Insp Rept 50-193/84-02. 

BELLAMY, R, R. Region 1, Office of Director. 85/01/04. DIMEGLIO, A. F. 

Rhode Island, State of. Ip. 28309:360. 24X Fiche: 50-193, 85/01/04. 

8501110247. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins Se correspondence 


8501080554 Forwards Insp Repts 50-199/84-04 & 70-2951/84-01 on 841114. 
No violations noted. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/12/17. 

KANE, R. Manhattan College, Riverdale, NY. 2pp. 28244:321. 24X 

Fiche: 50-199, 84/12/17, 8501080554. 


— 8501080557 Insp Repts 50-199/84-04 & 70-2951/84-01 on 841114. No 
noncompliance noted. Major areas inspected: facility 
organization & operation, physical inventory & records & 
repts. 

DELLA RATTA, A. , KEIMIG.R. R. Region 1. Office of Director. 
84/12/12. 3pp. 28244:323. 24X Fiche: 50-199, 84/12/17, 8501080554. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


P. Operating license stage documents & correspondence 


8501230239 FOIA request for documents re shipment of fuel assemblies 
from Western NY Nuclear Svc Ctr to BNWL occurring May-Jul 
1978. 

ARNOLD, G. A. Shaw, Pittman, Potts & Trowbridge. 84/06/27. Office 
of Administration. 2pp. 28520:267. 24X Fiche: 50-201, 84/06/27, 

8501230239. 


8501280455 FOIA request for all correspondence of 1982-83 between util 
it NRC re shipment routes for irradiated fuel between former 
reprocessing plant at West Valley & facilities. 

RESNIKOFF, M. Sierra Club. 84/07/10. NRC - No Detailed 
Affiliation Given. Ip, 28637:313. 24X Fiche: 50-000, 84/07/10, 

8501280455. 


8501280466 Response to FOIA request for all correspondence of 1982-83 
between util 8t NRC re shipment routes for irradiated fuel 
between former reprocessing plant at West Valley & 
fac ilities. No documents located. Action completes request. 

FELTON, J. M. Division of Rules and Records. 84/08/01. RESNIKOFF, M. 
Sierra Club. Ip. 28637:314. 24X Fiche : 50-000, 84/08/01, 8501280466. 


a. Inspection reports, IE Bulletins & correspondence 


8501230246 Responds to FOIA request for documents re shipment of fuel 
assemblies from Western NY Nuclear Svc Ctr to BNWL 
May-Jul 1978. Forwards documents listed in App A. Documents 
also in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/20. ARNOLD, G. A. 
Shaw, Pittman, Potts Trowbridge. 2pp. 28520:269. 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


— 8501230249 Forwards Insp Rept 50-201/78-04 on 780508-09 «< notice of 
violation. 

NELSON, P.R. Region 1, Philadelphia, Fuel Facility Sc Materials 
Safety Branch. 78/06/01. DEUSTER, R.W. Nuclear Fuel Services, 
Inc. <subs. of Getty Oil Co.). 2pp. 28520:271. 24X 

Fiche; 50-201, 84/07/20, 8501230246. 


— 8501230257 Notice of violation from insp on 780508-09. 

* Region 1, Philadelphia, Office of the Director. 78/06/01. Ip. 
28520: 273. 24X Fiche: 50-201, 84/07/20, 8501230246. 


— 8501230260 Insp Rept 50-201/78-04 on 780508-09. Non compliance noted; 
failure of employee to perform personal survey at nearest 
frisker station when exiting from Zone 3 contamination 
area. 

KINNEY,W. W. , CLEMONS,P.E. Region 1, Philadelphia, Office of the 
Director. CROCKER, H. W. Region 1, Philadelphia, Fuel Facility St 
Materials Safety Branch. 78/05/31. 7pp. 28520:274. 24X 

Fiche; 50-201, 84/07/20, 8501230246. 


—8501230268 Responds to NRC 780601 Itr re infraction identified in Insp 
Rept 50-201/78-04 on 780508-09. Corrective action: monitoring 
requirements reviewed w/appropr iate personnel. 

OLDHAM,W.A. Nuclear Fool Services, Inc. <sobs. of Getty Oil Co.). 
78/06/15. NELSON, P.R. Region 1, Philadelphia, Fuel Facility St 
Materials Safety Branch. 2pp. 26520:281. 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


— 8501230280 Ack receipt of 780615 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-201/78-04. 

CROCKER, H. W. Region 1, Philadelphia, Fuel Facility St Materials 
Safety Branch. 78/06/29. DEUSTER, R. W. Nuclear Fuel Services, 

Inc. (subs, of Getty Oil Co.). Ip. 28520:283. 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


R. Periodic operating reports 8t related correspondence 


8501230246 Responds to FOIA request for documents re shipment of fuel 
assemblies from Western NY Nuclear Svc Ctr to BNWL 
May-Jul 1978. Forwards documents listed in App A. Documents 
also in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/20. ARNOLD, G. A. 
Shaw, Pittman, Potts & Trowbridge. 2pp. 28520:269. 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


— 8501230290 “Environ Monitoring, Liquid & Gaseous Effluents, For ty-Ninth 
Quarterly Rept, Apr-June 1978." W/780727 Itr. 

OLDHAM, W. A. Nuclear Fuel Services, Inc. <subs. of Getty Oil Co.). 
78/06/30. 12pp. 28520:284. 24X Fiche; 50-201, 84/07/20, 8501230246. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency tt fire protection plans 


8501030427 Advises that 841005 Revs 1 Sc lA to physical security plan 
consistent w/provisions of iOCFRSO. 54(p > & acceptable. 

SCHUSTER, M. D. Region 5, Office of Director. 84/12/17. HAYNES, J. G. 
Southern California Edison Co. 3pp. 28189:240. 24X 

Fiche: 50-206, 84/12/17, 8501030427. 


8501100210 Advises that 840918 rev to emergency plan consistent w/ 
provisions of IOCFRSO. 54(q) & acceptable per NUREO-0654, Rev 
1 . 

FISH, R.F. Region 5, Office of Director. 84/12/19. MEDFORD, M. 0. 
Southern California Edison Co. Ip. 28350: 184. 24X 

Fiche: 50-206, 84/12/19, 8501100210. 


8501100492 Forwards Insp Repts 50-206/84-30,50-361/84-30 «» 50-362/84-31 
on 841015-19 Sc 1113-14. No violations noted. 

KIRSCH, D. F. Region 5, Office of Director. 84/12/24. BASKIN, K.B. 
Southern California Edison Co. Ip. 28348:222. 24X 

Fiche; 50-206, 84/12/24, 8501100492. 


—8501100520 Insp Repts 50-206/84-30,50-361/84-30 & 50-362/84-31 on 
841015-19 Sc 1113-14. No violations or deviations noted. Major 
areas inspected ; QA, emergency svc officer Sc oper*tor 
training, TMI action plan requirements Sc LERs. 

HAIST, D. Region 5, Office of Director. 84/12/21. Spp. 

28348: 223. 24X Fiche: 50-206, 84/12/24, 8501100492. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 28556:109. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501180006 Forwards description of changes Se Rev 3 to Aug 1983 physical 
security plan. Changes Sc rev withheld (ref 10CFR73. 21). 

HAYNES, J.G. Southern California Edison Co. 85/01/11. MARTIN, J.B. 
Region 5, Office of Director. ip. 28455:050. 24X 

Fiche: 50-206,85/01/11*8501180006. 


8501180280 Temporary change to emergency plan implementing procedures* 
including Rev 1 to S023-VIII-1 re recognition Sc 
classification of emergencies Sc Rev 0 to S0123-VI1 1-0. 201 
re surveillance requirements, W/SSOlll ltr. 

CROY,P.A. Southern California Edison Co. 85/01/11. MARTIN, J. B. 
Region 5, Office of Director. lOlpp. 28453:187. 24X 

Fiche: 50-206, 85/01/11* 8501 180280. 


G, Adjudicatory correspondence 


8501040178 Advises that petitioners 841204 discovery requests improper. 
Addl response to requests not planned unless otherwise 
directed by Commission, Certificate of Svc end. Related 
corrtspondvTtce. 

CRAVEN*D. B. Miller Sc Chevalier. CRAVEN* D. B. Southern California 
Edison Co. CRAVEN.O. B. San Diego Gas Zt Electric Co. «185 917. 
85/01/02. Office of the Secretary of the Commission, Spp. 
28162:070. 24X Fiche: 50-206, 85/01/02, 8501040178. 


8501100707 Forwards reeponsa to reply of Sierra Club*et al*to 
opposition to requeets For- hearing Sc etay. 

CRAVEN*D. B. Millar & Qhevalier. CRAVEN, 0. B. Southern California 
Edison Co. CRAVEN,© B San Diego Gas Sc Electric Co. #185 009. 

85/01/09, Office of the Secretary of the Commission. Ip. 

28308:290. 24X Fiche; 50-206, 85/01/09, 8501 100707. 
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DOCKETED ITEMS 


— 8501100714 Response opposing Sierra Club.et al* Southern California 
Alliance Survival Resources Ctr it T Carpenter reply seeking 
reversal of Commission 841121 order authorizing restart. 

Request should be denied. Certificate of Svc end. 

CRAV/ENf D. B. Southern California Edison Co. CRAVEN< 0. B. San Diego 
Oas it Electric Co. 85/01/09. Commissioners. 36pp. 28308:291. 

24X Fiche: 50-206, 85/01/09, 8501100707. 


8501100728 Response opposing Sierra Club 841218 reply to opposition re 
treatment of Aug 1982 order to licensee & Nov 1984 
suspension as amends for uhich petitioners entitled to prior 
hearing. 

CHANDLER, L. J. Hearings Division. BURNS, S. G. Regional Operations & 
Enforcement Division. #185 999. 85/01/09. 16pp. 28308:231. 24X 

Fiche: 50-206, 85/01/09, 8501100728. 


— 8501100735 Affidavit of Cl Grimes re contentions in RB Hubbard 841218 
affidavit concerning design basis for faci lity. Certificate 
of Svc end. 

GRIMES, C. I. Systematic Evaluation Program Branch. 85/01/09. 

17pp. 28308: 247. 24X Fiche: 50-206, 85/01/09, 8501100728. 


H. General correspondence 


6501300247 Opposes proposed rule change to eliminate consideration of 
earthquakes in emergency planning. Future notification of 
proposed rule changes requested. 

HICKS, L.H. GUARD. 85/01/23. DENTON, H. Office o-f Nuclear Reactor 
Regulation, Director. 2pp. 28642:194. 24X Fiche: 50-206, 85/01/23, 

8501300247. 


J. Insurance Sc indemnity information 


8501100002 Forwards J Berry complaint filed in Supreme Court of State 
of CA against util. Nuclear Power Outfitters & Safety S< 

Supply Co, seeking recovery for negligence, breach of express 
& implied warranty, strict liability & punitive damage. 

HARWARD,J. E. American Nuclear Insurers. 84/11/26. SALTZMAN, J. 
Assistant Director for State 8e Licensee Relations. 14pp. 28295:318. 

24X Fiche: 50-206, 84/ 11 /26, 8 50 1 1 00002. 


P. Operating license stage documents Sc correspondence 


8501180284 Response to FOIA request for two categories of documents re 
plant performance clauses imposed by state regulatory 
agencies. Forwards documents listed in app, Documents also 
available in PDR. 

FELTON, J,M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information Si Resource Service. 3pp. 28486:003. 24X 

Fiche: 50-000, 84/06/21, 8501180284. 


— 8310190211 Forwards "Stds of Performance Study, San Onorre Nuclear 
Generating Station Unit l,Vol 1: Overview Sc Summaiy." 

STOLLER, S.,M. 8. M. Stoller Corp. (subs, of Arthur D. Little, Inc. >. 

83/10/14. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. Ip. 28487:051. 24X Fiche: 50-000, 84/06/21, 8501180284. 


—8310190216 “Stds of Performance Study, San Onofre Nuclear Generating 
Station Unit l,Vol l:averview Si Summary." 

* S, M. Stoller Corp. (subs, of Arthur D. Little, Inc.), 83/08/31. 
36pp. 28487:053. 24X Fiche: 50-000. 84/06/21, 8501 180284. 


'8501180291 Forwards Vol II to, "Detailed Discussion of Work Performed: 
Stds of Performance Study San Onofre Nuclear Generating 
Station Unit 1, " per request. 

VAN HOWE, K. R. S. M. Stoller Corp, (subs, of Arthur D. Little, 

Inc. ). 83/11/30. PETERSEN, J. NRC - No Detailed Affiliation 

Given. Ip. 28486:006. 24X Fiche: 50-000, 84/06/21, 8501180284. 


8501180300 Vol II to, "Detailed Discussion of Work Performed: Stds of 
Performance Study San Onofre Nuclear Generating Station 
Unit 1. " 

* S. M. Stoller Corp. (subs, of Arthur D. Little, Inc.), 83/08/31, 
lS7pp. 28486:007. 24X Fiche: 50-000, 84/06/21, 8501 180284. 


se to FOIA request for two categories of 
^ance clauses imposed by state 
'isted on app available in 

I Records. 84/08/01. BELL, N. 
•vice. 2pp. 28675:022. 24X 


“8306030436 Requests meeting on 830512 to discuss stds of performance 
program for nuclear power plants. Questions, re potential 
safety regulatory implications in implementing program 
listed for discussion. 

STOLLER, S.M. S. M. Stoller Cqrp. (subs, of Arthur D, Little, Inc.). 

83/05/05, pIRCKS, W. U. Office of the Executive Director for 
Operations. 2 pp. 28675:083. 24X Fiche; 50-206, 84/08/01, 

8501300314. 


— S403150233 Discusses 840223 telcon w/util re hearings scheduled for 
840227 on whether or not util should be removed from rate 
base, based on written testimony filed by D Fogarty on 
behalf of util before Public Util Commission. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/03/05, 

MIRAGLIA, F. J. Assistant Director for Safety Assessment. 2pp. 
28675: 036. 24X Fiche: 50-206, 84/08/01, 8501300314. 


— 8501300326 Summarizes 840131 telcon w/S Randhawa re status of NRC 
response to util proposed integrated living schedule it 
restart. 

CRUTCHFIELD, D. Operating Reactors Branch 5. 84/02/01. MCKENNA, E. 

Operating Reactors Branch 5. Ip. 28675:035. 24X 

Fiche: 50-206, 84/08/01, 8501300314. 


— 8501300344 Discusses SM Stoller Itr to Dircks re stds of performance 
study. 

ROWSOME,F. H. Division of Safety Technology. 83/05/16. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
28675:080. 24X Fiche: 50-206, 84/08/01, 8501300314. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501020315 Advises that performance discharge test completed for 
uninterruptible power supply battery bank. Test results 
establishing uninterruptible power supply as acceptable 
capacity end. 

MEDFORD, M. 0. Southern California Edison Co. 84/12/28. 

ZWOLIN&KI, J. A. Operating Reactors Branch 5. 5pp. 28143:001. 24X 

Fiche: 50-206, 84/12/28, 8501020315. 


8501100023 Revises 841121 memo re Commission review of SECY-B4-434 re 
Aug 1982 order to amend License OPR-13 for restart of 
facility. 

HOYLE, J. C. Office of the Secretary of the Commission. 84/12/31. 
DIRCKS, W. J. Office of the Executive Director for Operations. 3pp. 
28355:323. 24X Fiche: 50-206, 84/12/31, 8501 100023. 


8501230354 Informs that grab sample facility will be removed from svc 
for testing purposes, per B41009 ltr re alternate 
post-accident sampling sys methods. Addl outages projected 
over next few months. Inspector will be properly notified. 

HAYNES, J.G. Southern California Edison Co. 85/01/10. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 28508:082. 24X 

Fiche: 50-206, 85/01/10, 8501230354. 


8501220419 Advises of status of restart proposal per 841116 ltr. 
Determination reached on 841121 that proposed restart did 
not require license amend tc could assuming safety findings 
made, be handled by order issuance. 

PALLADINQ, N. U. Commissioners. 85/01/11. HODEL,D. P. Energy, Dept, 
of. Ip. 28519:325. 24X Fiche: 50-206, 85/01/1 1, 8501220419. 


— 8501220425 Urges careful review of whether NRC confirmatory order 
issued when util voluntarily undertakes safety mods should 
be treated as suspension order or amend to license. 

HODEL, D. P. Energy, Dept. of. 84/11/16. PALLADINO, N. J. 
Commissioners. Ip. 28519:329. 24X Fiche; 50-206, 85/01/11, 

8501220419. 


8501180033 Submits info re flooding of safety-related electrical 
equipment requiring environ qualif ication, per NRC request. 

Environ flooding protection unnecessary for safety-related 
equipment outside containment. 

MEDFORD, M.O. Southern California Edison Co. 85/01/16. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 2pp. 28455:003. 24X 

Fiche: 50-206, 85/01/16, 8501180033. 


B501180144 Notification of 850129 meeting w/util, EOSiG it Impell in 
Rosemead, CA to discuss seismic reevaluation criteria (k 
methodology. 

PAULSON, W. A. Operating Reactors Branch 5. 85/01/16. ZW0LIN8KI, J. A. 

Operating Reactors Branch 5. 3pp. 28454:235. 24X 

Fiche: 50-206, 85/01/16, 8501180144. 


8501160163 Notification of 850130 meeting w/util, Uoodward-Clyde Assoc 
it US Army Corps of Engineers in Santa Ana, CA to discuss 
geotechnical issues. 

PAULSON, W. A. Operating Reactors Branch 5. 85/01/16. ZW0LIN8KI, J. A. 

Operating Reactors Branch 5. 3pp. 28455:064. 24X 

Fiche; 50-206, 85/01/16, 8501180163. 
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8501180306 Notifies that NRC will conduct one~day visit to obtain util 
views on effectiveness of LWR regulatory requirements in 
limiting risks as discussed in end 841003 FR notice. 

Details on proposed visit also end. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/16. BASKIN* K. P. 

Southern California Edison Co. HOLCOMBE* J. C. San Diego Oas & 
Electric Co. 9pp. 28454:126. 24X Fich e: 50-206* 85/01/16* 8501180306. 


8501180401 Forwards summary of 841101 test & Rev 0 to Procedure 
SOl-CT-82-240-02, "Plant Vent Stack Flow Measurement 
W/Varying Fan Combinations* ” to assist review of 841213 
application for amend to License OPR-13. 

MEDFORD, M.O. Southern California Edison Co. 85/01/16. 

ZWOLINSKI* J. A. Operating Reactors Branch 5. Ip. 28451:117. 24X 

Fiche; 50-206, 85/01/16* 8501180401. 


— 8501180406 "Plant Vent Stack Flow Measurement Calibr Test. " 

* Southern California Edison Co. SOl-CT-82-240-01 ROO. 85/01/16. 
2pp. 28451:118. 24X Fiche: 50-206, 85/01/16, 8501180401. 


— 8501180409 Rev 0 to Startup Procedure SOl-CT-82-240-02* "Plant Vent 
Stack Flow Measurement W/Varying Fan Combinations. " 

*■ Southern California Edison Co. 65/01/16. 26pp. 28451: 120. 

24X Fiche: 50-206* 85/01/16* 8501180401. 


6501230097 Requests payment of fee for review of 841221 application for 
extension of deadline for environ qualification of certain 
electrical equipment. 

DIOOS, R. M. License Fee Management Branch. 85/01/16. RAY* H. B. 
Southern California Edison Co. Ip. 28535:328. 24X 

Fiche: 50-206, 85/01/16, 8501230097. 


8501180334 Forwards NRC evaluation of util 840917 analysis of wind tt 
tornado probabilities, per SEP Topic II-2. A. NRC will judge 
value-impact of proposed resolution for SEP Topics III-2 & 

IZZ-4. A using hazard function in NRC analysis. 

PAULSON, W. A. Operating Reactors Branch 5. 85/01/17. BASKIN, K.P. 

Southern California Edison Co. 6pp. 26453:127. 24X 

Fiche: 50-206* 85/01/17, 8501180334. 


8501280004 Notification of rescheduled 850212 meeting w/util,E0«<0 it 
Impell Corp in Rosemead, CA to discuss seismic reevaluation 
criteria Sc methodology. Meeting originally scheduled for 
850129. 

PAULSON, W. A. Operating Reactors Branch 5. 85/01/24. ZWOLINSKI, J. A. 

Operating Reactors Branch 5. 2pp. 28567:223. 24X 

Fiche: 50-206, 85/01/24, 8501280004. 


8501280297 Notification of rescheduled 850213 meeting w/util, Uoodward- 
Clyde Assoc Sc US Army Corps of Engineers in Santa Anna, C A 
to discuss geotechnical issues associated w/ECCS. Meeting 
originally scheduled on 850130. 

PAULSON, H. A. Operating Reactors Branch 5. 85/01/24. ZWOLINSKI, J. A. 

Operating Reactors Branch 5. 3pp. 28569:315. 24X 

Fiche: 50-206, 85/01/24, 8501280297. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501300196 FOIA request for info re EE Kent allegations concerning 
San Onofre Sc Midland nuclear power plants. Waiver of fees 
requested. Response requested within 10 days. 

GARDE, B.P. Government Accountability Project. 84/05/13. Office 
of Administration. 2pp. 28673:133. 24X Fiche: 50-000, 84/05/13, 

8501300196. 


8501300171 Appeals denial of FOIA request for documents re EE Kent 
allegations. No response received to 840514 FOIA request. NRC 
failure to voluntarily notify of completion of investigation 
considered unacceptable treatment of EE Kent. 

GARDE, B. Government Accountability Project, 84/05/30. DIRCK8, W. 
Office of the Executive Director for Operations. Ip. 28673; 132. 
24X Fiche: 50-206, 84/05/30, 8501300171. 


, , ' f , , , ' ' ' . 

8501300249 l^esponds to FOIA request f p:t > infu r» EiE Kent allefetioni Sc 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 Ir 7c). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

CHILK, 8. J. Office of the Secretary of the Commission. 84/07/12. 
0ARDE,B. Government Accountability Project. 4pp. 28673:135. 24X 

Fiche: 50-000, 84/07/12; 8501300249. 


— 8501300287 Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performance .procedural ti 
administrative in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation. 

MESSENGER, G. H. Office of Inspector tc Auditor. 84/04/04. 

PALLADZNP, GILIN8KY, ROBERTS Commissi oners. 3pp. 28673:139. 24X 

Fiche: 50-000, 84707/12, 85013002#9. 


— 8501300363 Rept of investigation* "OIA Review of GAP Complaint re NRC 
Treatment of EE Kent. " Case summary it record of 840508 
telcon end. 

PUGLIA, A. B., BOWERS, H., MESSENGER, G. H. Office of Inspector & 
Auditor. 84/04/03. 206pp. 28673:142. 24X Fiche: 50-000* 84/07/12, 

8501300249. 


— 8501300392 Discusses review of Case File 83-82 re investigation of 
Region V insp of EE Kent allegations concerning welding 
flaws. Plans for travel it interviews noted. Rept anticipated 
by 840210. 

PUGLIA,A.B. Office of Inspector & Auditor. 83/12/21. 

MESSENGER, G. H. Office of Inspector it Auditor. Ip. 28673:359. 
24X Fiche: 50-000, 84/07/12, 8501300249. 


— 8501300405 Discusses review of File 83-82 on EE Kent allegations 
re Region V it San Onofre. Assistance may be necessary for 
investigation it response to FOIA request. 

MCKENNA* P. Office of Inspector !c Auditor. 83/10/17. MESSENGER* Q. 

Office of Inspector Sc Auditor. 2pp. 28673:360. 24X 

Fiche: 50-000, 84/07/12, 8501300249. 


— 8501300433 Recommends that EDO Sc Director* Of c of Investigation respond 
to allegations in GAP Itr re welding flaws. Review of 
responses will determine if further inquiry warranted. 

CUMMINGS, J. J. Office of Inspector Sc Auditor. 83/07/01. PALLADINO 
Commissioners. 2pp. 28674:003. 24X Fiche: 50-000. 84/07/12* 

8501300249. 


8411290486 Forwards Insp Rept 50-206/84-27 on 841015-18. No violations 
noted. 

KIRSCH, D. F. Region 5, Office of Director. 84/11/09. BASKIN, K.B. 
Southern California Edison Co. Ip. 27720:351. 24X 

Fiche: 50-206, 84/11/09, 8411290486. 


-8411290507 Insp Rept 50-206/84-27 on 841015-18. No violations noted. 
Major areas inspected: followup on Generic Ltr 83-26, 

"Required Actions Based on Generic Implications of Salem 
ATW8 Events. " 

IVEY, K. D. , YOUNG, T. Region 5, Office of Director. 84/11/08. 6pp. 
27720: 352. 24X Fiche: 50-206, 84/11/09, 8411290486. 


8501070474 Forwards Insp Repts 50-206/84-29,50-361/84-29 Sc 50-362/84-30 
on 841015-19 Sc 1105-09. No violations noted. 

WENSLAWSKI, F. A. Region 5, Office of Director. 84/12/14. 

BASKIN, K.B. Southern California Edison Co. 2pp. 28217:132. 24X 

Fiche: 50-206, 84/12/14, 8501070474. 


—8501070488 Insp Repts 50-206/84-29* 50-361/84-29 Sc 50-362/84-30 on 
841015-19 Sc 1105-09. No violations noted. Major areas 
inspected; deficienci es re Unit 1 operational radiation, 
monitoring sys Sc implementation of TMI Item 11. B. 3. 

SHERMAN, C. I. , GRAYSON, W. M. , NORTH, H. 8. Region 5, Office of 
Director. 84/12/11. 16pp. 28217:134. 24X Fiche; 50-206, 84/12/14* 

8501070474. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, U. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e; 50-000* 84/12/21, 8412190503. 


8501100144 Forwards Insp Repts 50-206/84-24, 50-361/84-27 Sc 50-362/84-28 
on 841015-1113. No violation or deviation noted. 

KIRSCH, D.F. Region 5, Office of Director. 84/12/21. BASKIN* K.P. 
Southern California Edison Co. 2pp. 28350:280, 24X 

Fiche: 50-206, 84/12/21* 8501100144. 


—8501100155 In*P Rspts 50-206/84-24,50-361/84-27 Sc 50-362/84-28 on 
841015-1113. No violation or deviation noted. Major areas 
inspected: operations program, including operation#! safety 
verification Sc monthly surveillance Sc maint activities. 

HUEY*F. R. , CHAFFEE, A. E. * STEWART, a. P. Rsgion 5, Office of 
Director. 84/12/21. 13pp. 2B35®:282. 24X Fiche; 50-206, 84/12/21, 

8501106144, 


8501100492 Forwards Insp Repts 50-206/84-30,50-361/84-30 Se 50-362/84-31 
on 841015-19 Sir 1113-14. No violations noted. 

KIRSCH, D. F. Region 5i, Office of Director, 84/12/24, BASKIN, K. B, 
Southern California Edison Co. Ip. 28348; 222. 24X 

Fiche: 50-206, 84/12/24, 8501100492. 


—8501100520 Insp Repts 50-206/84-30,50-361/84-30 Sc 50-362/84-31 on 
841015-19 Sc 1113-14. No violations or deviations noted. Major 
areas inspected; QA, emergency svc officer Sc operator 
training, TMI action plan requirements Sc LERs. 

HArST,D. , KANOW, R. , JOHNSON,?. Region 5, Office of Director. 
84/12/21. Bpp, 28348: 223. 24X Fiche: 50-206, 84/12/24, 8301100492, 
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8501150019 Responds to NRC 841207 Itr re violations noted in Insp Repts 
50-206/84-1 9i 50-361/84-24 & 50-362/84-24. Correct ive actions: 
foreign niatl exclusion area cleaned up* training program 
improved & Procedure S0123-VI-23. 0 being revised. 

BASKIN* K.P. Southern California Edison Co. 85/01/02. MARTIN. J. B. 
Region 5, Office of Director. 5pp, 28379:270. 24X 

Fiche: 50-206* 85/01/02* 8501150019. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators.” Svc list end. 

GRACE* J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 35/01/10. Consolidated Edison Co. of New York* 

Inc 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002* "Improper Installation «e Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fich e: 50-000. 85/01/1 1* 8501080502. 


8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft (k Impeller. " Svc list end. 

JORDAN* E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc, 103pp. 28490:226. 24X Fich e: 50-000* 85/01/15* 8501 100655. 


8501160196 IE Info Notice 85-004* “Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fiche: 50-000* 85/01/17* 8501160196. 


8501230229 lE Info Notice 85-005* "Pipe Whip Restraints, •' Svc list 
end. 

JORDAN* E.L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24 X Fiche: 50-000* 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24 X Fiche: 50-000* 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE* J.N. Division of OA* Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29* 8501250352. 


R. Periodic operating reports it related correspondence 


8501240070 Monthly operating rept for Nov 1984. W/841213 Itr. 
MAYWEATHER. L. I. , HAYNES* J. G. Southern California Edison Co. 
84/11/30. 6pp. 28543:274. 24X Fiche: 50-206* 84/11/30, 8501240070. 


S. Reportable occurrences* LERs it related correspondence 


8501220480 Forwards Technical Review Rept AE0D/T424* "Fire Water Main 
Leakage Into 4 kV Switchgear Room. " 

CINTULA*T. C. Reactor Operations Analysis Branch. 84/11/20. 
SEYFRIT.K. V. Reactor Operations Analysis Branch. Ip. 28518:335. 
24X Fiche: 50-206*84/11/20*8501220480, 


—8501220490 "Fire Water Main Leakage Into 4 kV Switchgear Room, " 
technical review rept. 

CINTULA*T.C. Director's Office, 84/11/20. 2pp. 28518:336. 24X 

Fiche: 50-206* 84/11/20* 8501220480. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 85Qi02. 

RAY*C. L. TDI (Transamerica Delaval* Inc.) Owners Group, RAY*C. L. 
Duke Power Co. 85/01/02. DENTON* H. R. Office of Nuclear Reactor 
Regulation* Director, i6pp. 28202:058. 24X Fiche; 50-000* 85/01/02* 

8501070285. 


8501080149 PNG-V-85-OOt: on 850102, reactor shut down doe to apparent 
failure of Safeguard Load: Sequencer 1* Subchannel x* 
following monthly surveillance. Ceused by defective 
indicating light socket. 

CHAFFEE* A. E. . JOHNSON, P. H. Region 5, Office of Director. 85/01/02. 
ip. 28231:337. 24X Fiche: 50-206* 85/01/02* 8501080149. 


8501280626 LER 84-O16-Q0: on 841218, during shiftly recirculation of 
boric acid storage tank* bath boric acid transfer pumps 
failed to deliver flow. Cause not stated. Transfer pumps 
flushed, w/primafy water. W/B50H5 Itr. 

HAYNES. J. 8. Southern California Edison Co, 85/01/15. 2pp. 
28614: 094. 24X Fiche; 50-206. 85/01/15, 8501280626. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval* Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000* 85/01/22* 8501280486. 


V. Operator Examinations 


8501240183 Responds to 840511 Generic Ltr 84-14. Requested copies of 
reactor operator/assistant control operator it senior reactor 
operator/control room supervisor training programs it 
licensed operator requalification program end. 

MEDFORD, M.O. Southern California Edison Co. 85/01/22. 

EISENHUT* D. G. Division of Licensing. Ip. 28531:307. 24X 

Fiche: 50-206* 85/01/22. 8501240183. 


— 8501240190 Rev 0 to Procedure OPS, "Licensed Operator Requalification 
Program. " 

KIRBY.M. J.* KINGSLEY* W. C. . METTE* R. J. Southern California Edison 
Co. 84/11/08. 20pp. 28531:308. 24X Fiche: 50-206* 85/01/22, 

8501240183. 


— 8501240194 Rev 0 to Procedure 0PCW3* "Senior Reactor Operator /Control 
Room Supervisor Training Program. ” 

METTE.R.J.* MATHIS, H.L., MARSH, W. C. Southern California Edison Co. 

85/01/03. 37pp. 28531:328. 24X Fic he: 50-206* 85/01/22* 

8501240183. 


— 8501240198 Rev 0 to Procedure □PCW2* "Reactor Operator /Assistant 
Control Operator Training Program. " 

METTE*R. J. * MARTHIS, H. L. * MARSH, W. C. Southern California Edison 
Co. 85/01/04. 67pp. 28532:003. 24X Fiche: 50-206* 85/01/22* 

8501240183. 


DOCKET 50-208 COLUMBIA UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8501220258 Application to terminate License R-128. 

GROSS, R. A. Columbia Univ, * New York, NY. 85/01/14. Office of 
Nuclear Reactor Regulation* Director. Ip. 28493:351. 24X 

Fiche: 50-208* 85/01/14* 8501220258. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security* medical* emergency it fire protection plans 


8501150075 Rev 14 to emergency plan. 

* Connecticut Yankee Atomic Powei‘ Co. 84/12/14. EISENHUT. D. G. NRC 
- No Detailed Affiliation Given. 47pp. 28386:133. 24X 

Fiche: 50-213* 84/12/14, 8501150075. 


8501080105 Revised emergency plan implementing procedures* inc lud ing 
EPIP 1.5-1 re emergency assessment* EPIP 1.5-2 re 
notification it communication it EPIP 1. 5-33 re shift 
supervisor staff assistant. W/850102 Itr. 

COUNSIL.W. G. Connecticut Yankee Atomic Power Co. 85/01/02. 103pp. 

28230: 010. 24X Fiche; 50-213* 85/01/02* 8501080105. 


8501080175 Revised corporate organization for nuclear incidents 
procedures* including Rev 7 to CONI 4.02 re on-call manager 
of radiological consequence assessment* responsibilities St 
general guidelines. W/850103 ltr. 

RODGERS*R. L. * COUNSIL* W, G. Northeast Utilities. 85/01/03, 54pp. 

28231: 178. 24X Fiche: 50-000* 85/01/03* 8501080175. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 13Bpp. 28556:109. 24X 

Fiche: 50-000. 85/01/09* 8501100621. 


8501280419 Response to NRC 840709 ltr re violations noted in Insp Rept 
50-213/84-06. Corrective act ions; training of on-call 
meteorologists completed on 841010 St emergency plan updated. 

COUNSIL* W.O. Connecticut Yankee Atomic Power Co. COUNSIL* W. 0. 
Northeast Utilities. S5/01/14. MARTIN, T. T. Region 1* Office of 
Director. 3pp. 28565:200. 24X Fiche: 50-213* 85/01/14* 8501280419. 


S501300315 Forward* SW Speck 841001 ltr re FEMA 44CFR350 findings St 
determinations re adequacy of offsite plans St preparedness. 

Plans approved on condition FEMA verification of adequacy 
of alert St notification sys in accordance w/NUREO-0654. 

MARTIN* T. T. Region 1* Office of Director. 85/01/16. COUNSIL* W.G, 
Connecticut Yankee Atomic Power Co. 2pp. 28678:301. 24X 

Fiche: 50-213* 85/01/16* 8501300315. 
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8501310353 Forwards Insp Rept 50-213/84-24 on 841022-23 notice of 
violation. 

MURLEY, T. E. Region 1, Office of Director. 85/01/22. COUNSIL* W. O. 
Connecticut Yankee Atomic Power Co. 3pp. 28658:231. 24X 

Fiche: 50-213i 85/01/22i 8501310353. 


— 8501310359 Notice of violation from insp on 841022-23. Junior health 
physics technician assigned responsibility w/less than 1 yr 
experience. 

MURLEY. T. E. Region 1, Office of Director. 84/10/22. 2pp. 

28658: 234. 24X Fiche: 50-213, 85/01/22, 8501310353. 


P. Operating license stage documents Se correspondence 


8411160042 Submits info re 1984 App J test program it forwards "Local 
Leak Rate Test Results," per util 841024 commitment. 

Complete rept will be submitted as required by App J to 
10CFR50. 

COUNSIL, W. G. Connecticut Yankee Atomic Power Co. 84/11/02. 
MURLEY, T. E. Region 1, Office of Director. 3pp. 27538:212. 24X 

Fiche: 50-213, 84/11/02, 8411160042. 


— 8411160045 "Local Leak Rate Test Results. “ 

* Connecticut Yankee Atomic Power Co. 84/10/31. 8pp. 27538:215. 
24X Fiche: 50-213,84/11/02,8411160042. 


8501110017 Submits addl justification or clarification for 10 open 
items from SER for SEP Topic III-5. A, "High Energy Pipe 
Break Inside Containment, " per Section 4. 8 of NUREG-0826, 
“Integrated Plant Safety Assessment, Haddam Neck Plant." 

COUNSIL, U. 0. , BISHOP, R.W. Connecticut Yankee Atomic Power Co. 

84/12/17. ZWOLINSKI, J. A. Operating Reactors Branch 5. 5pp. 

28314:332. 24X Fiche: 50-213, 84/12/17, 8501 1 10017. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors S< 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. lepp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501170087 Forwards Amend 61 to License DPR-61. Amend changes Tech Specs 
to comply w/final rule on licensed operator staffing 
requirements of 10CFR50. 54. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/15. COUNSIL, W. 0. 

Connecticut Yankee Atomic Power Co. 3pp. 28425:327. 24X 

Fiche: 50-213, 85/01/15, 8501170087. 


— 8501170091 Amend 61 to License DPR-61, changing Tech Specs to comply 
w/final rule on licensed operator staffing requirements of 
10CFR50. 54. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/15. 4pp. 

28425: 330. 24X Fiche: 50-213, 85/01 /I S, 8501170087. 


8501290117 Notification of 850129-30 meetings w/util in Bethesda,M0 to 
discuss integrated reliability evaluation program 
recommendations it update it probabilistic safety analysis 
development. Tentative agenda end. 

BOYLE, M. L. Systematic Evaluation Program Branch. 85/01/17. 

GRIMES, C. I. Systematic Evaluation Program Branch. 3pp. 28646:153. 
24X Fiche: 50-000,85/01/17,8501290117. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co, of New York, 

Inc. 121pp. 28570:042. 24X Fiche; 50-000. 84/12/21, 8412190503. 


8501100371 Forwards Insp Rept 50-213/84-26 on 841113-16 Sc notice of 
violation. Concern re control Sc use of metis, equipment Sc 
parts list Sc related equipment classification identified. 

MARTIN, T.T. Region 1, Office of Director, 84/12/28. COUNSIL, W. G. 
Connecticut Yankee Atomic Power Co. 3pp. 28350: 139. 24X 

Fiche: 50-213, 84/12/28, 8501100371. 


—8501100380 Notice of violation from insp on 841113-16. 

* Region 1, Office of Director, 84/12/28. 2pp. 28350:142. 24X 

Fiche; 50-213, 84/12/28, 8501100371. 


— 8501100391 Insp Rept 50-213/84-26 oil 841 1 13^16. Violation noted: failure 
to maintain accurate matl equipment Sc parts list in 
accordance w/licensee procedure. 

EAPEN,P.K, , BI8SETT, P. H. , OLIVEIRA, W. Region 1. Office of 
Director. 84/12/07, 16pp. 28350:144, 24X Fiche: 50-213# 84/12/28, 

8501100371. 


8501150254 Documents understanding reached following discussions on 
850103 Sc 04 w/NRC re response to 840213 order modifying 
license Sc notice of violation on reactor cavity seal. 

Response to notice of violation will be submitted on 850128. 

COUNSIL, W. 6. Connecticut Yankee Atomic Power Co. 85/01/07. 

TAYLOR, J.M. Director's Office, Office of Inspection and Enforcement. 
Ip. 28381:099. 24X Fi che : 50-213, 85/01 /07, 8501 150254. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness 8e Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501240601 Forwards Requalification Training Meeting Rept 50-213/84-31 
on 841217. Util will submit proposal addressing short Sc 
long-term programs upgrading requalification training by 
850131. 

STAROSTECKI, R. Region 1, Office of Director. 85/01/10. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. 2pp. 28554:157. 
24X Fiche: 50-213, 85/01/10, 8501240601. 


— 6501240607 Requalification Training Meeting Rept 50-213/84-31 on 
841217. Major areas discussed: licensed operator 
requalification program. Upgraded training plan for 
individuals renewing operator license expected by 850131. 
JOHNSON,D. , KELLER, R. Region 1, Office of Director. 84/12/21. 
5pp. 28554:159. 24X Fiche: 50-213, 85/01/10, 8501240601. 


8501080502 IE Info Notice 85-002. "Improper Installation it Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501280419 Response to NRC 840709 ltr re violations noted in Insp Rept 
50-213/84-06. Corrective actions: training of on-call 
meteorologists completed on 841010 8c emergency plan updated. 

COUNSIL, W.G. Connecticut Yankee Atomic Power Co. COUNSIL, W.G. 
Northeast Utilities. 85/01/14. MARTIN, T. T. Region 1, Office of 
Director. 3pp. 28565:200. 24X Fiche: 50-213, 85/01/14, 8501280419. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Sve list end. 

JORDAN, E. L, Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000,85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. I09pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501290670 Forwards Insp Rept 50-213/84-25 on 841010-12. No violations 
noted. Commitment to performing primary containment 
integrated leakage rate test 8c making enhancements to local 
leak tests confirmed. 

MARTIN, T.T. Region 1, Office of Director. 85/01/17. COUNSIL, W.G. 
Connecticut Yankee Atomic Power Co. 2pp. 28639:171. 24X 

Fiche: 50-213, 85/01/17, 8501290670. 


— 8501290682 Insp Rept 50-213/84-25 on 841010-12. No violation noted. Major 
areas inspected: containment integrated leak rate test 
(CILRT) results. Containment integrity not determined by 
CILRT results. 

VITO,D. J. , BETTENHAUSEN, L. Region 1, Office of Director. 

85/01/09. 9pp. 28639:173. 24X Fiche: 50-213, 85/01/17, 8501290670. 


8501310353 Forwards Insp Rept 50-213/84-24 on 841022-23 it notice of 
violation. 

MURLEY, T.E. Region 1, Office of Director. 85/01/22, COUNSIL, W. G. 
Connecticut Yankee Atomic Power Co. 3pp. 28658:231. 24X 

Fiche: 50-213, 85/01/22, 8501310353. 


— 8501310359 Notice of violation from insp on 841022-23. Junior health 
physics technician assigned responsibility w/less than 1 yr 
experience. 

MURLEY, T.E. Region 1, Office of Director. 84/10/22. 2pp. 
28658:234. 24X Fiche: 50-213, 85/01/22, 8501310353. 


8501230229 IE Info Notice 85-005, “Pipe Whip Restraints." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. I09pp. 28692:001. 24X Fich e; 50-000, 85/01/23, 8501230236. 
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— 8501300221 Forwards Director's Decision DD-S5--01 under 10CFF2. 206 for 
FR publication. 

* Operating Reactors Branch 4. 85/01/15. Docketing Zt Services 

Branch. 6pp. 28684:174. 24 X Fiche: 50-000^ 85/01/15* 8501300191. 


— 8501300231 Director's Decision DD-85-01 denying TMI Alert 840813 
petition requesting that NRC revoke OLs. Allegations do 
not provide adequate basis for initiating show cause to 
revoke OLs. 

DENTON,H. R. Office of Nuclear Reactor Regulation* Director. 
85/01/15. 9pp. 28684:180. 24X Fiche: 50-000* 85/01/15* 8501300191. 


— 8501300242 Notice of issuance of Director's Decision DD-85-01 denying 
TMI Alert 840813 petition requesting that NRC revoke OLs. 

DENTON* H.R. Office of Nuclear Reactor Regulation* Director, 
85/01/15. 2pp. 28684:189. 24X Fiche : 50-000* 85/01/15* 8501300191. 


■8501300261 Discusses operational readiness of facility. Plant ft 
operating staff prepared for extended safe operation 
based on results of work done by NRC St licensee. 

HURLEY* T.E. Region 1* Office of Director. 84/09/28. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. DEYOUNG* R. C. 
Director's Office* Office of Inspection and Enforcement. 5pp. 
28684: 191. 24X Fiche: 50-000. 85/01/15* 8501300191. 


8501250008 Notification of 850204-05 meetings w/util in Parsippany* NJ 
to audit environ qualification documentation & records on 
electric equipment important to safety. 

DONOHEN* J. N. Operating Reactors Branch 5. 85/01/23. ZNOLINSKI* U. A. 

Operating Reactors Branch 5. 3pp. 28551:348. 24X 

Fiche: 50-219, 85/01/23* 8501250008. 


8501300415 Notification of 850213 meeting w/util in Bethesda.MD to 
discuss licensee considerations to withdraw commitment to 
install purge & vent valves during Cycle 11 outage. 

DONOHEW, J. N. Operating Reactors Branch 5. 85/01/28. ZWOLINSKI* J. A. 

Operating Reactors Branch 5. 3pp. 28642:029. 24X 

Fiche: 50-219*85/01/28* 8501300415. 


8501290132 Forwards Insp Rept 50-219/84-33 on 841113-16. No violation 
noted. 

MARTIN, T.T. Region 1* Office of Director. 85/01/07. FIEDLER, P. G. 
General Public Utilities - GPU Service Corp. 2pp. 28639:294. 24X 
Fiche; 50-219* 85/01/07* 8501290132. 


— 8501290143 Insp Rept 50-219/84-33 on 841113-16. No noncompliance noted. 
Major areas inspected : nonradiological chemical program* 
including analytical measurements* anal ytical procedures* 
staffing St training. 

ZIBULSKY*H. , PASCIAK*W.U. Region 1* Office of Director. 84/12/27. 
3pp. 28639:296. 24X Fiche: 50-219* 85/01/07* 8501290132. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators." Svc list end. 

GRACE* J. N, Division of Emergency Preparedness & Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002* "Improper Installation St Testing of 
Differential Pressure Transmitters, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1* 8501080502. 


8501280426 Responds to NRC 841106 Itr re request for addl info on Insp 
Rept 50-219/84-21. Detai Is re electrical equipment protected 
from fire protection sys discharge contained in "Oyster 
Creek Winter 1981-82. Outage Maint St Const Technical Rept. " 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 85/01/11. 

MARTIN, T.T. Region 1* Office of Director. 2pp. 28564:043. 24X 

Fiche: 50-219* 85/01/11. 8501280426. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co, of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 


8501300423 Corrected notification of 850205-06 meetings w/licensee in 
Parsippany* NJ to discuss environ qualification documentation 
for electric equipment important to safety. Meeting dates 
inadvertently listed for 850204-05, 

DONOHEW* J.N. Operating Reactors Branch 5. 85/01/28. ZWOLINSKI* J. A. 

Operating Reactors Branch 5. 3pp. 28641:354. 24X 

Fiche: 50-219,85/01/28* 8501300423. 


8501300486 Notification of 850214 meeting w/util in Bethesda.MD to 
discuss licensee response to Generic Ltr 84-23 re 
improvements to reduce instrument error for reactor water 
level indication. 

DONOHEW. J.N. Operating Reactors Branch 5. 85/01/28. ZWOLINSKI* J. A. 

Operating Reactors Branch 5. 3pp. 28641:256. 24X 

Fiche: 50-219* 85/01/28, 8501300486. 


0. Inspection reports* IE Bulletins 8c correspondence 


BS01080245 Forwards Insp Rept 50-219/84-30 on 840918-21. No violations 
noted. 

MARTIN* T.T. Division of Engineering St Technical Programs. 84/12/12. 

FIEDLER.P.B. General Public Utilities - GPU Service Corp. 2pp. 
28245: 300. 24X Fiche: 50-219* 84/12/12* 8501080245. 


— 8501080256 Insp Rept 50-219/84-30 on 840918-21, No violations noted. 
Major areas inspected: radiation protection program* 
including organization, personnal salaction 8c qualification 8c 
training. 

MILLER, M.T.* PASCIAK* U. Region 1* Office of Director. 84/12/07. 
7pp. 28245:302. 24X Fiche; 50-219* 04/12/12* B5010B0245. 


8412190503 lE Info Notice 84-94* "Reconcentratlon of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. " Svc list end, 

GRACE* J. N. Division of Emergency Preparedness Si Engineering Response 
(Post 830103). 84/12/21. Consolidated Edisen Co. of New York* 

Inc. 121pp, 2^570; 042. 24X Fiqhe; 50-000, 04/12/21* 8412190503. 

8501110156 Forwards Insp Rept 50-219/84-20 on 840701-0803 8c notice of 
violation. 

KISTER, H. B. Division of Project Sc Resident Programs. 84/12/28. 
FIEDLER* P.B. General Public Utilities - GPU Service Corp. 2pp. 
28362: 142. 24X Fiche; 50-219. 84/12/28*8501110156, 


-8501110161 Notice of violation from insp on 840730-0803. 

e Region 1* Office of Director. 84/12/27. Ip. 28362: 144. 
Fiche: 50^219* 84/12/28, 8501110156, 


24X 


—8501110168 Insp Rapt 50-2l9>84-20 on 840701-0803. Violation noted: 

properlg impieni4nt 8c conduct of maint procadure. 

' ®^^NACK. W. , YOUNG. F, Region 1* Office of Director. 
84/12/20. 16pp. ^62:145:. 24X Fiche: 50-219* 84/12/28, 8501110156. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* £. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230276 Forwards Insp Rapt 50-219/84-32 on 041015-1117. Ack receipt 
of 841109 response to Violation 50-219/84-18-01 re failure 
to search packages before entering protected area. Corrective 
8c preventive actions acceptable. 

KISTER* H.B. Region 1* Office of Director. 85/01/17. FIEDLER.P.B. 
General Public Utilities - GPU Service Corp. 2pp. 28515:188. 24X 

Fiche: 50-219, 85/01/17, 8501230276. 


—8501230285 Insp Rept 50-219/84-32 on 841015-1117. Poor equipment 
performance resulting from inadequate post-maint testing 
practices contributed to low reactor water level scram 8c 
delays during startup period. 

WECHSELBERGER* COWOILL* C. J. * BAUNACK* W. H. Region 1* Office of 
Director. 85/01/15. 17pp. 28515:190, 24X Fiche; 50-219, 85/01/17* 

8501230276. 


8501290664 Forwards Insp Rept 50-2X9/84-31 on 841126-30. No 
violations noted, 

MARTIN* T.T. Region 1* Office of Director. 85/01/17. FIEDLER.P.B. 
General Public Utilities - GPU Service Corp. 2pp. 28639:157. 24X 
Fiche; 50-219* 85/01/17* 8501290664. 


—8501290674 Insp Rept 50-219/84-31 on 841 126-30. No violations noted. 
Major areas inspectad : equipment classi fication* vendor 
interface 8c post-maint tasting* par Qanaric Ltr 83-28 8c 
QA progrem. 

EAPEN.P.K. , SHAUB.E. T. * ALBA* A. Ragion 1* Office of Director. 
85/01/15. 11pp. 28639:159. 24X Fich e: 50-219* 85/01/17, 8501290664. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list and. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 20692:001. 24X Fi ch #: 50-000, 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end, 

GRACE* J.N. Division of QA* Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29* 8501250352. 


8501230229 l£ Info Notice 85-005* "Pipe Whip Restraints." Svc list 
and. 

JORDAN* E, L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York* Inc. 108pp. 28692:186. 24X Fich a; 50-000* 85/01/23* 8501230229, 
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R. Periodic operating reports & related correspondence 


8407270419 Monthly operating rept for June 1984. W/a40716 Itr. 

BARAN.R. , FIEDLER»P.B. Oeneral Public Utilities - 6PU Service Corp. 
84/06/30, 9pp. 25794:115. 24X Fiche: 50-219# 84/06/30, 8407270419. 


8501210403 “Discharge Monitoring Rept for Dec 1984. " Noncompliance 
Repts 000/5550/84/05 & 06 enc 1 . W/8501 10 Itr. 

FIEDLER# P.B. General Public Utilities - GPU Service Corp. 84/12/31. 

GASTON# J. Neui Jersey# State of. 14pp. 28499:298. 24X 

Fiche: 50-219# 84/12/31# 8501210403. 


S. Reportable occurrences# LERs & related correspondence 


8501080531 LER 84-017-01: on 840627# primary containment isolation valves 
& main steam valves inadvertently repositioned. Caused by mod 
involving plant computer sys. Containment isolation valves 
modified. W/841224 Itr. 

ALLEN# M.H.# FIEDLER# P. B. General Public Utilities - GPU Service 
Corp. 84/12/24. 12pp. 28244:326. 24X Fiche: 50-219# 84/12/24# 

8501080531. 


8501080590 LER 84-032-00: on 841 126# month 1 y channel test of main steam 
line safety & relief valve acoustic monitors not performed 
uithin required Tech Spec time period. Caused by personnel 
error. Personnel counseled. W/841227 Itr. 

FITZGERALD# M. J. # FIEDLER# P. B. General Public Utilities - GPU Service 
Corp. 84/12/27. 5pp. 28244:283. 24X Fiche: 50-219# 84/12/27# 

8501080590. 


8501150432 LER 84-033-00: on 841203# automatic scram occurred due to lout 
condenser vacuum. Caused by operator error. Event utill be 
reviewed during operator training & caution added to 
startup procedure. 

LEITMAN# L. W. # FIEDLER# P. B. General Public Utilities - GPU Service 
Corp. 85/01/02. 4pp. 28414:322. 24X Fiche: 50-219# 85/01/02# 

8501150432. 


8501140465 LER 84-031-00: on 841205# main steam drain valves V-1-106# 
V-1-107 & V-1-110 failed to operate when given signal. 

Caused by torque suiitches opening which interrupted 
operation of valves. Valves c losed. W/850103 Itr. 

CU8T0DI0#D. B. # FIEDLER# P. B. General Public Utilities - GPU Service 
Corp. 85/01/03. 4pp. 28376:337. 24X Fiche: 50-219# 85/01/03# 

8501140465. 


8501250499 LER 84-034-00: on 841214# MSIV isolation sensor switches 
RE 23B St RE 23D tripped at values lower than specified in 
Tech Specs. Caused by instrument repeatab ility. Pressure 
switches reset to trip within desired setpoint. W/850114 Itr. 

KAPIL# M.G# FIEDLER# P.B. General Public Utilities - GPU Service Corp. 
85/01/14. 5pp. 28562:194. 24X Fiche: 50-219# 85/01/14, 8501250499. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION# UNIT 1 


F. Security# medical# emergency Sc fire protection plans 


8501030364 Informs that request for scheduler extension of detailed 
control room design review summary rept <NUREG-0737# Suppl 1) 
until 850701 granted# per 841212 request. 

EISENHUT# D. G. Division of Licensing. 84/12/26. HOOTEN# B. G. 
Niagara Mohawlc Power Corp. 4pp. 28201:348. 24X 

Fiche: 50-220# 84/12/26# 8501030364. 


8501100307 Informs of plans to conduct special announced team insp on 
850121-25 of facility re fire protection safeguard shutdown 
in event of fire. Analyses# procedures & other lubj 
documentation should be available at site during insp. 

MARTIN# T.T. Region 1# Office of Director. 85/01/02. HOaTEN#B. G. 
Niagara Mohawk Power Corp. 2pp. 28298:351. 24X 

Fiche: 50-220# 85/01/02# 8501100307. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Sve list end. 

EISENHUT# D. O. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York# Inc, 13epp. 28556:109, 24X 

Fiche: 50-000# 85/01/09# 8501100621. 


8501300236 Ack receipt of 841214 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-220/84-18. 

MARTIN# T.T. Region 1# Office of Director. 85/01/21. SUNSER# J. J. 
Niagara Mohawk Power Corp, 2pp. 28678:269. 24X 

Fiche; 50-220# 85/01/21f 8501300236. 


—8501300252 Forwards responss to notice of violation from Insp Rept 
50-220/84-18, info withheld (ref 10CFR73, 21). 

SUNSER# J.J, Niagara Mohawk 84/12/14. MURLEY# T. E, 

Region 1* Office of Director. Ip. 28678:271. 24X 

Fiche: 50-226# 85/01 /21 # 856l36©236. 


J. Insurance & indemnity information 


8501170095 Forwards Endorsements 75 Sc 76 to MAELU Policy MF-46 Sc 
Endorsements 90 Sc 91 to NELIA Policy NF-161. 

GOLDEN# M.P. Marsh Sc McLennan# Inc. 85/01/09. SALTZMAN# J. 

Assistant Director for State Sc Licensee Relations. 5pp. 28425:334. 
24X Fiche: 50-220# 85/01/09# 8501 170095. 


P. Operating license stage documents Sc correspondence 


8501180413 Partial response to FOIA request for documents re SER - OL 
stage. Documents listed in Apps A Sc B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON, J.M. Division of Rules and Records. 84/07/05. BELL# N. 
Nuclear Information Sc Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000# 84/07/05# 8501180413. 


— 8501180463 Forwards Work Assignment 2 for Project 2# "Meteorological 
Data Tape Sc Computer Code Support#'* of technical assistance 
contract# "Meteorological Data Assessment Program. " Work 
assignment requests specific computer code support. 

FAIROBENT, J. E. Meteorology Sc Effluent Treatment Branch. FIN 
B-2537. 84/03/06. VAN RAMSDELL# J. Battelle Memorial Institute# 

Pacific Northwest Laboratories. 5pp. 28478:258. 24X 

Fiche: 50-000# 84/07/05# 8501180413. 


8501030120 Generic Ltr 84—24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49# "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT# D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York# Inc. 18pp. 28464:230. 24X 

Fiche: 50-000# 84/12/27# 8501030120. 


8501030156 Notifies that qualitative test of backup scram valves will 
be performed during each refueling outage per Generic Ltr 
83-28. Test involves interruption of power to valves Sc 
monitoring upstream pressure. 

MANOAN#C. V. Niagara Mohawk Power Corp. 84/12/31. VASSALLO# D. B. 
Operating Reactors Branch 2. Ip. 28163: 151. 24X 

Fiche: 50-220# 84/12/31# 8501030156. 


8501290390 Forwards response to Generic Ltr 84-24 re environ 
qualification program for electrical equipment per 
lOCFR 50. 49. Criteria used to develop electrical equipment 
master list described. 

MANGAN#C. V. Niagara Mohawk Power Corp. 85/01/23. VASSALLO# D. B. 
Operating Reactors Branch 2. 3pp. 28620:307. 24X 

Fiche: 50-220# 85/01/23# 8501290390. 


0. Inspection reports# IE Bulletins Sc correspondence 


8501160011 Advises that tests performed on check valves in emergency 
diesel generator cooling water sys will be combined into 
maint Sc inservice insp procedures performed only during 
refueling outages# in response to IE Bulletin 83-03. 

LEMPGES#T. E. Niagara Mohawk Power Corp. 84/12/10. DEYOUNG# R. C. 
Region 1# Office of Director. 2pp. 28421: 151. 24X 

Fiche: 50-220# 84/12/10# 8501160011. 


8412190503 IE Info Notice 84-94# "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE# J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York# 

Inc. 121pp. 28570:042. 24X Fiche: 50-000# 84/12/21, 8412190503. 


8501100307 Informs of plans to conduct special announced team insp on 
850121-25 of facility re fire protection safeguard shutdown 
in event of fire. Analyses# procedures S< other subj 
documentation should be available at site during insp. 

MARTIN# T.T. Region 1# Office of Director. 85/01/02. HOOTEN# B. 0. 
Niagara Mohawk Power Corp. 2pp. 28298:351. 24X 

Fiche: 50-220# 85/01/02# 8501100307. 


8501230193 Responds to NRC 841206 ltr re violations noted in Insp Rept 
50-220/84-15. Correct ive actions; personnel performing 
engineering activities in nuclear engineering or licensing 
required to be trained on 2-yr cycle. 

LEMP0ES#T. E. Niagara Mohawk Power Corp. 85/01/07. MARTIN, T. T. 
Region 1# Office of Director. 11pp. 28515:324. 24X 

Fiche; 50-220, 85/01/07# 8501230193. 


8501070401 IE Info Notice 85-001# "Continuous Supervision of 
Irradiators, " Sve list end. 

GRACE# J. N. Division of Emergency Preparedness 6 Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York# 

Inc. 67pp. 28537:127. 24X Fiche; 50-000# 85/01/10# 8501070401. 
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8501080502 IE Info Notice 85-002* ‘'Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of Neu) 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft $t Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-000* 85/01/15. 8501100655. 


8501230116 Forwards Page 2 of Insp Repts 50-220/84-22 & 50-410/84-16. 
inadvertently omitted from rept. 

MARTIN* T.T. Region 1* Office of Director. 85/01/15. HOOTEN* B. 0. 
Niagara Mohawk Power Corp. 2pp. 28515:358. 24X 

Fiche: 50-220* 85/0 1 / 1 5* 8501 230 1 1 6. 


—8501230122 Page 2 of Insp Repts 50-220/84-22 8c 50-410/84-16. 

* Region 1* Office of Director. 85/01/15. Ip. 28515:360. 24X 

Fiche; 50-220. 85/01/15* 8501230116. 


6501160196 IE Info Notice 85-004* “Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche; 50-000* 85/01/17* 8501160196, 


8501230433 Responds to 801222 Sc 810203 requests for addl info re 
control of heavy loads* specif ically* special lifting device 
insp program. Initial 10-yr program will begin in 1985. 

LEMPGES.T. E. Niagara Mohawk Power Corp. 85/01/18. VASSALLO* D. B. 
Operating Reactors Branch 2. Ip. 28511:055. 24X 

Fiche: 50-220* 85/01/18* 8501230433. 


8501300236 Ack receipt of 841214 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-220/84-18. 

MARTIN* T.T. Region 1* Office of Director. 85/01/21. SUNSER* J. J. 
Niagara Mohawik Power Corp. 2pp. 28678:269. 24X 

Fiche: 50-220* 85/01/21* 8501300236. 


— 8501300252 Forwards response to notice of violation from Insp Rept 
50-220/84-18. Info withheld (ref 10CFR73. 21). 

SUNSER, J.J. Niagara Mohawk Power Corp. 84/12/14. MURLEY* T. E. 
Region 1* Office of Director. Ip. 28678:271. 24X 

Fiche: 50-220* 85/01/21* 8501300236. 


8501230229 IE Info Notice 85-005* “Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. lOSpp, 28692:186, 24X Fiche: 50-000* 85/01/23* 8501230229, 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys, ” Svc list end. 

JORDAN*E, U Division of Emergency Preparedness l( Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fiche: 50-000* 85/01/23* 8501230236. 


BS012503S2 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. “ Svc list end. 

GRACE* J. N, Division of OA* Safeguards 8t Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp, 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352, 


R. Periodic operating reports tc related correspondence 


8501280316 Monthly operating rept for Nov 1984, W/ 84 1207 Itr, 

ROMAN* T. W. , LEMPGES*T. E. Niagara Mohawk Powar Corp. 84/11/30. 5pp. 
28614:322. 24X Fiche: 50^220* 84/1 1/30* 8501280316. 


8501310485 Monthly operating rept for Dec 1984, W/850110 Itr. 

ROMAN* T.H.* LEMPGESiT, B. Niagara Mohawk Power Corp. 84/12/31. 6pp. 
28685:152. 24X Fiche: 50-220, 84*^12/31* 9501310405. 


850i240206"NpTi:routinre Radiological Envir oh- Operating 10-Day Rept. " 
W/850lia Itr. 

LEMPGES*T. E. Niagara Mohawk Power Corp. 85/01/10. MURLEY, T. E. 
Region 1* Office of Director. 3pp. 28541:351. 24X 

Fiche: 50-220*85/01/10* 8501240206. 


Reportable occurrences* LERs tc related correspondence 

8501230017 FOlA request for listed documents re failure of 
furnace-sensitiied stub tubes at plant. 

BELL*N, Nuclear Information Sr Resource Service. 84/04/24. Office 
2pp. 28520:345. 24X Fiche: 50-220* 84/04/24* 

85012300.17. 


8501230023 Final response to FOIA request for three categories of 
documents re failure of furnace-sensitized stub tubes. No 
further documents responsive to request located. 

FELTON* J.M. Division of Roles and Records. 84/06/07. BELL* N. 
Nuclear Information & Resource Service. Ip. 28520:347. 24X 

Fiche: 50-220* 84/06/07* 8501230023. 


B501310387 Nonroutine environ operating rept: on 841226* data indicated 
sensitivity spec not met for radiological analysis of 
environ fish samples* per Reg Guide 4. S 8t NUREG-0473. Caused 
by short half-lives of radionuclides. 

LEMPGES* T. E. Niagara Mohawk Power Corp. 85/01/23. MURLEY, T.E. 
Region 1* Office of Director. 3pp. 28660:046. 24X 

Fiche: 50-220* 85/01/23* 8501 31 0387. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


F. Security* medical* emergency & fire protection plans 


8501230364 "Emergency Preparedness Plan for Univ of Lowell Research 
Reactor. " W/B50111 Itr. 

WALLACE, T. Lowell* Univ. of* Lowell* MA. 85/01/11. THOMAS* C. 
Standardization & Special Projects Branch. 75pp. 28508:340. 24X 

Fiche: 50-223* 85/01/11* 8501230364. 


DOCKET 50-224 UNIU. OF CALIFORNIA RESEARCH REACTOR 


F. Security* medical* emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security & 
safeguards insp repts for all nonpower reactors in Regions 
II 8c V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records. 84/06/21. AFTERGOOD* S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000* 84/06/21* 8501150104. 


— B501150154 Sanitized version of Insp Rept 50-224/79-02 on 790521. No 
noncompliance noted. Major areas inspec ted; security plan*SNM 
protection* security organization* access control* alarm sys* 
keys* locks 8( combinations* communications 8c surveillance. 

POWER* E.J.* NORDERHAUG* L. R. Region 5* San Francisco* Office of the 
Director. 79/06/05. 5pp. 28416:075. 24X Fiche; 50-000* 84/06/21* 

8501150104. 


P. Operating license stage documents 8c correspondence 


8501150104 Partial response to FOIA request for physical security 8c 
safeguards insp repts for all nonpower reactors in Regions 
II 8c V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERGOOD* S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000* 84/06/21, 8501150104, 


Q. Inspection reports* IE Bulletins Sc correspondence 


8501150104 Partial response to FOIA request for physical security 8c 
safeguards insp repts for all nonpowar reactors in Regions 
II 8e V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON* J.M. Division of Rules and Records, 84/06/21. AFTER GOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000* 84/06/21* 8501150104. 


— 8501150154 Sanitized version of Insp Rept 50-224/79-02 on 790521. No 
noncompliance noted. Major areas inspacted: security plan*SNM 
protection* security organi zation* access control* alarm sys* 
keys* locks Sc combinations* communications 8c surveillance. 

POWER*E. J. * NORDERHAUG* L. R. Region 5* San Francisco* Office of the 
Director. 79/06/05. 5pp. 28416:075. 24X Fiche: 50-000* 84/06/21* 

8501 150104. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


Q. Inspection reports* IE Bulletins Sc correspondence 


8501070175 Ack receipt of 840917*1030 Sc 1105 Itris informing NRC of 
steps taken to correct violations noted in Insp Repts 
50-225/84-01 8c 70-0920/84-01. 

MARTIN, T.T. Division of Engineering Sc TiM^Hnical Programs. 84/11/28. 

LAHEYiR. T. Rensselaer Polytechnic Institute, Troy* NY. 2pp. 

28204; 330. 24X Fiche: 50-225* 84/11/28* 8501070175. 



DOCKETED ITEMS 


DOCKET 50-228 AEROTEST RADIOGRAPHY it RESEARCH REACTOR 


F. Securityj medical* emergency it fire protection plans 


8501150387 Notifies that full implementation of approved emergency plan 
accomplished on 840821 w/general meeting of all employees to 
discuss details of plan* in response to 841011 Itr. 

NEWACHECK* R. L. Aerotest Operations* Inc. 85/01/09. THOMAS* C. 0. 
Standardization & Special Projects Branch. Ip. 28379:247. 24X 

Fiche: 50-228* 85/01/09* 8501150387. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security* medical* emergency it fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
directory. W/841217 release memo. 

MOORE* R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 24X 

Fiche; 50-000* 84/11/30* 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
directory. 

GALLE*0. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031. 

24X Fiche: 50-000* 84/11/30* 8412210259. 


8501140040 Revised emergency plan implementing procedures* including 
Rev 10 to T8N-CCC-1 re corporate command ctr director* Rev 4 
to TSN-CCC-2 re intelligence director it Rev 3 to TSN-CCC-3 
re medical director. 

MOORE* R. D. * LICARI*K. Commonwealth Edison Co. 84/11/30. 

DENTON* H. R. NRC - No Detailed Affiliation Given. 106pp. 28360:249. 

24X Fiche: 50-000* 84/11/30* 8501140040. 


8501070383 Advises that SPD8 will be in svc on Unit 3 by 850101* per 
Suppl 1 to NUREO-0737 it 840612 confirmatory order. Unit 2 
SPD8 will be in svc prior to startup from current refueling 
outage projected for early Feb 1985. 

RYBAK* B. Commonwealth Edison Co. 84/12/31. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. 2pp. 28204:307. 24X 

Fiche: 50-237* 84/12/31* 8501070383. 


8501150367 Revised emergency plan implementing procedures* including 
Rev 1 to EPIP 100-C12 re operational support ctr supervisor 
& Rev 2 to EPIP 300-2 re ongoing emergency communications. 

W/850108 Itr. 

SCOTT* D.J. Commonwealth Edison Co. 85/01/08. DENTON* H. R. Office 
of Nuclear Reactor Regulation* Director. 15pp. 28386:116. 24X 

Fiche: 50-010* 85/01/08* 8501150367. 


*8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. O. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 28556:109. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. ATtcT will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND* J. A. Region 3, Office of Director, 85/01/11. REED* C. 
Commonwealth Edison Co, 2pp. 28426:122. 24X Fiche: 50-000* 85/01/1 1* 

8501170042. 


8501180333 Ehh'84*^025A; or der imposing civil monetary penalties in amount 
of «130*000 issued. Action based on violations re radiation 
protection it safeguards# including lack of training & 
unauthorized access. 

ROBINSON* P. Director's Office, Office of Inspection and Enforcement. 
85/01/16. Ip. 28453:288. 24X Fiche; 50-237, 85/01/16* 8501180333. 


J. Insurance it indemnity information 


6501280262 Forwards Endorsement 2 to MAELU Certificate M-93 b NELIA 
Certificate N^93i, Endorsement 3 to MAELU Certificate M-83 *r 
NELIA Certificate N-63 it Endorsement 5 to MAELU Certificate 
M-71, 

q8TER*U, Commonwealth Edison Co. 85/01/16. SALTZMAN,J. Assistant 
Director for State 6t Licensee Reiations. 21pp. 28568:346. 24X 

Fiche: 50-000, 85/01/16, 8501280262. 


P. Operating license stage documents & correspondence 


8501170074 Application for amend to Licenses DPR-19 it DPR-25; ehasnging 
Tech Specs to allow disposal of contaminated waste oil by 
burning. Justification end. Fee paid. 

RYBAK, B. Commonwealth Edison Co. 84/12/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 28425:315. 24X 

Fiche; 50-237, 84/12/20, 8501170074. 


— 8501170076 Proposed Tech Specs re disposal of contaminated waste oil 
burning in onsite auxiliary boilers. 

* Commonwealth Edison Co. 84/12/20. 6pp. 28425:321. 24X 

Fiche; 50-237, 84/12/20, 8501170074. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000,84/12/27* 8501030120. 


8501070363 Forwards six detailed oversize drawings of reactor pressure 
vessel internal supports & seismic response spectra at 
internal support elevations* per request* for evaluation of 
SEP Topic III-6. Aperture cards in PDR. 

SKOLNIK, D. , HAUSMAN*J. E. Commonwealth Edison Co. 84/12/28. 

SCHOLL* R. Systematic Evaluation Program Branch. 36pp. 28202:004. 

24X Fiche: 50-237*84/12/28,8501070363. 


8501100149 Discusses SEP Topic VII-l.A re isolation of reactor 
protection sys from non-safety sys. Concern to be addressed 
by running test on representative local power range 
monitor -card. Planning of test in progress. 

SKOLNIK, D., HAUSMAN, J. E. Commonwealth Edison Co. 85/01/02. 
SCHOLL, R. Systematic Evaluation Program Branch. 2pp. 28298:349. 
24X Fiche; 50-237* 85/01/02* 8501100149. 


8501170047 Advises that Relief Request PR-1 for second 10-yr inservice 
testing program re use of vibrational velocity measurement 
for detection of mechanical change in pumps* will be revised. 

Relief request will be resubmitted by 850401. 

RYBAK* B. Commonwealth Edison Co. 85/01/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 28426:119. 24X 

Fiche: 50-237,85/01/02, 8501170047. 


8501170048 Forwards final submittal re SEP Topic 1 1 1-IO. A* Section 
4. 12. 1, "Thermal Overload Protection for Motors of Motor 
Operated Ualves, " in response to 831104 ltr. 

RYBAK* B. Commonwealth Edison Co. 85/01/02. GILBERT* R. NRC - No 
Detailed Affiliation Given. 14pp. 28426:105. 24X 

Fiche: 50-237, 85/01/02, 8501170048. 


8501170196 Forwards "Operation of Mobile Low Level Radwaste Vol 
Reduction Sys at Dresden Nuclear Power Station, " 

RYBAK* B. Commonwealth Edison Co. 85/01/03. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. Ip. 28428:340. 24X 

Fiche: 50-237, 85/01/03* 8501170196. 


— 8501170197 "Operation of Mobile Low Level Radwaste Vol Reduction Sys 
at Dresden Nuclear Power Station. " 

COLEY* R.F. Commonwealth Edison Co. 84/12/31. 21pp. 28428:341. 

24X Fiche: 50-237* 85/01/03* 8501170196. 


8501170063 Forwards addl info re radiological impact of hydrogen water 
chemistry program* per 830407 ltr. 

RYBAK*B. Commonwealth Edison Co. 85/01/04. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. 14pp. 28426:008. 24X 

Fiche: 50-237, 85/01/04, 8501170063. 


8501160211 Forwards safety evaluation of util 840702 it 0914 submittals 
re NUREG~0737, Item II. B. 3, "Post-Accident Sampling Sys." 

Review indicated 10 of 11 criteria met Sc proposed procedure 
for estimating degree of core damage acceptable. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/14. FARRAR, D.L. 

Commonwealth Edison Co. 6pp. 28411:022. 24X Fiche: 50-000, 85/01/14, > 

8501160211. 


8501240311 Forwards Amend 84 to License DPR-19 *t safety evaluation. | 
Amend consists of changes to Tech Specs to support Cycle 10 
operation Sc authorizes use of hafnium in control rod blades. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/17. FARRAR, D. L. \ 

Commonwealth Edison Co. 3pp. 28526:033. 24X Fiche; 50-237* 85/01/17* | 

8501240311. 1 


— 8501240320 Amend 94 to License DPR-19, changing Tech Specs to support 
Cycle 10 operation Sc authorizing use of hafnium in control 
rod blades. 

ZWOLINSKI* J. A. Operating Reactors Branch 5. 85/01/17. 51pp. 

28526:036, 24X Fich •: SO-237* 85/01/17, 0501240311. 


— 8501240328 Safety evaluation supporting Amend 84 to License DPR-19. 
e Office of Nuqlear Reactor^ Regulation, Director. 85/01/17. 6pp, 
28526:087. 24X Fff he: 50-237* 85/01/17. 8501240311, 


38 
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Q. Inspection reports, IE Bulletins & correspondence 


8501080016 Forwards Insp Repts 50-010/84-16,50-237/84-19 & 

50-249/84-18 on 841017-1 119. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28246:108. 24X Fiche: 50-010, 84/12/10, 
8501080016. 


— 8501080020 Insp Repts 50-010/84-16, 50-237/84-19 8c 50-249/84-18 on 
841017-1119. No noncompliance or deviations noted. Major areas 
inspected : previous insp findings, regional requests, 
operational safety, events, surveillance, maint & generic Itrs. 
CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/07. 10pp. 

28246; llO. 24X Fiche: 50-010, 84/12/10, 8501080016. 


8501080528 Forwards Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20. 50-373/84-25 8< 

50-374/84-32 on 840815-1207 & notice of violation. 

SPESSARD, R. L, Region 3, Office of Director. 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp, 28244:343. 24X Fiche: 50-000, 84/12/11, 

8501080528. 


— 8501080535 Notice of violation from insp on 840815-1207. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/11. 3pp. 
28244: 345. 24X Fiche: 50-000, 84/12/11, 8501080528. 


—8501080544 Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 & 

50-374/84-32 on 840815-1207, Noncompl lance noted: failure to 
implement procurement QA program. 

HASSE, R. A. , KROPP,W. J. , HAWKINS, F. C. Regions, Office of Director. 

84/12/11. 13pp. 28244:348. 24X Fiche: 50-000, 84/12/11, 

8501080528. 


8501020284 Informs that ultrasonic insp of stainless steel piping in 
agreement w/Oeneric Ltr 84-11. No new crack indications in 
sys other than reactor water cleanup sys found. Results of 
augmented exams Sc supporting data end. 

RYBAK, B. Commonwealth Edison Co. 84/12/19. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 22pp. 28142:213. 24X 

Fiche: 50-237, 84/12/19. 8501020284. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list end, 

GRACE, U. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503. 


S50U40044 Forwards Insp Repts 50-010/84-17,50-237/84-22 Ic 50-249/84-20 
on 841113-20. No noncompliance noted. 

PAPERIELLO,C. J. Region 3, Office of Director. 84/12/21, REED, C. 
Commonwealth Edison Co. 2pp. 28377:278. 24X Fiche; 50-010, 84/12/21, 

8501140044. 


—8501140050 Insp Repts 50-010/84-17,50-237/84-22 8< 50-249/84-20 on 
841113-16 Sc 19-20. No noncompliance or deviation noted. Major 
areas inspected: sol id radwaste sys, including barreling, 
packaging Sc treatment of waste Sc transportation. 

PAUL, R, A., GRANT, W.B., GREGER, L. R. Region 3, Office of Director. 
84/12/21. 21pp. 28377:280. 24X Fiche: 50-010, 84/12/21, 8501140044. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER,J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067, 24X Fiche: 50-000, 04/12/21, 

8501300674. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, U. G, Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000. 84/12/28, 

8501100475. 


8501160534 Forwards Insp Repts 50-010/84-18,50-237/84-23 Sc 50-249/84-21 
on 841120-1220 Sc notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 04/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28420:148. 24X Fiche: 50-010, 84/12/28, 

8501160534, 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01 /1 1 , 8501080502. 


8501300713 Forwards Insp Rept 50-237/84-21 on 841106-08,19-21,27-29 Sc 
1217. No noncompliance noted. 

HARRISON, J. J. Region 3, Office of Director. 85/01/14. REED, C. 
Commonwealth Edison Co. 2pp. 28677:086. 24X Fiche; 50-237, 85/01/14, 

8501300713. 


—8501300720 Insp Rept 50-237/84-21 on 841106-08,19-21,27-29 Sc 1217. 

No noncompliance or deviation noted. Major areas inspected; 
qualification Sc certification records & exams to meet 
Generic Ltr 84-11 Sc Reg Guide 1. 150 requirements. 

KEY, W. J. , DANIELSON, D. H. Region 3, Office of Director. 85/01/14. 
13pp. 28677:088. 24X Fiche: 50-237, 85/01/14, 8501300713. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 630103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche; 50-000, 85/01/15, 8501100655. 


8501180333 EN-84-025A: order imposing civil monetary penalties in amount 
of 4130,000 issued. Ac tion based on violations re radiation 
protection & safeguards, including lack of training Sc 
unauthorized access. 

ROBINSON, P., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/16. Ip. 28453:288. 24X Fiche: 50-010, 85/01/16, 

8501180333. 


8501160196 ZE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501160196. 


6501240066 Provides supplemental response to IE Bulletin 84-02 re nylon 
or lexan coil spool-type HFA relays. Replacement program will 
be limited to scope outlined in bulletin. Visual insp will be 
discontinued for Unit 3 starting 850218. 

ALEXANDER, G. L. Commonwealth Edison Co. 85/01/17. KEPPLER, J. G. 
Region 3, Office of Director. 2pp, 28531:230. 24X 

Fiche; 50-237, 85/01/17, 8501240066. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. , 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 20692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fi ch e: 50-000, 85/01/23. 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD. R. L. Region 3, Office of Director. 85/01/28. REED. C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 lE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Svc list end, 

GRACE, J.N. Division of QA, Safeguards Sc Insp Programs 
<830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295, 24X Fi cite: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501160519 Monthly operating repts for Dec 1984. W/850102 ltr, 

■ — 8501160537 Notice of violation from insp on 841120-1220. MAXWELL, D. C. . SCDTT, D. J. Commonwealth Edison Co. 84/12/31. 16pp. 

SHAFER, W.D. Region 3,, Office of Director. 84/12/28. Ip. 28420:101. 24X Fiche: 50-237, 84/12/31, S501160519. 

28420:150. 24X Fiche: 50-010, 84/12/28, 8501 160534. 


-^8501160538 Insp Repts SO-OiO/BA-^lS, 50-237/04-23 Sc 50-249/84-21 on 
841 120-1220, None pcnp I, iance hoti|ij written repts of 840307 & 17 
reactor scrams not submitted in timely manner. 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/28. 7pp. 
28420:151. 24X Fiche: 50-010, 84/12/28, 8501 160534. 
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Reportable occurrences^ LERs & related correspondence 


8501100201 LER 84-021-01: on 841012, foll-in limit switch on CRD K-8 
jumpered to prevent refuelinp block. Caused by personnel 
error. Appropriate personnel c ounseled. W/641224 Itr. 

KIMiO. , SCOTT, D.J. Commonwealth Edison Co. 84/11/08. 3pp. 
28348:057. 24X Fiche: 50-237, 84/1 1/08, 8501 100201. 


8501100182 LER 84-108-00: on 841205, main steam line mechanical snubbers 
inoperable. Cause under investigation. Snubbers replaced. 

W/841224 Itr. 

SCHROEDER, B. A. , SCOTT, D. J. Commonwealth Edison Co. 84/12/24. 3pp. 
28350:185. 24X Fiche: 50-237, 84/12/24, 8501 100182. 


8501110191 LER 84-024-00: on 841207, secondary containment momentarily 
broken when turbine bldg interlock door opened before 
reactor bldg interlock door fully closed. Caused by personnel 
exiting reactor bldg. Door functioning properly. M/841231 Itr. 
TRUNQUEST, L. , SCOTT, D. J. Commonwealth Edison Co. 84/12/26. 3pp. 
28362:161. 24X Fiche: 50-237, 84/12/26, 8501 1 10191 . 


8501110195 LER 84-019-00: on 841206, w/unit in refuel inservice insp in 
progress, welds located in reactor water cleanup sys 
identified as having rejectable ind icati ons. Repa irs will be 
made by weld overlay <k/or pipe rep lacement. M/850103 Itr. 

COEN, R. , SCOTT, D. J. Commonwealth Edison Co. 85/01/03. 3pp. 
28362:164. 24X Fiche: 50-237, 85/01 /03, 8501 110195. 


8501170255 LER 84-023-00: on 841214, torus-to-condenser drain valve 
AO 2-1599-61 leaked 121 SCFH. Cause unknown. Valve repaired 
& will be leak rate tested prior to return to svc. M/650108 
Itr. 

COYLE, L., SCOTT, D.J. Commonwealth Edison Co. 85/01/08. 3pp. 
28445: 246. 24X Fiche: 50-237, 85/01/08, 8501170255. 


8501250525 LER 84-025-00: on 841220, 4-kV main feed breaker 152-2430 
on bus 24-1 failed to trip open. Caused by dirty auxiliary 
breaker contacts in trip control logic. Contacts cleaned & 
breaker returned to svc after testing. M/850116 Itr. 

JACKSON, R., SCOTT, D.J. Commonwealth Edison Co. 85/01/16. 3pp. 
28562: 219. 24X Fiche: 50-237. 85/01/16, 8501250525. 


V, Operator Examinations 


8501280459 Forwards safety evaluation S< technical evaluation ropt re 
NUREO-0737, TMI Items I. A. 2. 1. 4, "Upgrading of Reactor 
Operator St Senior Reactor Operator Training & 

Qualif ications" & n.B.4. 1, "Training for Mitigation 
ZMOLXNSKI, J. A. Operating Reactors Branch 5. 85/01/25. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28565:156. 24X Fi che: 50-237, 85/01/25, 

850 1280459. 


—8501280470 "Technical Evaluation Rept, TMl Action Plan Items I. A. 2. 1 Sc 
IX. B. 4, Dresden Units 2 8( 3, " 

BUZY, J. Licensee Qualifications Branch. 85/01/25. 13pp. 

28565:160. 24X Fi ch e: 50-237, 85/01/25, 8501280459. 


DOCKET 50-243 OREGON STATE UNIV, RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security St 
safeguards insp repts for all nonpower reactors in Regions 
11 V from 1979 to present. Forwards App A documents. 

Portions of documents withheld <ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERGOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche; 50-000, 84/04>/81, 8501150104. 


—8501150162 Sanitised version of Insp Rept 50-243/79-01 on 790514-15. No 
noneompliance noted. Major areas inspected: security plan, SNM 
protection, security organization, access control, alarm sys, 
keys, locks Se combinations, surveillance St procedures. 

M0RTEN8EN, W. P. , NORDERHAUQ, L. R. Region 5, San Francisco, Office of 
the Director, 79/06/18. 4pp. 28416:082. 24X 

Fiche; 50-000, 84/06/21, 8501150104. 


0. Inspection reports, IE Bulletins St correspondence 


8501150104 Partial response to FOIA request for physical security St 
safeguards insp repts for all nonpdwer reactors in Regions 
IX Ik V from 1979 to present. Forwards App A documents. 

Portions of documants withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERODOD, 8. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150162 Sanitized version of Insp Rept 50-243/79-01 on 790514-15. No 
noncompliance noted. Major areas inspec ted: security plan, SNM 
protection, security organi zat i on, acces s control, alarm sys, 
keys, locks St combinations, surveillance St procedures. 

MORTENSEN, M. P. , NORDERHAUG, L. R. Region 5, San Francisco, Office of 
the Director. 79/06/18. 4pp. 28416:082. 24X 

Fiche: 50-000, 84/06/21,8501150104. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency St fire protection plans 


S5011104B3 Forwards Insp Rept 50-244/84-21 on 840910-13. No violation 
noted. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/12/27. 

KOBER,R. M. Rochester Gas & Electric Corp. 2pp. 28362:236. 24X 

Fiche: 50-244, 84/12/27, 8501110483. 


— 8501110487 Insp Rept 50-244/84-21 on 840910-13. No violation or 
deviation noted. Major areas inspected: annual emergency 
exercise performed on 840912. 

COHEN,!., HARPSTER, T. L. Division of Engineering St Technical 
Programs. 84/12/17. 9pp. 28362:238. 24X Fiche: 50-244, 84/12/27, 

8501110483. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 28556:109. 24X 

Fiche: 50-000,85/01/09, 8501100621. 


8501170027 Remits fee for NRC review of util 841004 request for addl 
exemptions from certain requirements of 10CFR50, App R. 

KOBER, R. M. Rochester Gas St Electric Corp. 85/01/09. DIGGS, R. M. 
License Fee Management Branch. Ip. 28427: 125. 24X 

Fiche: 50-244,85/01/09. 8501170027. 


8501240156 Forwards Rev 2 to "App R Alternative Shutdown Sys" re 
proposals to provide safe cold shutdown capability following 
fire anywhere in plant. 

MAIERiJ. E. Rochester Gas St Electric Corp. 85/01/16. ZMOLINSKI, J. A. 

Operating Reactors Branch 5. 16pp. 28528:252. 24X 

Fiche; 50-244, 85/01/16, 8501240156. 


8501300253 Advises that, in light of Commission 841121 order modifying 
830324 order, 841220 Amend 1 to License DPR-18 re mods 
required by NUREG-0737, Item HI. D. 3. 4, "Control Room 
Habitability," appear inappropriate. 

KOBER, R.M. Rochester Gas St Electric Corp. 85/01/21. ZMOLINSKI, J. A. 

Operating Reactors Branch 5. Ip. 28642: 196. 24X 

Fiche: 50-244, 85/01/21, 8501300253. 


J. Insurance St indemnity information 


8501110357 Forwards Endorsement 86 to MAELU Policy MF-47. 

STERN, D. Marsh St McLennan, Inc. 85/01/08. SALTZMAN, J. D. Assistant 
Director for State St Licensee Relations. 2pp. 28309:299. 24X 

Fiche: 50-244, 85/01/08, 8501110357, 


P. Operating license stage documents St correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21, BELL, N, 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


—8501230305 Returns amend re consolidation of mgt facilities w/o 
concurrence. Reasons for conclusions re NSHC stds not 
supported. Reason why consolidation of facilities will not 
increase probability of accident needed. 

GOLDBERG, J. Office of the Executive Legal Director. 84/03/22. 
DICK,G. NRC - No Detailed Affiliation Given. Ip. 28525:282. 24X 

Fiche: 50-000,84/06/21,8501230111. 


—8501230443 Comments on proposed notice St NSHC for amend to authorize 
use of new fuel Sc Tech Specs mod. Rational basis for 
concluding that amend involves NSHC nonexistent. 

QRAy,J. R. Office of the Executive Legal Director. 84/03/09. 

DICK, G. NRC - No Detailed Affiliation Given. Ip. 28525:296. 24X 

Fiche: 50-000,84/06/21,8501230111. 


8501280455 FOIA request for all correspondence of 1982-83 between util 
Sc NRC re shipment routes for irradiated fuel between former 
reprocessing plant at Mest Valley St facilities. 

RESNIKOFF,M. Sierra Club. 84/07/10. NRC - No Detailed 
Affiliation Given. Ip. 28637:313. 24X Fiche: 50-000, 84/07/10, 

8501280455. 
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8501280466 Response to FOIA rec^uest for all correspondence of 1982-83 
between util & NRC re shipment routes for irradiated fuel 
between former reprocessing plant at West Valley Sc 
facil ities. No documents located. Action completes request. 

FELTON. J.M. Division of Rules and Records. 84/08/01. RESNIKOFF, M. 
Sierra Club. Ip. 28637:314. 24X Fic he: 50-000. 84/08/01. 8501280466. 


8501290426 Forwards application for amend to License DPR-18. changing 
Tech Specs to revise conditions that most be satisfied 
during refueling operations. Fee paid. 

KOBER.R. W. Rochester Gas & Electric Oorp. 85/01/25. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 28617:052. 24X 

Fiche: 50-244, 85/01/25. 8501290426. 


8501180363 Forwards nonproprietary Sc proprietary WCAP-10750 Sc 
WCAP-10698, respectively, “Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld <ref 10CFR2, 790). 

LADXEU. A. Uestinghouse Operating Plants Owners Group. LADIEU. A, 
Yankee Atomic Electric Co. 84/12/20. EISENHUT. D. G. Division of 
Licensing. 4pp. 28452:252. 24X Fiche: 50-000. 84/12/20, 8501 180363. 


— 8501180364 Request proprietary WCAP-10698. “Steam Generator Tube 
Rupture Analysis Methodology to Determine Margin to Steam 
Generator Overfill," be withheld <ref 10CFR2. 790). Affidavit 
end. 

UXESEMANN. R. A. Westinghouse Electric Corp. 84/12/20. 

EISENHUT. D. G. Division of Licensing, 10pp. 28452:256. 24X 

Fiche: 50-244, 84/12/20. 8501180363. 


— 8501180365 "Steam Generator Tube Rupture Analysis Methodology to 
Determine Margin to Steam Generator Overfill. " 

LEWIS.R.N. . VOLPENHEXN. E. C. . HUANG, P. Westinghouse Electric Corp. 
WCAP-10750. 84/12/31. 127pp, 28452:266. 24X 

Fiche: 50-244, 84/12/20. 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Oualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27. 8501030120. 


8501020317 Informs that proposed single failure proof mods to auxiliary 
bldg crane comply w/NUREG-0554 Sc NUREG-0612, App B. Mods 
acceptable. SER supporting mods end. 

ZWOLXNSKX, J. A. Operating Reactors Branch 5. 84/12/31. KOBER.R. W. 

Rochester Gas Sc Electric Carp, 2pp. 28138:333. 24X 

Fiche: 50-244, 84/12/31, 8501020317. 


8501020334 SER supporting proposed single failure proof mods to 
auxiliary bldg crane. 

* Office of Nuclear Reactor Regulation, Director, 84/12/31. 2pp. 
28138: 335. 24X Fiche: 50-244. 84/12/31, 8501030317. 


— 8501290429 Application for amend to License DPR-IB, chang ing Tech Specs 
to revise conditions that must be satisfied during refueling 
operations. 

KOBER.R. W. Rochester Gas Sc Electric Corp. 85/01/25. 2pp. 

28617: 053. 24X Fiche: 50-244, 85/01/25. 8501290426. 


— 8501290432 Proposed Tech Specs, revi sing conditions that must be 
satisfied during refueling operations. 

* Rochester Gas Sc Electric Corp. 85/01/25. 5pp. 28617:055. 24X 

Fiche: 50-244, 85/01/25. 8501290426. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche; 50-000, 84/12/21. 8412190503. 


8501030095 Responds to NRC ltr re violations noted in Insp Rept 
50-244/84-23. Corrective actions: formal stopwork issued for 
irradiated fuel movement until discharge damper repaired, 
broken coupling repaired Sc Fan Flow Switch 1C adjusted. 

KOBER, R. W. Rochester Gas Sc Electric Corp. 84/12/21. HURLEY, T. E. 
Region 1, Office of Director. 5pp. 28163:035. 24X 

Fiche; 50-244. 84/12/21, 8501030095. 


8501110483 Forwards Insp Rept 50-244/84-21 on 840910-13. No violation 
noted. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/12/27. 

KOBER, R. W. Rochester Gas Sc Electric Corp. 2pp. 28362:236. 24X 

Fiche: 50-244, 84/12/27, 8501110483. 


—8501110487 Insp Rept 50-244/84-21 on 840910-13. No violation or 
deviation noted. Major areas inspected; annual emergency 
exercise performed on 840912. 

COHEN, I. > HARPSTER, T. L. Division of Engineering Sc Technical 
Programs. 84/12/17. 9pp. 28362:238. 24X Fiche: 50-244, 84/12/27, 

8501110483. 


850108025D Requests remittance of Class III fee to complete review of 
831201 application for amend to License DPR-18, requesting 
one-time exemption from certain insp requirements of Tech 
Spec Section 4.4.4.1(d). 

DIGGS, R.M. License Fee Management Branch. 84/12/31. KOBER, R. W. 
Rochester Gas Sc Electric Corp. ip. 28271:314. 24X 

Fiche: 50-244, 84/12/31, 8501080250. 


8501060250 Requests remittance of Class III fee to complete review of 
831201 application for amend to License DPR-IB, requesting 
one-time exemption from certain insp requirements of Tech 
Spec Section 4.4.4.1(d), 

DIGGS, R.M. License Fee Management Branch.. 84/12/31. KOBER, R. W. 
Rochester Gas Sc Electric Corp. Ip. 28271.314. 24X 

Fiche: 50-244, 84/12/31, 8501060250. 


8501080185 Forwards outline of proposed load testing program for 
proposed mod to auxiliary bldg crane, per NUREG-0554. Test 
loads will be lifted only inches off transporting truck bed 
to avoid potential consequences of load drop. 

KOBER, R.W. Rochester Gas Sc Electric Corp. 85/01/02. ZWOLINSKl, U. A. 

Operating Reactors Branch 5, 2pp. 28231:360. 24X 

Fiche: 50-244, 85/01/02, 8501080185, 


8501140148 Notification of 850131 meeting w/util Sc Westinghouse in 
Bethesda, MD to discuss analytical basis for proposed TSl-2 
limits. 

MILLER, C.L. Operating Reactors Branch 5. 85/01/10. ZWOLINSKI, U. A. 

Operating Reactors Branch 5. 3pp. 28361:202. 24X 

Fiche: 50-244, 85/01/10, 850114014B. 


8501160184 Informs that US Tool Sc Die Drawings USTD 8369-14 Sc 16, 
provided in 840706 response to NRC questions re mod of spent 
fuel storage racks should not be considered proprietary. 

KOBER, R.W. Rochester Gas It Electric Corp. 85/01/11. ZWOLINSKI, J. A. 

Operating Reactors Branch 5. Ip. 28410:298. 24X 

Fiche; 50-244,85/01/11,8501160184. 


8501240012 Forwards fee for review of 831201 epplicatlon to amend 
License DPR-IB, reHuiesilng pne time exemption from certain 
inep requireiments of :Te4h Spec 4; 4. 4. 1(d). 

KOBER, R.W. Rochester Gas St Electric Corp. 85/01/16. DIGGS, R. M. 
License Fee Management Branch. Ip. 28532:204 24X 

Fiche: 50-244, BS/01/16, 8501240012. 


8501300234 Responds to Generic Ltr 84-24 re environ qualification of 
electrical equipment. Environ qualification program 
addressing 1QCFR50. 49 in place. Equipment will be qualified 
on currently approved schedule. 

KOBER.R W. Rochester Ges St Electric Corp. 85/01/24, ZWOLINSKI, J. 
Operating Reactors Branch 5; . Spp; 28642:342, 24X 

Fiche; 5P-244> 85/01/24, 8501300234; 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501080502 lE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list encl. 

UORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502, 


6501100655 IE Irifo Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft It Impeller. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fiche: 50-000, 85/01/15, 8501100655. 


8501210059 Forwards Insp Rept 50-244/84-24 during Nov-Dec 1984. No 
violations observed. 

COLLINS, 8. J. Region 1, Office of Director. 85/01/15. KOBER, R. W. 
Rochester Gas It Electric Corp, 2pp, 28470:125. 24X 

Fiche: 50-244, 85/01/15, 8501210059. 


—8501210087 Insp Rept 50-244/84-24 during Nov-Dec 1984. No violations 
identified. Major areas inspected : plant activities during 
routine operations, 1 icensee action on previous findings It 
surveillance testing. 

COOKrW.A., LAZARUS,W. J. Region 1, Office of Director. 85/01/11. 
llpp. 28470:127. 24X Fiche: 50-244, 85/01/15, 8501210059. 
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8501240012 Forwards fee for review of 831201 application to amend 
License DPR-1S» request ing one time exemption from certain 
insp requirements of Tech Spec 4.4.4.1(d). 

KOBER, R. W. Rochester Gas & Electric Corp. 85/01/16. DIGGS, R. M. 
License Fee Management Branch. Ip. 28532:204. 24X 

Fiche: 50-244, 85/01/16, 8501240012. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fic h e: 50-000, 85/01/17, 8501 160196. 


8501280492 Forwards Investigation Rept 50-244/1-83-031. No violations 
noted. 

STAROSTECKI, R. Region 1, Office of Director. 85/01/21. KOBER,R.W. 
Rochester Gas & Electric Corp. 2pp. 28565:132. 24X 

Fiche: 50-244, 85/01/21, 8501280492. 


— 8501280495 Investigation Rept 50-244/1-83-031. No violation noted. Major 
area investigated: al leged intimidation of OC auditors. 

* Region 1, Office of Director. 85/01/21. lOpp, 28565; 134. 24X 

Fiche: 50-244, 85/01/21, 8501280492. 


8501230229^ IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Flch e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche; 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co, of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501230589 Monthly operating rept for Nov 1984. W/e41212 Itr. 

MCNAMARA, A. E. , SNOW, B. A. Rochester Gas Sc Electric Corp. 84/11/30. 
6pp. 28540:001. 24X Fiche; 50-244, 84/11 /30, 8501230589. 


V. Operator Examinations 


8501070345 Supple util 841214 Itr Sc confirms 841221 telcon re several 
licensed operators. Individual identified as ")(" not involved 
in licensed duties Sc status quo to he maintained until 
requalification program complete. 

KOBER.R. W. Rochester Gas Sc Electric Corp. 84/12/27. STAROSTECKI, R. 

Division of Project Sc Resident Programs. 4pp. 28203:302. 24X 

Fiche: 50-244,84/12/27, 8501070345. 


8501070056 Summary of 841120 meeting w/util re licensee operator 
requalification program. 

DICK, G. F. Operating Reactors Branch 5. 85/01/03. Operating 

Reactors Branch 5. 12pp. 28204:309. 24X Fiche: 50-244, 85/01/03, 

8501070056. 
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F. Security, medical, emergency Sc fire protection plans 


850115017B Responds to FOIA request for SECY-84-176. SECY end. 

FELTON, J.M. Division of Rules and Record*. 84/07/03. WISE, J. R. 
Bishop, Liberman, Cook, Purcell Sc Reynolds. Ip. 28392:290. 24X 

Fiche: 50-245, 84/07/03, 8501150178. 


—8405180023 Recommends Commission agree w/staff approval of licensee 
position to provide alternate location for certain emergency 
operations facility functions. Alternate facility 40 miles 
from site. 

0iRCKS,W. J. Office of the Exfcutive Director for Operations, 
SECY-84-176. 84/04/26, i4pp.i: ; 21392: 291, 24X * 

Fiche: 50-245, 84/07/03, 8501150178. 


8501080186 Rev 15 to emergency plan. w,: ^ 

* Northeast Nucleei* Energy Co, (subs, of Northeast Utilities), 
84/12/14, EI8ENHUT, D. 0. NRC - No Detailed Affiliation Given, 27pp. 
2SS^: iOa 24X Fiche: 50-245, 84/12/14,8501080186. 


8501160043 Informs that Rev 15 to emergency plan implemented. Rev meets 
intent of stds of 10CFR50. 47( b ) Sc 10CFR50, App E. 

COUNSIL, W. G. , SEARS, C.F, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. 0. Northeast Utilities. 84/12/21. 
MURLEY, T. E. Region 1, Office of Director. Ip. 28421:002. 24X 

Fiche: 50-245,84/12/21, 8501160043. 


8501100165 Forwards Insp Repts 50-245/84-26 50-336/84-24 on 841028- 

1208. No violations noted. 

WENZINGER, E. C. Division of Project Sc Resident Programs. 84/12/26, 
COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28348:068. 24X Fiche: 50-245, 84/12/26, 8501 100165. 


— 8501100191 Insp Repts 50-245/84-26 Sc 50-336/84-24 on 841028-1208. No 
violations noted. Major areas inspected : evaluation of plant 
operations, equipment alignment Sc readiness, radiation 
protection, physical security Sc fire protection. 

SHEDLQSKY, J. T. , LIPINSKI, D. R. , MCCABE, E. C. Region 1, Office of 
Director. 84/12/21. 9pp. 28348:070. 24X Fiche; 50-245, 84/12/26, 

8501100165. 


8501080228 Revised emergency plan implementing procedures, including 
EPIP-4201, “Radiological Dose Assessment, " EPIP-4223, 
"Computerized Calculations of Offsite Gaseous Concentrations 
St Doses - Puff Model" Sc forms index. W/B50102 Itr. 

COUNSIL, W. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W.G. Northeast Utilities. 85/01/02. 89pp. 

28232:001, 24X Fiche: 50-245. 85/01/02, 8501080228. 


8501170134 Forwards Draft 2 of Rev 0 to emergency plan, per commitment 
made in util 840629 Itr. Plan tentatively scheduled to become 
effective on 850901. Submittal of plan considered sufficient 
to close out Unit 3 SER Open Item 17. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northcest 
Utilities). COUNSIL. W. G. Northeast Utilities. 85/01/02. 

MILLER. J.R. Operating Reactors Branch 3. ZWOLINSKI, J. A. Operating 
Reactors Branch 5. YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 
28423:301. 24X Fiche: 50-245. 85/01/02, 8501170134. 


—8501170143 Draft 2 of Rev 0 to emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
85/01/31. 200pp. 28423:303. 24X Fiche: 50-245, 85/01/02, 

8501170134. 


S5010B0175 Revised corporate organization for nuclear incidents 
procedures, including Rev 7 to CONI 4.02 re on-call manager 
of radiological consequence assessment, responsibilities 8e 
general guidelines. W/B50103 Itr. 

RODGERS, R. L. , COUNSIL, W. G. Northeast Utilities. 85/01/03. 54pp. 

28231: 178. 24X Fiche: 50-000, 85/01/03, 8501080175. 


8501100621 Generic Ltr 85-01 to all power reactor licensees << ell 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Bpp. 28556:109. 24X 

Fiche; 50-000, 85/01/09, 8501100621. 


8501230084 Forwards FEMA final exercise rept for 831005 joint exercise 
of state 8( local radiological emergency preparedness plans. 

Rept contains schedule for corrective actions for 
deficiencies found during exercise. W/o end. 

MARTIN, T.T. Region 1, Office of Director. 85/01/15, COUNSIL, W. 0. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp 
28514: 196. 24X Fiche: 50-245, 85/01/15, 8501230084. 


P. Operating license stage documents correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants." Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


B501160336 Coswsfnts on interim reliability evaluation program 
study, per 830411 Sc 090$ requests. Probab i listic safety study 
will provide sound basis for accurately assessing safety 
significance of various glanncd design changes. 

COUNSIL, W. G. North aa6t Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. 0. Northeast Utilities. 85/01/03. 

ZWOLINSKI, J. A. Operating Reactors Branch 5, 7pp. 28406:332. 24X 

Fiche: 50-245, 85/01/03, 8501160336. 


8501100222 Discusses closeout of TMI Action Item II. K. 3. 18 re automatic 
depressurization sys (ADS) logic mod. For plants w/isolation 
condensers,no mpds to ADS logic required & implemantatipn of 
emergency procedures sufficient. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/0$. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp 
28290:018. 24X Fiche: 50-245, 85/01/08, 8501 100222 . 
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8501310210 Forwards Phase 2 info re planned controls for handling 
heavy 1 oads» inc lud ing util rev of procedures & load paths to 
reduce probability of load drop or to prevent movement of 
certain loads over dry er/separater pool* per NRC 801222 Itr. 

COUNSILiW. 0. Northeast Nuclear Energy Co. <subs. of Northeast 
Utilities). COUNSIL* W. G. Northeast Utilities. 95/01/14. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 33pp. 28655:150. 24X 

Fiche: 50-245* 85/01/14, 8501310210. 


8501310398 Forwards Rev 1 to “Millstone Nuclear Power Station, Unit 1. 
Inservice Test Pump & Valve Program. “ Program revised to 
meet provisions of ASME Boiler Sc Pressure Vessel Code. 

Section XI. 

COUNSIL* W. G. , OPERA* J.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. U. 6. Northeast Utilities. 85/01/16. 
ZWDLINSRI. U. A. Operating Reactors Branch 5. 2pp. 28658:098. 24X 

Fiche: 50-245, 85/01/16. 8501310398. 


— 8501310477 Rev 1 to "Millstone Nuclear Power Station. Unit 1. Inservice 
Test Pump Se Valve Program. " 

* Northeast Utilities. 84/08/15. 134pp. 28658: 100. 24X 

Fiche: 50-245. 85/01/16* 8501310398, 


8501290117 Notification of 850129-30 meetings w/util in Bethesda.MD to 
discuss integrated reliability evaluation program 
recommendations & update & probabilistic safety analysis 
development. Tentative agenda end. 

BOYLE. M. L. Systematic Evaluation Program Branch. 85/01/17. 

GRIMES. C. I. Systematic Evaluation Program Branch. 3pp. 26646:153. 
24X Fiche: 50-000. 85/01/17,8501290117. 


8501300270 Ack receipt of 850103 response to NRC 830411 request for 
comments re NUREG/CR-30S5. "Interim Reliability Evaluation 
Program Analysis of Millstone Point Unit X. " Comments will 
be reflected in probabilistic assessment. 

ZWOLINSKI. J. A. Operating Reactors Branch 5, 85/01/25. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 
28643; 019. 24X Fiche: 50-245, 85/01/25, 8501300270. 


0. Inspection reports. IE Bulletins S< correspondence 


8501230082 Further response to FOIA request for seven categories of 
documents re failures in electrical relays. Forwards App A 
documents. Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. BELL. N. 
Nuclear Information & Resource Service. 2pp. 28536:003. 24X 

Fiche: 50-000. 84/05/24, 8501230082, 


—8501230107 Forwards util 810518 response to IE Info Notice 81-01 
describing survey of G£ Type HFA relays. Relay replacement 
program will be followed during course of future insp. 

Related info end. 

MARTIN. T.T. Region 1. Philadelphia. Office of the Director. 
81/05/29. JORDAN. E. L. Office of Inspection & Enforcement, Office 
of the Director. 5pp. 28536:005. 24X Fiche: 50-000. 84/05/24, 

8501230082. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21. 8412190503. 


B5O110O165 Forwards Insp Repts 50-245/84-26 it 50-336/84-24 on 841028- 
1208. No violations noted. 

UENZINGER, E. C. Division of Project it Resident Programs. 84/12/26. 
COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp, 28348:068. 24X Fiche: 50-245, 84/12/26, 8501100165. 


— 8501100191 Insp Repts 50-245/84-26 it 50-336/84-24 on 841028-1208. No 
violations noted. Major areas inspected : evaluation of plant 
operations, equipment alignment it readiness, radiation 
protection. physical security 8r fire protection. 

SHEDLOSKYtJ. T. . LIPINSKIiD. R. , MCCABE. E. C. Region 1. Office of 
Director. 84/12/21, 9pp, 28348:070. 24X Fiche: 50-245, 84/12/26. 

8501100165*; 


8501070401 IE Info Notice 85— 001. "Continuous Supervision of 
Irradiators." Svc list end. 

GRACE, J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation tc Testing of 
Differential Pressure Transmitters, " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103)^ 85/01/11. Consolidated Edison Co. of New 

York., Inc. 109pp. 28537:193. 24)( Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller." Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01 /15, 8501 100655. 


8501310398 Forwards Rev 1 to "Millstone Nuclear Power Station. Unit 1, 
Inservice Test Pump Sc Valve Program. " Program revised to 
meet provisions of ASME Boiler St Pressure Vessel Code. 

Section XI. 

COUNSIL. W. G. . OPEKA, J. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. W. G. Northeast Utilities. 85/01/16. 
ZWOLINSKI. J. A. Operating Reactors Branch 5. 2pp. 28658:090. 24X 

Fiche: 50-245. 85/01/16. 8501310398, 


— 8501310477 Rev 1 to "Millstone Nuclear Power Station. Unit 1. Inservice 
Test Pump 8e Valve Program. " 

* Northeast Utilities. 84/08/15. 134pp. 28658:100. 24X 

Fiche: 50-245. 85/01/16. 8501310398. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229. 


R. Periodic operating reports it related correspondence 


8501220019 Monthly operating rept for Nov 1984. W/B41213 Itr, 

HARRAN. G. , MROCZKA, E. J. Northeast Utilities. MROCZKA, E. J. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/11/30. 5pp. 28507:131. 24X Fi che: 50-245. 84/1 1/30, 8501220019. 


S. Reportable occurrences. LERs & related correspondence 


8501240019 LER B3-033/03X-1: on 831 126. during deinerting for cold 
shutdown, 5 kW heater for standby gas treatment train B would 
not energize. Caused by screw falling out of place in relay 
11T-15RCSXB. Screw reinstal led. W/8501 14 Itr. 

THULLiT.S., MROCZKA,E.J. Northeast Utilities. MROCZKA, E. J. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
85/01/14. 3pp. 28542:179. 24X Fiche: 50-245, 85/01/14, 8501240019. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8501220372 Further response to 830628 FOIA request for all 1982 SECY 
papers. Forwards SEC Y-S2-393. SECY-82-461 it SECY-82-490. 

Documents also available in PDR, Info partially withheld 
(ref FOIA Exemption 5). 

FELTON. J, M. Division of Rules and Records 84/06/07. WEISS, E. R, 
Union of Concerned Scientists. 2pp. 28520:001. 24X 

Fiche; 50-247, 84/06/07. 8501220372. 


8501220378 Discusses 821126 director's decision denying UCS request to 
suspend facility operations due to emergency planning it 
preparedness deficiencies. Info partially withheld. 

MALSCH.M. 0. Office of the General Counsel. SECY-82-490. 

82/12/14. Ip. 28520:030. 24X Fiche: 50-247, 84/06/07. 8501220372. 


8501070220 Forwards public version of revised pages to Books X Sc II of 
emergency procedures document. W/841228 release memo. 

O'TOOLE, J.D. Consolidated Edison Co. of New York. Inc. 84/12/14. 
MURLEY, T. E. Region 1, Office of Director. 3pp. 28228:073. 24X 
Fiche: 50-003, 84/12/14. 8501070220. 


— 8501070228 Public version of revised pages to Books 1 Sc II of emergency 
procedures document. 

* Consolidated Edison Co. of New York. Inc. 84/12/05. 100pp. 

28228:076. 24X Fiche: 50-003, 84/12/14. 8501070220. 


8501020299 Rev to Section 8 of emergency p Ian, W/B41227 Itr Sc two 
oversize ends. Aperture cards available in PDR. 

O'TOOLE.J.D. Consolidated Edison Co, of New York. Inc. 84/12/27, 
MURLEY, T.E. Region 1, Office of Director. 24pp. 28139:173. 24X 

Fiche: 50-003, 84/12/27, 8501020299. 


8501160013 Forwards Rev 2 to QA program. Rev incorporates recent 
improvements in organi zati on, authority . design Sc mod control 
Sc change to emergency plan audit frequency S< title. 

O'TOOLE.J.D, Consolidated Edison Co. of New York, Inc. 84/12/28. 
MURLEY, T.E. Region 1, Office of Director. Ip. 28421:155. 24X 

Fiche: 50-247,84/12/28. 8501160013. 
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B501160392 Forwards request for addl info re control room doses* based 
on 841221-22 discussions concerning control room 
habitabi lity. Response requested within 30 days. 

VARGA, S. A. Operating Reactors Branch 1, 85/Ol/OS. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 4pp. 28437:359. 24X 

Fiche: 50-247, 85/01/08, 8501160392. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 28556: 109. 24X 

Fiche: 50-000,85/01/09, 8501100621. 


8501280107 Forwards Amends 33 & 92 to Licenses DPR-5 & DPR-26, 
respectively & safety evaluation. Amends consolidate fire 
protection responsibilities of fire protection it safety 
administrator w/fire & property protection engineer. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 85/01/10. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 3pp. 28574:348. 24X 

Fiche: 50-003, 85/01/10, 8501280107. 


— 8501280115 Amends 33 it 92 to Licenses DPR-5 it DPR-26, respectively, 
consolidating fire protection responsibilities of fire 
protection t< safety administrator w/fire it property 
protection engineer. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/10. 11pp. 

28574: 351. 24X Fiche: 50-003, 85/01/10, 8501280107. 


— 8501280120 Safety evaluation supporting Amends 33 «< 92 to Licenses 
DPR-5 it DPR-26, respectively. 

* Office of Nuclear Reactor Regulation, Director. 85/01/10. 2pp. 
28574: 362. 24X Fiche: 50-003, 85/01/10, 8501280107. 


G. Adjudicatory correspondence 


8501280367 Further response to 830628 FOIA request for all SECY papers 
issued in 1982. Forwards listed documents. Documents also 
available in PDR. Info partially withheld <ref FQIA Exemption 
5). 

FELTON, J.M. Division of Rules and Records. 84/06/13. WEISS, E. R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche: 50-247, 84/06/13, 8501280367. 


— 6501280488 Commission paper re order responding to ASLB 820809 
questions. Draft order end. Info partially withheld. 

BICKWIT,L. Office of the General Counsel. SECY-82-337. 82/08/13. 

Commissioners. 6pp. 28636:312. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


H. General correspondence 


8501230522 Responds to 841120 ltr re loose parts in reactor core. Util 
continued use of modified heatup & noise monitoring programs 
precludes problems w/loose parts & ensures public health & 
safety not at risk. LERs it insp rept end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
85/01/16. STEIN, A. New York, NY. 4pp. 28536:289. 24X 

Fiche: 50-247, 85/01/16, 8501230522. 


— 8501230527 Expresses concern re presence of loose parts in reactor 
core. Comments requested, 

STEIN, A. New York, NY. 84/11/20. PALLADINO, N. Commissioners. 
Ip. 28536:293. 24X Fiche: 50-247, 85/01/16, 8501230522. 


0. Advisory Committee on Reactor Safeguards reports it correspondence 


8501160464 Comments on ACRS Subcommittee on Class 9 Accidents 840723 
meeting. MARCH 2.0 program utilised outside range of 
applicability. 

CORRADINI,M. ACRS - Advisory Committee on Reactor Safeguards. 
CORRADINI,M. Wisconsin, Univ. of, Madison, WI. 84/07/31. KERR, W. 
Michigan, Univ. of, Ann Arbor, MI. KERR,W. ACRS - Advisory 
Committee on Reactor Safeguards. 4pp. 28444:360, 24X 

Fiche: 50-003, 84/07/31, 8501160464. 


P. Operating license stage documents & correspondence 


8209230166 Forwards draft, "Ltr Rept on Review of Evaluation of Indian 
Point Probabilistic Safety Study, " 

HICKMAN, J.W. Sandia National Laboratories, 82/08/25, ISRAEL, S. 
Reliability it Risk Assessment Branch. Ip, 28484:001. 24X 

Fiche: 50-247, 82/08/25. 8209230166. 


— 8209230169 "Ltr Rept on Review of Evaluation of Indian Point 
Probabilistic Safety Study," draft rept. 

* Sandia National Laboratories. 82/08/25. Reliability it Risk 
Assessment Branch. 438pp. 28484:002. 24X Fiche: 50-247, 82/08/25, 
8209230166. 


8501300158 Partial response to FOIA request for documents re listed 
FIN fi les. Forward s documents listed in App A & App B. 

Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN B-0783. 84/08/09. 
SHOLLY,S.C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8110230021 Comments on plan for review of facility probabilistic safety 
study. Div of Sys Integration wishes to cover areas 
paralleling subj matter of NUREG-0850. 

MATTSON, R. J. Division of Systems Integration (pre 811005). 

81/10/09. MURLEY, T. Division of Safety Technology. 3pp. 

28667: 321. 24X Fiche: 50-000. 84/08/09. 8501300158. 


— 8201050386 Describes schedule, interdiv S< interofc interfaces, manpower 
needs & general approach for Zion probabilistic risk 
assessment review, Indian Point hearing it Zion/Indian Point 
final rept. 

MEYER, J.F. Reactor Systems Branch. 81/12/15. SPEIS, T. P. 

Assistant Director for Reactor Safety. 3pp. 28668: 147. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8201300026 Responds to 811209 request for review of LASL it Sandia Lab 
analyses re containment structure failure pressures. Repts 
end. 

SCHAUER,F. P, Structural Engineering Branch. 82/01/11. MAZETIS,0. 

Reactor Systems Branch. 10pp. 28666: ISO. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


— 8312220066 Forwards draft NRR comments it comments from parties to 
Indian Point special inquiry on board recommendation, finding 
it conclusion re shutdown order it emergency preparedness. 

ROWSDME, F. H. Assistant Director for Technology Review. 83/12/14. 
MOORE, J. Office of the Executive Legal Director. EISENHUT. D. G. 
Division of Licensing. MATTSON, R. J. Division of Systems 
Integration (post 811005). 100pp. 28670:352. 24X 

Fiche: 50-000,84/08/09, 8501300158. 


— 8501300512 Submits assessment of licensee participation in severe 
accident mitigation feature of Zion/Indian Point study, per 
technology exchange meetings held to date. Related info end. 
EISENHUT, D. G. Division of Licensing. 80/05/28. PEOPLES, D.L. 
Commonwealth Edison Co. 10pp. 28665: 342. 24X 

Fiche: 50-000. 84/08/09, B50130015B. 


— 8501300567 Forwards Table I re sections of PRA that were reviewed. 
Provides second pass comments for continuing review of 
probabilistic safety study. Summarizes concerns from 
820112-13 meetings. 

PRATT, W. T. Brookhaven National Laboratory. FIN A-3392. 82/01/22. 

MEYER, J. F. Reactor Systems Branch. 14pp. 28666:220. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— B501300594 Updates review of probabilistic safety study. Damage state 
frequencies, containment matrix *< site matrices used to 
generate point estimates for internal it internal plus 
external events end. 

PRATT, W. T. Brookhaven National Laboratory. FIN A-3712. 83/06/07. 

MEYER, J. F. Reactor Systems Branch. 65pp. 28668:051. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300605 Forwards summary of contents from NUREG-0850 it 
organizational charts for facility hearings it review of 
probabilistic safety study. Review of safety study will be 
compared w/NUREG-0850. 

MATTSON, R.j. Division of Systems Integration (post 811005). 
81/10/09. MURELY, T. Division of Safety Technology, EISENHUT, D. 
Division of Licensing. 4pp. 28668:150. 24X Fiche: 50-000, 

84/08/09, 8501300158. 


— B501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment, Consequence Analysis & Risk Assessment Summary," 
quarterly progress repts for 821215-830315. 

PRATT, W. T. Brookhaven National Laboratory. FIN A-3712. 83/03/31. 

MEYER, J. F, Reactor Systems Branch. 22pp, 28668:010, 24X 

Fiche: 50-000. 84/08/09, 8501300158. 


— ^8501300632 Forwards BNL draft review re probabilistic study, satisfy ing 
milestone for Task I. a per SER 189 re core-melt accidents. 

Rept does not include UCLA, Purdue or ASA reviews, 

PRATT, W.T. Brookhaven National Laboratory. 82/07/21. MEYER, J. F. 
Reactor Systems Branch. 73pp. 28668: 159, 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300647 Forwards tables for continuing review of Zion probabilistic 
safety study. Submits summary of tables satisfying fourth 
milestone for Task 1.9, per SER 189 re estimated core-melt 
accidents, 

PRATT, W. T. Brookhaven National Laboratory. FIN A-3392. 82/03/15. 

MEYER, J, F. Reactor Systems Branch. 21pp. 28667:195. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 



44 


DOCKETED ITEMS 


—8501300667 Forwards draft NUREG/CR-3300* "Review & Evaluation of Zion 
Probabilistic Safety Study. Vol 1. Conta inment Sc Site 
Consequence Analysis." Rept satisfies Milestone IV. B. 2 per 
SER 189 re core melt accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A--3712. 83/07/1B. 

MEYER, J. F. Reactor Systems Branch. 600pp. 28670:003. 24X 

Fiche; 50-000, B4/08/09, B501300153. 


— S501300672 Forwards PRA review sch edul e, rough chart depicting 
various interfaces for review it listed issues on sys 
analysis re disciplines in NRR. 

THADANI.A. C. Reliability !c Risk Assessment Branch. 82/04/26. 
HANAUER.S. H. Division of Safety Technology. VARGA, S. A. Operating 
Reactors Branch 1. 4pp. 2S667; 293. 24 X Fiche: SO-000, 84/08/09, 

850 1300 158. 


B409180388 Board Notification S4-1 50; provi des info re ongoing review 
of severe accident in which core melt accident may lead to 
rapid transfer of energy from melted core to coolant such 
that steam explosion may occur. 

EISENHUT, D. G. Division of Licensing. 84/08/27. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 4pp. 28307: 023. 24X 

Fiche: 50-247, 84/08/27, 8409180388. 


— 8409070328 Requests Commission notification of end info re sevei 
accident considerations in PWRs. Staff evaluation of info 
should be complete within several months depending on extent 
of analysis necessary. 

SPEIS, T. P. Division of Safety Technology. 84/08/24. 

EISENHUT. D. G. Division of Licensing. 131pp. 28307:027. 24X 

Fiche; 50-247, 84/08/27, 84091S03SS. 


8501160013 Forwards Rev 2 to QA program. Rev incorporates recent 
improvements in organi zation, authority, design & mod control 

it change to emergency plan audit frequency it a4/ls»/s»H 

0'T0DLE,J.D. Consolidated Edison Co. of New York, 

MURLEY.T.E. Region 1, Office of Director. Ip. 284«.l:i55. Z4X 
Fiche; 50-247, 84/12/20, S501160013. 


— 8501160021 Rev 2 to GA program. 

* Consolidated Edison Co. of New York, Inc. 84/11/30. 
2842 1 : 1 56. 24X Fiche: 50-247, 84/ 1 2/28, 850 1 1 600 1 3. 


94pp. 


8501080489 Requests submittal of fee for review of 841119 application 
requesting relief from ASME Code requirements. nj-mm e- n 

DIGGS, R.M. License Fee Management Branch. 84/12/31. O TOOLE, J. D. 
Consolidated Edison Co. of New York, Inc. Ip. 28264:355. 24X 

Fiche: 50-247, 84/12/31 . 8501080489. 


8501160443 Grants util 840517 request to withdraw 811229 application 
for amend to License DPR-26, changing Tech Specs to 
incorporate NUREG-0737, Items II. F. 1.1 it II.F. 1.2. FR notice 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. O^TOOLE, J. D. 

Consolidated Edison Co. of New York, Inc. 2pp. 28432:318. 24X 

Fiche: 50-247, 85/01/08, 8501160443. 


— 8501160445 Notice of withdrawal of 811219 application for amend to 
License DPR-26, chang ing Tech Specs to incorporate 
NUREG-0737, Items II. F. 1. 1. & II. F. 1. 2. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. 2pp. 

2S432: 320. 24X Fiche: 50-247. 85/01/08, 8501160443. 


8410240282 Informs that steam generator insp & preventative tube 
plugging program accomplished according to Tech Specs. Steam 
generators acceptable for continued svc. Safety evaluation 
end. 

VARGA, 8. A. Operating Reactors Branch 1. 84/10/05. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 2pp. 28357:334. 24X 

Fiche: 50-247, 84/10/05, 8410240282. 


8501280107 Forwards Amends 33 it 92 to Licenses DPR-5 it DPR-26, 
respectively & safety evaluation. Amends consolidate fire 
protection responsibilities of fire protection & safety 
administrator w/fire Se property protection engineer. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 05/01/10. O 'TOOLE, J. D. 

Consolidated Edison Co. of New York, Inc. 3pp. 28574:348. 24X 

Fiche: 50-003, 85/01/10, BS01280107. 


— 8501100073 Safety evaluation re steam generator insps Sc preventative 
tube plugging program. Generators acceptable for continued 
svc. 

* NRC - No Detailed Affiliation Given. 84/10/05, 7pp. 

28357: 336. 24X Fiche: 50-247, 84/10/05. 8410240282. 


8501020287 Forwards application for amend to License DPR-26, changing 
Tech Specs to meet requirements of Generic Ltr 83-37 re 
NUREG-0737 Tech Specs. Effective date delay of 90 days 
requested. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/21, 
VARGA, 8. A. Operating Reactors Branch 1. 2pp. 28142:183. 24X 

Fiche: 50-247. 84/12/21. 8501020287. 


— 8501020290 Application for amend to License DPR-26, changing Tech Specs 
to meet requirements of Generic Ltr 83-37 re NUREG-0737 Tech 
Specs. Safety assessment end. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 84/12/21. 
27pp. 28142:185. 24X Fiche: 50-247, 84/12/21, 8501020287. 


— 8501280115 Amends 33 it 92 to Licenses DPR-5 it DPR-26, respectively , 
consolidating fire protection responsibilities of fire 
protection it safety administrator w/fire it property 
protection engineer. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/10. 11pp. 

28574:351. 24X Fiche: 50-003, 85/01/10, 8501280107. 


— 8501280120 Safety evaluation supporting Amends 33 & 92 to Licenses 
DPR-5 it DPR-26, respectively. 

« Office of Nuclear Reactor Regulation, Director. 85/01/10. 2pp. 
28574:362. 24X Fiche: 50-003, 85/01/10, 85012B0107. 


8501240092 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test. " Rept contains results of Type A, B <k C containment 
leakage rate tests performed during fourth, fifth & sixth 
refueling outages, per 10CFR50, App J it Tech Specs. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/01/15. 
Varga, 8, A. operating Reactors Branch 1. Ip, 28528:291. 24X 

Fiche: 50-247,85/01/15, 8501240092. 


6501040158 Forwards response to NRC 841120 request for addl info re 
Generic Ltr 83-28, Items 4.2.1 it 4.2.2 re preventative maint 
program for reactor trip breakers maint it trending. 

□ 'TOOLE,J.D. Consolidated Edison Co. of New York, Inc. 84/12/26. 
VARGA, S. A. Operating Reactors Branch 1. 6pp, 28181:314. 24X 

Fiche: 50-247, 84/12/26, 8501040158. 


— 8501240094 "Reactor Containment Bldg Integrated Leakage Rate Test," 
final rept. 

MUSTO,A.J., DILLON, P.B. Ebasco Services, Inc, <subs. of Enserch 
Corp. ). 84/09/21. 130pp. 28528:292. 24X Fiche; 50-247, 05/01/15, 

8501240092. 


8501080574 Forwards Amend 91 to License DPR-26 & safety evaluation. 
Amend changes Tech Specs, modify ing definition of "operable" 
as applied to single-failure criterion for safety sys. 

Certain editorial it format changes also made. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 84/12/26. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 2pp. 28271:153. 24X 

Fiche: 50-247,84/12/26, B5010S0574. 


850.1080576 Amend 91 to License DPR-26, changing Tech Specs to modify 
definition of "operable" as applied to single-failure 
criterion for safety sys. Certain editorial & format changes 
also made. 

VARGA, 8. A. Operating Reactors Branch 1. 84/12/26. 5pp. 

28271:155. 24X Fiche; 50-247, 84/12/26, 8501080574. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8410240282 Informs that steam generator insp Sc preventative tube 
plugging program accomplished according to Tech 8p«cs. Steam 
generators acceptable for continued svc. Safety evaluation 
end. 

VARGA, S. A. Operating Reactors Branch 1. 84/10/05. O'TOOLE, J.D. 

Consolidated Edison Co. of New York, Inc. 2pp. 28357:334. 24X 

Fiche: 50-247, 84/10/05, 8410240282. 


— 8501100073 Safety evaluation re steam generator insps Sc preventative 
tube plugging program. Generators acceptable for continued 
svc. 

* NRC - No Detailed Affiliation Given. 84/10/05. 7pp. 

28357: 336. 24X Fiche: 50-247, 84/10/05, 8410240282. 


8501080581 Safety evaluation supporting Amend 91 to License DPR-26. 
* Office of Nuclear Reactor Regulation, Director. 84/12/26. 2p 
28271 : 160. 24X Fiche: 50-247, 84/12/26, 8501080574. 


85010^120 Generic Ltr 84-24 to all licensees of operating reactors 
certification of compliance to 
10CFR50. 49, Environ Qualification of Electric Equipment 

Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D.G. Division of Licensing. 84/12/27. Consolidated 
Edison Co of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J.N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. laipp. 28570: 042. a4X Fiche: 50-000, 84/12/21, 8412190503. 
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B501080240 Foruiardis Insp Rept 50-247/84-32 on 841101-30 it notice of 
violation. 

COLLINSiS. J. Region 1, Office of Director. 85/01/04. O'TOOLE, J.D. 
Consolidated Edison Co. of Neu York, Inc. 2pp. 28233:262. 24X 

Fiche: 50-247.85/01/04, 8501080240. 


— 8501080248 Notice of violation from insp on 841101-30. 

« Region 1, Office of Director. 85/01/04. 2pp. 28233:264. 24X 

Fiche: 50-247, 85/01/04, 8501080240. 


— 8501080266 Insp Rept 50-247/84-32 on 841 101-30. Violation noted: failure 
to submit LER in required time period & failure to reset 
480-volt relays per Tech Spec Amend 74. 

KENNY, T., HILLMAN, B., LIMROTH, D. Region 1, Office of Director. 
85/01/03. 10pp. 28233:266. 24 X Fi ch e: 50-247, 85/01/04, 8501080240. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. " Svc list end. 

ORACE, J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of Neu* York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, “Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11, Consolidated Edison Co, of Neu 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neui 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Nem 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501280377 Forwards refueling outage inservice insp test summary for 
reactor vessel, internals, primary St secondary side components 
St piping. Exams St tests conclude first 10-yr inservice insp 
interval, per Tech Spec 4.2 requirements. 

O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 85/01/21. 
VAROA, S. A. Operating Reactors Branch 1. 40pp. 28566:070. 24X 

Fiche: 50-247, 85/01/21. 8501280377. 


8501230229 IE Info Notice 85-005, “Pipe Whip Restraints." Svc list 
end, 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fieh e; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN,E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 65/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fich e; 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N, Division of (lA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fi c he: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports St related correspondence 


8501020244 Monthly operating rept for Nov 1984. N/841213 Itr. 

BLATT,M. , O'TOOLE, J.D, Consolidated Edison Co. of New York, Inc. 
84/11/30. MCDONALD, W, G. Division of Automated Information Services. 
7pp. 281!pr228. 24X Fiche: 50-247, 84/1 1/30, 8501020244. 


8501290709 Monthly operating rept for Dec 1984. W/850115 Itr. 

BLATT, M. , O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/12/31. MCDONALD, M. G. Office of Resource Management, Director. 
7pp. 28639:197. 24X Fiche; 50-247, 84/12/31, 8501290709. 


8. Reportable occurrences, LERs Sc related correspondence 


8501300601 LER 84-025-00; on 841219, fire occurred at generator exciter 
end seal due to spal fa:llure Sc hydrogen leakage. Caused by 
solidified boric acid preventing suction flow Sc gas binding 
of pumps. Flushing procedures modified. W/85P1 18 Itr. 

O'TOOLE, J.D. Consoiideted Edison Co. of New York, Inc. 84/01/18. 
Spp. 28(^77; Jt37, 24X Fiche: 50^^247, 84/01/18, 8501300601. 


8501070050 LER 84-022-00: on 841 127, valves PCV 1310A & B failed to 
stroke due to lack of power to solenoid valves. Caused by 
disconnection of Sc failure to reconnect power feeds to 
solenoid valves. Procedures reviewed, W/84 1227 Itr. 

BLATT, M., O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc. 
84/12/27. 3pp. 28218:280. 24X Fiche: 50-247, 84/12/27, 8501070050. 


8501210151 LER 84-023-00: on 841207, d i scovered auxiliary feedwater 
regulating valves might not permit min flow in throttled 
position. Valves set to limit initial flow to +50 gpm per 
steam generator. W/850107 Itr. 

BLATT, M., O'TOOLE, J.D. Consolidated Edison Co. of New York, Inc, 
85/01/07. 3pr). 28501:180. 24X Fiche: 50-247, 85/01/07, 8501210151. 


8501240663 LER 84-024-00: on 841218, erroneous weld channel 
pressurization line connection discovered. Caused by 
personnel error. Contractor (JC procedures enhanced to 
prevent further occurences. W/8501 17 Itr, 

ELLWANGER, J. , SOUTAR, C. F. Consolidated Edison Co. of New York, Inc. 
85/01/17. 3pp. 28554:300. 24X Fiche: 50-247, 85/01 /17, 8501240663. 


T. Hearing transcripts on non-anti trust matters 


8501170021 Summary of testimony it testimony of NJ Palladino on 821001 
before Subcommittee on Energy Conservation it Power it House 
Committee on Energy St Commerce re reactor safety. Pp 1-26, 
PALLAD1ND,N. Commissioners. 82/10/01. 33pp. 28462:274. 24X 

Fiche: 50-003, 82/10/01, 8501170021. 


8501170078 Summary of testimony it testimony of TM Roberts on 821001 
before Subcommittee on Energy Conservation St Power St House 
Committee on Energy S< Commerce re Commission 820727 order 
concerning rules governing special proceedings. 

ROBERTS, T.M. Commissioners. 82/10/01. 12pp. 28445:331. 24X 

Fiche: 50-003, 82/10/01, 850117007B. 


8501170257 Summary of testimony St testimony of JK Asselstine on 821001 
before Subcommittee on Energy Conservation St Power St House 
Committee on Energy S< Commerce re Commission orders imposing 
new requirements on public participation in proceedings. 

ASSELSTINE, J. K. Commissioners. 82/10/01. 22pp. 28464:188. 24X 

Fiche: 50-003, 82/10/01, 8501170257. 


8501170275 Summary of testimony St testimony of V Oillnsky on 821001 
before Subcommittee on Energy Conservation St Power St House 
Committee on Energy St Commerce re acceptable risk of 
operation of facility surrounded by large population. 

GILINSKY, V, Commissioners. 82/10/01. 9pp. 28464:221. 24X 

Fiche: 50-003, 82/10/01 , 8501 170275. 


8501180425 Summery of testimony S< testimony of JF Ahearne on 821001 
before Subcommittee on Energy Conservation St Power Sc House 
Committee on Energy St Commerce re procedures employed by 
Commission & ASLB Sc safety investigetion issues. 

AHEARNE, J.F. Commissioners. 82/10/01. 43pp. 28405:302. 24X 

Fiche; 50-003, 82/10/01, B501 180425. 
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F. Security, medicel, emergency St fir# protection plans 


8412210259 Forwards public version of revised emergency plen telephone 
d irectory. W/B41217 release memo, 

MOORE, R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 24X 

Ficht: 50-000, 84/11/30, 8412210259. 


—8412210293 Public version of revised emergency plan telephone 
directory. 

OALLE,D. P. Commonwealth Edison Co. 64/10/31. 52pp. 28234:031. 

24X Fiche: 50-000, 84/11/30,8412210259. 1 

i, 

8501140040 Revised emergency plan implementing procedures, including i 

Rev 10 to TSN-CCC-1 re corporate command ctr director, Rev 4 
to TSN-CCC-2 re Intel llgenct director St Rev 3 to TSN-CCC-3 ' 

re medicel director. I 

MOORE, R.D. , LICARI,K. Commonwealth Edison Co. 84/11/30. ^ 

DENTON, HR. NRC - Nu Detailed Affiliation Given. 106pp. 28360:249. 

24X Fiche: 50-000,84/11/30,8501140040. E 


8501070383 Advisas that SPD8 will be in eve on Unit 3 by 850101, per 
Suppl 1 to NyREG-0737 Sc 840612 confirmatory order. Unit 2 
SPD^ will be in svc prior to startup from current refueling 
outage projected fOT eprly Feb 1985. 

RYB^,B. jSomrnpnwealth Edison Co. 84/12/31. DENTON, HR. Office of 
HucieaT Realtor Regulation, Director. 2pp^ 28204:307. 24X 

■ 84/12/31, ©501070383; \ 
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8501150367 Revised emergency plan implementing proceduresi including 
Rev 1 to EPIP 100-C12 re operational support ctr supervisor 
& Rev 2 to EPIP 300--2 re ongoing emergency communications. 

W/B5010S Itr. 

SCOTT, D.J. Commonwealth Edison Co. 85/01/08. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 15pp. 28386:116. 24X 

Fiche: 50-010, 85/01/08, 8501150367. 


8501160211 Forwards safety evaluation of util 840702 «c 0914 submittals 
re NUREO-0737, Item II. B. 3, “Post-Accident Sampling Sys. " 

Review indicated 10 of 11 criteria met & proposed procedure 
for estimating degree of core damage acceptable, 

ZWDLINSKI, J. A. Operating Reactors Branch 5. 85/01/14. FARRAR, D. L. 

Commonwealth Edison Co. 6pp. 28411:022. 24X Fiche: 50-000, 85/01/14, 

8501160211. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. AT&T will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND, J. A. Region 3, Office of Director. 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche: 50-000, 85/01/1 1, 

8501170042. 


8501180333 EN-84-025A: order imposing civil monetary penalties in amount 
of $130,000 issued. Action based on violations re radiation 
protection & safeguards, including lack of training & 
unauthorized access. 

ROBINSON, P. Director's Office, Office of Inspection and Enforcement. 
85/01/16. Ip. 28453:288. 24X Fiche: 50-237, 85/01/16, 8501180333. 


J. Insurance & indemnity information 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 & NELIA 
Certificate N-93, Endorsement 3 to MAELU Certificate M-SS & 

NELIA Certificate N-83 & Endorsement 5 to MAELU Certificate 
M-71. 

□STER, J. Commonwealth Edison Co. 85/01/16. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000, 85/01/16, 8501280262. 


P. Operating license stage documents & correspondence 


8501170074 Application for amend to Licenses DPR-19 & DPR-25, changing 
Tech Specs to allow disposal of contaminated waste oil by 
burning. Justification end. Fee paid. 

RYBAK, B. Commonwealth Edison Co, 84/12/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 28425:315. 24X 

Fiche: 50-237, 84/12/20, 8501170074. 


—8501170076 Proposed Tech Specs re disposal of contaminated waste oil by 
burning in onsite auxiliary boilers. 

* Commonwealth Edison Co. 84/12/20. 6pp. 28425:321. 24X 

Fiche: 50-237, 84/12/20, 8501170074. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50, 49, "Environ Qualification of Electric Eciuipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G, Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp, 28464:230, 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


Q. Inspection reports, IE Bulletins & correspondence 


8501080016 Forwards Insp Repts 50-010/84-16, 50-237/84-19 it 
50-249/84-18 on 841017-1119. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28246:108. 24X Fiche; 50-010, 84/12/10, 

8501080016. 


— 8501080020 Insp Repts 50-010/84-16, 50-237/84-19 & 50-249/84-18 on 
841017-11 19. No noncompliance or deviations noted. Major areas 
inspected: previous insp f ind ing s, reg ional requests, 
operational safety, events, survei 1 lance, maint & generic Itrs. 
CHRISSOTIMQS, N. Region 3, Office of Director. 84/12/07. lOpp. 
28246:110. 24X Fich e: 50-010. 84/12/10, 8501080016. 


8501080528 Forwards Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 & 

50-374/84-32 on 840815-1207 it notice of violation. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche; 50-000, 84/12/1 1, 

8501080528. 


— 8501080535 Notice of violation from insp on 840815-1207. 

SPESSARD, R. L. Region 3, Office of Director. 64/12/11. 3pp. 
28244:345. 24X Fich e: 50-000. 84/12/11, 8501080528. 


— 8501080544 Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 it 
50-374/84-32 on 840815-1207. Noncompliance noted; fai lure to 
implement procurement QA program. 

HASSE, R. A. , KROPP, W. J. , HAWKINS, F. C. Region 3, Office of Director. 

84/12/11. 13pp. 28244:348. 24X Fiche: 50-000, 84/12/11, 

8501080528. 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness it Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503. 


8501140044 Forwards Insp Repts 50-010/84-17,50-237/84-22 & 50-249/84-20 
on 841113-20. No noncompliance noted. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/21. REED, C. 
Commonwealth Edison Co. 2pp. 28377:278. 24X Fiche: 50-010, 84/12/21, 

8501140044. 


— 8501140050 Insp Repts 50-010/84-17,50-237/84-22 it 50-249/84-20 on 
841113-16 it 19-20. No noncompliance or deviation noted. Major 
areas inspected ; sol i d radwaste sys, inc luding barreling, 
packaging & treatment of waste it transportation. 

PAUL, R. A., GRANT, W.B., GREGER, L. R. Region 3, Office of Director. 
84/12/21. 21pp. 28377:280. 24X Fic h e; 50-010, 84/12/21, 8501 140044. 


B501170047 Advises that Relief Request PR-1 for second 10— yr inservice 
testing program re use of vibrational velocity measurement 
for detection of mechanical change in pumps, will be revised. 

Relief request will be resubmitted by 850401. 

RYBAK, B. Commonwealth Edison Co, 85/01/02, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, Ip. 28426:119. 24X 

Fiche: 50-237, 85/01/02, 8501170047. 


B501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in S40B03 ltr will be discontinued 
as of 650101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER, J. 0. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501 300674. 


8501080423 Grants extension of deadline for environ qualification 
of electrical equipment important to safety until next 
outage scheduled for 850901, but no later then 841130, 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 
85/01/03. FARRAR, D.L. Commonwealth Edison Co, 4pp. 28231: OSJ 
24X Fiche: 50-249, 85/01/03, 8501080423. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J.G. Region 3, Office of Director. 84/12/28, REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28, 

8501100475. 


8501170196 Forwards "Operation of Mobile Low Level Radwaste Vol 
Reduction Sys at Dresden Nyclear Power Station," 

RYBAK, B. Commonwealth Edison Co. 85/01/03, DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director, Ip. 20428:340. 24X 

Fiche; 50 - 237 , 85 / 01 / 03 , 8501170196 , ; 


8501160534 Forwards Insp Repts 50-010/84-18,50-237/84-23 it 50-249/84-21 
on 841120-1220 it notice of violation. 

SHAFER, W, D. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28420:148. 24X Fiche: 50-010, 84/12/28, 

8501160534. 


. —8501160537 Notice of violation from insp on 841120-1220. 

0501170197 Operation of Mpbilt LbjW LeveX.Radwestf Vol Reduction Sys SHAFER, W. D. Region 3, Office of Director. 84/12/28, Ip. 

" 28420:150. 24X Fiche; 50-010, 84/12/28* 8501160534. 

COLEY,R,^F. Commonwealth Edison Co. 84/12/31. 2lpp. 28420:341. 

24X Fiche: 50-237. 85/01/03, 8501170196. 

— 8501160538 Insp Repts 50-010/84-18, 50-237/84-23 & 50-249/84-21 on 
841120-1220. Noncompliance noted : written repts of 840307 St 17 
reactor scrams not submitted in timely manner. 

CHRISSOTIMQS, N. Regions, Office of Director. 84/12/28. 7pp. 
28420: 151. 24X Fiche: 50-010, 84/12/2S, 8501160534. 
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8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. Svc list end, 

©RACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24 X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24 X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fich e: 50-000, 85/01/15, 8501 100655. 


8501180333 EN-S4-025A: order imposing civil monetary penalties in amount 
of *130,000 issued. Act ion based on violations re radiation 
protection it safeguards, including lack of training & 
unauthorized access. 

ROBINSON, P. Director's Office, Office of Inspection and Enforcement. 
85/01/16. Ip. 28453:288. 24X Fiche: 50-249, 85/01/16, 8501180333. 


8501160196 IE Info Notice 85-004, “Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169, 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501240066 Provide* supplemental response to IE Bulletin 84-02 re nylon 
or lexan coil spool-type HFA relay s. Rep lacement program will 
be limited to scope outlined in bul letin. Visual insp will be 
discontinued for Unit 3 starting 850218. 

ALEXANDER,©. L. Commonwealth Edison Co. 85/01/17. KEPPLER,J. ©. 
Region 3, Office of Director. 2pp. 28531:230. 24X 

Fiche: 50-237, 85/01/17, 8501240066. 


8501230229 ZE Info Notice 85-005, “Pipe Nhip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186, 24 X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fiche: 50-000, 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of (JA Topical Rept CE-l-A. Rev* 
satisfy 10CFR50, App B requirements, per 840111 & 23 meetings 
w/util at corporate ofcs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3, Office of Director, 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments, " Svc list end. 

©RACE, J. N, Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


V. Operator Examinations 


8501280459 Forwards safety evaluation it technical evaluation rept re 
NUREG-0737, TMI Items I. A. 2. 1. 4, "Upgrading of Reactor 
Operator it Senior Reactor Operator Training & 

Qualifications" & II. B. 4.1, "Training for Mitigation ' _ , 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/25. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28565:156. 24X Fiche: 50-237, 85/01/25, 

8501280459. 


— 8501280470 "Technical Evaluation Rept, TMI Action Plan Items I, A. 2. 1 & 
1 1. B. 4, Dresden Units 2 & 3. " 

BUZY. J Licensee Qualifications Branch. 85/01/25. 13pp. 

28565: 160. 24X Fiche: 50-237, 85/01/25, 8501280459. 


DOCKET 50-250 TURKEY POINT PLANT, UNIT 3 

F. Security, medical, emergency & fire protection plans 


8501210019 Forwards Safeguards Insp Repts 50-250/84-10 & 50-251/84-10 
on 840318-20. Notice of violation withheld (ref 10CFR2. 790 St 
73.21). 

LEUIS, R. C. Division of Project it Resident Programs. 84/03/28. 
WILLIAMS, J. W. Florida Power St Light Co. 2pp. 28501:011. 24X 

Fiche: 50-250, 84/03/28, 8501210019. 


— 8501210021 Safeguards Insp Repts 50-250/84-10 St 50-251/84-10 on 
840318-20. Noncompliance noted; failure to maintain positive 
control of escorted individual. Detai Is withheld (ref 10CFR2. 

790 St 73. 21 >. „ ^ 

MOCRE, D. E. , TILLMAN, A. , MCGUIRE, D. R. Region 2, Office of Director. 
84/03/26 Ip. 28501:013. 24X Fic he : 50-250, 84/03/28, 8501210019. 


8410100065 Forwards FEMA 44CFR350 findings on State of FL St associated 
local emergency plans re facilities. . tamc in 

DANCE, H. C. Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 
Florida Power St Light Co. Ip. 26896:140. 24X Fiche: 50-000. 

84/06/08, 8410100065. 


•8410100312 Approves state St local plans St preparedness for alerting St 
protecting public in event of radiological emergency. 

Approval conditional on verification of alert St notification 
sys, per criteria of App 3 of NUREO— 0654/FEMA-REP— 1, Rev 1. 

SPECK, S.W. Federal Emergency Management Agency. 84/02/15. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
26896: 141. 24X Fiche: 50-000, 84/06/08, 8410100065. 


8501210047 Forwards Insp Repts 50-250/84-36 St 50-251/84-37 on 
841106-08. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/27. 
WILLIAMS, J. W. Florida Power St Light Co. 2pp. 28501:275. 24X 

Fiche: 50-250, 84/11/27, 8501210047 


— 8501210053 Insp Repts 50-250/84-36 St 50-251/84-37 on 841106-08. No 
violations or deviations noted. Major area inspected: 
emergency exercise. 

DECKER, T.R., MARSTON, R. R. , SARTOR, W. M. Region 2, Office of 
Director. 84/11/21. 8pp. 28501:277. 24 X Fi che: 50-250, 84/1 1/27, 

8501210047. 


8501020006 Summarizes 841210 meeting w/licensee re scheduler exemption 
request from 10CFR50. 48 App R concerning fire protection 
requirements. Attendance list end. i tamc iu 

MCDONALD, D. 6. Operating Reactors Branch 1. 84/12/17. WILLIAMS, J. W. 

Florida Power St Light Co. 5pp. 28169:244. 24X 

Fiche: 50-250, 84/12/17. 8501020006. 


8501160519 Monthly operating repts for Dec 1984. W/850102 Itr, 

MAXWELL, D. C. , SCOTT, D. J. Commonwealth Edison Co. 84/12/31. 16pp. 

28420: 101. 24X Fiche: 50-237, 84/12/31, 8501160519. 


S. Reportable occurrences, LERs St related correspondence 


8501210107 PNO-1 1 1-85-004; on 850112, shutdown occurred during 
surveillance testing of turbine control valves. Caused by 
valves closing for unknown reason. Minor release of 
radioactivity experienced. Unit shut down pending analysis. 
CHRISSOTIMOS,N. , PAPERIELLO, C. Regions, Office of Director. 
85/01/14. Ip. 28471:059. 24X Fiche: 50-249, 85/01/14, 8501210107. 


8501290723 LER 84-023-00: on 841224, during HPCI sys pump test, main pump 
bearing velocity greater than procedural limit. Procedural 
limit found to be too conservative. Inservice testing 
frequency increased to monthly. W/850117 Itr. 

MCCABE, B., SCOTT, D.J. Commonwealth Edison Co. 85/01/17. 4pp. 

28639: 228. 24X Fiche: 50-^249, 85/01/17, 8501290723. 


)1020353 Inform* of schedule for submittal of supplemental detailed 
:ontrol room design review summary repts, per 841106 
'equest 6 as discussed at 841002 meeting . Items to be 

llLLlAMsfj.^W. *^Korida Power 6 Light Co. 84/12/26, EISENHUT, D. ©. 
livision of Licensing. VARGA, S. A. Office 

Regulation, Director. 3pp. 28138:021. 24X Fiche: 50-000, 84/12/26, 

3501020353. 


8501030088 Informs that proposed Tech Specs, based on Generic Ltr 84-15, 
to improve «c maintain emergency diesel generator reliability 
will be submitted by 850401, per 841213 ltr. Current 
surveillance program will maintain fl«'^*T‘ator reliability. 

WILLIAMS, J. W, Florida Power it Light Co, 84/12/28, VAROA, S. A, 
Operating Reactors Branch 1. Ip, 28163:042. 24X 

Fiche: 50-250, 84/12/28, 8501030088. 


8501140502 Forwards notice of environ assessment S* finding of no 
significant impact re 841116 request for exemption from 
scheduler requirements of iOCFRSO. 48 for fire dampers it 
structuY^al steel fireproofing. , -tamo i u 

VAROA, S. Operating Reactors Branch 1. 85/01/03. WILLIAMS, J. W. 

Florida Power tc Light Co, 2pp, 28378:357. 24X 

Fiche: 50-250, 85/01/03, 8501140502. 
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— 8501140507 Notice of environ assessment St finding of no significant 
impact re 841116 re«iuest for exemption from scheduler 
ret^uirements of 10CFR50. 48 for fire dampers St structural 
steel fireproofing. 

LAINASj G. C. Assistant Director for Operating Reactors. 85/01/03. 
4pp. 28378:359, 24X Fiche: 50-250, 85/01/03, 8501140502. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. *' Svc list end. 
eiSENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 12/27, 8501030120. 


8501180345 Forwards Rev 9 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

WILLIAMS, J. W. Florida Power & Light Co. 85/01/08. O'REILLY. J. P, 
Region 2, Office of Director. Ip. 28454:054. 24X 

Fiche: 50-250, 85/01/08, 8501180345. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT.D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01 /09, 8 501 1 00621 . 


8501150181 Revised emergency plan implementing procedures, including 
1103 re duties of emergency info manager, offsite emergency 
organization fc 1104 re duties of emergency security manager, 
offsite emergency organization. W/850109 ltr. 

WILLIAMS, J. W. Florida Power & Light Co. 85/01/09. O'REILLY, J. P. 
Region 2, Office of Director. 42pp. 28380:232. 24X 

Fiche: 50-000, 85/01/09, 8501150181. 


8501180048 Forwards info supplementing 841004 & 1101 Itrs providing 
addl info re SPDS implementation plan & parameter selection 
rept, per 840815 & 0914 requests. 

WILLIAMS, aw. Florida Power Sc Light Co. 85/01/14. EISENHUT, D. G. 
Division of Licensing. 3pp. 28455:007. 24X Fiche: 50-000, 85/01/14, 

8501180048. 


8501290459 Forwards exemption from scheduler requirements for fire 
protection water suppression, fire dampers, structural steel 
fireproofing S< penetrations. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/15. WILLIAMS, J, W, 

Florida Power Sc Light Co. 3pp. 28649: 141. 24X 

Fiche: 50-250, 85/01/15, 8501290459. 


—8501290473 Exemption from scheduler requirements of 10CFR50. 48 re 
interim compensatory measures for fire protection St 
post-fire safe shutdown capability. 

CASE,E. G. Office of Nuclear Reactor Regulation, Director. 
85/01/14. Florida Power Sc Light Co. 6pp. 28649:144. 24X 

Fiche: 50-250, 85/01/15, 8501290459. 


Q. Adjudicatory correspondence 


8501230410 Advises that 840228 ltr Sc attached file entitled, “File 
on Florida Power Sc Light Corp Operator, of Nuclear Power 
Plants in Florida, “ delivered to NRC on 850327, Certificate 
of Svc end. Served on 850122, 

LAZO, R. M. Atomic Safety and Licensing Board Panel. #185 173. 
85/01/16. GUTHRIE, W.L. Affiliation Not Assigned. 5pp. 28512:060. 
24X Fiche: 50-250,85/01/16,8501230410. 


8501040001 Forwards info re change to State of FL Dept of Environ 
Regulation Operating Permit 10 13-57079, designating 
groundwater underlying site as Class G-I II. Section of 
environ monitoring rept for 1981 end. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 27pp. 28182:219. 

24X Fiche: 50-250, 84/12/28, 8501040001, 


8501100571 Advises of completion of review of revised offsite dose 
calculation manual. Manual consistent w/methodology Sc 
guidelines in NUREO-0133 Sc acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/31. WILLIAMS, J. W. 

Florida Power Sc Light Co. 3pp. 28357: 193. 24X 

Fiche: 50-250, 84/12/31, 8501100571. 


8501110013 Informs that due to plant work load Sc resource limitations, 
submittal of proposed Tech Specs for containment purge valve 
operation will be delayed until 850401. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/08. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28314:361. 24X 

Fiche: 50-250, 85/01/08, 8501110013, 


8501110026 Responds to 841130 request for addl info. Actual response 
re preventative maint program for reactor trip breaker Sc/or 
maint Sc trending per Generic Ltr 83-28 will be provided by 
850118. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/08. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28314:350. 24X 

Fiche: 50-250, 85/01/08, 8501110026. 


8501150307 Advises that review of test rept Sc confirmation of seismic 
design will be completed by 850601, per 841203 safety 
evaluation of util proposed design mod for automatic 
activation of shunt trip attachment, per Generic Ltr 83-28. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/09. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28388:106. 24X 

Fiche: 50-250, 85/01/09, 8501150307. 


8501280743 Informs of proposed 1-day visit to corporate ofes to discuss 
util views on NUREO-0885 re regulatory requirements believed 
to have marginal importance to safety which have high 
burdens on utils or NRC. Proposed rule end. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/14. WILLIAMS, J. W. 

Florida Power 8c Light Co. 8pp. 28629:096. 24X 

Fiche: 50-000, 85/01/14, 8501280743. 


8501230315 Forwards updated status of inadequate core cooling 
instrumentation sys implementation, in response to NRC 841214 
request re TMI Item II. F. 2. 

WILLIAMS, aw. Florida Power <c Light Co. 85/01/16. VARGA, 8. A. 
Operating Reactors Branch 1. 3pp. 28512:033. 24X 

Fiche: 50-250, 85/01/16, 8501230315. 


P. Operating license stage documents 8c correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of “Sholly Amend" to consideration 
of TMJ-l steam generator QL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, a M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information tt Resource Service. 3pp. 28325:241, 24X 

Fiche: 50-000, 84/06/21, 8501230I11, 


— 8501230188 Informs that concurrence withheld until decision made on 
implication of Generic Issue 82, "Beyond Design Basis 
Accidents in Spent fuel Pools, " in response to initial 
notices 8c NSHC findings for reracks. 

GRAY, a R. Office of the Ej^ecutive Legal Director. 84/05/03, 
BXRKEL, R. , MCDONALD, D. , NR() - No Dotailed Affiliation Given. Ip. 
28525:259. 24X Fiche; 50^00, 84/06/21, 8301230111. 


8501230357 Forwards response to request for addl info re Generic Ltr 
83-28, Items 4.2.1 8c 4.2.2 on reactor trip breakers periodic 
maint program 8c parameters to forecast degradation of 
operability. 

WILLIAMS, aw. Florida Power 8c Light Co. FIN A-6814. 85/01/18. 

VARGA, S. A. Operating Reactors Branch 1. 5pp. 28510:097. 24X 

Fiche: 50-250, 85/01/18, 8501230357. 


Q, Inspection reports, IE Bulletins Sc correspondence 


B501210019 Forwards Safeguards Insp Repts 50-250/84-10 8c 50-251/84-10 
on 840318-20. Notice of violation withheld (ref 10CFR2. 790 tc 
73. 21). 

LEWIS, R. C. Division of Project Si Resident Programs. 84/03/28. 
WlLLIAMS,aW. Florida Power 8c Light Co. 2pp. 28501:011. 24X 

Fiche; 50-250, 84/03/28, 8501210019. 


8501230197 Notifies that concurrence withheld since bacis for NSHC 
inadequate for proposed amend removing restrictions on fuel 
enrichment. No basis provided for concluding that leval of 
burnup 8r beat load will not be affected fay amend. 

GRAY,j:r. Office of the Executive Legal Director. 84/05/02. 
MCDGNALD»D. NRC - No Detailed Affiliation Given. 2pp. 28525:260. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


—8501210021 Safeguards Insp Repts 50-250/84-10 8( 50-251/84-10 on 
840318-20. Nonqompliance noted: failure to maintain positive 
control of escorted individual.iDvtails withheld (ref 10CFR2. 

790 8c 73- 21). 

MOORE, D.E., TILLMAN, A., MCGUIRE, O, R. Region 2, Office of Director. 
84/03/26. Ip. 28501:013. 24X Ple^h i f 50^50, 84/03/28, 8501210019. 


— 8501230343 Forwards amend package w/o concurrence. Final NSHC 
determination must be made o<^i‘''essiiiig comments. 

T**i*e safety, iiiues re amend needed. 
ypUNG, M, NRC - No Detailed Affiliation Given. 83/11/28. 
NC®ONAt|,D. NRC H No Ip. 28525:289. 

24)( Fiche; SO-OOQ, 84/06/21> 8501230111. 


8501210047 Forwards Xnsp Repts 50-250/84-36 8c 50-251/84-37 on 
841106-08. No violations or d aviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/27. 
WILLIAMS, aw. Florida Power & Light Co. 2pp. 28501:275. 24X 

Fiche: 50-250, 84/11/27, 8501210047. 
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—8501210053 Insp Repts 50-250/84-36 & 50-251/84-37 on 841106-08. No 
violations or doviations notad. Major area inspected: 
emergency exercise. 

0ECKER>T. R. > MARSTON. R. R. . SARTOR. W. M. Region 2> Office of 
Director. 84/11/21. 8pp. 28501:277. 24X Fiche: 50-250. 84/11/27. 
8501210047. 


8501210238 Forwards Insp Repts 50-250/84-37 St 50-251/84-38 on 
841106-09. No violations or deviations noted. 

BROWNLEE. L. Region 2. Office of Director. 84/12/04. 

WILLIAMS. J. W. Florida Power St Light Co. 2pp. 28900:026. 24X 

Fiche: 50-250. 84/12/04. 8501210238. 


—8901210241 Insp Repts 50-250/84-37 St 50-251/84-38 on 841106-09. No 
violations or deviations noted. Major areas inspected: 
inservice insp. pump St valve program St IE bulletins. 

KLEINSOROE. W. P. . BLAKE. J. J. Region 2. Office of Director. 

84/11/30. 8pp. 28500:028. 24X Fiche : 50-250. 84/12/04. 8901210238. 


8501180222 Confirms 841206 telcon re enforcement conference concerning 
841203 auxiliary feedwater pump failure St resulting issues 
to be held in Region II ofc. Proposed meeting agenda end. 

0 'REILLY. J. P. Region 2. Office of Director. 84/12/14. 

WILLIAMS. J. W. Florida Power S< Light Co. 3pp. 28466:134. 24X 

Fiche: 50-250. 84/12/14. 8901180222. 


8901210165 Discusses 841207 meeting w/util at Region II ofc re status 
of performance enhancement program St tentative plans for 
another meeting in Feb 1989. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/14. 

WILLIAMS. J. W. Florida Power St Light Co. Ip. 28901:183. 24X 

Fiche: 90-250. 84/12/14. 8901210169. 


8901160345 Forwards disposition of nonconforming metis supplied by 
Tube-Line Corp reported in 840926 response to IE Bulletin 
83-06. Status rept also end. Next rept scheduled for 890104. 
WILLIAMS. J. W. Florida Power St Light Co. 84/12/17. 0 'REILLY. P. 

Region 2. Office of Director. 4pp. 28409:332. 24X 

Fiche: 90-250. 84/12/17. 8901160349. 


8501210043 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 90-250/84-28 Sc 
90-251/84-29. Ad 41 info re response to Item 2a reciuested 
within 30 days of Itr date. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/18. 

WILLIAMS. J. W. Florida Power Sc Light Co. 3pp. 28901:272. 24X 

Fiche; 90-250. 84/12/18. 8901210043. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. ** Svc list end. 

GRACE. J. N. Division of Emergency Preparedness Sic Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28970:042. 24X Fiche: 90-000. 84/12/21. 8412190903. 


8501210307 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct violations Sc deviations noted in Insp Repts 
90-250/84-29 Sc 90-291/84-26. 

OLSHINSKI Region 2. Office of Director. 84/12/21. WILLIAMS. J. W. 
Florida Power Sc Light Co. Ip. 28607:311. 24X Fiche: 90-000. 

64/12/21. 8901210307. 


— B901210312 Responds to NRC 841101 Itr re violations noted in Insp Repts 
50-290/84-29 Sc 90-251/84-26. Corrective actions;new training 
video tape prepared to address reciuirements of 
Admini«tr*tive Pnocedure 0306, 

WILLIAMS. J. W. Florida Power Sc Light Co. 84/11/28. O'REILLY. J. P, 
Region 2. Office of Director. 4pp. 28607:312. 24X 

Fiche; 90-000. 84/12/21. 8901210307. 


—8901210314 Forwards Insp Repts 90-290/84-29.90-291/84-26.90-339/84-26 Sc 
90-389/84-28 on 840813-0907 Sc nptiCf* of violation Sc 
deviation, WeakR*»ses idfntified in sopia areas of training 
organization. 

LEWIS, R.C. Region 2. Office of Director. 84/11/01. W1 LLXc|M8. J. H. 

Florida Power Sc Light Co. 2pp. 28607:316. 24X 

Fiche: 90-000. 84/12/21. 8901210307. 


— 8901210317 Notica of violation from insp on 840813-0907. 

« Region 2. Office of Director. 84/11/01. 2pp. 28607:318. 24X 

Fiche: 90-000. 84/12/21. 8901210307. 


— 8901210320. Notice of deviation from insp on 840813-0907. 

* Region 2. Office of Director. 84/11/01. Ip. 28607:320. 24X 

Fiche: 90-OpO. 84/12/21. 099121Q307. 


—8901210329 Insp Repts 90-290/81^^29* 90^291 /84 t 26# jK)-339/8^26 % 
90^389/84'?28 oti 8408 13-0907. Violatlcm ^ deviatipn rioted: 
failyre.ta .4^61 ipw procedure fpecifv|ng required on-the-job 
train reciulremehts for shift technical adyitors. 

F^OPMiRiD;. :^LiAN.O,^ . Region SL Office of DlrectpT. 84/10/19. 
24pp. 28607: 321. 24X Ficha: 90>^000. 84/12/21. 8901210307, 


8901170229 Forwards Exam Rept 5O-2SO/OL-84-01 of exams administered on 
840904. 

BROWNLEE. V. L. Region 2. Office of Director. 84/12/31. 

WILLIAMS. J. W. Florida Power Sc Light Co. 2pp. 28427:158. 24X 

Fiche: 50-250, 84/12/31, 8501170229. 


—8901170232 Exam Rept 50-290/OL-84-01 on 840905-07. Exam results: two of 
four candidates passed oral exams & five of nine passed 
written exams. Exam results end. 

COOK. E. A.. WILSON. B. A. Region 2, Office of Director. 84/12/31. 
80pp. 28427:160. 24X Fiche: 90-250. 84/12/31. 8501170229. 


— 8901170235 Forwards written responses Sc ref matls to substantiate 
statements made during 840907 exit interview re reactor Sc 
senior reactor operating exams on 840905. 

WILLIAMS. J. W. Florida Power Sc Light Co. 84/09/12. O'REILLY. J. P. 
Region 2. Office of Director. 69pp. 28427:240. 24X 

Fiche: 50-250. 84/12/31. 8501170229. 


8901140524 Forwards Structural Sc Geotechnical Engineering Branch SER on 
IE Bulletin 80-11 re masonry wall design. Requests info re 
completion of all necessary mods. TACs 42869 Sc 42870 
completed. 

VARGA. S. A. Operating Reactors Branch 1. 85/01/04. WILLIAMS. J. W. 

Florida Power Sc Light Co. 7pp. 28378:307. 24X 

Fiche; 50-250. B9/Q1/04. 8501140524, 


—8901140534 SER re masonry wall design. Items 2<b) Sc 3 of IE Bulletin 
80-11 fully implemented at facilitias. Safety-related 
masonry walls should withstand specifisd design load 
conditions w/o impairment of wall integrity. 

* Structural Sc Geotechnical Engineering Branch. 85/01/04. 4pp. 
28378; 310. 24X Fiche: 50-250. 89/01/04, 8501140924. 


— 8901080927 “Masonry Wall Design." technical evaluation rept. 

LE. A. K. . CON. V. N. ARVIN/CAL8PAN Advanced Technology Center. 
NRC-03-81-130. TER-C9906-235. 84/12/05. CHOKSHl. N. C. NRC - No 

Detailed Affiliation Given. 32pp. 28378:314. 24X 

Fiche: 50-290. 85/01/04. 8501140524. 


— 8901080930 “Technical Rept on Evaluation of Use of Arching Theory in 
Analysis of Masonry Walls Undar Diffarantial 
Prassur# - Turkey Point Plant Units 3 Sc 4. '• 

HAMID.A. A. Drexel Univ. . Philadelphia. PA. 84/11/30. 4pp. 

28378: 346. 24X Ficha: 50-290. 85/01/04. 8901140524. 


8901070401 IE Info Notica 85-001. "Continuous Supervision of 
Irradiators. “ Svc list end. 

GRACE. U. N. Division of Emergency Preparedness Sc Enginsering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 89/01/10. 8901070401. 


8501080902 IE Info Notice 85-002. "Improper Instellation Sc Testing of 
Oiffersntial Pressure Transmitters. " Svc list sncl. 

UORDAN. E. L. Division of Emsrgsncy Preparedniss Sc Englnasring 
Response (Post 830103), 89/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24 X Fich e: 90-000. 85/01/11. 8901080502. 


8901100699 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. '* Svc list end. 

JORDAN. E. L> Division of Emsrgsncy Preparedness Sc Enginetring 
Response (Post 830103). 89/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fich e; 90-000. 89/01/15. 8901 100699. 


B501160196 IE Info Notice B5-0Q4. "Inedequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E.L. Division of Emsrgency Preparedness Sc Engineering 
Responss (Post 830103). 89/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche; 50-000. 89/01/17. 0901160196. 


8901230329 IE Info Notice 85-009. "Pipe Whip Restraints." Svc list 
end. 

JORDANcE. L. Division of Emergerrcy Preparedness Sc Enginetring 
Response (Post 830103), 85/01/23. Consolidated Edison Co, of New 

Yorkv iric. 108pp. 28692:186. 24X Fiche: 50-000, 89/01/23* 8901230229, 

8901230236 lE Info Notice iKSi— 006. "Contamination of Breathing Air 
8ys, " Svc list sncl. 

JORDAN. E,L. Division of Emsrgency Preparedness Sc Enginetring 
Responss (Post 830103). 89/01/23, Consolidatsd Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich a; 90-000. 89/01/23. 8901230236. 


8901290352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list sncl. 

GRACE. J. N. Division of OA. Safsguards St Insp Programs 
(830103-890212). 89/01/29, Consolidated Edison Go, of New York. 

Inc. 67pp. 28692:299. 24X Fiche; 50-000. 85/01/29. 8901290352. 
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R. Periodic operating reports & related correspondence 


8501240010 Monthly operating repts for Nov 1984.14/841217 Itr. 
GRANT, N.W.i WILLIAMS, J. W. FI or ida Power & Li ght Co. 84/11/30. 
17pp. 28542:153. 24X Fic he: 50-000, 84/1 1/30, 8501240010. 


8501040001 Forwards info re change to State of FL Dept of Environ 
Regulation Operating Permit 10 13-57079, designating 
groundwater underlying site as Class G-I II. Section of 
environ monitoring rept for 1981 end. 

WILLIAMS, J. w. Florida Power & Light Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 27pp. 28182:219. 

24X F i c h e : 50-250, 84/ 1 2 /28, 8501 04000 1 . 


— 8501100077 Requests info re NRC decision to allow util to double 
nuclear waste storage capacity at facility. 

FASCELL,D. B. House of Rep. 84/12/07. KAMMERER, C. Office of 
Congressional Affairs. Ip. 28320:024. 24X Fiche: 50-250, 85/01/02, 

8501100068. 


V. Operator Examinations 


8501170229 Forwards Exam Rept 50-250/OL-84-01 of exams administered on 
840904. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/31. 

WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28427:158. 24X 

Fiche: 50-250, 84/12/31, 8501170229. 


S. Reportable occurrences, LERs & related correspondence 


8501080666 LER 84-030-00: on 841 129, surveil lance extension period 
allowed by Tech Spec 4. 15. 2. a. 6 expired when functional 
testing of diesel driven fire pumps could not be completed. 

Caused by App R mods made to sys. W/841231 Itr. 

TEUTEBERG, R. L. , WILLIAMS, J. W. Florida Power *c Light Co. 84/12/31. 
2pp. 28244:070. 24X Fiche: 50-250, 84/12/31, 8501080666. 


8501100064 LER 84-032-00: on 841203, 1 imiting condition for operation re 
auxiliary feedwater pump availability inadvertently 
exceeded. Caused by failure of personnel to apply recent 
interpretations of Tech Spec. M/e50102 Itr. 

TEUTEBERO, R. L. , WILLIAMS, J, W. Florida Power & Light Co. 85/01/02. 

5pp. 28349:282. 24X Fiche: 50-250. 85/01 /02, 8501100064. 


8501100106 LER 84-031-00: on 841202, containment isolation valve CV-3-855 
would not indicate closure in control room. Caused by ASCO 
solenoid valve malfunction. ASCO solenoid valve replaced. 

W/S50102 Itr, 

TEUTEBERG, R. L. , WILLIAMS, J.W. Florida Power 8« Light Co. 85/01/02. 
2pp. 28349:362. 24X Fiche: 50-250, 85/01/02,9501100106. 


8501220205 LER 84-033-00: on 841213, reactor trip occurred due to 
generator trip it subsequent turbine trip. Caused by fault in 
exciter created by shorting of dc to ac side of rotor. 

Exciter rotor replaced. W/850114 Itr. 

HART, R.D. , WILLIAMS, J. W. Florida Power & Light Co. 85/01/14. 3pp. 
28503:361. 24X Fiche: 50-250, 85/01/14, 8501220205. 


8501220213 LER 84-034-00: on 841213, containment isolation valve CV-3-204 
remained open. Caused by malfunction of solenoid valve. Air 
supply to valve secured. Solenoid valve removed, tested & 
replaced. W/aS0114 Itr. 

HART.R.D. , WILLIAMS, J. W. Florida Power & Light Co. 85/01/14. 2pp. 
28503: 306. 24X Fiche: 50-250, 85/01/44, 8501220213. 


8501310539 LER 84-038-00: on 841222, during daily operability testing, 
leak vent line discovered on emergency diesel generator B. 

Caused by vibration of engine coolant discharge line causing 
crown to break. Vent line & crown replaced. W/850121 Itr. 

TEUTEBERG, R. L. , WILLIAMS, J. W. Florida Power it Light Co. 85/01/21. 
2pp. 28693:004. 24X Fiche; 50-250, 85/01/21, 8501310539. 


— 8501170232 Exam Rept 50-250/DL-84-01 on 840905-07. Exam results; two of 
four candidates passed oral exams it five of nine passed 
written exams. Exam results end. 

COOK,E. A. , WILSON,B. A. Region 2, Office of Director. 84/12/31, 
SOpp. 28427:160. 24X Fiche: 50-250, 84/12/31, 8501170229. 


— 8501170235 Forwards written responses it ref matls to substantiate 
statements made during 840907 exit interview re raactor it 
senior reactor operating exams on 840905. 

WILLIAMS, J. W. Florida Power it Light Co. 84/09/12. 0 'REILLY, J. P. 

Region 2, Office of Director. 69pp. 28427:240. 24X 

Fiche: 50-250,84/12/31, 8501170229. 
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F. Security, medical, emergency & fire protection plans 


8501210019 Forwards Safeguards Insp Repts 50-250/84-10 St 50-251/84-10 
on 840318-20. Notice of violation withheld (ref 10CFR2. 790 St 
73, 21). 

LEWIS, R. C. Division of Project Sr Resident Programs, 84/03/28. 
WILLIAMS, J. W. Florida Power St Light Co. 2pp. 28501:011. 24X 

Fiche: 50-250,84/03/28, 8501210019. 


— 8501210021 Safeguards Insp Repts 50-250/84-10 St 50-251/84-10 on 
840318-20. None ompl ianc e noted: failure to maintain positive 
control of escorted individual. Details withheld (ref 10CFR2. 
790 it 73. 21). 

MOORE, D.E. Region 2, Office of Director. 84/03/26. Ip. 
28501:013. 24X Fiche: 50-250, 84/03/28, 8501210019. 


8410100065 Forwards FEMA 44CFR350 findings on State of FL St associated 
local emergency plans re facilities. 

DANCE, H,C. Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 
Florida Power St Light Co. Ip. 26896:140. 24X Fiche: 50-000, 

84/06/08, 8410100065. 


8501210047 Forwards Insp Repts 50-250/84-36 Sr 50-251/84-37 on 
841106-08.No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. B4/11/27. 
WILLIAMS, U. W. Florida Power Sr Light Co. 2pp. 28501:275. 24X 

Fiche: 50-250, 84/11/27, 8501210047. 


8501310545 LER 84-036-00; on 841221, emergency diesel generator B failed 
to start from control room, Caused by no load governor speed 
adjustment set higher than overspeed protection setpoint. No 
load speed read justed. W/850121 Itr. 

TEUTEBERG, R. L. , WILLIAMS, J. W. Florida Power Sr Light Co. 85/01/21. 
2pp. 28693:043. 24X Fiche: 50-250, 85/01/21, 8501310545. 


— 8501210053 Insp Repts 50-250/84-36 Sr 50-251/84-37 on 841106-08. No 
violations or deviations noted. Major area inspected; 
emergency exercise. 

DECKER, T.R., CLINE, W. E. Region 2, Office of Director. 84/11/21. 
8pp. 28501:277. 24X Fiche: 50-250, 84/ 11/27, 8501210047. 


8501250006 PN0-II-S5-009: on 850121, leak of 28 gpm identified in 
drywel 3. Caused by equalizing valves left open inadvertently 
St crack in vent line to bonnet weld on recirculation pump 
discharge valve. Two workers slightly contaminated. 

HEHL,C.W., CANTRELL, F. S, Region 2, Office of Director. 85/01/22. 

Ip. 28549:356. 24X Fiche; 50-250, 85/01/22, 8501250006. 


8501020006 Summarizes 841210 meeting w/licensee re schedular exemption 
request from 10CFR50. 48 App R concerning fire protection 
requirements. Attendance list end. 

MCDONALD, D. 0, Operating Reactors Branch 1. 84/12/17. WILLIAMS, J. W. 

Florida Power Sc Light Co. 5pp. 28169:244. 24X 

Fiche: 50-250, 84/12/17, 8501020006. 


8501310550 LER 84-040-00; on 841222, during load rejection tests, shot 
duration spike of 5,000 volts occurred on emergency diesel 
generator. Speed transients experienced acceptable. Generator 
Tech Specs will be revised by 850401. W/8 50 122 Itr. 

«« Light Co. S 5 / 01 / 22 . 4p 
28693:036. 24X Fiche: 50-250, 85/01/22, S501310550. 


6501020353 Informs of schedule for submittal of supplemental detailed 
control room design review summary repts, per 841106 
request Sc as discussed! at 841002 meeting. Items to be 
addressed in suppl listed. 

WILLIAMS, J. W. Florida Power Sr Light Co. 84/12/26. E18ENHUT, D. G. 
Division of Licensing, VARGA, S. A. Office of Nuclear Reactor 
Regulation, Director. 3pp. 28138:021. 24X Fiche; 50-000, 84/12/26, 

8501020353. 


Congressional/Ex ecu tive Corirespon4ence 


T-eq!J>»t Tor info re issuance of amends 
Licenses DPR-31 8e DPR-41,,pcrfflitt4ing increase in licensed 
*l*^^*®f capacity to 1,404 spent fuel asserabliei. Deecriptlon 
of fuel reprocessing history provided. 

Executive Director for Operations. 
85/01/02. FASCELL.D. B. House of Rep. 4pp. 28319:290. 24X 

Fiche; 50-250, 85/01/02, 8501 100068. 


8501030088 Informs that proposed Tech Specs, based on Generic Ltr 84-15, 
to improve St maintain emergency diesel generator reliability 
will be submitted by S504Ol,per 841213 ltr. Current 
surveillance program will maintain generator reliability. 

WILLIAMS, J. W. Florida Power Sr Light Co. 84/12/28. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28163:042. 24X 

Fiche: 50-250,84/12/28, 8501030088. 
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8501140502 Forwards notice of environ assessment & finding of no 
significant impact re 841116 request for exemption from 
scheduler requirements of 10CFR50. 48 for fire dampers & 
structural steel fireproofing. 

VAR0A« S. A. Operating Reactors Branch 1. 85/01/03. WILLIAMSj J. W. 

Florida Power it Light Co. 2pp, 28378:357. 24X 

Fiche: 50-250,85/01/03. 8501140502. 


— 8501140507 Notice of environ assessment & finding of no significant 
impact re 841116 request for exemption from scheduler 
requirements of 10CFR50. 48 for fire dampers it structural 
steel fireproofing. 

LAI NAS, G. C. Assistant Director for Operating Reactors. 85/01/03. 
4pp. 28378:359. 24X Fiche: 50-250, 85/01/03. 8501140502. 


8501180345 Forwards Rev 9 to physical security plan. Rev withheld 
(ref 10CFR73. 21). 

WILLIAMS, J. W. Florida Power it Light Co. 85/01/08. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28454:054. 24X 

Fiche: 50-250, 85/01/08, 8501180345. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York, Inc, 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150181 Revised emergency plan implementing procedures, including 
1103 re duties of emergency info manager, offsite emergency 
organization Sc 1104 re duties of emergency security manager, 
offsite emergency organi ration. W/850109 ltr. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/09. O'REILLY, J. P. 
Region 2, Office of Director. 42pp. 28380:232. 24X 

Fiche: 50-000, 85/01/09, 8501150181. 


8501180048 Forwards info supplementing 841004 Sc 1101 Itrs providing 
addl info re SPDS implementation plan Sc parameter selection 
rept, per 840815 Sc 0914 requests. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/14. EISENHUT, D. 0. 
Division of Licensing. 3pp. 28455:007. 24X Fiche: 50-000, 85/01/14, 

8501180048. 


8501290459 Forwards exemption from scheduler requirements for fire 
protection water suppression, fire dampers, structural steel 
fireproofing Sc penetrations. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/15. WILLIAMS, J. W. 

Florida Power Sc Light Co. 3pp. 28649; 141. 24X 

Fiche; 50-250, 85/01/15, 8501290459. 


— 8501290473 Exemption from scheduler requirements of 10CFR50. 48 re 
interim compensatory measures for fire protection Sc 
post-fire safe shutdown capability. 

CASE, E. 0. Office of Nuclear Reactor Regulation, Director. 
85/01/14. Florida Power Sc Light Co. 6pp. 28649:144, 24X 

Fiche: 50-250, 85/01/15, 8501290459. 


G. Adjudicatory correspondence 


8501230410 Advises that 840228 ltr Sc attached file entitled, "File 
on Florida Power Sc Light Corp Operator of Nuclear Power 
Plants in Florida," delivered to NRC on 850327. Certificate 
of Svc end. Served on 850122. 

LAZO, R. M, Atomic Safety and Licensing Board Panel. <HB5 173. 
85/01/16. GUTHRIE, W.L. Affiliation Not Assigned, 5pp. 28512:060. 
24X Fiche: 50-250, 85/01/16, 8501230410. 


P, Operating license stage documents Sc correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-^l steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21. 8501230111. 


— 8501230188 Informs that concurrence withheld until decision made on 
implication of Generic Issue 82, "Beyond Design Basis 
Accidenirs in Spent Fuel Pools, " in response to initial 
noti^ds Sc N8HC findings for reracks. 

GRA^ii^.R. Office of the Executive Legal Director. 84/05/03. 
BlRkiL.R. , MCDONALD, D. NRC - No Detailed Affiliation Given. Ip. 
28525: 259. 24X Fiche; 50-000, 84/06/21, 8501230111. 


— 850i;K3©i97 Notifies that concurrence withheld since basis for NSHC 
inadequate for proposed amend removing restrictions on fuel 
enrichment. No basis provided for concluding that level of 
burnup Sc heat load will not be affected by amend. 

GRAY, J. R. Office of the Executive Legal Director. 84/05/02. 
MCDONALD) D. NRC - No Detailed Affiliation Given. 2pp. 28525:260. 
24X Fiche; 50-000, 84/06/21, 8501230111. 


— 8501230343 Forwards amend package w/o concurrence. Final NSHC 
determination must be made addressing comments. 

Contentions that raise safety issues re amend needed. 

YOUNG. M. NRC - No Detailed Affiliation Given. 83/11/28. 

MCDONALD, D. NRC - No Detailed Affiliation Given. Ip. 28525:289. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for DL re certification of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501040001 Forwards info re change to State of FL Dept of Environ 
Regulation Operating Permit 10 13-57079, designating 
groundwater underlying site as Class 6-III. Section of 
environ monitoring rept for 1981 end. 

WILLIAMS, U. W. Florida Power & Light Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 27pp. 26182:219. 

24X Fiche: 50-250, 84/12/28, 8501040001. 


8501100571 Advises of completion of review of revised offsite dose 
calculation manual. Manual consistent w/methodology & 
guidelines in NUREG-0133 Sc acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/31. WILLIAMS, U. W. 

Florida Power Sc Light Co. 3pp. 28357:193. 24X 

Fiche: 50-250, 84/12/31, 8501100571. 


8501110013 Informs that due to plant work load Sc resource limitations, 
submittal of proposed Tech Specs for containment purge valve 
operation will be delayed until 850401. 

WILLIAMS, J, W. Florida Power Sc Light Co. 85/01/08. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28314:361. 24X 

Fiche: 50-250, 85/01/08, 8501110013. 


8501110026 Responds to 841130 request for addl inf o. Actual response 
re preventative maint program for reactor trip breaker Sc/or 
maint it trending per Generic Ltr 83-28 will be provided by 
850118. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/08. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28314:350. 24X 

Fiche: 50-250, 85/01/08, 8501 110026. 


8501150307 Advises that review of test rept Sc confirmation of seismic 
design will be completed by 850601, per 841203 safety 
evaluation of util proposed design mod for automatic 
activation of shunt trip attachment, per Generic Ltr 83-28. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/09. VARGA, S. A. 
Operating Reactors Branch 1. Ip. 28388: 106. 24X 

Fiche; 50-250, 85/01/09, 8501150307. 


8501280743 Informs of proposed 1-day visit to corporate ofes to discuss 
util views on NUREG-0S85 re regulatory requirements believed 
to have marginal importance to safety which have high 
burdens on utils or NRC. Proposed rule end, 

VARGA, S. A. Operating Reactors Branch 1. 85/01/14. WILLIAMS, J. W. 

Florida Power Sc Light Co. 8pp. 28629:096. 24X 

Fiche: 50-000, 85/01/14, 8501280743. 


8501230315 Forwards updated status of inadequate core cooling 
instrumentation sys implementation, in response to NRC 841214 
request re TMI Item II. F. 2. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/16. VARGA, S. A. 
Operating Reactors Branch 1. 3pp. 28512:033. 24X 

Fiche; 50-250, 05/01/16, 8501230315. 


8501230357 Forwards response to request for addl info re Generic Ltr 
83-28, Items 4.2.1 Sc 4. 2.2 on reactor trip breakers periodic 
meint program Sc parameters to forecast degradation of 
operability. 

WILLIAMS, J. W. Florida Power S< Light Co. FIN A-6814. 85/01/18. 
VARGA, 8. A. Operating Reactors Branch 1, 5pp. 28510:097. 24X 
Fiche: 50-250, 85/01/18, 8501230357. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501210019 Forwards Safeguards Insp Repts 50-250/84-10 Sc 50-251/84-10 
on 840318-20. Notice of violation withheld (ref 10CFR2. 790 Sc 
73.21). 

LEWIS, R. C. Division of Project Sc Resident Programs. 84/03/28. 
WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28501:011. 24X 

Fiche: 50-250, 84/03/28, 8501210019. 


—8501210021 Safeguards Insp Repts 50-250/84-10 Sc 50-251/84-10 on 
840318-20. Noncompliance noted; failure to maintain positive 
control of escorted individual. Details withheld (ref 1QCFR2. 

790 Sc 73. 21). 

MOORE, D. E. , TILLMAN, A. , MCGUIRE, D, R. Region 2, Off id* iPf Director. 
84/03/26, Ip. 28501:013. 24X Fiche; 50^250, 84/03/28, #D®1®10019. 
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8301210047 Forwards Insp Repts 50-250/84-36 «e 50-251/84-37 on 
841106-08. No violations or deviations noted. 

BROWNLEEi V. L. Region 2, Office of Director. 84/11/27. 

WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28501:275. 24X 

Fiche: 50-250, 84/11/27, 8501210047. 


—8501210053 Insp Repts 50-250/84-36 & 50-251/84-37 on 841106-08. No 
violations or deviations noted. Major area inspected: 
emergencg exercise. 

DECKER, T.R., MARSTON, R. R. . SARTOR. W. M. Region 2. Office of 
Director. 84/11/21. 8pp. 28501:277. 24X Fiche: 50-250, 84/1 1/27, 

8501210047. 


—8501210323 Insp Repts 50-250/84-25,50-251/84-26,50-335/84-26 8c 
50-389/84-28 on 840813-0907. Violation it deviation noted: 
failure to follow procedure specifying required on-the-job 
training requirements for shift technical advisors. 

FALCONER, D. , JULIAN, C. A. Region 2, Office of Director. 84/10/15. 
24pp. 28607:321. 24X Fiche: 50-000, 84/12/21, 8501210307. 


8501170229 Forwards Exam Rept 50— 250/0L-84— 01 of exams administered on 
840904. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/31. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28427:158. 24X 

Fiche: 50-250, 84/12/31, 8501170229. 


8501210238 Forwards Insp Repts 50-250/84-37 8c 50-251/84-38 on 
841106-09. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/04. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28500:026. 24X 

Fiche: 50-250, 84/12/04, 8501210238. 


—8501210241 Insp Repts 50-250/84-37 Sc 50-251/84-38 on 841106-09. No 
violations or deviations noted. Major areas inspected: 
inservice insp, pump Sc valve program 8c IE bulletins. 

KLEINSOROE, W. P. . BLAKE, J.J, Region 2, Office of Director. 

84/11/30. 8pp. 28500:028. 24X Fiche : 50-250, 84/12/04, 8501210238. 


8501180222 Confirms 841206 telcon re enforcement conference concerning 
841203 auxiliary feedwater pump failure Sc resulting issues 
to be held in Region II ofc. Proposed meeting agenda end. 

O'REILLY, J. P. Region 2, Office of Director. 84/12/14. 

WILLIAMS, J. W. Florida Power Sc Light Co. 3pp. 28466:134. 24X 

Fiche: 50-250, 84/12/14, 8501180222. 


8501210165 Discusses 841207 meeting w/util at Region 11 ofc re status 
of performance enhancement program Sc tentative plans for 
another meeting in Feb 1985. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/14. 

WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28501:183. 24X 

Fiche: 50-250, 84/12/14, 8501210165. 


8501160345 Forwards disposition of nonconforming matls supplied by 
Tube-Line Corp reported in 840928 response to IE Bulletin 
83-06. Status rept also end. Next rept scheduled for 650104, 
WILLIAMS, J. W. Florida Power Sc Light Co. 84/12/17. O'REILLY, J. P. 
Region 2, Office of Director. 4pp. 28409:332. 24X 

Fiche; 50-250, 84/12/17, 8501160345. 


8501210043 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-250/84-28 Sc 
50-251/84-29. Add 1 info re response to Item 2a requested 
within 30 days of Itr date. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/18. 

WILLIAMS, J. W, Florida Power Sc Light Co. 3pp. 28501:272, 24X 

Fiche: 50-250,84/12/18, 8501210043. 


'8501170235 Forwards written responses Sc ref matls to substantiate 
statements made during 840907 exit interview re reactor Sc 
senior reactor operating exams on 840905. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/09/12. O'REILLY, J. P. 
Region 2, Office of Director. 69pp. 28427:240. 24X 

Fiche: 50-250, 84/12/31, 8501170229. 


8501140524 Forwards Structural Sc Geotechnical Engineering Branch SER on 
IE Bulletin 80-11 re masonry wall design. Requests info re 
completion of all necessary mods. TACs 42869 Sc 42870 
completed. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/04. WILLIAMS, J. W. 

Florida Power Sc Light Co. 7pp. 28378:307, 24X 

Fiche: 50-250, 85/01/04, 8501140524. 


■8501140534 SER re masonry wall design. Items 2<b> Sc 3 of IE Bulletin 
80-11 fully implemented at fac ilities. Safety-related 
masonry walls should withstand specified design load 
conditions w/o impairment of wall integrity. 

* Structural Sc Geotechnical Engineering Branch. 85/01/04. 4pp. 
28378:310. 24X Fiche: 50-250, 85/01/04, 8501140524. 


8501080527 "Masonry Wall Design," technical evaluation rept. 

LE, A. K. , CON, V. N. ARVIN/CALSPAN Advanced Technology Center. 
NRC-03-ei-130. TER-C5506-235. 84/12/05. CHOKSHI, N. C. NRC - No 

Detailed Affiliation Given. 32pp. 28378:314. 24X 

Fiche: 50-250, 85/01/04, 8501140524. 


—8501080530 "Technical Rept on Evaluation of Use of Arching Theory in 
Analysis of Masonry Walls Under Differential 
Pressure - Turkey Point Plant Units 3 Sc 4. " 

HAMID,A. A. Drexel Univ. , Philadelphia, PA. 84/11/30. 4pp. 

28378: 346. 24X Fiche: 50-250, 85/01/04, 8501140524. 


8501070401 IE Info Notice 85—001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fi c he: 50-000, 85/01/10, 8501070401. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21, Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042, 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501210307 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct violations Sc deviations noted in Insp Repts 
50-250/84-25 Sc 50-251/84-26. 

OLSHINSKI Region 2, Office of Director. B4/12/21. WILLIAMS, J. W. 
Florida Power Sc Light Co. Ip. 28607:311. 24X Fiche: 50-000, 

84/12/21,8501210307. 


8501210312 Responds to NRC 841101 Itr re violations noted in Insp Repts 
50-250/84-25 Sc 50-251/84-26. Corrective actionsrneu training 
video tape prepared to address requirements of 
Administrative Procedure 0306. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/11/28. O'REILLY, J. P. 
Region 2, Office of Director. 4pp. 28607:312. 24X 

Fiche: 50-000, 84/12/21, 8501210307. 


—8501210314 Forwards Insp Repts 50-250/84-25,50-251/84-26,50-335/84-26 
50-389/84-28 on 840813-0907 Sc notices of violation Sc 
deviation. Weaknesses identified in some areas of training 
organixation. 

LEWIS. R.C Region 2, Office of Director. 84/11/01. WILLIAMS, J. W. 
Florida Power Sc Light Co. 2pp. 28607:316. 24X 

F i c h e : SO-’OOO, 84/ 12/21 , 850121 0307. 


6501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co, of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85—004, "Inadequate Mgt of Security Response 
Drills. « Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000,85/01/23, 8501230236. 


—8501210317 Notice of violetion from 
* Region 2. Office of Director. 

Fiche: 50-00(), 84/12/2^, 8501210307. 


insp on 840813-0907. 

84/11/01. 2pp. 28607:318. 24X 


—8501210330 h^tice of deviation from 
f ;:R*ii;i^^^ Office of Director, 
Fiche : 50^000,. 84/1 2/2 1 > 0501210307, 


insp on 840813-0907. 

84/ 1 1 /01 . Ip. 28607; 320. 


24X 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Insp Programs 
(830103—850212), 85/01/29, Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000,85/01/29, 8501250352. 
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R. Periodic operating reports & related correspondence 


8501240010 Monthly operating repts for Nov 1984. W/841217 Itr. 
ORANTiN. W. . WILLIAMS, J. W. Florida Power & Light Co. 84/11/30. 
17pp. 28542.153. 24X Fiche: 50-000. 84/1 1/30, 8501240010. 


8501040001 Forwards info re change to State of FL Dept of Environ 
Regulation Operating Permit 10 13-57079, designating 
groundwater underlying site as Class O-I II. Section of 
environ monitoring rept for 1981 end. 

WILLIAMS, W. Florida Power & Light Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 27pp. 28182:219. 

24X Fiche: 50-250, 84/12/28, 8501040001. 


S. Reportable occurrences, LERs & related correspondence 


8501080286 LER 84-025-00: on 841 124, reactor trip occurred. Caused by 
ground in one stab connector of reactor coolant pump 4a 
breaker. Unit brought to refueling shutdown condition to 
deenergized 4a 4-kV bus for insp & repair. W/841226 Itr. 

HART.R.D. , WILLIAMS, J. W. Florida Power & Light Co. 84/12/26. 3pp. 
28246: 233. 24X Fiche: 50-251. 84/12/26, 8501080286. 


8501080609 LER 84-026-00: on 841124, automatic initiation of auxiliary 
feedwater sys occurred. Caused by personnel oversight by not 
maintaining ade<iuate level in steam generator B. Auxiliary 
feedwater pumps stopped Zt srecured. W/641231 Itr. 

HART.R.D., WILLIAMS, J. W. Florida Power Zc Light Co. 84/12/31. app. 
28244: 250. 24X Fiche: 50-251, 84/12/31, 8501080609. 


8501100117 LER 84-027-00: on 841130.RHR sys flow interrupted for 4 
minutes. Caused by closure of isolation valve MOV-4-751 in 
RHR pump suction line due to malfunction in pressure 
controller PC-405B. RHR pump B restarted. W/850102 Itr. 

HART.R.D., WILLIAMS, J. W. Florida Power it Light Co, 84/12/31. 2pp. 
28349:356. 24X Fiche: 50-251. 84/12/31, 8501 1001 17. 


U. Congressional/Executive Correspondence 


8501100068 Responds to 841207 req,uest for info re issuance of amends to 
Licenses DPR-31 & DPR-41, permitting increase in licensed 
storage capacity to 1,404 spent fuel assembl ies. Description 
of fuel reprocessing history provided. 

DIRCKS, U. J. Office of the Executive Director for Operations. 

85/01/02. FA8CELL, D. B. House of Rep. 4pp. 28319:290. 24X 

Fiche: 50-250, 85/01/02, 8501100068. 


— 8501100077 Requests info re NRC decision to allow util to double 
nuclear waste storage capacity at facility. 

FA8CELL,0. B. House of Rep. 84/12/07. KAMMERER.C. Office of 

Congressional Affairs. Ip. 28320:024. 24X Fiche: 50-250, 85/01/02, 

8501100068. 


V. Operator Examinations 


8501170229 Forwards Exam Rept 50-250/OL-84-01 of exams administered on 
840904. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/31. 

WILLIAMS, J. W. Florida Power Zt Light Co. 2pp. 28427:158. 24X 

Fiche: 50-250, 84/12/31, 8501170229, 


—8501170235 Forwards written responses Zt ref metis to substantiate 
statements made during 840907 exit interview re reactor Zt 
senior reactor operating exams on 840905, 

WILLIAMS, J, W, Florida Power Zt Light Co. 84/09/12. O^RElLLY, J. P. 
Region 2, Office of Director. 69pp. 28427:240. 24X 

Fiche; 50-250, 84/ 12/31, 850 1 1 70229. 
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F. Security, medical, emergencvi ^ fire pretfction plans 


8412210259 Forwards public version of revised emergency plan telephone 
directory. W/841217 release memo. 

MOORE, R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 

Fiche: 50-000. 84/11/30, 8412210259. 


— 841821029S Foblic version of revi**<J •#frftency plan telephone 
directory. 

OALLE. D. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031. 

24X Fiche: 50-000, 84/11/30, 8412210259. 


8501110220 Rev 16 to Emergency Plan Implementing Procedure QEP 340-0, 
"Corrective Actions, ” Rev 5 to QSP 610-0, "Reentry, " Rev 5 
to QEP 620-0, “Recovery" Zt Reg 11 to 700-0, "Telephonel5 

Directories. " 

* Commonwealth Edison Co, . 8^/11/30. ^Bpp. 28311:029, 24X 

Fi c h e : 5<i-ri54/ 84/1 1/J30, 8501 1 1,0220. 


8501140040 Revised emergency plan implementing procedures, including 
Rev 10 to TSN-CCC-1 re corporate command ctr director, Rev 4 
to TSN-CCC-2 re intelligence director & Rev 3 to TSN-CCC-3 
re medical director. 

MOORE, R. D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche: 50-000, 84/11/30, 8501140040. 


8501080191 Forwards Insp Repts 50-254/84-21 Zt 50-265/84-19 on 
841007-1110. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28245:313. 24X Fiche: 50-254, 84/12/10, 
8501080191. 


— 8501080208 Insp Repts 50-254/84-21 Zt 50-265/84-19 on 841007-1 1 10. No 
noncompliance or deviations noted. Major areas inspected: 
radiological control s, maint/mods, surveillance, fire 
protection, emergency preparedness 8< security. 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/03. 7pp. 
28245:315. 24X Fich e: 50-254, 84/12/10, 8501080191. 


8501180162 Forwards Insp Repts 50-254/84-25 Zt 50-265/84-23 on 841111- 
1215. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/27. REED, C. 
Commonwealth Edison Co. 2pp. 28465:325. 24X Fiche: 50-254, 84/12/27, 

8501180162. 


— 8501180169 Insp Repts 50-254/84-25 Zt 50-265/84-23 on 841111-1215. No 
noncompliance noted. Major areas inspected; operations, 
radiological controls, maint Zt mods, surveillance, fire 
protection, emergency preparedness Zt security. 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/26. 7pp. 
28465; 327. 24X Fiche: 50-254, 84/12/27. 8501180162. 


8501150132 Forwards Physical Security Insp Repts 50-254/84-26 Sc 
50-265/64-24 on 841210-14. No noncompliance noted. Concern 
noted re maint support for certain security equipment. 

AXELSON, W. L. Region 3, Office of Director. 85/01/07. REED, C. 
Commonwealth Edison Co. 2pp. 28379:282. 24X Fiche; 50-254, 85/01/07, 

8501150132. 


—8501150143 Physical Security Insp Repts 50-254/84-26 Sc 50-265/84-24 on 
841211-14, No noncompliance noted. Major areas inspected: 
security plan Sc implementing procedures, security mgt Sc 
organization. Details withheld (ref 10CFR73. 21>. 

PIRTLE,<J. L. , BELAN(»ER, J. L. , CREED, J. R. Regions, Office of 
Director. 85/01/07. 2pp. 28379:284. 24X Fiche: 50-254, 85/01/07, 

8501150132. 


8501280425 Rev 5 to QEP 430-1, “Onsite Operational Support Ctr, " 

JESSEN.D. Commonwealth Edison Co. 85/01/08. 4pp. 28564:039. 24X 

Fiche: 50-254, 85/01/08, 8501280425. 


8501280434 Revised emergency plan implementation procedures, including 
Rev 3 to QEP 190-0 re operational support ctr director Sc 
Rev 3 to QEP 190-i re operational support ctr director 
implementing procedure. 

* Commonwealth Edison Co. 85/01/08. 3pp. 28565:004. 24X 

Fiche: 50-254, 85/01/08, 8501280434. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

E18ENHUT,D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New Vork, Inc. 130pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501220267 Revised emergency plan implementing procedures, including 
Rev 15 to QEP 110-0, “Station Director," Rev 11 to QEP 
110-1, "Station Director Implementing Procedure" 8< Rev 8 to 
QEP 110-2, "Acting Station Director (Shift Engineer!, " 

* Commonwealth Edison Co. 85/01/09. 33pp. 28494; 141. 24X 

Fiche: 50-254, 85/01/09. 8501220267. 


8501160150 Forwards Safjiyuards Insp , Repts 50-254/84-20 Sc 50-265/84-18 ^ 

on 841002 Sc notice of violation, W olation reflects weakness i 

in fully implementing Zt n^iintaining provisions of physical I 

security plen. Notice of violation withheld (ref 10CFR73. 21). 

KEPPLER, J. G, Region 3, Office of Director. 85/01/10. REED, C. I 

Commonwealth Edison Co. 3pp. 28410:260. 24X Fiche: 50-254, 85/01/10, ■ 
8501160150. li 


—8501160154 Sefeguards Insp Repts 5(1-254/84-20 8< 5Q-265/84'“li op 841002 
Sc enforcement conference on 841018. Noncompliance noted: 
inadequate access control of vital area barniers, Detbilf 
Withheld (ref 10CFR73. 21). 

STAPLETON, B. W. , CREED. J, R. Region 3, Office of Director. 

AXELSON, W.L. Office of Nuclear Material Safety S< 

Safeguards. Director. 85/01/09. Ip. 28410:263. 24X 

Fiche; 50-254, 85/01/10, 8501160150. 
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S501170042 Noti-fies of changes in Health Physics Network sys to remove 
privacy feature. AT&T will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Troub le 
repts now should be submitted to NRC Operations Ctr. 

HINDiJ. A. Region 3, Office of Director. 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche: 50-000, 85/01/1 1, 

8501170042. 


8501170173 Ack receipt of FEMA 841114 Itr & final evaluations of 
840828-29 offsite emergency preparedness exercise. 

Deficiencies in news media ctr & medical care personnel 
noted. Corrective actions partially util responsibility. 

PAPERIELLO, C. J. Region 3, Office of Director. 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28431:264. 24X Fiche: 50-254, 85/01/1 1, 

8501170173. 


8501280318 Revised emergency plan implementing procedures, including Rev 
11 to QEP 520-0 re training & Rev 2 to QEP 520-T5 re 
training requirements for generating station emergency plan 
directors & alternates. 

* Commonwealth Edison Co. 85/01/31. 3pp. 28569:318. 24X 

Fiche: 50-254, 85/01/31. 8501280318. 


J. Insurance & indemnity information 


8501280175 Forwards Endorsements 13,163,32,83 & 70 to NELIA Policies 
NF-277, NF-43, NF-253, NF-187 & NF-201, resp ecti vely & 

Endorsements 7, 139, 16,68 & 59 to MAELU Policies MF-114, 
MF-22,MF-104,J1F-54 & MF-64, respect ively. 

OSTER, J. Commonwealth Edison Co. 85/01/16. SALT2MAN,J. Assistant 
Director for State & Licensee Relations. llpp. 28569:018. 24X 

Fiche: 50-000, 85/01/16, 8501280175. 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 & NELIA 
Certificate N-93, Endorsement 3 to MAELU Certificate M-B3 & 

NELIA Certificate N-83 & Endorsement 5 to MAELU Certificate 
M-71. 

DSTER.J. Commonwealth Edison Co. 85/01/16. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000, 85/01/16, 8501280262. 


8501290301 Forwards Endorsements 84 & 69 to NELIA & MAELU Policies 
NF-187 & MF-54, respectively. 

OSTER, J. Commonwealth Edison Co. 85/01/16. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 3pp. 28618:355. 24X 

Fiche: 50-254, 85/01/16, 8501290301. 


P. Operating license stage documents & correspondence 


8501230289 Forwards response to DB Vassal lo 841115 request for 
description of surveillance program & program for control of 
Asiatic clams in plant water sys. 

ALEXANDER,©. Commonwealth Edison Co. 85/01/17, DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 4pp. 28514:246. 24X 

Fiche: 50-254, 85/01/17, 8501230289. 


8501230203 Forwards revised Pages 2 & 3 to 841012 response to Oeneric 
Ltr 84-15 re reduction in number of cold fast starts, 
correcting typos under "Date" heading. 

ALEXANDER,©. Commonwealth Edison Co. 85/01/18. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 4pp, 28515:340. 24X 

Fiche: 50-254,85/01/18, 8501230203. 


8501290447 Requests exemption from requirement of 10CFR50, App J to 
perform successive Type A tests. Failure due to leaking 
flange on 1/2-inch torus level instrument line. Procedures 
changed stating leaks must be measured prior to repairs. 

RYBAK, B. Commonwealth Edison Co. 85/01/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 28616:246. 24X 

Fiche: 50-254,85/01/22, 8501290447. 


Q. Inspection reports, IE Bulletins & correspondence 


8501080191 Forwards Insp Repts 50-254/84-21 & 50-265/84-19 on 
841007-1 110. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28245:313. 24X Fiche: 50-254, 84/12/10, 

S5010B0191. 


•8501080208 Insp Repts 50-254/84-21 & 50-265/84-19 on 841007-1 1 10, No 
noncompliance or deviations noted. Major areas inspected: 
radiological controls, maint/mods, surveillance, fire 
protection, emergency preparedness & security. 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/03. 7pp. 
28245:315. 24X Fic h e: 50-254. 84/12/10, 8501080191. 


8501080528 Forwards Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 & 

50-374/84-32 on 840815-1207 & notice of violation. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche: 50-000, 84/12/11, 

8501080528. 


—8501080535 Notice of violation from insp on 840815-1207. 

SPESSARD, R. L. Region 3, Office of Director. 84/12/11. 3pp. 
28244:345. 24X Fich e: 50-000, 84/12/1 1, 8501080528. 


8412310398 Forwards safety evaluation re util response to ©eneric Ltr 
83-36 & TMI Action Items II. B. 3, II, F. 1. 2, II. F. 1. 3, II. F, 1. 4, 

II.F, 1.5& II. F, 1.6, Tech Specs adequate. SALP input also 
end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 84/12/19. 
LAINAS, G. C. Assistant Director for Operating Reactors, 5pp. 

28201: 357. 24X Fiche: 50-254, 84/12/19, 8412310398. 


—8501080544 Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 & 

50-374/84-32 on 840815-1207. Noncompliance noted: failure to 
implement procurement QA program. 

HASSE, R. A. , KROPP, W. J. , HAWKINS, F. C. Region 3, Office of Director. 

84/12/11. 13pp. 28244:348. 24X Fiche: 50-000, 84/12/11, 

8501080528. 


8501030120 ©eneric Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ ©ualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D, 0. Division of Licensing. 84/12/27, Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230, 24X 

Fiche: 50-000, 84/12/27, 8501030120, 


8501170064 Forwards response re vent sys design temp, battery cell temp 
limits & limitations on battery testing of i25-volt dc sys, 
per telcon request. 

RYBAK. B. Commonwealth Edison Co. 85/01/02, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 2pp. 28425:289, 24X 

Fiche: 50-254, 85/01/02, 8501170064, 


8501160339 Forwards amended inservice insp & testing program. Amend 
reflects changes proposed in 840907 ltr, updates valve list 
& deletes or modifies relief requests, Interim approval of 
program requested until final approval granted, 

RYBAK, B. Commonwealth Edison Co. 85/01/09. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. Spp, 28407:172. 24X 

Fiche: 50-254, 85/01/09* 8501160339. 


—8501160348 "Inservice Insp & Testing Program, Ouad Cities Nuclear Power 
Station, Units 1 & 2,: " 

4 Commbnwealtih Edison €b. 84/10/31, 200pp. 20407: 180, 24X 

Fiche: 30-254, 85/01/09, 85Q'li60339. 


85011^.211 Forwards safety eyiiu*tion util 840702 & 0914 submittals 
re ^REO-0737, Item II. B. 3, "Post-Accident Sampling Sys. " 
Review^indicated 10 of 11 criteria met & proposed procedure 
tfini degree of core damage acceptable. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/14. FARRAR, D. L. 

Edison Co. 6fR, 28411:022. 24X Fiche: 50-000, 85/01/14, 

8501160211 . 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, U, N. Division of Emergency Preparedness & Engineering Response 
<PoBt 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp, 28570:042. 24X Fiche; 50-000, 84/12/21, 8412190303. 


8501180162 Forwards Insp Repts 50-254/84-25 & 50-265/84-23 on 841111- 
1215. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director. 84/12/27. REED, C. 
Commonwealth Edison Co. 2pp. 28465:325. 24X Fiche: 50-254, 84/12/27, 

8501180162. 


•8501180169 Insp Repts 50-254/84-25 & 50-265/84-23 on 841111-1215. No 
noncompliance noted. Major areas inspected; operations, 
radiological control s, maint & mods, surveillance, fire 
protection, emergency preparedness & security. 

CHRISSOTIMOS, N. Regions, Office of Director. 84/12/26. 7pp. 
28465: 327. 24X Fiche: 50-254, 84/12/27, 8501180162, 


B501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J. ©. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche; 50-000, 84/12/28, 

8501100475. 


8501280142 Forwards Exam Rept 50-254/0L-84-01 of exam administered on 
841114, 

LITTLE, W, 8. Region 3, Office of Director. 85/01/03. REED, C. 
Commonwealth Edison Co. 2pp. 28614:223. 24X Fiche: 50-254, 85/01/03, 

8501280142. 


— 8501280152 Exam Rept 50-254 /0L-84-01 on 841114. Exam results: five 
candidates passed oral exams & four passed written exam. 

DIMMOCK, L. , HILL, D. , MCMILLEN, J. I, Region 3, Office of Director. 
85/01/03. 76pp. 28614:225. 24X Fich e: 50-254, 85/01/03, B50I280142. 
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8501150132 Forwards Physical Security Insp Repts 50-254/84-26 & 
50-265/84-24 on 841210-14. No noncompliance noted. Concern 
noted re maint support for certain security equipment. 

AXELSON, W. L. Region 3, Office of Director. 85/01/07. REED* C. 
Commonwealth Edison Co. 2pp. 28379:282. 24X Fich e: 50-254. 85/01/07, 

8501150132. 


— 8501150143 Physical Security Insp Repts 50-254/84-26 & 50-265/84-24 on 
841211-14. No noncompliance noted. Major areas inspected: 
security plan 8e implementing procedures, security mgt & 
organi zation. Detai Is withheld (ref 10CFR73. 21). 

PIRTLE. 0. L. . BELANGER. J. L. . CREED. J. R. Region 3. Office of 

Director. 85/01/07. 2pp. 28379:284. 24X Fiche: 50-254, 85/01/07, 

8501150132. 


8501160339 Forwards amended inservice insp & testing program. Amend 
reflects changes proposed in 840907 Itr. updates valve list 
& deletes or modifies relief requests. Interim approval of 
program requested until final approval granted. 

RYBAK. B. Commonwealth Edison Co. 85/01/09. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 8pp. 28407: 172. 24X 

Fiche: 50-254, 85/01/09. 8501160339. 


■8501160348 "Inservice Insp & Testing Program. Quad Cities Nuclear Power 
Station. Units 1 & 2. " 

* Commonwealth Edison Co. 84/10/31. 200pp. 28407: 180. 24X 

Fiche: 50-254. 85/01/09. 8501160339. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127, 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501160150 Forwards Safeguards Insp Repts 50-254/84-20 & 50-265/84-18 
on 841002 & notice of violation. Violation reflects weakness 
in fully implementing it maintaining provisions of physical 
security plan. Notice of violation withheld (ref 10CFR73. 21). 
KEPPLER.J. G. Region 3. Office of Director. 85/01/10. REED, C. 
Commonwealth Edison Co. 3pp. 28410:260. 24X Fich e: 50-254. 85/01/10. 

8501160150. 


—8501160154 Safeguards Insp Repts 50-254/84-20 it 50-265/84-18 on 841002 
it enforcement conference on 841018. Noncompliance noted: 
inadequate access control of vital area barriers. Details 
withheld (ref 10CFR73. 21). 

STAPLETON. B. kl. . CREED. U. R. Region 3. Office of Director. 

AXELSQN.W. L. Office of Nuclear Material Safety it 
Safeguards. Director. 85/01/09, Ip. 28410:263. 24X 

Fiche: 50-254,85/01/10.8501160150. 


8501080502 IE Info Notice 85-002. "Improper Installation 8f Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 85/01/11, Consolidated Edison Co, of New 

York. Inc, 109pp. 28537:193. 24X Fich e: 50-000. 85/01/1 1, 8501080502. 


8501310473 Forwards request for addl info, within 60 days of Itr 
receipt, in order to continue ongoing review of inservice 
insp program. 

VASSALLO. D. B. Operating Reactors Branch 2. 85/01/11. FARRAR. D, L. 

Commonwealth Edison Co, 3pp, 28684:326. 24X Fiche: 50-254. 85/01/11. 

8501310473. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft tc Impeller. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Efhorgency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc, lOSpp, 28692; 186. 24X Fich e; 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85^006. "Contamination of Breathing Air 
Sys. " Svc list end, 

JORDAN. E. L. bivision of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e; 50-000. 85/01/23. 8501230236. 


8501310289 Ac k receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50. App B requirements, per 840111 it 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3. Office of Director. 85/01/28. REED. C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000. 85/01/28. 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments," Svc list end. 

GRACE, J. N. Division of QA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352, 


R. Periodic operating reports it related correspondence 


8501180251 Monthly operating repts for Dec 1984. W/850 103 Itr. 

KIMLER.D. , KALIVIANAKIS, N. Commonwealth Edison Co. 84/12/31. 22pp. 

28466: 139. 24X Fiche; 50-254, 84/12/31. 8501180251. 


8501150107 Forwards listing of changes, tests it experiments completed 
during Dec 1984 & safety evaluation. per 10CFR50. 59. MSIV 
limit switches being replaced w/Namco EA 180 switches. 
KALIVIANAKIS. N. Commonwealth Edison Co. 85/01/07. CASE. E. G. 
Office of Nuclear Reactor Regulation. Director, 2pp. 28385; 168. 
24X Fiche: 50-254. 85/01/07. 8501150107. 


V. Operator Examinations 


8501260142 Forwards Exam Rept 50-254/OL-84-01 of exam administered on 
841114. 

LITTLE, W.S. Region 3, Office of Director. 85/01/03. REED. C. 
Commonwealth Edison Co. 2pp. 28614:223. 24X Fiche: 50-254, 85/01 /03, 

8501280142. 


— 8501280152 Exam Rept 50-254/0L-S4-01 on 841114. Exam results: five 
candidates passed oral exams it four passed written exam. 

DIMMOCK.L. , HILL, D. , MCMILLEN. J. I. Region 3. Office of Director, 
85/01/03. 76pp. 28614:225. 24X Fich e: 50-254, 85/01/03, 8501280142. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


8501080089 Temporary Change El-84—007 to Emergency Implementing 
Procedure EI-l. "Activation of Site Emergency Plan/Emergency 
Classification. " 

RICE, R. M. Consumers Power Co. 84/12/19. 2pp. 28233:299. 24X 

Fiche: 50-255. 84/12/19, 8501080089. 


8501290238 Responds to NRC 841121 Itr re violations noted in Insp Rept 
50-255/84-22. Corrective actions; health physics personnel 
directed to ensure that all appropriate radiological 
precautions observed prior to initiation of work activity. 

VANDEWALLE. D. J. Consumers Power Co. 84/12/21. KEPPLER, J. G. Region 
3, Office of Director. 4pp. 28616:063. 24X Fiche: 50-255. 84/12/21. 

8501290238. 


8501020338 Provides addl info re compliance W/10CFR50. 48 it Rev 5 to 
10CFR50. App R re fire protection. "App R Review Process." 
revised to address understanding of allowable manual 
operator actions in fire area. 

JOHNSON. B.D. Consumers Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation. Director. 22pp. 28138:033. 24X 

Fiche: 50-255. 84/12/28, 8501020338. 


8501140100 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, phys ical security Sc 
emergency response to reduce reactor site training time. 

KEPPLER.J. G. Region 3. Office of Director. 84/12/28. DEWITT. R.B. 
Consumers Power Co. 2pp. 28377:247. 24X Fiche: 50-000. 84/12/28. 

8501140100. 


8501140288 Ack receipt of FEMA 841204 Itr Sc evaluation of plant alert 
& notification sys. Plant has unconditional FEMA approval of 
offsite plans Sc preparedness. 

PAPER lELLO. C. J. Region 3. Office of Director. 85/01/07, 

DEWITT.R. B. Consumers Power Co, Ip. 28361:315. 24X 

Fiche: 50-255. 85/01/07, 8501140288. 


8501300180 Revised index to emergency plan implementing procedures. 
* Consumers Power Co. 85/01/08. 18pp. 28643:040. 24X 

Fiche: 50-255, 85/01/08, 8501300180. 
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8501100621 Oeneric Ltr 85—01 to all pouer reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150146 Advises that Questions 24 & 49 re C-E Owners Group rept, 
'•Justification of Trip Tuto/Leave Two Reactor Coolant Pump 
Strategy During Transients," will be implemented as part of 
emergency procedure, per Suppl 1 to NUREG-0737. 

JOHNSON, B. 0. Consumers Power Co. 85/01/11. Office of Nuclear 
Reactor Regulation, Director. 2pp. 28379:280. 24X 

Fiche; 50-255, 85/01/11, 8501150146. 


8501160086 Informs that AT&T scheduled Region III Health Physics 
Network (HPN) mods for wk of 850121 in effort to reduce 
circuit blockage caused by privacy feature. AT&T personnel 
need access to all HPN extensions at plants in Region III. 

HIND, J. A. Region 3, Office of Director. 85/01/11. DEWITT.R. B. 
Consumers Power Co. Ip. 28414:238. 24X Fiche; 50-000, 85/01/1 1, 

8501160086. 


8501240268 Advises that response to NRC q,ue5tionB on CEN-268 re trip 
two/leave two strategy during transients will be addressed 
during implementation of subj strategy in emergency 
operating procedures, per Suppl 1 to NUREG-0737. 

JOHNSON, B.D. Consumers Power Co. 85/01/11. Office of Nuclear 
Reactor Regulation, Director. 2pp. 28532: 148. 24X 

Fiche: 50-255, 85/01/11, 8501240268. 


8501300187 Rev 3 to Emergency Implementation Procedure EI-12, 
"Personnel Accountability. " 

* Consumers Power Co. 85/01/21. 2pp. 28642: 188. 24X 

Fiche: 50-255, 85/01/21, 8501300187. 


8501300202 Revised list of effective pages & index to emergency 
implementing procedures. 

* Consumers Power Co. 85/01/24. ISpp. 28642:320. 24X 

Fiche: 50-255. 85/01/24, 8501300202. 


8501310341 Forwards comments re 840629 revised description of detailed 
control room design review task analysis effort, per Suppl 1 
to NUREG-0737. Data must define display & control 
characteristics. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/29. 

UANDEUALLE, D. J. Consumers Power Co. 3pp. 28658:036. S4X 
Fiche: 50-255, 85/01/29, 8501310341. 


J. Insurance & indemnity information 


8501150277 Forwards Endorsement 86 to NELIA Policy NF-179 & 
Endorsement 74 to MAELU Policy HF-50. 

FROUNFELKER, R. Consumers Power Co. 85/01/09. SALTZMAN, J. Office 
of Nuclear Reactor Regulation, Director. 3pp. 28382:071. 24X 

Fiche: 50-255, 85/01/09, 8501150277, 


8501150316 Forwards Endorsement 6 to MAELU Certificate M-20 & NELIA 
Certificate N-20. 

FROUNFELKER, R. Consumers Power Co. 85/01/09. SALTZMAN, J. Office 
of Nuclear Reactor Regulation, Director. 3pp. 28381:351. 24X 

Fiche: 50-255, 85/01/09, 8501150316, 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8501020345 Forwards Rev 0 to updated FSAR Chapter 14, "Safety 
Analysis," for Palisades. 

DEWITT, R.B. Consumers Power Co, 84/12/21. DENTON, H. Office of 
Nuclear Reactor Regulation, Director. 2pp, 28139:255. 24X 

Fiche: 50-255, 84/12/21, 8501020345. 


—8501020347 Rev 0 to updated F8AR Chapter 14, "Safety Analysis," for 
Palisades. 

# Consumers Power Co. 84/12/21. 388pp. 20139:257. 24X 

Fiche: 50-255, 04/12/21, 8501020345. 


0. Advisory Committee qn RefctOT Safeguards reports & correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Washington, DC re recent experiences et operating 
plants. Liet of attendees end, 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche: SO-OOO, 84/12/ 1 5, 8501300274, 


P. Operating license stage documents & correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501150353 Forwards suppl to "Physics Testing Rept for Cycle 6 
Startup." All acceptance criteria for all power distribution 
parameters met. 

JOHNSON, B.D. Consumers Power Co. 85/01/03. KEPPLER, J. G. Region 3, 
Office of Director. Ip. 28388:025. 24X Fiche: 50-255. 85/01/03, 

8501150353. 


— 8501150356 Suppl to "Physics Testing Rept for Cycle 6 Startup. " 
* Consumers Power Co. 84/12/31. 4pp. 28388:026. 24X 

Fiche: 50-255. 85/01/03,8501150353. 


8501160342 Forwards application for amend to License DPR-20, revising 
Tech Specs to clarify existing requirements, achieving closer 
conformance to STS & recognizing plant organizational 
changes. 

VANDEWALLE, D. J. Consumers Power Co. 85/01/11. Office of Nuclear 
Reactor Regulation. Director. Ip. 28406:287. 24X 

Fiche: 50-255, 85/01/11. 8501160342. 


— 8501160355 Application for amend to License DPR-20, revising Tech Specs 
to clarify existing regulatory requirements, ac hieving closer 
conformance to STS & recognizing plant organizational 
changes. Fee paid. 

DEWITT, R. B. Consumers Power Co. 85/01/11. NRC - No Detailed 
Affiliation Given. 12pp. 28406:288. 24X Fiche: 50-255, 85/01/1 1, 

8501160342. 


— 8501160373 Proposed Tech Spec s, c larif y ing existing regulatory 
requirements, achieving closer conformance to STS & 
recognizing plant organizational changes. 

* Consumers Power Co. 85/01/11. 20pp. 28406:302. 24X 

Fiche: 50-255, 85/01/11,8501160342. 


8501180287 Provides addl & clarifying info to support util 841005 & 
1130 requests for extension of outage from Mar-Nov 1985 for 
replacement of environ qualification equipment. 

JOHNSON, B.D. Consumers Power Co. 85/01/15. Office of Nuclear 
Reactor Regulation, Director. 4pp. 28453: 183. 24X 

Fiche: 50-255, 85/01/15, 8501180287. 


Q. Inspection reports, IE Bulletins & correspondence 


8501080145 Forwards Insp Rept 50-255/84-25 on 841014-1121 & notice of 
violation. 

SHAFER, W. D. Region 3, Office of Director. 84/12/11. DEWITT, R. B. 
Consumers Power Co. 2pp. 28246:196. 24X Fiche: 50-255, 84/12/11, 

8501080145. 


— 8501080150 Notice of violation from insp on 841014-1121. 

SHAFER, W. D. Region 3, Office of Director. 84/12/11. Ip. 
28246:198. 24X Fich e: 50-255, 84/12/11, 8501080145. 


— 8501080157 Insp Rept 50-255/84-25 on 841014-1121. Noncompliance noted; 
failure to notify NRC of unidentified primary leakage 
within 1 h. 

WRIGHT, G.C. Region 3, Office of Director. 84/12/11. 6pp. 

28246: 199. 24X Fiche: 50-255, 84/12/11, 8501080145. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage 8ys Permitted 
Under 10CFR20. 303. " Bve list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501100294 Forwards Insp Rept 50-255/84-23 on 841001-1205. No 
noncompliance noted. 

HARRISON, J. J. Regions, Office of Director. 84/12/21. DEWITT,R. B. 
Consumers Power Co. 2pp. 28348:034. 24X Fiche: 50-255, 84/12/21, 

8501100294. 


— 8501100302 Insp Rept 50-255/84-23 on 841001-1205. No noncompllanct or 
deviations noted. Major areas inspected ; quality records, 
procedures, hardware & test data re failure of bolted 
impeller to shaft joint of primary coolant sys pump. 

JACOBSON, J, M. , WOHLD,P.R. , DANIELSON, D. H. Regions, Office of 
Director. 84/12/21. 6pp. 28348:036. 24X Fiche; 50-255, 84/12/21, 

8501100294. 
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8501290238 Responds to NRC 841121 Itr re violations noted in Insp Rept 
50-255/84->22. Corrective actions: health physics personnel 
directed to ensure that all appropriate radiological 
precautions observed prior to initiation of work activity. 

VANDEWALLEi D. J. Consumers Power Co. 84/12/21. KEPPLERi J. 0. Region 
3. Office of Director. 4pp. 28616:063. 24X Fiche: 50-255. 84/12/21. 

8501290238. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adectuate.no ack Itr will be issued. 

KEPPLER. J. 0. Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000. 84/12/21. 

8501300674. 


8501140100 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation saf ety. phy s ical security & 
emergency response to reduce reactor site training time. 

KEPPLER. J.O. Region 3. Office of Director. 84/12/28. DEMITT. R.B. 
Consumers Power Co. 2pp. 28377:247. 24X Fiche: 50-000. 84/12/28. 

8501140100. 


8501070162 Forwards draft notice of significant licensee meeting on 
850125 re SALP. Util plan for presentation on improving 
operations & maint performance confirmed. 

NORELIUS. C. £. Division of Project & Resident Programs. 84/12/31. 
DEUITT. R. B. Consumers Power Go. 3pp. 28204: 336. 24X 

Fiche: 50-000. 84/12/31, 8501070162. 


8501150084 Confirms rescheduling of SALP meeting w/util from 850125 
to 29. 

NORELIUS. c. E. Region 3. Office of Director. 85/01/08. DEWITT. R. B. 
Consumers Power Co. Ip. 28380:139. 24X Fiche: 50-000. 85/01/08. 

8501150084. 


8501070401 IE Info Notice 85-001. ''Continuous Supervision of 
Irradiators. " Svc list end. 

ORACE. J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co, of Mew 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 65/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Ngt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 630103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche; 50-000. 85/01/17. 8501160196. 


8501230229 IE Info Notice 65-005. "Pipe Whip Restraints." Svc list 
end, 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc, 108pp. 28692:186, 24 X Fiche; 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000. 85/01/23, 8501230236. 


8501290453 Confirms that 850129 SALP meeting delayed. per 850122 
discussion. Meeting will be rescheduled at later time. 

NORELIUS* C. E, Regions, Office of Director. 85/01/23. DEWITT. R. B. 
Consumers Power Co. Ip, 28617:006. 24X Fiche; 50-000. 85/01/23. 

8501290453. 


8501250352 IE Info Notice 85-007. "Cotltaminated Radiograrphy Source 
Shipments." Svc list end. 

GRACE. J. N, Division of QA, Saf eguairdff E Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co, of New York. 

Inc. 67pp. 28692:295. 24X Fictre; 50-Q^.85/^i/»9, 8^0i25035E. 

R. Periodic operating reports Sc related correspondence 


8501180246 Monthly operating rept for Dec 1984. W/850107 Itr, 

DIENES. A. F.. VANDENBERO. D. Consumers Power Co. B4/12/31. 4pp. 
28466:034. 24X Fiche: 50-255. 84/12/31. 8501180246. 


5. Reportable occurrences. LERs Sc related correspondence 


8501230536 Forwards engineering evaluation rept. "LERs That Address 
Situations Which Potentially Could Result in Overloading 
Electrical Equipment in Emergency Power Sys or Prevent 
Operation of Onsite Power Sys Sequencer. " 

ASHE. F, Reactor Operations Analysis Branch. 84/11/06. SEYFRIT, K. V. 

Reactor Operations Analysis Branch. Ip. 28536:269. 24X 

Fiche: 50-000. 84/11/06. 8501230536. 


—8501230545 "LERs That Address Situations Which Potentially Could Result 
in Overloading Electrical Equipment in Emergency Power Sys 
or Prevent Operation of Onsite Power Sys Sequencer, " 
engineering evaluation rept. 

ASHE. F, Reactor Operations Analysis Branch. 84/11/06. 13pp. 

28536; 270. 24X Fiche: 50-000. 84/11/06. 8501230536. 


8501210152 LER 84-026-00; on 841207. safety injection tank drained below 
min level due to valve leakage. Caused by inaccurate level 
indication of safety injection tank. Level instruments 
cal ibr. W/850107 Itr. 

ROGERS. D.W.. FRISCH, R.R. Consumers Power Co. 85/01/07. 

KEPPLER. J.G. Regions, Office of Director. 3pp. 28501:177. 24X 

Fiche: 50-255. 85/01/07. 8501210152. 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency St fire protection plans 


8501180452 Confirms 841205 telcon re 841219 meeting et Region 11 ofc 
to discuss proposed rev to physical security plan. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/12. PARRIS. H. G, 
Tennessee Valley Authority. Ip. 28464:321. 24X 

Fiche: 50-259, 84/12/12. 8501180452. 


8501210173 Advises that 841005 Rev 15 to radiological emergency plan 
continues to meet planning stds of 10CFR50. 47(b) it 
requirements of 10CFR50, App E. 

VERRELLl.D. M. Region 2. Office of Director. 84/12/13. PARRIS.H.G. 
Tennessee Valley Authority. 2pp. 28501:187. 24X 

Fiche: 50-259, 84/12/13. 8501210173. 


8501100040 Summary of 841204 meeting w/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility Sc detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON. T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

Spp. 28355:349. 24X Fiche: 50-000. 84/12/27. 8501100040. 


B50108027B Revised Emergency Plan Implementing Procedure IP-17. 
"Emergency Equipment Sc Supplies. " W/850103 Itr. 

HUFHAM. J. W. Tennessee Valley Authority. 85/01/03. 0 'REILLY, J. P. 

Region 2. Office of Director, 32pp. 28233:227. 24X 

Fiche: 50-259. 85/01/03. 8501080278. 


8501110034 Forwards revised physical security plan. Plan withheld 
(ref 10CFR73. 21). 

HUFHAM. J.W. Tennessee Valley Authority. 85/01/03. 0 'REILLY. J. P. 

Region 2. Office of Director. Ip. 28314:349. 24X 

Fiche: 50-259. 85/01/03. 8501110034. 


B5011B0154 Ack receipt of 841219 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-44. 

50-260/84-44 Sc 50-296/84-44. 

VERRELLl.D. M. Region 2. Office of Director. 85/01/07. PARRIS.H.G. 
Tennessee Valley Authority. Ip. 28465:336. 24X 

Fiche: 50-259, 85/01/07. 8501180154. 


—8501180170 Responds to NRC 841102 Itr rs violations noted in Insp Repts 
50-259/84-44.50-260/84-44 Sc 50-296/84-44. Corrective actions: 
revs to RCI-4 Sc lPD-17 submitted to combine all amergency 
requirements into one procedure. 

DOMER.J. A. Tennessee Valley Authority. 84/12/14, O'REILLY. J. P. 
Region 2. Office of Director, 3pp, 28465:337. 24X 

Fiche: 50-2D9. 85/01/07. 8501180154, 


— 8501180224 Forwerd's Insp Repts 50-259/84-44,50-260/84-44 St 
50-296/84-44 on 846926-1025 Sc notice of violation, 

VERRELLI. D. M. Region 2. Office of Director. 84/11/02. 

PARRIS, H.O. Tennessee Valley Authority. 2pp. 28465:340, 24X 

Fiche; 50-259. 85/01/07, 8501180154. 


—8501180230 Notice of violation from insp on 840926- 1025. 

* Region 2. Office of Director. 84/11/02. 2pp, 28465:342. 24X 

Fiche: 50-259. 85/01/07. 8501180154. 
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—8501180242 Insp Rept 50-259/84-44i 50-260/84-44 & 50-296/84-44 on 
840926-1025. Violation noted; requirements not met in that 
Radiological Control Instruction 4 deficient & not 
adhered to. 

PAULK»0. L. Region Office of Director. 84/11/01. 10pp. 

28465:344. 24X Fi ch e: 50-259, 85/01/07. 8501 180154. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT.D, ©. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501230345 Clarifies 840730 SPDS implementation schedule. SPDS for 
Unit 3 will be installed during Cycle 7 refueling outage. 

SPDS for Units 1 & 2 will be installed during Cycle 8 
outage. 

HUFHAM. J. W. Tennessee Valley Authority. 85/01/14. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28510: 119. 
24X Fiche: 50-259, 85/01 / 1 4, 850 1 230345. 


J. Insurance & indemnity information 


8501160181 Forwards Endorsement 79 to hELZA Policy NF-198 Se Endorsement 
67 to MAELU Policy MF-66. 

DUCK, J. R. Marsh McLennan, Inc. 85/01/11. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 3pp. 28410:295. 24X 

Fiche: 50-259. 85/01/11. 8501160181. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of “Sholly Amend” to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Roles and Records, 84/06/21. BELL. N. 
Nuclear Information Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000.84/06/21. 8501230111. 


— 8501230250 Advises of no concurrence in proposed notice for license 
amends re Cycle 6 reload it mods made during current 
refueling outage. Basis for proposed NSHC determination needs 
clarification. 

GRAY, J. R. Office of the Executive Legal Director. 83/09/15. 
CLARK. R. NRC - No Detailed Affiliation Given. 4pp. 28525:271. 
24X Fiche; 50-000,84/06/21,8501230111. 


— 8501230450 Opposes Tech Spec changes in Sholly package re core physics. 
Rationale confuses safety findings w/NSHC determination 
stds. If staff cannot find results of change acceptable then 
basis not reliable. 

PAWSON.R. Office of the Executive Legal Director. 84/02/28. 

SCINTO. U. NRC - No Detailed Affiliation Given. Ip. 28525:298. 

24X Fiche: 50-000.84/06/21,8501230111. 


—8501230469 Comments on proposed notice for amend re senior reactor 
operators. Basis for NSHC determination should be clarified. 

GRAY. U, R. Office of the Executive Legal Director. 83/09/13. 
CLARK, r: NRC - No Detailed Affiliation Given. Spp. 28525:307. 
24X Fiche: 50-000,84/06/21,8501230111. 


8411270265 Application for amends to Licenses DPR-33, DPR-52 it DPR-68, 
changing Tech Specs re removal of requirement for initiation 
of reactor scram on condenser lout vacuum. Fee paid. 

DOMER.J.A, Tennessee Valley Authority. 84/11/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 27635:210. 
24X Fiche; 50-259, 84/11/19. 8411270265. 


— 8411270269 Proposed Tech Specs re removal of requirement for initiation 
of reactor scram on condenser low vacuum. 

* Tennessee Valley Authority. 84/11/19. 24pp. 27635:212, 24X 

Fiche: 50-259, 84/11/19, 8411270265. 


8501020292 Application for amend to Licenses DPR-33, DPR-52 & DPR-68, 
changing Tech Specs re clarification of requirements & 
correction of typos. Description 4t justification of changes 
NSHC end. Fee paid. ; . 

DOMER.J. A. : Teittnessee Vailty Authority. 84/12/21. DENTON, H. R. 

Off ire of Nuclear Reactor Regulation. Director. 2pp. 28142:027. 
24X Fiche; 50-259, 84/12/21, 8501020292. 


8501020294 Proposed Tech Specs re admini strative changes involving 
clarification of requirements & correction of typos, 

* Tennessee Valley Authority. 84/12/21. 19pp. 28142:029. 24X 

Fiche; 50-259. 84/12/21, 8501020292. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CR?50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. S4/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501250295 Requests extension until 351130 to complete work needed to 
comply W/10CFR50. 49 re environ qualification of electrical 
equipment. Table of components Se devices Sc required 
justification for continued operation end. Fee paid. 

DOMERiJ. A. Tennessee Valley Authority. 85/01/11. DENTON, H. R, 
Office of Nuclear Reactor Regulation, Director. 150pp. 28546:230. 

24X Fiche: 50-259, 85/01 / 1 1, 8501250295. 


8501220189 Notification of 850131 meeting w/util in Limestone County, AL 
to discuss integrated schedule for plant mods. 

CLARK, R.J. Operating Reactors Branch 2. 85/01/16. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28520: 145. 24X 

Fiche: 50-259, 85/01/16, 8501220189. 


8501220508 Ack receipt of 841221 application for exemption from 
lOCFRSO, App J test interval requirement Sc justification for 
extended operation w/overlaid welds. Submittal of 
application fee required. 

DIGGS, R.M. License Fee Management Branch. 85/01/17. PARRIS, H. G. 
Tennessee Valley Authority. Ip. 28518:333. 24X 

Fiche; 50-259, 85/01/17, 8501 220508. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501300269 FOIA request for copies of 11 specific documents, inc lud ing 
ROb,LERs, insp repts Sc INPO repts. 

WILLIAMS, □. G. JRA Associates. 84/06/15. FELTON, J. M. Division of 
Rules and Records. 2pp. 28684:037. 24X Fiche: 50-000, 84/06/15, 

8501300269. 


8501180041 Forwards Enforcement Conference Repts 50-259/84-46, 
50-260/84-46 Sc 50-296/84-46 on 841107. No noncompliance 
noted. 

O'REILLY, J. P. Region 2, Office of Director. 84/11/28. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28465:258. 24X 

Fiche: 50-259, 84/11/28, 8501180041. 


— 8501180046 Enforcement Conference Repts 50-259/84-46,50-260/84-46 Sc 
50-296/84-46 on 841107. Major areas d iscussed : violation of 
Tech Spec during reactor startup on 841022. 

BUTCHER, R. C. , CANTRELL, F. S. Region 2, Office of Director. 

84/11/27. 5pp. 28465:260. 24X Fiche: 50-259, 84/11/28, 8501180041. 


8501210267 Forwards Insp Repts 50-259/84-47, 50-260/84-47 Sc 50-296/84-47 
on 841113-16. No violation or deviation noted. 

VERRELLI,D. Region 2, Office of Direcior. 84/12/12. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28494:255. 24X 

Fiche: 50-259, 84/12/12. 8501210267. 


—8501210338 Insp Repts 50-259/84-47, 50-260/84-47 Se 50-296/84-47 on 
841113-16. No violation or deviation noted. Major areas 
inspected: inservice insp Sc IE Bulletin 83-03, 

GIRARD, E.H., BLAKE, U. J. Region 2, Office of Director. 84/12/10. 
5pp. 28494:257. 24X Fiche: 50-259, 84/12/12. 8501210267. 


8501180435 Discusses 841213 meeting re status of programmatic changes 
concerning NRC licensed activi ti es, Observed managerial 
improvements Sc improvements in regulatory performance 
discussed. 

O'REILLY, J. P. NRC - No Detailed Affiliation Given. 84/12/19. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 28464:286. 24X 

Fiche: 50-000, 84/12/19, 8501180435. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501210133 Ack receipt of supplemental 841217 response informing NRC 
of steps taken to correct violations noted in Insp Repts 
50-259/84-01,50-260/84-01 8c 50-296/84-01. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/12/31. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 28501: 154. 24X 

Fiche: 50-259, 84/12/31, 8501210133. 


8501180154 Ack receipt of 841219 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-44, 

50-260/84-44 8c 50-296/84-44. 

VERRELLI,D. M. Region 2, Office of Director. 85/01/07. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 28465:336. 24X 

Fiche: 50-259, 85/01/07, 8501180154. 
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— 8501180170 Responds to NRC 841102 Itr re violations noted in Insp Repts 
50-259/84--44* 50-260/84-44 & 50-296/84-44. Corrective actions: 
revs to RCI-4 & IPD-17 submitted to combine all emergency 
requirements into one procedure. 

DOMER^J. A. Tennessee Valley Authority. 84/12/14. 0 'REILLY. J. P. 

Region 2. Office of Director. 3pp. 28465:337. 24X 

Fiche: 50-259, 85/01/07. 8501180154. 


— 8501180224 Forwards Insp Repts 50-259/84-44. 50-260/84-44 & 
50-296/84-44 on 840926-1025 & notice of violation. 

VERRELLI. D. M. Region 2. Office of Director. 84/11/02. 

PARRIS. H.G. Tennessee Valley Authority. 2pp. 28465:340, 24X 

Fiche: 50-259. 85/01/07. 8501180154. 


— 8501180230 Notice of violation from insp on 840926-1025. 

* Region 2. Office of Director. 84/11/02. 2pp, 28465:342. 24X 

Fiche: 50-259. 85/01/07. 8501180154. 


—8501180242 Insp Rept 50-259/84-44,50-260/84-44 & 50-296/84-44 on 
840926-1025. Violation noted: requirements not met in that 
Radiological Control Instruction 4 deficient & not 
adhered to. 

PAULK. G.L., PATTERSON. C. A. , CANTRELL. F. S. Region 2. Office of 
Director. 84/11/01. 10pp. 28465:344. 24X Fiche; 50-259. 85/01/07, 

8501180154. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10. 8501070401 . 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11, 8501080502, 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co, of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501310454 EN-S5-004: on 850124. notice of violation Sc proposed 
imposition of civil penalties in amount of *100,000 to be 
issued. Action based on violations, re 840814 event concerning 
core spray overpressur i zation. 

BEACH.B. . AXELRAD, J, Director's Office, Office of Inspection and 
Enforcement. 85/01/22. Ip. 28685:189. 24X Fiche: 50-259, 85/01/22, 

8501310454. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co, of New 

York, Inc. 109pp. 28692:001, 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501290294 Forwards updated response to IE Bulletin 83-03 re check 
valve failures in raw water cooling sys of diesel 
generators, revising portions of LM Mills 830615 Sc 1107 Sc 
840115 responses. 

DOMER, J. A. Tennessee Valley Authority. 85/01/24. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28620; 222. 24X 

Fiche: 50-259, 85/01/24, 8501290294. 


8501310330 Discusses insp on 840814-0906 St forwards notice of violation 
Sc proposed imposition of civil penalty. 

O'REILLY, J. P. Region 2. Office of Director. 85/01/28. PARRIS, H. O. 
Tennessee Valley Authority. 4pp. 28656:070. 84X 

Fiche: 50-259, 85/01/28> 8501310330. 


'8501310336 Nptice pf violation Sc proposed imposition of civil penalty 
in amount of 6100^,000. Violations notedrUnit 1 core spray 
discharge to reactor check valve inoperable fpr at least 8 
months. 

O'REILLY, J. P. Director's Office, Office of Inspection and 
Enforcement. 85/01/28. 5pp. 28656:074. 24X 

Fiche: 50-259, 85/01/28, 8501310330. 


—8501310345 Insp Repts 50-259/84-34.50-260/84-34 Sc 50-296/84-34 on 
840814-0906. Violations noted ; inadequate DC on solenoid valve 
rebuild parts Sc inoperable primary containment valve 
FCV-75-26. 

PAULK, G.L.. PATTERSON. C. A. , CANTRELL, F. S. Region 2. Office of 
Director. 85/01/24. 12pp. 28656:079. 24X Fiche: 50-259, 85/01 /2B. 

8501310330. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche : 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports Sc related correspondence 


85010S064S "Discharge Monitoring Rept. Nov 1904." 

SCHMIERBACH, M. Tennessee Valley Authority. 84/11/30, 12pp. 

2B244: 143. 24X Fiche: 50-259. 84/11/30. 8501080645. 


8501240483 Monthly operating repts for Nov 1984. W/841214 Itr. 

JONES. G. T. Tennessee Valley Authority. 84/11/30. 26pp. 28556:070. 

24X Fiche: 50-259.84/11/30. 8501240483. 


S. Reportable occurrences. LERs Sc related correspondence 


8501090067 LER 84-022-03: on 840512, IE Bulletin 79-OlB investigation 
determined single failure or LOCA could cause loss of 
electric board room cooling equipment. Caused by design 
oversight. Design change in progress. W/S41228 Itr. 

WALKER. J. B. > JONES. 0. T. Tennessee Valley Authority. 84/12/26. 3pp. 
28276: 358. 24X Fiche: 50-259, 84/12/28, 8501090067. 


8501180152 LER 83-023/01 X-2: on 830513. crac k-1 i ke indications detected Sc 
confirmed by ultrasonic insp on weld KR-1-37. Caused by 
IGSCC. Weld will be repaired before startup, W/8501oe Itr. 

HOLDER, T, . JONES. G. T. Tennessee Valley Authority. 85/01/08. 9pp. 
28466:006. 24X Fiche: 50-259, 85/01/08. 8501180152. 


8501230436 PNO- 1 1 -85-008: on 6501 16, reactor trip occurred due to low 
water level signal in reactor pressure vessel. Cause under 
investigation. Plant out of svc until investigation complete. 
PATTERSON, C. , CANTRELL, F. S. Region 2, Office of Director. 85/01/18. 
2pp. 28511:230. 24X Fiche: 50-259. 85/01/18, 8501230436. 


8501280679 LER 84-038-00: on 841219, RCIC turbine failed to reepond above 
2,100 rpm. Cause not stated. RCIC ramp generator St signal 
converter replaced. W/a50118 Itr. 

SMITH, D. L. , JONES, 0. T. Tennessee Valley Authority. 85/01/18. 3pp, 
28614:042. 24X Fiche: 50-259, 85/01/18, 8501280679. 


V. Operator Examinations 


B5011B051B Notifies of schedule of operator license exame for wk of 
850408. Ref matl from list in Enel 1 requested by 850208. 

Applications requested at least 60 days prior to exam. NRC 
requirements for exam administrati on end. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/24. PARRIS, H.O. 
Tennessee Valley Authority. 5pp, 20500:302. 24X 

Fiche; 50-259,84/12/24, 8501180518, 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency St fire protection plant 


8501180452 Confirms 841205 telcon re 841219 meeting at Region II ofc 
to discuss proposed rev to physical security plan. 

OLSHINSKI, J, A. Region 2, Office of Director. 84/12/12, PARRIS, H.G. 

Tennessee Valley Authority. Ip. 28464:321. 24X 

Fiche: 50-259, 84/12/12, 0501180452. 


8501210173 Advises that 841005 Rev 15 to radiological emergency plan 
continues to meet planning stds of 10CFR50. 47(b ) Sc 
requirements of 10CFR50, App E. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/13. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28501:187. 24X 

Fiche: 50-259, 84/12/13, 8501210173. 


8501100040 Summary of 841204 meeting w/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility St detailed control room design reviews as separate 
items. Estimates of schedules for performance end, 

KENYON, T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

Spp, 28355:349. 24X Fiche: 50-000, 04/12/27, 8501 100040. 
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B50108027S Revised Emergency Plan Implementing Procedure IP-17* 
"Emergency Equipment Se Supplies. " W/850103 Itr. 

HUFHAM, J. W. Tennessee Valley Authority. 85/01/03. 0 'REILLY* J. P. 

Region 2, Office of Director. 32pp. 28233:227. 24X 

Fiche: 50-259* 85/01/03, 8501080278. 


8501110034 Forwards revised physical security plan. Plan withheld 
(ref 10CFR73. 21). 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/03. O'REILLY, J. P. 
Region 2* Office of Director. Ip. 28314:349. 24X 

Fiche: 50-259* 85/01/03, 8501110034. 


8501180154 Ack receipt of 841219 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-44, 

50-260/84-44 & 50-296/84-44. 

VERRELLIiD. M. Region 2* Office of Director. 85/01/07. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 28465:336. 24X 

Fiche: 50-259, 85/01/07, 8501180154. 


— 8501180170 Responds to NRC 841102 Itr re violations noted in Insp Repts 
50-259/84-44,50-260/84-44 & 50-296/84-44. Correct ive actions: 
revs to RCI-4 8t IPD-17 submitted to combine all emergency 
requirements into one procedure. 

D0MER,J. A. Tennessee Valley Authority. 84/12/14. O'REILLY* J. P. 
Region 2* Office of Director. 3pp. 28465:337. 24X 

Fiche: 50-259* 85/01/07* 8501180154. 


— 8501180224 Forwards Insp Repts 50-259/84-44,50-260/84-44 & 
50-296/84-44 on 840926-1025 & notice of violation. 

VERRELLl* D. M. Region 2* Office of Director. 84/11/02. 
PARRIS*H.G. Tennessee Valley Authority. 2pp. 28465:340. 24X 

Fiche: 50-259* 85/01/07, 8501180154. 


— 8501180230 Notice of violation from insp on 840926-1025. 

* Region 2* Office of Director. 84/11/02. 2pp. 28465:342. 24X 

Fiche; 50-259* 85/01/07* 8501180154. 


— 8501180242 Insp Rept 50-259/84-44, 50-260/84-44 & 50-296/84-44 on 
840926-1025, Violation noted: requirements not met in that 
Radiological Control Instruction 4 deficient & not 
adhered to. 

PAULK, <5, L. Region 2* Office of Director. 84/11/01. 10pp. 

28465: 344. 24X Fiche: 50-259, 85/01/07* 8501180154. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT* D. 0. Division of Licensing, 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp, 67718:161. 24X 

Fiche: 50-000* 85/01/09, 8501100621. 


8501230345 Clarifies 840730 8PDS implementation schedule. SPDS for 
Unit 3 will be installed during Cycle 7 refueling outage. 

SPDS for Units 1 !< 2 will be installed during Cycle 8 
outage. 

HUFHAM, U.W. Tennessee Valley Authority. 85/01/14. DENTON* H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28510: 119. 
24X Fiche: 50-259, 85/01/14, 8501230345. 


J, Insurance fe indemnity information 


8501160181 Forwards Endorsement 79 to NELIA Policy NF-198 «e Endorsement 
67 to MAELU Policy MF-66. 

DUCK, U, R. Marsh St McLennan, Inc. 85/01/11. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 3pp. 28410:295. 24X 

Fiche: 50-259* 85/01/11, 8501160181, 


P, Operating license stage documents it correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re applicatioin of "Bholly Amend" to consideration 
of TMI-1 steam generatotr OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON* U. M. Division of Rules and Records. 84/06/21, BELL. N. 
Nuclear Information Resource Service, 5pp. 28525:241. 24X 

F i c h e : 50-000* 84/06/2 1 * 8501 230 m . 


B501230450 Opposes Tech Spec changes in Sholly package re core physics. 
Rationale confuses safety findings w/NSHC determination 
stds. If staff cannot find results of change acceptable then 
basis not reliable. 

PAWSON*R. Office of the Executive Legal Director. 84/02/28. 

SCINTa*J. NRC - No Detailed Affiliation Given. Ip. 28525:298. 

24X Fiche: 50-000*84/06/21, 8501230111. 


“8501230469 Comments on proposed notice for amend re senior reactor 
operators. Basis for NSHC determination should be clarified. 

GRAY, U. R. Office of the Executive Legal Director. 83/09/13. 
CLARK,R. NRC ^ No Detailed Affiliation Given. Bpp. 28525:307. 
24X Fiche ; 50-000, 84/06/21 , 8501 230 1 1 1 . 


8411270265 Application for amends to Licenses DPR-33, DPR-52 & DPR-6S, 
changing Tech Specs re removal of requirement for initiation 
of reactor scram on condenser low vacuum. Fee paid. 

DOMER.J. A. Tennessee Valley Authority. 84/11/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 27635:210. 
24X Fiche: 50-259, 84/11/19, 841 1270265. 


— 8411270269 Proposed Tech Specs re removal of requirement for initiation 
of reactor scram on condensor low vacuum. 

* Tennessee Valley Authority, 84/11/19. 24pp. 27635:212. 24X 

Fiche: 50-259, 84/11/19, 841 1270265. 


8501020292 Application for amend to Licenses DPR-33, DPR-52 Sc DPR-68, 
changing Tech Specs re clarification of requirements Sc 
correction of typos. Descripti on Sc justification of changes Sc 
NSHC end. Fee paid. 

DOMER.J. A. Tennessee Valley Authority. 84/12/21. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28142:027. 
24X Fiche: 50-259, 84/12/21, 8501020292. 


— 8501020294 Proposed Tech Specs re administrative changes involving 
clarification of requirements Sc correction of typos. 

» Tennessee Valley Authority. 84/12/21. 19pp. 28142:029. 24X 

Fiche: 50-259, 84/12/21, 8501020292. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Oualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501250295 Requests extension until 8511S0 to complete work needed to 
comply w/lOCFRSO. 49 re environ qual if ication of electrical 
equipment. Table of components Sc devices Sc required 
justification for continued operation end. Fee paid. 

DOMER.J. A. Tennessee Valley Authority. 85/01/11. DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director. 150pp. 28546:230. 

24X Fiche: 50-259,85/01/11* 8501250295. 


B5012201B9 Notification of 850131 meeting w/util in Limestone County, AL 
to discuss integrated schedule for plant mods. 

CLARK* R.J. Operating Reactors Branch 2. 85/01/16. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip. 28520: 145. 24X 

Fiche: 50-259*85/01/16* 8501220189, 


O. Inspection reports* IE Bulletins Sc correspondence 


8501180041 Forwards Enforcemant Conference Repts 50-259/84-46* 
50-260/84-46 Sc 50-296/84-46 on 841107. No noncompliance 
noted. 

O'REILLY, J. P. Region 2, Office of Director. 84/11/28. PARRIS, H.G. 
Tennessee Valley Authority, 2pp. 28465:258. 24X 

Fiche: 50-259* 84/11/28* 8501180041, 


— 8501180046 Enforcement Conference Repts 50-259/84-46*50-260/84-46 St 
50-296/84-46 on 841107. Major areas discussed: violation of 
Tech Spec during reactor startup on 841022. 

BUTCHER, R. C. , CANTRELL* F. S. Region 2* Office of Director. 
84/11/27. 5pp. 28465:260. 24X Fiche: 50-259, 84/11/28. 8501 180041. 


8501210267 Forwards Insp Repts 50-259/84-47,50-260/84-47 St 50-296/84-47 
on 841113-16. No violation or deviation noted. 

VERRELLl, D. Region 2. Office of Director. 84/12/12. PARRIS* H. G. 
Tennessee Valley Authority. 2pp. 28494:255. 24X 

Fiche: 50-259* 84/12/12, 8501210267. 


— 8501210338 Insp Repts 50-259/84-47. 50-260/84-47 St 50-296/84-47 on 
841113-16. No violation or deviation noted. Major areas 
Inspected: Inservice insp St IE Bulletin 83-03. 

GIRARD* E.H.* BLAKE, J. J. Region 2> Office of Director. 84/12/10. 
5pp. 28494:257. 24X Fiche; 50-259, 84/12/12, 8501210267. 

6501180435 Discusses 841213 meeting re status of programmatic changes 
concerning NRC licensed ectivitics. Observed managerial 
improvements Sc improvements in reguletorry performance 
discussed. 

O'REILLY. J.P. NRC - No Data! led Affl Marian Given. 84/12/19. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 28464:286. 24X 

Fiche: 50-000,84/12/19* 8501180435. 


8412190503 IE Info Notice 84-94, "Ra concentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. •’ Sve list end. 

GRACE, J, N. Division of Emergency Prepmroii^*** Engineering Response 
(Post 830103). 84/12/21. Conso-1 idattied Edison Co. of New York, 

Inc. I2lpp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 
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8501S10133 Ack receipt of supplemental 841217 response informing NRC 
of steps taken to correct violations noted in Znsp Repts 
50-259/84-01* 50-260/84-01 & 50-296/84-01. 

O'REILLY, J. P. Region 2> Office of Director. 84/12/31. PARRIS, H.O. 
Tennessee Valley Authority. Ip. 28501:154. 24X 

Fiche: 50-259,84/12/31, 8501210133. 


8501180154 Ack receipt of 841219 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84—44. 

50-260/84-44 & 50-296/84-44. 

VERRELLI.D. M. Region 2, Office of Director. 85/01/07. PARRIS, H.O. 
Tennessee Valley Authority. Ip. 28465:336. 24X 

Fiche: 50-259, 85/01/07, 8501180154. 


— 8501180170 Responds to NRC 841102 Itr re violations noted in Insp Repts 
50-259/84-44,50-260/84-44 & 50-296/84-44. Corrective actions: 
revs to RCI-4 it IPD-17 submitted to combine all emergency 
requirements into one procedure. 

DOMER.J. A. Tennessee Valley Authority. 84/12/14. O'REILLY, J. P. 
Region 2, Office of Director. 3pp. 28465:337. 24X 

Fiche: 50-259, 85/01 /07, 8501 180154. 


—8501180224 Forwards Insp Repts 50-259/84-44,50-260/84-44 & 
50-296/84-44 on 840926-1025 & notice of violation. 

VERRELLl, D. M. Region 2, Office of Director. 84/11/02. 

PARRIS, H.G. Tennessee Valley Authority. 2pp. 28465:340. 24X 

Fiche: 50-259, 85/01/07, 8501180154. 


— 8501180230 Notice of violation from insp on 840926-1025. 

* Region 2, Office of Director. 84/11/02. 2pp. 28465:342. 24X 

Fiche: 50-259, 85/01/07, 8501180154. 


—8501180242 Insp Rept 50-259/84-44, 50-260/84-44 & 50-296/84-44 on 
840926-1025. Violation noted: requirements not met in that 
Radiological Control Instruction 4 deficient & not 
adhered to. 

PAULK, O.L., PATTERSON, C. A. , CANTRELL, F. S. Region 2, Office of 
Director. 84/11/01. 10pp. 28465:344. 24X Fiche: 50-259, 85/01/07, 

8501180154. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, U. N. Division of Emergency Preparedness <k Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000,85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Impeller. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169, 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Sve list 
end. 

JORDAN, E.L. Division of Emergency Preparedness I, Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Sve list end, 

JORDAN, E.L. Division of Emergency Preparedness (b Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e; 50-000, 85/01/23, 8501230236. 


8501290294 Forjwards updatfd response to IE Bulletin 83-03 re check 
valve failures in raw weten cooling sys df diesel 
generators, revising portione o> {LM liills .830615 It 1107 It 
840115 responses. 

DOrtER,J. A. Tennessee Villey Authority, 85/01/24. O'REILLY* J. P, 
Region 2, Office of Director. 4p^p. 28^30:222. 24)C 

Fiche: 50-259, 85/01/24, 8501290294. 


8501310330 Discusses insp on B40B 14-0906 It forii^ardf notice pf vinlati on 
It proposed impoeition of civil penalty. 

0 'REILLY, J. P. Region 2, Office of Director. 85/01/28. PARRIS, H. 0. 
Tennessee Valley Authority. 4pp. 28656; 070. , 24|!( , 

Fiche; 50-259, 85/01/28, 850131033(5. ^ ^ ^ 


— 8501310336 Notice of violation & proposed imposition of civil penalty 
in amount of SlOO, 000. Violations noted: Unit 1 core spray 
discharge to reactor check valve inoperable for at least 8 
months. 

O'REILLY, J. P. Director's Office. Office of Inspection and 
Enforcement. 85/01/28. 5pp. 28656:074. 24X 

Fiche: 50-259, 85/01/28, 8501310330. 


—8501310345 Insp Repts 50-259/84-34, 50-260/84-34 It 50-296/84-34 on 
840814-0906. Violations noted : inadequate QC on solenoid valve 
rebuild parts & inoperable primary containment valve 
FCV-75-26. 

PAULK, G.L., PATTERSON, C. A. . CANTRELL, F. S. Region 2, Office of 
Director. 85/01/24. 12pp. 28656:079. 24X Fiche: 50-259, 85/01/28, 

8501310330. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Sve list end. 

GRACE, J. N. Division of GA, Safeguards Si Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche : 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


B501080645 "Discharge Monitoring Rept, Nov 1984." 

SCHMIERBACH, M. Tennessee Valley Authority. 84/11/30. 12pp. 

28244: 143. 24X Fiche: 50-259, 94/11/30, 8501080645. 


8501240483 Monthly operating repts for Nov 1984. W/a4i214 Itr. 

JONES, G.T. Tennessee Valley Authority. 84/11/30. 26pp. 28556:070, 

24X Fiche: 50-259, 84/11/30, 8501240483. 


S. Reportable occurrences, LERs related correspondence 


8501040057 LER 84-008-00: on 841129, IGSCC indications found in 
recirculation piping reactor water cleanup piping & jet pump 
instrument nozzles. Affected welds will be repaired before 
startup. W/841221 Itr. 

JORDAN,A.W. , JONES, G.T. Tennessee Valley Authority. 84/12/21, 3pp. 
28209: 179. 24X Fiche: 50-260, 84/12/21, 8501040057. 


8501290100 LER 84-007-01: on 840922, excess! ve leakage occurred on main 
steam line isolation valves B tt C. Cause not stated. Valve 
poppet will be machined li valve seat lapped to ensure proper 
seating li acceptable leakage. W/850115 Itr. 

WALKER, J.B., JONES, G.T. Tennessee Velley Authority. 85/01/15. 3pp. 
28639:286. 24X Fiche: 50-260, 85/01/15, 8501290100. 


V. Operator Examinations 


B50118051B Notifies of schedule of operator license exams for wk of 
850408. Ref matl from list in End 1 requested by 850208. 

Applications requested at least 60 days prior to exam. NRC 
requirements for exam administration end. 

VERRELLI.D. M. Region 2, Office of Director. 84/12/24. PARRIS,H. 0. 
Tennessee Valley Authority. 5pp. 28500:302. 24X 

Fiche: 50-259, 84/12/24# 8501180518. 


DOCKET 50-261 H. B. ROBINSON PLANT, UNIT 2 


F. Security, oitdical, emergency It fire protection plans 


8501210168 Ack receipt of 840427 Itr informing NRC of steps taken to 
correct violations noted in Insp Rapt 50-261/84-06. 

LEWIS, R.C. Region 2, Office of Director. 84/05/03. UTLEY, E. E. 
Carolina Power li Light Co. Ip. 28501:260. 24X 

Fiche: 50-261, 84/05/03, 8501210168. 


—8501210172 Forwards response to NRC 040327 Itr re violations noted in 
Insp Rept 50-261/84-06. Corrective actions withheld 
(ref 10CFR73. 21 It 2.790). 

MCDUFFIE, M. A. Carolina Power li Light Co. 84/04/27, LEWIS, R, C. 
Division of Project Si Resident Programs. Ip. 28501:261. 24X 

Ficha; 50-261, 84/05/03, 8501210168. 


8501300269 FOIA request for copies of 11 specific documents, including 
ROs» LERs, insp repts ti INPO repts. 

WILLIAMS, 0. G, JRA Associates. 04/06/15. FELTON, J. M. Divislonof 
Rules and Records, 2pp, 28684:037. 24X Fiche: 50-000, 84/06/15, 

8501300269. 


8501030361 Foruiards approved SSER re fir# protection rule on 
alternative shutdown capebility, per Sections HI. 0.3 & XII.L 
of App R to 10CFR50. Proposed mods acceptable, 

VARGA, 8. A. Operating Reactors Branch 1. 84/08/08. UTLEY, E.E. 

Carolina Power Sc Light Co. 26pp. 28201:322. 24X 

Fiche: 50-261. 84/08/08, 8501030361. 
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8501210127 Forwards Insp Rept 50-261/84-37 on 841011-1110. No violations 
or deviations noted. 

VERRELLI* D. M. Region 2, Office of Director. 84/12/07. UTLEY, E. E. 
Carolina Power & Light Co. 2pp. 28501: 126. 24X 
Fiche: 50-261. 84/12/07, 8501210127. 


— 8501210132 Insp Rept 50-261/84-37 on 84101 1-1 1 10. No violations or 
deviations noted. Major areas inspected: Tech Spec compliance, 
plant tour, operations performance, ROs, housekeeping, site 
security & surveillance 8c maint activities. 

KRUG,H. E. , WHITCOMB, H. C. , FREDERICKSQN. P. Region 2, Office of 
Director. 84/12/06. 7pp. 28501:128. 24X Fi che: 50-261, 84/ 12/07, 

8501210127. 


8501020362 Rev 2 to Vol 2, Part 5 of Emergency Plan 8, Procedure PEP-451, 
"Emergency Work Permits & Exposure Control. " W/841226 Itr. 

MORGAN, R.E. Carolina Power Sc Light Co. 84/12/26. O ^REILLY, J. P. 
Region 2, Office of Director. 20pp. 28138: 118. 24X 

Fiche: 50-261, 84/12/26. 8501020362. 


8501040144 Submits results of NUS survey of toxic chemical shipments in 
facility vicinity, per TMI Action Item IZI.D, 3. 4 re control 
room habitablity. Chemicals shipped near facility do not 
present toxic hazard to control room. 

ZIMMERMAN, S. R. Carolina Power & Light Co. 84/12/28. VAROA, S. A. 
Operating Reactors Branch 1, 2pp, 28472:070. 24X 

Fiche: 50-261. 84/12/28, 8501040144. 


8501040226 Responds to 840221 order directing util to implement 
specific items Sc to submit info re emergency response 
capability (ERC). NUREG-0737, Suppl 1 compliance submittal 
end. 

UTLEY. E.E. Carolina Power Sc Light Co. 84/12/31. VARGA, S. A, 
Operating Reactors Branch 1. 450pp. 28472:072. 24X 

Fiche: 50-261, 84/12/31, 8501040226. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. ISSpp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501180161 Rev 1 to Emergency Plan Procedure PEP-554, "Search Sc 
Rescue. " W/850114 ltr. 

MORGAN, R.E. Carolina Power Sc Light Co. 85/01/10. O'REILLY, U. P. 
Region 2, Office of Director. 9pp. 28454:344. 24X 

Fiche; 50-261, 85/01/10, 8501180161. 


8501180360 Rev 8 to Emergency Plan Implementing Procedure PEP-2004, 
"Personnel. " W/850114 ltr. 

MORGAN. R.E. Carolina Power Sc Light Co. 85/01/14. O'REILLY. J. P. 
Region 2. Office of Director. 11pp. 28453:167. 24X 

Fiche: 50-261, 85/01/14, 8501180360. 


8501220330 Rev 3 to Emergency Plan Sc Procedure PEP-2005, "Emergency 
Preparedness Directors Sc County Warning Points. " 

W/850115 ltr. 

MORGAN, R.E. Carolina Power Sc Light Co. 85/01/15. O'REILLY, J. P. 
Region 2, Office of Director, 8pp. 28494:001. 24X 

Fiche: 50-261, 85/01/15, 8501220330. 


8501230054 Requests exemption from 10CFR50,App R, Section III.J 
requirement to provide 8 h battery powered emergency 
lighting for access Sc egress alternate access path to safe 
shutdown equipment. Technical justification end. Fee paid, 
CUTTER, A. B. Carolina Power Sc Light Co. 85/01/16. VARGA, S. A. 
Operating Reactors Branch 1, 4pp. 28516:011, 24X 

Fiche; 50-261, 85/01/16, 8501230054. 


8501250429 Rev 5 to Emergency Plan Sc Procedure PLP-007, "Emergency 
Response Plan. " W/850122 ltr. 

MORGAN, R.E. Carolina Power Sc Light Co. 85/01/22. O'REILLY, J. P. 
Region 2, Office of Director. lip. 28547:312. 24X 

Fiche: 50-261, 85/01/22, 8501250429. 


8501250437 Rev 4 to Emergency Plan Sc Procedure PLP-007, "Emergency 
Response Plan. " W/850122 ltr, 

MORGAN, R.E. Carolina Power Sc Light Co. 85/01/22. O'REILLY, J. P. 
Region 2, Office of Director. Bpp, 28547:344. 24X 

Fiche: 50-261, 85/01/22, 8501250437. 


8501290304 Rev 6 to Emergency Response Plan PLP-007. W/8 50 123 ltr. 
MORGAN, R.E. Carolina Power Sc Light Co. 85/01/23. O'REILLY, J. P. 
Region 2, Office of Director. epp; 28619:340. 24X 

Fiche: 50-261, 85/01/23, 8501290364, 


B501310530 Ack receipt of 841203 Rev 9 to physical security plan. Most 
changes found consistent w/provisions of 10CFR50. 54<p ) Sc 
acceptable. List of changes to rev requiring administrative 
clarification end. 

OLSHINSKI, J. A. Region 2, Office of Director. 85/01/24. UTLEY. E. E. 
Carolina Power Sc Light Co, 5pp. 28693:009. 24X 

Fiche: 50-261. 85/01/24, 8501310530. 


J. Insurance Sc indemnity information 


8501100443 Forwards Endorsement 31 to NELIA Policy NF-180. 

BARHAM, C.D. Carolina Power Sc Light Co. 84/12/31, DINIT2, I. 
Assistant Director for State Sc Licensee Relations. Ip. 28288:204. 
24X Fiche: 50-261, 84/12/31, 8501100443. 


— 8412050366 Requests submittal of Endorsement 31 to NELIA Policy 
NF-ISO. 

DINITZ, I. Office of State Programs, Director. 84/11/27. 
GRAHAM, W.E. Carolina Power Sc Light Co. 3pp. 28288:205. 24X 

Fiche: 50-261,84/12/31, 8501100443. 


8501300226 Forwards Endorsement 65 to MAELU Policy MF-49. 

BARHAM, C.D. Carolina Power Sc Light Co. 85/01/22. SALTZMAN, J. 
Assistant Director for State S< Licensee Relations. Spp. 28642: 197. 
24X Fiche: 50-261. 85/01/22, 8501300226. 


8501300240 Forwards Endorsement 81 to NELIA Policy NF-180. 

BARHAM. C.D. Carolina Power Sc Light Co. 85/01/22. SALTZMAN, J. 
Assistant Director for State Sc Licensee Relations, 2pp. 28642:346. 
24X Fiche: 50-261,85/01/22, 8501300240. 


8501300281 Forwards Endorsement 5 to MAELU Policy M-21. 

BARHAM, C.D. Carolina Power Sc Light Co. 85/01/22. SALTZMAN, J. 
Assistant Director for State Sc Licensee Relations. 2pp. 28643:026. 
24X Fiche: 50-261,85/01/22, 850 1300281. 


P. Operating license stage documents Sc correspondence 


8501070531 Forwards draft App B Sc Chapter 3 to ORNL rept, "Pressurized 
Thermal Shock evaluation of HB Robinson Unit 2 Nuclear Power 
Plant, " for review Sc comment. 

JOHNSON, C. NRC - No Detailed Affiliation Given. 84/12/17. WOODS, R. 

NRC - No Detailed Affiliation Given. Ip. 28237:001. 24X 

Fiche: 50-261, 84/12/17, 8501070531. 


— 8501070544 Draft App B, "Pressurized Thermal Shock (PTS) Initiating 
Event Frequency Sc Branch Probability Screening Estimates for 
HB Robinson Unit 2 Nuclear Power Station, " to "PTS 
Evaluation of HB Robinson Unit 2 Nuclear Power Plant. " 

MINARICK, J. W. , AUSTIN, R. A. Science Applications, Inc. * Oak 
Ridge National Laboratory. 84/11/20. NRC - No Detailed 
Affiliation Given. 34pp. 28237:002. 24X Fiche: 50-261, 84/12/17, 

8501070531. 


— 6501070552 Draft Chapter 3, "Development of Overcooling Sequences for 
HB Robinson Unit 2 Nuclear Power Plant. " to "Pressurized 
Thermal Shock Evaluation of HB Robinson Unit 2 Nuclear 
Power Plant, " 

MASON.C., MCBRIDE, A. Science Applications, Inc. SELBY, D. L. Oak 
Ridge National Laboratory, 84/11/21. NRC - No Detailed 
Affiliation Given. 117pp. 28237:036. 24X Fiche: 50-261, 84/12/17, 

8501070531. 


8501210199 Advises that 840806 proposed curriculum for site-specific 
training program for NRC personnel acceptable, 

O'REILLY, J. P. Region 2, Office of Director. 84/12/20. 

ZIMMERMAN, S. R. Carolina Power & Light Co. Ip. 28494:344. 24X 

Fiche: 50-000, 84/12/20, 8501210199. 


8501020319 Forwards supplemental info re util 831107 response to 
Generic Ltr 83-28 concerning shunt trip automatic actuation 
mod, per util 831107 commitment it NRG 840810 request. 

ZIMMERMAN, S. R. Carolina Power Sc Light Co. 84/12/27. EISENHUT, D. G. 
Division of Licensing. 12pp. 28142:391. 24X Fiche; 90-261, 84/12/27. 

8501020319. 


8901030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR90. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants, " Svc list and. 
EISENHUT, D. G. Division of Licensing. S4/12/27, Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8901020249 Responds to request for addl info re post-4ccident sampling 
sys per NUREG-0737, Item II. B. 3, in response to 841109 
conference call. 

CUTTER, A. B. Carolina Power Sc Light Co. 84/12/28. VAROA, 8. A. 
Operating Reactors Branch 1. 2pp. 28143:250. 24X 

Fiche; 50-261, 84/12/28, 8501020249, 
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S501040077 Advises that sensitivity studies re Cycle 10 commitments 
submitted to CO Thomas by Exxon Nuclear Co 841228 Itr. 

ZZMMERMAN> S. R. Carolina Pouer & Light Co. 84/12/28. VAROA. S. A. 
Operating Reactors Branch 1. Ip. 28182:207. 24X 

Fiche: 50-261> 84/12/28, 8501040077. 


8501210071 Forwards summary of 841123 meeting in Atlanta, GA re facility 
readiness for operation after steam generator replacement 
outage & operability of svc water sys. Attendance list end. 

OLSHINSKI, J. A. Region 2, Office of Director. FREDERICKSON, P. NRC - 
No Detailed Affiliation Given. 84/12/28. UTLEY, E. E. Carolina Power 
St Light Co. 4pp. 28501:306. 24X Fic he : 50-261 , 84/12/28, 8501210071. 


8501140427 Forwards request for addl info re conformance of components 
of inadequate core cooling instrumentation sys to NUREO-0737 
design requirements per Generic Ltr 82-28. Use of 
Westinghouse level instrumentation acceptable. 

VAROA, S. A. Operating Reactors Branch 1. 84/12/31. UTLEY, E. E. 

Carolina Power 8t Light Co. 7pp. 28392: 196. 24X 

Fiche: 50-261, 84/12/31, 8501140427. 


8501100054 Requests FR publication of notice of issuance of Amend 88 to 
License DPR-23, revising Tech Specs to add limiting condition 
for operation & basis for backfeeding safety-related buses 
through main & auxiliary transformers, 

VARGA, S, A, Operating Reactors Branch 1. 85/01/02, MILLER, J, R. 

Operating Reactors Branch 3, 2pp. 28355: 357. 24X 

Fiche: 50-261, 85/01/02. 8501100054. 


8501100388 Forwards Amend 88 to License DPR-23 Sc safety evaluation. 
Amend revises Tech Specs, adding limiting conditions for 
operation Sc basis for backfeeding El Sc E2 safety-related 
buses through main Sc unit auxiliary transformers. 

REQUA, G. Operating Reactors Branch 1. 85/01/02. UTLEY, E. E. 

Carolina Power Sc Light Co. 3pp. 28357; 105. 24X 

Fiche: 50-261, 85/01/02, 8501100388. 


— 8501100397 Amend 88 to License DPR-23, revi sing Tech Specs by adding 
limiting conditions for operation S< basis for backfeeding 
El Sc E2 safety-related buses through main Sc unit auxiliary 
transformers. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/02. 6pp, 

28357: 108. 24X Fiche: 50-261, 85/01/02, 8501100388. 


— 8501100401 Safety evaluation supporting Amend 88 to License DPR-23, 

» Office of Nuclear Reactor Regulation, Director. 85/01/02. 2pp. 
28357:114. 24X Fiche: 50-261, 85/01/02, 8501100388. 


8501180035 Handwritten memo forwarding draft Chapter 5, "Pressurized 
Thermal Shock Evaluation of HB Robinson Unit 2 Nuclear Power 
Plant, " re probabilistic fracture mechanics analysis of 
potential overcooling sequences. Comments due by 850121. 

JOHNSON, C. NRC - No Detailed Affiliation Given. 85/01/07. WOODS, R. 

NRC - No Detailed Affiliation Given. Ip. 28469:001. 24X 

Fiche: 50-261,85/01/07, 8501180035. 


— 8501180044 Draft Chapter 5, "Pressurized Thermal Shock Evaluation of 
HB Robinson Unit 2 Nuclear Power Plant, " re probabilistic 
fracture mechanics analysis of potential overcooling 
sequences. 

CHEVERTON, R. D. , BALL. D. 0. Oak Ridge National Laboratory. 

84/12/26. NRC - No Detailed Affiliation Given. 2lOpp. 

28469: 003. 24X Fiche: 50-261, 85/01/07, 8501180035. 


8501300572 Notification of 850201 meeting w/util in Bethesda.MD to 
discuss status of open mutli-plant acti ons, NUREO-0737 
& plant-specific items. 

REQUA, G. Operating Reactors Branch 1, 85/01/21. VARGA, S. A. 

Operating Reactors Branch 1. 3pp. 28684: 139. 24X 

Fiche: 50-261, 85/01/21, 8501300572. 


8501290489 Forwards revised responses to Items 2,10,11 Zt 12 of Generic 
Ltr 83-28 re shunt trip mod. New control room indication/ 
annunciation unnecessary. 

ZIMMERMAN, S. R. Carolina Power & Light Co. 85/01/25. cISENHUT, D. G. 
Division of Licensing. 3pp. 28617:025. 24X Fiche: 50-261, 85/01/25, 

8501290489. 


Q. Inspection reports, IE Bulletins S< correspondence 


B50121016B Ack receipt of 840427 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-261/84-06. 

LEWIS, R.C. Region 2, Office of Director. 84/05/03. UTLEY, E. E. 
Carolina Power it Light Co. Ip. 28501:260. 24X 

Fiche: 50-261, 84/05/03, 8501210168. 


— 8501210172 Forwards response to NRC 840327 ltr re violations noted in 
Insp Rept 50-261/84-06. Corrective actions withheld 
(ref 10CFR73. 21 it 2.790). 

MCDUFFIE, M. A. Carolina Power & Light Co. 84/04/27, LEWIS, R. C. 
Division of Project Sc Resident Programs. Ip. 28501:261. 24X 

Fiche: 50-261, 84/05/03, 8501210168. 


S5011S0183 Forwards Insp Rept 50-261/84-39 on 841029-1 102. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/29. UTLEY, E. E. 
Carolina Power Sc Light Co, 2pp. 28466:025, 24X 

Fiche; 50-261 , 84/ 1 1 /29, 8501180183, 


— 8501180200 Insp Rept 50-261/84-39 on 841029-1 102. No violation or 
deviation noted. Major areas inspected ; Type A leak rate test 
witnessing & review of associated documentation & review of 
Type B & C leak rate test procedures it program. 

WHITENER, H. L. , MELLEN, L. S. , JAPE, F, Region 2, Office of Director. 
84/11/27. 6pp. 28466:027. 24X Fiche; 50-261, 84/1 1/29, 8501 180183. 


8501210118 Forwards Insp Rept 50-261/84-45 on 841119-21. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/05. UTLEY, E. E. 

Carolina Power Sc Light Co, 2pp. 28500:325. 24X 
Fiche: 50-261 , 84/ 12/05, 8501210118, 


— 8501210124 Insp Rept 50-261/84-45 on 841119-21. No violation or 
deviation noted. Major areas inspected; svc water piping sys 
degradation & inservice testing of pumps Sc valves. 

KLEINSORGE, W. P. , BLAKE, J. J. Region 2, Office of Director. 
84/11/30. 7pp. 28500:327. 24X Fiche : 50-261 , 84/12/05, 85012X01 18. 


8501210127 Forwards Insp Rept 50-261/84-37 on 84101 1-1 1 10. No violations 
or deviations noted. 

VERRELLI, D. M, Region 2, Office of Director. 84/12/07. UTLEY, E. E. 
Carolina Power it Light Co. 2pp. 28501:126. 24X 
Fiche: 50-261, 84/12/07. 8501210127. 


■8501210132 Insp Rept 50-261/84-37 on 841011-1 110. No violations or 
deviations noted. Major areas inspected ; Tech Spec compliance, 
plant tour, operations performance, ROs, housekeeping, site 
security Sc surveillance Sc maint activities. 

KRUG, H. E. . WHITCOMB, H. C. , FREDERICKSON, P. Region 2, Office of 
Director. 84/12/06. 7pp. 28501:128. 24X Fiche: 50-261 , 84/12/07, 

8501210127. 


8501180448 Forwards Insp Rept 50-261/84-36 on 841001-05. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/10. UTLEY, E. E. 
Carolina Power 8< Light Co. 2pp. 28464:300. 24X 

Fiche: 50-261, 84/12/10, 8501 1B0448. 


—0501180451 Insp Rept 50-261/84-36 on 841001-05. No violations or 
deviations noted. Major areas inspected : response to Generic 
Ltr 83-28, post-trip review, equipment classification, 
post-maint testing Sc reactor trip sys reliability. 

MERR I WEATHER, N. , DAVIS, M., WHITCOMB, H. Region 2, Office of 
Director. 84/12/06. 19pp. 28464:302. 24X Fiche: 50-261, 84/12/10, 

8501180448. 


8501210013 Forwards Insp Rept 50-261/84-47 on 841126-30. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director, 84/12/12. UTLEY, E. E. 
Carolina Power St Light Co. 2pp, 28501:233. 24X 

Fiche: 50-261, 84/12/12, 8501210013. 


—8501210016 Insp Rept 50-261/84-47 on 841126-30. No violations or 
deviations noted. Major areas inspected .* independent insp, 
surveillance test witnessing Sc surveillance test results 
review. 

SCHNEBLI,0. , JAPE, F. Region 2, Office of Director. 84/12/10. 
4pp. 28501:235. 24X Fiche: 50-261, 84/ 12/12, 8501210013. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. ” Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, B412190503. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fi cht: 50-000, 85/01/ 10, 8501070401. 


8501080502 IE Info Notice 85-002, “Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. I09pp. 28537:193. 24X Fiche: 50-000, 85/01/U, 8501080502. 


8501290549 Forwards SER re inservice insp program plan S« relief from 
exam requirements, submitted by util 830118 Sc 840430 Itrs. 

Exam requirement relief denied in cases where necessary 
findings could not be made, 

VARGA, S. A. Operating Reactors Branch 1. 85/01/11. UTLEY, E. E. 

Carolina Power Sc Light Cp. 2pp. 28649:018. 24X 

Fiche: 50-261, 85/01/11, 8501290549. 
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— 8501290553 SER supporting requests for relief from inservice insp 
requirements. 

* Office of Nuclear Reactor Regulation* Director. 84/10/24. 9pp. 
28649:020. 24X Fiche: 50-261* 85/01/1 1 * 8501290549, 


— 8410100494 “HB Robinson Steam Electric Plant Unit 2* Znservice Insp 
Program Technical Evaluation Rept. " 

* Science Applications* Inc. NRC-03-82-096. SAI-84/1650. 

84/07/31. NRC - No Detailed Affiliation Given. 2Spp. 
28649:029. 24X Fiche: 50-261, 85/01/11* 8501290549. 


8501100655 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neu 

York* Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01/15* 8501100655. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fiche; 50-000* 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005* “Pipe Whip Restraints." Svc list 
end. 

JORDAN* £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007. “Contaminated Radiography Source 
Shipments. “ Svc list end. 

GRACE. J. N. Division of QA» Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neu York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501180050 Monthly operating rept for Dec 1984. W/850109 Itr. 

SCOTT* A. E.^ MORGAN* R.E. Carolina Power & Light Co. 84/12/31. 
DEYOUNG* R. C. Director's Office, Office of Inspection and 
Enforcement. Ip. 28465:356. 24X Fiche: 50-261* 84/12/31* 8501180050. 


S. Reportable occurrences* LERs le related correspondence 


8501080120 Summary of 841129 operating reactor events meeting. List of 
attendees* events discussed* assignments" made (c status of 
previous assignments end. 

CRUTCHFIELD* D. Assistant Director for Safety Assessment. 84/12/24. 
EISENHUT.D. G. Division of Licensing. 19pp. 28273:229. 24X 

Fiche: 50-000* 84/12/24, 8501080120. 


8501080604 LER 84-011-01: on 841129* leak path opened from outside 
containment to outside containment* violating containment 
integrity. Caused by opened vent valve allowing svc water 
line to drain for welding repairs. W/841227 Itr. 

WRIOHT.C. L. * MORGAN* R.E. Carolina Power «( Light Co. 84/12/27. 3pp. 
28244:252, 24X Fiche : 50-261* 84/12/27* 8501080604. 


8501100124 PNO-1 1-85-002: on 650105* reactor returned to svc after 
extended outage for replacement of generators. Reactor 
coolant pump motors tc circulating water pumps completely 
overhauled. 

HARDIN* A. Region 2, Office of Director. 85/01/07, Ip. 28289:340. 
24X Fiche: 50-^261* 85/01/07* 8501 100124. 

8501240005 PNO- II -85H307; OTT 850116* reactor shut down when insp found 
incorrect safety factor us«4 in evaluation of seismic 
supports. Nine supports, associated w/safety-related equipment 
declared inoperable. 

HARDIN* A.* FREDERICKSON* P. Region 2* Office of Director. 85/01/16. 
Ip. 28542; 152. 24X Fiche: 50-261* 85/01/16. 8501240005. 


8501300083 LER S4-012'^00: on 841215* PORUs PCV^455c it 456 inoperable 
while plant less than 350 psig u/bubble in pressuriser, 

Caused by error in low temp overpressure protection syfs 
drawing & operating procedures. W/850121 Itr. 

WRIOHT.C. L.* MORGAN, R.E. Carolina Power fc Light Co* 85/01/22. 3pp. 
28678:342. 24X Fiche: 50-261, 85/01/22* 8501300083. 


DOCKET 50-262 BRIGHAM YOUNG UNIU. RESEARCH REACTOR 


Q. Inspection reports* IE Bulletins Sc correspondence 


B412190503 IE Info Notice 84-94* “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of Neu York* 

Inc. 121pp. 28570:042. 24X Fi che: 50-000* 84/12/21, 8412190503. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. “ Svc list end. 

GRACE* J. N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10, 8501070401. 


B501080502 IE Info Notice 85-002, “Improper Installation 8e Testing of 
Differential Pressure Transmitters. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


8501100655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft 8c Impeller. " Svc list end. 

JORDAN.E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fi ch e: 50-000* 85/01/15, B501 100655. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, B501160196. 


6501230229 IE Info Notice 85-005. “Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York* Inc. 108pp. 28692:186. 24X Fiche: 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* “Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN*E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007* “Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE* J. N. Division of QA* Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295, 24X Fiche: 50-0(50* 85/01/29* 8501250352. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F, Security* medical* emergency Sc fire protection plans 


8501020008 Requests submittal of annual emergency exercise objectives Sc 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 Sc 830826. Schedule 
for exercises occurring after 850301 provided. 

PAPERIELLO* C. J. Region 3* Office of Director. 84/12/14. 

LARSON* C.E. Northern States Power Co. 2pp. 28156:227. 24X 

Fiche: 50-000* 84/12/14, 8501020008. 


8501080473 Responds to 841031 Itr re proposed transportation of spent 
nuclear fuel from Mont icello* MN through State of Wl.DOT 
responsible for determining safety of routes. NRC responsible 
for protection against sabotage. 

PALLADINO* N. J. Commissioners. 84/12/17. EARL* A. 8. Wisconsin* 
State of. 2pp. 28273:264. 24X Fiche: 50-263* 84/12/17, 8501080473. 


—8501080476 Advises that petition will be submitted by 041204 asking for 
assessment of need for shipment of 1*058 spent fuel 
assemblies from Monticello* MN to Morri s, XL. Assessment should 
include inquiry into elternetives to shipment. 

EARL* A. S. Wisconsin* State of. 84/10/31. PALLADINO, N. J. 
Commissioners. 2pp. 28273:266. 24X Fiche: 50-263* 84/12/17* 

8501080473. 


8501090188 Forwards proprietary NEDC-30806Pi "SAR for Monticello 
Nuclear Generating Plant SPDS. " Rept withheld 
(ref 10CFR2. 790). 

MUSOLF, D. Northern States Power Co. 84/12/26. Office of Nuclear 
Reactor Regulation* Director. 4pp, 28258:249. 24X 

Fiche: 50-263* 84/12/26* 8501090188. 
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8501220001 Forwards Insp Rept 50~263/S4--27 on 841204-06. No 
noncofflpliance noted. Summary of exercise weaknesses end. 
PAPERIELLO, C. J. Regions, Office of Director. 84/12/27. 
LARSON, C.E. Northern States Power Co. 3pp. 28507:235. 24X 

Fiche: 50-263, 84/12/27, 8501220001. 


— 8501220002 Insp Rept 50-263/84-27 on 841204-06. No deviation or 
noncompliance noted. Major areas inspected; emergency 
preparedness exercise w/observat ions of key functions & 
locations. Exercise weaknesses noted. 

PLOSKI,T. , SMITH, M., BROWN, 0. Region 3, Office of Director. 
84/12/26. 15pp. 28507:238. 24X Fiche: 50-263, 84/12/27, 8501220001. 


8501140110 Reciuests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, phys ical security & 
emergency response to reduce reactor site training time. 

KEPPLER,J. G. Region 3, Office of Director. 84/12/28. LARSON. C. E. 
Northern States Power Co. 2pp. 28377:358. 24X 

Fiche: 50-000. 84/12/28, 8501140110. 


8501080333 Revised emergency response plan implementing procedures, 
including A. 2 re emergency plan implementing procedures list 
of current pages tt A, 2-204 re offsite protective action 
racommendatiaons. W/841231 Itr. 

FEY.F. L. Northern States Power Co. 84/12/31. 46pp. 28232:349. 

24X Fiche: 50-263, 84/12/31, 8501080333. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. O. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09. 8501100621. 


8501160327 Requests telephone company personnel access to Health 
Physics Network during wk of 850121 for removal of privacy 
feature to reduce circuit blockage, 

HIND, J. A. Regions, Office of Director. 85/01/11. LARSON, C.E. 
Northern States Power Co. Ip. 28406:356. 24X Fiche: 50-000, 

85/01/11,8501160327. 


8501220266 Revs to emergency plan implementing procedures, including 
Rev 12 to A. 2-001, "Emergency Organization" 9t Rev 5 to 
A. 2-702, "Response to Emergency at Prairie Island." W/850117 
ltr. 

SREVIG, R. L. , FEY,F. L. Northern States Power Co. 85/01/17, 30pp. 

28493: 321. 24X Fiche: 50-263, 85/01/17, 8501220266. 


8501280330 Provides description of util plan for resolving design 
deficiencies in recently installed fire dampers. Discussions 
w/vendor & Bechtel continuing. Plant will proceed w/startup 8c 
operate until Part 21 design deficiency corrected. 

MUSOLF, D. Northern States Power Co. 85/01/16. Office of Nuclear 
Reactor Regulation, Director. 3pp. 28567:040, 24X 

Fiche: 50-263, 85/01/18, 8501280330. 


J. Insurance 8c indemnity information 


8501300526 Forwards Endorsements 75 8c 63 to NELIA Policies NF-174 8c 
NP-197, Endorsements 62 8c 54 to MAELU Policies MF-51 8c NF-6E, 
Endorsement 5 to NELIA Certificates N-17, N-36 Ic N-37 8c 
Endorsement 5 to MAELU Certificates M-17, M-36 8c M-37, 

JOHNSON, R.G. Northern States Power Co. 85/01/25, DINITZ, I. 
Division of Engineering. 11pp. 28641:041, 24X 

Fiche: 50-000, 85/01/25, 8501300526. 


P, Operating license stage documents 8c correspondence 


6501110078 Forwards 8ER re onviron i^ualification of electric eciuipnient 
important to safety. Program in compliance w/10CFR50, 49. 

Proposed resolution of deficiencies acceptable, based on 
831212 meeting 8c 840210 submittal. 

VA88ALL0, D. B, Operating Reactors Branch 2. 84/12/13. MU80M^ftwfl. 

Northern States Power Co. 3pp. 28369:220, 24X 

Fiche: 50-263, 84/12/13, 8501110078, 


—8501110081 Safety evaluation supporting util program for environ 
qualification of electric equipment important to safety. 

* Office of Nuclear Reactor Regulation, Director. 84/12/13. 9pp. 
28369:223. 24X Fiche: 50-263, 84/12/13, 8501110078. 


8501070052 Informs that review of test ft maint procedures It Tech Specs 
8c check of vendor 8i engineering recommendation, per Generic 
Ltr 83-28 re Salem ATW8 events, completed. Existing post-maint 
testing guidance ti requirements adequate. 

MUSOLF, D. Northern States Power Co. 84/12/26. Office of Nuclear 
Reactor Regulation, Director. Ip. 28205:362. 24X 

Fiche: 50-263^ 84/12/26, 8501070052. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end, 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070181 Provides clarifying info re statement in 841127 SER 
accompanying Amend 31 to License DPR-22 concerning degraded 
voltage protection logic changes. 

MUSOLF, D. Northern States Power Co. 84/12/27. Office of Nuclear 
Reactor Regulation, Director, 2pp. 28204:342. 24X 

Fiche: 50-263, 84/12/27, 0501070181. 


8501070287 Provides commitment to modify one or two safety— relief 
valves w/seismic Category I supply headers 8, long-term gas 
supply, per NRC request. Safety-grade alarm or pressure 
indicator in control room will also be modified. 

MUSOLF, D. Northern States Power Co. 84/12/27. Office of Nuclear 
Reactor Regulation, Director. Ip. 28202:074. 24X 

Fiche: 50-263, B4/12/27. 8501070287. 


8501070376 Responds to DB Vassal lo 840314 request for confirmation of 
implementation of dissolved gas mods, per NUREG-0737, Item 
II.B. 3. Mods complete Sc dissolved gas measurement technique 
fully operational. Info re shipping cask provided. 

MUSOLF, D. Northern States Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation, Director. ip. 28202: 358. 24X 

Fiche: 50-263, 84/12/28, 8501070376. 


8501110255 Responds to NRC 840314 ltr. Dissolved gas mods complete 8c in 
compliance w/NUREO-0737 Item II. B, 3. Shipping cask available 
to ship post-accident samples offsite for analysis. 

MUSOLF, D. Northern States Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation, Director. Ip. 28309:359. 24X 

Fiche: 50-263, 84/12/28, 8501110255. 


8501090375 Ack receipt of 841206 application for extension of deadline 
date for environ qualification of Rockwell Zntl hydrogen 
recofflbiners. Remittance of 10CFR170 fee requested. 

MILLER, W.Q. License Fee Management Branch. 85/01/03. MUSOLF, D. M. 
Northern States Power Co. Ip. 28305:356. 24X Fiche: 50-263. 

85/01/03, 8501090375. 


8501230403 Forwards fee for 841206 applicetion for extension of 
dtedlint re environ quelif icetion of Rockwell Inti hydrogen 
rtcombiner electrical equipment, per 050103 request. 

MUSOLF, 0. Northern States Power Co. 85/01/08. MILLER, W.O. License 
Fee Management Branch. Ip. 28512:091. 24X Fiche: 50-263, 85/01/08, 

8501230403. 


Q. Inspection reports, IE Bulletins 8< correspondence 


6501300269 FOIA request for copies of 11 specific documents, including 
ROs, LERs, insp repts it INPO repts. 

WILLIAMS, 0. G. JRA Associates. 84/06/15. FELTON, J. M. Division of 
Rules and Records. 2pp. 28684:037. 24 X Fiche: 50-000, 84/06/15, 

8501300269. 


8501100469 Forwards Insp Rept 50-263/84-25 on 841104-1201. No 
noncompliancc noted. 

WARNICK.R. F, Regions, Office of Director. 84/12/17. LARSON, C. E. 
Northern States Power Co. 2pp. 28348:233. 24X 

Fiche: 50-263, 84/12/17, 8501100469. 


— 8501100473 Insp Rept 50-263/84-25 on 841 104-1201. No noncompliance 
fioted. Major areas inspected: onsite review committee, design 
changes & mods, maint, surveillance & hydrostatic testing. 

BOYD.D. C. Region 3, Office of Director. 84/12/17. 4pp. 

38348: 235. 24X Fiche: 50-263, 84/12/17, 8501100469. 


8501300674 Informs that use of preprinted ack ltr ra itams of 
noncomplianct referenced in 840803 ltr will be discontinued 
as of 8501G1 in effort to further reduce unnecessary 
paperwork. If response edequate, no ack ltr will be issued. 

KEPPLER,J. G, Region 3, Office Of Director. 84/12/21, 

Commonwealth Edison Co. 3pp. 28677:067, 24X Fiche: 50-000, 84/12/21, 

8501300674. 


B501220001 Forwards Ins;p Rept 56^263/84'^27 on 841204-^06. No 
noncofflpliance noted. Summiry of exercise weaknesses sncl. 
PAPERIELLO, C. J. Region 3, Office of Director, 84/12/27. 
LARSON, C.E. Northern States Power Co, 3pp. 28507:^:15. 24X 

Fiche: 50-263, 84/12/27, 8501220001. 


r-€5D1220002 Xnap Rept 50r263>84'^ on 841204^6. No deviatlcm or 
none omp lienee noted. Major areas inspected: emergency 
preparedness exercise w/observetions of key functions 6 
locations. Exercise weaknesses noted, 

PL08KZ,T. , SMITH, M., BROUN. G. Region 3, Office of Director. 
84/12/26. 15pp. 28507:238. 24X Fiqhe: 50-263, 84/12/27, 8501220001. 
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— 9501290553 SER supporting requests for relief from inservice insp 
requirements, 

* Office of Nuclear Reactor Regulation^ Director. 84/10/24. 9pp. 
28649:020, 24X Fiche: 50-261, 85/01/11, S501290549. 


— 8410100494 '*HB Robinson Steam Electric Plant Unit 2, Inservice Insp 
Program Technical Evaluation Rept. " 

* Science Applications, Inc. NRC-03~82-096. SAI-B4/16S0. 

84/07/31. NRC - No Detailed Affiliation Given. 28pp. 

28649: 029. 24X Fiche: 50-261, 85/01/11, 8501290549. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft fc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neuf 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Neui 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neia York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501180050 Monthly operating rept for Dec 1984. W/850109 Itr. 

SCOTT, A. E., MORGAN, R.E. Carolina Power Sc Light Co. 84/12/31. 
DEYOUNG, R. C. Director ■'s Office, Office of Inspection and 
Enforcement. Ip, 28465:356. 24X Fiche; 50-261, 84/12/31, 8501180050. 


S. Reportable occurrences, LERs Sc related correspondence 


8501080120 Summary of 841129 operating reactor events meeting. List of 
attendees, events discussed, assignments made Sc status of 
previous assignments end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 84/12/24. 
EISENHUT,D. G. Division of Licensing. 19pp. 28273:229, 24X 

Fiche: 50-000, 84/12/24, 8501080120, 


DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmi tter s. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, “Inadequate Mgt of Security Response 
Drills. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich •: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of GA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, B5/01/29, 8501250352. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency Sc fire protection plans 


85010806Q4 LER 84-011-01 : on 841129, leak path opened from outside 
containment to outside containment, violating containment 
integrity. Caused by opened vent velve allowing svc water 
line to drain for welding repairs. W/841227 Itr. 

WRIGHT, C.L, MOROAN,R. E. Caroline Power Sc Light Co. 84/12/27. 3pp. 
28244; 252. 24X Fiche : 50-261, 84/12/27, 8501080604. 


8501100124 PNO-1 1-85-002: on 850105, reactor returned to svc after 
extended outage for replacement of generators. Reactor 
coolant pump motors Sc circulating water pumps completely 
overhauled. 

HARDIN, A. Region 2, Office of Director. 85/01/07. Ip. 28289:340. 
24X Fiche: 50-261, 85/01/07, 8501 100124. 


8501020008 Requests submittal of annual emergency exercise objectives Sc 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 Sc 830826. Schedule 
for exercises occurring after 850301 provided. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/14. 

LARSON, C.E. Northern States Power Co. 2pp. 28156:227. 24X 

Fiche: 50-000, 84/12/14, 8501020008. 


6501080473 Responds to 841031 Itr re proposed transportation of spent 
nuclear fuel from Mont icello, MN through State of Wl.DOT 
responsible for determining safety of routes. NRC responsible 
for protection against sabotage. 

PALLADIN0,N. J. Commissioners. 84/12/17. EARL, A. 8. Wisconsin, 
State of. 2pp. 28273:264. 24X Fiche; 50-263, 84/12/17, 8501080473. 


8501240005 PNO-H-B5-007: on 850116, reactor shut down when insp found 
incorrset safety factor used in evaluation of seismic 
supports. Nine supports associated w/tafcty-related equipment 
declared inoperable, 

HARDIN,A. , FREDERICK80N,P. Region 2, Office of Director. 85/01/16. 
Ip, 28542:152. 24X Fiche; 50-261, 85/01/16, 8501240005. 


8501300083 LER 84-pi^^00; pn 84i215,pORVs PCV-455C fc 456 Inoperable 
while plant les« than 350 psig w/bubblt in pressurixer. 

Caused by error in low temp overpressure protection sys 
drawing & operating procedures. W/850121 Itr. 

”0R®AN,R. E. Carolina Power & Light Co. 85/01/22. 
28673:342. 24X Fiche: 50-261, 85/01/22, 8501300083. 


3pp. 


— B5010B0476 Advises that petition will be submitted by 841204 asking for 
assessmont of need for shipment of 1,058 spent fuol 
assemblies from Mont icel lo, MN to liorri s, IL. Assessment should 
includo inquiry into alternatives to shipment. 

EARL, A. 8. Wisconsin, State of. 84/10/31. PALLADINO, N. J. 
Commissioners. 2pp. 28273:266. 24X Fiche; 50-263, 84/12/17, 

8501080473. 


8501090188 Forwards proprietary NEDC-30806P, "SAR for Monticello 
Nuclear Generating Plant 8PDS, " Rept withheld 
(ref 10CFR2. 790). 

MUSOLF, D. Northern States Power Co. 84/12/26, Office of Nuclear 
Reactor Regulation, Director. 4pp. 28258:249. 24X 

Fiche: 50-263, 84/12/26, 8501090188. 
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8501220001 Forwards Insp Rept 50-263/S4-27 on B4 1204-06. No 
noncompliance noted. Summary of exercise weaknesses end. 
PAPERIELLO# C. J. Region 3, Office of Director. 84/12/27. 
LARSON* C.E. Northern States Power Co. 3pp. 28507:235. 24X 

Fiche: 50-263* 84/12/27* 8501220001. 


—8501220002 Insp Rept 50-263/84-27 on 841204-06. No deviation or 
noncompliance noted. Major areas inspected; emergency 
preparedness exercise w/observations of key functions it 
locations. Exercise weaknesses noted. 

PLOSKI*T. * SMITH* M.* BROWN*©. Region 3* Office of Director. 
84/12/26. 15pp. 28507:238. 24X Fich e: 50-263* 84/12/27* 8501220001. 


8501140110 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety* phys ical security it 
emergency response to reduce reactor site training time. 

KEPPLER. J. G. Region 3* Office of Director. 84/12/28. LARSON. C. E. 
Northern States Power Co. 2pp, 28377:358. 24X 

Fiche: 50-000, 84/12/28* 8501140110. 


8501080333 Revised emergency response plan implementing procedures* 
including A. 2 re emergency plan implementing procedures list 
of current pages it A. 2-204 re offsite protective action 
r ccommendatiaons. W/841231 Itr. 

FEY.F. L. Northern States Power Co. 84/12/31. 46pp. 28232:349. 

24X Fiche: 50-263* 84/12/31* 8501080333. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501160327 Requests telephone company personnel access to Health 
Physics Network during wk of 850121 for removal of privacy 
feature to reduce circuit blockage. 

HIND* J. A. Region 3* Office of Director. 85/01/11. LARSON* C.E. 
Northern States Power Co. Ip. 28406:356. 24X Fiche: 50-000* 

85/01/11*8501160327. 


8501220266 Revs to emergency plan implementing procedures* including 
Rev 12 to A. 2-001* "Emergency Organization" it Rev 5 to 
A. 2-702* "Response to Emergency at Prairie Island." W/850117 
ltr. 

BREVIG.R. L. * FEY.F. L. Northern States Power Co. 85/01/17. 30pp. 

28493: 321. 24X Fiche: 50-263* 85/01/17* 8501220266. 


8501280330 Provides description of util plan for resolving design 
deficiencies in recently installed fire dampers. Discussions 
w/vendor it Bechtel continuing. Plant will proceed w/startup it 
operate until Part 21 design deficiency corrected. 

MUSOLFiD. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation* Director. 3pp. 26567:040, 24X 

Fiche: 50-263* 85/01/10* 8501280330. 


J, Insurance it indemnity information 


8501300526 Forwards Endorsements 75 Sc 63 to NELIA Policies NF-174 it 
NF-197* Endorsements 62 Sc 54 to MAELU Policies MF-51 Sc MF-68* 
Endorsement 5 to NELIA Certificates N-17.N-36 Sc N-37 Sc 
Endorsement 5 to MAELU Certificates M-17.M-36 Sc M-37. 

JOHNSON* R.G. Northern States Power Co. 85/01/25. DINITZ* I. 
Division of Engineering. 11pp. 28641:041, 24X 

Fiche; 50-000* 85/01/25* 8501300526. 


P. Operating license stage documents Sc correspondence 


8501110078 Forwards 8ER re environ qyalif ication of electric equipment 
important to safety. Program in compliance W/10CFR50, 4^. 

Proposed resolution of defioieneies acceptable* based on 
831212 meeting Sc 840210 submittal. 

VASSALLO* D. B. Operating Reactors Branch 2. 84/12/13. I1US0L.F*D. M. 

Northern States Power Co. 3pp. 28369:220. 24X 

Fiche; 50-263* 84/12/13* 8501110078. 


— 8501110081 safety evaluation supporting util program for environ 
qualification of electric equipment important to saftty. 
a Office of Nuclear Reactor Regulation* Director. 84/12/lP< 9pp. 
28369:223. 24X Fiche: 50-263* 84/12/13* 85011 10078. 


3501070052 Informs that raviaw of tost Sc maint procaduras St Tach Space 
Sc check of vendor Sc engineering recommendat'ion* per Generic 
Ltr 83-28 re Salem ATW8 events* completed. Ex isting post-maint 
testing guidance St requlreownts adequate, 

MU8(X.^*D. Northern States Power Co. 84/12/26, Office of Nuclear 
Raactor Ragulation* Diraetor. tp. 28205:362, 24X 

Fi c h 6: 50'^263» 04/12/26* 8501070052. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certif ication of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501070181 Provides clarifying info re statement in 841127 SER 
accompanying Amend 31 to License DPR-22 concerning degraded 
voltage protection logic changes. 

MUSOLF*D. Northern States Power Co. 84/12/27. Office of Nuclear 
Reactor Regulation* Director. 2pp. 28204:342. 24X 

Fiche: 50-263, 84/12/27* 8501070181. 


8501070287 Provides commitment to modify one or two safety-relief 
valves w/seismic Category I supply headers & long-term gas 
supply* per NRC request. Safety-grade alarm or pressure 
indicator in control room will also be modified, 

MUSOLF, D. Northern States Power Co. 84/12/27. Office of Nuclear 
Reactor Regulation* Director. Ip. 28202:074. 24X 

Fiche: 50-263* 84/12/27* 8501070287. 


8501070376 Responds to DB Vassal lo 840314 request for confirmation of 
implementation of dissolved gas mods, per NUREO-0737* Item 
II.B. 3. Mods complete & dissolved gas measurement technique 
fully operational. Info re shipping cask provided. 

MUSOLF. D. Northern States Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation* Director. Ip. 28202:358. 24X 

Fiche: 50-263* 84/12/28* 8501070376. 


8501110255 Responds to NRC 840314 ltr. Dissolved gas mods complete 6 in 
compliance w/NUREO-0737 Item 1 1. B. 3. Ship ping cask available 
to ship post-accident samples offsite for analysis. 

MUSOLF* D. Northern States Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation* Director. Ip. 28309:359. 24X 

Fiche; 50-263* 84/12/28* 8501110255. 


8501090375 Ack receipt of 841206 application for extension of deadline 
date for environ qual i f icetion of Rockwell Inti hydrogen 
recombiners. Remittance of 10CFR170 fee requested. 

MILLER* W.O. License Fee Management Branch. 85/01/03. MU80LF.D. M. 
Northern States Power Co. Ip. 28305:356. 24X Fiche: 50-263* 

85/01/03* 8501090375. 


8501230403 Forwards fee for 841206 application for extension of 
deadline re environ quelif icetion of Rockwell Inti hydrogen 
recombiner electrical equipment* per 850103 request. 

MUSOLF* D. Northern States Power Co. 85/01/08. MILLER. W. 0. License 
Fee Management Branch. Ip. 28512:091. 24X Fiche; 50-263* 85/01/08* 

8501230403. 


Q. Inspection reports* IE Bulletins it correspondence 


8501300269 FOIA request for copies of 11 specific doc uments* inc lud ing 
ROs* LERs* insp repts it INPO repts. 

WILLIAMS* 0. ©. JRA Associates. 84/06/15. FELTON* J. M. Division of 
Rules end Records. 2pp. 28684:037. 24X Fiche: 50-000* 84/06/15* 

8501300269. 


8501100469 Forwards Insp Rept 50-263/84-25 on 841 104-1201. No 
noncomp lienee noted. 

WARNICK.R, F. Regions* Office of Director. 84/12/17. LARSON* C. E, 
Northern States Power Co. 2pp, 28348:233. 24X 

Fiche: 50-263* 84/12/17* 8501100469. 


— 8501100473 Insp Rept 50-263/84-25 on 841 104-1201. No noncompliance 
noted. Major areas inspected: onsite review committee* design 
changes it mods* meint* surveillance & hydrostatic tasting. 

BOYD.D, C. Region 3* Office of Director. 84/12/17. 4pp. 

28348: 235. 24X Fiche; 50-263* 84/ 12/1 7* 8501 100469, 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reducf unnecessary 
paperwork. If response adequate* no eelk ltr will be issued. 

KEPPLER* J.O. Region 3* Office of Director. 84/12/21, 

Commonwealth Edison Co. 3pp. 28677: 067. 24X Fiche; 50-000* 84/12/21* 

8501300674. 

8501220001 Forwards Insp Rept 50'^263*«84^7 on 841204-<16, No 
noncompliance noted. Summary of exercisa weaknesses end. 

PAPERXELLO.C. J. Region 3* Office of Director. 84/12/27, 

LARSON* C.E. Northern States Power Co. 3pp. 28507:235. 24X 

Fiche: 50-263* 84/12/27* 8501220001. 


—^501220002 Insp Kept 50«r^3/84r!27 cm M deviation or 

noncompliance noted. Major areas, inspacted; emargency 
Ureparedness exercise w/observations of key functions & 
locations. Exercise weaknesses noted. 

FLQ8KI*^T. * SMITH* M. * BROWN*©. Region 3* Office of Director. 
84/12/26. 15pp. 28507: 238. 24X Fiche: 50-263* 84/12/27* 8501220001. 
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8501140110 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation saf ety< phy s ical security & 
emergency response to reduce reactor site training time. 

KEPPLER.J. e. Regions. Office of Director. 84/12/28. LARSON. C. E. 
Northern States Power Co. 2pp. 28377:358. 24X 

Fiche; 50-000,84/12/28. 8501140110. 


R. Periodic operating reports & related correspondence 


8501280039 Monthly operating rept for Nov 1984. W/S41211 Itr. 

MYRABO. A. L. . MUSDLF. D. Northern States Power Co. 84/11/30. 5pp. 
28615: 054. 24X Fiche: 50-263, 84/11/30, 8501280039. 


S. Reportable occurrences. LERs it related correspondence 


8501070626 PN0-III-84-106A: on 841204. excessive insertion times for 
control rod drives noted. Caused by plugged paper fiber on 
reuielded recirculation piping. Licensee checking u/vendor 
to replace screens w/larger mesh. State of MN notified. 

BOYD.D. , WARNICK.R. Region 3. Office of Director, 84/12/21. Ip. 
28217: 254. 24X Fiche: 50-263. 84/12/21. 8501070626. 


8501140400 LER 84-032-00: on 841227. reactor scram occurred due to 
noise spike on intermediate range monitor channel 13 
which tripped channel A of reactor protection sys. Noise 
spike caused by const activity in drywel 1. U/841221 Itr. 

HAMMER. M.F.. MUSOLF. D. Northern States Power Co. 84/12/21, 3pp. 
28376: 325. 24X Fiche: 50-263. 84/12/21. 8501140400. 


8501080120 Summary of 841129 operating reactor events meeting. List of 
attendees. events discussed. assignments made & status of 
previous assignments end. 

CRUTCHFIELD. D. Assistant Director for Safety Assessment. 84/12/24. 
EISENHUT, D. G. Division of Licensing, 19pp. 28273:229. 24X 

Fiche: 50-000, 84/12/24. 8501080120. 


8501070082 LER 84-033-00: on 841 127. turbine auxiliary oil pump motor 
failed. Caused by annunciation of turbine auxiliary oil pump 
breaker & transfer of instrument ac bus. Motor repaired. 

W/e41226 Itr. 

OAUSMAN, J. W, , MUSOLF. D. Northern States Power Co. 84/12/26. 3pp. 
28218: 277. 24X Fiche: 50-263. 84/12/26. 8501070082. 


8501080002 PNO-l 1 1-85-001: on 850102, State of WI issued order halting 
spent fuel shipments until spill prevention plan filed. 

Licensee has 10 days to comply w/order. 

MARABITO. R. . LICKUS, R. Region 3. Office of Director. 85/01/03. Ip. 
28231:131. 24X Fiche: 50-263. 85/01/03. 8501080002. 


8501110284 PNO-ni-85-OOlA: on 850102. State of WI Dept of Natural 
Resources issued temporary restraining order halting spent 
fuel shipments until spill prevention plan filed. Licensee 
not officially served w/order. 

LICKUS, R.. MARABITO. R. Region 3, Office of Director. 85/01/04, Ip. 
28309:298. 24X Fiche: 50-263. 85/01/04. 85011 10284. 


8501140396 LER 84-034-00: on 841207,RHR pump 11 tripped while in svc in 
shutdown cooling. Caused by closure of shotdoum cooling 
supply line isolation valves MO-2029 8c Ma-2030 due to loss 
of suction interlock, W/850107 Itr, 

NELSON. J.. MUSOLF.D. Northern States Power Co. 85/01/07. 3pp. 
28378: 043, 24X Fiche: 50-263, 85/01/07. 8501140396. 


8501210104 Part 21 rept re incorrect insulating tape. Instructions 
governing handling of incoming matls fully adequate Sc if 
followed, would have prevented error. 

HOFFMAN. E.O, Kerite Co. (subs, of Harvey Hubbell. Inc. ). 85/01/11. 

Region 1. Office of Director. 2pp. 28471:057. 24X 

Fiche: 50-000. 85/01/11. 8501210104. 


8501250400 PND-IH-8j5'^01 1 : on 850117. plant returned to operation 
following replacement of recirculation sys piping. CRD 
excessive time scram problem identified during outage 
satisfactorily resolved, 

BOYD.D.. WARNICK. R, Region 3. Office of Director. 85/01/18. Ip. 
28548:271. 24X Fiche: 50-263. 85/01/18. 8501250400. 


8501280330 Provides description of util plan for resolving design 
deficiencies in recqn^^y installed fire dampers. Discussions 
w/vendor Sc Bechliel continuing. Plant will proceed w/startup Sc 
operate until Part 21, design deficiency corrected. 

MUSOLF.D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation. Director. 3pp. 28567:040. 24X 

Fiche; 50-263. 85/01/18. 8501280330. 


V. Operator Examinations 


8501210139 Advises that written Sc oral/simulator exams scheduled for 
850429 & 30 Sc 0501-03. respectively. License applications 
should be submitted at least 60 days prior to first exam 
date. List of required ref matls end. 

LITTLE.W.S. Regions, Office of Director. 85/01/11. LARSON. C. E. 
Northern States Power Co. 5pp. 28501:340. 24X 

Fiche: 50-263, 85/01/11. 8501210139. 


DOCKET 50-264 DOW CHEMICAL CO. 


Q. Inspection reports. IE Bulletins 8c correspondence 


8501150239 Responds to NRC 841210 Itr re violations noted in insp. 
Corrective actions; all licensed senior reactor operators 
received written reminders of notification requirements. 

RAMPY.L. W. . BERRY, D.L. Dow Chemical Co. 84/12/21. NORELIUS, C. E. 
Region 3. Office of Director. 2pp. 28386:220. 24X 

Fiche: 50-264. 84/12/21. 8501150239. 


S. Reportable occurrences. LERs 8c related correspondence 


8501030275 RO; on 841203. wide-range log channel malfunctioned, resulting 
in manual scram. Cause traced to resistor in filter on 
detector high voltage supply. Repairs Sc testing in progress. 
KQCHER.C.W. Dow Chemical Co. 84/12/10. KEPPLER. J. G. Region 3. 
Office of Director. Ip. 28189:212. 24X Fiche: 50-264. 84/12/10. 

8501030275. 


8501290072 RD; on 850107. while taking unit to 95 kW power. period meter 
indicated period decreasing w/log power trace levelling Sc 
linear power trace rising. Caused by wide-range log channel 
malfunction. Manual scram initiated Sc reactor secured. 

KQCHER.C.W. Dow Chemical Co. 85/01/14. KEPPLER. U. 0. Region 3, 
Office of Director. Ip. 28639:320. 24X Fiche: 50-264. 85/01/14, 

8501290072. 


DOCKET 50-265 QUAD CITIES STATION. UNIT 2 


F. Security, medical, emergency Sc fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
directory. W/841217 release memo. 

MOORE. R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp, 28234:029. 24X 

Fiche: 50-000. 84/11/30. 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
directory. 

6ALLE.D. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031, 

24X Fiche: 50-000, 84/11/30. 8412210259. 


8501110220 Rev 16 to Emergency Plan Implementing Procedure QEP 340-0. 
"Corrective Actions. " Rev 5 to QEP 610-0. "Reentry. " Rev 5 
to QEP 620-0. "Recovery" Sc Reg 11 to QEP 700-0. "TelephonelS 
Directories. " 

* Commonwealth Edison Co. 84/11/30. 4Spp. 28311:029. 24X 

Fiche: 50-254, 84/11/30, 8501110220. 


8501140040 Revised emergency plan implementing procedures, including 
Rev 10 to TSN-CCC-1 re corporate command ctr director. Rev 4 
to TSN-CCC-2 re intelligence director Sc Rev 3 to TSN-CCC-3 
re medical director. 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche: 50-000, 84/11/30, 8501140040. 


S5010B0191 Forwards Insp Repts 50-254/84-21 Sc 50-265/84-19 on 
841007-11 10. No noncompliance noted. 

SHAFER, W.D. Region 3. Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28245:313. 24X Fiche: 50-254. 04/12/10. 
8501080191. 


— 8501080208 Insp Repts 50-254/84-21 Sc 50-265/84-19 on 841007-1110. No 
noncompliance or deviations noted. Major areas inspected: 
radiological controls, maint/mods. surveillance. fire 
protection, emergency preparedness Sc security. 

CHRISSDTIMOS. N. Region 3. Office of Director. 84/12/03. 7pp, 
28245:315. 24X Fiche: 50-254, 84/12/10. 8501080191. 


8501180162 Forwards Insp Repts 50-254/84-25 Sc 50-265/84-23 on 841111- 
1215. No noncompliance noted. 

SHAFER. W.D. Regions. Office of Director. 84/12/27. REED. C. 
Commonwealth Edison Co. 2pp. 28465:325. 24X Fiche: 50-254, 84/12/27, 

8501180162. 
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— 8501180169 Insp Repts 50-254/84-25 & 50-265/84-23 on 841 1 1 1-121 5. No 
noncompliance noted. Major areas inspec ted: operations* 
radiological control s* maint & mods* survei 1 lance* fire 
protection* emergency preparedness & security. 

CHRISSOTIMOS. N. Region 3* Office of Director. 84/12/26. 7pp. 
28465: 327. 24X Fiche: 50-254* 84/12/27* 8501180162. 


8501150132 Forwards Physical Security Insp Repts 50-254/84-26 & 
50-265/84-24 on 841210-14. No none omp 1 ian ce noted. Concern 
noted re maint support for certain security equipment. 

AXELSON*W. L. Region 3* Office of Director. 85/01/07. REED* C. 
Commonwealth Edison Co. 2pp. 28379:282. 24X Fiche: 50-254. 85/01 /07* 

8501150132. 


— 8501150143 Physical Security Insp Repts 50-254/84-26 & 50-265/84-24 on 
841211-14. No noncompliance noted. Major areas inspected: 
security plan & implementing procedures* security mgt & 
organization. Details withheld <ref 10CFR73. 21). 

PIRTLE*©. L. Region 3* Office of Director. 85/01/07. 2pp. 

28379:284. 24X Fiche; 50-254* 85/01/07* 8501150132. 


8501280425 Rev 5 to QEP 430-1* "Onsite Operational Support Ctr. " 

JESSEN* D. Commonwealth Edison Co. 85/01/08. 4pp. 28564:039. 24X 

Fiche: 50-254. 85/01/08* 8501280425. 


8501280434 Revised emergency plan implementation procedures* including 
Rev 3 to QEP 190-0 re operational support ctr director it 
Rev 3 to QEP 190-1 re operational support ctr director 
implementing procedure. 

* Commonwealth Edison Co. 85/01/08. 3pp. 28565:004. 24X 

Fiche; 50-254, 85/01/08. 8501280434. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT* D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718:161. 24X 

Fiche; 50-000* 85/01/09. 8501100621. 


8501220267 Revised emergency plan implementing procedures* including 
Rev 15 to QEP 110-0, "Station Director*" Rev 11 to QEP 
1 10-1* "Station Director Implementing Procedure" it Rev 8 to 
QEP 110-2* "Acting Station Director <Shift Engineer). " 
a- Commonwealth Edison Co. 85/01/09. 33pp. 28494: 141. 24X 

Fiche; 50-254* 85/01/09. 8501220267. 


8501160150 Forwards Safeguards Insp Repts 50-254/84-20 it 50-265/84-18 
on 841002 it notice of violation. Violation reflects weakness 
in fully implementing it maintaining provisions of physical 
security plan. Notice of violation withheld <ref 10CFR73. 21). 

KEPPLER, J. G. Region 3* Office of Director. 85/01/10. REED* C. 
Commonwealth Edison Co. 3pp. 28410:260. 24X Fiche; 50-254* 85/01/10* 

8501160150. 


—8501160154 Safeguards Insp Repts 50-254/84-20 it 50-265/84-18 on 841002 
it enforcement conference on 841018. Noncompliance noted; 
inadequate access control of vital area harriers. Detai Is 
withheld <ref 10CFR73. 21). 

STAPLETON, B. W. Region 3* Office of Director. 85/01/09. Ip. 
28410:263. 24X Fiche; 50-254, 05/01/10, 8501 160150. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. AT&T will need access to all extensions in 
Region III nuclear power plants during wk of 650121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND, J. A, Region 3* Office of Director. 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche: 50-000* 85/01/11. 

8501170042. 


8501170173 Ack receipt of FEMA 841114 ltr it final evaluations of 
840828-29 offsite emergency preparedness exercise. 

Deficiencies in news media ctr it medical care personnel 
noted. Corrective actions partially util responsibility. 

PAPERIELLO* C. J. Region 3* Office of Director. 85/01/11. REED* C, 
Commonwealth Edison Co. 2pp. 28431:264. 24X Fiche: 50-254* 85/01/1 1, 

8501170173. 


8501280318 Revised emergency plan implementing procedures* including Rev 
11 to <aEP 520-0 re training it Rev 2 to QEP 520-T5 re 
training requirements for generating station emergency plan 
directors & alternates. 

e Commonwealth Edison Co. 85/01/31. 3pp. 28569:318. 24X 

Fiche: 50-254* 85/01/31* 8501280318. 


J. Insurance it indemnity information 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 it NELIA 
Certificete N-93* Endorsement 3 to MAELU Certificate M-83 & 

NELIA Certificate N-83 & Endorsfment 5 to MAELU Certificate 
M-71. ' 

08TER*J. Commonwealth Edispn Co. 85/01/16. SALTZMAN* J. Assistant 
Director for State & Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000* 85/01/16* 8501280262, 


P. Operating license stage documents it correspondence 


8412310398 Forwards safety evaluation re util response to Generic Ltr 
83-36 it TMI Action Items II. B. 3, II. F. 1. 2* II. F. 1. 3* II. F. 1. 4* 

II. F. 1. 5 & II. F. 1. 6. Tech Specs adequate. SALP input also 
end. 

CRUTCHFIELD* D. Assistant Director for Safety Assessment. 84/12/19. 
LAINAS, G. C. Assistant Director for Operating Reactors. 5pp, 
28201:357. 24X Fiche: 50-254, 84/12/19, 8412310398. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. ISpp. 28464:230. 24X 

Fiche; 50-000* 84/12/27* 8501030120. 


8501170064 Forwards response re vent sys design temp* battery cell temp 
limits it limitations on battery testing of 125-volt dc sys* 
per telcon request. 

RYDAK.B. Commonwealth Edison Co. 85/01/02. DENTON* H, R. Office of 
Nuclear Reactor Regulation* Director. 2pp. 28425:289. 24X 

Fiche: 50-254* 85/01/02, 8501170064. 


8501170031 Application to amend License DPR-30* mod if y ing scram 
discharge vol sys & cal ibr/functional test frequency for 
analog trip units. Fee paid. 

RYBAK. B. Commonwealth Edison Co. 85/01/03. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director, 5pp. 28427:094. 24X 

Fiche: 50-265* 85/01/03* 8501170031. 


— 8501170033 Proposed Tech Specs re scram discharge sys & calibr/ 
functional test frequency for analog trip units. 

4 Commonwealth Edison Co. 85/01/03. 22pp. 28427:099. 24X 

Fiche: 50-265* 85/01/03* 8501170031. 


8501160339 Forwards amended inservice insp & testing program. Amend 
reflects changes proposed in 840907 ltr* updates valve list 
it deletes or modifies relief requests. Interim approval of 
program requested until final approval granted. 

RYBAK* B. Commonwealth Edison Co. 85/01/09. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. 8pp. 28407: 172. 24X 

Fiche; 50-254,85/01/09* 8501160339. 


—8501160348 "Inservice Insp it Testing Program, Quad Cities Nuclear Power 
Station* Units 1 & 2. " 

* Commonwealth Edison Co. 84/10/31. 200pp. 28407:180. 24X 

Fiche: 50-254*85/01/09* 8501160339. 


8501160211 Forwards safety evaluation of util 840702 it 0914 submittals 
re NUREO-0737* Item II, B. 3, "Post-Accident Sampling Sys." 

Review indicated 10 of 11 criteria met & proposed procedure 
for estimating degree of core damage acceptable. 

ZWOLZNSKZ* U. A. Operating Reactors Branch 5. 85/01/14. FARRAR, D. L. 

Commonwealth Edison Co. 6pp. 28411:022. 24X Fiche; 50-000* 85/01/14* 

8501160211. 


8501230289 Forwards response to DB Vassallo 841115 request for 
description of surveillance program it program for control of 
Asiatic clams in plant water sys. 

ALEXANDER*©. Commonwealth Edison Co. 85/01/17. DENTON* H. R. Office 
of Nuclear Reactor Regulation, Director. 4pp. 28514:246. 24X 

Fiche: 50-254* 85/01/17* 8501230289. 


8501230203 Forwards revised Pages 2 & 3 to 841012 response to Generic 
Ltr 64-15 re reduction in number of cold fast starts* 
correcting typos under "Date" heading. 

ALEXANDER,©. Commonwealth Edison Co. 85/01/18. DENTON* H R. Office 
of Nuclear Reactor Regulation* Director. 4pp, 28515:340. 24X 

Fiche: 50-254* 85/01/18, 8501230203. 


8501300001 Informs of no adverse review findings re proposed amend to 
License DPR-30* changing Tech Spec re scram discharge vol. 

ARKER*M. C. Illinois* State of* Dept, of Nuclear Safety. 85/01/25 
DENTON* H.R. Office of Nuclear Reactor Regulation* Director. Ip. 
28643: 058. 24X Fiche; 50-265* 85/01/25* 8501300001. 


Q. Inspection reports* IE Bulletins Sc correspondence 


850 1080 191 Forwards Jnsp Repts 50-254/84-21 Sc 50-265/84-19 on 
841007-1110. No noncompliance noted. 

SHAFER* W.D. Region 3* Office of Director. 84/12/10. REED* C. 

Commonwealth Edison Co* SPP- 28245:313. 24X Fiche; 50-254* 84/12/10* 

8501080191. 


—8501080208 Insp Repts 50-254/84-21 Sc 50-265/84-19 on 841007-1 110, No 
noncompliance or deviations noted. Major areas inspected; 
radiological controls* maint/mods* surveillance* fire 
protection* emergency preparedness Sc security. 

CHRISSOTIMOS* N. Region 3* Office of Director, 84/12/03. 7pp. 
28245:315. 24X Fiche*. 50-254, 84/12/10, 8501080191. 
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8501080528 Foruiards Insp Repts 50-237/84-1 5» 50-249/84-14, 50-254/84-15. 
50-265/84-13. 50-295/84-19, 50-304/84-20. 50-373/84-25 Se 
50-374/84-32 on 840815-1207 & notice of violation. 

SPESSARD, R. L. Region 3. Office of Director. 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche: 50-000. 84/12/11, 

8501080528. 


— 8501080535 Notice of violation from insp on 840815-1207. 

SPESSARD.R. L. Region 3, Office of Director. 84/12/11. 3pp. 
28244:345. 24X Fiche: 50-000. 84/12/11. 8501080528. 


— 8501080544 Insp Repts 50-237/84-15.50-249/84-14.50-254/84-15. 
50-265/84-13. 50-295/84-19. 50-304/84-20. 50-373/84-25 & 
50-374/84-32 on 840815-1207. Noncompliance noted: fai lure to 
implement procurement QA program. 

HASSE.R. A. Region 3. Office of Director. 84/12/11. 13pp. 

28244: 348. 24X Fiche: 50-000, 84/12/11. 8501080528. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under I0CFR20. 303. " Svc list end. 

GRACE. U.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fich e: 50-000. 84/12/21, 8412190503. 


8501180162 Forwards Insp Repts 50-254/84-25 ic 50-265/84-23 on 841111- 
1215. No noncompliance noted. 

SHAFER. W.D, Region 3. Office of Director. 84/12/27. REED. C. 
Commonwealth Edison Co. 2pp. 28465:325. 24X Fiche: 50-254. 84/12/27. 
8501180162. 


— 8501180169 Insp Repts 50-254/84-25 Sc 50-265/84-23 on 841111-1215. No 
noncompliance noted. Major areas inspec ted: operations, 
radiological controls. maint & mods. surveillance. fire 
protection, emergency preparedness St security. 

CHRISSOTIMOS. N. Region 3. Office of Director. 84/12/26. 7pp. 
28465: 327. 24X Fiche: 50-254. 84/12/27, 8501180162. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER.vl, «, Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000. 84/12/28. 

8501100475. 


8501150132 Forwards Physical Security Insp Repts 50-254/84-26 & 
50-265/84-24 on 841210-14. No noncompliance noted. Concern 
noted re maint support for certain security equipment. 

AXELSON.W. L. Regions, Office of Director. 85/01/07. REED, C. 
Commonwealth Edison Co. 2pp. 28379:282. 24X Fiche; 50-254. 85/01/07. 

8501150132. 


— 8501150143 Physical Security Insp Repts 50-254/84-26 Sc 50-265/84-24 on 
841211-14. No noncompliance noted. Major areas inspected: 
security plan Sc implementing procedures, security mgt Sc 
organization. Details withheld (ref 10CPR73. 21). 

PIRTLE.O, L. . BELANGER. U. L. . CREED. J. R. Region 3. Office of 

Director. 85/01/07. 2pp. 28379:284. 24X Fiche; 50-254. 85/01/07. 

8501150132. 


8501160339 Forwards amended inservice insp Sc testing program. Amend 
reflects changes proposed in 840907 Itr. updates valve list 
St deletes or modifies relief requests. Interim approval of 
program requested until final approval granted. 

RYBAK. B. Commonwealth Edison Co. 85/01/09. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 8pp. 28407: 172. 24X 

Fiche: 50-254. 85/01/09. 8501160339. 


— 8501160348 "Inservice Insp Sc Testing Program. Quad Cities Nuclear Power 
Station. Units 1 Sc 2. " 

* Commonwealth Edison Co. 84/10/31. 200pp. 28407:180. 24X 

Fiche: 50-254. 85/01/09.8501160339, 


8501070401 IE Info Notice 65-001. "Continuous Supervision of 
Irradiators. " Svc list encl, 

GRACE. J.N, pf ©sir gent; y Preparedness St Engineering Response 

(Post 830103). 85/01/10^ Consolidated Edison Co. of New York. 

Inc. 67pp. 285371127. 24X Flshet 50-000. 85/01/10, 8501070401. 


3501160150 Forwards Safeguards Insp Repts 50-254/84-20 Sc 50-265/84-18 
on 841002 Sc notice of violation. Violation reflects weakness 
in fully implementing Sc maintaining provisions of physical 
security plan. Notice of violation withheld (ref 10CFR73. 21), 
KEPPLER.aO. Region 3. Office osf Director. 85/01/10. REED. C. 
Commonwefalth Edison Cff.; ' 3pp, 2&410! 260. 24X Fiche : 50-254. 85/01 / 10. 

8501160150. 


— 8501160154 Safeguards Insp Repts 50-254/84-20 Sc 50-265/84-18 on 841002 
Sc enforcement conference on 841018. Noncompliance noted: 
inadequate access control of vital area barriers. Details 
withheld (ref 10CFR73. 21). 

STAPLETON, B. W. . CREED. J. R. Region 3. Office of Director. 

AXELSON.W. L. Office of Nuclear Material Safety St 
Safeguards. Director. 85/01/09. Ip. 28410:263. 24X 

Fiche: 50-254.85/01/10. 8501160150. 


8501080502 IE Info Notice 85-002, "Improper Installation ?t Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fi ch e: 50-000. 85/01/1 1. 8501080502. 


8501310473 Forwards request for addl info. within 60 days of Itr 
receipt. in order to continue ongoing review of inservice 
insp program. 

VASSALLD. D. B. Operating Reactors Branch 2. 85/01/11. FARRAR. D.L. 

Commonwealth Edison Co. 3pp. 28684:326. 24X Fiche: 50-254, 85/Ol/U. 

8501310473. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. i03pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 65/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23. 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy lOCFRSO. App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD. R. L. Region 3. Office of Director. 85/01/28. REED. C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche; 50-000. 85/01/28. 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments.” Svc list end. 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche; 50-000. 85/01/29. 8501250352. 


R, Periodic operating reports Sc related correspondence 


8501180251 Monthly operating repts for Dec 1984. W/850103 Itr, 

KIMLER. D. . KALIVIANAKIS. N. Commonwealth Edison Co. 84/12/31. 22pp. 

28466: 139. 24X Fiche: 50-254, 84/12/31.8501180251. 


8501150107 Forwards listing of changes, tests Sc experiments completed 
during Dec 1984 Sc safety evaluation, per lOCFRSO. 59. MS IV 
limit switches being replaced w/Namco EA 180 switches. 
KALIVIANAKIS. N. Commonwealth Edison Co. 85/01/07. CASE. E. 0. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28385:168. 
24X Fiche: 50-254.85/01/07.8501150107, 


S, Reportable occurrences. LERs Sc related correspondence 


8501070524 LER 84-012-00: on B41201. reactor bldg fuel pool channel B 
area radiation monitor tripped, isolating reactor bldg 
ventilation Sc starting standby gas treatment sys. Caused by 
setpoint drift. Monitor recalibr. W/841213 Itr. 

WEINFURTER. E. . KALIVIANAKIS. N. Commonwealth Edison Co. 84/12/13. 
4pp. 28217:167. 24X Fiche; 50-265. 84/12/13. 8501070524. 


8501310119 LER 84-013-00: on 841223. svc water effluent sample could not 
be collected. Caused by limited flow of svc water to sample 
tap. Svc water effluent sample obtained by running RHR svc 
water pump, w/850111 Itr. 

DIGRINDAKIS.N. . KALIVIANAKIS. N. Commonwealth Edison Co. 85/01/11, 
3pp. 28685:348. 24X Fiche: 50-265. 85/01/11. 8501310119. 
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8501240153 PNO-I I 1-85-010: on 8501 16» main condenser vacuum dropped due 
to hole in vacuum seal Sc reactor scrammed. Eight steam 
isolation valves closed due to low steam line pressure. Unit 
will be shut down to repair condenser seal. 

CHRISSOTIMOS/ N. , SHAFER* W. Region 3* Office of Director. 85/01/17. 
Ip. 28528:251. 24X Fic he: 50-265* 85/01/17* 8501240153. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT* UNIT 1 


F. Security* medical* emergency Sc fire protection plans 


8501140095 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety* phy sical security Sc 
emergency response to reduce reactor site training time. 

KEPPLER*J. 0. Region 3* Office of Director. 84/12/28. FAY* C. W, 
Misconsin Electric Power Co. 2pp. 28377:245. 24X 

Fiche: 50-266* 84/12/28. 8501140095. 


8501080069 Requests final resolution of 820630 request for exemption 
from requirements of App R through approval of proposed 
mods. Requests meeting w/NRC to discuss schedule for 
completion of proposed mods so mutual objectives can be met. 

FAY* C. W. Wisconsin Electric Power Co. 85/01/03. DENTON* H.R. 
Office of Nuclear Reactor Regulation* Director. MILLER. J. R. 
Operating Reactors Branch 3. 29pp. 28231:098. 24X 

Fiche: 50-266. 85/01/03. 8501080069. 


8501230090 Forwards "Conformance to Reg Guide 1.97." evaluating 
response to Generic Ltr 82-33. "Suppl 1 to NUREO-0737 - 
Requirements for Emergency Response Capability, " Comments 
due in 60 days. 

MILLER. J.R. Operating Reactors Branch 3. 85/01/04. FAY. C. W. 

Wisconsin Electric Power Co. Ip. 28533:343. 24X 

Fiche; 50-266. 85/01/04. 8501230090, 


— 8412130589 "Conformance to Reg Guide 1.97. Point Beach Nuclear Plant. 
Units 1 «c 2. " 

STOFFEL.J. w. EO&G. Inc. FIN 4-6483. 84/12/31. NRC - No 

Detailed Affiliation Given. 22pp. 28533:344. 24X 

Fiche: 50-266* 85/01/04. 8501230090. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT. D. c. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc, 138pp. 67718: 161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501150205 Corrects 850103 ltr re routing of normal it alternate control 
power to safeguards Buses 1-A05 & 1-A06. Errors discovered in 
cable schedule used to perform evaluation when compared 
w/electrical elementary diagrams. 

FAY.C.W. Wisconsin Electric Power Co, 85/01/09. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. MILLER. J.R. 

Operating Reactors Branch 3. 2pp. 28380:230. 24X 

Fiche; 50-266. 85/01/09. 8501150205. 


8501160247 Notifies that privacy feature on Health Physics Network sys 
will be removed in effort to reduce circuit blockage. Access 
required for telephone personnel for wk of 850121 for mod 
testing. 

HIND. J. A, Region 3. Office of Director. 85/01/11. FAY.C.W. 
Wisconsin Electric Power Co. Ip. 28410:312. 24X 

Fiche; 50-266. 85/01/11. 8501160247. 


8501240093 Provides revised schedule fpr installation of plant process 
computer sys & safety assessment sys. equivalent to SPDS 
(NUREO-0737 Item 1, D, 2), Scbedulat* extensions for completion 
for safety assessment sys requested. 

FAY.C. W. Wisconsin Electric Power Co. 85/01/17. DENTON. H. R. 

Office of Nuclear Reactor Ragyiatiom Director. MIU-ER. J. R, 
Operating Raactors Branch 3, 3pp. 28529:076, 24X 

Fiche: 50-T246. 85/01/17. 0501240093. 


8501290340 Informs that permanent source of emergency power supply 
available to technical support cW as of 850110. par Itam 5A 
of 840703 confirmatory order. 

FAY.C.W. Wisconsin Electric Power Co. 85/01/22. DENTON.H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J. R. 
Operating Reactors Branch 3. Ip, 28619:358. 24X 

Fiche; 50-266. 87/01/22. 8501290340. 


H. General correspondenc# 


8501140164 Requests that P Anderson of Wisconsin Environ Decade be 
removed frohi sve lists for 'correspondence issued by NRC. 

P Anderson Bt orgahlxatloTi do riot have governmental or, 
rejil-u'ia.t,ony-.capanity:’- 

FAY,. C. W, l^isconsin. Electric Powar Co, 84/07/13, D1RGKS.W. J, 
Office bff' tii#’ Executive Direotbn for Operations, Ip. 28378:031.. 
24X Fiche';-56-266i84/©7/T3v''W0^'140164: 


8501140205 Requests continued inclusion on sve 1 ist. Although formal 
steam generator license proceeding complete. underlying 
issues of steam generator tube degradation & associated 
problems continue. 

ANDERSON. P. Wisconsin's Environmental Decade. 84/10/10. 

COLBURN, T. G. Operating Reactors Branch 3. Ip. 28377:265. 24X 

Fiche: 50-266.84/10/10. 8501140205. 


8501080032 Responds to constituent JR Johnson 841116 ltr re licensed 
operator exams 8« harassment of operators. NRC position re 
exams provided. Meeting to discuss issues raised in ltr 
currently being scheduled. 

DIRCKS.W. J. Office of the Executive Director for Operations. 
84/12/18. PROXMIRE. W. Senate. 5pp. 28268:338. 24X 

Fiche: 50-266. 84/12/18. 8501080032. 


— 8501080036 Requests response to end JR Johnson ltr re licensed 
operator exams & harassment of operators. 

PROXMIRE. B. Senate. 84/12/26. NRC - No Detailed Affiliation 
Given. 3pp. 28268:343. 24X Fiche: 50-266. 84/12/18. 8501080032. 


P. Operating license stage documents & correspondence 


B411190467 Forwards corrected Tech Spec Page 15. 2. 3-3. per 841113 
d iscussion. ra lag compensation term for second average temp 
term. 

FAY.C.W. Wisconsin Electric Power Co. 84/11/14, DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J.R. 
Operating Reactors Branch 3. Ip. 27551:361. 24X 

Fiche: 50-266. 84/11/14. 8411190467. 


— 8411190476 Corrected Tech Spec Page 15,2.3-3 re lag compensation term 
for second average temp term. 

* Wisconsin Electric Power Co. 84/11/14. Ip. 27551:362. 24X 

Fiche: 50-266* 84/11/14, 8411190467. 


8501030161 Confirms position that application for amend to license 
concerning request for mod of dates contained in Commission 
830712 confirmatory order unnecessary* because of ruling that 
confirmatory order conditions not license conditions. 

FAY.C.W, Wisconsin Electric Power Co. 84/12/26. DENTON.H. R. 
Office of Nuclear Reactor Regulation. Director. MILLER. J.R. 
Operating Reactors Branch 3. Ip. 28163:028. 24X 

Fiche: 50-266. 84/12/26. 8501030161. 


8501030120 Gtneric Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Quelif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants, ” Bve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501140137 Forwards Amends 87 It 92 to Licenses DPR-24 !t DPR-27. 
respectively & safety evaluation. Amends change effective 
date of Tech Specs re equipment installation 9c testing. 

COLBURN. T. G. Operating Reactors Branch 3. 84/12/27. FAY.C.W. 

Wisconsin Electric Power Co. 2pp. 28378:299. 24X 

Fiche: 50-266. 84/12/27, 8501140137. 


—8501140146 Amends 87 Sc 92 to Licenses DPR-24 Sc DPR-27, respect ively. 
changing effective date of Tech Specs re equipment 
installation Sc testing, 

MILLER. J. R. Operating Reactors Branch 3. 84/12/27. App. 

28378: 301. 24X Fiche: 50-266, 84/12/27, 8501140137. 


—8501140156 Safety evaluation supporting Amends 87 Sc 92 to Licenses 
DPR-24 Sc DPR-27. respectively. 

» Offict of Nuclear Reactor Regulation. Director, 84/12/27. 2pp. 
28378:305. 24X Fi che; 50-266. 84/12/27. 8501 140137. 


8501030004 Informs that accident monitors addressed by NUREO-0737. Items 
II, F. 1.3 - II. F, 1.6 iiRstaUsb on panels in control room, 
powered by interim sAfoty grade power supplies Sc accepted 
for use by plant opei^ations as of 841228. 

FAY.C. W, Wisconsin Elactric Power Co, 04/12/28. DENTON. H. R. 

Offict of Nuclear Reactor Regulation. Director. MILLER. J. R. 

Operating Reactor* Branch 3. Ip. 28163:058. 24X 

Fiche: 50-266* 04/ 12/2©^ ©501 02Q084, 

8501030151 Responds to NRC 841123 request for ecldl infp re Oeneric Ltr 
83-28 concerning reactor trip breaker maint Sc trending 
parameters. Maint will be performed during each refueling 
outage. Trending of ineulation unnecessary, 

FAY.C.W. Wisconsin Electric Po’wer Co. 84/12/28, DENTON* H.R. 

Office of Nuclear Reactor Regulation* Director, MILLER* J, R. 

Operating Reactors Branch 3. 2pp. 28163:031. 24X 

: Fiche: 50-266, ©4/12/28. 8501030151. 
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8501080165 Forwards fee for extension of deadline for 840802 environ 
q.ual if ications per 841211 Itr. Fee paid. 

FAYiC. W. Wisconsin Electric Power Co. 84/12/28. DIGGS» R. M. Office 
of Administration. Ip. 28231:136. 24X Fic he: 50-266, 84/12/28, 

8501080165. 


8501140183 Forwards safety evaluation re procedure for estimating core 
damage during accident cond itions, based on generic 
Mestinghouse Owners Group Mar 1984 core damage assessment 
methodology, per NURE6-0737 Item II. B, 3. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/07. FAY, C. W. 

Wisconsin Electric Pouter Co. 3pp. 28378:263. 24X 

Fiche: 50-266, 85/01/07,8501140183. 


8501240396 Application for amend to License DPR-24, to rescind addl 
operational conditions re degraded steam generators imposed 
by 791130 confirmatory order. Fee paid. 

FAY, C. W. Wisconsin Electric Power Co. 85/01/11. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 28526: 187. 24X 

Fiche: 50-266, 85/0 1/11, 8501240396. 


8501240169 Forwards revised "Offsite Dose Calculation Manual, Point 
Beach Nuclear Plant. " Cost-benefit analysis to justify 
proposed Tech Specs for operation of radwaste treatment 
sys will be provided in approx 10 days. 

FAY,C, W. Wisconsin Electric Power Co. 85/01/21. DENTON,H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28531:232. 24X 

Fiche: 50-266, 85/01/21, 8501240169, 


— 8501240178 "Offsite Dose Calculation Manual, Point Beach Nuclear Plant." 
* Wisconsin Electric Power Co. 85/01/31. 75pp. 28531:233. 24X 

Fiche: 50-266, 85/01/21, 8501240169. 


0. Inspection reports, IE Bulletins & correspondence 


8501100421 Forwards Insp Repts 50-266/84-18 8e 50-301/84-16 on 
841001-1130 & notice of violation. 

SHAFER, W.D. Regions, Office of Director. 84/12/19. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28348:079. 24X 

Fiche: 50-266, 84/ 1 2/ 1 9, 8501 1 00421 . 


— 8501100429 Notice of violation from insp on 841001-1130. 

SHAFER, W.D. Region 3, Office of Director. S4/12/19. 2pp. 
28348: 081. 24X Fiche: 50-266, 84/12/19, 8501100421. 


—8501100435 Insp Repts 50-266/84-18 & 50-301/84-16 on 841001-1130. 
Noncompliance noted: personnel attempted to parallel Buses 
1A03 2A03 S( close bus tie breaker, 

JACKIW, I. N. Region 3, Office of Director. 84/12/20. 7pp. 
28348:083, 24X Fiche; 50-266, 84/12/19. 8501100421. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. *' Svc list end. 

GRACE, J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adeq,uate, no ack Itr will be issued. 

KEPPLER.J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21. 

8501300674. 


8501140095 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security & 
emergency response to reduce reactor site training time. 

KEPPLER.J. G. Region 3, Office of Director. 84/12/28. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28377:245. 24X 

Fiche: 50-266, 84/12/28, 8501140095. 


8501070401 IE Info iNotice 85-001, "Continuous Supervision of 
Irradiators. ^ Svc list end. 

GRACE, J.N. Division of Emergency Preparedness & Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127 . 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential- Prassure Transmitters. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness tt Engineering 
Response (Post 830103). 85/01/11, Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche; SO-OCQ, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pomp Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226, 24X Fich e: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post B30103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contaminati on of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


R. Periodic operating reports & related correspondence 


8501210079 Monthly operating repts for Dec 1984. W/850110 Itr. 

KROUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 84/12/31. 10pp. 

28500:335. 24X Fi c he : 50-266. 84/ 12/31 , 8501210079. 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency 8c fire protection plans 


B5010B0483 Responds to NRC 841105 Itr re guidance for compliance w/ 
10CFR50, App R, "Fire Protection Evaluation," Recommends 
implementation schedule be provided w/each mod. Affidavit 
end, 

LEE.O. R. Public Service Co. of Colorado. 84/12/11. JOHNSON, E. H. 
Region 4, Office of Director. 5pp. 28245:235. 24X 

Fiche: 50-267,84/12/11, 85010804B3. 


8501080106 Requests that expedited evaluation be made of emergency 
power sys for forthcoming meeting Sc to allow questions re 
fire protection Sc environ qualification issues to proceed 
on firm basis. 

WAGNER, P.C. NRC - No Detailed Affiliation Given. 84/12/21. 

IRELAND, R.E. NRC - No Detailed Affiliation Given, 2pp. 28245:345. 
24X Fiche: 50-267,84/12/21,8501080106. 


8501080033 Forwards Insp Rept 50-267/84-27 on 840924-28. No violation 
or deviation noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/26. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 28246:001. 24X 

Fiche; 50-267, 84/12/26, 8501080033. 


—8501080043 Insp Rept 50-267/84-27 on 840924-28. No violation or 
deviation noted. Major areas inspected: emergency detection Sc 
classification, protective action decisionmaking, 
not if ications Sc communications Sc training. 

MONTGOMERY, J. L. , BAIRD, J. B. , IRELAND, R. E. Region 4, Office of 
Director. 84/12/18. 7pp. 28246:003. 24X Fiche: 50-267, 84/12/26, 

8501080033. 


8501150312 Forwards update to 841116 response to violation noted in 
Insp Rept 50-267/84-23. Enel withheld (ref 10CFR73. 21). 

GAHM, J, W. Public Service Co. of Colorado. 84/12/28. JOHNSON, E. 
Region 4, Office of Director. Ip. 28382:307. 24X 

Fiche: 50-267, 84/12/28, 8501150312. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc list end. 

EISENHUT,D. c. Division of Licensing, 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621, 


0501230242 Ack receipt of 841116 ltr informing NRC of steps token to 
correct violations noted in Insp Rept 50-267/84-19, Reply 
responsive to concern re ineffective mgt of certain 
emergency response ctrs. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/15. LEE, 0. R. 
Public Service Co. of Colorado. Ip, 28515:323. 24X 

Fiche: 50-267, 85/01/15, 8501230242. 
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8501280422 Requests assistance in arranging personnel access to 
facility to installs on Health Physics Netuork (HPN)< phone 
equipment. Access needed to HPN stations for mod & testing. 

KAY, B. J. Region 4, Office of Director. 85/01/22. LEE, 0. R. Public 
Service Co. of Colorado. Ip. 28564:316. 24X Fiche: 50-267, 85/01/22, 

8501280422. 


P. Operating license stage documents & correspondence 


8501020433 Discusses freezing of circulation uater makeup storage 
ponds, valves, pumps S</or pipel ines. Format ion of ice on 
surface of circulating water makeup ponds during cold 
weather likely during low flow of makeup water into ponds. 

BREY, H. L. Public Service Co. of Colorado. 84/12/11. JOHNSON, E. H. 
Region 4, Office of Director. 2pp. 28153:064. 24X 

Fiche: 50-267, 84/12/11, 8501020433. 


8501020200 Informs of postponement of loss of offsite power 
surveillance until prior to startup. Necessary test equipment 
out of SVC during current shutdown. 

OAHM, J. W. Public Service Co. of Colorado. 84/12/12. MARTIN, R. B. 
Region 4, Office of Director. Ip. 28153:309. 24X 

Fiche: 50-267, 84/12/12, 8501020200. 


8501020252 "Fort St Vrain Initial Approach to Power (B Series), ” 
Interim Rept 33 for period ending 841122.1,1/841212 Itr, 

©AHM, J. W. Public Service Co. of Colorado. 84/12/12. MARTIN, R, B. , 
JOHNSON, E.H. Region 4, Office of Director. 3pp. 28153:239. 24X 

Fiche; 50-267, 84/12/12, 8501020252. 


8501030085 Forwards work spec & project schedule for Tech Spec upgrade 
program. Further revs & elaborations to ends anticipated as 
upgrade program develops. Draft upgraded Tech Specs will be 
provided by 850401. 

LEE, 0. R. Public Service Co. of Colorado. 84/12/14. JOHNSON, E. H. 
Region 4, Office of Director. 25pp. 28188: 189. 24X 

Fiche: 50-267, 84/12/14, 8501030085. 


8501140464 Forwards tendon accessibility inf o, rati onale for tendon 
surveillance Sc info re corrosion mechanism in response to 
840720 it 1029 requests for addl info. Tendons considered 
acceptable if no major mods necessary. 

UAREMBOURO, D. W. Public Service Co. of Colorado. 84/12/14. 
JOHNSON,E.H. Region 4, Office of Director. 32pp. 28377:130. 24X 

Fiche: 50-267, 84/12/14, 8501140464. 


8501160107 Forwards ©A Technologies fuel surveillance rept, 
"Post-Irradiation Exam it Evaluation of Fort St Vrain Fuel 
Element 1-2415. " 

BREY,H.L. Public Service Co. of Colorado. 84/12/17. JOHNSON, E. 
Region 4, Office of Director. 2pp. 28421:005. 24X 

Fiche: 50-267, 84/12/17, 8501160107. 


'8501160111 "Post-Irradiation Exam it Evaluation of Fort St Vrain Fuel 
Element 1-2415. " 

* ©A Technologies, Inc. /General Atomic Co. 907079. 83/11/06. 

113pp. 28421:007, 24X Fiche; 50-267, 84/12/17, 8501 160107. 


8501140462 Confirms 841129-30 difcussions & documents changes 
clarifications to proposed Tech Spec upgrade program. Util 
should submit upgraded Tech Specs for acceptance review 
by 850401. 

JOHNSON, E.H. Region 4. Office of Director. 84/12/20. LEE, 0. R. 
Public Service Co. of Colorado. 4pp. 28376:333. 24X 

Fiche: 50-267, 84/12/20, 8501140462. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
E1SENHUT,D. 0. Division of Licensing. 84/12/27, Consolidated 
Edison Co, of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120, 


8501110002 Responds to NRC 841025 request for addl info re 840510 
application for amend to License DPR-34, revising Tech Spec 
re helium circulators overspeed trip setpoint. Analy si s value 
end, 

LEE,0, R, Ppbllc Service Co. of Colorado. 04/12/27. JOHNSON, E. H. 
Region 4, Office of Director, 11pp. 28362:066. 24X 

Fiche; 50r267, 84/12/27, 8501 1 10002. 


8501160472 Informs of efforts to environmentally qualify certain 
post-accident monitoring equipment per 10CFR50. 49. Equipment 
identified in Reg Guide 1,97 it existing in harsh environ 
will be qualified hy 850331. 

LEE,0,R. Public Service Co. of Colorado. 84/12/27. JOHNSON, E. H, 
Region 4, Office of Director. 2pp. 28420:073. 24X 

Fiche: 50-267, 84/12/27, B501 160472. 


8501100462 Forwards application for amend to License DPR-34, revi sing 
Tech Specs for ELCO 8. 1.2 re radioactive liquid effluent, 

ELCO 8.1.3 re reactor bldg sump effluent & ESR 8.1.2 re 
radioactive liquid effluent. Fee paid. 

LEE.O.R. Public Service Co. of Colorado. 84/12/31. JOHNSON, E. H. 
Region 4, Office of Director. 2pp. 28289:307. 24X 

Fiche: 50-267. 84/12/31, 8501100462. 


—8501100470 Application for amend to License DPR-34, revising Tech Specs 
for ELCO 8.1.2 re radioactive liquid effluent, ELCO 8.1.3 re 
reactor bldg sump effluent 8< ESR 8. 1.2 re radioactive liquid 
effluent. 

LEE.O.R. Public Service Co. of Colorado. 84/12/31. 4pp. 

28289; 309. 24X Fiche: 50-267, 84/12/31. 8501100462. 


— 8501100476 Proposed Tech Specs, changing ELCO 8.1.2 re radioactive 
liquid effluent, ELCO 8.1.3 re reactor bldg sump effluent & 

ESR S. 1.2 re radioactive liquid effluent. 

* Public Service Co. of Colorado. 84/12/31. 9pp. 28299:313. 
24X Fiche: 50-267,84/12/31,8501100462. 


8501140483 Forwards engineering rept re completed investigation 8< 
future plans concerning corrosion of PCRV tendon wires. 

Rept addresses surveillances conducted to date which verify 
operability of PCRV prestressing sys. 

WAREMBOURG, D. U. Public Service Co. of Colorado. S4/12/31. 

JOHNSON, E.H. Region 4, Office of Director. 32pp. 28377:162. 24X 

Fiche: 50-267, 84/12/31, 8501140483. 


8501160394 Discusses NRC 841212 ltr re overall process of mgt controls 
for nuclear activities. Action plan for addressing 
recommendation of consultant rept on independent assessment 
of mgt controls will be prepared. 

WALKER, R.F. Public Service Co. of Colorado. 85/01/02. MARTIN, R. D. 
Region 4, Office of Director. Ip, 28420:231. 24X 

Fiche: 50-267, 85/01/02, 8501160394. 


8501160402 Informs of delay in submittal of proposed changes to 
electrical Tech Specs, Limit ing Condition of Operations 
4. 4. 1, 4. 6. 1, 4. 2. 1 8< 4. 2. 2 5t SRs 5. 4. 1 it 5. 6. 1 unti 1 850118. 

Delay due to extensive personnel comments during review. 

LEE,0, R. Public Service Co. of Colorado. 85/01/02. JOHNSON, E, H. 
Region 4, Office of Director. 2pp. 28420:232. 24X 

Fiche; 50-267, 85/01/02, 8501160402. 


8501160361 Forwards status of planned audit response to NRC July 1984 
audit of plant operations, per Denton 841016 ltr. Repts 
covering technical details of listed subjs will be 
provided by 850131, per 841128 29 meetings. 

LEE,O.R. Public Service Co. of Colorado. 85/01/04. JOHNSON, E. H, 
Region 4, Office of Director. 11pp. 28420:251, 24X 

Fiche: 50-267,85/01/04, 8501160361. 


8501110369 Forwards request for addl info re environ qualification of 
equipment important to safety. Request should be forwarded to 
1 icensee. Response required within 60 days, 

EISENHUT, D. G. Division of Licensing. 85/01/07. DENISE, R, P. Region 
4, Office of Director. Ip. 28373:105. 24X Fiche: 50-267, 85/01/07, 

8501110369. 


— 8412270037 Requests addl info re environ qualification of equipment 
important to safety by 841215. 

NOONAN, V. S. Equipment Qual if i cation Branch. 84/12/11. 

MILLER, J.R. Operating Reactors Branch 3. 3pp. 28373:106. 24X 

Fiche: 50-267, 85/01/07, 8501110369. 


8501280278 Forwards replacement Page 7 to P-85003, Last sentence under 
response completed. 

ALCAREZ,P. Public Service Co. of Colorado. 85/01/09. JOHNSON, E. H. 
NRC - No Detailed Affiliation Given. 2pp. 28614:327. 24X 

Fiche: 50-267, 85/01/09, 8501280278. 


8501250478 Requests review assistance re emergency electrical power 
sys. Review to verify acceptabili ty of transfer logic 
circuitry it load carrying capability of emergency diesel 
generators requested. 

DENISE, R.P. Region 4, Office of Director. 85/01/15. EISENHUT, D. 0. 
Division of Licensing. 2pp. 28562:004. 24X Fiche: 50-267, 85/01/15, 

8501250478. 


8501250484 Forwards housekeeping survey for facility, per DO Eisenhut 
841231 request. 

DENISE, R.P, Region 4, Office of Director, 85/01/15. MIRAGLIA, F. J. 
Division of Licensing. 2pp. 28562:007. 24X Fiche: 50-267, 85/01 /1 5, 
8501250484, 


8501280256 Confirms 850115 meeting conclusion that facility will not 
be restarted from cg-rrent malnt outage until Sections I, IZ, 

V St VII of encl listing accomplished. List of attendees end. 
MARTIN, R.D. Region 4, Office of Director. 05/01/17. LEE, □. R. 
Public Service Co. of Colorado. lOpp. 28614:329. 24X 

Fiche: 50-267, 85/01/17, 8501280256. 
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Q. Inspection reportSf IE Bulletins & correspondence 


8501030437 Ack receipt of 840927 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-267/84-20, Violation 
A mill be uiithdrauin. 

JOHNSON, E. H. Region 4, Office of Director. 84/12/18. LEE, 0. R. 
Public Service Co, of Colorado; Ip. 28189:297, 24X 

Fiche: 50-267, 84/12/18, 8501030437 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuiage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of Neui York, 

Inc. I21pp. 28570:042. 24X Fich e: 50-000, 84/12/21, S412190503. 


8501080033 Forwards Insp Rept 50-267/84-27 on 840924-28. No violation 
or deviation noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/26. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 28246:001. 24X 

Fiche: 50-267, 84/12/26, 8501080033. 


—8501080043 Insp Rept 50-267/84-27 on 840924-28. No violation or 
deviation noted. Major areas inspected: emergency detection Sc 
classification, protective action decisionmaking, 
notifications Se communications Se training. 

MONTGOMERY, J. L. , BAIRD. J.B,. IRELAND.R.E. Region 4, Office of 
Director. 84/12/18. 7pp. 28246:003, 24X Fiche: 50-267, 84/12/26, 

8501080033. 


8501100604 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-267/84-23. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/28. LEE, 0. R. 
Public Service Co. of Colorado. Ip. 28345:321. 24X 

Fiche: 50-267, 84/12/28, 8501100604. 


8501100620 Forwards Insp Rept 50-267/84-31 on 841113-16. No violations 
or deviations noted. 

JOHNSON, E.H. Region 4. Office of Director. 84/12/28. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 26345:356. 24X 

Fiche: 50-267, 84/12/28, 8501100620, 


—8501100625 Insp Rept 50-267/84-31 on 841113-16. No violations or 
deviations noted. Major areas inspected ; radiological environ 
monitoring program for operations, including organization S( 
mgt controls & audits of contractors, 

WISE,R. , MURRAY,B. , IRELAND,R. E. Region 4, Office of Director. 
84/12/27, 6pp. 28345:358. 24X Fiche: 50-267, 84/12/28, 8501100620. 


8501150312 Forwards update to 841116 response to violation noted in 
Insp Rept 50-267/84-23, Enc 1 withheld (ref 10CFR73. 21). 

GAHM, J. W. Public Service Co. of Colorado. 84/12/28. JOHNSON, E. 
Region 4, Office of Director. Ip, 28382:307. 24X 

Fiche: 50-267, 84/12/28, 8501 1 503 1 2. 


8501140311 Forwards Insp Rept 50-267/84-28 on 841015-19. No violation 
or deviation noted. 

JOHNSON,E.H. Region 4, Office of Director. 85/01/04. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 28359:312. 24X 

Fiche: 50-267,85/01/04, 8501140311. 


— 8501140316 Insp Rept 50-267/84-28 on 841015-19. No violation or 
deviation noted. Major areas inspected; radiation protection, 
including organization Sc mgt controls, training it 
qualification 8c ALARA program. 

WILB(3RN,L. , MURRAY, B. Region 4, Office of Director. 84/12/06. 
10pp. 28359:314. 24X Fiche: 50-267, 85/01/04, 8501140311. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators." Svc list end. 

grace, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401, 


8501160242 Act receipt of 840803 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 56-267/84-14. 

Implementation of co'hreqtive actions will be reviewed during 
future insp^ 

JOHNSONif Ei U. Region 4,, Dffice 6f Director. 85/01/10. LEE, 0. R. 
Public Service Co. of Colorado. 3pp. 28420:262. 24X 

Fiche: 50-267, 85/01/10, 8501160242. 


8501160451 Ack receipt of 831122 Itr informing NRC of steps taken to 
correct violations noted ih Insp Rept 50-267/83-25. 

Implementation of corrective actions will be reviewed during 
f utinre insp. , ! ■: 

J0HNS(3N, E. H. Region 4., Office of Director. 85/01/10. LEE, 0. R. 
Public Service Co. of Cpltorado. 2pp, 28420:225. 24X 

Fiche: 50-267^ 85/Ql/l6,-850il60451. 


8501160454 Ack receipt of 840820 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-267/84-15, 

Implementation of corrective actions will be reviewed during 
future insp. 

JOHNSON, E. H. Region 4, Office of Director. 85/01/10. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 28420:215. 24X 

Fiche: 50-267, 85/01/10, 8501160454. 


8501160475 Ack receipt of 840521 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-267/84-01. 

Implementation of corrective actions will be reviewed during 
future insp. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/10. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 28420:075. 24X 

Fiche: 50-267. 85/01/10, 8501160475. 


8501160480 Ack receipt of 840717 & 0810 Itrs informing NRC of steps 
taken to correct violations noted in Insp Rept 50-267/84-16. 
JOHNSON,E.H. Region 4, Office of Director. 85/01/10. LEE, 0. R. 
Public Service Co. of Colorado. 2pp. 28420:086. 24X 

Fiche: 50-267, 85/01/10, 8501160480. 


8501080502 IE Info Notice 85—002, "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501210183 Forwards notice of significant licensee meeting on 850111 in 
Region IV to discuss util plans it schedules for NRC 
assessment rept on action items. 

MARTIN, R.D. Region 4, Office of Director. 85/01/14. 

UAREMB0UR6, D. N. Public Service Co. of Colorado. 2pp. 28470:034. 

24X Fiche: 50-267, 85/01/14, 8501210183. 


— 8501210187 Notification of significant licensee meeting on 850115 in 
Region ZV ofc to discuss util plans it schedules for NRC 
assessment rept on action items. 

a Region 4, Office of Director, 85/01/11. Region 4, Office of 
Director. 2pp. 28470:036. 24X Fiche: 50-267, 85/01/14, 8501210103. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000, 05/01/15, 8501100655. 


8501230242 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-267/84-19. Rep ly 
responsive to concern re ineffective mgt of certain 
emergency response ctrs. 

JOHNSON.E.H, Region 4, Office of Director. 85/01/15. LEE, 0. R. 
Public Service Co. of Colorado. Ip. 28515:323. 24X 

Fiche: 50-267, 85/01/15, 8501230242. 


8501250596 Ack receipt of 840712 Itr informing NRC of steps taken to 
correct violations & deviations noted in Insp Rept 
50-267/84-12. Implementation of corrective actions will be 
reviewed during future insp. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/15. LEE, O. R. 
Public Service Co. of Colorado. 2pp. 28561:277. 24X 

Fiche: 50-267, 85/01/15, 8501250596. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills, " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys.” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01 /23» 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8< Insp Programs 
(830103-850212), 85/01/29. Consolidated Edison Co, of New York, 

Inc. 67pp. 20692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


8501180009 Monthly operating rept for Dec 1984. W/8501 10 Itr. 

NOVACHEK,F. , GAHM, J. W. Public Service Co. of Colorado. 84/12/31. 
9pp. 28455: 051. 24X Ficha; 50-267, 84/12/31, 8501180009. 



DOCKETED ITEMS 
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S5011S0265 Forwards revised monthly operating rept for Nov 1984. 
Incorrect "Year to Date" value changed to correct value of 
9S. 144. 

GAHM. J. W. Public Service Co. of Colorado. 85/01/08. Director's 
Office. Office of Inspection and Enforcement. Ip. 28453:289. 24X 

Fiche; 50-267. 85/01/08. 8501180265. 


— 8501180273 Revised monthly operating rept for Nov 1984. 

NOVACHEK. F. Public Service Co. of Colorado. 84/11/30. 8pp. 
28453: 290. 24X Fiche: 50-267. 85/01/08, 8501180265. 


S. Reportable occurrences. LERs & related correspondence 


8501210384 Forwards AE0D/T423, "Inoperability of Helium Circulator 
Overspeed Trip Channels Due to Impedance Variations in Speed 
Sensing Cables Exposed to Steam Leah. " technical review 
rept. 

IMBRO. E. V. Reactor Operations Analysis Branch. 84/11/25. 

SEYFRIT. K. V. Reactor Operations Analysis Branch. Ip. 28495:339. 
24X Fiche: 50-267. 84/11/25. 8501210384. 


— 8501210387 "Inoperability of Helium Circulator Overspeed Trip Channels 
Due to Impedance Variations in Speed Sensing Cables Exposed 
to Steam Leak. " technical review rept. 

MOSES.D. L. Director's Office. 84/11/25. 4pp. 28495:340. 24X 

Fiche; 50-267.84/11/25. 8501210384. 


8501040102 LER 84-013-00: on 841112 it 13. both hot svc facility area 
radiation monitors inoperable for period longer than allowed 
by Tech Spec 4. 4. 3. Caused by high voltage power supply 
inadvertently shorted to ground. U/841213 Itr. 

EOOEBROTEN. J. . GAHM. J. W. . BANAOAS. L. S. Public Service Co. of 
Colorado. 84/12/13. JOHNSON. E. H. Region 4. Office of Director. 
5pp. 28209:040. 24X Fiche: 50-267. 84/12/13. 8501040102. 


8501070138 Advises that final installation of oil mist detection sys 
completed wk of 841105. per 840625 commitment. Sys inoperable 
during initial checkout. Manufacturer repaired & balanced 
entire sys on 841115. however, on 841121 sys inoperable again. 
UAREMBOURO. D. W. Public Service Co. of Colorado. 84/12/14. 

JOHNSON. E.H. Region 4. Office of Director. 2pp. 28204:333. 24X 

Fiche: 50-267. 84/12/14. 8501070138. 


8501030440 PN0-IV-e4-O30: on 841218. w/p lent in shutdown mode. diesel 
generators failed to pick up vital buses during surveillance 
testing. Control circuit problem suspected as cause. 

JOHNSON. E. H. . IRELAND. R.E. Region 4. Office of Director. 84/12/19, 
Ip. 28189:298. 24X Fiche: 50-267. 84/12/19. 8501030440. 


8501030451 PNa-IV-84-030A: on 841218. d iesel generators failed to pick up 
vital buses during surveil lance. Caused by open thermocouple 
on engine preventing sensing of exhaust temp it subseq.uent 
engine shutdown. 

JOHNSON. E. H. . IRELAND. R. E. Region 4. Office of Director. 84/12/19. 
2pp. 28189:236. 24X Fiche: 50-267. 84/12/19. 8501030451. 


8501030305 PN0-1V-84-030B: on 841220. repair of malfunction on Diesel 
Engine C comp Icted. Caused by faulty temp switch on exhaust 
gas header, Diesel generator sets started 9t declared 
operable. 

JOHNSON. E. H. . IRELAND, R.E, Region 4, Office of Director. 84/12/20. 
Ip. 28189:067. 24X Fiche: 50-267. 84/12/20. 8501030305. 


8501160528 Forwards for review. "Metallurgical Exam of CRD Cables." 
Rept details exam of CRD 25 cable failures. Safety evaluation 
re use of Inconel 625 cables to replace existing stainless 
steel cables will be provided by 850131, 

OAHM. J. W. Public Service Co. of Colorado. 84/12/31. MARTIN. R, , 
JOHNSON.E, H. Region 4. Office of Director. Ip. 28420:117. 24X 

Fiche: 50-267. 84/12/31. 8501160528, 


— 8501160531 "Metallurgical Exam of CRD Cables. " 

HELLNER.R. . ORLIN. T. F. Public Service Co. of Colorado. 

THUROOOD. B. OA Technologies. Inc. /©eneral Atomic Co, 84 / 12 / 31 , 
28pp. 28420:118. 24X Fiche; 50-267, 84/12/31. 8501 160528, 


DOCKET 50-269 OCONEE NUCLEAR STATION. UNIT 1 
F. Security, medical, emergency it fire protection plane 


8501040034 Forwards agenda for Jan S9#5 matting to discuss fddl info re 
NUREO-0737. Item III. D. 3. 4. "Contrni «odm.:'MiifritatiM.t«. 

Requirements, " Onsite meeting location suggested. 

STOLZ. J, F, Operating Reactors Branch 4, 84/12/26. TUCKER. H.B. 

Duke Power Co, 3pp. 28207:357. 24X Fiche; 50-269. 84/12/26. . . 

B501040034. v: 


8501100647 Forwards exemption from 10CFR50. App R requirements re 
emergency lighting, per 831024 it 0808 Itrs. 

NICOLARAS, H. Operating Reactors Branch 4. 84/12/27. TUCKER. H.B. 

Duke Power Co. 2pp. 28356:112, 24X Fi c he: 50-269. 84/12/27. 

8501100647. 


— 8501100650 Forwards exemption from 10CFR50. App R requir ements. 

* Operating Reactors Branch 4. 84/12/28. Docketing & Services 

Branch. 2pp. 28356:114. 24X Fiche: 50-269. 84/12/27. 8501100647. 


— 8501100654 Exemption from 10CFR50. App R requirements re emergency 
lighting w/S h battery power supply for safe shutdown. 

EISENHUT. D. e. Division of Licensing. 84/12/27. Duke Power Co. 
4pp. 28356:116. 24X Fi ch e: 50-269. 84/ 12/27, 8501 100647. 


8501180369 Forwards Rev 12 to facility security plan, ref 1 acting recent 
changes in corporate & station organizations. additions to 
glossary of terms & editorial changes. Rev withheld 
(ref 10CFR73. 21) 

TUCKER, H.B. Duke Power Co. 85/01/08, O'REILLY. J. P. Region 2. 
Office of Director. 2pp. 28454:147. 24X Fiche; 50-269. 85/01 /08, 

8501180369. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718; 161. 24X 

Fiche: 50-000. 85/01/09, 8501100621. 


8501290755 Notification of 850212-13 meetings w/util in Seneca. SC to 
discuss NUREO-0737, Item III.D. 3. 4 re control room 
habitability. 

NICOLARAS. H. Operating Reactors Branch 4. 85/01/22. STOLZ. J. F. 

Operating Reactors Branch 4. 2pp. 28644:311. 24X 

Fiche: 50-269, 85/01/22. 8501290755. 


P. Operating license stage documents it correspondence 


8501140517 FOIA request for draft rept on failure modes it effects 
analysis of events that could result in steam generator 
overfill for facility. 

PEDRO, J. NUS Corp. 04/04/10. Division of Rules and Records. Ip. 
28392: 048. 24X Fiche; 50-269. 84/04/10. 8501140517. 


8501140508 Responds to FOIA request for draft rept on failure modes Sc 
effects enelysis of events that could result in steam 
generator overfill for facility. Forwards rept, Rept also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/17. PEDRO. J. NUS 
Corp. Ip. 28392:001. 24X Fi che: 50-269, 04/05/17. 8501 140508. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules end Records, 84/06/21. BELL. N. 
Nuclear Information Sc Resource Service. 5pp. 26525:241. 24X 

Fiche; 50-000, 84/06/21. 8501230111. 


— 6501230462 Discusses concurrence of proposed N8HC finding for spent 
fuel pool capacity expansion. Correct analysis required for 
questions raised re reracking amends Involving significant 
hazards considerations. 

GRAY. J. R. Office of the Executive Legal Director. 84/06/21. 
SUERMANN. J, NRC - No Detailed Affiliation Given. Xp. 28525:303. 
24X Fiche: 50-000, 84/06/21 , 85012301 1 1 . 


8501100417 Forwards BAW-1B41, "Oconee Unit 1. Cycle 9 Reload Rept, " 
Addition of "Cycle 9" to title of Figures 8-1 Sc 2 noted, 

WALKER, R.J. Babcock Sc Wilcox Co. 84/08/20. CANADY, K. S. . OUILL,P. 
Duke Power Co. Ip. 28295:251. 24X Fiche: 50-269, 84/08/20. 

8501100417. 


8501020238 Provides specific plans for respbnding to Generic Ltr 81-21 
re natural circulation cooldown. per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201. 

H08LER. A, G. Bebepek Sc Wilcox Operating Plants Owners Group. 
84/12/14. KADAMBI.N. P, NRO - No Detailed Affiliation Given, Ip. 
28143; 26A. 24X Fiche: SO’rOQO, 84/12/14* 8501020238. 


8501040079 Forwards request for addl info re 840626 application to 
amend tech 3ptcs for wpTklng hour 1 imits. Response doe within 
30 days. 

STOLZ, J.F. Operating Raectors Branch 4. 84/12/26. TUCKER, H, B. 

Duke Power Go. 3np. 2E?^; ?5B. , 24X Fi che: 5 %t 269. 84/ v 
8501040079. V'- ■. .ii.'T 
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8501180534 Forwards status & technical evaluation repts on Multi-Plant 
Action C-14 re seismic qualification of auxiliary feedwater 
sys. Response committing to resolve stated open items or 
appealing for modified position requested within 60 days. 

STOLZj J. F. Operating Reactors Branch 4. 84/12/26. TUCKER* H. B. 

Duke Power Co. 11pp. 28475:346. 24X Fic he: 50-269* 84/12/26, 

8501180534. 


— 8501180535 "Seismic Qualification of Auxiliary Feedwater Sys*" 
technical evaluation rept. 

* Lawrence Livermore National Laboratory. 82/08/27. NRC - No 
Detailed Affiliation Given. 7pp. 28475:357, 24X 

Fiche: 50-269. 84/12/26, 8501180534. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000* 84/12/27, 8501030120. 


8501210128 Submits requirements of Region II mobile lab* in response to 
util 841130 request. Onsite parking area for vehicle should 
be located in protected area 8e free of obstruction. 

Electrical supply should be free of outside interference. 

OLSHINSKI, J. A. Region 2* Office of Director. 84/12/28. TUCKER, H.B. 

Duke Power Co. Ip. 28500:334. 24X Fiche: 50-269* 84/12/28. 

8501210128. 


8501070184 Informs that review of vendor engineering recommendations 
to ensure that appropriate test guidance incorporated into 
station procedures for reactor trip breaker sys components 
will' be completed for facilities by 850331. 

TUCKER.H. B. Duke Power Co. 84/12/31. EISENHUT, D. G. Division of 
Licensing. 2pp. 28204:344. 24X Fiche: 50-000* 84/12/31, 8501070184. 


Q. Inspection reports, IE Bulletins fc correspondence 


8501300269 FOIA request for copies of 11 specific documents, includ ing 
ROs,LERsi insp repts & IMPQ repts. 

WILLIAMS, O.G. JRA Associates. 84/06/15. FELTON, J. M. Division of 
Rules and Records. 2pp. 28684:037. 24X Fiche: 50-000, 84/06/15* 

8501300269. 


B50121024B Forwards Insp Repts 50-269/84-29,50-270/84-28 & 50-287/84-31 
on 841011-1117. No violation or deviation noted. 

BROWNLEE, V. L. Region 2* Office of Director. 84/12/12. TUCKER, H. B. 
Duke Power Co. 2pp, 28607:249. 24X Fiche: 50-269, 84/12/12, 

8501210248. 


—8501210256 Insp Repts 50-269/84-29, 50-270/84-28 Sc 50-287/84-31 on 
841011-1117. No Violation or deviation noted. Major areas 
inspected: operations, surveillance, mairit Sc refueling. 

BRYANT, J., SASSER, K., DANCE, H. C. Region 2, Office of Director. 
84/12/12. 8pp. 28607:251. 24X Fiche: 50-269, 84/12/12, 8501210248. 


8501210123 Confirms 841128 telcon between NA Rutherford Sc HC Dance 
re 850108 mgt meeting w/util in Charlotte, NC to review 
results of SALP program. Proposed agenda end. 

O'REILLY, J.P. Region 2, Office of Director. 84/12/18. TUCKER, H. B. 
Duke Power Co. 5pp. 28501:116. 24X Fi che: 50-000, 84/12/18, 

8501210123. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Svc list end. 

GRACE, U. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21, Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 3412190503. 


8501080116 Forwards fee as specified by 10CFR170, 170. 12 Sc 170.21 for 
840925 inservice insp plan for second 10-yr interval, in 
response to 841212 ltr. Fee paid. 

SIMMONS, J.W. Duke Power Co. 85/01/03. DIGOS, R. M. Office of 
Administretion. Ip. 28233:220. 24X Fiche: 50-000, 85/01/03, 

8501080116. 


850114^218 Discysses resolution of all items T* IE Bulletin BO-ll. 

Cpnf irawetory' test program win be conducted tp resolve 
remaining item re arching act i an csethodologyl First panel 
testing projected to begin wk of 850225. SER requested. 

TUCKER, H.B. Duke Power Co. 85/01/07. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ST0LZ,J. F. Operating Reactors 
Branch 4. 2pp. 28361:125. 24X Fiche: 50^269, 85/01/07, 8501140218. 


8501070401 IE Info Notice: 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, U.N. Division of Emergency Preparedness . St Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche : 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fi ch e : 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85—003, “Separation of Primary Reactor 
Coolant Pump Shaft St Impeller, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co, of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85—004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
enc 1, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Insp Programs 

(8301 03-8502 12). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fich e : 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports Se related correspondence 


8501220047 Monthly operating repts for Dec 1984. W/850115 ltr. 
REAVIS, J. A.* TUCKER.H. B. Duke Power Co. 84/12/31. I7pp. 
28507: 202. 24X Fiche: 50-269* 84/12/31* 8501220047. 


S. Reportable occurrences, LERs St related correspondence 


8501140053 Special rept: on 841109, many fire barriers did not meet 
surveillance insp acceptance criteria St declared inoperable. 
Caused by const/instal lati on defic iency, component failure/ 
malfunction St some unknown causes. Firestops repaired. 

TUCKER.H. B. Duke Power Co. 84/12/14. O'REILLY, J. P. Region 2, 
Office of Director. 3pp. 28378:018. 24X Fiche: 50-269, 84/12/14, 

8501140053. 


8501100693 LER 84-007-00: on 841203, reactor tripped from 57% full power. 
Caused by low oil pressure from shaft-driven oil pump w/main 
feedwater pump IB turbine auxiliary oil pump (MFWPTAOP) 
switched off 8< lA MFWPTAOP out of svc. W/B50102 ltr. 

HAYNES, R.F., TUCKER, H. B. Duke Power Co. 85/01/02. 5pp. 28345:217. 
24X Fiche: 50-269, 85/01/02, 8501100693. 


8501140038 LER 84-006-00: on 841202, reactor tripped due to wire EHC6 
loosening Sc opening relay 41mxa. Caused by opening of 
generator field breaker due to opening of relay 4imxa. Unit 
stabilized in hot shutdown Sc returned to svc. W/850102 ltr. 

HAQHI,M. A. , TUCKER, H.B. Duke Power Co. 85/01/02. 5pp. 28378:032. 
24X Fiche: 50-269, 85/01/02, 8501140038. 


V. Operator Examinations 


8501280153 Submits addl info re upgraded shift technical advisor (STA) 
program, in response to NRC 840621 request. STA implementation 
scheduled for 850901. Revised Tech Specs reflecting new STA 
program will be submitted by B507O1. 

TUCKER.H. B. Duke Power Co. 85/01/18. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. STOLZ, J. F. Operating Reactors 
Branch 4, 2pp. 28569:301. 24X Fiche: 50-269, 85/01/18, 8501280153, 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


P. Security, medical, emergency St fire protection plans 


8501040034 Forwards agenda for Jan 1985 meeting to discuss addl info re 
NyR;E0-O737» Item III. D, 3. 4, "Control Room Habitability 
Requirements. Onsite meeting location suggested. 

STOLZ, J. F. Operating Reactors Branch 4, 84/12/26. TUCKER, H. B. 

Dute Poiiwr 3pp. 28207:357. 24X Fi che: 50-269, 84/12/26, 

850 ^ 0 * 40034 . 
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8501100647 Forwards exemption from 10CFR50>App R requirements re 
emergency lighting< per 831024 & 0808 Itrs. 

NICOLARASiH. Operating Reactors Branch 4. 84/12/27. TUCKER# H. B. 

Duke Power Co. 2pp. 28356:112. 24X Fi c he; 50-269. 84/12/27# 

8501100647. 


•8501100650 Forwards exemption from 10CFR50#App R requirements. 

* Operating Reactors Branch 4. 84/12/28. Docketing & Services 

Branch. 2pp. 28356:114. 24X Fiche: 50-269# 84/12/27# 8501 100647. 


— 6501100654 Exemption from lOCFRSO# App R requirements re emergency 
lighting w/8 h battery power supply for safe shutdown. 

EISENHUT# D. 0. Division of Licensing. 84/12/27. Duke Power Co. 
4pp. 28356:116. 24X Fi che: 50-269# 84/ 12/27# 8501 100647. 


8501180369 Forwards Rev 12 to facility security p Ian# ref lecting recent 
changes in corporate & station organizations# additions to 
glossary of terms & editorial changes. Rev withheld 
(ref 10CFR73. 21) 

TUCKER, H.B. Duke Power Co. 85/01/08. 0 'REILLY# J. P. Region 2. 

Office of Director. 2pp. 28454:147. 24X Fiche; 50-269# 85/01/08# 

8501180369. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rcpt. Svc list end. 

EISENHUT# D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York# Inc. 138pp. 67718:161. 24X 

Fiche: 50-000# 85/01/09# 8501100621. 


8501290755 Notification of 850212-13 meetings w/util in Seneca# SC to 
discuss NUREO-0737# Item III.D. 3. 4 re control room 
habitability. 

NICOLARAS#H. Operating Reactors Branch 4. 85/01/22. STOLZ# J. F. 

Operating Reactors Branch 4. 2pp. 28644:311. 24X 

Fiche: 50-269, 85/01/22# 8501290755. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend, Forwards documents 
listed in App A, Documents in PDR. 

FEITON.J. M. Division of Rules and Records. 84/06/21. BELL# N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000# 84/06/21# 8501230111. 


— 8501230462 Discusses concurrence of proposed NSHC finding for spent 
fuel pool capacity expansion. Correct analysis required for 
questions raised re reracking amends involving significant 
hazards considerations. 

GRAY# J. R, Office of the Executive Legal Director. 84/06/21. 
SUERI1ANN#J. NRC - No Detailed Affiliation Given. Ip. 28525:303. 
24X Fiche: 50-000# 84/06/21. 8501230111. 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown# per 841114 meeting. Specif ic 
plant responses to generic ltr expected by 850201. 

HOSLER.A. G. Babcock tk Wilcox Operating Plants Owners Group. 

84/12/14. KADAMBI#N. P. NRC - No Detailed Affiliation Given. Ip. 
28143: 266. 24X Fiche: 50-000# 84/12/14# 8501020238. 


8501020307 Application for amend to License DPR~47# changing Tech Specs 
re rod position limits & power imbalance limits to support 
operation at full rated power during Cycle 8. Cycle 8 
reload rept end. Fee paid. 

TUCKER# H.B. Duke Power Co. 84/12/19. DENTON# H. R. Office of 
Nuclear Reactor Regulation# Director. 8T0LZ# U. F. Operating Reactors 
Branch 4. 3pp. 28141:239. 24 X Fiche: 50-270. 84/12/19# 8501020307. 


— 8501020309 Proposed Tech Specs# changing rod position limits St power 
imbalance limits to support operation at full rated power 
during Cycle 8. 

« Duka Power Co. 84/12/19. 12pp. 28141:242. 24X 

Fiche: 50-270# 84/12/19# 8501020307. 


— 8501020312 "Oconee Unit 2#Cycle 8 Reload Rept." 

* Duke Power Co. DPC-RD-2004. 84/12/31. 36pp, 28141:254. 24X 

Fiche: 50-270# 84/12/19# 8501020307. 


8501040079 Forwards request for addl info re 840626 application to 
amend Tech Specs for working hour limits. Response due within 
30 days, 

STOLZ#J, F. Operating Reactors Branch 4. 84/12/26. TUCKER# H. B. 

Duke Fewer Co, 3pp. 28209:258. 24X Fi che; 50-269# 84/12/26# 

8501040079. 


8501180534 Forwards status & technical evaluation repts on Multi-Plant 
Action C-14 re seismic qualification of auxiliary feedwater 
sys. Response committing to resolve stated open items or 
appealing for modified position requested within 60 days. 

STOLZ.J, F. Operating Reactors Branch 4. 84/12/26. TUCKER# H. B. 

Duke Power Co. 11pp. 28475:346. 24X Fiche: 50-269# 84/12/26# 

8501180534. 


— 8501180535 "Seismic Qualification of Auxiliary Feedwater Sys#" 
technical evaluation rept. 

* Lawrence Livermore National Laboratory. 82/08/27. NRC - No 
Detailed Affiliation Given. 7pp. 28475:357. 24X 

Fiche; 50-269# 84/12/26# 8501180534. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
1OCFR50. 49# "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT# D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York# Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27# 8501030120. 


8501210128 Submits requirements of Region II mobile lab# in response to 
util 841130 request. Onsite parking area for vehicle should 
be located in protected area & free of obstruction. 

Electrical supply should be free of outside interference. 

OLSHINSKI# J. A. Region 2# Office of Director. 84/12/28. TUCKER, H. B. 

Duke Power Co. Ip. 28500:334. 24X Fi che: 50-269, 84/12/28# 

8501210128. 


8501070184 Informs that review of vendor engineering recommendations 
to ensure that appropriate test guidance incorporated into 
station procedures for reactor trip breaker sys components 
will be completed for facilities by 850331. 

TUCKER# H.B. Duke Power Co. 84/12/31. EISENHUT# D. G. Division of 
Licensing. 2pp. 28204:344. 24X Fiche: 50-000# 84/12/31# B5010701S4. 


8501280273 Forwards revised startup physics test program# per 841219 
application for amend to License DPR-47# supporting operation 
of facility at full rated power during Cycle 8. Detailed 
justification for changes also end. 

TUCKER. H.B. Duke Power Co. 85/01/22. DENTON# H. R. Office of 
Nuclear Reactor Regulation# Director. STOLZ# J. F. Operating Reactors 
Branch 4. 9pp. 28569:344. 24X Fi che; 50-270# 85/01/22# 8501280273. 


<5. Inspection reports# IE Bulletins it correspondence 


B501300269 FOIA request for copies of 11 specific documents# including 
ROs# LERs# insp repts 8c INFO repts. 

WILLIAMS#0. G. JRA Associates. 84/06/15. FELTON# J. M. Division of 
Rules and Records. 2pp. 28684:037. 24X Fiche: 50-000# 84/06/15. 

8501300269. 


8501210248 Forwards Insp Repts 50-269/84-29,50-276/04-28 it 50-287/84-31 
on 841011-1117. No violation or deviation noted. 

BROWNLEE, 9. L. Region 2# Office of Director. 84/12/12. TUCKER# H. B. 
Duke Power Co. 2pp, 28607:249. 24X Fi che: 50-269# 84/12/12# 

8501210248. 


—8501210256 Insp Repts 50-269/84-29# 50-270/84-28 it 50-287/84-31 on 
84101 1-1117. No violation or deviation noted. Major areas 
inspected; operations# Burvei 1 lance# maint 8< refueling. 

BRYANT# J.# SASSER.K. # DANCE# H. C. Region 2, Office of Director. 
84/12/12. epp. 28607:251. 24X Fiche; 50-269# 84/12/12# 8501210248. 


8501210123 Confirms 841128 telcon between NA Rutherford it HC Dance 
re 850108 mgt meeting w/util in Charlotte# NC to review 
results of SALP program. Proposed agenda end. 

O'REILLY# U. P. Region 2# Office of Director. 84/12/18. TUCKER# H. B. 
Duke Power Co. 5pp. 28501:116. 24X Fiche: 50-000# 84/12/10# 

8501210123. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE# J. N. Division of Emergency Preparedness it Engineering Response 
(Post 030103), 84/12/21. Consolidated Edison Co, of New York# 

Inc. 121pp. 28570:042, 24X Fiche: 50-000# 84/12/21# 8412190503. 


8501080116 Forwards fee as specified by 10CFR170# 170. 12 & 170.21 for 
840925 inservice insp plan for second 10~yr interval# in 
response to 841212 ltr. Fee paid. 

SIMMONS# U.W. Duke Power Co. 85/01/03. DIGGS# R. M. Office of 
Administration, Ip. 28233:220. 24X Fi che: 50-000, 85/01/03# 

8501080116. 


8501140218 Discusses resolution of all items re IE Bulletin 80-11, 
Confirmatory teat program will be conducted to resolve 
remaining item re arching action methodo logy. First panel 
testing projected to begin wk of 850225, SER requested. 

TUCKER# H.B, Duke Power Co. 85/01/07. DENTON# H. R. Office of 
Nuclear Reactor Regulation# Director. 8T0LZ# J. F. Operating Reactors 
Branch 4. 2pp. 28361:125. 24X Fiche: 50-269# 85/01/07, 8501140218. 
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8501070401 IE Info Notice 85~001i "Continuous Supervision of 
Irradiators- •' Svc list end. 

GRACEf J. N. Division of Emerpency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New Yorki 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10> 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. “ Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of Neu 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004, "Inadeq.uate Mgt of Security Response 
Drills." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc, 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Uhip Restraints. " Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186, 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE, J.N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29, Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


8501220047 Monthly operating repts for Dec 1984. W/850115 Itr. 
REAVIS, J. A, » TUCKER, H.B. Duke Power Co. 84/12/31. 17pp. 

28507:202. 24X Fiche: 50-269, 84/12/31, 8501220047. 


S. Reportable occurrences, LERs it related, correspondence 


8501140053 Special rept: on a41109,many fire barriers did not meet 
surveillance insp acceptance criteria it declared inoperable. 
Caused by const/installation deficiency, component failure/ 
malfunction it some unknown causes. Firestops repaired. 

TUCKER, H.B. Duke Power Co, 84/12/14. D'REILLY, J. P. Region 2, 
Office of Director. 3pp. 28378:018. 24X Fiche: 50-269, 84/12/14, 

8501140053. 


8501090061 LER 84-001-00: on 841127, reactor bldg spray trains 
inadvertently removed from svc. Caused by personnel error. 

Situation corrected by redosing breaker for train not being 
tested. W/841227 Itr, 

HAYNES, R.F., TUCKER, H.B, Duke Power Co. 84/12/27. 4pp. 28278:005. 
24X Fiche;50-270, 84/12/27, 8501090061. 


8501170142 Rev 10 to emergency plan. 

BAUER, D. D. , PELLETIER, J. , MURPHY, W. P. Vermont Yankee Nuclear Power 
Corp. 84/12/31. 150pp. 28423:042. 24X Fiche: 50-271, 84/12/31, 

8501170142. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


J. Insurance it indemnity information 


8501170061 Forwards Endorsements 74 8e 6 to NELIA Policies NF-189 it 
N-32 & Endorsements 59 & 6 to MAELU Policies MF-56 it M-32, 
respectively. 

SHADER, D. Vermont Yankee Nuclear Power Corp. 85/01/09. DINITZ, I. 
Office of Nuclear Reactor Regulation, Director, 5pp. 28426:022. 
24X Fiche: 50-271,85/01/09,8501170061. 


0. Advisory Committee on Reactor Safeguards reports it correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Hashing ton, DC re recent experiences at operating 
plants. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche: 50-000, 34/12/15, 8501300274. 


P. Operating license stage documents Sc correspondence 


8501150025 FOIA request for documents re discovery of Co-60 release 
problems at facility. 

LONGENECKER, 6. Vermont Yankee Decommissioning Alliance. 84/05/02. 
FELTON, J. M. NRC - No Detailed Affiliation Given. 3pp. 28415:221. 
24X Fiche: 50-271, 84/05/02, 8501150025. 


8501150028 Further response to FOIA request for documents re discovery 
of Co-60 release problems at facility. 

FELTON, J.M. Division of Rules and Records. 84/06/18. LONGENECKER 
Vermont Yankee Decommissioning Alliance, 3pp. 28415:224. 24X 

Fiche: 50-271, 84/06/18, 8501150028. 


—8501150031 Forwards LRS Consultants rept on Team Visit 1-84 for 1984 Sc 
840316 transmittal ltr to R Snel ling. Governor, State of VT. 

CONWAY, W. F. Vermont Yankee Nuclear Power Corp. 84/03/16, 

RAYMOND, W.J, NRC - No Detailed Affiliation Given. 4pp. 

28415: 227. 24X Fiche: 50-271, 84/06/18, 8501150028. 


— 8501150033 "LRS Consultants Visit 1-84,840208-10." 

LAPP, R. E. , RICE, C. M. , ST AKER, R. G. LRS Consultants. 84/02/10. 
16pp. 28415:231. 24X Fiche: 50-271, 84/06/18, 8501150028. 


— 8501150036 Forwards LRS Consultants rept on Team Visit 3-83 for 1983 Sc 
831118 transmittal ltr to R Snel ling, Governor Sc State of VT. 

CONWAY, W.F. Vermont Yankee Nuclear Power Corp. 83/11/18. 

RAYMOND, W.J. NRC - No Detailed Affiliation Given. 3pp. 

28415:259. 24X Fiche: 50-271, 84/06/18, 8501 150028. 


— 8501150039 "LRS Consultants Team Visit 3-83,831012-14." 

* LRS Consultants. 83/10/14. 23pp. 28415:262. 24X 

Fiche: 50-271, 84/06/18, 8501150028. 


V, Operator Examinations 


B501280153 Submits addl info re upgraded shift technical advisor (STA) 
program. in response to NRC 840621 request, STA implementation 
scheduled for 850901. Revised Tech Specs reflecting new STA 
program will be submitted by 850701. 

TUCKER, H.B. Dyke Power Co. 85/01/18. DENTON, H, R. Office of 
Nudear Reactor Regulation, Director, STOLZ, J, F. Operating Reactors 
Branch 4. 2pp. 28569: 3Q1. 24X Fiche: 50^269, 85/01/18, B501280153. 


MCKET 50-271 VERMDhIT YANKEE NU^LlSqR FDWER S^^ 

F. Security, medical, emergency it fire protection plans 


8501100205 Responds to NRC 841102 ltr re violations noted in Insp Rept 
50-271/83— 26. Comieitment to have mods to ensure full 
compliance w/lll. G.2 of 10CFR50, App R will not be met by end 
of 1984 due to installation & delivery problems. 

MURPHY, W.P. Vermont Yankee Nusl ear Power Corp. 84/12/28. 

HURLEY, T.E. Region li Office of. Director. Ip. 28296:357. 24X 

Fiche; 50-271, 84/12/28, 8501100205, 


— 8501150044 Forwards summary of 831013 meeting w/State of VT 
representatives. Technical issues from util findings can be 
dispositioned by Region I. Plants most be alerted to 
magnitude of releases through roof vents. 

RAYMOND, W.J, NRC - No Detailed Affiliation Given. 83/10/14. 
GALLO, R.M. Region 2, Office of Director. 5pp. 28415:285. 24X 

Fiche: 50-271,84/06/18, 8501150028. 


8501110385 Forwards safety evaluation re environ qualification of 
electric equipment important to safety, par 10CFR50. 49. 

Program in compliance it proposed resolution of deficiencies 
acceptable, based on 840418 meeting it submittals. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/12. CAPSTICK, R. W. 

Vermont Yankee Nuclear Power Corp. 3pp. 28374:132. 24X 

Fiche: 50-271, 84/12/12, 8501110385. 


—8501110389 Safety evaluation re environ qumlifieation of electrical 
equipment important to safety. 't ’ 

* Office of Nuclear Reactor Regulation, Director. 84/12/12. 

10pp. 28374: 135. 24X Fiche: 50-271, 84/12/12, 8501110385. 
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8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49> "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co, of New Yorfcj Inc, 18pp. 28464:230, 24X 

Fiche: 50-000^ 84/12/27, 8501030120. 


8501280449 Application for Proposed Change 125 to License DPR-2S, 
changing alternative requirements should operations 
supervisor not possess senior operator license for interim 
period. Fee paid. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 85/01/15. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 3pp, 
28565: 008. 24X Fiche; 50-271, 85/01/15, 8501280449. 


— 8501280454 Proposed Tech Spec changes, provid ing alternative 

requirements should operations supervisor not possess senior 
operator license for interim period. 

* Vermont Yankee Nuclear Power Corp. 85/01/15. 4pp. 28565:011. 
24X Fiche: 50-271, 85/01/15, 8501280449. 


8501290137 Application for amend to License DPR-28, revising Tech Specs 
re operation of purge & vent valves. Fee paid. 

MURPHY, W. P. Vermont Yankee Nuclear Power Corp. 85/01/15. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 4pp. 
28616: 043. 24X Fiche: 50-271, 85/01/15, 8501290137. 


— 8501290138 Proposed revised Tech Specs re operation of purge it vent 
valves. 

* Vermont Yankee Nuclear Power Corp. 85/01/15, 7pp. 28616:047. 
24X Fiche: 50-271, 85/01/15, 8501290137. 


8501290332 Provides updated status of seismic reanalysis program & 
results of recent evaluation of support loads on structural 
members. Safety-related piping dynamically analyzed using 
amplified response spectre curves, per Reg Guide 1.60. 

CAPSTICK, R. W. Vermont Yankee Nuclear Power Corp. 85/01/23, 

VA8SALLQ, 0. B. Operating Reactors Branch 2. 3pp. 28619:335. 24X 

Fiche; 50-271, 85/01/23, 8501290332. 


8501290471 Advises that nitrogen gas supply capability for automatic 
depressurization sys accumulators could be supplied by 
liquid nitrogen storage tank & backup nitrogen gas cylinder 
station, per NRC request re NUREG-0737, Item ZZ. K. 3. 28. 

CAPSTICK, R. W. Vermont Yankee Nuclear Power Corp. 85/01/24, 
EZSENHUT, D. G. Division of Licensing. 2pp. 28617:248. 24X 

Fiche: 50-271, 85/01/24. 8501290471. 


Q. Inspection reports, IE Bulletins it correspondence 


8501080537 Forwards Insp Rept 50-271/84-24 on 841105-09. No 
violations noted. 

MARTIhi, T. T. Division of Engineering it Technical Programs. 84/12/17. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 2pp. 28245:005. 

24X Fiche: 50-271, 84/12/17, 8501080537. 


—8501080542 Insp Rapt 50-271/84-24 on 841105-09. No violations noted. 
Major areas inspected; radwaste mgt program, including 
administrative controls, changes in waste processes, audits 
Sc appraisals Sc solid Sc liquid waste operations. 

BZCEHOUSE, H. J. , CARSON, B, H. , PASCZAK, W, J, Region 1, Office of 
Director. 84/12/10. 11pp. 28245:007. 24X Fiche: 50-271, 84/12/17, 

8501080537. 


8412190503 lE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J.N. Division of Emergency Preparedness S< Engineering Response 
(Post 830103), 84/12/21. Consolidated Edison Co. of New York, 

Inc, I21pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


S501100205 Responds to NRC 841102 ltr re violations noted in Insp Rept 
50-271/^-26. Commitment to have mods to ensure full 
compliance w/IIl. G. 2 of 10CFR50,App R will not be met by end 
of 1984 due to installation St delivery problems. 

MURPHY, W.P, Vermont Yankee Nuclear Power Corp. 84/12/28, 

HURLEY, T.E. Region 1, Office of Director, Ip. 28296:357, 24X 
Fiche; 50-271, 84/12/28, 8501100205. 


8501150051 Requffts that allagtd violation ra installation of in- 
c onto inenant high rang# radiation monitors notad in Insp Rapt 
50-871/84«fll ba withdrawn, Placamant of monitors basad on 
satisfgiqg NURBG-0737, Item II. F. 1. 3 St NUREG-0578. 

MURPHy:,:WvP. V Yankaa Nuclaar Power Corp, 85/01/09. 

MARTIN, T.T. Ragion 1, Offica of Diract^i*. 2pp, 28306:131. 24X 

Ficha: 50-271, 85/01/09, 8501150051. 


8501160060 Notification of Significant sLleansaa Maating 85*^04 on 850124 
w/util in King of Prussia, PA to discuss SALP mgt. 

MEYER, G. Region 1, Offica of Dlractor. 85/01/09. Ragion 1, 

Offica of Diraetor. 2pp. 28437:341. 24X Ficha: 50-271, 88/01/09, 

85011600601 


8501240200 Confirms 850124 SALP mgt meeting at Region I ofc. 

STARDSTECKI, R. Region 1, Office of Director. 85/01/09. MURPHY, W. P. 

Vermont Yankee Nuclear Power Corp. 2pp. 28541:356. 24X 

Fiche: 50-271, 85/01/09, 8501240200. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. “ Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8, Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation 8< Testing of 
Differential Pressure Transmitters, " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fi ch e; 50-000, 85/01/1 1, 8501080502. 


8501240004 Responds to NRC 841206 ltr re violations noted in Insp Rept 
50-271/84-21. Corrective actions: Procedure OP 1201 revised to 
ensure shroud head properly installed prior to plant 
operation. 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 85/01/14. 
STARDSTECKI, R. Region 1, Office of Director. 9pp. 28542:143. 24X 

Fiche; 50-271, 85/01/14, B501240004. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. '• Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 05/01/23, B501230236, 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. *' Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. ■67pp. 20692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports St related correspondence 


6501240160 Monthly operating rept for Dec 1984. W/850109 ltr. 

BURGER, F.J., MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 
84/12/31. 7pp. 28541:289. 24X Fiche: 50-271. 84/12/31 , 8501240160. 


S. Reportable occurrences, LERs Sc related correspondence 


8501150025 FDIA request for documents re discovery of Co-60 release 
problems at facility. 

LONOENECKER, 0, Vermont Yankee Decommissioning Alliance. 84/05/02. 
FELTON, J.M. NRC - No Detailed Affiliation Given. 3pp. 28415:221. 
24X Fiche: 50-271, 84/05/02, 8501150025. 


B501150028 Further response to FOIA request for documents re discovery 
of Co-60 release problems at facility. 

FELTON, J. M. Division of Rules and Records. 84/06/18. LONOENECKER 
Vermont Yankee Decommissioning Alliance. 3pp. 26415:224. 24X 

Fiche; 50-271, 84/06/18, 8501150028. 


•8501150050 Rev 1 to RO 83-06: accumulative from 840810-23, bull dup of 
detectable quantities of plant-related Co-60 in Connecticut 
River. Caused by turbine bldg roof vents failing to filter 
waste. Procedural changes implemented. 

* Vermont Yankee Nuclear Power Corp. 83/10/07. 20pp. 28415:290. 

24X Fiche: 50-271, 84/06/18, 850115002B. 


—8501150053 Forwards summary St chronology of investigations St findings 
re presence of Co-60 in north storm sewer sys St Connecticut 
River. Info will be summarized in Insp Rept 83-21. 

RAYMOND, W.J. NRC - No Detailed Affiliation Given. 83/09/06. 

GALLO, R.M. Region 2, Office of Director. 41pp. 28415:310. 24X 

Flcht: 50-271, 84/06/18, 850115002B. 
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8501170240 LER 84-024-00; on 841213, functional testing of HPCl-toros 
water level sys not performed during wk of 841001. Caused by 
inadvertent administrative oversight in scheduling. 

Surveillance procedures revised. W/850109 Itr. 

PELLETIER, vJ. P. Vermont Yankee Nuclear Power Corp. 85/01/09. 3pp. 
28445: 080. 24X Fiche: 50 - 271 , 85/01/09, 8501170248. 


V. Operator Examinations 


8501280449 Application for Proposed Change 125 to License DPR-2B, 
changing alternative requirements should operations 
supervisor not possess senior operator license for interim 
period. Fee paid. 

MURPHY, W, P. Vermont Yankee Nuclear Power Corp. 85/01/15. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 3pp. 
28565: 008. 24X Fiche: 50-271, 85/01/15, 8501280449. 


— 8501280454 Proposed Tech Spec changes, providing alternative 

requirements should operations supervisor not possess senior 
operator license for interim period. 

# Vermont Yankee Nuclear Power Corp. 85/01/15. 4pp. 28565:011. 
24X Fiche; 50-271,85/01/15,8501280449. 


DOCKET 50-272 SALEM NUCLEAR OENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8501230349 Requests waiver of 60-day reporting requirement for security 
sys upgrade revised door numbering sys. Signs depicting new 
numbers It addition of numbers to sys software will remain in 
effect until project completed. 

LIDEN, E. A. Public Service Electric Sc Oas Co. of New Jersey. 

84/11/30. MURLEY,T. Region 1, Office of Director. 2pp. 28508:137. 
24X Fiche: 50-272, 84/11/30, 8501230349. 


8501080232 Forwards preliminary SER conditionally accepting 840520 
procedures generation package for emergency operation 
procedures specified in Suppl 1 to NUREO-0737 (Ceneric Ltr 
82-33) . Response re open items requested by 850515. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/19. UDERITZ, R. A. 

Public Service Electric Ic Gas Co. of New Jersey. 3pp. 28271:337. 
24X Fiche: 50-272, 84/12/19, 8501080232. 


— 8501080241 Preliminary SER conditionally accepting licensee procedures 
generation package for emergency operating procedures 
specified in Suppl 1 to NUREG-0737 iOeneric Ltr 82-33). 

* NRC - No Detailed Affiliation Given. 84/12/19. llpp, 

28271: 340. 24X Fiche: 50-272, 84/12/19, 8501080232. 


8501020361 Revised emergency plan procedures, inc lading EP IV-118 re 
high activity sample analysis, EP IV-123 re emergency 
in-plant air sampling 6 EP IV-124 re storage k coordination 
of post-accident samples. 

* Public Service Electric k Gas Co. of New Jersey. 84/12/28. 59pp. 

28138:061. 24X Fiche; 50-272, 84/12/28, 8501020361. 


8501290710 Forwards Emergency Preparedness Insp Repts 50-272/84-39, 
50-311/84-38,50-272/84-43 Ic 50-311/84-41 on 841022-25 k 
1105-09. Enforcement conference scheduled for 850117 at 
Region I. 

MARTIN, T.T. Region 1, Office of Director. 85/01/04. UDERITZ. R. A. 
Public Service Electric It Gas Co. of New Jersey. 2pp. 28639:204. 
24X Fiche: 50-272, 85/01/04, 8501290710. 


— 8501290720 Emergency Preparedness Insp Rept 50-272/84-39,50-311/84-38, 
50-272/84-43 k 50-311/84-41 on 841022-26,31,1105-09 k 30. 

Major areas inspected: annual emergency exercise k followup 
insp of emergency preparedness program. 

HARPSTER, t, L. , TERC, N, M. , WOJNAS, E. J. Region 1, Office of 
Director. 84/12/27. 13pp. 28639:206. 24X Fiche; 50-272, 85/01/04, 

8501290710. 


8501100621 Generic Ltr 85*^01 to all power reactor licensees S< all 
applicants for power reaptor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end, 

EISENHUT, D. O. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161, 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501280574 Notification of Licensee Meeting 85-02 on 850117 to conduct 
enforcement conference w/util in King of Prussia, PA re 
emergency exercise Ic followup insps. Attendance by NRC 
personnel should be made known by 850116. 

TERC, N; M. Region 1, Office of Director. 85/01/16. Region 1, 
Office of Director. 2pp. 28639:027. 24X Fiche: 50-272, 85/01/16, 

85012BQ574: 


8501300049 Discusses util 841130 ltr re security sys upgrade project. 
Use of revised door numbering sys for training purposes, in 
conjunction w/existing door numb ers, pend ing completion of 
project does not presently necessitate security plan change. 

MARTIN, T.T. Region 1, Office of Director. 85/01/17. UDERITZ, R. A. 
Public Service Electric k Gas Co. of New Jersey. 3pp. 28678:322. 
24X Fiche; 50-272, 85/01/17,8501300049. 


8501250280 Withdraws Rev 9 to security plan based on NRC ongoing 
reassessment of LASL assumptions re vital island concept & 
safety/safeguards concerns expressed in NUREG-0992. 

LIDEN, E. A. Public Service Electric k Gas Co. of New Jersey. 

85/01/21. VARGA, S. A. Operating Reactors Branch 1. 2pp. 28547:244. 
24X Fiche: 50-272, 85/01/21, 8501250280. 


P. Operating license stage documents It correspondence 


8501180005 Forwards Apps XZ,XII k XIII to "Salem Generating Station 
316(b> Demonstration." Apps suppl previously submitted Apps 
II-X. 

LIDEN, E. A. Public Service Electric It Gas Co. of New Jersey. 
84/09/19. MURLEY, T. E. Region 1, Office of Director. 2pp. 
28455:233. 24X Fiche: 50-272, 84/09/19, 8501180005. 


8501020262 Outlines partial implementation of Action Plan 2.6.1, 
"Clarifying Organizational Responsibility & Interfaces in 
Maint Area. " Full implementation unachievable at present. 

UDERITZ, R. A. Public Service Electric k Gas Co. of New Jersey. 
84/12/24. VARGA, S. A. Operating Reactors Branch 1. 4pp. 28138:001. 
24X Fiche: 50-272, 84/12/24, 8501020282. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501040012 Requests extension until 850930 to complete implementation 
of Action Plan 2.4.1, "Maintaining Plant Cleanliness It 
General Appearance at High Std. " Upgrade program will be 
established in Jan 1985. 

UDERITZ, R. A. Public Service Electric It Gas Co. of New Jersey. 
84/12/31. VARGA, S. A. Operating Reactors Branch 1. 5pp. 28182:064. 
24X Fiche: 50-272, 84/12/31, 8501040012. 


8501080001 Submits addl info requested in 840521 ltr It 841108 telcons 
re asymmetric LOCA loads analysis. Differences w/Unit 2 minor 
It bound by analyses in previous transmittals It Westinghouse 
Rept SD-107. Requests issue be closed. 

LIDEN, E. A. Public Service Electric St Gas Co. of New Jersey. 

85/01/02. VARGA, S. A. Operating Reactors Branch 1. 2pp. 28234:022. 
24X Fiche: 50-272, 85/01/02, 85010B0001. 


B5010B0044 Forwards technical justification for location of containment 
high-range radiation monitors R44B per TMI Items II. F. 1-3 
for review by Radiological Assessment Branch. 

LIDEN. E. A. Public Service Electric St Gas Co. of New Jersey. 

85/01/02. VARGA, S, A. Operating Reactors Branch 1. 4pp. 28231:094. 
24X Fiche: 50-272, 85/01/02, 8501080044. 


8501080195 Responds to NRC 841127 ltr. Addl sum re 821005 application to 
amend license remitted. Fee paid. 

LIDEN, E. A. Public Service Electric St Gas Co. of New Jersey. 

85/01/03. DIGGS.R. M. License Fee Management Branch. Ip. 

28230: 193. 24X Fiche: 50-272, 85/01/03,8501080195. 


8501060271 Advises of partial Implementation of Action Plan 2.6.1, 
"Clarifying Organ! zati onal Responsibility It Interfaces in 
Maint Area," due to absence of company/union request. Plant 
betterment St maint contractor support will continue. 

UDERITZ, R. A. Public Service Electric St Gas Co. of New Jersey. 
85/01/08. VARGA, S. A. Operating Reactors Branch 1, 3pp. 28232:166. 
24X Fiche: 50-272, 85/01/08, 8501080271. 


8501250409 Application for amends to Licenses DPR-70 St DPR-75, revising 
Item 3 in Amends 59 St 28, respectively, to extend 
implementation date to 850120. 

LIDEN, E. A. Public Service Electric Sc Oas Co. of New Jersey. 

85/01/18. VARGA, 8. A. Operating Reactors Branch 1. 4pp. 23547:240. 
24X Fiche: 50-272, 85/01/18, 8501250409. 


8501310207 Requests extension until 850531 to complete implementation 
of Action Plan 2.6.3 re backlogged maint work items. Program 
strengthened by setting backlogged work order limits for 
each craft St by adding contractor personnel to maint staff. 

UDERITZ, R. A. Public Service Electric Sc Gas Co. of New Jersey. 
55/01/25. VARGA, S. A. Operating Reactors Branch 1. 3pp. 28655:128. 
24X Fiche: 50-272, 85/01/25,8501310207. 
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Q. Inspection reports^ IE Bulletins correspondence 


8501030271 Discusses 841108 response to violation re testing of turbine 
overspeed protection noted in Insp Repts 50-272/84-32 & 

50-311/84-32 on 840814-0924. Proposed corrective actions 
unacceptable. Supp le/nental response requested uithin 30 days. 
STAROSTECKI* R. Division of Project & Resident Programs. 84/12/17, 
UDERTIZ, R. A. Public Service Electric !< Gas Co. of New Jersey. 3pp. 
28189: 205. 24X Fiche: 50-272, 84/12/17, 8501030271. 


— 8501030272 Responds to NRC 841011 Itr re violations noted in Insp Repts 
50-272/84-32 & 50-31 1/84-32. Corrective ac t i ons; spec ial 
caution added to extended radiation exposure permit to state 
that work in high radiation areas not permitted. 

LIOEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

84/11/08. KISTER, H. B. Division of Project & Resident Programs. 

4pp. 28189:208. 24X Fiche; 50-272, 84/12/17, 8501030271. 


650*1080268 Forwards Rev 1 to safety evaluation re IE Bulletin 84-03, 
"Refueling Cavity Water Seal, *' in response to 841212 Itr. 
Differences in seal design from Haddam Neck make failure 
probability lower S< gross failure highly unlikely. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey. 
84/12/19. STAROSTECKI, R. Division of Project & Resident Programs. 
2pp. 28232: 145. 24X Fiche: 50-272, 84/12/19, 8501080268. 


— 8501080280 Rev 1 to safety evaluation re IE Bulletin 84-03, "Refueling 
Cavity Water Seal. " 

* Public Service Electric & Gas Co. of New Jersey. 84/12/17. 

19pp. 28232:147. 24X Fiche: 50-272, 84/12/19, 8501080268. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 1QCFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness tk Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21. S412190503. 


8501230267 Responds to NRC 841120 Itr re violations noted in Insp Repts 
50-272/84-38 & 50-311/84-37. Corrective actions: revamping 
program for storehouse ongoing w/21 of 31 matl classes to be 
completed by 841231. 

LIDEN, E. A. Public Service Electric & Gas Co. of New Jersey, 

84/12/27. MARTIN, T. T. Division of Engineering & Technical Programs. 
2pp. 28514:141. 24X Fiche: 50-272, 84/12/27, 8501230267. 


8501100314 Ack receipt of 841105 Itr informing NRC of steps taken to 
correct deviation noted in Insp Rept 50-272/84-26. 

MARTIN, T, T. Division of Engineering it Technical Programs. 84/12/28. 
UDERITZ, R. A. Public Service Electric 8* Gas Co. of New Jersey. 2pp. 
28348: 029. 24X Fiche: 50-272. 84/12/28, 8501100314. 


8501290710 Forwards Emergency Preparedness Insp Repts 50-272/84-39, 
50-311/84-38,50-272/84-43 St 50-311/84-41 on 841022-25 St 
1105-09. Enforcement conference scheduled for 850117 at 
Region I. 

MARTIN, T.T. Region 1, Office of Director. 85/01/04. UDERITZ, R. A. 
Public Service Electric St Gas Co. of New Jersey. 2pp. 28639:204. 
24X Fiche; 50-272,85/01/04, 8501290710. 


—8501290720 Emergency Preparedness Insp Rept 50-272/84-39,50-311/84-38, 
50-272/84-43 St 50-311/84-41 on 841022-26,31,1105-09 St 30. 

Major areas inspected: annual emergency exercise St followup 
insp of emergency preparedness program. 

HARPSTER, T. L. , TERC, N, M. , WOJNAS, E. J. Region 1, Office of 
Director. 84/12/27. 13pp. 28639:206. 24X Fiche: 50-272, 85/01/04, 

8501290710. 


8501230056 Responds to NRC 841206 Itr re items of concern noted in Insp 
Repts 50-272/84-36 St 50-31 1/84-35. Corrective act ions; Maint 
Procedure M16E revised to require initiation of incident 
rept if Valves CV60 or CV69 found unacceptable. 

UDERITZ, R. A. Public Service Electric St Gas Co. of New Jersey. 
85/01/07. STAROSTECKI, R. Region 1, Office of Director. 4pp. 

28512: 210. 24X Fiche: 50-272, ^5/01/07, 8501230056. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. ” Svc list end. 

grace, J. N, Division of Emergency Preparedness St Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York, 

Inc, ^7pp. 28537:127, 24X Fiche; 50^000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters, ” Svc list end. 

JORDAHfE. L. Diyipipn of Emergency Preparadness St Engineering 
Respt^hfe {^Post H301O3). 85/Ol/lt, Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 2^)^ fibhe; 50-<>00^ 85/01/1 1, 8501080502. 


8501240091 Forwards Insp Rapts 50-272/84-25 St 50-311/84-30 on 
840723-27. No violation noted. 

COLLINS,S.J. Region 1, Office of Director. 85/01/11, UDERITZ, R. A. 
Public Service Electric St Gas Co. of New Jersey. 2pp. 28542:344. 
24X Fiche: 50-272, 85/01/11, 8501240091. 


—8501240103 Insp Repts 50-272/84-25 & 50-311/84-30 on 840723-27. No 
violation noted. Major areas inspected: vendor manuals, 
post-maint testing, insp order sys, managed maint program St 
training of nonstation personnel. 

DOERFLEIN, L. T. , HILLMAN, B. M, , NORRHOLM, L. J. Region 1, Office of 
Director. 85/01/09. Spp. 28542:346. 24X Fiche: 50-272, 85/01/11, 

8501240091. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fi ch e : 50-000, 85/01/1 5, 8501 100655. 


8501280430 Responds to NRC 841011 St 1217 Itrs re violations noted in 
Insp Repts 50-272/84-32 & 50-311/84-32. Corrective actions: 
meeting held to reaffirm station policy re work orders for 
malfunctioning equipment. 

UDERITZ, R. A. Public Service Electric & Gas Co. of New Jersey. 
85/01/16. STAROSTECKI, R. Region 1, Office of Director. 7pp. 
28564:045. 24X Fiche: 50-272, 85/01 /16, 8501280430. 


8501280574 Notification of Licensee Meeting 85-02 on 850117 to conduct 
enforcement conference w/util in King of Prussia, PA re 
emergency exercise & followup insps. Attendance by NRC 
personnel should be made known by 850116. 

TERC, N. M. Region 1, Office of Director. 85/01/16. Region 1, 
Office of Director. 2pp. 28639:027. 24X Fiche: 50-272, 85/01/16, 

8501280574. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501 160196. 


8501240104 Forwards Insp Repts 50-272/84-42 St 50-311/84-42 on 841027- 
1214 & notice of violation. 

COLLINS, S.J. Region 1, Office of Director. 85/01/21. UNDERITZ, R. A. 

Public Service Electric & Gas Co. of New Jersey. 2pp. 28530:327. 
24X Fiche: 50-272, 85/01/21, 8501240104. 


—8501240109 Notice of violation from insp on 841027-1214. 

# Region 1, Office of Director. 85/01/21. 2pp. 28530:329. 24X 

Fiche: 50-272, 85/01/21,8501240104. 


—8501240120 Insp Repts 50-272/84-42 St 50-311/84-42 on 841027-1214. 
Violation noted: fail ure to comply w/10CFR50. 59 re 
performance of written safety evaluation for changes to 
facility involving scaffolding. 

LINVILLE, J. C. , SUMMERS,R. J. , NORRHOLM, L. J. Region I, Office of 
Director. 85/01/09. 14pp. 28530:331. 24X Fich e: 50-272, 85/01/21 , 

8501240104. 


8501290001 Forwards Vol 1 of "1984 Inservice Exam of Selected Class 1 
St Class 2 Components Sc Sys, " St Form NIS-1, "Owners Data Rept 
for Inservice Insp. " 

LIDEN, E, A. Public Service Electric 5< Gas Co. of New Jersey. 

85/01/22. MURLEY, T. Region 1, Office of Director, 2pp. 28618:234. 
24X Fiche; 50-272, 85/01/22, 8501290001. 


—8501290002 Vol 1 to "1904 Inservice Exam of Selected Class 1 8c Class 2 
Components 8c Sys of Salem Generating Station, Unit 1," final 
rept w/apps. 

HOWELL, W. M. , FLACH, W. T. Southwest Research Institute. 84/09/30. 
9Spp. 28618:236. 24X Fiche: 50-272, 85/01/22, 8501290001. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fi ch e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys, ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co, of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236, 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments," Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 85/01/29, Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295, 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports St related correspondence 


8501160600 Monthly operating rept for Dec 1984, W/850110 Itr. 

RONAFALVYi J, P. , ZJPKO. J. M. Public Service Electric «c Gas Co. of New 
Jersey. 84/12/31, 13pp. 28420:199. 24X Fi che: 50-272, 84/12/31, 

8501160600. 
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B501250568 Forwards "Nuclear Oversight Committee- Fifth Quarterly Rept. " 
Response to rept uiill be provided within 30 days. 

LIDEN< E. A. Public Service Electric & Sas Co, of New Jersey. 

85/01/18. VARGAiS. Operating Reactors Branch 1, Ip. 28561:303. 

24X Fi Che; 50-272*85/01/18,8501250568. 


— 8501250573 "Nuclear Oversight Committee Fifth Quarterly Rept. " 

GOTTLIEB, M. B. , LEVY, S. , ROGERS, K. C. Public Service Electric & Gas 
Co, of New Jersey. 85/01/18. 5pp. 28561:304. 24X 

Fi c h e : 50-272. 85/01 / 1 8, 8501250568. 


S. Reportable occurrences, LERs 8c related correspondence 


8501100188 PNS-I-85-001: on 850104,0.38 caliber handgun found during 
exit X-ray search of contractor personal luggage. Guard 
failed to perform initial search of locked luggage. Vehicles 
remained under observation. Guard temporarily suspended. 

MADDEN,B. , JOYNER, J. Region 1, Office of Director. 85/01/04. Ip. 
28296: 356. 24X Fiche: 50-272, 85/01 /04, 8501 100188. 


8501240535 LER 84-022-01: on 841019, chang ing header stop valve 1CV6B 
retested unsatisfactorily. Possibly caused by boundary valve 
leakage. Type C leak rate testing procedure amended. U/S501 18 
Itr. 

Rl/PP, J. L. , ZUPKQ, J. M, Public Service Electric Sc Gas Co. of New 
Jersey. 85/01/18. 6pp. 28541:089. 24X Fiche: 50-272, 85/01/18, 

8501240535. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents Ic correspondence 


8111130209 "Manual of Protective Action Guides it Protective Actions 
for Nuclear Incidents. " 

* Environmental Protection Agency. 80/06/30. 125pp. 10656; 127, 

24X Fiche: 50-275. 80/06/30, 8111130209, 


E, NRC Safety Evaluation Report <SER), supple Sc correspondence 


8401190505 Trip rept of 831219-20 visit to util ofc in San Francisco, CA 
re evaluation of technical adeq,uacy of resolution of IDVP 
followup Items 4,12 it 14, identified in SSER 19. 

WALKER, H. Equipment Qualification Branch. 84/01/05. NOONAN, V. S. 
Equipment Qualification Branch. 3pp. 28467:205. 24X 

Fiche; 50-000, 84/05/24. 8501180069. 


F. Security, medical, emergency & fire protection plans 


8501240033 Responds to FQIA request for SECY-84-070, "Consideration 
of Complicating Effects of Earthquakes on Emergency Planning 
at Diablo Canyon. " Documents withheld (ref FOIA 
Exemption 5). 

FELTON, J.M. Division of Roles and Records. 84/08/10, GRABER, L. 
NUS Corp. 2pp. 28537:353, 24X Fiche: 50-275, 84/08/10, 8501240033. 


8412120257 Forwards errata sheet to Unit 1 rept on 10CFR50, App R review 
Sc Rev 1 to "Diablo Canyon Unit 2, Review o-f lOCFRSO.App R, 

Sections III.G, III. J S< III. 0. " 

SHIPPER, J.D. Pacific Gas Sc Electric Co. 84/12/06. EISENHUT, D, G. 
Division of Licensing. 3pp, 27881:163, 24X Fiche: 50-275, 84/12/06, 

8412120257, 


— 8412120261 "Diablo Canyon Unit 2,Revlew of 10CFR50, App R, Sections 
III. G, III. J & III.D. " W/one oversize drawing. Aperture card 
available in PDR. 

e Pacific Gas Sc Electric Co. 84/10/15. 278pp. 27881:166. 24X 

Fiche; 50-275, 04/12/06, 8412120257. 


8501020377 Forwards FEMA Region IX rept, "Diablo Canyon Power Plant 
Site-Specific Offsite Radiological Emergency Preparedness 
Alert Notification Sys QA Verification. " Rept concludes 
means exist tp notify public within emergency planning zona. 
WENSLAWSKI, F. A. Region 5, Office of Director. 84/12/27. 
SHIFFER.J.D, Pacific Gas V Electric Co, Ip. 28138:201. 24X 

Fiche: 50-275, 34/12/27, B50102Q377. 


850109007S Forwards "Diablo Canyon Nuclear Power Plant Human Factors 
Review* M per 840430 commitment Sc Suppl 1 to NUREG-0737. 

SHTFFER.J.D. Pacific Gas Sc Electric Co. 84/12/28. EISENHUT, D. C. 
Division of Licensing. Ip. 28257:230. 24X Fiche: 50-275, 84/12/28, 

8501090078. 


— 8501090085. "Diablo Canyon Nuclear Power Plant Human Factors Review. " 
« Pacific Gas Sc Electric Co. 84/12/31. 249pp. 28257:231, 24X 

Fiche: 50-275, 84/12/28, 8501090078, 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept.Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Bpp. 67718:161. 24X 

Fiche: 50-000,85/01/09, 8501100621. 


8501160157 Refers, for closeout responsibi 1 ity. Allegations 1505 Sc 1506 
re use Sc storage of chlorine tanks onsite. Alleger feels that 
chlorine tanks vulnerable to sabotage. 

KIRSCH. D. F. Region 5, Office of Director. 85/01/10. SCARANO, R. A. 
Region 5, Office of Director. ip. 28414:231. 24X 

Fiche: 50-275, 85/01/10. 8501160157. 


8501230385 Revised emergency plan implementing procedures, including Rev 
O to EP OP-0 re reactor trip or safety injection Sc Rev 0 to 
EP OP-0. 1 re reactor trip response. M/850114 ltr. 

SHIPPER, J.D. Pacific Gas & Electric Co. 85/01/14. MARTIN, J. B. 
Region 5, Office of Director. 9pp. 28510:025. 24X 

Fiche: 50-275, 85/01/14, 8501230385. 


G. Adjudicatory correspondence 


8501170261 App B to request for directed certification consisting of 
chronology. 

* Pacific Gas Sc Electric Co. 81/02/27. Commissioners. 11pp. 
28462:001. 24X Fiche; 50-275. 81/02/27, 8501170261. 


8501070002 Requests that no further info re Exhibit 6 to 840731 
petition under 10CFR2. 206 be made aval lable, per 841130 
inquiry. 

KNIGHTON, G. w. Licensing Branch 3. #185 927. 84/12/21. 

CLEMENTS, W. L. Docketing it Services Branch. Ip. 28205:359. 24X 

Fiche: 50-275, 84/12/21, 8501070002. 


8501030110 Advises that time for Commission to review Director's 
Decision DD-84-19 expired. Commission declined review. 

Decision became final agency action on 841221. Served on 
850102. 

CHILK, S. J, Office of the Secretary of the Commission. #185 893. 
84/12/31. DEVINE, T. Government Accountability Project. Ip. 
28163:061. 24X Fiche: 50-275, 84/12/31, 8501030110. 


H. General correspondence 


8501070156 Requests, per 841120 telcon.all mat! on facilities viewed by 
NRC but not taken to LPDR. 

DARKE, J. Affiliation Not Assigned. 84/11/26. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 28204:329. 24X Fiche: 50-275, 84/11/26, 

8501070156. 


J. Insurance tc indemnity information 


8501080406 Forwards Endorsement 42 to NELIA Policy NF-22B, Endorsement 
14 to MAELU Policy M-103 & Endorsement 4 to NELIA 
Certificate N-74 Sc MAELU Certificate M-74. 

CRANE, P. A. Pacific Gas it Electric Co. 85/01/02. SALTZMAN, J. D. 
Assistant Director for State & Licensee Relations. 5pp. 28230:194. 
24X Fiche: 50-275,85/01/02,8501080406. 


P. Operating license stage documents & correspondence 


8501150131 FOIA request to be informed of whether State of CA PUC.mt 
any time, reviewed seismic calculations partaining to plant. 
CALSOYAS, C. D. Affiliation Not Assigned. 84/03/30. NRC - No 
Detailed Affiliation Given. 4pp. 28417:066. 24X 

Fiche: 50-275, 84/03/30, 8501150131. 


8501150129 Responds to FOIA request for info indicating whether State 
of CA PUC has reviewed seismic calculation partaining to 
plant. No documents located on subj. 

FELTON, J.M. Division of Rules and Records. 84/05/09. CALSOYAS, C. D. 

Affiliation Not Assigned. Ip. 28417:065. 24X 

Fiche: 50-275, 84/05/09, 8501150129. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILHAMS.0. 0. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24, 

8501180069. 


— 6501180253 Forwards review detailing results of 831219 Ic 20 audits 
performed on environ qualification program documentation at 
facility. Adequate technical basis for claimed qualification 
indicated. 

BORGEN, R-A. EOfcGf Inc. FIN A-6810. 84/02/02. WALKER, H. 

Equipmant Qualification Branch. 3pp. 28467:208. 24X 

Fiche: 50-00q, 84/05/24, 8501 180069. 
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8501230016 Third response to FQIA request for documents re SER on 
operation of plant. App documents available in PDR. Revieu of 
addl documents continuing. 

FELTON/ J.M. Division of Rules and Records, 84/06/27. GARDE> B. P. 
Government Accountabil ity Project. 3pp. 28533:012. 24X 

Fiche: 50-275/ 84/06/27/ 8501230016. 


— 8306030490 Lists 830428 teleconference recommendations on Superstrut 
allegations. NRC concerns re util proposed test program to be 
submitted on 830617 listed. 

ROMNEY/ N. D. Structural & Geotechnical Engineering Branch. 

83/05/27. LEAR/G. Systematic Evaluation Program Branch. 2pp. 
28533: 266. 24X Fiche; 50-275/ 84/06/27, 8501230016. 


— 8306270472 Forwards Auxiliary Sys Branch SER on reevaluation of 
component cooling water sys, in response to 830218 memo. 
Licensee has satisfied original FSAR commitments & 
applicable regulations. 

RUBENSTEZN, L. S. Assistant Director for Core & Plant Systems. 
83/06/20. NOVAK/ T.M. Assistant Director for Licensing. 3pp. 
28533: 176. 24X Fiche; 50-275/ 84/06/27, 8501230016. 


— 8308190102 Summarizes findings on anonymous allegations re IDVP 
activities identified in D Fleischaker 830328 Itr. 

KNIGHT/ J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/08/10. NOVAK, T, M. Assistant Director for 

Licensing. 3pp. 28533:268. 24X Fich e: 50-275, 84/06/27. 8501230016. 


—8310110367 Provides Equipment Qualification Branch assessment of 
seismic capability of emergency diesel generator intake Sc 
exhaust sys. Any loss of efficiency in operation of diesel 
generators due to large earthquake unlikely. 

KNIGHT, J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/09/29. NOVAK, T. M. Assistant Director for 

Licensing. 8pp. 28533:212. 24X Fich »: 50-275, 84/06/27, 8501230016. 


—8310310503 Forwards R Lipinski evaluation of util response to anonymous 
Allegation 6. Response acceptable pending revieu of two 
confirmatory items re test programs of matl Sc demonstration 
by util that tornado parameters upper bound. 

LEAR/G. Structural Sc Geotechnical Engineering Branch. 83/10/21, 
KNIGHTON, G. Licensing Branch 3. 7pp. 28533:289. 24X 

Fiche; 50-275, 34/06/27, 8501230016. 


—8501230029 Forwards div response to allegations identified in 
0 Knighton 831129 memo. 

MATTSON, R.J. Division of Systems Integration (post 811005). 
83/12/09. EISENHUT/ D. 0. Division Of Licensing. 27pp. 28533:149. 

24X Fiche; 50-275. 84/06/27. 8501230016. 


— 8501230036 Safety evaluation re component cooling water sys. Appl leant 
satisfied original FSAR commitments Sc regulations. 

* Auxiliary Systems Branch, 83/06/20. 21pp. 28533:179. 24X 

Fiche; 50-275, 84/06/27, 8501230016. 


—6501230045 Forwards Auxiliary Sys Branch S8ER re util proposed Tech 
Spec for assuring operable UHS. Tech Specs adequate. 

RUBENSTEIN, L. S. Assistant Director for Core Sc Plant Systems. 
83/07/14, NOVAK, T.M. Assistant Director for Licensing. Ip. 
28533; 200. 24X Fiche: 50-275, 84/06/27, 8501230016. 


— 8501230049 88ER supporting util proposed Tech Specs re UHS. 

a Auxiliary Systems Branch. 83/07/14. 11pp. 28533:201. 24X 

Fiche: 50-275/ 84/06/27, 8501230016. 


— 8501230059 "Final Rept on Evaluation of Spot-Welded Metis Used in 
Support Sys for Electrical Conduit Sc Cable Trays at Diablo 
Canyon Power Plant. " 

» Bechtel Corp. 83/07/01. 19pp. 28533:238. 24X 

Fiche; 50-275, 84/06/27, 8501230016. 


‘B501230063 Rev O to "Outline for Sampling, Preparation St Testing of 
Spot-Weided Serperstrut Members for Diablo Canyon Power 
Plant. " 

* Pacific Gas Sc El sc trie Co, 83/05/21. 9pp. 28S33: 257. 24X 

Fiche: 50-275, 84/06/27, 8501230016. 


850103036^ documents recent i^el coti on 10CFR50. 32<c ) (2) ref 
to "appropriate ofc near site..." Sc level o-f technical 
detail submitted on docket. Level of detail sought re docket 
far exceads normal availability of info. 

KNIGHTON, 0. W. Liceneing Branch 3. 84/12/11. DARKE, J. Affiliation 

Net Assigned. 2pp, 28201:120. 24X Fiche: 50-275, 84/12/11, 

8501030369. 


— 8501030374 Informs of NRC visit to LPDR St discovery of poor 
organization o-f documents. Responsibility of util to assure 
proaar organization St availability of matls in LPDR noted. 
DEVOUR^R.e, Atomic Energy Commisei on. Directorate of Licensing. 
73/11/05^ SEARLS/F. T. Pacific Gas tc Electric Co. Ip. 28201:124. 
24^ Pi^cbe; 56-275, 84/12/11, 85Oi030369. 


— 8501030379 Informs of review of 730926 revised application for OL. FSAR 
revised to reflect AEC comments resulting from review of 
730710 application. Revised FSAR adequate to permit docketing 
of application & establishing review schedule. 

GIAMBUSSO/A. Atomic Energy Commission, Directorate of Licensing. 
73/09/28. SEARLS/F. T. Pacific Gas St Electric Co. 3pp. 

28201 : 128 . 24X Fich e; 50-275, 84/ 12/1 1, 8501030369. 


— 6501030383 Ack receipt of application for OL on 731002. FR notice end. 
Notice of opportunity for public participation in licensing 
action Sc public hearing sent to newspapers. W/o end. 

GOLLER/K. R. Atomic Energy Commission, Directorate of Licensing. 
73/11/05. SEARLS, F. T. Pacific Gas Sc Electric Co. Spp. 

28201: 131. 24X Fiche: 50-275,84/12/11, 8501030369. 


8501070212 Summary of 841105-06 meetings w/Region V in Walnut Creek, CA 
re status of documenting allegations. List of attendees end. 

LEY. M. Licensing Branch 3. 84/12/13. Licensing Branch 3. 9pp. 

28228; 179. 24X Fiche: 50-275, 84/12/13, 8501070212, 


8501110471 Draft Tech Specs for Diablo Canyon Units 1 Sc 2. 

* Pacific Gas Sc Electric Co. 84/12/17. 451pp. 28371:351. 24X 

Fiche: 50-275, 84/12/17,850 1110471. 


8501030403 Forwards list of concerns provided to NRC by former employee 
at facility. Concerns relate to design Sc analysis practices 
for pipe supports. Response to each concern due no later than 
850108. 

KNIGHTON, 0. W. Licensing Branch 4. 84/12/20. SHIFFER, J. D. Pacific 

Gas Sc Electric Co. App. 28200:359. 24X Fiche: 50-275, 84/12/20, 

8501030403. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants." Sve list end. 
EISENHUT. D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. I8pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27. 8501030120. 


8501090271 Notification of 840110 Sc 11 meetings w/util in Bethesda.MD 
to discuss seismic reevaluation program. 

SCHIERLING, H. Licensing Branch 3. 84/12/27. KNIGHTON, G. W. 

Licensing Branch 3. 4pp. 28308:124. 24X Fiche; 50-275, 84/12/27, 

8501090271. 


8501090373 Draft page submitted to licensee on 841227 re Item* 1. 1,2. 1, 
2. 2. 1, 3. 1, 4. 2. 1, 4. 2. 2 Sc 4. 5. 1 concerning review Sc testing of 
reactor trip »ys. 

* NRC - No Detailed Affiliation Given. 84/12/27. 2pp. 28305:357. 
24X Fiche; 50-275, 84/12/27, 8501090373, 


8501070331 Advises of completion of work required to fulfill Items 
3. 1. 1, 3. 1, 2,3. 1.3 Sc 3. 1.4 of Generic Ltr 83-28, "Required 
Actions Based on Generic Implication of ATWS Events," 
concerning post-maint testing. 

SHIFFER, J.D, Pacific Gas Sc Electric Co. 85/01/02. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 28202:341. 24X Fiche; 50-275, 85/01/02, 

8501070331. 


8501150148 Forwards info re surveillance Sc control mathods for 
biofouling, per NRC 841127 ltr. Detailed surveillance on 
auxiliary salt water sys Sc monthly hot water dcmusseling 
end. 

SHIFFER, J.D, Pacific Gas Sc Electric Co. 85/01/09. KNIGHTON, G. W, 
Licensing Branch 3. Spp. 28379:275. 24X Fiche: 50-275, 85/01/09, 

8501150148. 


8501160239 Forwards responses to concerns re design Sc analysis 
practices for pipe supports recently sxpressed to NRC by 
anonymous former employee. Requests ack of receipt of matl. 

SHIFFER, J.D. Pacific Gas Sc Electric Co. 85/01/lL. KNIGHTON, G. W. 
Licensing Branch 3. 8pp. 28410; 3Q2. 24X Fiche; 00-275, 88/01/11, 

8501160239. 


8501170049 Clarifies 840815 ltr re RHR low flow alarm on Unit 2, Alarm 
installed St tested S« identical to Unit i alarm described in 
840824 ltr. Receipt ack requested. 

8HIFFER,J. D. Pacific Gas Sc Electric Co. S5/0i/ll. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 28427:126. 24X Fiche; 50-275, 80/01 /II , 

8501170049. 


8501230024 Forwards notice of GAP 841116 10CFR2. 206 petition requesting 
Commission to resolve numerous allegations of QA problams St 
intimidation of onsite workers. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 

85/01/11. DEVINE, T. Government Accountability Project. 4pp. 
28520:348. 24X Fiche; 50-275, 85/01/11, 8501230024. 
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—8501230026 Notice of GAP 841116 10CFR2. 206 petition requesting 
Commission to resolve numerous allegations of QA problems & 
intimidation of onsite workers. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
85/01/11. Ip. 29520:353. 24X Fi che; 50-275* 85/01/1 1. 8501230024. 


8501220339 Forwards list of allegations to be referred to NRR for 
closeout responsibil itg per 841220 Allegation Review Board. 

List includes NRC Allegations 1513*1514,1515*1516*1517*1518* 

1523, 1524, 1545* 1547* 1548* 1549 & 1550. 

KIRSCH, D. F. Region 5. Office of Director. 85/01/15. EISENHUT* D. 0. 
Division of Licensing. 4pp. 28494:013. 24X Fiche: 50-275* 85/01/15* 

8501220339. 


8501230039 Requests that Generic Ltr 84-24 response date for facility 
be extended to mid-Feb 1985. Ack requested. 

SNIFFER, J.D. Pacific Gas & Electric Co. 85/01/16. KNIGHTON. G, W. 
Licensing Branch 3. Ip. 28513:327. 24X Fiche: 50-275, 85/01/16* 

8501230039. 


8501230388 Forwards printout from allegation file sys directed to util 
for evaluation, investigation & response. Responses will be 
evaluated for clarity* comprehensiveness 8t substance. Response 
requested within 30 days of ltr receipt. 

KIRSCH, D.F. Region 5* Office of Director. 85/01/17. SHIFFER* J. D. 
Pacific Gas Sc Electric Co. 6pp. 28509: 172. 24X 

Fiche: 50-275, 85/01/17* 8501230388. 


8501240202 Staff requirements memo re Commission 850108 briefing on 
status of near-term OLs. Staff requested to provide data on 
resources expended for Comanche Peak review & to review 
process for responding to Diablo Canyon allegations. 

CHILK* S. J. Office of the Secretary of the Commission. 85/01/17. 
DIRCKSi U. J. Office of the Executive Director for Operations. 
PLAIN£*H. H. Office of the General Counsel. Ip. 28556:361. 24X 

Fiche: 50-000. 85/01/17* 8501240202. 


8501240107 Forwards response to NRC 850108 request for addl info re 
small bore piping. Info covers ongoing audits of piping & 
pipe supports. Procedure P-22, "Coordination of Pipe Support 
Loads W/Civil Engineering," end. 

SHIFFER, J.D. Pacific Gas & Electric Co. 85/01/18. KNIGHTON* 0. W. 
Licensing Branch 3. 4pp. 28530:345. 24X Fiche: 50-323* 85/01/18* 

8501240107. 


— 8501240111 Rev 2 to P-22* "Procedure for Coordination of Pipe Support 
Loads w/Civil Engineering. '* 

CRANSTON* G. V. Pacific Gas & Electric Co. 84/03/21. 10pp. 

28530: 349. 24X Fiche: 50-323* 85/01/18, 8501240107. 


8501280433 Forwards updated status & schedule for response to Generic 
Ltr 83-28* "Required Actions Based on Generic Implications 
of Salem ATWS Events," in response to NRC 850116 request. 

Response to Items 1-6 of ltr end. 

SHIFFER* J.D, Pacific Gas & Electric Co, 85/01/24, KNIGHTON* G, W. 
Licensing Branch 3. 9pp. 28564:326. 24X Fiche: 50-275, 85/01/24, 

8501280433. 


— 8501280442 Rev 7 to NPAP A-lOO, "General Authorities & Responsibilities 
of Nuclear Plant Operators. " 

* Pacific Gas & Electric Co. 84/02/23. 7pp. 28564:335. 24X 

Fiche: 50-275, 85/01/24, 8501280433. 


— 8501280450 Rev 1 to Administrative Procedure AP A-lOO 81, 
"Administrative Program to Control Return to Power After 
Reactor Trip, " 

* Pacific Gas Sc Electric Co. 84/05/08. 16pp. 28564:342. 24X 

Fiche: 50-275, 85/01/24, 8501280433. 


—8501280456 Rev 0 to Surveillance Test Procedure STP I-33C, "Tim# 
Response Testing of Reactor Trip Breakers. " 

* Pacific Gas U Electric Co. 84/12/31. Spp. 28564:358. 24X 

Fiche: 50-275, 85/01/24. 8501280433. 


6501290544 Forwards revised application for amend to License DPR-80* 
changing Tech Specs re accident monitoring instrumentation 
to include reactor vessel level indication sys* per 
NUREQ-0737* Item 11. F. 2. Fee paid. 

SHIFFER, J.D. Pacific Gas Sc Electric Co. 85/01/24. DENTON* H. R, 
Office of Nuclear Reactor Regulation* Director. 2pp. 28616:212. 
a4X Fiche: 50-275* 85/01/24* 8501290544. 


■8501290551 Revised application for amend to License pPR-80* changing 
Tech Specs re accident monitoring instrumentation to include 
reactor vessel level indication sys* per NUREG-0737* 

Item II. F. 2. 

SHIFFER* J.D. Pacific Gas Sc Electric Co. 05/01/24. Ip. 

28616: 214. 24X Fiche: 50-275* 85/01/24* 8501290544. 


— 8501290556 Revised proposed Tech Specs re accident monitoring 
instrumentation to include reactor vessel level indication 
sys* per NUREG-0737* Item II. F. 2. 

* Pacific Gas & Electric Co. 85/01/24. 6pp. 28616:215. 24X 

Fiche: 50-275* 85/01/24* 8501290544. 


Q. Inspection reports* IE Bulletins St correspondence 


8413190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness St Engineering Response 
<PQSt 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501160225 Ack receipt of 841114 SALP rept. Recommendations made by 
SALP Board will be considered in overall mgt review of plant 
p erf ormance. 

SHIFFER, J.D. Pacific Gas & Electric Co. 84/12/28. MARTIN, J.B. 
Region 5* Office of Director. Ip. 28410:283. 24X 

Fiche: 50-275* 84/12/28* 8501160225, 


8501240045 Forwards Insp Repts 50-275/84-41 St 50-323/84-29 on 
841203-13. No violations noted. 

WENSLAWSKI*F. A. Region 5* Office of Director. 85/01/03. 
SHIFFER, J.D. Pacific Gas St Electric Co. Ip. 28554:325. 24X 

Fiche: 50-275. 85/01/03. 8501240045. 


—8501240052 Insp Repts 50-275/64-41 St 50-323/84-29 on 841203-13. No 
violations or deviations noted. Major areas inspected: Unit 1 
biological shield radiation survey* Unit 2 preoperat ional 
tests St implementation of listed NUREG-0737 items. 

GARCIA* E.M., YUHAS.G. P. Region 5* Office of Director. 85/01/02. 
Spp. 28554:326. 24X Fiche: 50-275* 85/01/03* 8501240045. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002* "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. I09pp. 28537:193. 24X Fiche: 50-000. 85/01/11* 8501080502, 


8501300127 Forwards Insp Rept 50-275/84-43 St 50-323/84-28 on 841210-21. 
No noncompliance noted. 

KIRSCH* D.F. Region 5, Office of Director. 85/01/11. SHIFFER* J. D. 
Pacific Gas St Electric Co. Ip. 28678:273. 24X 

Fiche: 50-275* 85/01/11, 8501300127. 


—8501300144 Insp Repts 50-275/84-43 8< 50-323/84-28 on 841210-21. No 
violations or deviations noted. Major areas inspected: 
implementation of TMI action plan items* licensee actions on 
IE bulletins St followup of previously identified items. 

HON, A.* KELLUND.O. * IVEY.K. Region 5* Office of Director. 
85/01/07. 6pp. 28678:274. 24X Fiche : 50-275, 85/01/1 1* 8501300127. 


8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-000* 85/01/15* 8501100655. 


8501230295 Informs that listed allegations be referred to Ofc of 
Investigations for closeout responsibility. Region V review 
board concluded that technical issues re allegations closed. 

MARTIN, J.B. Region 5* Office of Director. 85/01/16. 

SHACKLETON* 0. C. Region 5, Office of Director. Ip. 28512:214. 24X 

Fiche: 50-275* 85/01/16* 8501230295. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Znc. 109pp. 28613:169. 24X Fiche; 50-000* 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York* Inc. i09pp. 28692:001. 24X Fich e: 50-000* 85/01/23, 8501230236. 
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8501250352 IE Info Notice S5-007i "Contaminated Radiography Source 
Shipments. " Svc list end. 

ORACEf J. N. Division of QA« Safeguards & Insp Programs 
(830103--S50212). 85/01/29. Consolidated Edison Co. of Neu York, 

Inc. 67pp. 28692:295. 24X Fic he: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501230606 Monthly operating rept for Nov 1984. W/841205 Itr. 

SISK, D. P. , THORNBERRY, R. C. Pacific Gas 8, Electric Co. 84/11/30. 
5pp. 28538:340. 24X Fi che: 50-275, 84/1 1 /30, 8501230606. 


S. Reportable occurrences, LERs & related correspondence 


8501070462 PNO-V-84-073: on 841216, three workers received minor 
radioactive contamination of clothing & skin while 
investigating malfunctioning security card reader. Licensee 
issued Itr to personnel encouraging radiation safety. 

GARCIA,E. , WENSLAWSKI, F. Region 5, Office of Director. 84/12/21. 
Ip. 28229:344. 24X Fiche: 50-275, 84/12/21, 8501070462. 


8501100028 LER 84-032-00: on 841205, inadvertent reactor trip occurred 
while shutting down turbine for maint. Caused by personnel 
error. Turbine power permissive P-13 will be reset using 
actual plant data. U/850102 Itr. 

SISK, D. P. , SNIFFER, J.D. Pacific Gas it Electric Co. 85/01/02. 3pp. 
28349:231. 24X Fiche: 50-275, 85/01/02, 8501 100028. 


8501080090 PN0-V-a5-002: on 850102, reactor trip occurred during net load 
rejection startup test. Caused by turbine governor & 
intercept valves not opening to prevent generator freqtuency 
drop due to stuck solenoid valve. Trip review underway. 

DODDS, R.T., POLICH, T. Region 5, Office of Director. 85/01/03. Ip. 
28231:093. 24X Fiche: 50-275, 85/01/03, 8501080090. 


8501110411 LER 84-033-00: on 841206, reactor tripped when source range 
high flux trip setpoint exceeded before intermediate 
range permissive (P-6) allowed blockage. Cause not stated. 

Equipment responded as designed. W/850104 Itr. 

SISK, D. P. , SNIFFER, J.D. Pacific Gas «< Electric Co. 85/01/04. 3pp, 
28362:182. 24X Fiche: 50-275, 85/01/04, 8501110411. 


8501170282 LER 84-034-00: on 841215, d iesel generator started 
automatically. Caused by personnel error. Memo issued 
instructing all operators to verify new source before 
opening original source breaker. W/850109 Itr. 

SISK, D. P. , SNIFFER, J.D. Pacific Gas & Electric Co. 85/01/09. 2pp. 
28445: 206. 24X Fiche: 50-275, 85/01/09, 8501170282. 


8501230389 Special Rept SR 84-13: on 841124, actuation of ECCS resulted 
in discharge of water into RCS. Caused by improper steam dump 
controller setting. All safety sys responded normally. 

SNIFFER, J.D. Pacific Gas Sc Electric Co. 85/01/11. MARTIN, J. B. 
Region 5, Office of Director. Ip. 28512: 174. 24X 

Fiche: 50-275, 85/01/11, 8501230389. 


8501250507 LER 84-035-00: on 841215, turbine trip Sc feedwater isolation 
occurred. Caused by hi-hi steam generator water level signal. 

Steam generator 1-2 feedwater restored Sc turbine relatched. 

W/S50114 Itr. 

SISK, D. P. , SNIFFER, J.D. Pacific Gas Sc Electric Co. 85/01/14. 3pp. 
28562: 001. 24X Fiche; 50-275, 85/01/14, 8501250507. 


T. Nearing transcripts on non-anti trust matters 


8501170240 Nonproprietary transcript of 801118 hearing in San 
Franc isco, CA. Pp 2, 343-2, 412. 

* NRC - No Detailed Affiliation Given. 80/11/18. 71pp. 28461:176. 

24X Fiche; 50-275, 80/11/18, 8501170240. 


8501230016 Third response to FOIA request for documents re SER on 
operation of plant. App documents available in PDR. Review of 
addl documents continuing, 

FELTON, J.M. Division of Rules and Records. 84/06/27. GARDE, B. P. 
Government Accountability Project, 3pp. 28533:012. 24X 

Fiche: 50-275, 84/06/27, 8501230016. 


—8501230022 Transcript of C Strokes 831207 interview re seismic 
restraints. 

STOKES, C, Pacific Gas Sc Electric Co, 83/12/07. 121pp, 

28533; 017. 24X Fiche; 50-275, 84/06/27, 8501230016. 


U. Congressional /Executive Correspondence 


8501080513 Responds to 841114 request for Commission answers to 
concerns expressed by Commissioner Asselstine re NRC 
decision not to release certain transcripts of closed 
Commission meetings. 

PALLADINO. N. J. Commissioners. 84/12/13. MARKEY, E. J. House of 
Rep., Interior & Insular Affairs. 16pp. 28271:183. 24X 

Fiche: 50-275, 84/12/13, 8501080513. 


— 8501080516 Requests Commission response to Commissioner Asselstine 
concerns re withholding of transcripts of certain closed 
Commission meetings from public. Response requested by 
841205. 

MARKEY, E. J. House of Rep., Interior & Insular Affairs. 84/11/14. 
PALLADINO, N. J. Commissioners. 3pp. 28271:199. 24X 

Fiche: 50-275, 84/12/13, 8501080513. 


V. Operator Examinations 


8501220441 Requests training lesson plans & procedures re responses to 
seismic events that require operator actions, in order to 
evaluate effectiveness as part of human factors research 
project. 

KNIGHTON, G. W. Licensing Branch 3. 84/12/27. SNIFFER, J. D. Pacific 

Gas Sc Electric Co. 4pp. 28518:356. 24X Fiche: 50-275, 84/12/27, 

8501220441. 


DOCKET 50-276 GEORGIA TECH RESEARCH REACTOR 


F. Security, medical, emergency Sc fire protection plans 


8501150104 Partial response to FOIA request for physical security St 
safeguards insp repts for all nonpower reactors in Regions 
11 8< V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERGOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


—8501150397 Sanitized version of notice of violation from insp on 
811008-15. 

* Region 2, Atlanta, Office of the Director. 81/11/06, 2pp. 
28416:135. 24X Fiche: 50-000, 84/06/21, 8501150104. 


—8501150400 Sanitized version of Insp Repts 50-160/81-02 Sc 50-276/81-02 
on 811008-15. Violations noted: physical security sys not 
maintained per approved plan. 

PERNEY, C. D. Region 2, Atlanta, Office of the Director. 81/11/03. 
9pp. 28416:137. 24X Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150460 Sanitized version of insp Repts 50-160/83-02 Sc 50-276/83-01 
on 831213. No noncompliance noted. Major areas inspected: 
security plan & organization, surveillance Sc security 
program. 

HALL,B. L. Region 2, Office of Director. 83/12/27. 3pp. 

28416:147. 24X Fiche: 50-000, 84/06/21, 8501150104. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
1 1 V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4), 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERGOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049, 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150397 Sanitized version of notice of violation from insp on 
811008-15. 

* Region 2, Atlanta, Office of the Director. 81/11/06. 2pp. 
28416; 135. 24X Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150400 Sanitized version of Insp Repts 50-160/81-02 Sc 50-276/81-02 
on 811008-15. Violations noted; physical security sys not 
maintained per approved plan. 

PERNEY, C.D., GOODE, R.W., MCGUIRE, D. R. Region 2, Atlanta, Office of 
the Director. 81/11/03, 9pp. 28416: 137. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


—8501150460 Sanitized version of Insp Repts 50-160/83-02 Sc 50-276/83-01 
on 831213. No noncompliance noted. Major areas inspected: 
security plan organization, surveillance Sc security 
program. 

HALL, B. L. I MCGUIRE, D.R. Region 2, Office of Director. 83/12/27. 
3pp. 28416:147. 24X Fiche; 50-000, 84/06/21, 8501150104. 
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DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATIONi UNIT 2 


F. Security^ fl)edical> emergency it fire protection plans 


8501030251 Foruards in-program audit plan for detailed control room 
design review for 850108 entry briefing. Requests to 
facilitate 850108-15 audit process listed. 

STOLZ^J. F. Operating Reactors Branch 4. 84/12/13. BAUER# E. 0. 

Philadelphia Electric Co. 5pp. 28200:293. 24X 

Fiche: 50-277. 84/12/13. 8501030251, 


8501150371 Foruards revs to physical security plan consisting of 
changes to protected area. Revs withheld <ref 10CFR2. 790 & 

73. 21). 

BRADLEY. E J. Philadelphia Electric Co. 84/12/28. Region 1. 
Office of Director. 3pp. 28379:113. 24X Fiche: 50-277. 84/12/28, 

8501150371. 


8501070251 Foruards Insp Repts 50-277/84-38 Sc 50-278/84-31 on 
841120-28. No violation noted. 

COLLINS. S. J. Division of Project & Resident Programs. 64/12/31. 
DALTROFF, S. L. Philadelphia Electric Co. 3pp. 28202:044. 24X 

Fiche: 50-277, 84/12/31, 8501070251. 


— 8501070302 Insp Repts 50-277/84-38 Sc 50-278/84-31 on 841120-28. No 
violations noted. Major areas inspected; operational safety, 
radiation protection. physical security. control room 
activities, surveillance testing Sc outstanding items. 

JOHNSON. T. P. . MCCABE.E. C. Region 1. Office of Director. 84/12/20. 
10pp. 28202:047. 24X Fiche: 50-277. 84/12/31. 8501070251. 


8501100190 Requests extension in schedule to 850630 for submitting 
control room design review summary rept as required by 
NUREG-0737.Suppl 1. 

DALTROFF. S. L. Philadelphia Electric Co, 85/01/07. STOLZ. J. F. 
Operating Reactors Branch 4. 2pp. 28289:360. 24X 

Fiche: 50-277. 85/01/07. 8501100190. 


8501140079 Requests change in util 790216 commitment to install 
electrical supervision on fire doors. Implementation of new 
fire door surveillance program will conform to App R to 
iOCFRSO. Change in scope of safety-related areas also listed. 
DALTROFF. S. L. Philadelphia Electric Co, 85/01/07. EISENHUT. D. 0. 
Division of Licensing. 2pp. 28361:217. 24X Fiche: 50-277. 85/01/07. 

8501140079. 


8501100079 Forwards ''Exercise Evaluation Rept." of 841017 exercise of 
offsite radiological emergency preparedness plant. 

Preparedness inadequate. Remedial exercise will be scheduled 
to address Category A deficiencies. 

KRIMM.R. W. Federal Emergency Management Agency. 85/01/08. 

JORDAN. E.L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 2pp. 28295:047. 24X Fiche: 50-277. 85/01/08. 

8501100079. 


•8501230309 Insp Repts 50-277/84-35 & 50-278/84-29 on 84101 1-1 130. No 
unacceptable results noted. Major areas inspected: physical 
security. control room activi ties, maint. survei 1 lance testing, 
refueling activities & radiation protection. 

BLOUOH.A. R. . WILLIAMS. J. H. . DOERFLEIN. L. T. Region 1. Office of 
Director. 85/01/10. 14pp. 28508:005. 24X Fiche; 50-277. 85/01/17, 

8501230296. 


B501310333 Confirms tele on re 850205 meeting at TMI emergency operation 
facility to discuss FEMA Category A deficiencies tc other 
offsite problems. 

MARTIN. T.T. Region 1, Office of Director. 85/01/23. KANKUS. R. 
Philadelphia Electric Co. 3pp. 28659:132. 24X 

Fiche; 50-000. 85/01/23, 8501310333. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend” to consideration 
of TMI-1 steam generator OL amend. Foruards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information 8c Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230311 Recommends issuance of addl FR notice describing 830929 
changes 8c providing proposed NSHC finding before amend on 
reactor protection sys can be issued. 

GRAY. J. R. Office of the Executive Legal Director. 84/03/21. 
GEARS. G. NRC - No Detailed Affiliation Given. Ip. 28525:283. 
24X Fiche: 50-000, 84/06/21. 8501230111. 


— 8501230446 Opposes concurrence in notice 8c proposed NSHC finding for 
amend changing limiting conditions for operation action 
statement for reactor water cleanup sys. No affirmative basis 
for NSHC provided. 

GRAY. J. R. Office of the Executive Legal Director. 84/03/05. 

GEARS. G. NRC - No Detailed Affiliation Given. Ip. 28525:297. 

24X Fiche: 50-000,84/06/21.8501230111. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8e 
applicants for OL re certification of compliance to 
IOCFRSO. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501080216 Forwards application for amends to Licenses DPR-44 it DPR-56, 
changing Tech Specs to update reporting requirements. Fee not 
required per Generic Ltr 83-43. 

BRADLEY.E. J. Philadelphia Electric Co. 85/01/04. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 28231:322. 24X 

Fiche: 50-277, 85/01/04. 8501080216. 


— 8501100087 "Exercise Evaluation Rept.” of 841017 exercise of offsite 
radiological emergency preparedness plans for Peach Bottom 
Atomic Power Station, 

* Federal Emergency Management Agency. 84/11/30. 120pp. 

28295:049. 24X Fiche; 50-277. 85/01/08, 8501100079. 


— 8501080224 Application for amends to Licenses DPR-44 it DPR-56. changing 
Tech Specs to update reporting requirements per Generic 
Ltr 03-43. 

DALTROFF. S. L. Philadelphia Electric Co. 85/01/03. 7pp. 

28231 : 323. 24X Fiche: 50-277, 85/01/04, 8501080216. 


8501110253 Rev 6 to Emergency Plan Implementing Procedure EP-316. 
"Cumulative Population Dost Calculations for Airborne 
Releases - Manual Method" it Rev 46 to index. W/850108 ltr. 
DALTROFF, 8. L, Philadelphia Electric Co. 85/01/08. MURLEY, T. E. 
Region 1, Office of Director. 103pp. 28310:001. 24X 

Fiche: 50-277, 85/0 1 /08, 8501 1 1 0253. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end, 

EISENHUT, D.G, Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp, 67718:161. 24X 

Fiche: 50-000, 85/0 1 /09. 8501 1 00621 . 


8501220259 Forwards fire protection mod progress rept 8t "Fire Endurance 
it Hose Stream Tests on Wall Penetration Fire Stops per 

830228 proposal ta submit progress rept every 4 months, 

BOYER. V.S. Philadelphia Electric Co, 85/01/16. EISENHUT, D, O. 

20491:073. 24X Fiche: 50-277, 05/01/16. 

■ .'8501220259. ' . 


— 8501080230 Proposed Tech Spec changes updating reporting requirements. 
* Philadelphia Electric Co. 85/01/03. 7pp, 20231:330. 24X 

Fiche: 50-277. 85/01/04, 8501080216. 


8501160299 Requests exemption until 651130 to complete certain environ 
qualification mods to electric equipment important to 
safety, per IOCFRSO. 49. Schedule for mod completion S( 
justification for continued operation end. 

DALTROFF, S. L, Philadelphia Electric Co. 85/01/09. STOLZ, J. F. 
Operating Reactors Branch 4. 14pp. 28412:010. 24X 

Fiche: 50-277, 85/01/09, 8501160299. 


8501240402 Foruards fee in payment of application for amend to License 
DPR-44, per 841211 request. 

BRADLEY. E.J. Philadelphia Electric Co, 85/01/16. DIGGS. R. M. 
License Fern Management Branch. 2pp. 28526:191. 24X 

Fiche: 50-277, 85/01/16, 8501240402. 


Q. Inspection reports, IE Bulletins St correspondence 


—8501220263 Fire prbtectipi# mod progre#s rapt. 

♦ Philadelphia Electric 85/01/30, 15pp, 

Fiche: 50-277. 85/01/16, 8501220259. 


28491:078, 24X 


B501230296 Forwards Insp Repts 50-277/84-35 it 5a-r278/B4-29 on 841011- 
1130, No violatititi noted. 

1» DFflce of Director. 85/01/17. DALTROFF, S. 
Philadelphia Electric Co, 2pp, 28508:003 24X 

Fiche: 50-277. 85/01/17, 8501230296. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE. J.N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche; 50-000. 84/12/21. 8412190503. 
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8501070379 Informs that violation re inadeq,uate document control 
noted in 840508 Insp Repts 50-277/84-20 & 50-278/84-16 
uithdrawn; based on 840605 corrective actions to Insp Repts 
50-277/04-08 Sc 50-278/84-08. 

STARQSTECKI* R. Division of Project & Resident Programs, 84/12/21. 
DALTROFF# S. L. Philadelphia Electric Co. 2pp. 28203:292. 24X 

Fiche; 50-277, 84/12/21i 8501070379. 


8501080564 Forwards Insp Rept 50-277/84-36 on 841105-09. No violations 
noted. 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/24. 

DALTROFF, S. L. Philadelphia Electric Co. 2pp. 28244:295, 24X 

Fiche: 50-277, 84/12/24, 8501080564. 


— 8501080567 Insp Rept 50-277/84-36 on 841 105-09. No violations noted. 
Major areas inspected: program for recirculating & RHR 
pipe replacement Sc recirculation safe end repair Sc 
rep lacement, 

REYNOLDS, S. D. , DURR, J. P. Region 1, Office of Director. 84/12/05. 
8pp. 28244:297. 24X Fi che: 50-277, 84/ 12/24, 85010S0564. 


8501070251 Forwards Insp Repts 50-277/84-38 Sc 50-278/84-31 on 
841120-28. No violation noted. 

COLLINS, S. J. Division of Project & Resident Programs. 84/12/31. 
DALTROFF, S. L. Philadelphia Electric Co. 3pp. 28202:044. 24X 

Fiche: 50-277, 84/12/31, 8501070251. 


—8501070302 Insp Repts 50-277/84-38 Sc 50-278/84-31 on 841120-28. No 
violations noted. Major areas inspected : operati onal safety, 
radiation protection, physical security, control room 
activities, survei llance testing Sc outstanding items. 

UOHNSON, T, P. , MCCABE, E.C, Region 1, Office of Director. 84/12/20. 

10pp. 28202: 047. 24X Fiche: 50-277, 84/12/31, 8501070251. 


8501110018 Ack receipt of 841204 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-277/84-25 S< 

50-278/84-21. 

martin, T. T. Region 1, Office of Director. 85/01/07. DALTROFF, S. L. 
Philadelphia Electric Co. 2pp. 28314:337. 24X 

Fiche: 50-277, 85/01/07, 8501110018. 


— 8501110021 Responds to NRC 841106 Itr re violations noted in Insp Repts 
50-277/84-25 Sc 50-278/84-21. Corrective actions: correction 
factors applied to Harshaw dosimetry results Sc evaluation Sc 
trending performed for loss of dosimetry for work groups. 

DALTROFF, S. L. Philadelphia Electric Co, 84/12/04. MARTIN, T. T. 
Region 1, Office of Director. 3pp. 28314:339. 24X 

Fiche: 50-277, 85/01/07, 8501110018. 


6501150289 Forwards reevaluation by elastic methods of five blockwalls 
previously qualified by energy balance technique, in response 
to NRC 841030 request re IE Bulletin 80-11, "Masonry Wall 
Design. " Mods not required. 

DALTROFF, S. L. Philadelphia Electric Co. 85/01/09. EISENHUT, D. 0. 
Division of Licensing. 6pp. 28382:111. 24X Fiche: 50-277. 85/01/09, 

8501150289. 


S501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irred iators, " Svc list end. 

GRACE, J, N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


Q5010S0502 IE Info Notice 85-002, "Improper Installation «c Testing of 
Differential Pressure Transmitters, *’ Svc list end. 

UORDAN,E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. a 4 X Fiche; 50-000, 85/01/11, 8501080502. 


®S01 100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. '* Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post B30103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 20490:226. 24X Fiche: 50 - 000 , 85/01/15, 8501100655, 


®®CU60196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

^IORDAN, E. 1^. Division of Emergency Preparedness Sc Engineering 
»^esponse (Post 630103), 85/01/17, Consolidated Edison Co. of New 

Vork, Inc. iP9pp. 28613:169. 24 X Fich e: 50-000, 85/01/17, 8501 160196. 

®Soi23o296>o»wandi« Insp Repts 50-277/84-35 Sc 50-278/04-29 on 841011- 
il30. No violation noted. 

Collins, S.U. Region l, office of Director. 85/01/17. DALTROFF, S. L. 

Philadelphia Electric Co. 2pp. 28508:003. 24X 

f*‘iche: 50-277, 85/01/17, 850S 230296 


—8501230309 Insp Repts 50-277/84-35 Sc 50-278/84-29 on 841011-1 130. No 
unacceptable results noted. Major areas inspected: physical 
securi ty, control room activities, maint, surveillance testing, 
refueling activities Sc radiation protection. 

BLOUGH, A. R., WILLIAMS, J. H. , DOERFLEIN, L. T. Region 1, Office of 
Director. 85/01/10. 14pp. 28508:005. 24X Fiche: 50-277, 85/01/17, 

8501230296. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. a 4 X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche : 50-000, 85/01/29. 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501020125 Monthly operating repts for Nov 1984. W/ 84 11 30 Itr. 

ALDEN. W. M. , ULLRICH, W.T. Philadelphia Electric Co. 84/11/30. 10pp. 

28154:327. 24X Fiche: 50-277, 84/11/30, 8501020125. 


8501020374 Forwards "Peach Bottom Atomic Power Station Thermal 
Mapping Rept 04-10 for 841130," covering isotherm surveys. 

Info completed per ETS. 

WILLSEY, W. B. Philadelphia Electric Co. 84/12/28. IPPOUTO, T. A. 
Operating Reactors Branch 3. Ip. 28138: 195. 24X 

Fiche: 50-277,94/12/28, 8501020374. 


— 8501020378 "Peach Bottom Atomic Power Station Thermal Mapping Rept 
84-10 for 841130. " 

* Philadelphia Electric Co. 84/11/30. 5pp. 28138:196. 24X 

Fiche; 50-277, 84/12/28. 8501020374. 


8501240313 Monthly operating repts for Dec 1984. W/B50U5 Itr. 

ALDEN, W.M., LOOUE.R. H. Philadelphia Electric Co. 84/12/31. 10pp. 

28542: 312. 24X Fiche: 50-277, 84/12/31, 8501240313. 


8. Reportable occurrences, LERs 8< related correspondence 


8501160012 NPDE8 noncompliance notification: biological oxygen demand 
of 841204 sample taken from Discharge Point 108 exceeded 
instantaneous max permit limit. Caused by low flow condition 
due to malfunction of filter feedpumps. Pump repaired. 

ULLRICH,W.T. Philadelphia Electric Co. 85/01/02. Pennsylvania, 
Commonwealth of, . 2pp. 28421:153. 24X Fiche: 50-877, 85/01/02, 

8501160012. 


V, Operator Examinations 


8501110224 Remits fee for 840928 application to change cycle time for 
licensed operator requalification program. W/p end. 

DALTROFF, S. L. Philadelphia Electric Co, 85/01/08. DIGGS, R. 
License Fee Management Branch. Ip. 28310:345. 24X 

Fiche: 50-277, 85/01/08, 8501110224. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION. UNIT 3 


F. Security, medical, emergency & fire protection plans 


8501030251 Forwards in-program audit plan for detailed control room 
design review for 850108 entry brief ing. Requests to 
facilitate 850108-15 aydit process listed. 

8T0LZ, J. F. Operating Reactors Branch 4, 84/12/13. BAUER, E. G. 

Philadelphia Electric Co, 5pp. 28200:293, 24X 

Fiche; 50-277, 84/12/13, 8501030251. 


8501150371 Forwarde revs b® physical security plan consisting of 
changes to protected area, Revs withheld (ref 10CFR2. 790 fc 
73.21). , 

BRADLEY, E, J. Philadelphia Electric Co. 84/12/28. Region I, 
Office of Director. 3pp. 28379:113. 24X Fiche; 50-277, 84/12/28, 

8501150371. 


8501070251 #br iiNrr»de iWp Rdpts 5(5*^27^^^ St 50-278/84-31 on 

841120-28. No violatian noted. 

CDLLINS.S. J. Division of Project & Resident Programs. 84/12/31. 
DALTROFF, S. L. Philadelphia Electric Cp. 3pp. 28202:044. 24X 

Fiche: 50-277, 84/12/31, 8501070251. 
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—8501070302 Insp Repts 50-277/84-38 & 50-278/84-31 on 841120-28. No 
violations noted. Major areas inspected : operati onal safetyj 
radiation protection! physical security ^ control room 
activities* surveillance testing & outstanding items. 

JOHNSON* T.P. Region 1. Office of Director. 84/12/20. 10pp. 

28202: 047. 24X Fiche: 50-277* 84/12/31* 8501070251. 


8501100190 Requests extension in schedule to 850630 for submitting 
control room design review summary rept as required by 
NUREG-0737, Suppl 1. 

DALTROFF, S. L. Philadelphia Electric Co. 85/01/07. STOLZ* J. F. 
Operating Reactors Branch 4. 2pp. 28289:360. 24X 

Fiche: 50-277. 85/01/07* 8501100190. 


8501140079 Requests change in util 790216 commitment to install 
electrical supervision on fire doors. Imp 1 ementation of new 
fire door surveillance program will conform to App R to 
10CFR50. Change in scope of saf ety-related areas also listed. 
DALTROFF* S. L. Philadelphia Electric Co. 85/01/07. EISENHUT* D. 0. 

Division of Licensing. 2pp. 28361:217. 24X Fiche: 50-277* 85/01/07* 
8501140079. 


6501100079 Forwards "Exercise Evaluation Rept* " of 841017 exercise of 
offsite radiological emergency preparedness plans. 

Preparedness Inadequate. Remedial exercise will be scheduled 
to address Category A deficiencies. 

KRIMM, R. W. Federal Emergency Management Agency. 85/01/08. 

JORDAN*E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 2pp. 28295:047. 24X Fiche: 50-277, 85/01/08. 

8501100079. 


— 8501100087 "Exercise Evaluation Rept," of 841017 exercise of offsite 
radiological emergency preparedness plans for Peach Bottom 
Atomic Power Station, 

* Federal Emergency Management Agency. 84/11/30. 120pp. 

28295:049. 24X Fiche: 50-277* 85/01/08* 8501 100079. 


3501110253 Rev 6 to Emergency Plan Implementing Procedure EP-316, 
"Cumulative Population Dose Calculations for Airborne 
Releases - Manual Method" & Rev 46 to index. W/S50108 Itr. 
DALTROFF* S. L. Philadelphia Electric Co. 85/01/08. MURLEY* T. E. 
Region 1* Office of Director. 103pp. 28310:001. 24X 

Fiche: 50-277* 85/01/08. 3501110253. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09* 8501100621. 


8501220259 Forwards fire protection mod progress rept Sc "Fire Endurance 
& Hose Stream Tests on Nall Penetration Fire Stops . . . , " per 
830225 proposal to submit progress rept every 4 months. 

BQYER.V.S. Philadelphia Electric Co. 85/01/16. EISENHUT* D. G. 
Division of Licensing. 5pp. 28491:073. 24X Fiche: 50-277, 85/01/16* 

8501220259. 


— 8501220263 Fire protection mod progress rept. 

* Philadelphia Electric Co. 85/01/30. 15pp. 28491:078. 24X 

Fiche: 50-’277, 85/01/16* 8501220259. 


8501230296 Forwards Insp Repts 50-277/84-35 S< 50-278/84-29 on 841011- 
1130. No violation noted, 

COLLINS* S.J, Region!* Office of Director. 85/01/17. DALTROFF, S. L. 

Philadelphia Electric Co. 2pp. 28508:003. 24X 

Fiche: 50-277* 85/01/17, 8501230296. 


—8501230309 Insp Repts 50-277/84-35 «c 50-278/84-29 on 84101 1-1 130. No 
unacceptable results noted. Major areas inspected: physical 
security* control room activities* maint* surveillance testing* 
refueling activities radiation protection, 

BLOUGH.A. R. * BEALL* J. E. . GALLO* R. M. Region 1, Office of Director. 
85/01/10. 14pp. 28508:005. 24X Fich e: 50-277* 85/01/17* 8501230296. 


8501310333 Confirms telcon re 850205 meeting at TMI emergency operation 
facility to discuss FEMA Category A deficiencies !< other 
offsite problems. 

MARTIN, T.T. Region 1* Office of Director. 85/01/23. KANKUS* R. 
Philadelphia Electric Co. 3pp. 28659: 132. 24X 

Fiche; 50-000, 85/01/23* 8501310333, 


P. Operating license, stage documents & correspondence 


8501230111 Partial response to FOIA request for six categories of 
docj^ents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21, BELL* N. 
Nuclear Information & Resource Service, 5pp. 28325:241. 24X 

F i c h e : 50-Q0O* 84/06/2 1 * 8501230 HI. 


— 8501230311 Recommends issuance of addl FR notice describing 830929 
changes & providing proposed NSHC finding before amend on 
reactor protection sys can be issued, 

GRAY*J. R. Office of the Executive Legal Director. 84/03/21. 
GEARS* G. NRC - No Detailed Affiliation Given. Ip. 28525:283. 
24X Fiche: 50-000. 84/06/21* 8501230111. 


-8501230446 Opposes concurrence in notice & proposed NSHC finding for 
amend changing limiting conditions for operation action 
statement for reactor water cleanup sys. No affirmative basis 
for NSHC provided. 

GRAY, J. R. Office of the Executive Legal Director. 84/03/05. 
GEARS* 0. NRC - No Detailed Affiliation Given. Ip. 28525:297. 

24X Fiche: 50-000* 84/06/21* 8501230111. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certif ication of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. “ Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27* 850103C .20. 


8501080216 Forwards application for amends to Licenses DPR-44 & DPR-56* 
changing Tech Specs to update reporting requirements. Fee not 
required per Generic Ltr 83-43. 

BRADLEY*E.J. Philadelphia Electric Co. 85/01/04. DENTON*H.R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28231:322. 24X 

Fiche: 50-277,85/01/04* 8501080216. 


— 8501080224 Application for amends to Licenses DPR-44 & DPR-56* chang ing 
Tech Specs to update reporting requirements per Generic 
Ltr 83-43. 

DALTROFF* s. L. Philadelphia Electric Co. 85/01/03. 7pp, 

23231:323. 24X Fi ch e: 50-277* 85/01/04* 8501080216. 


— 8501080230 Proposed Tech Spec changes updating reporting requirements. 
* Philadelphia Electric Co. 85/01/03. 7pp. 28231:330. 24X 

Fiche: 50-277* 85/01/04* 8501080216. 


8501100212 Forwards application for amend to License OPR-56* changing 
Tech Specs to identify MAPLHGR limits for fuel for Cycle 7 
operation following re load. Errata «c Addenda 6 to NEDO-24082 
end. Fee paid. 

BRADLEY* E.J. Philadelphia Electric Co. 85/01/07. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28292:206. 24X 

Fiche: 50-278* 85/01/07* 8501100212. 


— 8501100223 Application for amend to License DPR-56* changing Tech Specs 
to identify MAPLHGR limits for fuel for Cycle 7 operation 
following reload. Errata Sc Addenda 6 to NEDO-24082* 

"LOCA Analysis for Peach Bottom Atomic Power Station" end. 

DALTROFF* S. L. Philadelphia Electric Co. 85/01/07. 6pp. 

28292:207. 24X Fiche: 50-270* 85/01/07* 8501100212. 


— 8501100239 Proposed Tech Specs* identifying MAPLHGR limits for Types 
BPSDRB299 Sc BPBDRB299H fuel for Cycle 7 operation following 
reload. Errata Sc Addenda 6 to "LOCA Analysis for Peach Bottom 
Atomic Station, Unit 3" incorporated by ref. 

♦ Philadelphia Electric Co. 84/11/30. 3pp. 28292:213. 24X 

Fiche; 50-278* 85/01/07* 8501100212. 


— 8501100254 Errata & Addenda 6 to "LOCA Analysis for Peach Bottom 
Atomic Power Station*Undt 3." 

* General Electric Co. NEDO-24082 ERR 06. 84/11/30. 10pp. 

28292: 216. 24X Fiche: 50-278* 85/01/07* 8501100212, 


8501160299 Requests exemption until 851130 to complete certain environ 
qualif ication mods to electric equipment important to 
safety* per 10CFR50. 49. Schedule for mod completion Sc 
justification for continued operation end. 

DALTROFF* 8. L. Philadelphia Electric Co. 85/01/09. STOLZ* J. F. 
Operating Reactors Branch 4. 14pp. 28412:010. 24X 

Fiche: 50-277*85/01/09* 8501160299. 


Q. Inspection reports* IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fi che: 50-000. 84/12/21* 8412190503. 


8501070379 Informs that violation re inadequate document control 
noted in 840508 Insp Repts 50-277/84-20 Sc 50-278/84-16 
withdrawn* based on 840605 corrective actions to Insp Repts 
50-277/84-08 Sc 50-278/84-08, 

STAROSTECKI.R. Division of Project & Resident Programs. 84/12/21. 
DALTROFF, S. L. Philadelphia Electric Co. 2pp. 28203:292. 24X 

Fiche: 50-277* 84/12/21, 8501070379. 
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8501070251 Forwards Insp Repts 50-277/84-38 & 50-278/84-31 on 
841120-28. No violation noted. 

COLLINSi S. J. Division of Project & Resident Programs. 84/12/31. 
DALTROFF, S. L. Philadelphia Electric Co. 3pp. 28202:044. 24X 

Fiche: 50-277, 84/12/31, 8501070251. 


— 8501070302 Insp Repts 50-277/84-38 8t 50-278/84-31 on 841120-28. No 
violations noted. Najor areas inspected : operational safety, 
radiation protection, physical securi ty , control room 
activities, surveillance testing & outstanding items. 

JOHNSON. T. P. , MCCABE, E.C. Region 1, Office of Director. 84/12/20. 

10pp. 28202:047. 24X Fiche: 50-277. 84/12/31, 8501070251. 


8501110018 Ack receipt of 841204 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-277/84-25 it 
50-278/84-21. 

MARTIN. T.T. Region 1, Office of Director. 85/01/07. DALTROFF, S. L. 
Philadelphia Electric Co. 2pp. 28314:337. 24X 

Fiche; 50-277, 85/01/07, 8501110018. 


— 8501110021 Responds to NRC 841106 Itr re violations noted in Insp Repts 
50-277/84-25 St 50-278/84-21. Corrective actions: correction 
factors applied to Harshaui dosimetry results St evaluation St 
trending performed for loss of dosimetry for work groups. 

DALTROFF. S. L. Philadelphia Electric Co. 84/12/04. MARTIN, T.T. 
Region 1* Office of Director. 3pp. 28314:339. 24X 

Fiche; 50-277, 85/01/07. 8501110018. 


8501150289 Forwards reevaluation by elastic methods of five blockwalls 
previously qualified by energy balance technique, in response 
to NRC 841030 request re IE Bulletin 80-11, "Masonry Wall 
Design. '* Mods not required. 

DALTROFF, S. L, Philadelphia Electric Co. 85/01/09. EISENHUT, D. 0. 

Division of Licensing. 6pp. 28382:111. 24X Fiche: 50-277, 85/01/09, 

8501150289. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness St Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11, Consolidated Edison Co. of New 

York, Inc, 109pp. 28537:193, 24X Fi ch e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230296 Forwards Insp Repts 50-277/84-35 8t 50-278/84-29 on 841011- 
1130. No violation noted. 

COLLINS, S.J. Region 1, Office of Director. 85/01/17. DALTROFF, S. L. 

Philadelphia Electric Co. 2pp, 28508:003. 24X 

Fiche: 50-277,85/01/17,8501230296. 


— 8501230309 Insp Repts 50-277/84-35 «t 50-278/84-29 on 84101 1-1 130. No 
unacceptable results noted. Major areas inspected: physical 
security, control room activities, maint, survei llance testing, 
refueling activities 4k radiation protection. 

BLOt/GH, A, R. , WILLIAMS, J. H. , DOERFLEIN, L. T. Region 1, Office of 
Director. 85/01/10. 14pp. 28508:005, 24X Fiche: 50-277, 85/01/17, 

8501230296. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 4k Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fich a: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contaminati on of Breathing Air 
Sys. " Svc list end, 

JORDAN, E. L, Division of Emergency Prepapedntss fk Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e; 50-000, 85/01 /23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments," Svc list end. 

GRACE, V.N. Division of QA, Safeguards *c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28672:295. 24X Fiche; 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501020125 Monthly operating repts for Nov 1984. W/841 130 Itr. 

ALDENiW.M., ULLRICH, W.T. Philadelphia Electric Co. 84/11/30. 10pp. 

28154:327, 24X Fiche : 50-277, 84/ 11 /30, 8501020125. 


8501020374 Forwards ‘Keach Bottom Atomic Power Station Thermal 
Mapping Rept 84-10 for 841130," covering isotherm surveys. 

Info completed per ETS. 

W1LLSEY,W.B. Philadelphia Electric Co. 84/12/28. IPPOLITO, T. A. 
Operating Reactors Branch 3. Ip. 28138: 195. 24X 

Fiche; 50-277,84/12/28, 8501020374. 


— 8501020378 "Peach Bottom Atomic Power Station Thermal Mapping Rept 
84-10 for 841 130. " 

* Philadelphia Electric Co. 84/11/30. 5pp. 28138:196. 24X 

Fiche: 50-277. 84/12/28, 8501020374. 


8501240313 Monthly operating repts for Dec 1984. W/850115 Itr. 

ALDEN.W.M., LOGUE.R.H. Philadelphia Electric Co. 84/12/31. 10pp. 

28542:312. 24X Fic he: 50-277, 84/12/31, 8501240313. 


S. Reportable occurrences, LERs & related correspondence 


8501060663 LER 84-015-00: on 841126, HPCI turbine exhaust rupture 
diaphragm alarm annunc iated. Caused by failure of inner 
rupture disk PSD3-23-6. Rupture disk replaced. W/841226 Itr. 
CLARKiB.L., ULLRICH, W.T. Philadelphia Electric Co. 84/12/26. 5pp. 
28244; 077. 24X Fiche: 50-278, 84/12/26, 8501080663. 


8501160012 NPDES noncompliance notification: biological oxygen demand 
of 841204 sample taken from Discharge Point 108 exceeded 
instantaneous max permit limit. Caused by low flow condition 
doe to malfunction of filter feedpumps. Pump repaired. 

ULLRICH, W.T, Philadelphia Electric Co. 85/01/02. Pennsylvania, 
Commonwealth of,. 2pp. 28421:153. 24X Fiche: 50-277, 85/01/02, 

8501160012. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 


8501230111 Partial response to FDIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR, 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche; 50-000, 84/06/21, 8501230111. 


—8501230327 Opposes concurrence of proposed Tech Spec change modifying 
fire pump flow testing requirement. Change does not provide 
basis for NSHC finding. 

GRAY, J. NRC - No Detailed Affiliation Given. 84/06/21. 

NEIGHBORS, D. NRC - No Detailed Affiliation Given. Ip. 28525:287. 
24X Fiche: 50-000,84/06/21,8501230111. 


8501080110 Forwards SER of 830701 procedures generation package for 
emergency operating procedures. Review conducted in 
accordance w/Generic Ltr 82-33, Suppl 1 to NUREQ-0737 
NUREG-0B99. Response to open items requested. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/14. STEWART, W. L. 

Virginia Power (formerly Virginia Electric Jk Power Co. ). 2pp. 
28269:348. 24X Fiche: 50-000, 84/12/14. 85010801 10. 


— 8501080122 SER of util response to Generic Ltr 82-33 re development ?« 
implementation of emergency operating procedures, Response 
acceptable w/listed exceptions. 

* Office of Nuclear Reactor Regulation, Director, 84/12/14. 

11pp. 28269:350. 24X Fiche; 50-000, 84/12/14, 8501080110, 


8501180456 Forwards summary of 841109 meeting w/util at Region II 
re 1OCFR50 fire protection reanaly sis, uti 1 proposed 
interim collection arrangement 8c compensatory measures for 
reactor coolant pump oil leak collection capability. 

□LSHINSKI, J. A. Region 2, Office of Director. 84/12/14. 

STEWART, W. L. Virginia Power (formerly Virginia Electric 8i Power 
Co.). 3pp. 28464:342. 24X Fiche; 50-280, 84/12/14, 8501 180456. 


8501070303 Forwards Safeguards Insp Repts 50-280/84-35 & 50-281/84-35 
on 841203-07. No violation or deviation noted. 

BROWNLEE, V, L. Region 2, Office of Director. 85/01/03. STEWART, W.L, 
Virginia Power (formerly Virginia Electric 8, Power Co. ). 3pp, 
28203:306. 24X Fiche; 50-280, 85/01/03, 8501070303. 
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— 8501070313 Safeguards Insp Repts 50-280/84-35 & 50-281/84-35 on 
841203-07. No violations or deviations noted. Major areas 
inspected: security plan & implementing procedures & security 
organ! zat ion. Oetai 1 s withheld <ref 10CFR2. 790 & 73.21). 

TILLMAN, A.* MCGUIRE, D, R. Region 2, Office of Director. 84/12/31. 
ip. 28203:308. 24X Fiche: 50-280, 85/01/03, 8501070303. 


8501180072 Forufards LLL audit rept of detailed control room design 
review at Surry Power Station on 841 106-09. Final NRC 
evaluation of design review will be completed subsequent to 
receipt of summary rept. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. STEWART, W. L. 

Virginia Power (formerly Virginia Electric & Power Co. ). 2pp. 
28468: 084. 24X Fiche: 50-000, 85/01/08, S5011S0072. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


J. Insurance indemnity information 


8501080429 Endorsement 5 to NELIA Certificate N-27. 

* Virginia Power (formerly Virginia Electric & Power Co. ). 
84/12/14. Ip. 28230:238. 24X Fiche: 50-280, 84/12/14, 8501080429. 


8501080435 Endorsement 7 to NELIA Certificate N-63. 

* Virginia Power (formerly Virginia Electric & Power Co. ). 
84/12/14. Ip. 28230:237. 24X Fiche: 50-280, 84/12/14, 8501080435. 


8501080493 Endorsement 76 to NELIA Policy NF-186. 

* Virginia Power (formerly Virginia Electric & Power Co. ). 
84/12/14, Ip. 28230:233. 24X Fiche: 50-280, 84/12/14, 8501080493. 


8501080499 Endorsement 7 to NELIA Certificate N-70. 

* Virginia Power (formerly Virginia Electric 8e Power Co. ). 
84/12/14. ip. 28230:232. 24X Fiche: 50-280, 84/12/14, 8501080499. 


8501080505 Endorsement 5 to NELIA Certificate N-28. 

* Virginia Power (formerly Virginia Elactric & Power Co. ). 
84/12/14. Ip. 28230:231. 24X Fi che: 50-280, 84/12/14, 8501080505. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FDIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, U.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 0501230111. 


—8501230173 Discusses problems found w/descrip tion of proposed notice 
& NSHC finding for plant OL amend. Better description of 
change revising status of opposite unit auxiliary feedwater 
pump needed, 

GRAY, J, Office of the Executive Legal Director. 84/05/10. 
NEIGHBORS, D. NRC - No Detailed Affiliation Given. 2pp. 

28525; 255. 24X Fiche; 50-000, 84/06/21, 8501230111. 


—8501230238 Suggests that notice of N8HC on radiological environ Tech 
Spec changes needs to describe nature of changes it NSHC 
finding. 

JOHNSON,G. E. NRC - No Detailed Affiliation Given. 84/04/05. 

NEIGHBORS, D. NRC - No Detailed Affiliation Given. Ip. 28525:268. 

24X Fiche: 50-000, 84/06/21, 8501230111, 


— 8501230259 Opposes concurrence in proposed amend to Tech Specs to 
extend interval for visual insp of snubbers for 21 days. 

Util has failed to show that w/o extension facility must 
shut down, 

CUTCHIN,M, NRC - No Detailed Affiliation Given. 83/08/11. 
NEIGHBORS, D. ^ No Detailed Affiliation Given. 2pp. 

28525: 27R, 2^X Fiche: 5p-00(), ©4/06/21, 8501230111. 


— 8501230464 Objects to notice of consideration of issuance of amends, 
proposed NSHC determination it opportunity for hearing on OL 
amend. Licensee promise to resolve several areas of concern 
should be binding by inclusion in Tech Specs. 

CUTCHIN,M. Office of the Executive Legal Director. B3/06/17. 
BIRKEL, R. NRC - No Detailed Affiliation Given. 2pp. 28525:304. 
24X Fiche: 50-000, 84/06/21, 8501230111, 


— 8501230467 Opposes concurrence of proposed notice & NSHC for OL amends 
re changes to rod insertion limits Sc fractional power 
limits. Bases for proposed NSHC determination unclear. 

GRAY, J, Office of the Executive Legal Director. 84/06/21. 

NEIGHBORS, D. NRC - No Detailed Affiliation Given. Ip. 28525:306. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


8501020255 Forwards nonproprietary Se proprietary versions of revised 
VEP_NPE_,2-A. "VEPCO Evaluation of Control Rod Ejection 
Transient." Proprietary version withheld, 

STEWART, W.L. Virginia Power (formerly Virginia Electric St Power 
Co.). 84/12/19. EISENHUT, D. G. Division of Licensing. THOMAS, C, O. 

Standardization St Special Projects Branch. 2pp. 28140:285. 24X 

Fiche: 50-000, 84/12/19, 8501020255. 


— 8501020260 Nonproprietary version of revised "VEPCO Evaluation of 
Control Rod Ejection Transient. " 

MILLER, J.G., ERB,J. O. , CROSS, R. W. Virginia Power (formerly 
Virginia Electric St Power Co. ). VEP-NFE-2-A (NP). 84/12/31. 

167pp. 28140:287. 24X Fiche: 50-000, 84/12/19, 8501020255. 


8501020227 Forwards addl fee in support of Amends 100 & 99 to Licenses 
DPR-32, 8e DPR-37, respectively, per 841031 request. 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/21. DIGGS, R.M. License Fee Management Branch. 2pp. 

28143: 019. 24X Fiche: 50-280. 84/12/21. 8501020227. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc, 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501030118 Requests overdue fee re 840209 application for proposed Tech 
Spec changes to add NUREO-0737 requirements. 

MILLER, W. 0. License Fee Management Branch. 84/12/28. STEWART, W.L. 
Virginia Power (formerly Virginia Electric Sc Power Co. ). Ip. 
28192:320. 24X Fi che: 50-280, 84/12/28, 8501030118. 


8501070344 Discusses status update of facilities pressurizer safety Sc 
relief valve discharge piping evaluation, per NUREO-0737, Item 
II. D. 1. 2. Engineering analysis completed Sc final rept will be 
provided by 850331. 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/31. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. VARGA, S. A. Opereting Reactors Branch 1. 2pp. 28203:299. 
24X Fiche: 50-280, 84/12/31, 8501070344. 


8501070373 Proposes 850122 meeting w/NRC in Bethesda, MD to discuss util 
intention to apply relaxed power distribution control (RPDC) 
methodology to listed plants in mid-1985. NRC perspective on 
licensing of statistical methods also requested. 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/31. DENTON,H.R. Office of Nuclear Reactor Regulation, 

Director, EISENHUT, D. G. Division of Licensing. 3pp. 28202:351. 

24X Fiche: 50-000, 84/12/31, S501070373. 


8501140249 Corrects Serial Number 657A for 841219 ltr issuing approved 
versions of VEPCO Topical Rept VEP-NFE-2. Correct serial 
number is 597. 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co,). 85/01/07. THOMAS, C.D, Standardization Sc Special Projects 

Branch. EISENHUT, D. G. Division of Licensing. 2pp. 28362:061. 24X 

Fiche: 50-000,85/01/07, 8501140249. 


8501180479 Forwards safety evaluation on addl info provided in 841009 
Itrs re use of Westinghouse computer codes for reload 
dasign *e non-LOCA safety analyses program. Description of use 
ad equate. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. STEWART, W. L. 

Virginia Power (formerly Virginia Electric Sc Power Co. ). 4pp. 
20483: 344, 24X Fich e; 50-000, 85/01/08, 8501180479. 


— 8501230263 Opposes recommendation of proposed NSHC determination for 
Tech Specs 4, iSA^Sr 4. 18; B. f.42). Descriptions in amends must 
be expanded to clarify weld changes Sc basis for NSHC on 
pump head reel. 

CUTCHIN,M. NRC ^ No Detailed Affiliation Given. 83/07/16. 
NEIGHBORS, D. NRC - Mo Detailed Affiliation Given, Ip. 26525:277, 
24X Fiche; 50H)00, 84/06/21, 8501230111. 


— 8501230432 Submits reasons for not concurring w/proposad notice Sc 
prelimlnai'y NSHC finding for Unit 1 amends reducing boroh 
concentration. No act io|i indicated showing NSHC involved. 

GRAY, J, R. Office of the Executive Legal Director. 83/10/12. 
NEIGHBORS, D. NRC No Detailed Affiliation Given. 2pp, 
28525:291. S4X Fiche: 50-000f 84/06/21, 8501230111. 


— 8501180483 "Evaluation of VEPCO Ltrs on Use of Westinghouse Methods 8« 
GA in Reload Design. " 

a NRC - No Detailed Affiliation Given. 85/01/08. 2pp. 

28483:348. 24X Fiche: 50-000, 85/01/08, 8501180479. 
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8501170133 Forwards rept resolving 830126 SER re environ quail f ication 
of safety'-related electrical equipment. Submits summary of 
methodology used in identifying equipment. Requests that SSER 
be issued re environ qualif ication program & resolved SER. 

STEWARTj W. L. Virginia Power (formerly Virginia Electric it Power 
Co.). 65/01/11. DENTON<H. R. Office of Nuclear Reactor Regulation^ 

Director. VARGA< S. A. Operating Reactors Branch 1. 67pp. 

28424; 166. 24X Fiche: 50-280* 85/01/11* 8501170133. 


8501220309 Requests assistance in review of end 841130 application for 
amend to Licenses DPR-32 & DPR-37* changing Tech Specs to 
reflect new LER sys. Completion date of 850301 requested. 

EISENHUT* D. 0. Division of Licensing. 85/01/14. OLSHINSKI* J. A. 
Region 2. Office of Director. Ip. 28520:060. 24X 

Fiche: 50-280* 85/01/14* 8501220309. 


8501250265 Forwards fee for 841115 application to extend environ 
qualification deadline for License DPR-32. 

STEWART* W. L. Virginia Power (formerly Virginia Electric it Power 
Co.). 85/01/15. DENTON*H. R. Office of Nuclear Reactor Regulation* 

Director. VAROA* S. A. Operating Reactors Branch 1. ip. 28546:134. 
24X Fiche; 50-260* 85/01/15* 8501250265. 


8501260705 Forwards SER re postulated fuel handling accident inside 
containment. Potential consequences of accident involving 
handling of spent fuel inside containment within exposure 
guidelines of lOCFRlOO. No addl restrictions needed. 

VAR(?A* S. A. Operating Reactors Branch 1. 85/01/16. STEWART* W. L. 

Virginia Power (formerly Virginia Electric it Power Co. ). 3pp. 
28635: 334. 24X Fiche: 50-280* 85/01/16* 8501280705. 


’8501280712 SER re fuel handling accident inside containment. Licensee 
response acceptable. 

« Office of Nuclear Reactor Regulation* Director. 85/01/16. 5pp. 
28635:337. 24X Fiche: 50-280* 85/01/16* 8501280705. 


Q. Inspection reports* IE Bulletins it correspondence 


8501180205 Forwards Insp Repts 50-280/84-32 it 50-281/84-32 on 
841105-09. No violations or deviations noted. 

BROWNLEE* V. L. Region 2* Office of Director. 84/12/12. STEWART* W. L. 

Virginia Power (formerly Virginia Electric it Power Co. ). 2pp. 

28466; 162. 24X Fiche: 50-280* 84/12/12* 8501180205. 


—8501180211 Insp Repts 50-280/84-32 it 50-281/84-32 on 841105-09. No 
violations or deviations noted. Major areas inspected: liquid 
Sc gaseous radwaste sys* liquid S< gaseous effluent sampling* 
analysis S< monitoring Sc reactor coolant chemistry. 

STODDART* P. 0. * OLDER SEN* W. B. * MONTOOMERV* D. M. Region 2* Office of 
Director. 84/11/29. 8pp. 28466:164. 24X Fiche: 50-280* 84/12/12* 

8501180205. 


8412190503 lE Info Notice 84-94* "Rcconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 1QCFR20, 303. " Svc list end. 

GRACE* J.N. Division of Emergency Preparedness S< Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501070303 Forwards Safeguards Insp Repts 50-280/04-35 Sc 50-281/84-35 
on 841203-07. No violation or deviation noted. 

BROWNLEE* V. L. Region 2* Office of Director. 85/01/03. STEWART* W. L. 

Virginia Power (formerly Virginia Electric Sc Power Co. ). 3pp. 
28203:306. 24X Fiche: 50-280* 85/01/03* 8501070303. 


—8501070313 Safeguards Insp Repts 50-200/84-35 it 50-281/84-35 on 
841203-07, No violations or deviations noted. Major areas 
inspected; security plan Si implementing prootdures Si eecurity 
organization. Details withheld <ref iOCFR2v ^0 Sc 73. 21). 

TILLMAN* A.* MCGUIRE* D. R. Region 2* Office of Director. 84/12/31. 
Ip. 28203:300. 24X Fiche; 50-280* 85/01/03* 8501070303, 


8501070401 IE Info Notice 85«*G01* **Cpwttnuoos Sypets'yision of 
Irradiators. *' 8vc list end, 

GRACE* U.N, Divlslen of Emergency Frepar edness. tc Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501060502 IE Info Notice 85-002* "Improper Installation Sc Tasting of 
Differential Pressure Transmitters. " Svc list end, 

JORDAN*E. L. Division of Emergency Preparedness Sr Engineering 
Response (Post 830103).. 85/01/11. Consolidated Edison Co. of New 

York* Inc. I09pp, 28537:193. 24X Fich e: 50-000* 85/01/11* 8501080502. 


8501100695 IE Info Notice 85-003* '^Seperat ion of Primary Reactor 
Coolant Pump Shaft Sc Impollar. " Sve list end* 

JORDAN*E. L. Division of Emergency Preparedness Sc Engineering 
Risponse (Post 830103), 85/01/19. Consolidated. Edison Co. of New 

York* Inc, 103pp. 28490:226, 24X Fiche; 50-003*85/01/19* 8501 1QQ655. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fich e: 50-000* 85/01/17* 8501 160196. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fi ch e; 50-000, 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 630103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE* J. N. Division of QA, Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29* 8501250352. 


3. Reportable occurrences* LERs Sc related correspondence 


8501300269 FOIA request for copies of 11 specific documents* including 
ROs* LERs, insp repts St INFO repts. 

WILLIAMS* 0. 0. JRA Associates. 84/06/15, FELTON* J. M. Division of 
Rules and Records, 2pp, 28684:037. 24X Fiche: 50-000* 84/06/15* 

8501300269. 


8501100434 LER 84-025-00: on 841203* during refueling outage w/plant in 
cold shutdown* source range & intermediate range trip signal 
occurred. Caused by voltage transient induced upon vital bus 
2 during replacement of key switch. W/850102 Itr. 

SAUNDERS* R. F. Virginia Power (formerly Virginia Electric St Power 
Co.). 65/01/02. 4pp. 28347:346. 24X Fiche: 50-280* 85/01/02, 

8501100434. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8411140130 Forwards addl info re dry cask ISFSl* including responses to 
Questions 2. 1. 1, 2. 1. 2, 3. 1. 2* 5. 2. I St 5. 2. 2. 

STEWART* W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 84/10/24. CUNNINGHAM* R. E. Office of Nuclear Material Safety 

St Safeguards* Director. 10pp. 27525:331. 24X Fiche: 50-280* 84/10/24* 

8411140130. 


8501030454 Forwards addl info requested in 841001 Itr re liquefaction 
potential calculations in proposed rev to facility ISFSl 
SAR. 

STEWART* W. L, Virginia Power (formerly 'Virginia Electric St Power 
Co.). 84/11/30. CUNNINGHAM* R. E. Office of Nuclear Metcrial Safety 

St Sefeguards* Director. 9pp. 28201:256. 24X Fiche: 50-260* 84/1 1/30* 

8501030454. 


8501020089 Responds to 830909 request for addl info re ISFSl license 
application. 

STEWART* W.L. Virginia Power (formerly Virginia Electric St Power 
Co.). 84/12/04. CUNNINGHAM, R. E. Office of Nuclear Material Safety 

it Safeguards* Director. 26pp. 28164:299. 24X Fiche; 50-2B0, 84/12/04* 

8501020089. 


8501030082 Forwards eddl info requested in NRC 840909 Itr re details 
of requalif ication activity for cask it spent fuel following 
off-normal handling accident. Response to Question 3.1.1 re 
accident contained in General Nuclear Sys topical rept. 

STEWART* W. L. Virginia Power (formerly Virginia Electric St Power 
Co.). 84/12/10. CUNNINGHAM* R. E. Office of Nuclear Matarial Safety 

Sc Safeguards* Director. 4pp. 28194:324. 24X Fiche: 50-260* 84/12/10* 

8501030082, 


DOCKET 50-201 8URRY POWER STATION* UNIT 2 

F. Sfcurlty* medical*: emerBinc^ it fire protection plans 


8501230114 Partial response tp FpIA request for six eattpiDrles pf 
documents re epplicetion of "Sholly Amend" to consideration . 
of TMl-1 staam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON* J.M. Division of Rules end Records. 84/06/21, BELL* N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche; 50-000* 84/06/21* 8501230111, 


’8501230327 Opposes concurrence of proposed Tech Spec cheinj^e modifying 
fire pump flow testing requirement. Change does not provide 
basis for NSHC finding. 

GRAY*J. NRC - No Detailed Affiliation Given. 84/06/21. 

NEIGHBORS* D. NRC - No Detailed Affiliation Olvan, Ip. 28525:287. 
24X Fiche: 50-000*84/06/21*8501230111. 
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B501080110 Forwards SER of B30701 procedures generation package for 
emergency operating procedures. Review conducted in 
accordance w/Oeneric Ltr S2-33iBuppl 1 to NUREG~0737 & 

NUREG-0899. Response to open items requested. 

MILLER»J. R. Operating Reactors Branch 3. 84/12/14. STEWART* W.L. 

Virginia Power (formerly Virginia Electric & Power Co. ). 2pp. 
28269:348. 24X Fic he: 50-000* 84/12/14* 85010801 10. 


— 8501080122 SER of util response to Generic Ltr 82-33 re development & 
implementation of emergency operating procedures. Response 
acceptable w/listed exceptions. 

* Office of Nuclear Reactor Regulation* Director. 84/12/14. 

11pp. 28269:350. 24X Fic he: 50-000. 84/12/14* 85010801 10. 

8501180456 Forwards summary of 841109 meeting w/util at Region II 
re 10CFR50 fire protection reanaly sis* ut il proposed 
interim collection arrangement Se compensatory measures for 
reactor coolant pump oil leak collection capability. 

OLSHINSKI. J. A. Region 2* Office of Director. 84/12/14. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 3pp. 28464:342. 24X FI che: 50-280, 84/12/14* 8501 180456. 


8501070303 Forwards Safeguards Insp Repts 50-280/84-35 8c 50-281/84-35 
on 841203-07. No violation or deviation noted. 

BROWNLEE, V, L. Region 2, Office of Director. 85/01/03, STEWART* W.L. 

Virginia Power (formerly Virginia Electric 8c Power Co. ). 3pp. 

28203: 306. 24X Fiche: 50-280, 85/01/03* 8501070303. 


— 8501070313 Safeguards Insp Repts 50-280/84-35 8c 50-281/84-35 on 
841203-07. No violations or deviations noted. Major areas 
inspected: security plan 8f implementing procedures 8c security 
organization. Details withheld (ref 10CFR2. 790 8c 73,21). 
TILLMAN, A. Region 2* Office of Director. 84/12/31. Ip. 
28203: 308. 24X Fiche: 50-280. 85/01/03, 8501070303. 


8501180072 Forwards LLL audit rept of detailed control room design 
review at Surry Power Station on 841 106-09. Final NRC 
evaluation of design review will be completed subsequent to 
receipt of summary rept. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. STEWART, W. L. 

Virginia Power (formej'ly Virginia Electric !c Power Co. ). 2pp. 
28468: 084. 24X Fiche: 50-000, 85/01/08, 8501180072. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G, Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


P. Operating license stage documents 8e correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of ''Sholly Amend” to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A, Documents in PDR. 

FELTON* J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information Si Resource Service, 5pp. 28525:241. 24X 

Fiche: 50-000,84/06/21, 8501230111. 


— 8501230173 Discusses problems found w/description of proposed notice 
Si NSHC finding for plant OL amend. Better description of 
change revising status of opposite unit auxiliary feedwater 
pump needed. 

GRAY, J. Office of the Executive Legal Director. 84/05/10. 
NEIGHBORS* p. NRC - No Detailed Affiliation Given. 2pp. 

28525:255. 24X Fiche: 50-000* 84/06/21* 8501230111, 


— 8501230238 Suggests that notice of NSHC on radiological environ Tech 
Spec changes needs to describe nature of changes & NSHC 
fitiding. 

JOHNSON, G.E. NRC - No Detailed Affiliation Given. 84/04/05. 
NEIGHBORS,D. NRC - No Detailed Affiliation Given. Ip. 28525:268. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


—8501230263 Opposes recommendation of proposed NSHC determination for 
Tech Specs 4. 15A *c 4. 18, B. f. (2). Descriptions in amends must 
be expanded to clarify weld changes Si basis for NSHC on 
pump head real. 

-CUtCHIN,tt. ;NRC - No Detailed Affiliation Given. 83/07/18. 
NEIGHBORS, D. NRC - No Detailed Affiliation Given. Ip. 28525:277. 
24X Fiche; 50-000, 84/06/21, 8501230111. 


-B501230464 Objects to notice of consideration of issuance of amends, 
proposed NSHC determination St opportunity for hearing on OL 
amend. Licensee promise to resolve several areas of concern 
should.be binding by inclusion in Tech Specs. 

CUTCHIN,M. Office of the Executive Legal Director. 83/06/17. 
BIRKEL.R. NRG - No Detailed Affiliation Given. 2pp. 28525:304, 
24X Fiche; SO-OOO, 34/06/21* 8501230111, 


— 8501230467 Opposes concurrence of proposed notice & NSHC for OL amend 
re changes to rod insertion limits & fractional power 
limits, Bases for proposed NSHC determination unclear. 

GRAY* J, Office of the Executive Legal Director. 84/06/21, 
NEIGHBORS* D. NRC - No Detailed Affiliation Given. Ip. 28525:306. 
24X Fiche: 50-000* 84/06/21 * 85012301 1 1 . 


8501020390 Approves 831209 & 840817 requests for relief from 
hydrostatic testing of main steam piping. SER end. No 
significant impact on environ determined* per 10CFR21. 32, 

VARGA, S. A. Operating Reactors Branch 1. 84/12/13. STEWART, W.L. 

Virginia Power (formerly Virginia Electric & Power Co. ). 2pp. 
28169:311. 24X Fiche: 50-281, 84/12/13* 8501020390. 


— 8501020392 SER approving 831209 Sc 840817 requests for relief from 
hydrostatic testing of main steam piping. 

* NRC - No Detailed Affiliation Given. 84/12/13. 2pp. 
28169:313. 24X Fi ch e: 50-281 * 84/12/13* 8501020390. 


8501020255 Forwards nonpr opr ietary Sc proprietary versions of revised 
VEP-NFE-2-A, '‘VEPCO Evaluation of Control Rod Ejection 
Transient. *' Proprietary version withheld. 

STEWART, W. L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/19. EISENHUT, D. G. Division of Licensing. THOMAS, C. 0. 

Standardization Sc Special Projects Branch. 2pp. 28140:285. 24X 

Fiche: 50-000, 84/12/19, 8501020255. 


— 8501020260 Nonproprietary version of revised "VEPCO Evaluation of * 
Control Rod Ejection Transient. '* 

MILLER,J.Q.. ERB, J.O. , CROSS,R.W. Virginia Power (formerly 
Virginia Electric Sc Power Co. >. VEP-NFE-2-A (NP). 84/12/31. 

167pp. 28140:287. 24X Fiche; 50-000, 84/12/19* 8501020255. 


8501020227 Forwards addl fee in support of Amends 100 Sc 99 to Licenses 
DPR-32* Sc DPR-37* respectively, per 841031 request. 

STEWART, W.L. Virginia Power (formerly Virginia Electric St Power 
Co.). 84/12/21. DIGGS, R.M. License Fee Management Branch. 2pp. 

28143: 019. 24X Fiche: 50-280, 84/12/21, 8501020227. 


S501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Gualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501030118 Requests overdue fee re 840209 application for proposed Tech 
Spec changes to add NUREG-0737 requirements. 

MILLER, W.O. License Fee Management Branch. 84/12/28. STEWART. W. L. 
Virginia Power (formerly Virginia Electric Se Power Co. >. Ip. 

28192: 320. 24X Fiche: 50-280, 84/12/28, 8501030118. 


8501070344 Discusses status update of facilities pressurizer safety Sc 
relief valve discharge piping evaluation, per NUREO-0737, Item 
II. 0. 1. 2. Engineering analysis completed & final rept will be 
provided by 850331. 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/31. DENTON, H.R. Office of Nuclear Reactor Regulation^ 

Director. VARGA, S. A. Operating Reactors Branch 1. 2pp. 28203:299. 
24X Fiche: 50-280, 34/12/31, 8501070344. 


8501070373 Proposes 850122 meeting w/NRC in Bethesda, MD to discuss util 
intention to apply relaxed power distribution control (RPDC) 
methodology to listed plants in mid-1985. NRC perspective on 
licensing of statistical methods also requested. 

STEWART, W. L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/31. DENTON, H, R. Office of Nuclear Reactor Regulation, 

Director. EISENHUT, D. G. Division of Licensing. 3pp. 28202:351, 

24X Fiche: 50-000* 84/12/31, 8501070373. 


8501100192 Application for amend to License DPR-37, changing Tech Specs 
4, 17. A Sc B to postpone visual insp of snubbers from Jan 1985 
to 10-yr inservice insp outage beginning on 850322, to 
prevent unnecessary personnel exposure, 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 85/01/04. DENTON,H. R. Office of Nuclear Reactor Regulation, 

Director. VARGA, S. A. Operating Reactors Branch 1, 3pp. 28298:329. 
24X Fiche: 50-281,85/01/04, 8501100192. 


— 8501100202 Proposed changes to Tech Specs 4. 17. A 8< B, postponing 
snubber insp to 1985 refueling outage. 

* Virginia Power (formerly Virginia Electric Sc Power Co. ). 
85/01/04. Spp. 28298:332. 24X Fiche: 50-281, 85/01/04, 8501100192. 


8501140249 Corrects Serial Number 657A for 841219 ltr issuing approved 
versions of VEPCO Topical Rept VEP-'NFE-2. Correct serial 
number is 597. 

STEWART. W.L, Virginia Power (formerly Virginia Electric Sc Power 
Co.). 85/01/07. THOMAS, C.O. Standard i zation Sc Special Projects 

Branch. EISENHUT, D. 0. Division of Licensing. 2pp. 28362:061. 24X 

Fiche; 50-000, 85/01/07, 8501140249. 
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S5011S0479 Forwards safety evaluation on addl info provided in S41009 
Itrs re use of Westinghouse computer codes for reload 
design 8e non-LOCA safety analyses program. Description of use 
adeauete. 

VARCAi S. A. Operating Reactors Branch 1. 85/01/08. STEWART* W. L. 

Virginia Power (formerly Virginia Electric 8t Power Co. ). 4pp. 

28483: 344. 24X Fiche: 50-000* 85/01/08. 8501180479. 


— 8501180483 "Evaluation of VEPCO Ltrs on Use of Westinghouse Methods & 
QA in Reload Design. " 

■» NRC - No Detailed Affiliation Given. 85/01/08. 2pp. 

28483:348. 24X Fiche: 50-000* 85/01/08* 8501180479. 


8501150379 Commits to provide addl assurance of snubber operability by 
conducting limited visual insp of inaccessible snubbers* per 
NRC 850108 concerns it 850104 application for amend to 
License DPR-37. 

STEWART* W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 85/01/09. DENTON, H.R. Office of Nuclear Reactor Regulation* 

Director. VARGA* S. A. Operating Reactors Branch 1. 3pp. 28379:136. 
24X Fiche: 50-281* 85/01/09* 8501150379. 


8501 170133 Forwards rept resolving 830126 SER re environ qualification 
of safety-related electrical equipment. Submits summary of 
methodology used in identifying equipment. Requests that SSER 
be issued re environ qualif ication program Sc resolved SER. 

STEWART* W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 85/01/11. DENTON.H. R. Office of Nuclear Reactor Regulation. 

Director. VARGA* S. A. Operating Reactors Branch 1. 67pp. 

28424: 166. 24X Fiche: 50-280. 85/01/11* 8501170133. 


8501220309 Requests assistance in review of end 841130 application for 
amend to Licenses DPR-32 it DPR-37* changing Tech Specs to 
reflect new LER sys. Completion date of 850301 requested. 

EZSENHUT* D. G. Division of Licensing. 85/01/14. OLSHINSKI* J. A. 
Region 2* Office of Director. Ip. 28520:060. 24X 

Fiche: 50-280* 85/01/14* 8501220309. 


8501280705 Forwards SER re postulated fuel handling accident inside 
containment. Potential consequences of accident involving 
handling of spent fuel inside containment within exposure 
guidelines of lOCFRlOO. No addl restrictions needed, 

VARGA* 8. A. Operating Reactors Branch 1. 85/01/16. STEWART* W. L. 

Virginia Power (formerly Virginia Electric & Power Co. ). 3pp. 
28635: 334. 24X Fiche: 50-280* 85/01/16* 8501280705. 


— 8501280712 SER re fuel handling accident inside containment. Licensee 
response acceptable. 

* Office of Nuclear Reactor Regulation* Director. 85/01/16. 5pp. 
28635: 337. 24X Fiche; 50-280* 85/01/16* 8501280705. 


Q. Inspection reports* IE Bulletins it correspondence 


8501180205 Forwards Insp Repts 50-280/84-32 it 50-281/84-32 on 
841105-09. No violations or deviations noted. 

BROWNLEE* V. L. Region 2* Office of Director. 84/12/12. STEWART* W.L. 

Virginia Power (formerly Virginia Electric it Power Co, ). 2pp. 

28466; 162. 24X Fiche; 50-280* 84/12/12* 8501180205. 


-8501180211 Insp Repts 50-280/84-32 it 50-281/84-32 on 841105-09. No 
violations or deviations noted. Major areas inspected: liquid 
it gaseous radwaste sys* liquid it gaseous effluent sampling* 
analysis it monitoring it reactor coolant chemistry, 

STODDART* P, G. * GLOERSEN* W. B. * MONTGOMERY* D, M. Region 2* Office of 
Director. 84/11/29. 8pp. 28466:164. 24X Fiche; 50-280* 84/12/12* 

8501180205. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE* U.N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501070303 Forwards Safeguards Insp Repts 50-280/84-35 & 50-281/84-35 
on 841203-07. No violation or deviation noted. 

BROWNLEE* V. L. Region 2* Office of Director. 85/01/03. STEWART* W.L. 

Virginia Power (formerly Virginia Electric it Power Co. ). 3pp. 
28203:306, 24X Fiche: 50-280* 85/01/03* 8501070303. 


— 8501070313 Safeguards Insp Repts 50-280/B4-35 it 50-281/84-35 on 
841203-07. No violations or deviations noted. Major areas 
inspected: security plan it implementing procedures it security 
organization. Details withheld (ref 10CFR2. 790 it 73.21). 

TILLMAN*A, * MCGUIRE* D. R, Region 2* Office of Director. 84/12/31. 
ip. 28203: 308, 24X Fiche; 50-280* 85/01/03* 8501070303, 


8501100192 Application for amend to License DPR-37* c hang ing Tech Specs 
4. 17. A & B to postpone visual insp of snubbers from Jan 1985 
to 10-yr inservice insp outage beginning on S50322* to 
prevent unnecessary personnel exposure. 

STEWART* W.L. Virginia Power (formerly Virginia Electric it Power 
Co.). 85/01/04. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. VARGA, S. A. Operating Reactors Branch 1. 3pp. 28298:329, 
24X Fiche: 50-281, 85/01/04. 8501100192. 


— 8501100202 Proposed changes to Tech Specs 4. 17. A 8< B* postponing 
snubber insp to 1985 refueling outage. 

* Virginia Power (formerly Virginia Electric it Power Co. ). 
85/01/04. 8pp. 28298:332. 24X Fiche: 50-281, 85/01/04* 8501 100192. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000* 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17* 8501 160196. 


0501230229 IE Info Notice 85-005* "Pipe Whip Restraints. " Sve list 
end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co, of New 

York* Inc. 108pp. 28692:186. 24X Fich e: 50-000* 85/01/23* 8501230229, 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. I09pp. 28692:001. 24X Fich e: 50-000* 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Sve list end. 

grace, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000* 85/01/29* 8501250352. 


8. Reportable occurrences* LERs & related correspondence 


8501100743 LER 84-017-00: on 841207* drawing error* discovered during 
tagging record review* indicated that auxiliary feedwater 
crossti# capability unavailable during 840929-1115. Drawing 
change request ini tiated. W/B50104 Itr. 

SAUNDERS* R. F. Virginia Power (formerly Virginia Electric it Power 
Co ). 85/01/04. 5pp. 28345:240. 24X Fiche: 50-281* 85/01/04* 

8501100743. 


8501170279 Forwards LERs 84-018-00 Sc 84-019-00. 

SAUNDERS* R. F. Virginia Power (formerly Virginia Electric it Power 
Co. >. 85/01/10. Record Services Branch (Document Control Desk). 

Ip. 28445:213. 24X Fiche; 50-281, 85/01/10* 8501 170279. 


— 8501170281 LER 84-018-00; on 841211* spuri ous reactor trip occurred. 
Caused by 2 of 3 logic matrix for high prpssurizer level 
actuating. Addl administrative controls for work on energized 
components initiated. 

SAUNDERS* R. F. Virginia Power (formerly Virginia Electric 8< Power 
Co.). 85/01/10. 3pp. 28445:214. 24X Fiche: 50-281* 85/01/10* 

8501170279. 


— 8501170285 LER 84-019-00: on 841211* reactor trip occurred, Caused by low 
condenser vacuum due to leak in moisture separator reheater 
crossunder manway gasket. Manway temporarily sealad* gasket 
replaced St procedure revised. 

SAUNDERS Virginia Power (formerly Virginia Electric St Power Co, ). 
85/01/10. 3pp. 28445:217, 24X Fiche : 50-284^ 03/CA/10* 8901 170279. . 
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8501S20S15 LER 84-021-00: on 841216« u/uni t at approx 20% power & ramping 
down for secondary sys repair* unit tripped when breakers for 
main feed pump B opened. Caused by invalid low flow 
condition. Trip circuitry tested. W/850115 Itr, 

SAUNDERS* R. F. Virginia Power (formerly Virginia Electric & Power 
Co.). 85/01/15. 4pp. 28502:288. 24X Fiche: 50-281. 85/01/15* 

8501220515. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


8411140130 Forwards addl info re dry cask ZSFSI* including responses to 
Questions 2. 1. 1* 2. 1. 2* 3. 1. 2* 5. 2. 1 Se 5. 2. 2. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.}. 84/10/24. CUNNZNOHAM, R. E. Office of Nuclear Material Safety 

& Safeguards* Director. 10pp. 27525:331. 24X Fiche: 50-280, 84/10/24* 

8411140130. 


8501030454 Forwards addl info requested in 841001 Itr re liquefaction 
potential calculations in proposed rev to facility ISFSI 
SAR. 

STEWART* W.L. Virginia Power (formerly Virginia Electric 8c Power 
Co.). 84/11/30. CUNNINOHAM. R. E. Office of Nuclear Material Safety 

8c Safeguards.Director. 9pp. 28201:256. 24X Fiche: 50-280* 84/1 1/30* 

8501030454. 


8501020089 Responds to 830909 request for addl info re ISFSI license 
application. 

STEWART, W.L. Virginia Power (formerly Virginia Electric 8c Power 
Co.). 84/12/04. CUNNINOHAM* R. E. Office of Nuclear Material Safety 

8c Safeguards.Director. 26pp. 28164:299. 24X Fiche: 50-280* 84/12/04* 

8501020089. 


8501030082 Forwards addl info requested in NRC 840909 Itr re details 
of requalification activity for cask 8< spent fuel following 
off-normal handling accident. Response to Question 3.1.1 re 
accident contained in General Nuclear Sys topical rept. 

STEWART* W.L. Virginia Power (formerly Virginia Electric 8c Power 
Co.}. 84/12/10. CUNNINGHAM* R. E. Office of Nuclear Material Safety 

8c Safeguards.Director. 4pp. 28194:324. 24X Fiche: 50-280* 84/12/10* 

8501030082. 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT I 


F. Security* medical* emergency 8c fire protection plans 


8501100169 Informs that preliminary review re conformance w/Reg Guide 
1.97* Rev 2 concerning emergency response capability 
Comp lets. Justification for exception from some items of 
Reg Guide 1,97 acceptable. Interim rept end. 

MILLER. J.R. Operating Reactors Branch 3. 84/12/04. MUSOLF* D. M. 

Northern States Power Co. Ip. 28356:224. 24X Fiche: 50-282* 

84/12/04* 8501100169. 


—8411280477 "Conformance to Reg Guide 1.97 Prairie Island Nuclear 
Generating Plant, Units 1 8< 2. " 

UDY*A. C. EGScG* Inc. FIN A-6483. 84/11/30. NRC - No Detailed 

Affiliation Given. 22pp. 28356:225. 24X Fiche: 50-282* 84/12/04, 

8501100169. 


8501020008 Requests submittal of annual emergency exercise objectives 8c 
detailed scenarios for NRC review on 45-day schedule instead 
of 20-day schedule as requested on 820112 8r 830826. Schedule 
for exercises occurring after 850301 provided. 

PAPERIELLO* C. J. Region 3, Office of Director. 84/12/14. 

LARSON* C.E. Northern States Power Co. 2pp. 28156:227. 24X 

Fiche: 50-000* 84/12/14* 8501020008. 


8501070128 Requests scheduler exemption for mods to meet 10CFR50* App R 
requirements until 850601* due to expanded scope of studies 
detailed in 840123 Itr 8( delays in purchasing approved cable 
wrapping matl, 

MUSOLF* D, Northern States Power Co. 84/12/21. Office of Nuclear 
Reactor Regulation. Director, 5pp, 28204:322, 24X 

Fiche: 50-^282* 84/12/21* 8501070128. 


8^1100183 Foripafds request for scheduler exemptions for mods to meet 
requirements of 10CFR50*App R, Scheduler exemption necessary 
due to expanded scope of studies 8( delays in purchasing 
approved cable wrapping matl 8r long delivery times. 

MUSOLF.D. Northern States Power Co. 04/12/21. Office of Nuclear 
Reactor Regulation* Director. 6pp. 28290:109. 24X 

Fiche: 50-282* 84/12/21* 8501100183. 


8501140110 Requests cooperation in improving initial access time for 
NRC inspectors at site: Region III will conduct training in 
generic^aspects of radiation safety* physical security Sc 
emergency: response to reduce reactor site training time. 
KEPPL^.J.O. : Region 3. Office of Director. 84/12/28. LARSON* C, E. 
NoT^ern States : Foweir Co, ; ^ 2^ 28377:358. 24X 

. Fiche: 5,0-000* :8i4:/l 2/28* S50i 140 i 1 0. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUTi D. G. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York* Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000* 85/01/09, 8501100621. 


8501160327 Requests telephone company personnel access to Health 
Physics Network during wk of 850121 for removal of privacy 
feature to reduce circuit blockage. 

HIND* J. A. Region 3* Office of Director. 85/01/11. LARSON* C. E. 
Northern States Power Co. Ip. 28406:356. 24X Fiche: 50-000* 

85/01/11* 8501160327. 


8501310193 Provides addl info re conformance to Reg Guide 1.97, Rev 2, 
concerning post-accident monitoring instrumentation. 

Discussion of remaining open items w/NRC requested, 

MUSOLF, D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation* Director, 6pp. 28655: 143. 24X 

Fiche: 50-282* 85/01/18* 8501310193. 


J. Insurance & indemnity information 


8501300526 Forwards Endorsements 75 & 63 to NELIA Policies NP-i74 Sc 
NF-197* Endorsements 62 Sc 54 to MAELU Policies MF-51 Sc MF-68, 
Endorsement 5 to NELIA Certificates N~17* N-36 Sc N-37 Sc 
Endorsement 5 to MAELU Certificates M-17* M-36 Sc M-37. 

JOHNSON* R.G. Northern States Power Co. 85/01/25. DINIT2* I. 
Division of Engineering. llpp. 28641:041. 24X 

Fiche; 50-000, 85/01/25, 8501300526. 


P. Operating license stage documents 8c correspondence 


8501080486 Forwards request for addl info re Generic Ltr 83-28* Items 
4.2.1 Sc 4. 2. 2. Info requested within 30 days of receipt of 
1 tr. 

MILLER* J.R. Operating Reactors Branch 3. 84/12/04. MUSOLF, D. M. 

Northern States Power Co. 4pp. 28273:252. 24X 

Fiche: 50-282, 84/12/04* 8501080486. 


8501070459 Forwards safety evaluation re Rev 2 to NSPNAD-8102 P* 
"Prairie Island Nuclear Power Plant Reload Safety Evaluation 
Methods for Application to Prairie Island Units. " Rev 
acceptable for analysis of control rod drop event. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/11. MUSOLF, D. M. 

Northern States Power Co. 2pp. 28240:357. 24X 

Fiche: 50-282*84/12/11* 8501070459. 


— 8501070464 Safety evaluation supporting Rev 2 to NSPNAD-8102 P, 
"Prairie Island Nuclear Power Plant Reload Safety Evaluation 
Methods for Application to Prairie Island Units. " 

* Office of Nuclear Reactor Regulation* Director. 84/12/11. 2pp, 
28240: 359. 24X Fiche: 50-282* 84/12/11, 8501070459. 


8501030120 Generic Ltr 84—24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT, D. C. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501140149 Provides addl info re Generic Ltr 83-28* "Generic 
Implications of Salem ATMS Events, " per NRC 841204 request. 

Info includes response to Item 4.2,1* "Periodic Maint 
Program for Reactor Trip Breakers. " 

MUSOLF* D. Northern States Power Co. 85/01/04. Office of Nuclear 
Reactor Regulation* Director. 3pp. 28361:104. 24X 

Fiche: 50-202* 85/01/04* 8501140149. 


8501150311 Forwards schedule of planned submittals* exemption requests 
& Tech Spec changes. 

MUSOLF* D. Northern States Power Co. 85/01/07. Office of Nuclear 
Reactor Regulation, Director, 2pp. 28382:305. 24X 

Fiche: 50-282, 85/01/07* 8501150311. 


8501250140 Application for amends to Licenses DPR-42 St DPR-60* revising 
Tech Spec Section 3. 3. D. 2. c to conform to equivalent 
NUREO-0452 Tech Spec Se to facilitate removal of loose part 
in CWS. 

MUSOLF* D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation* Director. 3pp. 28552:012. 24X 

Fiche; 50-282*85/01/18* 8501250140. 


—8501250151 Proposed Tech Spec Section 3. 3. D. 2. c* conforming to 
equivalent NUREG-0452 Tech Spec* to facilitate removal of 
loose part in CWS. 

* Northern States Power Co. 85/01/18. 4pp. 28552:015. 24X 

Fiche: 50-282* 85/01/18* 8501250140. 
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8501300564 Summary of 850110 meeting lu/Iicensee & Westinghouse Ouners 
Group re upper plenum injection evaluation model for two 
Westinghouse power plants, 

OIIANNliD. C. Operating Reactors Branch 3. 85/01/22. Operating 

Reactors Branch 3. 4pp. 28684:148. 24X Fiche: 50-282. 85/01/22. 

8501300564. 


Q. Inspection reports. IE Bulletins & correspondence 


8501020224 Forwards Exam Rept 50-282/0L-84-01 of exam administered 
during wk of 841112. 

LITTLE. W.S. Region 3. Office of Director. 84/12/10. LARSON. C. E. 
Northern States Power Co. 2pp. 28153: 174. 24X 

Fiche: 50-282. 84/12/10. 8501020224. 


—8501020228 Exam Rept 50-282/ OL-84-01 on 841112. Exam results: three 
senior reactor operator upgrades passed & one instructor 
certification failed. 

REIDINOER. T. D. . JAOOAR, F. . MCMILLEN, J. I. Region 3. Office of 
Director. 84/12/05. 44pp. 28153:176. 24X Fiche: 50-282. 84/12/10. 

8501020224. 


8412190503 IE Info Notice 84-94. “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501070298 Submits further response to IE Bulletin 84-02 re review of 
relay operating history. No history of common mode failures 
found. except for Westinghouse NBFD relays. 

LARSON. C.E. Northern States Power Co. 84/12/21. KEPPLER. J. G. 
Region 3. Office of Director. 2pp. 28202:075. 24X 

Fiche: 50-282.84/12/21. 8501070298. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack Itr will be issued. 

KEPPLER. J.O. Region 3. Office of Director, 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche; 50-000. 84/12/21. 

8501300674. 


8501080041 Forwards safety evaluation re relief requests from inservice 
insp program 8c insarvice testing of pumps 8c valves covering 
second 10-yr interval. Relief requests acceptable. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/28. MUSOLF. D. M. 

Northern States Power Co. 4pp. 28266:260, 24X 

Fiche; 50-282. 84/12/28. 8501080041. 


— 8501080047 Safety evaluation re util 831222 requests for relief from 
inservlce testing requirements of ASME Code Section XI. 

Relief request granted. 

* Office of Nuclear Reactor Regulation. Director. 84/12/28. 4pp. 
28268: 264, 24X Fiche: 50-282. 84/12/28. 8501080041. 


— 8501080051 Safety evaluation re util 831222 it 040611 requests for 
relief from inservice insp requirements of ASME Code Section 
XX. Reliaf granted. 

* Office of Nuclear Reactor Regulation, Director. 84/12/28. 
14pp. 28268:268. 24X Fiche: 50-282. 84/12/28. 8501000041. 


— 8501080057 Revised. “Inservice Insp Program. Prairie Island Nuclear 
Ganeratlng Plant. “ technical evaluation rept, 

* Science ^Applications. Inc. NRC-03-82-096. SAI-84/1651 ROl. 

84/09/07. NRC - No Detailed Affiliation Given. 44pp. 

28268: 282. 24X Fiche; 50-282. 84/12/20. 8501080041. 


8501140110 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safaty. physical security it 
emergency response to reduce reactor site training tima. 

KEPPLER. J.G. Region 3. Office of Director. 84/12/28. LARSON, C. E. 
Northern States Power Co. 2pp. 28377:356. 24X 

Fiche: 50-000. 84/12/28. 8501140110. 


8501220163 Forwards Insp Repts 50-282/84-16 Se 50-’306/84-l7 on 
841 128*OOi 1210-14 It 17-20. No noncompliance noted. 

LITTLE. Wi. Si Region 3. Office of Director. 85/01/04. LARSON, C. E. 
Northern States Ppuieir Co. 2pp, 28506:148. 24X 

Fiche: 50-282^ 85/01/04. 8501220163. 


— 8501220168 Insp Repts 50-282/84-16 it 50-306/84-17 on 841128-30.1210-14 
ti 17-18. No noncompliance or deviations noted. Major areas 
inspected: licansee action on previous open itams.GA program 
annual raview <c design changes & mods. 

WE8TBERG. R. A. . MOSER. M.M., HAWKINS. P.C. Region 3. Office of 
Director. B5/01/04. 10pp. 28506:150. 24X Fiche: 50-202. 85/01/04. 

B501220163, 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators." Svc list end. 

GRACE. J. N. Division of Emergency Preparedness !c Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10. 8501070401. 


85010B0502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc, 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc, 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17. 8501 160196. 


8501250186 Provides description of methods to’ be used during 
performance it evaluation of reactor vessel inservice insps, 

Insps will be performed by Westinghouse using methodology in 
App A to Rev 1 to Reg Guide 1, 150 it per Generic Ltr 83-15. 

MUSOLF. D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation. Director. 2pp. 28549:357. 24X 

Fiche: 50-282, 85/01/18, 8501250186. 


S501290175 Forwards inservice insp exam summary for 840919-22 insp re 
pipe welds in portions of safety injection sys containing 
stagnant oxygenated borated water which causes transgranular 
stress corrosion crac k ing. Exams revealed no effect on sys, 

MUSOLF. D. Northern States Power Co, 85/01/22. Office of Nuclear 
Reactor Regulation. Director. Ip. 28620:081. 24X 

Fiche; 50-282. 85/01/22, 8501290175. 


— 8501290IB5 Inservice insp rept for 840919-22 re exams performed on 
cireumfeTential pipe welds to determine if oxygenated 
boratad water stagnated inside welds to prevent 
transgranular stress corrosion cracking. 

ANDERSON. M. T. > KRAUSE. 0. T. Northern States Power Co. 85/01/03, 
29pp. 28620:082. 24X Fiche: 50-282. 85/01/22. 8501290175. 


8501290413 Forwards "Inservice Insp - Exam Summary. Prairie Island 
Nuclear Generating Plant - Unit 2.840905-1002. " Results 
indicate integrity of sys maintained. 

MUSOLF. D. Northern States Power Co. 85/01/22. Office of Nuclear 
Reactor Regulation, Director. 2pp. 28618:037. 24X 

Fiche: 50-282. 85/01/22. 8501290413. 


—8501290419 "Inservice Insp - Exam Summer y. Prairie Island Nuclear 
Generating Plant - Unit 2.840905-1002. " 

DAHLMAN. L. C. , ANDERSON. M. T. , KRAUSE, G. T. Northern States Power Co. 

85/01/03. 74pp. 28618:039. 24X Fiche: 50-282. 85/01/22. 

8501290413. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). B5/01/23, Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 0501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of OA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295, 24X Fiche: 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports & related correspondence 


8501280610 Monthly operating repts for Nov 1984. W/84 1205 ltr. 

DUGSTAD. D. . MUSOLF. D. Northern States Power Co. 04/11/30, 9pp, 
28614: 053. 24X Fiche: 50-282. 04/11/30. 8501280610, 
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% 


S. Reportable occurrences* LERs iSc related correspondence 


850123022S Partial response to FOIA request for four categories of 
records re IGSCC in spent fuel pools & spent fuel pool 
assemblies. App A documents available in PDR, Forwards App B 
documents. 

FELTON. J. M. Division of Rules and Records. 84/04/30. BELL. N. 
Nuclear Information & Resource Service. 3pp. 28520:243. 24X 

Fiche; 50-282, 84/04/30, 8501230225. 


— 8211120293 Discusses 811216 event re fuel assembly degradation while 
in spent fuel storage pool. No root cause determined. 

BROMN. E. J. Reactor Operations Analysis Branch. 82/10/21. 

SEYFRIT, K. V. Reactor Operations Analysis Branch. 5pp. 28520:248. 
24X Fiche: 50-282. 84/04/30. 8501230225. 


— 8501230248 Handwritten memo re comments on facility fuel assembly 
degradation while in spent fuel pool. Primary technical 
issues & safety issues 1 isted. NEA/ZRS Incident Rept 259. 

"Fuel Assembly Degradation in Spent Fuel Storage Pool" end. 

BROWN, E. NRC - No Detailed Affiliation Given, 83/04/21, NRC - 
No Detailed Affiliation Given. 5pp. 28520:260. 24X 

Fiche: 50-282. 84/04/30. 8501230225. 


8501160255 Further response to FOIA request for documents re lOSCC in 
spent fuel pools & pool assemblies. Forwards documents listed 
in App D. App D documents also available in PDR. App E 
documents withheld <ref FOIA Exemptions 4 it 5). 

FELTON. J.M. Division of Rules and Records. 84/06/25. BELL. N. 
Nuclear Information it Resource Service. 4pp. 28432:072. 24X 

Fiche: 50-000. 84/06/25. 8501 160255. 


— 8308090321 Foruiards Task Interface Agreement 83-14 & minutes of 830208 
meeting w/util re concentrated boric acid thin wall pipe 
cracks. Issue should be generic only for PWRs requiring 
boric acid sys to limit return to power during heat removal. 
DIIANNX.D. C. Operating Reactors Branch 3. 83/08/02. BAER.R. 

Division of QA. Safeguards it Insp Programs (830103-850212). 5pp. 
28432; 157. 24X Fiche: 50-000. 84/06/25, 8501160255, 


—8308090327 Transfers responsibility for NRC action from Region 111 to 
Div of Licensing for facility crack indications in boric 
acid sys piping. NRR assessment of technical it safety aspects 
it IE assessment of generic implications requested. 

NORELIUS. C. E. Division of Project ft Resident Programs. 83/02/04. 
EISENHUT. D. 6. Division of Licensing. 4pp. 28432:169, 24X 
Fiche: 50-000. 84/06/25, 8501160255. 


— 8308150187 Discusses Task Interface Agreement S3-14 re thin-wall pipe 
cracks in concentrated boric acid sys. Licensee adequately 
restored concentrated boric acid line to operable status. 

Plant permitted to resume power operations. 

EISENHUT, D. 0. Division of Licensing. 83/08/08. NORELIUS. C. E. 
Division of Project & Resident Programs. 2pp. 28432: 181. 24X 

Fic he: 50-000, 84/06/25, 8501 16*0255. 


— 8501160277 Informs of plant shutdown on 630128 due to inoperable boric 
acid line to safety injection line. Defects in line appear to 
be IGSCC. Cracking under investigation. Slide presentation 
for 830223 meeting end, 

DIIANNIiD, C. Operating Reactors Branch 3. 83/02/01. DENTON, H. , 

CARTER, J., EISENHUT, D. NRC - No Detailed Affiliation Given. 46pp. 
28432: 107. 24X Fiche: 50-000, 84/06/25, 8501160255. 


V. Operator Examinations 


8501020224 Forwards Exam Rept 50-282/0L-84-01 of exam administered 
during wk of 841112. 

LITTLE, W.S. Regions, Office of Director. 84/12/10. LARSON, C. E. 
Northern States Power Co, 2pp. 28153:174. 24X 

Fiche: 50-282, 84/12/10, 8501020224. 


•-850102022B Exam Rept 50-282/0L-84-01 on 841112, Exam results: three 
senior reactor operator upgrades passed it one instructor 
certification failed, 

REIDINGER.T. D. , JAGGAR, F. , MCMILLEN, J. I, Region 3, Office of 
Director. 84/12/05. 44pp. 28153:176. 24X Fiche: 50-282, 84/12/10, 

8501020224, 


8501240652 Advises that written ft oral operator it senior operator 
licensing exams scheduled for wk of 850325. End listed ref 
matl requested by 850125 to avoid schedule delay, 

LITTLE, W.S. Regions, Office of Director. 85/01/16, LARSON, C. E, 
Northern States Power Co, 5pp. 28554:289, 24X 

Fiche: 50-282. 85/01/16, 8501240652. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency it fire protection plans 


8501150325 Ack receipt of 841231 Itr re deficiency in proposed 
emergency plan. H Chary ulu, dean of school of engineering, wi 11 
be asked to prepare necessary documents to achieve 
compliance. 

RICE, L. A. Idaho State Univ. , Pocatello, ID. 85/01/07. THOMAS, C. 0. 
Standardization & Special Projects Branch. Ip. 28382:196. 24X 

Fiche; 50-284, 85/01/07, 8501150325. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency Se fire protection plans 


8501230390 Forwards summary of util intentions re security improvements 
at facil ity. Inf 0 partially withheld. 

ANDREWS, R.L. Omaha Public Power District. 84/10/29. MARTIN, R. D. 
Region 4, Office of Director. 2pp. 28511:226. 24X 

Fiche: 50-285, 84/10/29, 8501230390. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc aH 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501170205 Forwards responses to Generic Ltr 81-12 re alternative 
shutdown capability for Fire Area 34B. Info supports 830830 
request for exemptions from requirements of 10CFR50, App R, 

Section III. W/24 oversize drawings. Aperture cards in PDR. 

ANDREWS, R.L. Omaha Public Power District. 85/01/09. MILLER, J. R, 
Operating Reactors Branch 3. 75pp. 28429:001. 24X 

Fiche: 50-285, 85/01/09, 8501170205. 


8501160353 Revised emergency plan implementing procedures, including 
OSC-2, "Emergency Plan Activation, " 0SC'rl2, "Accidental 
Actuation of Early Warning Siren Sys" it OSC-14, "Emergency 
Duty Officer Actions. " U/850110 ltr. 

ANDREWS, R.L. Omaha Public Power District. 85/01/10. MARTIN, R. D. 
Region 4, Office of Director, 176pp. 28407:001. 24X 

Fiche; 50-285, 85/01/10, 8501160353. 


8501230452 Summary of 841213 meeting w/util in Bethesda, MD re security 
plan. Agenda it list of attendees end. 

TOURIGNY, E. G. Operating Reactors Branch 3. 85/01/11. Operating 

Reactors Branch 3. 5pp, 28536:320, 24X Fiche: 50-285, 85/01/11, 

8501230432. 


8501240651 Forwards Insp Rept 50-285/84-23 on 841022-25. No violations 
or deviations noted. 

HUNTER, D.R. Region 4. Office of Director. 85/01/11. ANDREWS, R. L. 
Omaha Public Power District. 2pp. 28554:282. 24X 

Fiche: 50-285, 85/01/11, 8501240651. 


—8501240659 Insp Rept 50-285/84-23 on 841022-25. No violation or 
deviation noted. Major areas inspected: performance & 
capabilities during exercise of emergency plans it 
procedures. 

MONTGOMERY. J. L. , BAIRD, J.B., HUNNICUTT, D. M. Region 4, Office of 
Director. 85/01/10. 5pp. 28554:284. 24X Fiche: 50-285, 85/01/11, 

8501240651. 


8501280222 Requests assistance in arranging personnel access^ for 
scheduled mod & testing of Health Physics Network during wk 
of 850128. 

KAY, B. J. Region 4, Office of Director. 85/01/22. ANDREWS, R, L. 
Omaha Public Power District. Ip. 28567:075. 24X 

Fiche: 50-285. 85/01/22, 8501280222, 


8501290458 Forwards FEMA 850104 ltr to State of lA re training proposed 
to eliminat-e offsite emergency preparedness Class A 
deficiency identified during 841024 emergency exercise. 

Cooperation w/state & local officials requested. 

HUNTER, D.R. Region 4, Office of Director. 85/01/25. ANDREWS, R. L. 
Omaha Public Power District. 3pp. 28616:248. 24X 

Fiche: 50-285,85/01/25, 8501290458. 


P. Operating license stage documents it correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors It 
applicants for DL re c ertif ication of compliance to 
10CFR50. 49, "Environ Gualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants." Sve list encl, ■ 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Coneplidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000,84/12/27, 8501030120; 
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8501040149 Forwards response to 840702 Generic Ltr S4-15 re reduction 
in number of cold fast starts surveillance tests for diesel 
generators Sc diesel generator reliability data. 

ANDREUSiR. L. Omaha Public Power District. 84/12/28. EZSENHUT, D. 6. 
Division of Licensing. 11pp. 28181:264. 24X Fiche: 50-285c 84/12/28. 

8501040149. 


— 8501240659 Insp Rept 50-285/84-23 on 841022-25. No violation or 
deviation noted. Major areas insp ec ted: performance & 
capabilities during exercise of emergency plans «< 
procedures. 

MONTGOMERY. J. L. . BAIRD. J. B. , HUNNICUTT. D. M. Region 4. Office of 
Director. 85/01/10. 5pp. 28554:284. 24X Fi che: 50-285, 85/01/ 1 1 » 

8501240651. 


8501240006 Advises that 840530 updated info re flux reduction program 
acceptable. Evaluation end. 

MILLER. J.R. Operating Reactors Branch 3. 85/01/04. ANDREWS. R. L. 

Omaha Public Power District. Ip. 28558:258. 24X 

Fiche: 50-285. 85/01/04, 8501240006. 


— 8501240008 Evaluation supporting flux reduction using low leakage fuel 
mgt schemes in order to comply w/NRC pressurized thermal 
shock requirements. 

* NRC - No Detailed Affiliation Given. 85/01/04. 6pp. 

28558: 259. 24X Fiche: 50-285. 85/01/04. 8501240006. 


8501160207 Forwards summary of disposition of justification for 
continued operation re environ qualification of 
safety-related electrical equipment in effect when discussed 
in 840531 ltr but no longer in effect. 

ANDREWS, R.L. Omaha Public Power District. 85/01/10, DENTON, H. R. 
Operating Reactors Branch 3. 14pp. 28412: 164. 24X 

Fiche: 50-285. S5/Q 1 / 1 0. 8501 1 60207. 


8501100655 IE Info Notice 85—003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness it Engineering 
Response <Post 830103). 85/01/15. Consolidated Edison Co of New 

York. Inc. 103pp. 28490:226. 24X Fi ch e: 50-000. 05/01 /I 5. 8501 1006>55. 


8501230155 Forwards Exam Rept 5O-2S5/0L-e5-01 of exams administered on 
841 106. 

HUNTER. D.R. Region 4. Office of Director. 85/01/16. ANDREWS. R. L.. 
Omaha Public Power District. 2pp. 28514:078. 24X 

Fiche: 50-285. 85/01/16 . 8501230155. 


-8501230162 Exam Rept 50-2S5/OL-85-01 of exams administered on 841l06i. 
Exam results; two reactor operators passed written S< oral 
exams. 

MCCRORY. S. L. . COOLEY. R. A. Region 4. Office of Director. 85/01/03. 

53pp. 28514:080. 24X Fiche: 50-285, 85/01/16. 8501230155. 


Q. Inspection reports. IE Bulletins it correspondence 


8412190503 IE Info Notice 84-94, "Reconc entration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness 8< Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501040016 Forwards Insp Rept 50-285/84-26 on 841101-30. No violation 
or deviation noted. 

HUNTER, D.R. Region 4. Office of Director. 84/12/28. ANDREWS. R. L. 
Omaha Public Power District. 2pp. 28187:277. 24X 

Fiche: 50-285. 84/12/28. 8501040016. 


—8501040021 Insp Rept 50-285/84-26 on 841101-30. No violation or 
deviation noted. Major areas insp ec ted: op erati onal safety 
verification, plant shutdown, surveillance testing, maint 
activities it followup on IE bulletins. 

YANDELLi L. A. , MARTIN. L. E. Region 4. Office of Director. 84/12/28. 
lOpp, 28181:246. 24X Fic he: 50-285. 84/12/28. 8501040016. 


8501040125 Ack receipt of 841120 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-285/84-18. 

HUNTER.D.R. Region 4. Office of Director. 84/12/31, ANDREWS.R.L. 
Omaha Public Power District. 2pp 28182: 164. 24X 

Fiche: 50-285. 84/12/31. 8501040125. 


— 8501040184 Responds to NRC 841025 ltr re violations noted in Insp Rept 
50-285/84-18. Corrective actions: training dept will piece 
increased emphasis on escort duties it responsibilities 
during general employee training. 

ANDREWS.R.L. Omaha Public Power District. 84/11/20. DENISE. R. P. 
Region 4. Office of Director. 4pp. 28182:166. 24X 

Fiche: 50-285, 84/12/31, 8501040125. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Resoonse 
Drills. '* Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post B30103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17. 85011601 9*. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York. Inc. lOSpp. 28692:186. 24X Fiche: 50-000. 05/01/23. B50123O2S29. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23, Consolideted Edison Co. of New 

York. Inc. i09pp. 28692:001. 24X Fi ch e: 50-000, 85/01/23. 8501230236. 


8501290285 Forwards Exam Rept 50-285/0L-85-02 of redual if ication exam 
administered on 041106. 

HUNTER.D.R, Region 4, Office of Director. 85/01/23. ANDREWS.R.L 
Omaha Public Power District. 2pp. 28620:151. 24X 

Fiche: 50-285, 85/01/23. S501290285. 


■8501290293 Exam Rept 5O-285/OL-85-02 on 841106. Exam results: two reactor 
operators it five senior reactor operators passed it three 
senior reactor operators failed, 

MCCRORY. S. L. , COOLEY. R. A. Region 4, Office of Director. 85/01/15. 
69pp. 28620:153. 24X Fiche: 50-285. 85/01/23. 8501290285. 


8501290277 Forwards Insp Rept 50-285/84-20 on 841203-07. No violations 
or deviations noted. 

HUNTER.D.R. Region 4. Office of Director. 85/01/24. ANDREWS.R.L. 
□meha Public Power District. 2pp. 28620:001, 24X 

Fiche: 50-285)85/01/24. 8501290277. 


8501110174 Responds to 840924 ltr including SER on activities 
associated w/IE Bulletin 80-11 re masonry wall design. Work 
on wall mods, excluding control room it computer room will 
begin in Jen 1985 it continue until complete. 

ANDREWS.R.L. Omaha Public Power District. 85/01/03. MILLER. J. R. 
Division of Licensing. 2pp. 28310:293. 24X Fiche; 50-285, 85/01/03, 

8501110174. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. “ Svc list end. 

GRACE. J.N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolideted Edison Co, of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation St Testing of 
Differtntiel Pressure Transmitters. ” Svc list end. 

JORDAN. E.L Division of Emergency Prepartdness Sc Engineering 
Response (Post ^0103). 85/01/11, Consolidated Edison Co, of New 

York. Inc. lOfpp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501240651 Forwards Insp Rept 50-285/84-23 on 841022-25. No violations 
or deviations noted. 

HUNTER.D.R^ Rejl ph 4. Office of Director. 85/01/11. ANDREWS.R.L. 
Omaha Public Power District. 2pp. 28554:282, 24X 

Fiche: 50-285. BJ/tl/U. 8501240651. 


-8501290299 Insp Rept 50-285/84-28 on 841203-07. No violation or 
deviation noted. Major areas inspected : chemistry/ 
radiochemistry program, indud Ing staff organization, staff 
qualifications, training program, facil i ties it equipment. 

NICHOLAS. J. B. . WISE.R, . MURRAY, B. Region 4. Office of Director. 
85/01/23. 25pp. 28620:003. 24X Fiche: 50-285. 85/01/24. 8501290277. 


ci/w rorwaros 










Violation. 

HUNTER.D.R. Region 4, Office of Director. 85/01/28. ANDREWS.R.L. 
Omaha Public Power District. 2pp, 28658:021 24X 

Fiche; 50-285, 85/01/28. 8501310343, 


8501310348 Notice of violation from insp on 841201-31. 

* Region 4, Office of Director. 85/01/28. 2pp, 28658:023. 
Fiche: 50-285. 85/01/28, 8501310343. 


—8501310356 Insp Rept 50-285/84-29 on 841201-31. Violation noted ; fai 1 or • 
to take prompt corrective action on previous insp findings 
« failure to follow operating procedures. 

YANDELL.L. A, , MARTIN. L.E. Region 4, Office of Director. a5/01/2!5. 
11pp. 28658:025. 24X Fiche; 50-205. 85/01/28. 8501310343. 


"Contaminated Radiography Source 


8501250352 IE Info Notice 85-007. 

Shipments." Svc list end. 

Safeguards it Insp Programs 

(830103-850212). 85/01/29. Consolidated Edison Co, of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 
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R. Periodic operating reports & related correspondence 


S50123059& Monthly operating rept for Dec 1984. W/850114 Itr. 

MUNDERLOH, D. J. > ANDREWS, R. L. Omaha Public Power District. 84/12/31. 

DEVOUNG, R, C. Director's Office. Office of Inspection and 
Enforcement. 9pp. 28540:007. 24X Fiche: 50-285. 84/12/31. 8501230596. 


S. Reportable occurrences. LERs & related correspondence 


8501100716 LER 84-023-00: on 841118.19 8c 24. radiation monitor RM-060 
ventilation isolation signal actuated. Caused by leak of gas 
to auxiliary bldg, Leak located 8< stopped. Monitor recalibr 
Sc spray valve repaired. W/8412i8 Itr. 

RICHARD. A. W. . ANDREWS. R. L. Omaha Public Pouter District. 84/12/18. 
4pp. 28345:228. 24X Fi che: 50-285. 84/12/18. 8501 100716. 


8501080273 LER 84-024-00: on 841 126. unplanned ventilation isolation 
actuation sys actuation occurred. Caused by operator changing 
ventilation discharge duck monitor RM-061 to high 
alert/alarm setpoints during temp inversion. W/841226 Itr. 

KUSEK.L, T. . ANDREWS. R.L. Omaha Public Pouter District. 84/12/26. 
4pp, 28246:229. 24X Fi che: 50-285. 84/12/26. 8501080273. 


8501020230 PN0-I'/-84-032: on 841218. radioactive Class A dry active waste 
shipment delivered to wrong destination. State of NV 
notified. Licensee verified location of sh ipment. Reshipment 
to correct destination being arranged, 

BAER. R. E. . MURRAY. B. Region 4, Office of Director. 84/12/27. Ip. 
28143: 273. 24X Fiche: 50-285, 84/12/27. 8501020230. 


8501020381 PN0-IV-B4-033: on 841218. util released shipment of lout 
specific activity radwaste consisting of 59-65 gallon drums. 
Radioactivity detected at Barnwell. SC burial site. 

BAER. R. E. . MURRAY. B. Region 4. Office of Director. 84/12/28. Ip. 
28138: 288. 24X Fiche: 50-285. 84/12/28. 8501020381. 


8501150398 LER 84-025-00: on 841207. gaseous leak in waste gas vent 
header caused stack iodine monitor RM-060 to initiate 
ventilation isolation actuation signal. Leak located & 
stopped. W/8501 02 Itr. 

ROACH. G.L., ANDREWS. R.L, Omaha Public Power District. 85/01/02. 
4pp. 28414:357. 24X Fiche: 50-285. 85/01/02. 0501150398. 


V. Operator Examinations 


8501230155 Forwards Exam Rept 50-285/0L-85-01 of exams administered on 
841106. 

HUNTERiD. R. Region 4. Office of Director. 85/01/16. ANDREWS.R. L. 
Omaha Public Power District. 2pp. 28514:078. 24X 

Fiche: 50-285.85/01/16. 8501230155. 


—8501230162 Exam Rept 50-285/0L-85-01 of exams administered on 841106. 
Exam results: two reactor operators passed written 8c oral 
exams. 

MCCRORY, S. L. , COOLEY.R.A. Region 4. Office of Director. 85/01/03. 
53pp. 28514:080. 24X Fiche: 50-285. 85/01/16. B50I2301 55. 


8501290285 Forwards Exam Rept 50-2B5/0L-S5-02 of req.ualification exam 
administered on 641106. 

HUNTER. D.R. Region 4. Office of Director. 85/01/23. ANDREWS. R. L. 
Omaha Public Power District. 2pp. 28620:151. 24X 

Fiche: 50-285, 85/01/23. 8501290285. 


— 8501290293 Exam Rept 50-285/DL-B5-02 on 841106. Exam results: two reactor 
operators Sc five senior reactor operators passed Sc three 
senior reactor operators failed, 

MCCRORY. S. L. , COOLEY.R.A. Region 4. Office of Director. 85/01/15. 
69pp. 28620:153. 24X Fiche: 50-285. 85/01/23, 8501290285. 


8501290277 Forwards Insp Rept 50-285/84-28 on 841203-07. No violations 
or deviations noted, 

HUNTER. D.R. Region 4. Office of Director. 85/01/24. ANDREWS. R.L. 
Omaha Public Power District. 2pp. 28620:001, 24X 

Fiche: 50-285. 85/01/24. 8501290277. 


— 8501290299 Insp Rept 50-285/84-28 on 841203-07. No violation or 
deviation noted. Major areas inspected; chemistry/ 
radiochemistry program. including staff organ! xation. staff 
Hualifications. training program, facilities Sc eqLuipment, 

NICHOLAS. J. B. . WISE. R, . MURRAY. B, Region 4. Office of Director. 
85/01/23. 25pp. 286;K):003, 24X Flc^e: 50^285. 89/Ql/a^+ ®?<51590277. 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F, Security, medical, emergency & fire protection plans 


8501220372 Further response to 830628 FOIA request for all 1982 SECY 
papers. Forwards SEC Y-B2-393. SECY-82-461 S* SECY-S2-490. 

Documents also available in PDR. Info partially withheld 
(ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/06/07. WEISS. E. R. 
Union of Concerned Scientists. 2pp. 28520:001. 24X 

Fiche: 50-247. 84/06/07. 8501220372. 


— 8501220378 Discusses 821126 director's decision denying UCS request to 
suspend facility operations due to emergency planning 
preparedness deficiencies. Info partially withheld. 

MALSCH. M. O. Office of the General Counsel. SECY-82-490. 

82/12/14. Ip. 28520:030. 24X Fiche: 50-286, 84/06/07. 8501220372. 


8501030068 Forwards Safeguards Insp Rept 50-286/84-24 on 841015-19. No 
violation noted. 

MARTIN. T.T. Division of Engineering & Technical Programs. 84/12/27. 

BRONS. J. C. Power Authority of the State of New York. 2pp. 

2B163: 068. 24X Fiche: 50-286. 84/12/27. 8501030068. 


—8501030072 Safeguards Insp Rept 50-286/84-24 on 841015-19. No 
noncompliance noted. Major areas inspec ted : security plan & 
implementation procedures, mg t effectiveness & security 
organ! zation. Portions deleted (ref 10CFR73. 21). 

MADDEN.W. . KEIMIG.R. R. Region 1. Office of Director. 84/12/06, 
7pp. 28163:070. 24X Fi che: 50-286. 84/12/27. 8501030068. 


85011(X)806 Forwards minutes of 841119 meeting at plant site re detailed 
control room design review. Methodology will result in design 
review which will satisfy requirements of Suppl 1 to 
NUREG-0737. 

VARGA. S. A. Operating Reactors Branch 1. 85/01/02. MCNEILL. C. . 

Power Authority of the State of New York. 42pp. 28355: 197. 24X 

Fiche; 50-286. 85/01/02. 8501100806. 


8501180390 Revised emergency plan implementing procedures. including 
Rev 6 to IP-1040 re habitability of emergency facilities Ik 
Rev 11 to IP-1070 re periodic check of emergency 
preparedness equipment. W/undated Itr. 

RYAN. T. Power Authority of the State of New York. 85/01/02. 42pp. 

28451: 148, 24X Fiche: 50-286. 85/01/02. 8501180390. 


8501150341 Forwards payment for review of 840816 "App R Fire Protection 
Program." 841026 "Capsule Y Matl Surveillance" Sc 841108 
Itr re mid-cycle steam generator insp. per 10CFR17Q. Fee paid. 

MCNEILL. C. A, Power Authority of the State of New York. 85/01/08, 
DIGGS.R. M. License Fee Management Branch. 2pp. 28379:001. 24X 

Fiche; 50-286, 85/01/08. 8501150341. 


6501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13Spp. 67718:161. 24X 

Fiche; 50-000. 85/01/09. 8501100621. 


G. Adjudicatory correspondence 


8501280367 Further response to B3062B FDIA request for all SECY papers 
issued in 1982. Forwards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOIA Exemption 
5). 

FELTON. J.M. Division of Rules and Records. 84/06/13. WEISS. E. R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche; 50-247. 84/06/13. 8501280367. 


— 8501280486 Commission paper re order responding to A8LB 820809 
questions. Draft order end. Info partially withheld. 

BICKWIT.L. Office of the General Counsel. SECY-82-337. 82/08/13. 

Commissioners. 6pp. 28636:312. 24X Fiche: 50-000. 84/06/13. 

8501260367. 


J. Insurance indemnity Information 


8501080343 Forwards Endorsemertt 81 to NELIA Policy NP-208. Endorsement 
70 to MAELU Policy MF-77 tt Endorsement 5 to NELIA 
Certificates N-7 t< N-47 MAELU Certificates M-7 St M-47. 

* Marsh Sc McLennan. Inc. 84/12/21. SALTZMAN, J. Assistant Director 
for State S( Licensee Relations. 7pp. 28233:163. 24X 

Fiche: 50-000. 84/12/21. 8501080343. 
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0. Advisory Committee on Reactor Safeguards reports 8e correspondence 


8501160444 Comments on ACRS Subcommittee on Class 9 Accidents 840723 
meeting. MARCH 2.0 program utilized outside range of 
applicability. 

CORRADINI^M. ACRS - Advisory Committee on Reactor Safeguards. 
84/07/31. KERRiW. Michigan, Univ. of, Ann Arbor, MI. 4pp. 
28444:360. 24X Fiche; 50-286, 84/07/31, 8501 160464. 


P. Operating license stage documents Se correspondence 


8209230166 Foruiards draft, "Ltr Rept on Revieut of Evaluation of Indian 
Point Probabilistic Safety Study. “ 

HICKMAN, J.W. Sandia National Laboratories, 82/08/25. ISRAEL, S. 
Reliability & Risk Assessment Branch. Ip. 28484:001. 24X 
Fiche: 50-247, 82/08/25, 8209230166. 


— 8209230169 "Ltr Rept on Review of Evaluation of Indian Point 
Probabilistic Safety Study, " draft rept. 

a Sandia National Laboratories. 82/08/25. Reliability & Risk 
Assessment Branch. 438pp. 28484:002. 24X Fiche; 50-247, 82/08/25, 
8209230166. 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A & App B, 

Documents available in PER. 

FELTON. J.M. Division of Rules and Records. FIN A-3726. 84/08/09. 
SHOLLY.S.C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8110230021 Comments on plan for review of facility probabilistic safety 
study, Div of Sys Integration wishes to cover areas 
paralleling subj matter of NUREO-0850. 

MATTSON, R.J. Division of Systems Integration (pre 811005). 

81/10/09. MURLEY, T, Division of Safety Technology. 3pp. 

28667: 321. 24X Fiche: 50-000. 84/08/09. 8501300158. 


—8201050386 Describes schedule, interdiv & interofc interfaces, manpower 
needs tt general approach for Zion probabilistic risk 
assessment review, Indian Point hearing Sc Zion/Indian Point 
final rept. 

MEYER, J.F. Reactor Systems Branch. 81/12/15. 8PEI8, T. P. 

Assistant Director for Reactor Safety. 3pp, 28668: 147. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8201300026 Responds to 811209 request for review of LASL 8( Sandia Lab 
analyses re containment structure failure pressures. Repts 
end. 

SCHAUER.F. P. Structural Engineering Branch. 82/01/11. MAZETIS, 0. 

Reactor Systems Branch. 10pp. 28666: 180. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8312220066 Forwards draft NRR comments comments from parties to 
Indian Point special inquiry on board recommendation, finding 
conclusion re shutdown order it emergency preparedness. 

R0W80ME,P. H. Assistant Director for Technology Review. 83/12/14. 
MOORE, J, Office of the Executive Legal Director. lOOpp, 
28670:352. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300512 Submits assessment of licensee participation in severe 
accident mitigation feature of Zion/Indian Point study, per 
technology exchange meetings held to date. Related info end. 
EISENHUT, D. 0. Division of Licensing. 80/05/28. PEOPLES, D. L. 
Commonwealth Edison Co. 10pp. 28665:342. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8501300594 Updates review of probabilistic safety study. Damage state 
frequencies, containment matrix it site matrices used to 
generate point estimetes for internal it internal plus 
external events cncl. 

PRATT,!*. T. Bropkhaven Netional Lahore tory. FIN A-3712. 83/06/07. 

MEYER, J, F. Reactor Systems Branch. 65pp. 28668:051. 24X 

Fiche: 50^000, 84/08/09, 8501300158. 


—8501300605' Forwards summary of contents from NUREO-0850 it 
orgenizational cherts for facility hearings Sc review of 
probebilistic safety study, Review of safety study will be 
compared W/NURE0-085Q. 

MATTSCJM, R. J. Division of Systems Integration <post 811005). 
81/10/09. MURELY, T. Division of Safety Technology. 4pp, 
28668: 150. 24X Fiche: 50-000, 84/08/09, 8501300158. 


—8501300628 "Severe Accident Progression Analysis Radionuclide Release 
Ass{iss;mentii. Consequence Analysis Sc Risk Assessment Summary, " 
quarterly progress repts for 821215-830315. 

PRATT, (il. t. Brobkhaven National Laboratory. FIN A-3712. 83/03/31. 

MEYER, Reactor Systems Branch. 22pp. 28660:010. 24X 

Fie h?a; 84/08/09, 85013001 58. 


— 8501300632 Forwards BNL draft review re probabilistic study, sati sfy ing 
milestone for Task I. a per SER 189 re core-melt accidents. 

Rept does not include UCLA, Purdue or ASA reviews. 

PRATT, W.T. Brookhaven National Laboratory. 82/07/21. MEYER, J. F. 
Reactor Systems Branch. 73pp. 28668: 159. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


8501300647 Forwards tables for continuing review of Zion probabilistic 
safety study. Submits summary of tables satisfying fourth 
milestone for Task 1.9, per SER 189 re estimated core-melt 
accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 82/03/15. 

MEYER, J. F. Reactor Systems Branch. 21pp. 28667:195. 24X 

Fiche; 50-000, 84/08/09. 8501300158. 


— 8501300667 Forwards draft NUREO/CR-3300, "Review Sc Evaluation of Zion 
Probabilistic Safety Study, Yol 1 , Containment Sc Site 
Consequence Analysis. " Rept satisfies Milestone IV, B. 2 per 
SER 189 re core melt accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. S3/07/1S. 

MEYER, J.F. Reactor Systems Branch. 600pp, 28670:003. 24X 

Fiche: 50-000, 84/08/09. 8501300158, 


-8501300672 Forwards PRA review schedule, rough chart depicting 
various interfaces for review Sc listed issues on sys 
analysis re disciplines in NRR. 

THADANI.A. C. Reliability it Risk Assessment Branch. 82/04/26. 

HANAUER, 3. H. Division of Safety Technology. 4pp. 28667:293. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


8501040152 Forwards SERs addressing addl containment venting Sc purging. 
Facility purge sys design satisfies all but two areas of 
SRP requirements, branch technical positions Sc NUREO-0737 
requirements. Response due in 60 days. 

VAROA, S. A. Operating Reactors Branch 1. 84/12/17. MCNEILL, C. A. 

Power Authority of the State of New York. 6pp. 28212:162. 24X 

Fiche: 50-286, 84/12/17, 8501040152. 


— 8501040154 Safety evaluation addressing addl containment venting Sc 
purg ing. Comp letion of mods committed to by licensee will 
bring design into conformance w/five of six NRC criteria. 

# NRC - No Detailed Affiliation Given. 84/12/17. 5pp. 

28212; 168. 24X Fiche: 50-286, 84/12/17, 8501040152. 


— 8501040162 Safety evaluation on util demonstration of containment purge 
Sc vent valve operability (Multi-Plant Action B-24). 
e NRC - No Detailed Affiliation Given, 84/12/17. 3pp. 

28212: 173. 24X Fiche: 50-286,84/12/17, 0501040152. 


'8501040164 Safety evaluation re override of containment purge isolation 
Sc other E8F actuation signals. 

* NRC - No Detailed Affiliation Given. 84/12/17. 3pp. 

28212: 170. 24X Fiche: 50-286, 84/12/17, 8501040152. 


6501020217 Forwards results of eddy current testing of steam generator 
tubes during mid-cycle outage, per Tech Spec 4, 9. C. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/27. 
VAROA, S. A. Operating Reactors Branch 1. 133pp. 28142:048. 24X 
Fiche: 50-286, 84/12/27, 8501020217. 


B501020219 Requests exemption from scheduler requirements of 10CFR50. 49 
re equipment qualif ication program. Util will not be able to 
comply w/requirements by 850331. Justification end. Fee paid. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/27. 
VARGA, S. A. Operating Reactors Branch 1, 7pp, 28141:298, 24X 

Fiche: 50-286, 84/12/27, 8501020219. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear power Plants. " Sve list end. 
EI8ENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co, of New York, Xnc. iSpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501040119 Forwards info ra environ qualif ication program in response 
to NRC 840007 request. Info includes specific equipment 
deficiencies list, master list of electrical equipment Sc 
environ paraisetars. 

MCNEILL., C. A. Power Authqfit^y bf the State of New York, 84/12>27, 
VARGA, 8, A. Operating Rfactbrt jBrarjch 1, 61pp, 26184:028. 24X 

Fiche: 50-286, 84/12/27, 8501040119. 


— B5010401SS "Auxiliary Feed Pump Room Analysi| of Conditions Resulting 
From 4-Inch Staem Supply Pipe to Auxiliary Feed Pump 
Turbine Indian Point 3. " 

IEPSON,K. , MURPHY, J. A. Sooth Pa6.t^m^S. ' 
84/06/30. 6Xpp. 28184: 090, 24X Fich e: 50-286, 84/12/27, 8501040119. 
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— 8501040127 "Failure Analysis of Insulated Sheet Metal Siding Following 
MSLB in Steam 8e Feedline Penetration Area* Indian Point Unit 
3. " 

lEPSON, K. U. / MURPHY, U. A. Southern California Edison Co. 

P801‘-04-l. 84/06/30. 55pp. 28184:151. 24X Fiche: 50-286. 

84/ 1 2/27, 850 104011 9. 


8501020273 Provides addl info on Generic Ltr 83-28, Item 4.2 re reactor 
trip sys reliabil i ty, in response to NRC 841116 request. 

Measurement of trip force using Westinghouse procedures 
being reevaluated. Maint program acceptable. 

MCNEILL, C. A. Power Authority of the State of New York. 84/12/28. 
VARGA, S, A. Operating Reactors Branch 1. 3pp. 28142:009. 24X 

Fiche: 50-286, 84/12/28, 8501020273. 


8501090106 Forwards corrected Table 3. 3-1 to radiological ETS 
incorporated into License DPR-64 by Amend 51 on 841207. 

Corrected table reflects corresponding table in NUREG-0472, 

"Std Radiological ETS for PWRs. " 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/04. 
VARGA, S. A. Operating Reactors Branch 1. 3pp. 28255:066. 24X 

Fiche: 50-286, 85/01/04, 8501090106. 


8501140143 Notification of 850115 meeting w/utll in Bethesda. MD to 
discuss questions re asymmetric loads submitted via 841217 
ltr. Portions of meeting will be proprietary. 

NEIGHBORS, J. D. Operating Reactors Branch 1. 85/01/08. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 28378:297. 24X 

Fiche: 50-286, 85/01/08, 8501140143. 


8501280552 Forwards errata to Amend 51 to License DPR-64, correcting 
typo in Tech Spec Table 3.3-1. 

VARGA. S. A. Operating Reactors Branch 1. 85/01/14. MCNEILL, C. A. 
Power Authority of the State of New York. 2pp. 28639:072. 24X 
Fiche: 50-286, 85/01/14, 8501280552. 


— 8501280556 Errata to Amend 51 to License DPR-64, correcting typo in Tech 
Spec Table 3.3-1, "Radioactive Liquid Waste Sampling & 

Analysis Program. “ 

« Operating Reactors Branch 1. 85/01/14. Ip. 28639:074. 24X 

Fiche: 50-286, 85/01/14, 8501280552. 


8501220287 Forwards info requested in SA Varga 841126 ltr re 
potential for & consequences of inadvertent isolation of 
480-volt bus during monthly surveillance testing of 480-volt 
loss of voltage relays. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/15. 
VARGA, S. A. Operating Reactors Branch 1. 7pp. 28494:174. 24X 

Fiche: 50-286, 85/01/15, 8501220287. 


8501250334 Forwards application for amend to License DPR-64, revising 
Tech Spec Section 4. 9 to allow steam generator tubes to have 
plugging limit of 637. degradation due to pitting between 
tubesheet & second support plate. Fee paid. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/17. 
VARGA, S. A. Operating Reactors Branch 1. 2pp. 28548:303. 24X 

Fiche; 50-286, 85/01/17, 8501250334. 


— 8501250357 Application for amend to License DPR-64, revising Tech Spec 
Section 4. 9 to allow steam generator tubes to have plugging 
limit of 63% degradation due to pitting between tubesheet !< 
second plate of cold leg side. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/17, 
Ip. 28548:305. 24X Fiche: 50-286, 85/01/17, 8501250334. 


— 8501250361 Proposed Tech Spec changes re steam generator tube plugging 
limit. 

e Power Authority of the State of New York. 85/01/17. 7pp. 

28548; 306, 24X Fiche: 50-286, 85/01/17, B501250334. 


8501290312 Forwards plant-specific design info required for 
Westinghouse plants, incorporating automatic shunt trip mod 
<ASTM} & rev to 831107 plant-specific electrical design 
schematic for A9TM, per Generic Ltr 83-28 & 841127 telcon, 

MCNEILL, C. A, Power Authority of the State of New York. 65/01/23. 
VARGA, 8. A. Opereting Reactors Branch 1. 14pp. 28621:009. 24X 

Fiche: 50-286, 85/01/23, 8501290312. 


Q. Inspection rfports, 11^ Bulletins & correspondence 


84112901!^ ForwWs Insp Rept 50-286/84-23 on 841002-05. No violations 
■ ohseTyeii. 

MARTIN, T, T. Bivision of Engineering 8, Technical Programs. 84/11/08. 

BRONS, J. C. Power Authority of the State of New York. 2pp, 

27721: 133. 24X Fiche: 50-286, 84/11/08, 8411290159. 


— 8411290168 Insp Rept 50-286/84-23 on 841002-05. No violation 
identified. Major areas inspected; radiation protection 
program, including exposure control, training, rasp iratory 
protection, surveys, posting, labeling & procedures. 

CLEMdNS,P. . SHANBAKY.M. Region 1. Office of Director. 84/11/07, 
Spp, 27721:135. 24X Fiche; 50-286, 84/11/08, 8411290159. 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501030068 Forwards Safeguards Insp Rept 50-286/84-24 on 841015-19. No 
violation noted. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/12/27. 

BRONS, J.C. Power Authority of the State of New York. 2pp. 

28163: 068. 24X Fiche: 50-286, 84/12/27, 8501030068. 


— 8501030072 Safeguards Insp Rept 50-286/84-24 on 841015-19. No 
noncompliance noted. Major areas inspected: security plan Sc 
implementation procedures, mgt effectiveness & security 
organization. Portions deleted (ref 10CFR73. 21). 

MADDEN.W. , KEIMIG,R. R. Region 1. Office of Director. 84/12/06. 
7pp. 28163:070. 24X Fiche: 50-286, 84/12/27, 8501030068. 


8501230146 Updates response to open items identified in Insp Rept 
50-286/84-10. Corrective actions: mods resulting from 
evaluation of sample collection sys will be completed during 
Cycle 4/5 refueling outage. 

BRONS, J.C. Power Authority of the State of New York. 85/01/02. 
MARTIN, T. T. Region 1, Office of Director. 4pp. 28514:069. 24X 

Fiche: 50-286, 85/01/02, 8501230146. 


8501150341 Forwards payment for review of 840816 "App R Fire Protection 
Program," 841026 "Capsule Y Matl Survei 1 lance" Sc 841108 
ltr re mid-cycle steam generator insp, per 10CFR170. Fee paid. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/08. 
DIGGS, R. M. License Fee Management Branch. 2pp. 28379:001. 24X 

Fiche: 50-286, 85/01/08. 8501150341. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. ” Sve list end. 

GRACE, J.N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501240027 Forwards Insp Rept 50-286/84-28 on 841116-1215 Sc notice of 
violation. 

COLLINS, S.J. Region 1, Office of Director. 85/01/10. BRONS, J. C. 
Power Authority of the State of New York. 2pp. 28541:311. 24X 

Fiche: 50-286, 85/01/10, 8501240027. 


— 8501240031 Notice of violation from insp on 841116-1215. 

* Region 1, Office of Director. 85/01/10. Ip. 28541:313, 24X 

Fiche: 50-286, 85/01/10, 8501240027. 


■B501240037 Insp Rept 50-286/84-28 on 841 1 16-1215. Violation noted: safety 
injection sys flow diagram Drawing 9321-F-27503, Rev 12, not 
revised to reflect mod to safety injection sys piping. 

ROSSBACHc L. W. , KOLTAY, P. S. , NDRRHOLM, L. Region 1, Office of 
Director. 85/01/09. 9pp. 28541:314. 24X Fiche: 50-286, 85/01/10, 

8501240027. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501310493 Forwards Exam Rept 50-2S6/0L-84-21 of exam administered on 
840403. 

COLLINS, S.J. Region 1, Office of Director. 85/01/17. BRONS, J. C. 
Power Authority of the State of New York. 2pp. 28665: 138. 24X 

Fiche: 50-286, 85/01/17, 8501310493. 


—8501310496 Exam Rept 50-286/0L-84-21 on 840403. Exam results: one 
candidate passed tc issued reactor operator license. 

WHITAKER,L. , KELLY, R. M. Region 1, Office of Director. 85/01/15. 
4pp. 28685:140. 24X Fiche: 50-286, 85/01/17, 8501310493. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Sve list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 
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890123023^ IE Info Notice 85~006< "Contamination of Breathing Air 
Sgs. " Svc list end. 

JORDAN/ E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23, S50123023&. 


8501250352 lE Info Notice 85-007. "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE. J. N. Division of OA. Safeguards 8< Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports 8c related correspondence 


8501240531 Monthly operating rept for Dec 1984. U/850115 Itr. 

KELLY. L. . BRONS. J. C. Power Authority of the State of New York. 
84/12/31. Spp. 28553:332. 24X Fiche: 50-286. 84/12/31. 8501240531. 


T. Hearing transcripts on non-anti trust matters 


8501170021 Summary of testimony 8c testimony of NJ Palladino on 821001 
before Subcommittee on Energy Conservation 8c Power 8c House 
Committee on Energy 8c Commerce re reactor safety. Pp 1-26. 

PALLADINO. N. Commissioners. 82/10/01. 33pp. 28462:274, 24X 

Fiche: 50-003.82/10/01. 8501170021. 


8501170078 Summary of testimony 8c testimony of TM Roberts on 621001 
before Subcommittee on Energy Conservation 8c Power 8c House 
Committee on Energy 8c Commerce re Commission 820727 order 
concerning rules governing special proceedings. 

ROBERTS.?. M. Commissioners. 82/10/01. 12pp. 28445:331. 24X 

Fiche: 50-003. 82/10/01. 8501170078. 


8501170257 Summary of testimony 8c testimony of JK Asselstine on 821001 
before Subcommittee on Energy Conservation 8c Power 8c House 
Committee on Energy 8c Commerce re Commission orders imposing 
new requirements on public participation in proceedings. 

ASSELSTINE. J. K. Commissioners. 82/10/01. 22pp. 28464:188. 24X 

Fiche: 50-003. 82/10/01. 8501170257. 


8501170275 Summary of testimony 8< testimony of V Gilinsky on 821001 
before Subcommittee on Energy Conservation 8c Power 8c House 
Committee on Energy 8c Commerce re acceptable risk of 
operation of facility surrounded by large population. 

GILINSKY. V). Commissioners. 82/10/01. 9pp. 28464:221. 24X 

Fiche: 50-003. 82/10/01. 8501170275. 


8501180425 Summary of testimony 8c testimony of JF Ahearne on 821001 
before Subcommittee on Energy Conservation 8c Power 8( House 
Committee on Energy 8( Commerce re procedures employed by 
Commission 8c ASLB i safety investigation issues. 

AHEARNE. J.F. Commissioners. 82/10/01. 43pp. 28485:302. 24X 

Fiche; 50-003.82/10/01. 8501180425. 


V. Operator Examinations 


8501310493 Forwards Exam Rept 50-286/0L-84-21 of exam administered on 
840403. 

COLLINS. S.J. Region 1, Office of Director. 85/01/17. BRONS. J. C. 
Power Authority of the State of New York. 2pp. 28685:138. 24X 

Fiche: 50-286. 85/01/17. 8501310493. 


— 8501310496 Exam Rept 50-2B6/0L-84-21 on 840403. Exam results: one 
candidate passed 8c issued reactor operator license. 

WHITAKER, L.. KELLY.R.M. Region 1. Office of Director. 85/01/15. 
4pp. 28685:140. 24X Fiche: 50-286. 85/01/17. 8501310493. 


DOCKET 50-287 OCONEE NUCLEAR STATION. UNIT 3 


F. Security, medical, emergency 8. fire protection plans 


8501040034 Forwards agenda for Jan 1985 meeting to discuss addl info re 
NUREO-0737. Item III.D, 3. 4. ''Control Room Habitability 
Requirements. " Onsite meeting location suggested. 

STOLZ. J. F. Operating Reactors Branch 4. 84/12/26. TUCKER. H. B. 

Duke Power Co. 3pp. 28207:357. 24X Fiche; 50-269. 84/12/26. 

8501040034. 


8501100647 Forwards exemption fnom 10CFR50. App R requirements re 
emergency lighting, per 831024 Sc OBOB Itrs. 

NICOLARAS.H. Operating Reactors Branch 4. 84/12/27. TUCKER. H. B. 

Duke Power Co. 2pp. 28356:112. 24X Fi che; 50-269. 84/12/27. 

8501100647. 


■8501100654 Exemption from 10CFR50. App R requirements re emergency 
lighting w/8 h battery power supply for safe shutdown. 

EISENHUT. D. G. Division of Licensing. 84/12/27. Duke Power Co. 
4pp. 28356:116. 24X Fiche: 50-269, 84/ 12/27, 8501100647, 


8501180369 Forwards Rev 12 to facility security p Ian. ref lecting recent 
changes in corporate 8t station organiiat ions, additions to 
glossary of terms 8c editorial changes. Rev withheld 
(ref 10CFR73. 21) 

TUCKER, H.B. Duke Power Co. 85/01/08. O'REILLY, J. P. Region 2, 
Office of Director, 2pp. 28454:147. 24X Fic he: 50-269. 85/01/08, 

8501180369. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8t all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end, 

EISENHUT. D. 6. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501290755 Notification of 850212-13 meetings w/util in Seneca. SC to 
discuss NUREO-0737. Item III. D. 3. 4 re control room 
habitability. 

NICOLARAS.H. Operating Reactors Branch 4. 85/01/22. STOLZ. J. F, 

Operating Reactors Branch 4. 2pp. 28644:311. 24X 

Fiche: 50-269. 85/01/22, 8501290755. 


P. Operating license stage documents 8{ correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M, Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information St Resource Service. Spp. 28525:241. 24X 

Fiche: 50-000. 84/06/21. 8501230111. 


— 8501230462 Discusses concurrence of proposed NSHC finding for spent 
fuel pool capacity expansion. Correct analysis required for 
questions raised re reracking amends involving significant 
hazards considerations. 

GRAY. J. R. Office of the Executive Legal Director. 84/06/21. 
SUERMANN. J. NRC - No Detailed Affiliation Given. Ip. 28525:303. 
24X Fiche: 50-000,84/06/21.8501230111. 


— 8501230469 Comments on proposed notice for amend re senior reactor 
operators. Basis for NSHC determination should be clarified. 

GRAY. J. R. Office of the Executive Legal Director. 83/09/13. 
CLARK.R, NRC - No Detailed Affiliation Given. Bpp. 28525:307. 
24X Fiche: 50-000. 84/06/21. 8501230111. 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldotin. per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201. 

HOSLER. A. G. Babcock St Wilcox Operating Plants Owners Group. 

84/12/14. KADAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143:266. 24X Fiche: 50-000, 84/12/14. 8501020238. 


8501040079 Forwards request for addl info re 840626 application to 
amend Tech Specs for working hour limits. Response due within 
30 days. 

STOLZ. J.F. Operating Reactors Branch 4. 84/12/26. TUCKER, H.B. 

Duke Power Co. Spp. 28209:258. 24X Fi che: 50-269, 84/12/26, 

8501040079. 


8501180534 Forwards status Sc technical evaluation repts on Multi-Plant 
Action C-14 re seismic qualification of auxiliary feedwater 
sys. Response committing to resolve stated open items or 
appealing for modified position requested within 60 days. 

STOLZ. J.F. Operating Reactors Branch 4. 84/12/26. TUCKER. H.B. 

Duke Power Co. 11pp. 28475:346. 24X Fiche: 50-269, 84/12/26. 

8501180534. 


— 8501180535 "Seismic Qualification of Auxiliary Feedwater Sys." 
technical evaluation rept. 

* Lawrence Livermore National Laboratory. 82/08/27, NRC - No 
Detailed Affiliation Given. 7pp. 28475:357. 24X 

Fiche; 50-269. 84/12/26. 8501180534. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 
applicants for OL re certif ication of compliance to 
10CFR50. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. G. Division of Licensing. 04/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


— 850110Q6»5D Forwards e)c«isp%i0n from 10CFR50. App R requirements. 

* Operating Reactors BTanch 84/12/28. Docketing St Services 
Branch. 2pp. 28356: 1|4. 24X Fiche; 50-269. 84/12/27. 8501100647. 
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S501210128 Submits requirements of Region II mobile lab< in response to 
util 841130 request. Onsite parking area for vehicle should 
be located in protected area & free of obstruction. 

Electrical supply should be free of outside interference. 

OLSHINSKI^ J. A. Region 2i Office of Director. 84/12/28. TUCKERi H. B. 

Duke Power Co. Ip. 28500:334. 24X Fi che: 50-269> S4/12/28i 

8501210128. 


8501070184 Informs that review of vendor engineering recommendations 
to ensure that appropriate test guidance incorporated into 
station procedures for reactor trip breaker sys components 
will be completed for facilities by 850331. 

TUCKER.H.B. Duke Power Co. 84/12/31, EISENHUT. D. G. Division of 
Licensing. 2pp. 28204:344. 24X Fiche; 50-000, 84/12/31. 8501070184. 


0. Inspection reports. IE Bulletins & correspondence 


8501300269 FOIA request for copies of 11 specific documents, inc luding 
ROs. LERs. insp repts Sc INPO repts. 

WILLIAMS. 0. G. JRA Associates. 84/06/15. FELTON. J. M. Division of 
Rules and Records. 2pp. 28684:037. 24X Fiche: 50-000. 84/06/15. 

8501300269. 


8501210248 Forwards Insp Repts 50-269/84-29.50-270/84-28 Sc 50-287/84-31 
on 841011-1117. No violation or deviation noted. 

BROWNLEE. V. L. Region 2. Office of Director. 84/12/12. TUCKER.H.B. 
Duke Power Co. 2pp. 28607:249. 24X Fi che; 50-269. 84/12/12. 

8501210248. 


—8501210256 Insp Repts 50-269/84-29.50-270/84-28 Sc 50-287/84-31 on 
841011-1117. No violation or deviation noted. Major areas 
inspected; operations, surveillance, maint Sc refueling. 

BRYANT. J.. SASSER. K.. DANCE. H. €. Region 2. Office of Director. 
84/12/12. Spp. 28607:251. 24X Fiche: 50-269. 84/12/12. 8501210248. 


8501210123 Confirms 841128 telcon between NA Rutherford Sc HC Dance 
re 850108 mgt meeting w/util in Charlotte. NC to review 
results of SALP program. Proposed agenda end. 

O 'REILLY. U. P. Region 2, Office of Director. 84/12/18. TUCKER.H.B. 
Duke Power Co. Spp. 28501:116. 24X Fiche; 50-000. 84/12/18. 

8501210123. 


8412190503 lE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


S501080116 Forwards fee as specified by 10CFR170, 170. 12 Sc 170.21 for 
840925 inscrvice insp plan for second 10-yr interval. in 
response to 841212 Itr. Fee paid. 

SIMMONS. J.W, Duke Power Co. 85/01/03. DIGGS. R. M. Office of 
Administration. Ip. 28233:220. 24X Fiche: 50-000, 85/01/03. 

8501080116. 


8501140218 Discusses resolution of all items re IE Bulletin 80-11. 
Confirmatory test program will be conducted to resolve 
remaining item re arching action methodology. First panel 
testing projected to begin wk of 850225. SER requested. 

TUCKER.H.B. Duke Power Co. 85/01/07. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director, STOLZ. J. F. Operating Reactors 
Branch 4. 2pp. 28361:125. 24X Fiche: 50-269, 85/01/07. 8501 140218. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness <c Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation *i Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ®e Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp, 285:37:193. 24X Fiche; 50-000. 85/01/11. 8501080502. 


6501100655 JE Info Notice 85-003. “Separetlon of Primary Reactor 
Coolant Pump Shaft & Impfller, " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. I03py. 28490: 224. ;24X Fiche; 50-000. 85/01/15. 8501100655, 


8501160196 IE Info: Notice 81^004. "inacieay ate Mgt of Security Response 
Drills. " Svc ■ list' ■■end. ' 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp, 28613:169. 24X Fich e: 50-000. 05/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. “Pipe Whip Restraints.” Svc list 
end. 

JORDAN.E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229, 


8501230236 IE Info Notice 85-006. “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of OA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


R. Periodic operating reports 8c related correspondence 


8501220047 Monthly operating repts for Dec 1984. W/SSOl 15 Itr. 
REAVIS. J. A. . TUCKER.H.B. Duke Power Co. 84/12/31. 17pp. 

28507; 202. 24X Fiche: 50-269. 84/12/31. 8501220047. 


S. Reportable occurrences. LERs & related correspondence 


8501140053 Special rept: on 841109. many fire barriers did not meet 
surveillance insp acceptance criteria 8c declared inoperable. 
Caused by const/instal lation deficiency, component failure/ 
malfunction 8c some unknown causes. Firestops repaired. 

TUCKER.H.B. Duke Power Co. 84/12/14. O'REILLY. J. P. Region 2. 
Office of Director. 3pp. 28378:018. 24X Fiche: 50-269. 84/12/14. 

8501140053. 


V. Operator Examinations 


8501280153 Submits addl info re upgraded shift technical advisor (STA) 
program. in response to NRC 840621 request. STA implementation 
scheduled for 850901. Revised Tech Specs reflecting new STA 
program will be submitted by 850701. 

TUCKER.H.B. Duke Power Co. 85/01/18. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. STOLZ. J. F. Operating Reactors 
Branch 4. 2pp. 28569:301. 24X Fiche: 50-269, 85/01/18. 8501280153. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT I 


F. Security, medical, emergency tc fire protection plans 


8501170007 Forwards acceptance review of upgraded emergency plan 
required to complete review. 

PAGAND. F. G. NRC - No Detailed Affiliation Given. 79/11/26. 
SILVER/H. NRC - No Detailed Affiliation Given. 4pp. 28460:169. 
24X Fiche: 50-289. 79/ 1 1 /26, 850 1 1 70007. 


8501170024 Forwards safety evaluation of review of emergency plan to 
comply w/790809 restart order. SSER needed to address generic 
emergency planning issues under review for upgrading. 

PAOANO. F. G. NRC - No Detailed Affiliation Given. 79/12/11. 
SILVER. H. NRC - No Detailed Affiliation Given. 10pp. 28462:264. 

24X Fiche: 50-289. 79/12/11, 8501170024, 


8007020634 Forwards advance comments on TMI emergency plan. Rev 2. 
June 1980. Pla.n poorly written. Onsi te station organization 
needs clarification. 

SMITH. M. Battellt Memorial Institute. Pacific Northwest 
Laboratories. 80/06/24. ROE. J, TMI Program Office. 33pp. 
28439:280. 24X Fiche; 50-289. 80/06/24. 8007020634. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend” to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information Sc Resource Service. Spp. 26525:241. 24X 

Fiche: 50-000. 84/06/21, 8501230111. 


— 8501230317 Objects to issuance of proposed notice for fire protection 
emends for TMI-1. Proof that elimination of requirement of 
deluge sys operability when Halon sys inoperable will ^ot 
increase probability of accident must be given. 

GRAY. J. R. Office of the Executive Legal Director. 84/03/15. 
SILVER. H. NRC - No Detailed Affiliation Given. 2pp. 20525:284, 
24X Fiche: 50-000.84/06/21.8501230111, 
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8901240042 Partial response to FOIA request for all documents between 
Congress St NRC re schedule for TMI-1 restart proceeding# 
for period S31201-S40502. Documents listed in app forwarded. 
Documents also available in PDR. Review continuing. 

FELTON# J.M. Division of Rules and Records. 84/06/29. WEISS# E. R. 
Union of Concerned Scientists. 2pp. 28556:248. 24X 

Fiche: 50-289# 84/06/29# 8501240042. 


— 8501240395 Forwards ASLAB 840402 memorandum St order dismissing Aamodt 
motion challenging aspects of emergency planning in 
Commission TMI-1 restart proceeding# per 840327 Itr. 

KAMMERER»C. Office of Congressional Affairs. 84/04/12. 

GOODLINO#B. House of Rep. Ip. 28556:282. 24X 

Fiche: 50-289, 84/06/29# 8501240042. 


8501020389 Advises that submittal of Rev 1 to 830406 application to 
amend License DPR-50 re ventilation sys exhaust flow should 
include significant hazards considerations analysis per 
10CFR50. 91. 

STOLZ#J, F. Operating Reactors Branch 4. 84/12/13. HUKILL# H. D. 

General Public Utilities - CPU Service Corp. 5pp. 28169:315. 24X 

Fiche: 50-289# 84/12/13# 8501020389. 


8501240171 Temporary Change Notice 1-85-0002 to Rev 13 to Emergency 
Plan Implementing Procedure 1004.2# “Emergency Direction." 

BRADY# J. A. General Public Utilities - GPU Service Corp. 84/12/21. 
4pp, 28531:216. 24X Fiche: 50-289# 84/12/21# 8501240171. 


8501140098 Forwards Insp Rept 90-289/84-34 on 841022-26 St notice of 
violation. Insp rept details & notice of violation withheld 
<ref 10CFR2, 790 St 73.21). 

MARTIN# T. T. Division of Engineering St Technical Programs. 84/12/27. 

HUKILL, H.D. General Public Utilities - GPU Service Corp, 2pp. 

28377: 266. 24X Fiche: 50-289# 84/12/27# 8501140098. 


— 8501140102 Notice of violation from insp on 841022-26. Safeguards info 
deleted <ref 10CFR2. 790 St 73.21). 

* Region 1, Office of Director. 84/12/27. Ip. 28377:268. 24X 

Fiche: 50-289# 84/12/27# 8901140098. 


— 8501140105 Insp Rept 50-289/84-34 on 841022-26. None ompli an ce noted; 
failure to demonstrate personnel ability to request offsite 
assistance. Portions deleted (ref 10CFR2. 790 St 73.21). 

DUNLAP# U. M. # KEIMZG# R. R. Region 1# Office of Director. 84/12/18. 

5pp, 28377:269. 24X Fiche: 50-289# 84/12/27# 8501140098. 


8501080340 Forwards 841130 memo confirming corrective actions for 
Lancaster County Category A deficiencies identified during 
831130 offsite radiological emergency preparedness exercise. 

KRZMH#R. W. Federal Emergency Management Agency, 85/01/02. 

JORDAN# E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 2pp. 28233:161. 24X Fiche: 50-289# 85/01/02# 

8901080340. 


8501140286 Rev 6 to Emergency Plan Implementing Procedure 1004. 34# 
“Activation of Parsippany Technical Functions Ctr. " 

BEVELAQUA# J. # NASH# B. General Public Utilities - GPU Service Corp. 
85/01/02, 7pp. 28361:308. 24X Fiche; 50-289# 89/01/02# 8501 140286. 


8501100198 Forwards FEMA rept of results of communication drill at 
facility on 840717. Drill did not remove Category A 
deficiencies in 831116 exercise. Corrective actions taken by 
Lancaster St Dauphin Counties observed on 841010-17. 

MARTIN# T.T. Region 1# Office of Director, 89/01/04. HUKILL# H.D. 
General Public Utilities - GPU Service Corp. 4pp. 28291:268. 24X 

Fiche: 50-289# 85/01/04# 8501100198. 


8501240192 Rev 12 to Procedure 1004. 1# "Emergency Action Levels" St 
Temporary Change Notice 1-84-0268 deleting Procedure 1P04. 2. 

* General Public Utilities - GPU Service Corp, 85/01/07, 26pp, 

28928: 225^ : 24X Fiche; 50-289# 85/01 /07* 85012401 52. 


8501290113 Forwards Insp Rept 50-289/84-26 on 840828-31. No violation 
noted. 

MARTIN# T.T. Region 1# Office of Director. 89/01/07. HUK^ILL# H. D. 
General Public Utilities - GPU Service Corp. 4pp. 28640:015. 24X 

Fiche: 50-289, 85/01/07# 8501290113. 


—8901290124 Insp Rept 90-289/84-26 on 840828-31. No violation noted. 
Major areas inspected: followup of emergency preparedness 
iteme from previous insp. 

TERC, N. M. . COHEN# I.# HARPSTER# T. L. Region I# Office of Director. 
84/12/21. 3pp. 28640:019. 24X Fiche: 50-289# 85/01/07, 850129011a 


8901100621 Generic Ltr 89-01 to all power reactor licensees 8c all 
appHca^tj|t. fPT power reactor licenses re Fire Protection 
Policy Cpmrnittee rept. 8Vc list end, 

EI8ENi^^%;D., G, Division of LieeTtslnil^ 85/01/09. Consolidatect 
Edison of NaW York# Inc. i38pp. 67718: 161. 24X 

FlchaipGW4)©0va5/01/09, 8501100621. . . . 


8501180167 Cancels Temporary Change Notice 1-84-0210 to Vol II of 
Emergency Plan Implementing Procedure 1004. 31, 

* General Public Utilities - GPU Service Corp. 85/01/10. Ip. 
28454:158. 24X Fiche: 50-289, 85/01/10# 8501180167. 


8501290476 Forwards 840620 memo inadvertently omitted during 
duplication of 841205 Insp Rept 50-289/84-29 re fire 
protection. 

KISTER#H.B. Region 1# Office of Director. 85/01/10. HUKILL# H. D. 
General Public Utilities - GPU Service Corp. 4pp. 28562:049. 24X 

Fiche: 50-289# 85/01/10# 8501250476. 


8501240259 Forwards list of effective Tech Spec pages in response to 
Amend 103 to License DPR-50 re confirmation of leak tight 
integrity of RCS# including steam g enerators. Results of steam 
generator hot test program forthcoming. 

NASH, B. General Public Utilities - GPU Service Corp. 85/01/16. 
NRC - No Detailed Affiliation Given. 5pp. 28926:010. 24X 

Fiche: 50-289# 85/01/16# 8501240259. 


8501240325 Forwards addl info requested in NRC 841009 ltr re SPDS. App 1 
lists SPDS parameters & discusses isolation device employed 
to buffer instrumentation from plant computer, App 2 provides 
quali f ication data for isolation device. 

HUKILL# H. D. General Public Utilities - GPU Service Corp. 85/01/16. 
STOLZ#J, F. Operating Reactors Branch 4. 18pp. 28526:093. 24X 

Fiche: 50-289# 85/01/16# 8901240325. 


— 8501240327 Rev A to "2A0-VAI Custom (ECEP 922206) Style A CS-N/SRC 
Voltage-to-Corrent Converters. " 

KAROL# G.M., WARDYOA# E. D. # ANDREWS, R. L. Fox boro Corp. Q0AAB44 RA. 

79/03/14. 20pp. 28526:111. 24X Fich e: 50-289# 85/01 /16# 8501240325. 


— 8501240334 Rev 3 to Technical Publication ESC-STD-1000# "General Specs 
for Rotary Switches Sc Auxiliary Relays for Util Applications 
Including Class iE Equipment Requirements for Nuclear Power 
Generating Stations. " 

* Electro Switch Corp. 84/09/03. 2pp. 28526:131. a4X 
Fiche: 50-289# 85/01/16# 8501240325. 


—8501240337 "Qualification Insp of Series 24 Circuit Breaker Control 
Switch to ESC-STD-1000# Rev 1." 

* Electro Switch Corp, 2392-1. 80/11/20. 3pp. 28526:133. 24X 

Fiche: 50-289# 05/01/16# 8501240325. 


6501310294 Rev 3 to Emergency Plan Implementing Procedure 1004. 24# 
"Recovery Operations. " 

BEVELAQUA# J. J. General Public Utilities - GPU Service Corp. 
85/01/17. 8pp. 28657:356. 24X Fiche: 50-289# 85/01/17# 8501310294. 


8501310415 Confirms telcon re 850205 meeting at TMl emergency 
operations facility to discuss FEMA Category A deficiencies 
8t other offsite problems. 

MARTIN# T.T. Region 1# Office of Director. 85/01/23. OIANQI# 0. 
General Public Utilities - GPU Service Corp. 4pp. 20657:049. 24X 

Fiche: 50-289# 85/01/23# 8901310415. 


0. Adjudicatory correspondence 


8501170263 Partial initial decision re procedural background 6 mgt 
issues. Served on 810827. 

JORDAN# W. a# LITTLE# L.W., SMITH# I. W. Atomic Safety and Licensing 
Board Panel. 81/08/27. 462pp. 28463:001. 24X 

Fiche: 50-289# 81/08/27# 8501170263. 


8501260367 Further response to 830628 FOIA request for all SECY papers 
issued in 1982. Forwards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOIA Exemption 
5). 

FELTON# J.M. Division of Rules and Records. 84/06/13, WEISS# E. R, 
Union of Concerned Scientists, 6pp. 28636:001. 24X 

Fiche: 50-289# 84/06/ 1 3# 8501280367. 


— 8501280443 Commission paper informinq pf ASLAB 820630 order requesting 
euthorization to hear issues sua spdntc in THl-1 restart 
proceeding. Info partially withheld. 

MAL8CH#M. G. Office of the General Counsel. SECY-82-282. 

82/07/06. Commissioners. 3pp. 28636:144. 24X 

Fiche; 50-000# 84/06/13. 8501280367. 


8501220362 Addl reeponie. to FOIA request for documents re facility 
restart proceeding. Doc uments listed on app withhold (ref 
FOIA Exemption 5). 

FELTON# J*il. Divtsip^ of Rules and Records. 84/07/02. WEISS# E.R. 
Union of Concerned Scientists. 3pp. 28519:341, 24X 

Fiche; 50^289# 84/GT/02, 8501220362. 
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8521300174 Responds to FQIA request for all documents between 4t among 
Commissioners & staff from 821201 to present re TMI Unit 1 
restart proceedings. Documents listed on app withheld <Tef 
FOIA Exemption 5>. 

FELTON, j, ft. Division of Rules and Records. 84/07/24, MEISS*E. R. 
Unjon of Concerned Scientists. 3 pp. 28675:197. 24X 

FUhe: 50-289,84/07/24, 8501300274 


— 8501110153 Requests immediate dismissal & replacement of I Smith as 
chairman of ASLB considering possible restart. I Smith should 
not represent NRC in Harrisburg, PA, due to publicity 
resulting from Itr to S Rambo expressing personal views. 

SMITH, B. Pennsylvania, Commonwealth of,. 85/01/08. ASSELSTINE, J. 

Commissioners. 2 pp. 28310: 359. 24X Fiche: 50-289, 85/01/10, 

8501110147. 


0501230447 Order denying Aamodt 840621 motion to investigate 
allegations tc defer decision on facility restart until 
issues fully resolved re releases of airborne radioactive 
matls from 79032S accident. Served on 841213. 

CHILK*S. J, Office of the Secretary of the Commission. #185 178. 
84/12/13, 60 pp. 28512, 057. 24X Fic he; 50-289, 84/12/13, 8501230447. 

S50J030127 Comments in support of leniency re indictment of JR Floyd 
Served on 850102. ^ 

SMITH, I. Id. Affiliation htet Assigned. #185 896. 84/22/27. 

RAMBOrS. H. U. S. District Court, Middle District of Pennsluvania. 

2 pp 28163:033. 24X Fiche: 50-289. 84/12/27, 8501030127. 

8501030141 Responds to motion for extension of time to file motion for 
reconsideration of CLI -04-22. Amended petition may be 
submitted if new info available. Served on 850102. 

S Office of the Oeneral Counsel. #185 897. 84/12/28. 

B 50203014 l‘ 28163:249. 24X Fiche; 50-289. 84/12/28, 

Edmonson 841226 Itr & ends to Itr 
on 850102 ** *«rved on parties to proceeding. Served 

Licensing Appeal Panel. #185 895. 
B4/Z2/31, Docketing t Services Branch. Ip. 28162; 314 24X 

Fiche: 50-289, 84/12/31, 8501030146. ^ 

““■‘'"ic.tion. dMlinj »/ 

^ **““•’* ‘**®* Structure. 

Not Assigned. 84/12/26. Atomic 

Safety andLieensing Appeal Panel. 6 pp. 28162; 315 24X 

Fiehe: 50-289,84/12/31,8501030146. 24X 

6501030150 Forwards 841220 status rept of Rohrer, Hibler & 

***^**®‘* correspondence. 

FU»«:50-»9.8B/01/07.BS01090174. 

‘-•"•"‘••ton 
co,,. i.e«,s.d.r. 

8 .R.t, «, '“"■"ic 

Fick.: 50-389,85/01/07,^1,^^. »=»: 174. 34X 

«iX/» - '■ s— u.' cor,. «o, 003 

■ 5,,. 38308:345. 34X 

‘I’'.!? '* r.,u..t,„g 

«9 O»F0l/l0. CLEMENTS, W. L. 


8501140526 Forwards LER 84-007-00 re defective tubes in once-through 
steam generator identified during eddy current testing, for 
info. Svc List also end. Related correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts Ik Trowbridge. #185 052. 

85/01/11. EDLES, e. J. , JOHNSON, W. R. , GOTCHY, R. L. Atomic Safety and 
Licensing Appeal Panel. Spp. 28376:195. 24X Fiche: 50-289, B3/01 / 1 1, 

8501 140526. 

8501140529 Motion supporting disqualification of Judge I Smith from 
participation in proceeding due to bias, support of J Floyd & 
prejudicial inter jecti ons outside scope of proceeding. 

AU, T. y. , CALDER, W.B. Pennsylvania, Commonwealth of,. #185 036. 
85/01/11. Atomic Safety and Licensing Board Panel. 9pp, 
e.S376: 236. 24X Fiche: 50-289, 85/01/1 1, 8501 140529, 

—8501140532 Affidavit of TV Au supporting motion to disqualify Judge 
I Smith from proceed ings. Certificate of Svc end. 

AU, T. Y. Pennsylvania, Commonwealth of,. 85/01/11. 7 pp, 

28376: 245. 24X Fiche; 50-289, 85/01/11, 8501140529. 

8501140533 Forwards WB Calder & TD Rees notices of appearance in 
proceeding. Certificate of Svc end. ^ 

Psn^'sylvania, Commonwealth of,. #185 050, 85 / 01/11 

Board Panel. 6 pp. 28376:252. 24X Fiche: 50-289, 85/01/11, 8501140533. 

8501150349 Forwards Commonwealth of PA motion & TY Au affidavit in 
I Smilj S/n*” to disqualify Adminstrative Law Judge 

ends. Related correspondence. 

.'®®”"®yl''enia, Commonwealth of,. #185 065. 85 / 01/11 

LINENBERGER,G. Atomic Safety and Licensing 
anel. Ip. 28386.137. 24X Fiche: 50-289, 05/01/11, 8501150349. 

Notion to disqualify Administrative Lmw Judge I Smith «< 
-i.^ualify. 

Harmon* of Concerned Scientists. JORDAN, W 8 . 

Harmon, Weiss & Jordan. #185 055. 85/01/14 SMITH, I Atnmir 

F?ch*.!'5S-k“e5%j/?4f8;;;4;s;i 

Fiche: 50-289, 85/01/14, 8501160340 24X 

Smith^841227^1tr^to‘*j!dgJ^rRambo°indicated\^^°'" proceedings. Judge 

Ch?i*K^' Initi t 2 tr°“il 8 S 083** Sa/oJli"”'‘ ^OROSHOW, J. 

l-ic.r.,ln( Boar, P.n.l Saf.tsi and 

8501160358. 28409:276. 24X Fiche; 50-289, 85/01/14, 

.uRRortln, motion to 

Chrijtit' InUltu4“°“8S/01/14** IJJJ* *M409 am’’*' ““"“SHOW, 0, 

Flch.: 50-289, 8S/01/i4r850UM3S8 "- SOS' =«X 

^^HUBERfl' ’^Ihau* PlttM"’’?SJt.‘2 C'TtXFitato 0 , Svc oncl. 

=RP. *8455: i44. 85S5?lo^2?: 

liiltial'^d«i*io°!’a°thJ?jIiL''lj5* ?«*t° ^'■Odi ASLB 841031 

N/st.am BonanatoT 

CHURCHltuB^M' ShMr*Pitt!5an' Pntt**i*T ~ Sorvieo COTR, 

85/01/14. Atomic SefitJ Jnd 

28453:398. 34X Flcl,..-50-389rB5/i5"J,8§0?;i;S74'’*"*'’ 
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— 8501180378 Answer to TMI Alert 841210 motion to reopen record re ASLB 
841031 initial dec i si ont auth or i z ing licensee to operate 
w/steam generator tubes repaired by kinetic expansion 
process. Motion must be denied. 

CHURCHILL. B. W, General Public Utilities - GPU Service Corp. 
CHURCHILL. B. W. Shaw. Pittman. Potts Trowbridge. 85/01/14. 

Atomic Safety and Licensing Board Panel. 12pp. 28453:329. 24X 

Fiche: 50-289. 85/01/14. 8501180374. 


— 8501180380 Affidavit of BD Elam re TMI Alert motion to reopen record 
on basis of new info concerning results of plug testing 
on once-tbrough steam generator tubes. 

ELAMj B. O. General Public Utilities - GPU Service Corp. 85/01/11. 
6pp. 28453:347. 24X Fiche: 50-289. 85/01/14, 8501180374. 


— 8501180383 Affidavit of FS Giacobbe re allegations of TMI Alert 
concerning possibility of reinitiation of intergranular 
stress assisted crac k ing. Certificate of Svc end. 

GIACOBBE. F. S. General Public Utilities - GPU Service Corp, 
85/01/10. 63pp. 28453:353. 24X Fiche: 50-289. 85/01/14, 8501180374. 


8501160359 Requests investigation of criminality of NRC employees re 
Aamodt motions for investigation of licensee repts of 
radioactive releases during initial days of accident & 
postponement of restart decision occurring around 840824, 

AAMODT. M.M.^ AAMODT. N. 0. Aamodts. #185 079. 85/01/15. SMITH. W.F. 

Justice, Dept. of. 2pp. 28409:274. 24X Fiche: 50-289, 85/01/15, 

8501160359. 


8501160614 Requests that end WJ Dircks 850115 Itr to Commissioner 
Asselstine be served on parties to TMI-1 steam generator 
proceeding. Served on 850116. 

DAVIS. P.R. Commissioners. #185 101. 85/01/15. CLEMENTS, W. L. 

Docketing it Services Branch. Ip. 28419:211. 24X 

Fiche: 50-289, 85/01/15, 8501160614. 


— 8501160617 Submits response to questions contained in 841219 memo 
based on current info re TMI-1 steam generator tube defects 
reported in 841129 weekly info rept <SECY-S4-451 ). 

DIRCKS. W.J. Office of the Executive Director for Operations. 
85/01/15. ASSELSTINE Commissioners. 3pp. 28537:352, 24X 

Fiche: 50-289, 85/01/15,8501160614. 


8501160620 Expresses hope that Commission will not vote on TMl-1 
restart matters until all hearings comp 1 eted, TMI-2 totally 
decontaminated it decision that TMI-1 can be safely operated 
submitted. 

GEKAS, G. W. House of Rep. #185 100. 85/01/15. PALLADlNO, N. J. 

Commissioners. Ip. 28419.157. 24X Fic he: 50-289. 85/01/15, 

8501160620. 


8501170130 Motion for reconsideration of Commission Order CLl-84-22 & 
opening of hearing. Svc list end. 

AAMDDT,M. M. > AAMODT. N. 0. Aamodts. #185 110. 85/01/15. 

Commissioners. 107pp. 28423:192. 24X Fiche; 50-289. 85/01/15, 

8501170130. 


8501180371 Discusses urgency of conclusive resolution of facility 
safety it mgt integrity issues before proceeding w/restart 
hearings. Commission urged to expedite process. Served on 
850117. 

SPECTER. A. Senate. #185 151. 85/01/16. PALLADlNO. N. J. , 

ROBERTS. T.M, , ASSELSTINE. J. K. Commissioners. Ip. 28454:151. 24X 

Fiche: 50-2S9. 85/01/16. 8501180371. 


8501250418 Reaffirms unequivocal opposition to restart. as previously 
stated in Senate Resolution 93. Util nolo contendre plea 
constitutes admission of guilt, Viable energy source 
alternatives should be sought. 

SHUMAKER. J. J. Pennsylvania, Commonwealth of.. #185 251. 85/01/16. 

Commissioners. Ip. 28547:335. 24X Fiche; 50-289. 85/01/16. 

8501250418. 


8501250177 Notice of appearance in proceed ing. Cert if icate of Svc end. 
SHOHET, G. A. Government Accountability Project. #185 254. 85/01/17. 

3pp. 28552: 009. 24X Fiche: 50-289. 85/01/17, 8501250177. 


8501230269 Forw#*rds legible copies of Technical Data Rept TDR-638 
attached to affidavit of FS Giacobbe it submitted w/licensee 
850114 answer to TMI Alert motion to reopen record, Svc list 
end. Relatred correppondence. 

CHURCHILL, 5. W. Shaw, Pittman, Potts Trowbridge. #185 194. 
85/01/18, EDLES,G. J. , JOHNSON, W. R . , GOTCHY, R. L. Atomic Safety and 
Licensing Bo«rd Panel. 52pp, 28514:143. 24X Fiche: 50-289, 85/01/18. 

BSO12302^^ ■ , ; ‘ 

B501250263 Informs that NRC has no objection to addition of 790530 
interview of K Plumlee to modified joint mailgrem 
stipulation provided listed interviews re hydrogen also 
included. Related correspondence. 

FINKELSTEIN. L. Hearing Branch 4. #185 216. 85/01/18. BERNABEl.L. 

Government Accountability Project, Ip, 28546:133. 24X 

Fiche: 50-269. 85/01/18. 8501250263. 


8501250332 Forwards table of contents & errata to MM Aamodt 850115 
motion for reconsideration of Commission Order CLI-S4-22 & 
opening of hearing & table of contents & errata to motion 
Attachment 3. Svc list end. 

AAMODT. M.M. Aamodts. #185 249. 85/01/22. Atomic Safety and 

Licensing Appeal Panel. 2pp. 28547:174. 24X Fiche; 50-289. 85/01/22. 

8501250332. 


— 8501250342 Table of contents & errata to Aamodt 850115 motion for 
reconsideration of Commission Order CLI-S4-22 it opening of 
hearing 8e table of contents & errata to motion Attachment 3, 

* Aamodts. 85/01/22. Atomic Safety and Licensing Appeal Panel. 
10pp. 28547:176. 24X Fiche: 50-289, 85/01/22. 8501250332. 


8501300014 Forwards 850115 memorandum 6 Aamodt 840621 motion. Addl info 
re complaint covers pages missing from NRC copy of motion. 

Ack of receipt of comp laint. 8401 1 5 memorandum & end 
requested. N/o ends. Related correspondence. 

AAMODT. M.M. . AAMODT, N. 0. Aamodts. #185 250. 85/01/22. 

GREENSPUN.A. Justice. Dept. of. 2pp. 28643:069. 24X 

Fiche: 50-289. 85/01/22. 8501300014. 


8501250339 Requests svc of end Lewis 840119 Itr on parties to TMI-1 
restart proceeding. Served on 850124. 

DAVIS. P.R. Commissioners. #185 228. 85/01/23. CLEMENTS. W. L, 

Docketing & Services Branch. 5pp. 28548:313. 24X 

Fiche: 50-289. 95/01/23. 8501250339. 


8501250356 Forwards AA Herman 850121 Itr for svc on parties in steam 
generator proceeding. Served on 850124. 

DAVIS. P.R. Commissioners. #185 255. 85/01/24. CLEMENTS. W. L. 

Docketing & Services Branch. 2pp. 28548:323. 24X 

Fiche: 50-289. 85/01/24, 8501250356. 


— 8501250368 Discusses PR Clark 850108 Itr re town meeting on util plans 
for steam generators. Ltr obscures facts that steam 
generators highly suspect due to corrosion 8c continued 
degradation. 

HERMAN. A. A. Affiliation Not Assigned. 85/01/21. ASSELSTINE. J. K. 
Commissioners. Ip. 28548:324. 24X Fiche; 50-289. 85/01/24. 

8501250356. 


8501250397 Forwards B Smith 850122 ltr for svc on parties in TMI-l 
restart proceeding. Served on 850124. 

DAVIS.P, R. Commissioners. #185 256. 85/01/24. CLEMENTS. W. L. 

Docketing 8c Services Branch. Ip. 28547:235. 24X 

Fiche: 50-289. 85/01/24. 8501250397. 


— 8501250404 Requests response to previous ltr re dismissal or 
replacement of I Smith from ASLB based on end I Smith 
841227 ltr to SH Rambo recommending leniency for JR Floyd, 

SMZTH.B. Pennsylvania. Commonwealth of.. 85/01/22. ASSELSTINE. J. 

Commissioners. 2pp. 28547:236. 24X Fiche: 50-289, 85/01/24. 

850 1250397. 


8501280208 Forwards cross-examination plans provided by parties in 
remanded proceeding on Dieckamp mailgram 8c training issues. 

W/o end. 

SMITH. I, W. Atomic Safety and Licensing Board Panel. #185 263. 
85/01/24. GOLDBERG, J. R. Hearing Branch 4. BLAKE. E. L. Shaw. 
Pittman. Potts 8c Trowbridge. BERNABEI.L. Government Accountability 
Project. Ip. 28567:036. 24X Fiche: 50-289. 85/01/24. 8501280208. 


8501290414 Response opposing TMI Alert 841210 motion to reopen record 
re license amend allowing operation of steam generators 
following tube repair techniques. Exi stence of safety issue 
not demonstrated. 

YOUNG. M. A, Hearing Branch 4. #185 284. 85/01/24. Atomic Safety 

and Licensing Appeal Panel. 34pp. 28617:314. 24X 

Fiche: 50-289, 85/01/24. 0501290414. 


—8501290418 Response to TMI Alert appeal re license amend allowing 
operation of steam generators following tube repair 
techniques. Initial decision authorizing issuance of amend 
recognizing repair process affirmed. Certificate of Svc end. 
WAGNER, M.E.. YOUNG. M. A. Hearing Branch 4. 85/01/24. Atomic 

Safety and Licensing Appeal Panel. 48pp. 28617:349. 24X 

Fiche: 50-289. 05/01/24. 8501290414. 


8501290448 Response to motions by Commonwealth of PA. UCS it TMI Alert to 
disqualify Administrative Law Judge IW Smith. Motion should 
be denied. Certificate of Svc end. 

TROWBRIDGE. G. F. , BLAKE, E. L. Metropolitan Edison Co. TROWBRIGE, G. F, 
Shaw, Pittman. Potts it Trowbridge. #185 277. 85/01/24. 

Commissioners. 52pp. 28617:187. 24X Fiche: 50-289, 85/01/24. 

8501290448. 



104 


DOCKETED ITEMS 


8501290317 Licensee response to Aamodt 850115 motion for 
reconsideration of Commission Order CLI-B4~22 & opening of 
hearing. Motion should be denied. Interview of T Gerusky end. 
Certificate of Svc end. 

TROWBRIDGEiG. F. General Public Utilities - GPU Service Corp. 
TROWBRIDGE. G. F. Shaw. Pittman, Potts & Trowbridge. #185 279. 
85/01/25. NRC - No Detailed Affiliation Given. 17pp. 28620: 122. 

24X Fiche: 50-289, 85/01/25, 8501290317. 


8501290708 Forwards J Lee 850122 Itr re I Smith plea of clemency for 
JR Floyd to be served on parties to facility restart 
proceeding. Served on 850128. 

DAVIS, P.R. Commissioners. #185 292. 85/01/25. CLEMENTS, W. L. 

Docketing & Services Branch. 5pp. 28639:088. 24X 

Fiche: 50-289, 85/01/25, 8501290708. 


8501290740 Requests that end D Davenport 850120 Itr be served on 
parties to steam generator proceeding. Served on 850128. 

DAVIS, P.R. Commissioners. #185 291. 85/01/25. CLEMENTS, W. L. 

Docketing & Services Branch. 4pp. 28639:084. 24X 

Fiche: 50-289, 85/01/25. 8501290740. 


8501290732 Informs that time provided by NRC regulations within which 
Commission may act to review ASLAB Decision ALAB-791 
expired. Decision became final agency action on 850122. Served 
on 850128. 

CHILK, S. J. Office of the Secretary of the Commission. #185 299. 
85/01/28. Atomic Safety and Licensing Board Panel. Ip. 

28639:081. 24X Fiche: 50-289. 85/01/28, 8501290732, 


8501290737 Memorandum St order denying TMI Alert 841221 motion that 
record be reopened to add NRC interview w/K Plumlee. NRC 
staff 850118 motion consented to interview only if addl 
interviews received in evidence. Served on 850129. 

SMITH, I. U. Atomic Safety and Licensing Board Panel. #185 287. 
85/01/28. Three Mile Island Alert. 2pp. 28639:110. 24X 

Fiche: 50-289, 85/01/28, 8501290737. 


8501300646 Motion for corrections to transcript of hearing on Dieckamp 
mailgram issue, per 10CFR2. 750. Certificate of Svc end. 

LEWIS, P.R. Shaw, Pittman, Potts & Trowbridge. LEWIS, P, R. General 
Public Utilities - GPU Service Corp. #185 301. 85/01/28. Atomic 

Safety and Licensing Board Panel. 12pp. 28650:337. 24X 

Fiche: 50-289, 85/01/2S, 8501300646. 


8501300660 Proposed findings of fact & conclusions of law in form of 
partial initial decision on Dieckamp 790509 mailgram. 

Certificate of Svc end. 

BLAKE, E.L. General Public Utilities - GPU Service Corp. BLAKE, E, L. 
Shaw, Pittman, Potts tc Trowbridge. #185 302. 85/01/28. 124pp. 

28650: 209. 24X Fiche: 50-289, 85/01/28, 8501300660. 


H, General correspondence 


8501220268 Discusses public opposition to Commission determination to 
set date for restart. Commission should go on record to point 
out safety of nuclear power. 

BRODSKY, M. Affiliation Not Assigned. 85/01/15. NRC - No Detailed 
Affiliation Given. Ip. 28493:217. 24X Fiche: 50-289, 85/01/1 5, 

8501220268. 


P. Operating license etage documents 8< correspondence 


8501170056 Forwards JW Roe prof qual if icat ions tk summary of activities 
re util as requested in 791003 memo re restart hearing. 

ROE, J. W. NRC - No Detailed Affiliation Given, 79/10/23. 
TOURTELLOTTE, J. Office of the Executive Legal Director. 3pp. 

28445: 350. 24X Fiche: 50-289, 79/10/23, 8501170056. 


8501170043 Forwards list of HPI flows used in performing core flood 
line break analysis & writeup re applicability of HPI flows 
used in small break analysis. Suggested corrections to 
Table I, Column B of sys design description for HPI end. 

FAIRBURN, G. T, Babcock !( Wilcox Co, 80/04/16, SLEAR, D. G. General 
Public Utilities - GPU Service Corp. 7pp. 28461:357. 24X 

Fiche; 50-289, 80/04/16, ,8501 170043. 


8501300090 Appeals denial of FOIA request for SECY 83-268,281,299,305, 
306 & 307. 

JORDAN, W.S. Harmon, Weiss 6 Jordan. 83/12/28. CHILK, S, J. Office 
of the Secretary of the Commission. 3pp. 28684:026. 24X 

Fiche: 50-2&9, 83/12/28, 8501300090. 


S5011403p:3 FOiA reiiuest for documents considered by Commission in sue 
sponti review of circumstances surrounding implementation 
schedule for seven long-term items incomplete prior to 
scheduled restart, 

WEISS. E.R. Harmon, Weiss «( Jordan, WEISS; E. R, Union of Concerned 
Scientists. 84/05/15; FELTON, J, Division of Rules and Records. 

1 p . 28390: 080, 24X Fi che: 50-289, 84/05/1 5, 8501 140323. 


6501230101 FOIA request for six categories of documents, including 
impact of application of Sholly Amend NSHC determination on 
TMI-1 steam generator OL amend & other OL amends. 

BELL, N. Nuclear Information St Resource Service. 84/06/01. 

FELTON, J. M. Division of Rules and Records. 3pp. 28525:238. 24X 

Fiche; 50-289, 84/06/01, 8501230101. 


8501210391 Appeals denial of FOIA request for documents re sua sponte 
review of issues re implementation schedule which util will 
not have completed prior to restart of plant for seven 
long-term items. 

WEISS, E. R. Harmon. Weiss 8e Jordan. 84/06/14. DIRCKS, W. Office of 
the Executive Director for Operations. Ip. 28495:004. 24X 

Fiche: 50-289, 84/06/14, 8501210391. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in .®DR. 

FELTON, J. M. Division of Rule- and Records. 84/06/21. BELL, N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/2 1 , S501 230 111. 


— 8501230282 Opposes approval of NSHC determination or FR notice re 
reduced ventilation sys air f low. Def ic ienc ies identified in 
notice most be removed. 

CUTCHIN, M. Office of the Executive Legal Director. 83/06/23. VAN 
VLIET, J. TMI Program Office. Ip. 28525:279. 24X 

Fiche: 50-000. 84/06/21, 8501230111. 


— 8501230286 Comments on proposed Tech Specs Sc NSHC determination for 
TMI-1 once-through steam generator repair. Ac tions licensee 
can Sc cannot take w/o NRC approval unclear. 

CUTCHIN, M. NRC - No Detailed Affiliation Given. 83/05/16. 

SCINTO, J. NRC - No Detailed Affiliation Given. 2pp, 28525:280. 
24X Fiche: 50-000,84/06/21,8501230111. 


— 8501230478 Comments on TMI-l safety evaluation re steam generator tube 
repair Sc return to operation. SER provides no facts to 
support assertions. 

WAGNER, M. Office of the Executive Legal Director. 83/08/01. 

SILVER. H. NRC - No Detailed Affiliation Given. 2pp. 28525:315. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


8501240042 Partial response to FOIA request for all documents between 
Congress & NRC re schedule for TMI-l restart proceeding, 
for period 831201-840502. Documents listed in app forwarded. 
Documents also available in PDR. Review continuing. 

FELTON, J.M. Division of Rules and Records. 84/06/29. WEISS. E.R. 
Union of Concerned Scientists. 2pp. 28556:248. 24X 

Fiche: 50-289, 84/06/29, 8501240042. 


— 8501240046 Forwards announcement that ASLAB will hear oral argument 
on 840111 re restart of TMI-l. 

KAMMERER.C. Office of Congressional Affairs. 83/12/27. 

OTTINGER, R. L. House of Rep. , Energy St Commerce. 2pp. 28556:251. 
24X Fiche: 50-289,84/06/29,8501240042. 


— 8501240049 Accepts 831209 Invitation to attend 831216 hearing on TMI-i. 
Outline of procedural history of TMI-1 case end. 

GILINSKY, V. Commissioners. 83/12/14. SPECTER, A. Senate. 4pp. 
28556: 253. 24X Fiche: 50-289, 84/06/29, 8501240042. 


— 8501240057 Responds to 831121 Itr, on behalf on HF Peterson, requesting 
reason why unit not allowed to operate. Several allegations 
made to NRC re mgt integrity, otil competence St eteam 
generator tube degradation discovered in Nov 1981. 

KAMMERER, c. Office of Congressional Affairs. 83/12/06. 

PERCY, C.H. Senate. 2pp. 28556:257. 24 X Fiche: 50-289, 84/06/29, 

8501240042. 


— 8501240060 Requests response to end Itr from constituent re TMI. 
PERCY, C.H. Senate. 83/11/21. KAMMERER, C. Office of 
Congressional Affairs. 2pp. 28556:264. 24 X Fiche: 50-289, 

84/06/29, 8501240042. 


—8501240326 Responds to 840416 Itr on behalf of constituent W Schoenrock 
re restart of TMI-1. Forwards 840127 notice re Commission 
views St plans for restart. Decision on shutdown orders 
planned for June 1984. W/o end. 

KAMMERER, C. Office of Congressional Affairs. 84/04/19. 

BROOMFIELD, W. House of Rep. Ip. 28556:266. 24X 

Fiche: 50-289, 84/06/29, 8501240042. 


—8501240329 Requests response to end 840403 Itr from constituent 
W SchoenTock, express ing support for reopening of TMI-1. 
BROOMFIELD, W. 8, House of Rep. 84/04/16. KAMMERER, C. Office of 
Congressional Affairs. 2pp. 28556:267. 24X FI che: 50-289, 

84/06/29, 8501240042. 
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— 8501240333 Responds to 840411 Itr on behalf of constituent DC Ames 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views St plans for restarts. Deci sion on shutdown 
planned for June 1984. W/o end. 

KAMMERERi C. Office of Congressional Affairs. 84/04/19. DAUBt H. 
House of Rep. Ip. 28556:269. 24X Fi che: 50-289. 84/06/29, 

8501240042. 


— 8501240340 Requests response to end OC Ames 840402 Itr re restart 
of TMI-1. 

DAUB. H. House of Rep. 84/04/11. NRC - No Detailed Affiliation 
Given. 2pp. 28556:270. 24X Fiche: 50-289. 84/06/29. 8501240042. 


—8501240344 Responds to 840412 Itr on behalf of constituent EE Yenger 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views St plans for restart. Decision on shutdown 
expected in June 1984. W/o end. 

KAMMERER. C. Office of Congressional Affairs. 84/04/19. JEPSEN. R. 
Senate. Ip. 28556:272. 24X Fiche: 50-289. 84/06/29. 8501240042. 


— 8501240350 Requests response to end EE Yenger 840402 Itr concerning 
restart of TMI-1. 

JEPSEN. R. Senate. 84/04/12. Office of Congressional Affairs. 
2pp. 28556:273. 24X Fiche: 50-289. 84/06/29. 8501240042. 


—8501240354 Responds to 840409 Itr on behalf of constituent EW Evaul 
concerning restart of TMl-1. Forwards 841027 notice stating 
Commission views St plans for restart. W/o end. 

KAMMERER. C. Office of Congressional Affairs. 84/04/19. MICA. D. 
House of Rep. Ip. 28556:275. 24X Fi c he: 50-289. 84/06/29. 

8501240042. 


— 8501240363 Requests response to end EW Evaul 840324 Itr re restart of 
TMI-1. 

MICA. D. A. House of Rep. 84/04/09. KAMMERER. C. Office of 
Congressional Affairs. 2pp. 28556:276. 24X Fiche: 50-289. 

84/06/29. 8501240042. 


— 8501240371 Responds to 840409 Itr on behalf of const! tuent. OC Ames, 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views St plans for restart. W/o end. 

KAMMERER. C. Office of Congressional Affairs. 64/04/19. EXON. J. J. 
Senate. Ip. 28556:278. 24X Fiche: 50-289. 84/06/29. 8501240042. 


— 8501240380 Requests response to end OC Ames 840402 Itr re restart of 
TMI-1. 

EXON. J. J. Senate. 84/04/09. NRC - No Detailed Affiliation 
Given. 2pp. 28556:279. 24X Fiche: 50-289. 84/06/29. 8501240042. 


—8501240384 Responds to P Broadbent request re restart of TMl-1. Forwards 
840127 notice stating Commission views St plans for restart. 

W/o end. 

KAMMERER* c. Office of Congressional Affairs. 84/04/16. MACK. C. N. 

House of Rep. Ip. 28556:281. 24X Fiche; 50-289. 84/06/29. 

8501240042. 


— 8501240395 Forwards ASLAB 840402 memorandum 8c order dismissing Aamodt 
motion challenging aspects of emergency planning in 
Commission TMI-1 restart proceeding, per 840327 Itr. 

KAMMERER. C. Office of Congressional Affairs. 84/04/12. 

GOODLINO.B. House of Rep. Ip. 28556:282. 24X 

Fiche; 50-289. 84/06/29. 8501240042. 


— 8501240408 Responds to 840319 Itr forwarding E Graham 640216 Itr re 
restart of TMI-1. Forwards 840127 notice stating Commission 
views |c plans for restart. W/o end. 

KAMMERER. C. Office of Congressional Affairs. 84/03/26. 

JOHNSTON. J. B. Senate. 2pp. 28556:288. 24X Fiche: 50-289. 

84/06/29. 8501240042. 


— 8501240411 Re«i,uests response to end EB Graham 840216 ItT* concerning 
restart of tMI-i. 

JOHNSTON. J. B. Senate. 84/03/19. KAftMERER* 0- Office pf 
Congressional Affairs, 5pp. 28556:290. 24X Fi c h e ; 50'-289> 

84/06/29. e5Ol24<?.04|2V ■ 

— 85012404f6'='Resf4nd'‘s %o -.'©dOiae Ora-ham/' 

concerning reetart of TMl-1. Forwards 840127 notice stating 
Commission views St plans for restart. W/o end. 

KAMMERER. C. Office of Congressional Affairs. 84/03/23. LONG. R. 
Senate. Ip. 28556:295. 24X Fiche: 50 - 289 . 84/06/29. 8501240042. 


—8501240420 Requests response to end correspondence from EB Graham. 
W/o end, 

LONG, R. Senate. 84/02/28, KAMMERER. C. Office of Congreesional 
Affairs, Ip. 28556:296. 24X Fiche: 50-289. 84/06/29. 8501240042, 


-8501240425 Responds to 840312 Itr on behalf of const! tuent. W Eddleman 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views Sc plans for restart. W/o end. 

KAMMERER. C. Office of Congressional Affairs. 84/03/23. 

VALENTINE.!. House of Rep. Ip. 28556:312. 24X 

Fiche: 50-289. 84/06/29, 8501240042. 


— 8501240429 Requests response to end correspondence from constituent. 
W Eddleman, re operation of TMI-1. W/o correspondence. 

VALENTINE.!. House of Rep. 84/03/12. PALLIDINO. N. J. 

Commissioners. Ip. 28556:329. 24X Fiche: 50-289. 84/06/29, 

8501240042. 


8501140329 Partial response to FOIA request for Commission documents re 
restart. App A documents available in PDR. App B document 
completely withheld <ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/07/02. WEISS, E. R. 
Harmon. Weiss & Jordan. WEISS. E. R. Union of Concerned Scientists, 
4pp. 28390:081. 24X Fiche; 50-289, 84/07/02. 8501140329. 


8501140360 Further response to FOIA request for two categories of 
records re Mar 1984 audit of electrical equipment 
qualification files. App C documents available in PDR. App D 
documents withheld (ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/07/02. WEISS. E. R. 
Union of Concerned Scientists. 4pp. 28390:337. 24X 

Fiche: 50-289. 84/07/02. 8501140360. 


8501300100 Responds to appeal re denial for FOIA request for 
SECY 83-268.281.299.305.306 St 307. Documents withheld Cref 
FOIA Exemption 5). SECY 83-305.306 St 307 transcripts 
available in PDR. 

CHILK. S. J. Office of the Secretary of the Commission. 84/07/06, 
JORDAN. W. 8. Harmon, Weiss Sc Jordan. 4pp. 28684:029. 24X 

Fiche: 50-289. 84/07/06. 8501300100. 


8501210394 Final response to FOIA request for documents re sua sponte 
review of issues re implementation schedule items that will 
not be completed prior to restart. Forwards documents listed 
in app. Documents partially withheld (ref FOIA Exemption 5>. 

FELTON. J.M. Division of Rules and Records. 84/07/16. WEISS. E. R. 
Union of Concerned Scientists. WEISS. E. R. Harmon. Weiss St Jordan. 
3pp. 28495:005. 24X Fiche: 50-289, 84/07/16* B501210394. 


—8501210400 Recommends that Commission issue attached order re UCS 
motion to establish criteria for judging reasonable progress 
at facility. Portions deleted. 

MALSCH. M. 0. Office of the General Counsel. ZERBE.J. E. Office of 
Policy Evaluations. SECY-S4-113. 84/03/14. 11pp. 28495:008. 

24X Fiche: 50-289, 84/07/16. 8501210394. 


8501160285 Further response to FOIA request for listed documentation 
on resolution of UCS 840120 petition re emergency feedwater 
sys.Encls 3 & 4 to SECY-B4-92 available in PDR. Documents 
withheld (ref FOIA Exemption 51 Sc 10CFR9. 5. 

FELTON, J.M. Division of Rules and Records. 84/07/31, WEISS. E. R. 
Union of Concerned Scientists. 2pp. 28432:229. 24X 

Fiche; 50-289, 84/07/31. 8501160285. 


8501260224 Further response to FOIA request for 1982 SECY papers. 
SECY-e2-2lO St 82-313 withheld (ref FOIA Exemption i) Sc 
8ECY-82-353 re TMI-1 restart withheld 
(ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/08/09. WEISS. E. R. 
Union of Concerned Scientists. 2pp. 28633:345. 24X 

Fiche: 50-289. 84/08/09, 8501280224. 


8501030393 Ack receipt of 840710 Itr providing updated inservlce 
testing program for second inservice testing interval (Sept 
1984 - Sept 19941. Up(<attd program acceptable. Tech Spec 
change request required within 90 days. 

8T0LZ. V. F, Operating Reactor 0 Branch 4. 84/12/11, HUKILL. H. D. 

General Putlic Utilities - GPU Service Cor p, 4pp. 28200:349, 24X 

Fiche; 50-289. 84/12/11. B501030393, 


850107©|ii7a Iforwardf Tesponet tp : NRC .840929 repueet for addl info re 
environ quelif icetiejn of safety-re. leted electrical 
equipment at facility. 

WILSON, R.F. General Public Utllltiee - GPU Service Corp. 84/12/11. 
STOLZ. J. F. Operating Reactors Branch 4. 74pp. 28203:3X1. a4X 

Fiche: 50-289. 84/12/11. 8501070372. 


8901020389 Advises that submittal of Rev 1 to 830406 application to 
amend License DPR-50 re ventilation sys exhaust flow should 
include significant hazards considerations analysis per 
10CFR50. 91. 

STOLZ. J.F. Operating Reactors Branch 4* 84/12/13, HUKUUL. H. 

General Putlic Utilities - GPU service Gprp, 9pp. 2Si.69i,819, : 24X 
Fiche: 50-209. 84/12/13. 8901020389. 
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S501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldouin^ per 841114 meeting. Specif ic 
plant responses to generic ltr expected by 850201. 

HOSLERi A. Q. Babcock & Wilcox Operating Plants Ouiners Group. 

84/12/14. KADAMBI. JM. P. NRC - No Detailed Affiliation Given. Ip. 
28143:266. 24X Fiche: 50-000, 84/12/14, 8501020238. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501030376 Forwards environ assessment 8e finding of no significant 
impact re proposed amend to License DPR~50, revising Tech 
Specs to approve kinetic expansion process to repair steam 
generators 8e to allow use of repaired generators. 

STOLZ, J. F. Operating Reactors Branch 4. 84/12/17. HLIKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 28198:348. 24X 

Fiche: 50-289, 84/12/17, 8501030376. 


8501160080 Staff requirements memo re 841220 affirmation/discussion Si 
vote on SECY-84-14 re emergency feedwater flow indication 
in TMI-1 restart proceeding & SECY-84-454 re review of 
ALAB-789 Sc petition for stay of Limerick license. 

CHILK,S. J. Office of the Secretary of the Commission. 84/12/28. 
PLAINE, H. H. Office of the General Counsel. 2pp. 28435:348. 24X 

Fiche: 50-000, 84/12/28, 8501160080. 


-8501030380 Forwards notice of environ assessment 8e finding of no 
significant impact for publication in FR. 

* Operating Reactors Branch 4, 84/12/17. Docketing tc Services 

Branch. Ip. 28198:352. 24X Fi Che: 50-289, 84/12/17, 8501030376. 


8501030382 Notice of environ assessment Se finding of no significant 
impact re proposed amend to License DPR-50, revising Tech 
Specs to approve kinetic expansion process to repair steam 
generator & permit operation w/repaired steam generator. 

LAINAS, G. Assistant Director for Operating Reactors. 84/12/17. 
4pp. 28198:353. 24X Fiche: 50-289, 84/12/17, 8501030376. 


8501030399 Summary of 841030 meeting w/uti 1 in Bethesda.MD to discuss 
licensing concepts for refining software important to 
safety. 

VAN VLIET. J. A. Operating Reactors Branch 4. 84/12/17. Operating 

Reactors Branch 4. 2pp. 28201:137. 24X Fiche: 50-289. 84/12/17, 

8501030399. 


—8501030405 Transcript of 841030 meeting in Bethesda.MD re GPU Nuclear 
approach for defining important to safety components & sys 
w/TBspect to QA requirements. Pp 1-62. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/10/30. 6Spp. 

28201; 139. 24X Fiche: 50-289, 84/12/17, 8501030399. 


8501030064 Submits info describing specific reviews performed to 
complete evaluation of head & internals handling fixture. 

Analysis concluded that all members & welds satisfied design 
safety factor criteria of ANSI N1 4. 6-1978. 

HUKILL, H. D. General Public Utilities - GPU Service Corp. 84/12/21. 
STOLZ, U.F. Division of Licensing. 2pp. 28163:047. 24X 
Fiche: 50-289, 84/12/21, 8501030064 


8501300353 Advises that review of 840703 response to NRC 840511 request 
for addl info re continuous sampling of radioiodines in main 
condenser offgas complete. Proposed monitoring of main 
condenser offgas & mod commitments acceptable. 

STOLZ, J.F. Operating Reactors Branch 4. 85/01/02. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 28684:123. 24X 

Fiche: 50-209, 85/01/02, 8501300353. 


8501160141 Forwards affidavit of KP Richardson re review of allegations 
by RD Parks & ltr clarifying Paragraph 7 of affidavit. 

CLARK, P.R. General Public Utilities - GPU Service Corp. 85/01/03, 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. Ip. 
28410:236. 24X Fiche: 50-289, 85/01/03, 8501 160141. 


8501160143 Affidavit of KP Richardson re review of allegations by 
RD Parks filed w/Dept of Labor against Bechtel. 

RICHARDSON, K. P. General Public Utilities - GPU Service Corp. 
RICHARDSON, K. P. Thelen, Marrin, Johnson 8« Bridges. 84/11/09. 
9pp. 28410:237, 24X Fiche: 50-289, 85/01/03, 8501160141. 


wwi ruBAwii I Bsi, rT-ngram or NUCJie 
Generator Tubing Samples From TMI-1 to GPU Nuclear," second 
interim rept. 

HUKILL, H.D. General Public Utilities - GPU Service Corp 
STOLZ, J. F. Operating Reactors Branch 4. Ip. 28311:102 
Fiche: 50-289, 85/01/04, 8501110216. 


85/01/04, 

24X 


-8501110219 Long-Term Corrosion Test Program of Nuclear Steam 
Generator Tubing Samples From TMI-1 to GPU Nuclear," 
second interim rept. 

* Westinghouse Electric Corp. 84/05/31. 223 pp. 28311:103, 24 X 

Fiche: 50-289,85/01/04,8501110216. *c-:wpp. a4X 


8501110085 Forwards Amend 103 to License DPR-50 & safety evaluation. 
Amend permits steam generator tube repairs & return to 
operation. 

STOLZ, J.F. Operating Reactors Branch 4. 84/12/21. HUKILL, H.D. 

General Public Utilities — GPU Service Corp. 4pp. 28358' 251 24X 

F i c h e : 50-289, 84/ 1 2 / 21 , 85011 10085. 

8501110089 Forwards notice of issuance of Amend 103 to License DPR-50 
* Operating Rectors Branch 4. 84/12/21. Docketing & Services ' 

Branch. 4 pp. 28358:255. 24X Fiche: 50-289, 84/12/21, 8501 110085 . 

—8501110093 Amend 103 to License DPR-50. permitting repair of steam 
generator tubes & return to operation. Safety evaluation 
<Suppl 1 to NIWE6-1019} end. 

OpeT-ating Reactors Branch 4. 84/12/21. 42 od 

28358:300. 24X Fiche: 50-289,84/12/21. 8501110085. 

—8501110097 Forwards "TMI Unit 1 Steam Generator LEFM it Load 
Characterization, *• technical evaluation rept. 

Laboratory. 83/09/28. TUROVLIN, B. 

^«^^***' Brookhaven National Laboratory. 83/09/28 
6pp. 28358:302. 24X Riche: 50-289, 84/12/21* 6501110085. 

-a^uoua of o, A».n, 103 to Uicn.e DPR-50. 

STOLZ, J.F. Operating Reactors Branch 4, S4/12/26 HUKTll m n 

spp.- 28445: o^: •24x 


8501300076 Responds to 841219 request for clarification of Reg Guide 
1. 78, Section c. 3 re instrumenation for onsite hazardous 
chemicals. Chlorine readout readily available to operators St 
acceptable. 

STOLZ, J.F. Operating Reactors Branch 4. 85/01/08. HUKILL, H D 

General Public Utilities - GPU Service Corp. 4pp. 28684:272’” 24X 

Fiche: 50-289, 85/01/08, 8501300076. 

8501170043 Reviews emergency power bus loadings as affected by 
long-term emergency feedwater mod, per 840621 it 830823 Itrs 
Results indicate that mod will not result in bus loadings 
exceeding acceptable limits. 

n®'"'!-* - OPU S.rvlc. Corp. as/oi/ll. 

f operating Reactors Branch 4. Ip. 28426' 120 24X 

Fiche: 50-289,85/01/11, 8501170045. lau, i:4X 

cpnc.pt & 

reactor bldg purging records to validate mgt goals it 
echniquBs. Request for summary rept of purging activities 
inconsistent w/lOCFRSO. 109. aciJivicies 

STOLz''j”f°’ Public Utilities - GPU Service Corp. 85/01/11. 

ET, u ' Reactors Branch 4. 2pp, 26421'354 24X 

Fiche: 50-289, 85/01/11, 8501170199. -JAX 

^^of^heav^ loldri! Multi-Plant Action C-10 re control 

Pha« I generic ltr. NUREG-0612 

SToJz i ®»^^sfied Technical evaluation rept also end. 

General’ Pub Branch 4. 85/01/11. HUKILL, H. D. 

~”?i”°“SuRl846!Sr“"’ C-10 r. control of 

~^’BOMBER^Jc“"*FrinJf. t.chnic.l .v.l«.tton rept. 
N”-03^4ao inct^etP/FnonkUn R,.,,reh Cnt.r. 

84/12/27. 8IN8H, A. NRC - No 
Given. 22pp. 28649*204 24 Y 

Flch.: 50-289, 85/01/11, 8501290624 ««’'■ *04. 24X 
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8501300191 Advises that 840813 petition on behalf of TMI Alert 
considered under 10CFR2. 206 Sc denied* based on end 
Director's Decision DD-SS-Ol. FR notice also end, 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
85/01/15. D0R0SH0W*J. Three Mile Island Alert. Ip. 28684:173. 
24X Fiche: 50-000* 85/01/15* 8501300191. 


— 8501300221 Forwards Director's Decision DD-S5-01 under 10CFR2. 206 for 
FR publication. 

* Operating Reactors Branch 4, 85/01/15. Docketing & Services 

Branch. 6pp. 28684:174. 24X Fiche: 50-000* 85/01/15* 8501300191. 


— 8501300231 Director's Decision DD-SS-Ol denying TMI Alert 840813 
petition requesting that NRC revoke OLs. Allegations do 
not provide adequate basis for initiating show cause to 
revoke OLs. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director, 
85/01/15. 9pp. 28684:180. 24X Fiche : 50-000, 85/01/15* 8501300191. 


— 8501300242 Notice of issuance of Director's Decision DD-S5-01 denying 
TMI Alert 840813 petition requesting that NRC revoke OLs. 

DENTON* H, R. Office of Nuclear Reactor Regulation* Director. 
85/01/15. 2pp. 20684:189. 24X Fiche : 50-000* 85/01/15* 8501300191. 


8501230306 Forwards response to four questions re saturation margin 
monitor loop error analysis* per NRC 840928 request. Analysis 
demonstrates max loop error in positive direction of 
14. 95 F. Instrument loop diagrams also end. 

HUKILL*H. D. General Public Utilities - GPU Service Corp. 85/01/16. 
STOLZ* J. F. Operating Reactors Branch 4, 46pp. 28511:325. 24X 

Fiche; 50-289* 85/01/16* 8501230306. 


8501240259 Forwards list of effective Tech Spec pages in response to 
Amend 103 to License DPR-50 re confirmation of leak tight 
integrity of RCS* including steam g enerators. Results of steam 
generator hot test program forthcoming. 

NASH* B. General Public Utilities - GPU Service Corp. 85/01/16. 
NRC -* No Detailed Affiliation Given. 5pp. 28526:010. 24X 

Fiche: 50-289* 85/01/16* 8501240259. 


8501280373 Forwards fee for 840209 Tech Spec Change Request 137 to 
License DPR-*50 re reactor coolant vents. 

HUKILL*H. D. General Public Utilities - GPU Service Corp. 85/01/22. 
01008* R.M. License Fee Management Branch. Ip. 28566:110. 24X 

Fiche; 50-289* 85/01/22* 8501280373. 


8501310363 Advises of receipt of allegation re use of respiratory 
protection by personnel performing steam generator work. 

Requests that util provide results of investigation to 
facilitate further review. 

STAROSTECKl* R. Region 1* Office of Director. 85/01/23. HUKILL*H.D. 

General Public Utilities - GPU Service Corp. 4pp. 28658:040. 24X 

Fiche; 50-289* 85/01/23* 8501310363. 


8501310073 Staff requirements memo re 850116 discussion in Washington* 
DC of need for ft impact of further TMI-1 hearings re restart 
proceeding on issues other than training it Dieckamp 
mailgram. 

CHILK* S. J. Office of the Secretary of the Commission. 85/01/24. 
ZERBE* J. E. Office of Policy Evaluations. PLAINE* H. H. Office of the 
General Counsel. Ip. 28686:351. 24X Fiche; 50-289* 85/01/24* 

8501310073. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8411260169 "Hartman Allegation Investigation Summary. " 

MARTIN* T.T. NRC - No Detailed Affiliation Given. 83/06/03, 31pp. 

27653; 033. 24X Fiche: 50-289* 83/06/03* 8411260169. 


8411260171 Forwards summary of current status of Hartman allegation 
investigation. Prior to submittal to Commission* determination 
of applicability of ex parte rule should be made. 

MARTIN* T. T. Division of Engineering 8« Technical Programs. 83/06/06. 

PLAINE* H.H. Office of the General Counsel. 2pp. 27653:064. 24X 

Fiche: 50-289* 83/06/06* 84 1 1 260 171. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* U, N. Division of Emergency Preparedness it Engineering Response 
(Post 830103?. 84/12/21, Consolidated Edison Co, of New York* 

Inc, 12ipp, 28570:042, 24X Fiche; 50-000* 84/12/21* 8413190503. 

8501140098 Forwards Insf Reft 50-289/84-34 on B41©22'r26 it notice of 
vialatloov rept details 8? notice of violation withheld 

(ref ■I-.QOFRa.VT^O 

MARTIN*!. T. Division of Engineering 8c Technical Programs, 84/12/27. 

HUKILL, H.D. General Public Utilities - GPU Service Corp. ^2pp. 

28377: 266, 24X Fiche: 50-289* 84/12/27* 8501 140098. 


— 8501140102 Notice of violation from insp on 841022-26. Safeguards info 
deleted (ref 10CFR2. 790 & 73.21). 

* Region 1* Office of Director. 84/12/27. Ip. 28377:268. 24X 

Fiche: 50-289* 84/12/27, 8501140098. 


— 8501140105 Insp Rept 50-289/84-34 on 841022-26. Noncomp 1 iance noted: 
failure to demonstrate personnel ability to request offsite 
assistance. Portions deleted (ref 10CFR2. 790 it 73.21). 

DUNLAP* J.M., KEIMIG* R. R. Region 1, Office of Director. 84/12/18. 
5pp. 28377:269. 24 X Fi che: 50-289, 84/12/27* 8501 140098. 


8501110101 Forwards errata to Insp Repts 50-289/82-16*50-289/82-18, 
50-289/83-32* 50-289/84-01* 50-289/84-06 & 50-289/84-27 due to 
typos. 

KISTER.H. B. Division of Project Sc Resident Programs. 84/12/28. 
HUKILL. H.D. General Public Utilities - GPU Service Corp. 2pp. 
28362: 122. 24X Fiche: 50-289* 84/12/28* 8501110101. 


— 8501110107 Errata to Insp Rept 50-289/82-16. correcting Page I* Section 
2. First line* "(TAP)I.C. 7" should be " (TAP) I. C. 5. " 

* Region 1* Office of Director. 84/12/28. Ip. 28362:124. 24X 

Fiche: 50-289. 84/12/28* 8501110101. 


—8501110116 Errata to Insp Rept 50-289/82-18* correcting Page 5* Section 
2. Last paragraph, fourth line* "(TAP)Item II. K. 2. 3" should be 
(TAP)Item 11. K. 2. 13. " 

# Region 1, Office of Director. 84/12/2S. Ip. 28362:125. 24X 

Fiche: 50-289* 84/12/28* 8501110101. 


— 850H10123 Errata to Insp Rept 50-289/83-32* correcting Page 2. Section 
2. First paragraph* first line* "S3-BC-47" should be 
"82-BC-47, " 

* Region 1, Office of Director. 84/12/28. Ip. 28362:126. 24X 

Fiche: 50-289* 84/12/28* 8501110101. 


— 8501110128 Errata to Insp Rept 50-289/84-01* correcting Page 6* Section 
2. First paragraph, first line. "83-BC-4r' should be 
"82-BC-41. " 

4 Region i, Office of Director. 84/12/28. Ip. 28362:127. 24X 

Fiche: 50-289. 84/12/28. 8501110101, 


— 0501110136 Errata to Insp Rept 50-289/04-02. correcting Page 6. Section 
2. Last paragraph. first line. "83-SC-Ol" should be 
"82-80-01. " New paragraph added. 

# Region 1. Office of Director. B4/12/2S. Ip. 28362:128. 24X 

Fiche: 50-289* 84/12/28* 8501 110101. 


—8501110142 Errata to Insp Rept 50-289/84-06* correcting Page 7* Section 
2. Second paragraph* f irst line of b. "(289/04-06-02)" 
should be *•(289/84-06-04)"." 

* Region 1* Office of Director, 84/12/28. Ip. 28362:129. 24X 

Fiche: 50-289, 84/ 1 2/28* 850 1 1 1 0 i 0 1 . 


— 8501110150 Errata to Insp Rept 50-289/84-27, correcting Page 2* Section 
2. Eighth paragraph* first line* "(84-06-02)" should be 
"(84-06-04). " 

* Division of Project 8t Resident Programs. 84/12/28. Ip. 

28362; 130. 24X Fiche: 50-289* 84/12/28* 8501110101. 


8501110148 Forwards Insp Rept 50-289/84-37 on 841119-21. No violations 
noted. 

MARTIN*!. T. Region 1. Office of Director. 85/01/03. HUKILL* H. D, 
General Public Utilities - GPU Service Corp. 4pp. 28314:321. 24X 

Fiche: 50-289. 85/01/03* 8501110148. 


— 8501110155 Insp Rept 50-289/84-37 on 841119-21. No violation or 
deviation noted. Major areas inspected; operational 
surveillance program associated w/emergency feedwater sys it 
followup to previous insp findings. 

VITO.D. J. * BETTENHAUSEN* L. Region 1* Office of Director. 

84/12/20. 7pp. 28314:325. 24X Fiche: 50-289* 85/01/03* 8501 1 10148, 
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8501290476 Forutards 840620 memo inadvertently omitted during 
duplication of 841205 Insp Rept 50-289/84-29 re fire 
protection. 

KISTER>H. B. Region 1, Office of Director. 85/01/10. HUKILL. H. D. 
General Public Utilities - GPU Service Corp. 4pp. 28562:049. 24X 

Fiche; 50-289. 85/01/10. 8501250476. 


8501080502 IE Info Notice 85-002. "Improper Installation 8e Testing of 
Differential Pressure Transmitters. *' Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of Neui 

York. Inc. 109pp. 28537:193. 24X Fi ch e: 50-000. 85/01/1 1. 8501080502. 


8501180206 Forwards Rev 0 to Technical Data Rept 638 "Evaluation of 
Eddy Current Indications Detected During 1984 Tech Spec 
Insp" as suppl to 841217 LER-S4-007. 

WILSON, R.F. General Public Utilities - GPU Service Corp. 85/01/14. 

STOLZ. J. F. Operating Reactors Branch 4. Ip. 28454:184. 24X 

Fiche; 50-289,85/01/14. 8501180206, 


— 8501180210 Rev 0 to "Evaluation of Eddy Current Indications Detected 
During 1984 Tech Spec Insp. " 

JANISZEWSKI. J. . 6IAC0BBE. F. S. . VON NIEDA. G. E. General Public 
Utilities - GPU Service Corp. TDR 638 ROO. 85/01/11. 4Spp. 

28454: 185. 24X Fiche: 50-289. 85/01/14. 8501180206. 


6501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neui 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501 100655. 


8501230087 Forwards Insp Rept 50-289/84-33 on 841009-1116. No adverse 
conditions noted, Insp rept documents 841113 meeting re 
restart license conditions. Tentative plans for augmented 
insp coverage during restart end in insp rept. 

STAROSTECKI. R. Region I, Office of Director. 85/01/16. HUKILL. H. D. 

General Public Utilities - GPU Service Corp. 5pp. 28514:198. 24X 

Fiche: 50-289. 85/01/16. 8501230087. 


—8501230094 Insp Rept 50-289/84-33 on 841009-1116. No adverse conditions 
noted. Major areas inspected: plant operations in shutdown 
mode. Tech Spec amend implementation & vendor surveillance 
representative improprieties. 

YOUNG. F.. CONTE. R.. CONNER. E. Region 1* Office of Director. 

84/12/20. 41pp. 28514:203. 24X Fiche: 50-289. 85/01/16, 8501230087. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, £, L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 lE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. *' Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103>. 85/01/23, Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of (JA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295, 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


8501020240 Forwards "TMI Aquatic Study Monthly Rept for Nov 1984, " 
RESSLER,W. C. General Public Utilities - GPU Service Corp. 84/12/19. 

HICKEY, C. NRC - No Detailed Affiliation Given. Ip. 28155:235, 

24X Fiche: 50-289. 84/12/19. 8501020240, 


85010^6243 “TMl Aquatic Study Monthly Rept for Nov 1984. " 

» EA Engineering, Science Sc Technology, Inc. 84/11/30. 13pp. 

28155:236. 24X Fich e: 50-289, 84/12/19. 8501020240. 


8501290151 Monthly operating rept for Dec. 1984. W/850 117 Itr. 

SMYTH, C, W. , HUKILL. H.D. General Public ^Utilities - GPU Saryice Corp. 

84/12/31. MCDONALD, W. 6. Oistribi:rt ion Services Branch. 6pp. 
28640:009. 24X Fiche: !^-2^, 84./12/31. 8501296151. 


8501290Q51 Forwards “TMI Aq^uatic lstody Monthly Rept for Dec 1984.** 
RESSLER.W.C. General Public Utilities - GPU Service Corp. 85/01/15. 

HICKEY, C. NRC - No Detailed AffiilaticKn Given- Ip. 28639:341. 

24X Fiche: 50-289, 85/01/15, 8501290051, 


— 8501290056 "TMI Aquatic Study Monthly Rept for Dec 1984. " 

♦ EA Engineering, Science & Technology, Inc. 84/12/31. 5pp, 
28639: 342. 24X Fiche: 50-289, 85/01/15, 8501290051. 


S. Reportable occurrences, LERs & related correspondence 


8501230D70 FOIA request for seven categories of documents, including 
1983 Class IE relay failures at three plants, relay failures 
discussed in IE Bulletin 84-02 Sc NRC responses to GE SILs it 
SALs. 

BELL, N. Nuclear Information it Resource Service. 84/04/25. 

FELTON. J.M. Office of Administration. 2pp. 28536:001. 24X 

Fiche: 50-000, 84/04/25, 8501230070. 


8501230536 Forwards engineering evaluation rept, "LERs That Address 
Situations Which Potentially Could Result in Overloading 
Electrical Equipment in Emergency Power Sys or Prevent 
Operation of Onsite Power Sys Sequencer. " 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. SEYFRIT, K, V, 
Reactor Operations Analysis Branch. Ip. 28536:269. 24X 

Fiche: 50-000,84/11/06, 8501230536. 


— 8501230545 "LERs That Address Situations Which Potentially Could Result 
in Overloading Electrical Equipment in Emergency Power Sys 
or Prevent Operation of Onsite Power Sys Sequencer," 
engineering evaluation rept. 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. 13pp. 

28536:270. 24X Fiche: 50-000, 84/11/06, 8501230536. 


8501140526 Forwards LER 84-007-00 re defective tubes in once-through 
steam generator identified during eddy current testing, for 
info, Svc List also end. Related correspondence. 

CHURCHILL, B. W. Shaw, Pittman, Potts & Trowbridge. #185 052. 

85/01/11. EDLES, G. J. , JOHNSON, W. R. , GOTCHY, R. L. Atomic Safety and 
Licensing Appeal Panel. Spp. 28376:195. 24X Fiche: 50-289, 85/01/1 1, 

8501140526. 


8501180206 Forwards Rev O to Technical Data Rept 638 "Evaluation of 
Eddy Current Indications Detected During 1984 Tech Spec 
Insp" as suppl to 841217 LER-84-007. 

WILSON, R.F. General Public Utilities - GPU Service Corp. 85/01/14. 
STOLZ, J, F. Operating Reactors Branch 4. Ip. 28454:184. 24X 
Fiche: 50-289, 85/01/14, 8501180206. 


T. Hearing transcripts on non-antitrust matters 


8501280602 FDIA request for transcripts of all closed Commission 
meetings since 840126 which discussed restart of TMl-1. 

DETJEN, J. , FITZGERALD, S. Philadelphia Inquirer, Philadelphia, PA. 
84/06/08. FELTON, J. M. Division of Rules and Records. Ip. 

28633: 030. 24X Fiche: 50-289, 84/06/08, 8501280602. 


8501280607 Responds to FOIA request for transcripts of all closed 
Commission meeting after 840126 re TMI-1 restart. App A 
documents partially withheld & App B documents completely 
withheld. 

HOYLE, J. C. Office of the Secretary of the Commission. 84/07/13, 
DETvHN, J. , FITZGERALD, S. Philadelphia Inquirer, Philadelphia, PA. 
4pp. 28633:031. 24X Fi che: 50-289, 84/07/13, 8501280607. 


8501030399 Summary of 841030 meeting w/util in Bethesda,MD to discuss 
licensing concepts for refining software important to 
safety. 

VAN VLIET, J. A. Operating Reactors Branch 4. 84/12/17. Operating 

Reactors Branch 4, 2pp. 28201:137. 24X Fiche: 50-289, 84/12/17, 

8501030399. 


— B501030405 Transcript of 841030 meeting in Bethesda, MD re GPU Nuclear 
approach for defining important to safety components it sys 
ui/respect to QA requirements. Pp 1-62. Supporting 
documentation end. 

* NRC - No Detailed Affiliation Given. 84/10/30. 6Bpp. 

28201; 139. 24X Fiche: 50-289,84/12/17, 8501030399. 


8501090122 Transcript of 850102 hearing in Harrisburg, PA. 

Pp 32, 192-32, 377. Supporting documentation end, 

* Atomic Safety and Licensing Board Panel. 85/01/02. 24epp. 
28256: 117. 24X Fiche: 50-289, 85/01/02,8501090122. 


8501100025 Transcript of 850103 hearing in Harrisburg, PA. Pp 32,378- 
32, 596. 

♦ Atomic Safety and Licensing Board Panel. 85/01/03. 46pp, 

28295: 001 . 24X Fiche: 50-289, 85/01/03, 8501100025. 


8501100251 Transcript of 850104 hearing in Harrisburg, PA re restart. 
Pp 32, 597-32, 685. 

e Atomic Safety and Licensing Board Panel. 85/01/04. 90pp. 

28296:199. 24X Fiche: 50-289, 85/01/04, 8501100251. 
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8501110184 Transcript of 850108 hearing in Harr isburg, PA. 

Pp 32 > 686 - 32> 879. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/08. 241pp. 

28311:327. 24X Fiche: 50-289. 85/01 /08* 8501 1 10184. 


8501150308 Transcript of 850109 hearing in Harrisburg. PA. Pp 32.880- 
33. 112. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/09. 232pp. 

28386: 256. 24X Fiche: 50-289. 85/01/09. 8501150308. 


8501150236 Transcript of 850110 hearing in Harrisburg. PA re restart 
remand on mgt. Pp 33. 113-33. 313. Supporting documentation 
end. 

* Atomic Safety and Licensing Board Panel. 85/01/10. 250pp. 

28381:100. 24X Fiche: 50-289. 85/01/10. 8501150236. 


8501160271 Transcript of 850111 hearing in Harrisburg. PA. Pp 33.314- 
33. 394. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/11. 122pp. 

28412:026. 24X Fiche: 50-289, 85/01/11. 8501160271. 


8501290657 Transcript of 850116 public meeting in Uashington. DC re need 
for & impact of further facility hearings. Pp 1-50. 

* Commissioners. 85/01/16. 50pp. 28645:011. 24X 

Fiche: 50-289. 85/01/16. 8501290657.. 


8501220304 Forwards Exhibit 3 for insertion into transcript of 841206 
hearing re Met Ed. Exhibit provided after transcript 
completed. 

MONICK. R. J. Ace-Federal Reporters. Inc. 85/01/17. Commissioners. 
Ip. 28493: 359. 24X Fiche: 50-289, 85/01/17, 8501220304. 


— 8501220310 Notifies of 800428-29 meetings of IE TMI Task Group in 
Bcthesda. MD. Draft repts re 40 R/h calculated dose rate, 
high core exit temps & containment pressure spike due by 
800425 to allow review prior to meeting. 

MOSELEY. N.C. Division of Reactor Operations Inspections. 

80/04/18. NRC - No Detailed Affiliation Given. Ip. 28493:360. 
24X Fiche: 50-289. 85/01/17. 8501220304. 


8501240128 Transcript of 850118 hearing in Harri sburg. PA. Pp 33.395- 
33. 539. Supporting documentation end. 

e Atomic Safety and Licensing Board Panel. 85/01/18. 182pp. 

28531 : 001. 24X Fiche: 50-289. 85/01/18. 8501240128. 


U. Congressional/Executive Correspondence 


8501230254 Responds to 841109 Itr re restart. Commission interested in Sc 
working toward decision on restart. Compl iance w/conditions 
for restart set forth in 790809 order directing that plant 
remain in cold shutdown. 

PALLADINO. N. J. Commissioners. 85/01/02, BEVILL. T. House of Rep. . 
Appropriations. 9pp. 28536:175, 24X Fiche: 50-289, 85/01/02. 

8501230254. 


— 8501230262 Informs of growing concern re unwillingness or inability of 
NRC to make timely decisions. Failure to make decisions 
undermines NRC effectiveness 9t credibility. Prompt decision 
on restart urged. Info re plans to address restart requested, 

BEVILL. T. House of Rep,. Appropriations. 84/11/09. 

PALLADINO. N. J. Commissioners. 2pp. 28536:184, 24X 

Fiche: 50-289. 85/01/02. 8501230254. 


8501160618 Discusses IN Smith intervention on behalf of TMI supervisor 
found guilty of cheating on reactor operator license test. 

Actions may have invalidated fairness & impartiality of A8LB 
TMI restart proceeding. Served on 890116. 

EDGAR. B. House of Rep, 8185 099. 85/01/15. PALLADINO. N. J, 

Commissioners. 2pp. 28419:209. 24X Fiche; 50-289. 85/01/15. 

8501160618. 


8501160620 Expresses hope that Commission will not vote on TMI-1 
restart matterp until oil hearings completed. TMI-2 totally 
decontamine'ted |r decision that TMI ~1 tan be safely operated 
submitted. 

GEKAS. G. W. Mouse Of fesp. #185 100. 85/01/15. PALLADINO, N. V. 

Commissioners, Ip. 28419:157. 24X Fiche: 50-289, 85/01/15, 

8501160620. 


8501250418 Reeffirms unequivocal opposition to restart, as praviously 
stated in Senate Reeolution 93. Util nolo contendre plea 
constitutee admission of guilt. Viable energy source 
alternatives should be soug,ht. 

SHUMAKER. J. J. Pennsyl vanie. Commonwealth of.. #185 251. 85/01/16. 

Commissioners. Ip. 28547:335. 24X Fiche: 50-289. 85/01/16. 

8501250418. 


8501250397 Forwards B Smith 850122 Itr for svc on partias in TMl-1 
restart proceeding. Served on 850124, 

DAVIS. P.R. Commissioners, #185 256. 85/01/24. CLEMENTS, W. L. 

Docketing 8c Services Branch. Ip. 28547:235. 24X 

Fiche; 50-2^# 89/0 1 /24. 8501250397. 


— 8501250404 Requests response to previous Itr re dismissal or 
replacement of I Smith from ASLB based on end I Smith 
841227 Itr to SH Rambo recommending leniency for JR Floyd. 

SMITH. B. Pennsylvania. Commonwealth of,. 85/01/22. ASSELSTINE, J. 

Commissioners. 2pp. 28547:236. 24X Fiche: 50-289. 85/01 /24, 

8501250397. 
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F. Security, medical, emergency & fire protection plans 


8407170164 Forwards final Director's Decision DD-84-15 under 10CFR2. 206 
denying portion of 830720 petition re evacuation time 
estimates. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 84/07/03. ERNST. M, D. Massachusetts Public Interest 
Research Group. Ip. 28460:172. 24X Fi che: 50-293. 84/07/03. 

8407170164. 


— 8407170168 Final Director's Decision DD-S4-15 under 10CFR2. 206 denying 
portion of Massachusetts PIRG 830720 petition re evacuation 
time estimates. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 84/07/03. 4pp. 28460: 173. 24X 

Fiche: 50-293. 84/07/03, 8407170164. 


— 8407170173 Notice of issuance of final Director's Decision DD-S4-15 
under 10CFR2. 206 re Massachusetts PIRG 830720 petition. 

DEYOUNG. R.C. Director's Office, Office oi» Inspection and 
Enforcement. 84/07/03. 2pp. 28460:177. 24X 

Fiche: 50-293, 84/07/03. 8407170164. 


— 8407170182 Forwards "Analysis Rept on Issues re Pilgrim Evacuation 
Time Estimate. Pi Igrim Nuclear Power Station." per 840120 
request. 

KRIMM. R. W. Federal Emergency Management Agency. 84/05/15. 
JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). Ip. 28460:179. 24X Fiche: 50-293. 

84/07/03. 8407170164. 


•8407170186 "Analysis Rept on Issues re Pilgrim Evacuation Time 
Estimate. Pilgrim Nuclear Power Station." 

■e Federal Emergency Management Agency. 84/05/01. 10pp. 

28460:180. 24X Fiche: 50-293. 84/07/03, 8407170164. 


8501110360 Forwards review of 830517 8c 840402 requests for exemption 
from Section IIl.G of App R to 1DCFR50. Existing fire 
protection in areas involved, together w/mods. provides 
equivalent safety measures. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/12/18. 

HARRINGTON, w. D, Boston Edison Co. 2pp. 28073:128. 24X 

Fiche: 50-293, 84/12/18. 8501110360. 


—8501110362 Exemption from Section IIl.G of App R to 10CFR50 re fire 
protection safe shutdown capability. 

EISENHUT. D. G. Division of Licensing. 84/12/18. Boston Edison 
Co. 5pp. 28373:130. 24X Fiche: 50-293. 84/12/18. 8501110360. 


— 8501110366 Safety evaluation supporting exemption from Section IIl.G 
of App R to 10CFR50. 

* Office of Nuclear Reactor Regulation. Director. 84/12/18. 7pp. 
28373: 135. 24X Fiche; 50-293. 84/12/18. 8501110360. 


8501040013 Submits calculations used in evaluation of structural steel 
supports. in support of 831116 10CFR50. App R exemption 
request, per 841025 telcon. 

HARRINGTON. U. D. Boston Edison Co. 84/12/27. VASSALLO. D. B. 
Operating Reactors Branch 2, 2pp. 28182:245. 24X 

Fiche: 50-293. 84/12/27. 8501040013. 


8501100621 Generic Ltr 85-01 to all power reactor licensaas Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edisen Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01 /09. 8501100621. 


8501310284 Responds to NRC 841210 ltr re violations noted in Insp Rept 
50-293/84-36. Cprrective actions; Increased mgt attention 
applied to control room staffing Sc supervision. Control room 
staffing reviewed by mgt. 

HARRIN8T0N.W. D. Boston Edison Co. 85/01/09. STAROSTECKI. R, Region 
I. Office of Director. 3pp. 28658:310. 24X Fiche: 50-293. 85/01/09, 

8501310284. 


8501290683 Forwards corrected coyer page to Safeguards Insp Rept 
50-293/84-23 on 8fW16-20; Violation notad, 

MARTIN, T.T, Region 1, Office of Director, 85/01/16. 
HARR1NGT0N> W. D. Edison Go. 2pp. 28639:182. 24X 

Flc ha: 50-293. 05/01/16. 8501290683. 
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— 8501290697 Corrected cover page to Safeguards Insp Rept 50-293/84-22 on 
840716-20. Violation noted : securi ty card-key unattended* two 
photo-ID badges defaced ?< armed response guards not altuays 
dispatched to vital area alarms. 

DUNLAP, J.M.* MADDEN,U1. J. , KEIMIG, R. R. Region 1, Office of 

Director. 85/01/15. Ip. 28639:184. 24X Fiche: 50-293, 85/01/16, 

8501290683. 


0. Adjudicatory correspondence 


8501280367 Further response to 830628 FOIA request for all SECY papers 
issued in 1982. Foruiards listed documents. Documents also 
available in PDR, Info partially withheld <ref FOIA Exemption 
5). 

FELTON, J.M. Division of Rules and Records. 84/06/13. WEISS, E.R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche: 50-293, 84/06/13, 8501280367. 


— 8501280452 Commission paper re State of MA Atty General petition to 
intervene in proceeding for plant OL mod. Info partially 
withheld. 

MALSCH, M. G. Office of the General Counsel. SECY-S2-303. 

82/07/19. Commissioners. 73pp, 28636:147. 24X 

Fiche: 50-000, 84/06/13, 8501280367. 


— 8501280465 Commission paper informing of lawsuit filed by FX Bellotti 
to halt license review program & grant hearing on 820118 
enforcement order. Info partially withheld. 

SLAGGIE,E. L. Office of the General Counsel. SECY-82-303A. 

82/07/26. Commissioners. 3pp. 28636:220. 24X 

Fiche: 50-000, 84/06/13, 8501280367. 


J. Insurance & indemnity information 


8501100006 Forwards complaint against util, alleging GN Whiting suffered 
from cancer as result of radiation exposure during 1977 - 
1980 & died 831202. 

HARUARD, J. E. American Nuclear Insurers. 84/12/21. SALT2MAN, J. 
Assistant Director for State & Licensee Relations. 13pp. 28295:305. 

24X Fiche: 50-293,84/12/21,8501100006. 


8501230363 Notifies that claim filed against util in connection w/ 
operation of plant. Summons 8e related legal document end. 

HARRINGTON, w. D. Boston Edison Co. 85/01/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 13pp. 28509:159. 24X 

Fiche: 50-293, 85/01/14, 8501230363. 


P. Operating license stage documents & correspondence 


8501160065 Partial response to FOIA request for all documentation re 
facility from 1976-80, including 1977 exposure incident. 

Forwards documents listed in App A. Documents also available 
in LPDR. W/o end. 

FELTON, J.M. Division of Rules and Records. 84/06/21. KEANE, J. P. 
Madan & Madan. 2pp. 28432:226. 24X Fiche; 50-293, 84/06/21, 

8501160065. 


8501100651 Forwards Amend 85 to License DPR-35 safety evaluation. 
Amend modifies Section IV of Commission 830314 order 
confirming licensee commitments on post-TMI-related issues, 
as modified by Commission 840615 order. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/17. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 28356:172. 24X 

Fiche; 50-293, 84/12/17, 8501100651. 


—8501100657 Amend 85 to License DPR-35, mod if ying Section IV of 
Commission 830314 order confirming licensee commitments on 
post-TMI-related issues, as modified by Commission 840615 
order. 

VASSALLO, O, 8. Operating Reactors Branch 2, 84/12/17. 2pp. 

28356; 176. 24X Fiche: 50-293, 84/12/17, 8501100651. 


— 8501100665 Safety evaluation supporting Amend 85 to License DPR-35. 
e Office of Nuclear Reactor Regulation, Director. 84/12/17. 3pp. 
28356:178. 24X Fiche: 50-293, 84/12/17, 8501100651. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Noclear Power Plants. •' Svc list end. 
EISENKMT,0. G, Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27. 8501030120. 


8501080447 Requests remittance of fee for 841212 application for 
extension of deadline for installation of post-accident 
sampling sys & containment atmospheric continuous monitoring 
sys. 

piOGSfR, M, License Fee Management Branch, 84/12/31. 
HARRINGTON, w. D. Boston Edison Co. Ip, 28271 ; 108. 24X 

Fiche: 50-293,84/12/31, 8501080447. 


8501160055 Forwards Rev 15 to "Secondary Containment Leak Rate 
Signof f , " performed on 841028. Satisfactory test results 
verify integrity of secondary containment. 

HARRINGTON. W. D. Boston Edison Co. 85/01/08. Office of Nuclear 
Reactor Regulation, Director. Ip. 28412; 178. 24X 

Fiche; 50-293, 85/01/08, 8501160055. 


— 8501160061 Rev 15 to "Secondary Containment Leak Rate Signoff. " 

* Boston Edison Co. 8. 7. 3R15. 85/01/08. 4pp. 28412:179. 24X 

Fiche: 50-293, 85/01/08, 8501160055. 


8501280251 Ac k receipt of Generic Ltr 84-24 re environ qualification 
of electric equipment important to safety for nuclear power 
plants on 8501 IS. Recei p t date will be used as start of 
30 days allowed to respond to requirements. 

HARRINGTON, W. D. Boston Edison Co. 85/01/21. EISENHUT, D. G. 
Division of Licensing. Ip. 28569:307. 24X Fiche: 50-293, 85/01/21 , 

8501280251. 


8501280369 Responds to NRC 841115 Se 1210 requests for addl info re 
840924 & 0803 Itrs concerning environ qualification of 
safety-related electrical equipment. Resolution matrix for 
equipment items not provided in referenced Itrs end. 

HARRINGTON, W. D. Boston Edison Co. 85/01/21. VASSALLO, D. B. 
Operating Reactors Branch 2. 7pp. 28566:111. 24X 

Fiche: 50-293, 85/01/21, 8501280369. 


8501310404 Forwards addl info re design & fabrication of reactor head 
strongback & dryer/separator lifting sling assembly, per 
NUREG-0612, "Control of Heavy Loads. " 

HARRINGTON, W. D. Boston Edison Co. 85/01/25. VASSALLO, D. B. 
Operating Reactors Branch 2. 7pp. 28656: 105. 24X 

Fiche: 50-293, 85/01/25, 8501310404. 


Q. Inspection reports, IE Bulletins & correspondence 


8501080222 Forwards Enforcement Conference Rept 50-293/84-36 on 841120 
& notice of violation. 

STAROSTECKI, R. Division of Project & Resident Programs. 84/12/10. 
HARRINGTON, W. D. Boston Edison Co. 2pp. 28246:222. 24X 

Fiche: 50-293, 84/12/10, 8501080222. 


— 8501080227 Notice of violation from insp on 841101,02 Si 07. 

* Region 1, Office of Director. 84/12/10. 2pp. 28246:224. 24X 

Fiche: 50-293, 84/12/10, 8501080222. 


— 8501080235 Enforcement Conference Rept 50-293/84-36 on 841120. 
Noncompliance discussed; lack of attention to source range 
monitors by personnel during refueling activities Se adequacy 
of shift turnovers. 

JOHNSON, J., MCBRIDE, M. , TRIPP, L. Region 1, Office of Director. 
84/12/07. 3pp. 28246:226. 24X Fiche : 50-293, 84/12/10. 8501080222. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Se Engineering Response 
<PoBt 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501160038 Responds to NRC 840828-1008 Itrs re violations noted in Insp 
Rept 50-293/84-26. Corrective actions: four listed procedures 
from QA manual reviewed by QA dept. 

HARRINGTON, W. D. Boston Edison Co. 84/12/21. WENZINOER, E. C. 

Division of Project Sc Resident Programs. 3pp. 28420:296. 24X 

Fiche: 50-293, 84/12/21, 8501160038. 


8501110151 Responds to NRC 841129 ltr re notice of deviation. Corrective 
actions: in-depth ALARA review of CRD disassembly/reassembly 
activity conducted Se PNPS Procedure 3. M. 4-1. l revised. 

HARRINGTON, w. D. Boston Edison Co. 84/12/28. MURLEY, T. Region 1, 
Office of Director. 3pp. 28310:286. 24X Fiche: 50-293, 84/12/28, 

8501110151. 


850107019B Forwards response to IE Bulletin 84-03 re refueling cavity 
water seal. Spent fuel assemblies stored in spent fuel pool 
would not be exposed in event of gross failure of refuel 
cavity water seal w/spent fuel pool gates open. 

HARRINGTON, W. D. Boston Edison Co. 84/12/31. VASSALLO, D. B. 
Operating Reactors Branch 2. 2pp. 28204:346. 24X 

Fiche: 50-293. 84/12/31. 3501070198. 


8501230176 Responds to NRC 8412Q4 ltr re violations noted in Insp Rept 
50-293/84-28. Corrective actions: AE documented design basis 
for types of slabs <e function of top rebar determined. 

Cutting of rebar justification completed, 

HARRINGTON, W. D. Boston Edison Co. 84/12/31. STAROSTECKI, R. 
Division of Project & Resident Programs. 6pp. 28513:267. 24X 

Fiche: 50-293, 84/12/31, 8501230176. 
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8501230222 Notification of Significant Licensee Meeting S5-0S on 
850123 w/util in Plymouth* MA to discuss SALP. 

MEYER* G. Region 1* Office of Director. 85/01/09. Region 1* 
Office of Director. 2pp. 28536:170. 24X Fiche: 50-293* 85/01/09, 

8501230222. 


8501310284 Responds to NRC 841210 Itr re violations noted in Insp Rept 
50-293/84-36. Corrective actions: increased mgt attention 
applied to control room staffing Sc supervision. Control room 
staffing reviewed by mgt. 

HARRINGTON. W. D. Boston Edison Co. 85/01/09. STAROSTECKI* R. Region 
1. Office of Director. 3pp. 28658:310. 24X Fiche: 50-293. 85/01 /09. 

8501310284. 


8501310498 Confirms date of 850123 SALP mgt meeting in Plymouth* MA to 
discuss SALP Rept 50-293/84-34. 

STAROSTECKI. R. Region 1* Office of Director. 85/01/09. 

HARRINGTON. W. D. Boston Edison Co. 2pp. 28685:136. 24X 

Fiche: 50-293, 85/01/09* 8501310498. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401, 


8501240324 Ack receipt of 841207 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-293/84-13. 

MARTIN, T. T. Region 1* Office of Director. 85/01/10. 

HARRINGTON. U. D. Boston Edison Co. 2pp. 28542:182. 24X 

Fiche: 50-293, 85/01/10* 8501240324. 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fi ch e: 50-000* 85/01/1 1. 8501080502. 


8501210189 Forwards Insp Rept 50-293/84-44 on 841218-19. Enforcement 
conference will be scheduled to discuss apparent disregard 
of procedural requirements by contractor technician. 

MARTIN. T.T. Region 1* Office of Director. 85/01/14. 

HARRINGTON. W. D. Boston Edison Co. 2pp. 28470:059. 24X 

Fiche: 50-293. 85/01/14* 8501210189. 


—8501210195 Insp Rept 50-293/84-44 on 841218-19 re unauthoriied 
personnel entry into monitoring tank. Problems identified; 
failure of individual to adhere to procedural requirements & 
revise radiation work permit. Licensee actions appropriate. 

NIMITZ. R. L. * PASCIAK. W. J. Region 1* Office of Director. 85/01/10. 
11pp. 28470:061. 24X Fiche: 50-293. 85/01/14. 8501210189. 


8501100655 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 85/01/15, Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15, 8501100655. 


8501290683 Forwards corrected cover page to Safeguards Insp Rept 
50-293/84-22 on 840716-20. Violation noted. 

MARTIN. T.T. Region 1. Office of Director. 85/01/16. 
HARRINGTON. W. D. Boston Edison Co. 2pp. 28639:182. 24X 

Fiche: 50-293, 85/01/16. 8501290683. 


— 8501290697 Corrected cover page to Safeguards Insp Rept 50-293/84-22 on 
840716-20. Violation noted : security card-key unattended, two 
photo-ID badges defaced Sc armed response guards not always 
dispatched to vital area alarms. 

DUNLAP. J.M.* MADDEN. W.J.. KEIMIG. R. R. Region 1. Office of 
Director. 85/01/15. Ip, 28639:184. 24X Fiche: 50-293. 85/01/16. 

8501290683. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fi ch e: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe bIhip Restraints." Svc list 
encl. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. “ ^c list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Resgohae (Post 830103). 85/01/23, Consolidated Edison Co. of New 

Ypr|( I, pc, 109pp. 28692: 001. 24X Fiche; 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352. 


R. Periodic operating reports & related correspondence 


8501090645 Forwards 1985 environ monitoring* thermal discharge fish 
surveillance & dissolved nitrogen saturation reduction 
programs ft plans per NPDES Permit MA0003557. 

HARRINGTON* W. D. Boston Edison Co. 84/12/27. Massachusetts* 
Commonwealth of, 10pp. 28275:353. 24X Fiche: 50-293* 84/12/27* 

8501090645. 


8501250480 Monthly operating rept for Dec 1984. W/8501 14 Itr. 

HAMILTON, P.* HARRINGTON* W. D. Boston Edison Co. 84/12/31. 7pp. 
28562: 080. 24X Fiche: 50-293. 84/12/31. 8501250480. 


8501220384 Forwards semiannual update to Schedules A & B of facility 
long-term program. Progress re NRC requirements concerning 
plant mods & reasons for schedule changes summarized. Changes 
since last submittal i dentif led. Planning review warranted. 
HARRINGTON. W. D. Boston Edison Co. 85/01/14. VASSALLO. D. B. 
Operating Reactors Branch 2. 10pp. 28494:210. 24X 

Fiche: 50-293. 85/01/14. 8501220384. 


S. Reportable occurrences, LERs & related correspondence 


8501230070 FOIA request for seven categories of documents, inc lud ing 
1983 Class IE relay failures at three plants. relay failures 
discussed in IE Bulletin 64-02 ft NRC responses to GE SILs ft 
SALs. 

BELL, N. Nuclear Information ft Resource Service. 84/04/25. 
FELTON, J. M. Office of Administration. 2pp. 28536:001. 24X 

Fiche: 50-000. 84/04/25. 8501230070. 


8501230082 Further response to FOIA request for seven categories of 
documents re failures in electrical relays. Forwards App A 
documents, Documents also available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. BELL. N. 
Nuclear Information it Resource Service. 2pp. 28536:003. 24X 

Fiche: 50-000, 84/05/24. 8501230082. 


8501150456 LER 77-031/01 X-1 : on 770912. base metal of CRD return line 
nozzle penetrated during grind out of indication. Caused by 
thermal-induced fatigue cracking, CRD line removed from sys. 
W/841213 Itr. 

HAMILTON. P. J. . HARRINGTON. W. D. Boston Edison Co. 84/12/13. 
MURLEY. T. E. Region 1, Office of Director. 3p. 28414:251. 24X 

Fiche: 50-293, 84/12/13. 8501150456. 


8501100729 LER 84-016-00: on B41207, p ower 1 ost to 120-volt ac safeguards 
bus (Y4) B. Caused by non-licensed cognitive personnel error. 

Power loss resulted in Group 6 containment isolation. 

Personnel counseled. W/850102 Itr. 

SCHIFONE. R. M. . HARRINGTON, W. D. Boston Edison Co. 85/01/02. 3pp. 
28345: 233. 24X Fiche: 50-293. 85/01/02. 8501100729. 


8501080361 PNO-I-85-001: on 850101. plant shutdown in excess of 48 h. 
Caused by need for repairs on standby liquid control sys. 
which was inoperable due to debris in piping. Standby liquid 
control sys Sc piping cleaned. 

JOHNSON. J.. MEYER. G. Region 1* Office of Director. 85/01/03. Ip. 
28231: 043. 24X Fiche: 50-293. 85/01/03.8501080361. 


8501170067 PNS-I -85-002: on 850110. bomb threat received by security 
watch in secondary alarm station, from in-plant telephone 
e xtension. Bomb search of protected Sc vital areas initiated. 

Results negative. 

DELLA RATTA, A. , JOYNER. R.J. Region 1. Office of Director. 85/01/11. 
Ip. 28425:303. 24X Fiche; 50-293. 85/01/11, 8501170067. 


8501230003 Notification of 850123 License Meeting 85-07 to conduct 
enforcement conference w/util on site to discuss recent 
radiological controls problems. 

NIMITZ. R.L. Region 1. Office of Director. 85/01/11. Region 1, 
Office of Director. 2pp. 28536:205. 24X Fiche: 50-293. 85/01/11. 

8501230003. 


8501280270 LER 84-017-00: 841219. temp orary loss of offsite power 
experienced. Caused by operator activating two stuck breaker 
protection switches w/o resetting corresponding lockout 
relays, Personnel counseled. W/S50114 Itr, 

HAMILTON, P. J. , HARRINGTON. W. D. Boston Edison Co. 85/01/14. 4pp. 
28615: Oil, 24X Fiche; 50-293. 85/01/14. 8501280270, 
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8501310546 LER 94-018-00: on 941220. uih i le shutdown for ref uel ing. LPCI 
valve found inoperabl e. Caused by worn teeth on splined 
insert gear of motor operator. Motor operator refurbished. 

W/8S0117 Itr. 

HAMILTON, P. J. . HARRINGTON, W. D. Boston Edison Co. 85/01/17. 3pp. 
28693: 040. 24)( Fiche: 50-293, 85/01/17, 8501310546. 


8501310156 LER 84-006-01; on 840405, during fuel outage, 37 fire doors 
found potentially nonfunctional due to holes Sc spaces. 

Subseiiuent engineering analysis found doors functional. 

W/850122 Itr. 

HAMILTON, P. , HARRINGTON, W. D. Boston Edison Co. 85/01/22. 3pp. 
28685: 353. 24X Fiche: 50-293, 85/01/22. 8501310156. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. AT&T will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND, J. A. Region 3, Office of Director. 85/01/11. REEDiC. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche: 50-000, 85/01/1 1, 

8501170042. 


8501240189 Forwards oversize replacement Pages 7 & 8 to Rev 3 to 
Emergency Plan Implementing Procedure 100-1, Aperture cards 
available in PDR. 

* Commonwealth Edison Co, 85/01/11, NRC — No Detailed 
Affiliation Given, 3pp. 28526:305. 24X Fiche: 50-295, 85/01 / 1 1, 

8501240189. 
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F. Security, medical, emergency & fire protection plans 


8501300158 Partial response to FOIA request for documents re listed 
fin fi les. Forwards documents listed in App A & App B. 

Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 

SHOLLY.S. C. Union of Concerned Scientists. llpp. 28665:128. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8111300144 Requests listed info re facility site emergency planning for 
use in confirmatory risk calculations, to perform review of 
consequence calculations presented in risk study. 

HOUSTON,R. W. Accident Evaluation Branch. 81/10/30. GRIMES, B. 
Division of Emergency Preparedness <Pre 830103). 3pp. 28668: 144. 

24X Fiche: 50-000, 84/08/09, 8501300158, 


8501080231 Revised Page 1 to table of contents for Emergency Plan 
Implementing Procedure EPIP 340—1, "Core Damage Assessment. " 

PLIML, 6. Commonwealth Edison Co. 84/10/15. 3pp. 28232:137. 24X 

Fiche: 50-295. 84/10/15, 8501080231, 


8501020288 Rev 5 to EPIP llO-l including OSEP Table 6.3-1 & Figure 
6. 3-1 (a), W/two oversize drawings. Aperture cards available in 
PDR. 

* Commonwealth Edison Co. 84/11/26. Record Services Branch 
<Document Control Desk). 5pp. 28141:100. 24X Fiche: 50-295, 

84/ 1 1 /26, 850 1 020288. 


8501080083 Rev 4 to Emergency Plan Implementing Procedure EPIP 100-1, 
correcting typos. 

PLIML, G. Commonwealth Edison Co. 84/11/26. 3pp. 28233:296. 24X 

Fiche: 50-295, 84/11/26, 8501080083. 


8501280420 Rev 17 to Emergency Plan Implementing Procedure EPIP 320-1, 
"Activation of Generating Station Emergency Procedure 
Station Group. " 

PLIML, G. Commonwealth Edison Co. 85/01/18. 9pp. 28564:029. 24X 

Fiche: 50-295, 85/01/18, 8501280420. 


8501290314 Forwards Rev 1 to Section 1 of "Fire Protection Reassessment 
Rept, " per 850116 telcon. 

CASCARANO, R. N. Commonwealth Edison Co. 85/01/24. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28620:239. 24X 

Fiche: 50-295, 85/01/24, 8501290314. 


— 8501290321 Rev 1 to Section 1 of "Fire Protection Reassessment Rept. " 
* Commonwealth Edison Co. 85/01/24. 35pp. 28620:240. 24X 

Fiche: 50-295. 85/01/24, 8501290314. 


H. General correspondence 


8501210147 Requests correction to Addressee 20 on document distribution 
list for facilities in response to F Lentine 850102 memo. 

PAPERIELLO, C. U. Region 3, Office of Director. 85/01/14. ABEL, J. S. 
Commonwealth Edison Co. Ip. 28471:062. 24X Fiche; 50-295, 85/01/14, 
8501210147. 


J. Insurance & indemnity information 


8501280175 Forwards Endorsements 13,163,32,83 & 70 to NELIA Policies 
NF-277, NF-43, NF-253, NF-187 & NF-201, resp ec tively & 

Endorsements 7,139,16,68 & 59 to MAELU Policies MF-114, 

MF-22, MF-104, MF-54 & MF-64, respect Ively. 

□STER.J. Commonwealth Edison Co. 85/01/16. SALTZMAN, U. Assistant 
Director for State & Licensee Relations. llpp. 28569:018. 24X 

Fiche: 50-000. 85/01/16, 8501280175. 


8501020296 Corrected Pages 9 & 10 to Rev 1 to Emergency Plan 
Implementing Procedure EPIP 100-1, "Generating Station 
Emergency Plan Guidelines for Protection Against Ingestion 
of Contamination for Offsite Public. " 

PLIML, G. Commonwealth Edison Co. 84/12/19. 7pp. 28142:020. 24X 

Fiche: 50-295, 84/12/19, 8501020296. 


8501020250 Forwards procedures generation package for upgrading 
emergency operating procedures, per NUREG-0737 Suppl 1. 

CASCARANO, R. N. Commonwealth Edison Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28143:079. 
24X Fiche: 50-295, 84/12/28, 8501020250. 


— 8501020256 "Procedures Generation Package, Zion Generating Station Units 

1 & 2 . " 

* Commonwealth Edison Co. 84/12/28. 169pp. 28143:081. 24X 

Fiche: 50-295, 84/12/28, 8501020250. 


8501080509 Acfc receipt of 841207 Itr, transmitting scope it objectives 
for emergency response exercise scheduled for 850305. 

PAPERIELLO, C. J. Regions, Office of Director. 85/01/02. REED, C. 
Commonwealth Edison Co. Ip. 28230:226. 24X Fiche: 50-295, 85/01/02, 

8501080509. 


^ — 8501080514 Forwards scope of participation & objectives for emergency 
response exercise scheduled for 850305, per 841108 & 1205 
meetings. 

DWYER, R, E. Commonwealth Edison Co. 84/12/07. HIND, J. Division 
of Emergency Prepafed:neis & Operational Support, 4pp. 28230:227. 
24X Ficbt:50-295, 85/01/02. 8501080509. 


8501080187 Revised Page 4 of Rev 7 to Emergency Plan Implementing 
Procedure llO-I, correcting typos, 

PLIMLiG. Commonwealth Edison Co. 85/01/03. 3pp. 28231:353. 24X 

Fiche: 50^-295, 85/01/03, B5010B01B7. 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 it NELIA 
Certificate N-93, Endorsement 3 to MAELU Certificate M-83 & 

NELIA Certificate N-83 it Endorsement 5 to MAELU Certificate 
M-71. 

□5TER,J. Commonwealth Edison Co. 85/01/16. SALTZMAN, J. Assistant 
Director for State it Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000, 85/01/16. 0501280262. 


0. Advisory Committee on Reactor Safeguards reports it correspondence 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A it App B. 

Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 
SHOLLY, S. C. Union of Concerned Scientists. llpp- 28665:128. 24X 
Fiche: 50-000, 84/08/09, B50130015B. 


— 8203220032 Notification of ACRS subcommittee 820326 meeting to discuss 
concerns re facility probablistic risk assessment. 

CHANEY, D. A. Operating Reactors Branch 1. 82/03/08.’ NOVAK, T. M. 
Assistant Director for Operating Reactors. Ip. 28668:003. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300615 Provides second round comments re PRA, per 820114 Itr. Related 
info end. 

THEOFANOUS, T. G, Purdue Univ. , West Lafayette, IN. THEOFANOUS, T. 0. 

ACRS - Advisory Committee on Reactor Safeguards. 82/02/12. 

MEYER, J. Reactor Systems Branch. 39pp. 28666:325. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


■8501300622 Forwards BNL comments re probabilistic safety study. Comments 
will be considered in 820801 final review. 

ERNST, M. Assistant Director for Technology Review. 82/02/19. 

FRALEY, R. F. ACRS - Advisory Committee on Reactor Safeguards. Ip. 
28667: 003. 24X Fiche; 50-000, 84/0B/09, 8501300158. 


6501100621 Generic Ltr 85-01 to all powar reactor licensees Se all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing, 85/01/09. Consolidated 
Edisan Ca. af New York, Inc. 138pp, 67718:161. 24X 

Fiche: SO'^-OOO, 65/01/09, 8501100621. 
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P. Operating license stage documents & correspondence 


8501300158 Partial response to FOIA request for documents re listed 
FIN fi les. Forwards documents listed in App A St App B. 

Documents available in PDR. 

FELTONi J. M. Division of Rules and Records. FIN A-3726. 84/08/09. 
SHOLLYi S. C. Union of Concerned Scientists. 11pp. 2866 5: 128. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— B110230021 Comments on plan for review of facility probabilistic safety 
study. Div of Sys Integration wishes to cover areas 
paralleling subj matter of NUREG-0850. 

MATTSON, R. J. Division of Systems Integration (pre 811005). 

81/10/09. HURLEY, T, Division of Safety Technology. 3pp. 

28667: 321. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8110280382 Discusses interest in reviewing portions of facility risk 
study dealing w/accident source terms St consequence 
calculations, in response to 810918 memo. 

HOUSTON.R. W. Accident Evaluation Branch. 81/10/02. THADANI.A. 
Reliability St Risk Assessment Branch. Ip. 28668:143. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8111060003 Describes proposed review plan for probabilistic safety 
study. Top review priority is to identify & review success/ 
failure criteria in each technical area. Incorporates 
recommendations of Mattson 811019 memo, 

MURLEV.T. Division of Safety Technology. 81/10/27. EISENHUT, D. 0. 
Division of Licensing. MATTSON, R. Division of Systems 
Integration (post 811005). VOLLMER, R. Division of Engineering, 
9pp. 28667:297. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8201050386 Describes schedule, interdiv & interofc interfaces, manpower 
needs & general approach for Zion probabilistic risk 
assessment review, Indian Point hearing & Zion/Indian Point 
final rept. 

MEYER. J.F. Reactor Systems Branch. 81/12/15. SPEIS, T. P. 

Assistant Director for Reactor Safety. 3pp. 28668; 147. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8201130375 Forwards agenda for 820113-15 meeting w/util to resolve 
technical questions raised during review of facility 
probabilistic safety study. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/12/22. 
KLOPP, G. T. Commonwealth Edison Co. Ip. 28667:348. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201210400 Advises that 811027 proposed review schedule for facility 
probabilistic safety study will be delayed due to util 
inability to meet w/NRC before 820111. 

ERNST, M. L. Assistant Director for Technology Review. 82/01/04. 
NOVAK, T. M. Assistant Director for Operating Reactors. 10pp. 

28667: 311. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8201220121 Forwards Itr to util specifying individuals to serve as 
points of contact for technical questions that may arise 
during review of facility probabilistic safety study. W/o 
end. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/12/29. 
SPEIS, T. Assistant Director for Reactor Safety. ERNST, M. L. 
Assistant Director for Technology Review. Ip. 28667:347. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201250098 Confirms discussions re Mechanical Engineering Branch review 
& evaluation of Section 3.1.7 of probabilistic safety study, 

“Vessel Failure Mechanism. “ Initial comments due 820115. 

SHERON, B. U. Reactor Systems Branch. 82/01/06. BOSNAK, R. J. 

Mechanical Engineering Branch. 2p>p. 28666:208. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201300026 Responds to 811209 request for review of LASL Sandia Lab 
analyses re containment structure failure pressures. Repts 
end. 

SCHAUER,F. P. Structural Engineering Branch. 82/01/11. MAZETIS, G. 

Reactor Systems Branch. 10pp. 28666; 180. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201300216 Comments on proposed vessel failure mechanism, per facility 
probabilistic study Section 3. 1, 7. AddI info requested to 
ensure validity of assumptions used in scenerio postulations 
mathematical formulations. 

BOSNAK, R. J. Mechanical Engineering Branch. 82/01/12. 8HER0N,B.U. 

Reactor Systems Branch. 18pp. 28666:190, 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8202120109 Requests that comments re probabilistic safety study be 
forwarded to Reliability & Risk Assessment Branch by 820215. 
HANAUER,S, H. Division of Safety Technology. 82/01/26. 

VOLLMER, R.H, Division of Engineering. MATTSON, R. Division of 
Systems Integration (post 811005). 8pp. 28667:351. 24)( 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8202240016 Informs that facility probabilistic risk assessment (PRA) 
review is continuing w/completion scheduled for Aug-Sept 
1982. Meeting should be held 820205 to discuss approaches to 
be followed to satisfy PRA requirements. 

NOVAK, T. M. Assistant Director for Operating Reactors. 82/02/02. 
KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering 
(Pre 830201). SPEIS. T. , ERNST, M. NRC - No Detailed Affiliation 
Given. 3pp. 28667:308. 24X Fi che: 50-000, 84/08/09, 85013001 58. 


— 8202240026 Forwards BNL review results of Zion probabilistic safety 
study to be considered in review efforts at Sandia Labs. 

THADANI.A. C. Reliability & Risk Assessment Branch. 82/02/03. 
ERNST, M. Division of Safety Technology. 2pp. 28666:210. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8202240028 Forwards results of review of Zion probabilistic safety 
study, internal & external events. 

BARI, R. A. Brookhaven National Laboratory. 82/01/22. THADANI.A. C. 

Reliability it Risk Assessment Branch. 4Spp. 28666:234. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 6203020094 Forwards MARCH computer code calculations re wafer 
availability in cavity below reactor vessel. 

CARTER. J.L. Reactor Systems Branch. 82/02/11. MEYER, J. F. 
Reactor Systems Branch. 30pp. 28666:292. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8203100076 Forwards review comments on probabilistic safety study 
per 811104 request. 

REGAN, W.H. Siting Analysis Branch. 82/02/19. THADANI. A. C. 
Reliability Sc Risk Assessment Branch. 4pp. 28667:361. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8203110459 Submits Beta containment failure mode parametrics 
calculations w/MARCH computer codes per 820107 suggestions. 
Figures 1-16,31,46 Sc 61 showing effect of containment break 
size on progress of accident end. 

CARTER, J.L. Reactor Systems Branch. 82/02/26. MEYER, J.F. 
Reactor Systems Branch. 70pp. 26667; 082. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8203110503 Documents statement that draft review rept will be available 
820501. Statement made at 820205 meeting re facility 
probabilistic risk assessment. TE Murley 811027 memo 
describes review Sc schedule. 

THADANI, A. Reliability Sc Risk Assessment Branch. 82/02/24. 

VARGA, S. Operating Reactors Branch 1. 2pp. 28667:306. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8204010015 Requests evaluation of Section 6, site consequence analysis 
of Zion probabilistic safety study (ZPSS) by 820421 to meet 
preliminary draft review 820503 publication. Questions will 
be addressed during 820322 meeting. 

SPEIS, T.P. Assistant Director for Reactor Safety. 82/03/19. 
HOUSTON, R.W. Assistant Director for Radiation Protection. Ip. 
28668: 154. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8204070030 Responds to 820319 memo. Results of review of probabilistic 
safety study Section 6, site consequence analysis, should be 
filed by 820428. Results of review of Section 5, core melt 
accident source terms, will be coordinated. 

H0UST0N,R. W. Assistant Director for Radiation Protection. 

82/03/25. SPEIS, T.P. Assistant Director for Reactor Safety. Ip. 
28668: 155. 24X Fiche; 50-000, 84/08/09, 8501300158. 


— 8207060057 Forwards Accident Evaluation Branch critique of plant 
probabilistic safety study. 

HOUSTON, R.W. Assistant Director for Radiation Protection. 
82/06/23. ERNST, M. Assistant Director for Technology Review. 
28pp. 28668:115. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8304180708 Discusses delay in PRA review schedule. Four wks allowed for 
development of div recommendations review. Schedule end. 

THADANI, A. C. Reliability & Risk Assessment Branch. 83/04/11. 

SPEIS, T.P. Division of Safety Technology. 3pp. 28668:032. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8305170633 Forwards Sandia 830505 trip rept, listing facility evaluation 
milestones. Deliverables outlined. W/o encl. 

MEYER, J.F. Reactor Systems Branch. 83/05/09. HULMAN, L. G. 

Accident Evaluation Branch. 3pp. 28668:048. 24X 

Fiche: 50-000, 84/08/09, 8501300158, 


—83071101,66 Forwards draft rept for SSMRP seismic risk analysis of Zion 
for comments by 830715. W/o encl. 

GUZY«D. Mechanical/Structural Engineering Branch. 83/06/22. 
Mechanical/Structural Engineering Branch. 1pp. 26666:233. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 
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— 8308090048 Forwards draft BNL review of Zion Probabilistic Safety 
Study. Vol II <NURE0/CR-3300). Vol I transmitted to NRC on 
830718. Comments requested by 830812. 

SHERON. B. W. Reactor Systems Branch. 83/07/20. VARGA. S. A. 
Operating Reactors Branch 1. Ip. 28670:307. 24X 

Fiche: 50-000. 84/08/09, 8501300158. 


— 8308150493 Requests comments on draft NUREG/CR-3300 Vol II re plant 
probabilistic safety study evaluation. by 830822. Draft 
NUREG end. 

MATTSON. R. J. Division of Systems Integration (post 811005). 
83/08/02. EISENHUT. D. G. Division of Licensing. 2pp. 28670:308. 
24X Fiche: 50-000.84/08/09.8501300158. 


— 8308160031 Forwards Auxiliary Sys & Power Sys Branch comments it 
recommendations re SANL probabilistic safety pump study. Only 
one component cooling water pump necessary. Core melt 
frequencies should be appropriately adjusted. 

RUBENSTEIN. L. S. Assistant Director for Core & Plant Systems. 
83/08/11. MATTSON.R.J. Division of Systems Integration (post 
811005). 6pp. 28670:310. 24X Fi che: 50-000. 84/08/09. 8501300158. 


— 8308250269 Forwards branch comments on Vol 2 to NUREG/CR-3300, ''Review 
8c Evaluation of Zion Probabilistic Safety Study. " 

HULMAN. L. G. Accident Evaluation Branch. 83/08/16. SHERON. B. 
Reactor Systems Branch. 3pp. 28670:316. 24X 

Fiche; 50-000. 84/08/09. 8501300158. 


— 8308300802 Forwards comments on BNL probabilistic safety study. Vol II 
(NUREG/CR-3300). Review of Vol 1 not yet complete. Vol I 
errors which affect Vol II will be passed along to R Barrett 
or J Meyer. 

SPEIS. T. P. Division of Safety Technology. 83/08/22. MATTSON.R.J. 

Division of Systems Integration (post 811005). 6pp. 28670:319. 
24X Fiche; 50-000. 84/08/09. 8501300158. 


— 8309060460 Advises of util request for addl time to review & respond to 
differences between NUREG/CR-3300. Vo Is I & II & facility 
probabilistic safety study list of dominant sequences 8< 
frequencies. Util request reasonable. 

ROWSQME. F. Assistant Director for Technology Review. 83/08/26. 
LAINAS. G. C. Assistant Director for Operating Reactors. 2pp. 

28670: 325. 24X Fiche: 50-000. 84/08/09. 8501300158. 


— S3092S0532 Reviews Sandia Natl Labs evaluation of Zion probabilistic 
safety study (NUREG/CR-3300), Evaluation appears reasonably 
comprehensive. Discrepancy noted in component cooling water 
faults. 

ERNST, M.L. Division of Risk Analysis & Operations (post 840429). 
83/09/16. SPEIS. T.P. Division of Safety Technology. MATTSON.R.J. 

Division of Systems Integration (post 811005). 2pp. 28670:327. 
24X Fiche: 50-000,84/08/09.8501300158. 


-8311140240 Evaluates feed 8< bleed assumption Sc RCS behavior upon loss 
of component cooling water (CCW) as listed in Sandia "Review 
of Zion Probabilistic Safety Study Evaluation. Vol I. " Loss 
of CCW less significant than portrayed by Sandia. 

SHERON, B. Reactor Systems Branch. 83/11/03. THADANI.A. 
Reliability Se Risk Assessment Branch. 14pp. 28670:338. 24X 

Fiche; 50-000. 84/08/09, 8501300158. 


8311140423 Ack receipt of 831018 Itr re plans for conducting 
long-term pumping test to collect data concerning hydraulics 
of groundwater sys in Lisbon Mill vie inity. Rept describing 
pumping test it presenting results requested, 

PETTENGILL, H. J. Uranium Recovery Field Office. 83/10/27. 
PATTISON, R. S. Rio Algom Corp. 9pp, 21182:360. 24X 

Fiche; 50-000. 84/08/09. 8501300158, 


—8501300500 Forwards near-site 60 day study reflecting state-of-the-art 
analysis. Capacity evaluations scheduled for completion in 
June-Jul 1980. 

PEOPLES. D.L. Commonwealth Edison Co. 80/05/28. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director, 5pp. 28665:296. 

24X Fiche: 50-000. 84/08/09, 8501300158. 


8501300507 Forwards sketch of equipment hatch. Discusses effects of 
reinforcement of equipment hatch on containment failure 
pressure per 800617 meeting. Related info end. 

WALKER.T, J, NRC - No Detailed Affiliation Given. 80/06/20. 

MEYER, J.F. Office of Nuclear Reactor Regulation. Director. 4ipp. 
28665:301. 24X Fiche; 50-000, 84/08/09, 8501300158. 


8501300522 Forwards table summarizing recommendations re conditional 
probabilities of various containment modes for selected 
accident sequences. Other accidents considered important not 
yet analyzed. Related info end. 

PRATT.W. T. Brookhaven National Laboratory. FIN A-3392. 81/12/15. 

MEYER, J.F. Reactor Systems Branch. 19pp. 28665:352. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300529 Forwards first pass of facility probabilistic safety study, 
including comments. Related info end. 

SWANSON, D.G. Applied Science Associates, Inc. 82/01/08. MEYER, J. 

NRC - No Detailed Affiliation Given. 150pp. 28666:009. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300534 Submits marked-up draft facility PRA 8e NUREG-0850 review. 
BERMAN. M. Sandia National Laboratories. 82/01/10. MEYER. J. F. 

NRC - No Detailed Affiliation Given. 14pp. 28666:166. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300563 Comments on Sections 3 Se 4 of Zion probabilistic safety 
study. Related info end. 

THEOFANOUS. T. Purdue Univ. , West Lafayette, IN. 82/01/14. 

MEYER, J.M. NRC - No Detailed Affiliation Given. 8pp. 28666:212. 
24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300594 Updates review of probabilistic safety study. Damage state 
frequencies, containment matrix Se site matrices used to 
generate point estimates for internal Se internal plus 
external events end. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/06/07. 

MEYER, J.F. Reactor Systems Branch. 65pp. 28668:051. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300598 Forwards PRA rept to use for inquiries from outside agency. 
Requests list of personnel requiring specific portions or 
full set of rept. W/o end. 

NOVAK, T. M. NRC - No Detailed Affiliation Given. 81/09/18. 

VOLLMER,R. , MATTSON. R. , HANAUER, S. NRC - No Detailed Affiliation 
Given. 2pp. 28667:339. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8501300600 Requests comments on how detailed PRA review should be 8( 
specific areas that should receive special attention. 

Comments due by 811002. 

THADANI.A. Reliability & Risk Assessment Branch. 81/09/18. 

SPEIS, T., HOUSTON, W., ROWSOME, F. NRC - No Detailed Affiliation 
Given. 6pp. 28667:341. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8501300605 Forwards summary of contents from NUREG-0B50 & 
organizational charts for facility hearings & review of 
probabilistic safety study. Review of safety study will be 
compared w/NUREG-0850. 

MATTSON, R.J. Division of Systems Integration (post 811005). 
81/10/09. MURELY, T. Division of Safety technology. 4pp. 
28668: 150. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300607 Summary of 820205 meeting re refining goals for PRA review. 
Advises that preliminary rept will be submitted by 820212 it 
that specific evaluation will be provided in Apr or May. 

CHANEY. D. A. Operating Reactors Branch 1. 82/02/16. NOVAK. T. M. 

Assistant Director for Licensing. 2pp. 28667:359. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


— 8501300611 Forwards second pass review of probabilistic safety study. 
Util answers at 820128-29 meetings in Bethesda.MD 
unsatisfactory. 

SWANSON. D.G. Applied Science Associates. Inc. 82/02/04. MEYER, J. 

NRC - No Detailed Affiliation Given. 10pp. 28666:282. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300614 Submits list of remaining milestones Sc expected completion - 
dates as discussed at 820208 meeting necessary to produce 
draft rept by 820501. 

NEWBERRY, S. Reliability Sc Risk Assessment Branch. 82/02/12. 

MEYER, J. Reactor Systems Branch. Ip. 28668:004. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300616 Requests input re Section 6 of facility probabilistic safety 
study by 820421 for 620503 pub 1 ication, ACRS Subcommittee on 
Class-9 Accident will meet on 820326 to formulate questions 
for util. 

SPEIS. T. P. Assistant Director for Reactor Safety. 82/03/18, 

HOUSTON, R. W. Assistant Director for Radiation Protection. Ip. 

28668; 156. 24X Fiche: 50-000,84/08/09, 8501300158. 


— 8501300619 Forwards revised plant damage state frequencies from SANL. 
Advises that more formal findings Sc complete rept will be 
ready next wk. 

NEWBERRY, S. Reliability 8c Risk Assessment Branch. 82/03/01. 

MEYER, J. Reactor Systems Branch, 3pp, 28668:005. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


—8501300626 Advises that licensee has not responded to 800111 request 
for meteorological data. Requests that info be furnished in 
timely manner. 

SPEIS. T. P. Reactor Systems Branch. 84/08/09. VARGA, S. Operating 
Reactors Branch 1. Ip. 28668:158. 24X Fiche: 50-000. 84/08/09, 

8501300158. 
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— 6501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessmenti Consequence Analysis & Risk Assessment Summary < " 
quarterly progress repts for 821215-830315. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/03/31. 

MEYER, J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300632 Forwards BNL draft review re probabilistic study, satisfy ing 
milestone for Task I. a per 5ER 189 re core-melt accidents. 

Rept does not include UCLA, Purdue or ASA reviews. 

PRATT, W.T. Brookhaven National Laboratory. 82/07/21. MEYER, J. F. 
Reactor Systems Branch. 73pp. 28668; 159. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300635 Forwards revised Table 3 from 820217 Itr. Table provides 
consistent conditional probabilities. 

PRATT, W. T. Brookhaven National Laboratory. 82/03/02. MEYER, J.F. 
Reactor Systems Branch. 18pp. 28667: 161. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300647 Forwards tables for continuing review of Zion probabilistic 
safety study. Submits summary of tables satisfying fourth 
milestone for Task 1.9, per SER 189 re estimated core-melt 
accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 82/03/15. 

MEYER, J.F. Reactor Systems Branch. 21pp. 28667:195. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300656 Draft "Application of Seismic Safety Margins Research 
Program Methodology to Seismic Risk at Zion Nuclear Power 
Plant. " 

BOHN, M. P. , SHIEH, L. C., WELLS, J. E. Lawrence Livermore National 
Laboratory. 83/05/02. NRC - No Detailed Affiliation Given. 
953pp. 28668:234. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300659 Forwards slide re acute fatality risk curve & meeting agenda 
to discuss current status of review. Advi ses of 820325-26 
meetings u/ACRS Subcommittee on Reliability & Probabilistic 
Assessment it util. Related info end. 

THA0ANX,A. Reliability it Risk Assessment Branch. 82/03/25. 

ERNST, M. Assistant Director for Technology Review. 75pp. 

28667:216. 24X Fiche: 50-000, 84/08/09, 8501300158. 


—8501300667 Forwards draft NUREG/CR-3300. "Review & Evaluation of Zion 
Probabilistic Safety Study, Vol 1, Containment & Site 
Consequence Analysis." Rept satisfies Milestone IV. B. 2 per 
SER 189 re core melt accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/07/18. 

MEYER, J. F. Reactor Systems Branch. 600pp. 28670:003. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8501300672 Forwards PRA review schedule, rough chart depicting 
various interfaces for review it listed issues on sys 
analysis re disciplines in NRR. 

THADANI.A, C. Reliability it Risk Assessment Branch. 82/04/26. 

HANAUER, S. H. Division of Safety Technology. 4pp. 28667:293. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. . 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080022 Advises that util 840823 decision to withdraw proposal to 
install check valves in auxiliary feedwater sys, per NUREG- 
0737, Item II. E. 1. 1, acceptable. Alternative methods such as 
periodic inservice insps suggested. 

VARGA, S. A, Operating Reactors Branch 1. 84/12/27. FARRAR, O.L. 

Commonwealth Edison Co. 3pp. 28269:327. 24X Fiche: 50-295, 84/12/27, 

8501080022. 


8501070163 Forwards safety evaluation re util 830627 it 0823 requests 
for relief from ASME Code Section XI. Alternative exams or 
tests will provide necessary assurance of piping & 
components structural integrity. Reliefs granted. 

VARGA, S. A. Operating Reactors Branch 1, 84/12/28. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 28229:040. 24X Fiche: 50-295, 84/12/28, 

8501070163. 


— 8501070168 Safety evaluation supporting util 830627 it 0823 requests for 
relief from ASME Code Section XX. 

* Office of Nuclear Reactor Regulation, Director. 84/12/28. 
llpp, 28229:042. 24X Fiche: 50-295, 84/12/28, 8501070163. 

8501140317 Disc OS ©30627,840626 it 0814 Itrs re proposed inservice 
insp testing program & request relief from ASME Code 
requirements. Final approval of program it grant from ASME 
Code requiTements will be given. 

VARGA, S. A, Operating Reactors Branch 1. S5/01/02. FARRAR, D. L. 

Commonwealth Edison Co. 5pp. 28390:089. 24X Fiche: 50-295, 85/01/02, 

8501140317. 


8501170077 Application for amend to Licenses DPR-39 it DPR-48, revi s i 
Tech Spec Section 3. 8. 8 re hydrogen control sys. 

CASCARANO, R. N. Commonwealth Edison Co. 85/01/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Ip. 28425:353. 
Fiche: 50-295, 85/01/03, 8501170077. 


— 8501170081 Proposed Tech Spec s, revising Section 3.8.8 re hydrogen 
control sys. 

* Commonwealth Edison Co. 85/01/03. 7pp. 23425:354. 24X 

Fiche: 50-295, 85/01/03, 8501170077. 


8501170018 Clarifies position re NUREO-0737, Item II. D. 3 re direct 
indication of relief it safety valve position. Submittal 
should provide sufficient info to permit issuance of safety 
evaluation to close out item. 

CASCARANO, R. N. Commonwealth Edison Co. 85/01/08. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28426: 124. 
24X Fiche: 50-295,85/01/08,8501170018. 


8501140486 Requests remittance of application fee for review of uti 
840823 evaluation concluding that addl check valves 
unnecessary in auxiliary feedwater sys at facility. 

DIGGS, R. M. License Fee Management Branch. 85/01/09. FARRAR, D. L 
Commonwealth Edison Co. Ip. 28390:360. 24X Fiche: 50-295, 85/01/ 

8501140486. 


8501310461 Ack receipt of 841030 response to 840929 request for 
leakage rate testing data for plant. Immediate ban of all 
integral containment leakage rate tests until NRC position 
prepared it validated requested. 

REYTBLATT, Z. Warren Wilson College, Swannanoa, NC. 85/01/09. 
REHM, T. A. Office of the Executive Director for Operations. 9pp. 
28684:332. 24X Fiche: 50-295, 85/01/09, 8501310461. 


8501240240 Forwards revised Tech Spec Page 181 to 841017 applicatio 
for amends to License DPR-39 & DPR-4B re hydrogen control 
sys. Change reflects monthly performance of channel 
functions test. 

CASCARANO, R. N. Commonwealth Edison Co. 85/01/16. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. Ip. 28641:341, 
Fiche: 50-295, 85/01/16, 8501240240. 


— 8501290626 Revised Page 181 to Tech Spec Section 3.8.8 re hydroge 
control sy s, ref lect ing monthly performance of channel 
functional test. 

* Commonwealth Edison Co. 85/01/16. Ip. 28641:342. 24X 

Fiche: 50-295, 85/01/16, 8501240240. 


8501300551 Authorizes closeout of Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. 

EISENHUT, D. G. Division of Licensing. 85/01/17. LAINAS, G. C. 
Assistant Director for Operating Reactors. Ip. 28684; 152, 24X 

Fiche: 50-000, 85/01/17, 8501300551. 


— 8501300565 Requests approval to close out Multi-Plant Action E-05 
Westinghouse N-1 loop operation. No active applications exist 
in NRR, 

WIGGINTQN, D. L. Operating Reactors Branch 1. 85/01/11. 

EISENHUT, D. G. Division of Licensing. 2pp. 28684:153. 24X 

Fiche: 50-000, 85/01/17, 8501300551. 


8501280722 Forwards Director's Decision DD-85-2 Sc FR not ice, grantin 
part it denying in part Citizens Against Nuclear Power 840605 
10CFR2. 206 petition concerning containment integrated leak 
rate test performed in 1981. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director, f 

85/01/23. GOGOL, E. Citizens Against Nuclear Power. 2pp, 
28630:133. 24X Fiche: 50-295, 85/01/23, 8501280722. 


— 8501280733 Director's Decision DD-85-2 granting in part 8< denying 
part 850605 patition re threats posed by unacceptable ^ 

containment integrated leak rate tests Se copies of documents i 
re 1981 leak rate test. ‘ 

DENTON, H.R, Office of Nuclear Reactor Regulation, Director. 
85/01/23. 4pp. 28630:135, 24X Fiche : 50-295, 85/01/23, 8501280| 


— 8501280742 Notice of issuance 8« availability of Director's Decis| 
DD-B5-2 granting in part St denying in part 840605 petition | 
re containment integrated leak rate test, | 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. i 
85/01/23. 2pp. 28630:139, 24X Fiche ; 50-295, 85/01/23, S5O120O| 


8501290484 Forwards response to NRC questions raised during 841115 
meetings re second interval inservice testing program. No 
modulating valves require fail-safe testing in accordance 
w/ASME Section XI. Check valves full-stroke exercised. 

CASCARANO, R. N. Commonwealth Edison Co. 05/01/25, DENTON, H, R,, 

Office of Nuclear Reactor Regulation, Director, 24pp. 28617:02 

24X Fiche; 50-295, 85/01/25, 8501290484, 
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Q Inspection reportSi IE Bulletins Se correspondence 


3501300269 FOIA request for copies of 11 specific documents. inc luding 
ROs. LERs. insp repts & INFO repts. 

WILLIAMS. 0. G. JRA Associates. 84/06/15. FELTON. J. M. Division of 
Rules and Records. 2pp. 28684:037, 24X Fic he: 50-000. 84/06/15. 

8501300269. 


8501080528 Forwards Insp Repts 50-237/84-1 S. 50-249/84-14. 50-254/84-15. 
50-265/84-13. 50-295/84-19, 50-304/84-20. 50-373/84-25 & 

50-374/84-32 on 840815-1207 ft notice of violation. 

SPESSARD. R. L. Region 3. Office of Director. 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche: 50— 000, 84/12/1 1. 

8501080528. 


— 8501080535 Notice of violation from insp on 840815-1207. 

SPESSARD. R. L. Region 3. Office of Director. 84/12/11. 3pp. 
28244:345. 24X Fiche: 50-000. 84/12/11. 8501080528. 


—8501080544 Insp Repts 50-237/84-15.50-249/84-14.50-254/84-15. 
50-265/84-13, 50-295/84-19. 50-304/84-20, 50-373/84-25 ft 
50-374/84-32 on 840815-1207, Noncompliance noted: failure to 
implement procurement QA program. 

MASSE. R. A. Region 3. Office of Director. 84/12/11. 13pp. 

28244:348. 24X Fiche: 50-000. 84/12/11. 8501080528. 


8501100389 Forwards Insp Repts 50-295/84-23 Zt 50-304/84—24 on 
841029-1130 ft notice of violation. 

SHAFER, W.D. Region 3. Office of Director. 84/12/20. REED, C. 
Commonwealth Edison Co. 2pp. 28350:265. 24X Fiche; 50-295. 84/12/20. 

8501100389. 


— 8501100396 Notice of violation from insp on 841029-1130. 

SHAFER, W.D, Region 3. Office of Director. 84/12/20. Ip. 
28350:267. 24X Fiche: 50-295. 84/12/20. 8501100389. 


—8501100406 Insp Repts 50-295/84-23 & 50-304/84-24 on 841029-1130. 
Noncompliance noted: diesel generator Maint Procedure 
P/DG001/3-1R. "Refueling Outage Insp Checklist." not 
appropriate. 

WRIGHT, G.C. Region 3. Office of Director. 84/12/20. 7pp. 
28350: 268. 24X Fiche; 50-295. 84/12/20. 8501100389. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N, Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21, Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


6501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate.no ack Itr will be issued. 

KEPPLER. J. C. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21. 

8501300674. 


8501020101 Grants relief from ASME Section XI requirements, extending 
first insp interval inservice testing until 850124 refueling 
outage, per 841120 request. 

VARGA, S. A. Operating Reactors Branch 1, 84/12/24. FARRAR. D. L. 

Commonwealth Edison Co. 5pp, 28164:357. 24X Fiche: 50-295. 84/12/24. 

8501020101. 


8501080022 Advises that util 840823 decision to uiithdraui proposal to 
install check valves in auxiliary feedwater sys. per NUREG- 
0737. Item II. E. 1. 1. acceptable. Alternative methods such as 
periodic inscrvice insps suggested. 

VARGA. S. A. Operating Reactors Branch 1. 84/12/27. FARRAR. D. L. 

Commonwealth Edison Co. 3pp. 28269:327. 24X Fiche: 50-295. 84/12/27. 

8501080022, 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites, 

KEPPLER. J. 6. Regiqii 3. Off ice of Director, 84/12/28. REED, C. 
Commonwealth Edison Co. 2p:p. 2S340;231. 24X Fiche: 50-000. 84/12/28. 

S50110f475. ;■ ■ , 


8501140317 Discusses 830627.840626 St 0814 Itrs rt proposed inservice 
insp it testing program St request relief from ASME Code 
requirements. Final approval of program St grant from ASME 
Coide requirements will be given. 

VARGA. S. A. Operating Reactors Branch 1 , 05/01/02. FARRAR, D. L. 

Commonwealth Edison Co. 5pp. 28390:089. 24X Fiche; 50-295. 85/01/02. 

8501140317. 


8501290411 Responds to NRC 841203 Itr re violations noted in Insp Repts 
50-295/84-20 & 50-304/84-21. Corrective actions: individual 
responsible for procedural violation reprimanded. 

FARRAR, D.L. Commonwealth Edison Co. 85/01/02. KEPPLER. J. G. Region 
3. Office of Director. 3pp. 28620:331. 24X Fiche: 50-295. 85/01/02. 

8501290411. 


8501170148 Forwards Rev 3 to inservice insp program for first 10-yr 
interval. Proposed rev provides relief to defer hydrostatic 
pressure test under IWD-5000 to next refueling outage 
following receipt of replacement isolation boundary valves. 
CASCARANO. R. N. Commonwealth Edison Co. 85/01/04. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 28431:259. 
24X Fiche: 50-295. 85/01 /04, 8501170148. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193, 24X Fiche; 50-000, 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01/15, 8501 100655. 


8501230247 Ack receipt of 841105 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-295/84-11 8e 
50-304/84-12. 

KEPPLER, J.G. Region 3. Office of Director. 85/01/15. REED, C. 
Commonwealth Edison Co. Ip. 28515:253. 24X Fiche: 50-295. 85/01/15. 

8501230247. 


— 8501230255 Responds to NRC 840907 Itr re violations noted in Insp Repts 
50-295/84-11 Sc 50-304/84-1 1. Correct! ve actions; 24 h 
containment integrated leak test successfully performed 
between 840729 Sc 0801. 

FARRAR, D.L. Commonwealth Edison Co. 84/11/05. KEPPLER. J. 0. 

Region 3. Office of Director. 7pp. 28515:254. 24X 

Fiche: 50-295,85/01/15,8501230247. 


S501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. ’• Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501240028 Responds to 841220 notice of violation from Insp Repts 
50-295/84-23 Sc 50-304/84-24 on 841029-1130. Corrective 
actions: diesel generator maint procedure revised to include 
venting of jacket water pump while refilling sys. 

FARRAR. D.L. Commonwealth Edison Co. 85/01/18. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 28531:228. 24X 

Fiche; 50-295. 85/01/18, 8501240028. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23. 8501230229. 


B501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50. App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD. R. L. Region 3. Office of Director. 85/01/28. REED. C. 
Commonwealth Edison Co. 2pp. 28659:130, 24X Fiche: 50-000. 85/01/28. 

8501310289. 


8501250352 IE Info Notice 85-007. "Contaminate^i Radiogrephy Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA. Safeguards it Inep Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 
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R. Periodic operating reports St related correspondence 


8501180259 Monthly operating repts for Dec 1984. W/S501 14 Itr. 

AUSTIN. G. I GRAES8ER. K. L. Commonueal th Edison Co. 84/12/31. 12pp. 

28466: 038. 24X Fiche: 50-295. 84/12/31. 8501180259. 


8501080278 Revised Emergency Plan Implementing Procedure IP-17, 
"Emergency Equipment St Supplies. " W/S50103 Itr. 

HUFHAM. J. W. Tennessee Valley Authority. 85/01/03, O'REILLY. J. P. 
Region 2, Office of Director. 32pp. 28233:227. 24X 

Fiche: 50-259. 85/01/03. 8501080278. 


S. Reportable occurrences. LERs St related correspondence 


8501300158 Partial response to FOIA request for documents re listed 
FIN fi les. Forwards documents listed in App A St App B. 

Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 
SHOLLY.S.C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche: 50-000. 84/08/09. 8501300158. 


— 6501300640 Submits daily highlight. On 820225. hinge pieces discovered in 
plenum area of steam generator IB. Licensee will investigate 
presence of foreign objects in primary cooling sys. Region 
III following investigation. 

WIOOINTON.D. Operating Reactors Branch 1. 82/03/02. DENTON, H. R. . 

CASE, E, > EISENHUT, D. NRC - No Detailed Affiliation Given. 6pp. 

28667: 179. 24X Fiche: 50-000. 84/08/09. 8501300158. 


8501030325 PNO- I 11-84-112: on 841217. plant shut down to conduct insp 
of main generator. Caused by excessive generator hydrogen 
temps. Plant will be restarted on 841225. 

SUERMANN. J. . WRIGHT, G. . SHAFER, W. Region 3, Office of Director, 
84/12/20. Ip. 28189:058. 24X Fiche: 50-295. 84/12/20. 8501030325. 


8501070595 LER 84-036-00: on 841 126, containment purge valve RV-0003 
failed to seat completely. Cause not stated. Valve retorqued. 

W/841226 Itr. 

TIEMANN, J. A. , GRAESSER. K. L. Commonwealth Edison Co. 84/12/26. 3pp. 
28217: 225. 24X Fiche: 50-295. 84/12/26. 8501070595. 


8501140518 LER 84-038-00: on 841206, operator received loop b. c Sc d flow 
mismatch alarms. Levels on all four steam generators 
decreased Sc reactor trip ini tiated. Caused by defective 
Hagan M/A station. M/A station replaced. W/850107 itr, 

BEINECKE. P. , GRAESSER. K. L, Commonwealth Edison Co. 85/01/07. 3pp. 
28376: 322. 24X Fiche: 50-295. 85/01/07, 8501140518. 


8501160258 PNO-1 1 1-85-003: on 850108, approx 29 Ci noble gas released 
when reactor cooling water was unintentionally diverted from 
demineralizer to auxiliary bldg equipment drain tank. Plant 
personnel uncontaminated, Investigation underway. 

GREGER.L. R. , PAPERIELLO, C. J. Regions, Office of Director. 
85/01/09, Ip. 28412:153. 24X Fiche: 50-295. 85/01/09, 8501160258. 


8501110034 Forwards revised physical security plan. Plan withheld 
<ref 10CFR73. 21>. 

HUFHAM. J.W. Tennessee Valley Authority. 85/01/03. 0 'REILLY, J. P. 

Region 2. Office of Director. ip. 28314:349. 24X 

Fiche: 50-259, 85/01/03. 8501110034. 


8501180154 Ack receipt of 841219 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-44, 

50-260/84-44 Sc 50-296/84-44. 

VERRELLI, D. M. Region 2. Office of Director. 85/01/07. PARRIS. H. G. 
Tennessee Valley Authority. Ip. 28465:336. 24X 

Fiche: 50-259. 85/01/07, 8501180154. 


-8501180170 Responds to NRC 841102 Itr re violations noted in Insp Repts 
50-259/84-44.50-260/84-44 St 50-296/84-44. Corrective actions: 
revs to RCI-4 St IPD-17 submitted to combine all emergency 
requirements into one procedure. 

DOMER.J. A. Tennessee Valley Authority. 84/12/14. O'REILLY, J. P. 
Region 2. Office of Director. 3pp. 28465:337, 24X 

Fiche: 50-259. 85/01/07. 8501180154. 


— 8501180224 Forwards Insp Repts 50-259/84-44,50-260/84-44 Sc 
50-296/84-44 on 840926-1025 St notice of violation. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/02. 

PARRIS. H. G. Tennessee Valley Authority. 2pp. 28465:340. 24X 

Fiche: 50-259. 85/01/07, 8501180154. 


— 8501180230 Notice of violation from insp on 840926-1025. 

* Region 2, Office of Director. 84/11/02. 2pp. 28465:342. 24X 

Fiche: 50-259, 85/01/07. 8501180154. 


— 8501180242 Insp Rept 50-259/84-44,50-260/84-44 8t 50-296/84-44 on 
840926-1025. Violation noted: requirements not met in that 
Radiological Control Instruction 4 deficient & not 
adhered to. 

PAULK. G. L. Region 2. Office of Director. 84/11/01. 10pp. 

28465:344. 24X Fiche: 50-259. 85/01/07. 8501180154. 


6501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000. 85/01/09. 8501100621, 


8501170252 LER 84-037-00: on 841210. reactor power allowed to exceed PT. 
turn-on power fraction for 8 h w/o surveillance or base- 
load operation. Caused by operator failing to realize PT 
exceeded. Power reduced. W/850109 ltr. 

PETRAK. T. 0. . GRAESSER. K. L. Commonwealth Edison Co, 83/01/09. 4pp. 
28445:249, 24X Fiche: 50-295. 85/01/09. 8501170252. 


8501240310 PNO-1 11-85-009: on 850115. swing diesel generator tripped from 
full power during surveillance test. Caused by high main St 
connecting rod bearing temp. Unit expected to remain in hot 
shutdown mode until 850116. 

SUERMANN, J., SHAFER. W. Region 3. Office of Director. 85/01/16. Ip. 
28532: 157. 24X Fiche: 50-295. 85/01/16. 8501240310. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


8501230345 Clarifies 840730 SPDS implementation schedule. SPDS for 
Unit 3 will be installed during Cycle 7 refueling outage. 

SPDS for Units 162 will be Installed during Cycle 8 
outage. 

HUFHAM, U.W. Tennessee Valley Authority. 85/01/14. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28510:119. 
24X Fiche: 50-259. 85/01/14, 8501230345. 


J. Insurance St indemnity information 


8501160181 Forwards Endorsement 79 to NELIA Policy NF-198 St Endorsement 
67 to MAELU Policy MF-66. 

DUCK, U. R. Marsh 6 McLennan. Inc. 85/01/11. SALTZMAN, J- Assistant 
Director for State St Licensee Relations. 3pp. 28410:295. 24X 

Fiche: 50-259, 85/01/11, 8501160181. 


F. Security, medical, emergency St fire protection plans 


8501180452 Confirms 841205 telcon re 841219 meeting at Region IX ofc . 
to discuss proposed rev to physical security plan. 

OLSHINSKI, J. A, Reiiion 2^ Office of Director. 84/12/12. PARRIS, H.G. 

Tenr^essee Valley Authority. Ip. 28464:321. 24X 

Fiche; 50-259', 84i/'ia/ 12, BSO-l 


8501210173 Advises that 841005 Rev 15 to rediologieel emergency plan 
continues to meet planning stds of 10CFR50. 47<b ) St 
requirements of 10CFR50, App E. 

VERRELLI>D. M. Region 2, Office of Director. 84/12/13. PARRX8,H.G. 
Tennessee Valley Authority. 2pp. 28501:187. 24X 

Fiche: 50-259, 84/12/13, SS01210173. 


8501100040 Summary of 641204 meeting w/utll re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility 6 detailed control room design reviews as separate 
items. Estimates of schedules for performance encl. 

KENYON, T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. . 

8pp. 283515:349. 24?( Fiche: 50-0O0> 84/12/27, 85011 OQ04O, : 


P. Operating license stage documents it correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend, Forwards documents 
listed in App A. Documents in PDR. 

FELTON< J. M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information St Resource Service. 3pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21,8501230111. 




—8501230450 Opposes Tech Spec changes in Sholly package re core physics. 
Rationale confuses safety findings w/NSHC determination 
stds, If staff cannot find results of change acceptable then 
basis not reliable. 

PAWSON, R. Office of the Executive Legal Director, 84/02/28. 

SOINTO, u. NRC - No Detailed Affiliation Given. Ip. 28525; 298. 

24X Fiche: 50-000, 84/06721, 8501230111. 


— 8504230469 OommsfTifts on pT^epqsed noiiice for adiand re senior reactor 
op!er*tor«-. INsrs.i'j*.. for- .NSWC''4e'termin4!ti!.fl!n' »ho-vld ‘Clarif ib'd. 
GR(AY*\i.''R.'.' .of' t'h*' '.jExeco-’t.iVe" Lag'fi' '■Direct'or'.' ' '-a3/09/.13. 

CLARK,R. NRC No Detailed Affiliation Given. Spp. 28525:307. 
24X Fiche; 50-000, 84/06/21, 8501230111. 
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8411270265 Application for amends to Licenses DPR-33. DPR-52 & DPR-6a< 
changing Tech Specs re removal of requirement for initiation 
of reactor scram on condenser lou vacuum. Fee paid. 

DOMERj J. A. Tennessee Valley Authority, 84/11/19. DENTONjH. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 27635:210. 
24X Fiche: 50-259.84/11/19.8411270265, 


8501210133 Ack receipt of supplemental 841217 response informing NRC 
of steps taken to correct violations noted in Insp Repts 
50-259/84-01.50-260/84-01 & 50-296/84-01. 

0 'REILLY. J. P. Region 2. Office of Director. 84/12/31. PARRIS. H.G. 
Tennessee Valley Authority. Ip. 28501:154. 24X 

Fiche: 50-259. 84/12/31. 8501210133. 


— 8411270269 Proposed Tech Specs re removal of requirement for initiation 
of reactor scram on condenser low vacuum. 

* Tennessee Valley Authority. 84/11/19. 24pp. 27635:212. 24X 

Fiche: 50-259. 84/ 1 1 / 1 9, 841 1270265. 


8501020292 Application for amend to Licenses DPR-33. DPR-52 tc DPR-68, 
Changing Tech Specs re c larif ication of requirements & 
correction of typos. Description & justification of changes & 

NSHC end. Fee paid. 

DOHER, J. A. Tennessee Valley Authority. 84/12/21. DENTON, H.R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28142:027. 
24X Fiche: 50-259. 84/12/21. 8501020292. 


8501020294 Proposed Tech Specs re administrative changes involving 
clarification of requirements & correction of typos. 

* Tennessee Valley Authority. 84/12/21. 19pp. 28142:029. 24X 

Fiche: 50-259, 84/ 12/21. 8501020292. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for tX. re certification of compliance to 
iOCFRSO. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISe^iHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501180154 Ack receipt of 841219 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/84-44, 

50-260/84-44 & 50-296/84-44. 

VERRELLI, D. M. Region 2. Office of Director. 85/01/07. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 28465:336. 24X 

Fiche: 50-259. 85/01/07, 8501180154. 


— 8501180170 Responds to NRC 841102 ltr re violations noted in Insp Repts 
50-259/84-44.50-260/84-44 Sc 50-296/84-44. Corrective actions: 
revs to RCI-4 & IPD-17 submitted to combine all emergency 
requirements into one procedure. 

DDMER. J. A. Tennessee Valley Authority. 84/12/14. 0 'REILLY, J, P. 

Region 2. Office of Director. 3pp. 28465:337. 24X 

Fiche: 50-259, 85/01/07, 8501180154. 


— 8501180224 Forwards Insp Repts 50-259/84-44.50-260/84-44 it 
50-296/84-44 on 840926-1025 Sc notice of violation. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/02. 

PARRIS. H.G. Tennessee Valley Authority, 2pp, 28465:340. 24X 

Fiche: 50-259. 85/01/07, 8501180154. 


8501180230 Notice of violation from insp on 840926-1025. 

* Region 2. Office of Director. 84/11/02. 2pp. 28465:342. 24X 

Fiche: 50-259. 85/01/07. 8501180154. 


8501250295 Requests extension until 851130 to complete work needed to 
comply W/10CFR50. 49 re environ qualification of electrical 
equipment. Table of components & devices Sc required 
justification for continued operation end. Fee paid. 

DOMER.J. A. Tennessee Valley Authority. 85/01/11. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 150pp. 28546:230. 

24X Fiche: 50-259.85/01/11,8501250295. 


8501180242 Insp Rept 50-259/84-44.50-260/84-44 Sc 50-296/84-44 on 
840926-1025. Violation noted: requirements not met in that 
Radiological Control Instruction 4 deficient 8< not 
adhered to. 

PAULK. G.L.. PATTERSON. C. A. I CANTRELL. F. S. Region 2. Office of 
Director. 84/11/01. 10pp. 28465:344. 24X Fiche : 50-259, 85/01 /07, 

8501180154. 


8501220189 Notification of 850131 meeting w/util in Limestone County, AL 
to discuss integrated schedule for plant mods. 

CLARK, R.J. Operating Reactors Branch 2. 85/01/16. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip. 28520:145. 24X 

Fiche. 50-259. 85/01/16. 8501220189. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. *• Svc list end. 

grace, J.N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


Q. Inspection reports, IE Bulletins & correspondence 


8501180041 Forwards Enforcement Conference Repts 50-259/84-46, 
50-260/84-46 Sc 50-296/84-46 on 841107. No noncompliance 
noted. 

O 'REILLY, J. P. Region 2, Office of Director. 84/11/28. PARRIS. H G 
Tennessee Valley Authority, 2pp, 28465- 258 24X 

Fiche: 50-259, 84/11/28, 8501180041 


'-850U80046 Enforcement Conference Repts 50-259/84-46, 50-260/84-46 Sc 
50-296/84-46 on 841107. Major areas discussed: violation of 
Tech Spec during reactor startup on 841022. 

F. S. Region 2. Office of Director. 

84/11/27. 5pp. 28465:260. 24X Fiche: 50-259. 84/11/28, 8501180041. 


’**‘*^* 50-259/84-47.50-260/84-47 8. 50-296/84- 
violation or deviation noted. 

VERRELLI, D. Region 2, Office of Director. 84/12/12. PARRIS, H G 
Tennessee Valley Authority, 2pp. 28494-255 24X 

Fiche: 50-259, 84/12/12, 8501210267 


50-259/84-47, 50-260/84-47 Sc 50-296/84-47 on 
^1113-16. No violation or deviation noted. Major areas 
™5!«**‘*^*”**^''^'* *“ IE Bulletin 83-03. 

GIRARD^. H., BLAKE, u.u. Region 2, Office of Director. 84/12/10 

5pp. 28494: 257. a4X Fiche: 50-259, 84/12/12, 8501210267. 


i, „r,orLnc. 

B4/12/19. 


Inc - C®”sdidated Edison Co. of New York, 

pp. 28570:042. 24X Fiche; 50-000, 84/12/21. 8412190503. 


85-002, “Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
R.sjon.. <PD.t 03O1O3>. SS/Ol/n. Con.olid.ted Edidon Co o, N.ui 
York. Inc. 109pp. 28537:193. 24X Ficho: 50-000. 85/01/1 1, 0501080302. 


“S«Por.tlpn p, Primarg R.octor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
ost 830103). 85/01/15. Consolidated Pdl ftan Tn 


Response <Pos 
York, Inc. 103pp. 


85/01/15. Consolidated Edison CoT of New 
28490:226. 24X Fich e: 50-000. 85/01 /I 5, 8501 100655, 


^^Drllli’" Mo* of Sacuritg R..ppn>. 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineerino 
York.“"r Consolidated Ed ison Co, of New 

ork. Inc. 109pp. .^8613: 169. 24X Fiche: 50-000. 85/01/17, 8501160196. 

8501230229 IE Info Notice 85-005. "Pip. Whip Ra.trainta, ■■ Svc li,t 

ODRDAN.E. L. Division of Emargencg Prsparednass 8t Enginaarino 
Rasponsa (Post 830103,^ 85/01/23!' Con.oUdat.d Edil” cS.' of Naw 
ork. Inc. iOBpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


"Contamination of Breathing Air 


8501230236 IE Info Notice 85-006, 

Sys. " Svc list end. 

was, 

09pp. 28692.001. 24X Fiche: 50-000, 85/01/23, 8501230236, 




valve failures' in ^^w ^e;'c^oirn% syrorilesd 

portions of LM Mills 830615 Sc 1107 Sc 

owHD responses. 

Reaion'^2^’ 85/01/24. O'REILLY. JP 
Region 2, Office of Director. 4pp. 28620-222 P4X 
Fiche: 50-259. 85/01/24, 8501290294. 24X 




j proposed iFpoiiii;;; Of ciwr 

O'REILLY. J.P Region 2. Office of Director, S5/01/S 
Tennessee Valley Authority. 4pp. 28656:070 24X 

Fiche: 50-259, 85/01/28. 8501310330. 


of violation 
PARRIS, H. G. 
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— 8501310336 Notice of violation & proposed imposition of civil penalty 
in amount of $100. 000. Violations noted: Unit 1 core spray 
discharge to reactor check valve inoperable for at least 8 
months. 

□ 'REILLY. J. P. Director's Office. Office of Inspection and 
Enforcement. 85/01/28. 5pp. 28656:074. 24X 

Fiche: 50-259, 85/01/28. 8501310330. 


— 8501310345 Insp Repts 50-259/84-34.50-260/84-34 & 50-296/84-34 on 
840814-0906. Violations noted : inadequate QC on solenoid valve 
rebuild parts & inoperable primary containment valve 
FCV~75-26. 

PAULK. G.L.. PATTERSON. C. A. . CANTRELL. F. S. Region 2. Office of 
Director, 85/01/24, 12pp. 28656:079. 24X Fiche; 50-259. 85/01/28. 

8501310330. 


8501250352 IE Info Notice 85-007. “Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neui York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports & related correspondence 


8501080645 “Discharge Monitoring Rept. Nov 1984. “ 

SCHMIERBACH. M, Tennessee Valley Authority. 84/11/30. 12pp, 

28244: 143. 24X Fiche: 50-259. 84/11/30. 8501080645. 


8501240483 Monthly operating repts for Nov 1984. N/841214 Itr. 

JONES, G.T. Tennessee Valley Authority. 84/11/30. 26pp. 28556:070. 

24X Fiche: 50-259.84/11/30.8501240483. 


S. Reportable occurrences. LERs & related correspondence 


8501030179 LER 84-001-01: on 840103. emergency diesel generator 
overheated. Caused by clam shells blocking emergency 
equipment cooling water sys inlet tube sheet. Flushing of 
main header estab 1 ished. U/841214 Itr. 

WALKER. J. B. . JONES. G. T. Tennessee Valley Authority. 84/12/14. 4pp. 
28188: 309. 24X Fiche: 50-296. 84/12/14. 8501030179. 


8501020502 LER 84-r012-00: on 841 120. reactor scrammed by reactor operator 
when control room indication showed low water level scram 
setpoint exceeded. Caused by procedural inadequacy. Proc edures 
revised. U/841220 Itr. 

WALKER. J. B. . JONES. J. T. Tennessee Valley Authority. 84/12/20. 8pp. 
28156: 156. 24X Fiche: 50-296. 84/12/20. 8501020502. 
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F. Security, medical, emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security & 
safeguards insp repts for all nonpower reactors in Regions 
II & V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 84/06/21. AFTER GOOD. S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000. 84/06/21. 8501150104. 


•8501150405 Sanitized version of Insp Rept 50-297/81-02 on 810803-04. No 
noncompliance noted. Major areas inspected: physical 
protection plan.SNM protection, security organization. access 
control. alarm sys & communications. 

HALL. B. L. . MCGUIRE. D. R. Region 2. Office of Director. 84/03/12 
3pp. 28416:151. 24X Fiche : 50-000. 84/06/21 . 8501 150104. 


—8501150409 Sanitized version of Insp Rept 50-297/81-01 on 810803-04. No 
noncompliance noted. Major areas inspected: physical 
protection plan.SNM protection. security organi zation. access 
control. alarm sys & communications. 

HALL. B. L. . MCGUIRE. D. R. Region 2. Atlanta. Office of the Director 
(81/03/01). 81/08/13. 4pp. 28416:156. 24X Fiche: 50-000. 

84/06/21. 8501150104. 


— 8501150411 Sanitized version of Insp Rept 50-297/80-01 on 800605. No 
noncompliance noted. Major areas inspected; security plan & 
organization. access control . alarm sys. keys, locks & 
combinations 8< surveillance. 

HOWELL, J. C. , GILLESPIE. F. P. Region 2. Atlanta. Office of the 
Director. 80/06/25. 3pp. 28416:162. 24X Fiche: 50-000. 84/06/21 . 

8501150104. 


8501160381 Rev 1 to “PULSTAR Emergency Plan. " W/e50109 Itr. 

MILLER. Q,D.. POULTON. B. R. North Carolina State Univ. , Raleigh. NC. 
85/01/01. 59pp. 28410:154. 24X Fiche: 50-297. 85/01/01. 8501 160381 . 


P. Operating license stage documents & correspondence 


8501100436 Forwards Amend 8 to License R-120 8t safety evaluation. 
Amend incorporates requested Tech Spec changes required by 
organizational changes at univ. to clarify ambiguities, 
remove inconsistencies it update info. 

THOMAS. C. 0. Standardization & Special Projects Branch. 84/12/27. 
POULTON. B. R. North Carolina, Univ. of. Chapel Hill, NC. 3pp. 
28357:345. 24X Fiche: 50-297. 84/12/27. 8501100436. 


8501030025 Forwards corrected 841214 cover Itr for rept. 

JONES, G. T. Tennessee Valley Authority. 84/12/20. Record Services 
Branch (Document Control Desk). Ip. 28188:164. 24X 

Fiche: 50-296. 84/12/20, 8501030025. 


— 8501030028 Corrects 841214 cover Itr for rept re inadequate cooling 
water to diesel generators. 

JONES. G. T. Tennessee Valley Authority. 84/12/14. Record 
Services Branch (Document Control Desk). Ip. 28188:165. 24X 

Fiche: 50-296. 84/12/20. 8501030025. 


‘8501100449 Amend 8 to License R-120. incorporating requested Tech 
Spec changes required by organizational changes at univ. to 
clarify ambiguities, remove inconsistencies it update info. 

THOMAS, C. 0. Standardization Sc Special Projects Branch. 84/12/27. 
30pp. 28357:348. 24X Fiche: 50-297, 84/12/27, 8501100436. 


— 8501100459 Safety evaluation supporting Amend 8 to License R-120. 

* Office of Nuclear Reactor Regulation. Director. 84/12/27. 2pp. 
28358:015. 24X Fi c he: 50-297. 84/12/27. 8501 100436. 


8501040051 LER 84-013-00; on 841122. HPCl inoperable when outboard steam 
supply isolation valve failed to open. Caused by motor 
pinion gear to isolation valve being installed backwards. 

Gears correctly repositioned. W/a41221 Itr. 

WALKER. J.B., JONES.G. T. Tennessee Valley Authority. 84/12/21. 3pp. 
28209: 176. 24X Fiche: 50-296. 84/12/21. 8501040051. 


8501140406 LER 84-014-00: on 841206. split ring, retaining ring i* snap 
ring missing from Limi torque valve operator, Retaining rings 
for worn shaft gear installed. Operator it drive motor 
reassembled. W/850104 Itr. 

EBERSOLE.P. . JONES, G, T. Tennessee Valley Authority. 85/01/04. 3pp. 
28378:040. 24X Fiche: 50-296. 85/01/04. 8501140406. 


8501160066 LER 84-015-00: on 841209, manual scram of reactor occurred 
when feeder breaker for condensate pump motor 3A failed to 
trip. Caused by burned up trip coil. Condensate pump breaker & 
motor repaired. W/85011 1 Itr. 

GORDON.A.W., JONES.G. T. Tennessee Valley Authority. 85/01/11. 3pp. 
28465:086. 24X Fiche : 50-296. 85/01/11. 8501 180066. 


V. Operator Examinations 


Q. Inspection reports. IE Bulletins it correspondence 


8501150104 partial response to FOIA request for physical security & 
safeguards insp repts for all nonpower reactors in Regions 
II *< V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON. J. M. Division of Rules and Records. 84/06/21. AFTERQOOD. S. 
Committee to Bridge the Gap. 4pp, 28416:049, 24X 

Fiche: 50-000. 84/06/21. 8501150104. 


•8501150405 Sanitized version of Insp Rept 50-297/81-02 on 810803-04. No 
noncompliance noted. Major areas inspected: physical 
protection plan.SNM protection, security organization. access 
control, alarm sys it communications. 

HALL. B. L. . MCGUIRE. D. R, Region 2, Office of Director. 84/03/12, 

3pp. 28416:151. 24X Fiche: 50-000, 84/06/21. 8501150104. 


— 8501150409 Sanitized version of Insp Rept 50-297/81-01 on 810803-04. No 
noncompliance noted. Major areas inspected: physical 
protection plan.SNM protection, security organization. access 
control, alarm sys communications. 

HALL. B. L. . MCGUIRE, b. R. Region 2. Atlanta. Office of the Director 
(81/03/01). 81/08/13. 4pp. 28416:156. 24X Fich e: 50-000. 

84/06/21.8501150104. 


8501180518 Notifies of schedule of operator license exams for wk of 
850408. Ref matl from list in Enel 1 requested by 850208. 

Applications requested at least 60 days prior to exam. NRC 
requirements for exam administration end. 

VERRELLI.D. M. Region 2. Office of Director. 84/12/24. PARRIS, H.G. 
Tennessee Valley Authority. 5pp. 28500:302. 24X 

Fiche: 50-259. 84/12/24, 8501180518. 


— 8501150411 Sanitized version of Insp Rept 50-297/80-01 on 800605. No 
noncompliance noted. Major areas inspected: security plan it 
organization, access control, alarm sys. keys, locks it 
combinations surveillance. 

HOWELL. J. C. . GILLESPIE. F. P. Region 2. Atlanta. Office of the 
Director. 80/06/25. 3pp. 28416:162, 24X Fiche: 50-000. 84/06/21, 

8501150104. 
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Security. m»^icsl. emergency & fire protection plans 


SIKJi 160306 Responds to 840717 Itr providing clarification of eaergency 
P;an eeicnds per 840614 request. Response adequate. 

Investigation of aectanisai for contacting personnel during 
off hours continuing 

JCWS®3N*E, H. Region 4. Office of Director. 84/06/15. PILANT. J f1 
Wieferasilia Public Poieer Distract. ip. 28420* 234 24X 

Fiche 50-298. 84/06/15. 8501160306. 


--8501160313 Responds to NRC 840614 Itr re rev to emergency plan 
clarifying various areas of concern* including emergency 
direc ter. location of personnel 6 alternate methods of 
contacting key personnel. 

PiLfW.J. M. Nebrasla Public Poieer District. 84/07/17. 

4. Office of Director. 3pp. 28420:235 24X 

Fiche 50-298* 84/00/15. 8501160306. 


10CFR73 2 *) ^ incorporation. Change mithheld <ref ® 

Reiilll'i 84/11/19. MARTIN.R.D. 

Kegion 4, Office of Director. ip. ^546- 132 24 x 

Fiehe: m>-298. 84/11/19. 8501250258^ 


—8501230253 Insp Rept 50-298/84-23 on 841 126-30. Violation noted : fa i 1 ure 
to maintain fire doors closed & Fire Door BlOl-1 had missing 
door knob* hinge ft hinge screus. 

GARRISON* D. L. , JAUDON* J. P. Region 4* Office of Director. 

85/01/15. 7pp. 28512:274. 24X Fiche : 50-298* 83/01 / 16, 8501230240. 


8501280216 Requests assistance on 850128 to arrange personnel access 
for telephone company to make mod to ATTIS provided Health 
Physics Network equipment installed at various locations of 
facility. 

KAY*B. J. Region 4* Office of Director. 85/01/22. PILANT*J. M. 
Nebraska Public Power District. Ip. 28569:353. 24X 

Fiche: 50-298* 85/01/22, 8501280216. 


8501290606 Requests remission of addl fee for 841228 application for 
one-time relief from certain scheduler requirements of 
10CFR50,App E. 

DIGGS*R.M. License Fee Management Branch. 85/01/22. PILANT, J. M. 
Nebraska Public Power District. Ip. 28649:338. 24X 

Fiche: 50-298* 85/01/22* 8501290606. 


■ Baf*viis,B 1,0 riirtv 

emergency plans will be reviewed upon submittal. 
JOHNSON, E.H. Region 4, Office of Director. 85/01/24. 
Nebraska Public Power District. Ip. 28656* 092 24X 

Fiche: 50-298* 85/01/24* 8501310439. 


PILANT* J. M. 


rr*,* SoSeetion IV.F. Request due to magnitude of 

•atended outage required for replacement of reactor 
recirculation piping at facility, 

to list »n Table 3, 14. ^6 6 adding addl fire detectors 

Polic, frofction 

i77ja:16l. M* 

8301210196 Advises t 6 at 841119 r*- a >.h 

8301252(11X177 JNnr .4 tm ’Fma- Tn a.i, i 

“iPersannei Wonitmriii* % Procedure 5,7. 13 . 

■ PII^* J,«L ■ W/a50ll4 Itr. 

4. *^.^* *r*;* - fMlRTlN,R, d. 

VtetM,:S«KWB,flB*M/,4.SSqw!^'' s« 

**v ***»^ W.aSKWW-® oa 0411 ^ 130 ' t Bstie* o, 

“'■KtoT. as/01/i&. fJURin'.J « 

—■“'‘€R38'1 2311245 ^tetice Ofp vimiatiAn *•» j 

♦ 4, OPfie, OF i?!*: »*n26-130. 

»'*<»»:aft.«»B.ewo»/i6.goo.aace^ as^o./i*. as9ia:a73. 34 ^ 


1^“ “'* •"■•ra.ncg pl.n pm.nd* T.vi.ui, 

Personnel essential to off-hours notification of emergencu 
preparedness response team will receive pagers to be 

telephone call from shift supervisor. 

Public Power District. 84/10/22. 

JOHNSON^ H Region 4, Office of Director. 2pp. 28656:093 24X 

Fiche: 50-298* 85/01/24* 8501310439. 

— ** indemnity information 

^^ci^^^catrSim* Endorsement 5 to MAELU Certificate M-41 6 NELIA 

NurT^r'^o”' Public Power District. 83/01/16. Office of 

2 i Director. 3pp. 28616-067 24X 

Fiche: 50-298* 85/01/16*8501290004. 067. 24X 

8501^148 Forwards Endorsement 51 to MAELU Policu MF -70 ** 

PILANT, J.M. Nebraska Public Power District SS/Oi/tA v 

— •tpsejocum.nt. Sc coTrxppndinci 

s-ipsSSiiiii"’'-- 

RPSion 4, ■ OP,Icrof%l“tJior'’°“" T' 

Ficb.: 50-298. 84/07/16, 8S0107baoo 28204.333. SAX 

'■*»” 3-= *■ 3-3 8A pr.,r.«.p,P 840808 
Replon 4? 84/08/13. COLLtNS, J, T. 

Flch.: 50-298, 84/08/13, BM5oMb54 "' 3«8' 24X 

Fropop.d Cbanj#*l6°to^Tecb"sppci°T''*APRM'*?^''”^' oF 

«llbr,d.,inii4on 

F.Vp“ijr' 

Opppptlng R«act”s*BplInJh'2'’°“3pp”‘*25iM' D, B. 

Flcb.: 50-298, 84/12/20, 855;oIi)34B”' S'** 

***.7 d.ubP, 

organization change. dispatch sys logic mods 

24x''FJr?^fw-29B.'84/J2;2of8Sw^^^ »8138-' 008. 

Amend 7evises*Tjch^Specs^o*inco*^^”**t^'*”^‘^* ^ »»fety^ i, Valuation, 
effluent Tech Specs incorporate radiolpgicml 

SYLVESTER* E. D. Operatinci 

Nebraska Public PowerSHtr^r^r^lSAL ^84/12/;^, PILAh(T,J.M. 
Fichw: 50-298, 84/12/24, 8501170108. ^ ^ 

Bpecs to 

VASSALLO, D. B. Operating ml * * Specs. 

=3^4:059. 24X “''* 
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•8501170111 Safety evaluation supporting Amend 89 to License DPR-46. 

* Office of Nuclear Reactor Regulation* Director. 84/12/24. 9pp. 
28464:142. 24X Fiche: 50-298* 84/12/24* 8501 170108. 


— 8406040020 "Radiological Effluent Tech Specs <RETS) Implementation- 
Cooper Nuclear Station. " 

YOUNO*T. E. * SIMPSON* F. B. * SERRANO. W. EQ«cO* Inc. FIN A-6459. 
EOO-PBS-6612. 84/05/31. NRC - No Detailed Affiliation Given. 

37pp. 28464:151. 24X Fiche: 50-298* 84/12/24, 8501 170108. 


8501030163 Responds to 841106 request for confirmation of environ 
qualification justification for continued operation. 

Expenditure of funds it engineering resources for 
confirmation unnecessary because plant in major outage. 

PILANT.J. M. Nebraska Public Potuer District. 84/12/26. 

VASSALLO* D. B. Operating Reactors Branch 2. Ip. 28163:152. 24X 

Fiche: 50-298* 84/12/26* 8501030163. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50, 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Pouier Plants. " Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. ISpp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501160529 Forwards Amend 90 to License DPR-46 & safety evaluation. 
Amend revises Tech Specs to incorporate changes proposed in 
response to TMI action items in NUREO-0737* Generic Ltr 83-36 
& adds addl fire detectors. 

SYLVESTER* E. D. Operating Reactors Branch 2. 85/01/03. PILANT, J. M. 

Nebraska Public Power District. 3pp. 28439:321. 24X 

Fiche: 50-298* 85/01/03. 8501160529. 


— 8501160535 Amend 90 to License DPR-46, revising Tech Speqs to 
incorporate changes proposed in response to TMI action items 
in NUREG-0737* Oeneri c Ltr 83-36 tt adding addl fire detectors 
to list in Table 3. 14. 

VASSALLO* D. B. Operating Reactors Branch 2. 85/01/03. 16pp. 

28439: 324. 24X Fiche: 50-298* 85/01/03, 8501160529. 


—8501160540 Safety evaluation supporting Amend 90 to License DPR-46. 
e Office of Nuclear Reactor Regulation* Director. 85/01/03. 5pp. 
28439:340. 24X Fiche: 50-298* 85/01/03* 8501160529. 


8501310222 Forwards Rev 0 to 23A1B13* "Supplemental Reload Licensing 
Submittal for Cooper Nuclear Power Station Unit l.Reload 9." 

Proposed Change 17 to Tech Specs end. Fee paid. 

KUNCL.L. G. Nebraska Public Power District. 85/01/10. VASSALLO* D, B. 

Operating Reactors Branch 2. 14pp. 28655:090. 24X 

Fiche: 50-298* 85/01/10* 8501310222. 


— 8501310230 Rev 0 to 23A1813* "Supplemental Reload Licensing Submittal 
for Cooper Nuclear Power Station Unit 1, Reload 9." 

LAMBERT* P. A. * ZARBZS*M. A. * CHARNLEY* J. S. General Electric Co. 
23A1813 ROO. 84/11/30. 74pp. 28655:104. 24X 

Fiche: 50-298* 85/01/10* 8501310222. 


Q. Inspection reports* IE Bulletins 8c correspondence 


8501020138 Forwards Insp Rept 50-298/84-22 on 841113-16 it notice of 
violation. 

JOHNSON* E.H. Region 4* Office of Director, 84/12/17. PILANT. J. M. 
Nebraska Public Power District. 2pp. 28154:237. 24X 

Fiche: 50-298* 84/12/17, 8501020138. 


—8501020141 Notice of violation from inep on 841113-16. 

# Region 4* Office of Director. 84/12/17. Ip. 28154:239. 24X 

Fiche: 50-298* 84/12/17* 8501020138. 


—8501020145 Xnsp Rept 50-298/84-22 on 841 1 13-16, Violation noted: failure 
to use flame resistant covering metis for outside storage, 

GARRISdN» D* L. * JAUDON, J. P. Region 4* Off ice of Director. 

84/12/14. 6pp. 28154:240. 24X Fiche: 50-298* 84/12/17* 8501020138. 


850103Q326 Notifies that Insp Rept 50-298/84-24 canceled. 

JOHNSON*E.HI Region 4* Office of Director. 84/12/19. PILANT* J.M. 
Nebraska Public Power District. Ip. 28189:048. 24X 

Fiche; 50-296, 84/12/19* 8501030326. 


8501090651 Ack receipt of 841113 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-298/84-15. 

JOHNSON* E.H. Region 4* Office of Director. 04/12/19. PILANT* J, M. 
Nebraska Public Power District. Ip. 28278:235, 24X 

Fiche: 50-298* 84/12/19* 8501090651. 


— 8501090657 Responds to NRC 841019 ltr re violations noted in Insp Rept 
50-298/84-15, Correct ive actions: operations supervisor 
provided verbal instruction to all shift personnel re need 
to accurately perform Surveillance Test 6. 2. 4. 1. 

PILANT, J.M. Nebraska Public Power District. 84/11/13. 

JOHNSON, E.H. Region 4* Office of Director. 2pp. 28278:236. 24X 

Fiche: 50-298* 84/12/19. 8501090651. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

grace* J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501080048 Ack receipt of 841009 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-298/84-16. 

JOHNSON*E.H. Region 4, Office of Director. 84/12/21. PILANT. J. M. 
Nebraska Public Power District. 2pp. 28246:154. 24X 

Fiche: 50-298* 84/12/21* 8501080048. 


— 8501080056 Responds to NRC 840912 ltr re violations noted in Insp Rept 
50-298/84-16. Corrective actions: role of chemistry it health 
physics supervisor expanded it health physics items added to 
recirculation piping radiation protection plan. 

PILANT* J.M. Nebraska Public Power District. 84/10/09. 

J0HNS0N*E. H. Region 4* Office of Director. 3pp. 28246:156. 24X 

Fiche; 50-298* 84/12/21* 8501080048. 


8501080538 Ack receipt of 840912 Sc 1203 Itrs informing NRC of steps 
taken to correct violations noted in Insp Rept 50-298/84-13. 
JOHNSON* E.H. Region 4* Office of Director. 84/12/28. PILANT, J.M. 
Nebraska Public Power District. 2pp. 28244:317. 24X 

Fiche: 50-298. 84/12/28* 8501080538. 


8501080233 Forwards Insp Rept 50-298/84-20 on 841001-1130 St notice of 
violation. 

JOHNSON* E.H. Region 4* Office of Director. 84/12/31. PILANT.J. M. 
Nebraska Public Power District. 2pp. 28232:309. 24X 

Fiche: 50-298* 84/12/31, 8501080233. 


— 8501080238 Notice of violation from insp on 841001-1130. 

* Region 4* Office of Director. 84/12/31. Ip. 28232:311. 24X 

Fiche: 50-298* 84/12/31. 8501080233. 


— 8501080246 Insp Rept 50-298/84-20 on 841001-1130. Violation noted: 
failure to perform surveillance test procedures on standby 
gas treatment sys at sys design flow rate. 

DUBOIS* D.L.* JAUDON* J.P. Region 4* Office of Director. 84/12/28. 
11pp. 28232:312. 24X Fiche: 50-298* 84/12/31* 8501080233. 


6501150304 Forwards QA Program Insp Rept 99900003/84-01. Requests 
evaluation of significance of findings. Ack of receipt 
requested. W/o end. 

JOHNSON* E.H. Region 4* Office of Director. 85/01/08. PILANT* J.M. 
Nebraska Public Power District. 2pp. 28381:356. 24X 

Fiche: 50-298* 85/01/08* 8501150304. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501150150 Ack receipt of 840906 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-298/84-11, 

JDHNSON*E,H. Region 4* Office of Director. 85/01/10. PILANT.J.M. 
Nebraska Public Power District. Ip. 28385:274. 24X 

Fiche: 50-298* 85/01/10* 8501150150. 


— 8501150153 Responds to NRC 840808 ltr re violations noted in Insp Rept ; 
50-298/84-11. Corrective actions: flood procedure revised to 
require that two portable gas pumps be maintained onsite it 
procedures prepared re use of crimping tools. 

PILANT* J.M. Nebraska Public Power District. 84/09/06. 

JOHNSON*E. H. Region 4* Office of Director. 4pp. 28385:275. 24X 

Fiche: 50-298* 85/0 1 / 1 0 * 850 1 1 50 1 50. 


8501150284 Ack receipt of 841130 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-298/84-18. 

JOHNSON* E.H. Region 4* Office of Director. 85/01/10. PILANT* J.M. 
Nebraska Public Power District. Ip. 28386:248. 24X 

Fi Che ; 50-298* 85/01/1 0* 8501 1 50284. 


— 8501150295 Responds to NRC 841101 ltr re violations noted in Insp Rept 
50-298*^84-18. Corrective action: operati on manual revised to 
include std definition of "operable" Ik conditions of 
operability will be more stringently specified. 

PILANT* J.M. Nebraska Public Power District. 84/11/3Q. 

JOHNSON* E.H. Region 4* Office of Director. 3 pp. 28386:249, 24X 

Fi c h B : 50-298* 85/0 1 / 10* 850 1 1 50284. 
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8501080502 IE Info Notice 85~002» "Improper Installation 8e Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN^ E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 85/01/11. Consolidated Edison Co. of New 

Yorki Inc. 109pp. 28537:193, 24X Fiche: 50-000, 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501 100655. 


8501230240 Forwards Insp Rept 50-298/84-23 on 841126-130 & notice of 
violation. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/16. PILANT, J. M. 
Nebraska Public Power District. 2pp. 28512:271. 24X 

Fiche; 50-298, 85/01/16. 8501230240. 


— 8501230245 Notice of violation from insp on 841126-130. 

* Region 4, Office of Director. 85/01/16. Ip. 28512:273. 24X 

Fiche: 50-298, 85/01/16, 850 1 230240. 


— 8501230253 Insp Rept 50-298/84-23 on 841 126-30. Violation noted: failure 
to maintain fire doors closed & Fire Door BlOl-1 had missing 
door knob, hinge & hinge screws. 

GARRISON,D. L. , JAUDON, J. P. Region 4, Office of Director. 

85/01/15. 7pp. 28512:274. 24X Fiche; 50-298. 85/01/16, 8501230240. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. I09pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501310216 Forwards Insp Rept 50-298/84-27 on 841201-31. No violations 
or deviations identified. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/25. PILANT, J.M, 
Nebraska Public Power District. 2pp. 28655:135. 24X 

Fiche: 50-298, 85/01/25, 8501310216. 


—8501310220 Insp Rept 50-298/84-27 on 841201-31. No violation or 
deviation noted. Major areas inspected : operational safety 
verification, monthly surveillance & maint observati ons, cold 
weather preparation, followup of violations & IE bulletins. 
DUBOIS,D. L. , JAUDON, J.P. Region 4, Office of Director. 85/01/23, 
6pp. 28655:137, 24X Fiche; 50-298, 85/01/25, 8501310216. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


8501240018 Monthly operating rept for Nov 1984. W/841204 Itr. 
SALISBURY, J. K. , THOMASON, P. V. Nebraska Public Power District. 
84/11/30, 5pp. 28542:174, 24X Fiche: 50-298, 84/11/30, 8501240018. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency it fire protection plans 


8501140095 Req;ues'ts cooperation in improving initial access time for 
NRC Inspectors at siifee. Region III will conduct training in 
generic aspects of radiation safety, physical security & 
emergency response to reduce reactor site training time, 

KEPPLER,J. G. Region 3, Office of Director, 84/12/28. FAY, C. W. 
Wisconsin Electric Power Co. 2pp, 28377:245. 24X 

Fiche: 50-266. 84/12/28^8501 140095. 


8501080069 Requests final resolution of 820630 request for exemption 
from requirements of App R through approval of proposed 
mods. Requests meeting w/NRC to discuss schedule for 
completion of proposed mods so mutual objectives can be met. 

FAY,C. W. Wisconsin Electric Power Co. 85/01/03. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R, 
Operating Reactors Branch 3. 29pp. 28231:098. 24X 

Fiche: 50-266, 85/01/03, 8501080069. 


8501230090 Forwards "Conformance to Reg Guide 1. 97, " evaluating 
response to Generic Ltr 82-33, "Suppl 1 to NUREG-0737 - 
Requirements for Emergency Response Capability. " Comments 
due in 60 days. 

MILLER, J. R. Operating Reactors Branch 3. 85/01/04. FAY, C. W. 

Wisconsin Electric Power Co. Ip. 28533:343. 24X 

Fiche: 50-266, 85/01/04, 8501230090. 


— 8412130589 "Conformance to Reg Guide 1.97, Point Beach Nuclear Plant, 
Units 1 & 2. " 

STOFFEL, J. W. E6&0, Inc. FIN A-64S3. 84/12/31. NRC - No 

Detailed Affiliation Given. 22pp. 28533:344. 24X 

Fiche; 50-266, 85/01/04, 8501230090. 


B501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


BS01150205 Corrects 850103 ltr re routing of normal it alternate control 
power to safeguards Buses 1-A05 & 1-A06. Errors discovered in 
cable schedule used to perform evaluation when compared 
w/electrical elementary diagrams. 

FAY,C. W. Wisconsin Electric Power Co. 85/01/09. DENTON. H. R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 28380:230. 24X 

Fiche: 50-266. 85/01/09, B501 150205. 


8501160247 Notifies that privacy feature on Health Physics Network sys 
will be removed in effort to reduce circuit blockage. Access 
required for telephone personnel for wk of 850121 for mod 
it testing. 

HIND, J. A. Region 3, Office of Director. 85/01/11. FAY, C. W. 
Wisconsin Electric Power Co. Ip, 28410:312. 24X 

Fiche: 50-266, 85/01/1 1, 8501 160247. 


8501240093 Provides revised schedule for installation of plant process 
computer sys it safety assessment sys, equivalent to SPDS 
(NUREG-0737 Item I. D. 2) . Scheduler extensions for completion 
for safety assessment sys requested. 

FAY,C. W. Wisconsin Electric Power Co. 85/01/17. DENTON.H. R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 

Operating Reactors Branch 3. 3pp. 28529:076, 24X 

Fiche: 50-266, 85/01/17, 8501240093. 


8501290340 Informs that permanent source of emergency power supply 
available to technical support ctr as of 850110, per Item 5A 
of 840703 confirmatory order. 

FAY.C. W. Wisconsin Electric Power Co. 85/01/22. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28619:358. 24X 

Fiche: 50-266, 85/01/22, 8501290340. 


H. General correspondence 


8501140164 Requests that P Anderson of Wisconsin Environ Decade be 
removed from svc lists for correspondence issued by NRC. 

P Anderson it organization do not have governmental or 
regulatory capacity. 

FAY,C. W, Wisconsin Electric Power Co. 84/07/13. DIRCKS.W. J. 
Office of the Executive Director for Operations. Ip. 28378:031, 
24X Fiche: 50-266, 84/07/13, 8501140164. 


8501140205 Requests continued inclusion on svc 1 ist. Although formal 
steam generator license proceeding complete, underlying 
issues of steam generator tube degradation 8c associated 
problems continue. 

ANDERSON, P. Wisconsin's Environmental Decade. 84/10/10. 

COLBURN, T.G, Operating Reactors Branch 3, Ip. 28377:265, 24X 

Fiche: 50-266, 84/10/10, 8501140205. 


8501080032 Responds to constituent JR Johnson 841116 ltr re licensed 
operator exams & harassment of operators. NRC position re 
exams provi ded. Meeting to discuss issues raised in ltr 
currently being scheduled, 

DIRCKS, W. Jj Office of the Executive Director for Operations. 
84/12/18. PROXMIRE,W. Senate. 5pp. 28268:338. 24X 

Fiche: 50-266, 84/12/18, 85010B0032. 


— 8501080036 Requests response to end JR Johnson ltr re licensed 
operator exams 8t harassment of operators, 

PROXMIRE, B. Senate. 84/12/26. NRC - No Detailed Affiliation 
Given. 3pp. 28268:343. 24X Fiche; 50-266, 84/12/18, B5010S0032, 



DOCKETED ITEMS 


P. Operating license stage documents & correspondence 


8411190467 Forwards corrected Tech Spec Page 15. 2. 3-3, per 841113 
discussion, re lag compensation term for second average temp 
term. 

FAY, C. W. Wisconsin Electric Power Co. 84/11/14. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 27551:361. 24X 

Fiche: 50-266, 84/11/14, 8411190467. 


— 8411190476 Corrected Tech Spec Page 15.2.3-3 re lag compensation term 
for second average temp term. 

* Wisconsin Electric Power Co. 84/11/14. Ip. 27551:362. 24X 

Fiche: 50-266, 84/ 1 1 / 1 4, 84 1 1 1 90467. 


8501030161 Confirms position that application for amend to license 
concerning request for mod of dates contained in Commission 
830712 confirmatory order unnecessary, because of ruling that 
confirmatory order conditions not license conditions. 

FAY,C. W. Wisconsin Electric Power Co. 84/12/26. DENTON,H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28163:028. 24X 

Fiche: 50-266, 84/12/26, 8501030161. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. “ Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501140137 Forwards Amends 87 Sc 92 to Licenses DPR-24 Sc DPR-27, 
respectively Sc safety evaluation. Amends change effective 
date of Tech Specs re equipment installation Sc testing. 

COLBURN, T. 0. Operating Reactors Branch 3. 84/12/27. FAY, C. W. 

Wisconsin Electric Power Co. 2pp. 28378:299. 24X 

Fiche: 50-266, 84/12/27, 8501140137. 


— 8501140146 Amends 87 Sc 92 to Licenses DPR-24 Sc DPR-27, respectively, 
changing effective date of Tech Specs re equipment 
installation Sc testing. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/27. 4pp. 

28378: 301. 24X Fiche: 50-266, 84/12/27, 8501140137. 


— 8501140156 Safety evaluation supporting Amends 87 Sc 92 to Licenses 
DPR-24 Sc DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/12/27. 2pp. 
28378:305. 24X Fiche; 50-266, 84/12/27, 8501140137. 


8501030084 Informs that accident monitors addressed by NUREO-0737, Items 
II. F. 1.3 - II. F. 1. 6 installed on panels in control room, 
powered by Interim safety grade power supplies Sc accepted 
for use by plant operations as of 841228. 

FAY, C. W. Wisconsin Electric Power Co. 84/12/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 

Operating Reactors Branch 3. Ip. 28163:058. 24X 

Fiche: 50-266, 84/12/28, 8501030084. 


8501030151 Responds to NRC 841123 request for addl info re Generic Ltr 
83-28 concerning reactor trip breaker maint Sc trending 
parameters. Maint will be performed during each refueling 
outage. Trending of insulation unnecessary. 

FAY,C. W. Wisconsin Electric Power Co, 84/12/28. DENTON, H.R. 

Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 28163:031. 24X 

Fiche: 50-266, 84/12/28, 8501030151. 


8501080165 Forwards fee for extension of deadline for 840802 environ 
qualif ications per 841211 ltr. Fee paid, 

FAY,C. W. Wisconsin Electric Power Co. 84/12/28. DIGGS, R. M. Office 
of Administration. Ip. 28231:136. 24X Fiche: 50-266, 84/12/28, 

8501080165. 


8501140183 Forwards safety evaluation re procedure for estimating core 
damage during accident conditions, based on generic 
Westinghouse Owners Group Mar 1984 core damage assessment 
methodology, per NUREG-0737 Item II. B, 3. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/07. FAY, C. W. 

Wisconsin Electric Power Co. 3pp, 28378:263. 24X 

Fiche: 50-266,85/01/07, 8501140183. 


8501240169 Forwards revised "Offsite Dose Calculation Manual, Point 
Beach Nuclear Plant. “ Cost-benefit analysis to justify 
proposed Tech Specs for operation of radwaste treatment 
sys will be provided in approx 10 days. 

FAY,C. W. Wisconsin Electric Power Co. 85/01/21. DENTON,H. R. 
Office of Nuclear Reactor Regulation, Director. MILLER, J. R. 
Opereting Reactors Branch 3. Ip. 28531:232. 24X , 

Fiche; 50-?A6, 85/01/21, 8501240169. 


— 8501240178 "Offsite Dose Calculation Manual, Point Beach Nuclear Plant 
* Wisconsin Electric Power Co. 85/01/31. 75pp. 28531:233. 24X 

Fiche: 50-266, 85/01/21. 8501240169. 


Q. Inspection reports, IE Bulletins & correspondence 


8501100421 Forwards Insp Repts 50-266/84-18 8« 50-301/84-16 on 
841001-1130 it notice of violation. 

SHAFER, W.D. Region 3, Office of Director. 84/12/19. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28348:079. 24X 

Fiche: 50-266, 84/12/19, 8501100421. 


— 8501100429 Notice of violation from insp on 841001-1130. 

SHAFER, W.D. Region 3, Office of Director. 84/12/19. 2pp. 
28348:081. 24X Fiche: 50-266, 84/12/19, 8501 100421. 


—8501100435 Insp Repts 50-266/84-18 & 50-301/84-16 on 841001-1130. 
Noncompliance noted : personnel attempted to parallel Buses 
1A03 Sc 2A03 Sc close bus tie breaker. 

JACK I W, I. N. Region 3, Office of Director. 84/12/20. 7pp. 
28348: 083. 24X Fiche: 50-266. 84/12/19, 8501100421. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fi che: 50-000, 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER, J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


8501140095 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security it 
emergency response to reduce reactor site training time. 

KEPPLER, J.G. Regions, Office of Director. 84/12/28. FAY, C. W. 
Wisconsin Electric Power Co. 2pp. 28377:245. 24X 

Fiche: 50-266, 84/12/28, 8501 1 40095. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation 8c Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8« Engineering 
Response <Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e; 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196, 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85—007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 
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R. Periodic operating reports & related correspondence 


8501210079 Monthly operating repts for Dec 1984. W/85O110 Itr. 

KROUSEiC. W. , FAY. C. W, Wisconsin Electric Power Co. 84/12/31. 10pp. 

28500:335. 24X Fiche: 50-266, 84/12/31. 8501210079. 


8501110512 Ack receipt of listed applications for review of facility. 
Application fee requested for Item 3. Ref und of fee 
appropriate for Item 1 re physical security plan. 

MILLER. W.D. License Fee Management Branch. 85/01/08. WILGUS. W. S. 
Florida Power Corp. 2pp. 28369:299. 24X Fiche: 50-302. 85/01/08. 

8501110512. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 


F. Security, medical, emergency & fire protection plans 


8501180485 Discusses scope & objectives of emergency preparedness 
exercise scheduled for 850130. In order to meet criteria of 
NUREG-0654. exercise should include accident assessment & 
mitigation, emergency sampling tt radiation survey. 

OLSHINSKl. J. A. Region 2, Office of Director. 84/12/28. WILGUS. W. S. 

Florida Power Corp. 2pp. 28464:260. 24X Fiche: 50-302. 84/12/28. 

8501180485. 


8501070333 Forwards conceptual design to control complex dedicated 
HVAC cooling sys for safe shutdown panel, power supply tt 
switchgear. per 10CFR50 App R. in response to 830106 request. 

WESTAFER. G. R. Florida Power Corp. 85/01/02. ST0L2. J. F. Operating 
Reactors Branch 4. 6pp. 28202:344. 24X Fiche: 50-302. 85/01/02. 

8501070333. 


8501110512 Ack receipt of listed applications for review of facility. 
Application fee requested for Item 3. Refund of fee 
appropriate for Item 1 re physical security plan. 

MILLER. W.O. License Fee Management Branch. 85/01/08. WILGUS. W.S. 
Florida Power Corp. 2pp. 28369:299. 24X Fiche: 50-302. 85/01/08, 

8501110512. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rapt. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. ISSpp. 67718:161. 24X 

Fiche: 50-000, 85/01/09. 8501100621. 


P. Operating license stage documents & correspondence 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown. per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201. 

HOSLER. A. G. Babcock & Wilcox Operating Plants Owners Group. 

84/12/14, KADAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143; 266. 24X Fiche: 50-000. 84/12/14. 8501020238. 


8501210138 Informs of plans to conduct special insp of training 
programs at facility during 850114-18, Insp will assess 
effectiveness of programs for supporting licensed 
activities. 

OLSHINSKl, J. A. Regions, Office of Director. 84/12/21. WILGUS, W. S. 

Florida Power Corp. 2pp, 28500:345. 24X Fiche: 50-302, 84/12/21, 

8501210138. 


8501160077 Forwards Tech Spec Pages 3/4 1-37 & 3/4 1-40 re axial power 
shaping rod limits, inadvertently omitted from Tech Spec 
Request 82 8t Amend 64 to License pPR-72. 

SILVER, H, Operating Reactors Branch 4. 84/12/26. WILGUS, W. S. 

Florida Power Corp. 2pp. 28435:350, 24X Fiche: 50-302. 84/12/26, 

8501160077. 


— 8501160083 Tech Spec Pages 3/4 1-37 ®c 3/4 1-40 re axial power shaping 
rod limits, inadvertently omitted from Tech Spec Request 82 & 

Amend 64 to License DPR-72. 

* NRC - No Detailed Affiliation Given, 84/12/26. 3pp. 

28435:352. 24X Fiche: 50-302, 84/12/26, 8501160077. 


8S010301SO Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50, 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Noclear Power Plants," Svc list end. 
EISENHUT, D. G. Division of Lidensinij). 84/12/27. Consolidated 
Edison Co. of New York. Inc, ISpp. 28464:230, 24X 

Fiche: 50-000*84/12/27, 8501030120, 


8501040024 Application for amend to License bPR-72. consi sting of Suppl 
3 to Tech Spec Change Request 82 re anticipatory reactor 
trips, containment isolation valves. RCS vents it purge valve 
isolation. Certificate of Svc end. 

WESTAFER, G. R. Florida Power Corp. 84/12/31. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp, 28182:082. 24X 

Fiche: 50-302. 84/12/31. 8501040024; 


—8501040103 Proposed Suppl 3 to Tech Spec Change Request 82 re safety 
grade anticipatory reactor trip, containment isolation 
valves. reactor coolant high point vents it reactor bldg purge 
supply it exhaust valves. 

* Florida Power Corp. 84/12/31. 2Bpp. 28182:086. 24X 

Fiche: 50-302. 84/12/31, 8501040024^ 


8501250166 Rev 0 to Procedure AP-330. “Loss of Nuclear Sves Water. '• 
* Florida Power Corp. 85/01/16. 5pp. 28552:194. 24X 

Fiche: 50-302. 85/01/16. 8501250166. 


8501220326 Notifies of rev to 830506 commitment re hydrogen recombiner 
requirement. Further study revealed that capability to 
install external hydrogen recombiner will not be safety 
grade. Capab i 1 ity will be designed per Seismic I criteria. 

WESTAFER. G. R. Florida Power Corp. 85/01/17. STOLZ. J. F. Operating 
Reactors Branch 4. 2pp. 28493:361. 24X Fiche: 50-302. 85/01/17. 

8501220326. 


8501250002 Informs of intention to pursue large bore snubber 
optimization program utilizing generic methodology of 
BAW-1847, “Leak-Bef ore-Break Evaluation of Margins. ..." 
per 850114 telcon. Concurrence requested by May 1985. 

WESTAFER. G. R. Florida Power Corp. 85/01/18. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. Ip. 28549:362. 24X 

Fiche: 50-302. 85/01/18. 8501250002. 


8501250122 Application for amend to License DPR-72. changing Tech Specs 
to provide operability & surveillance requirements for 
emergency feedwater sys automatic & manual initiation 
channels. Fee paid. 

WESTAFER, G. R. Florida Power Corp. 85/01/23. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 7pp. 28552: 199. 24X 

Fiche: 50-302. 85/01/23. 8501250122. 


— 8501250129 Proposed Tech Spec providing operability Sc surveillance 
requirements for emergency feedwater sys automatic & manual 
initiation channels Sc replacement specs for main steam line 
rupture matrix. 

* Florida Power Corp. 85/01/23. 10pp. 28552:206. 24X 

Fiche: 50-302. 85/01/23. 8501250122. 


8501280261 Forwards application for amend to License DPR-72, correcting 
ESF Tech Specs. Fee paid. 

WESTAFER, G. R. Florida Power Corp. 85/01/24. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. 3pp. 28569:008. 24X 

Fiche: 50-302. 85/01/24. 8501280261. 


-8501280268 Application for amend to License DPR-72. correcting ESF Tech 
Specs. 

* Florida Power Corp. 85/01/24. 2pp. 28569:011. 24X 

Fiche: 50-302. 85/01/24, 8501280261. 


■8501280276 Proposed Tech Specs correcting ESF Tech Specs. 

■* Florida Power Corp. 85/01/24. 5pp. 28569:013. 24X 

Fiche: 50-302, 85/01/24. 8501280261. 


8501280429 Forwards Tech Spec Change Request 116 re amend to License 
DPR-72, modify ing ESF circuitry to allow testing of all 
test groups during power operati on. Certi f icate of Svc end. 

WESTAFER, G, R. Florida Power Corp. 85/01/24. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 28564:317. 24X 

Fiche: 50-302. 85/01/24. 8501280429. 


— 8501280436 Application for amend to License DPR-72. consisting of Tech 
Spec Change Request 116. modify ing ESF circuitry to allow 
testing of all test groups during power operation, 

* Florida Power Corp. 85/01/24. 2pp. 28564:320. 24X 

Fiche: 50-302. 85/01/24. 8501280429. 


—8501280444 Proposed Tech Spec modifying ESF circuitry to allow testing 
of all test groups during power operation. 

* Florida Power Corp. 85/01/24. 4pp. 28564:322. 24X 

Fiche: 50-302, 85/01/24. 8501280429. 


8501310118 Forwards comments on proposed revs to 10CFR50. 54< f ) , 
50.109,2.204 it App 0 re backfitting process for power 
reactors (49FR47034). 

WESTAFER, G. R. Florida Power Corp. 85/01/29. HOYLE. J. C. Office of 
the Secretary of the Commission. 5pp. 28655:331. 24X 

Fiche: 50-302. 85/01/29. 8501310118, 


Q. Inspection reports. IE Bulletins it correspondence 


8501180431 Forwards Insp Rept 50-302/84-32 on 841107-09, No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2. Office of Director. 84/12/05, WILGUS. W. S. 
Florida Power Corp. 2pp. 28465:001. 24X Fiche: 50-302. 84/12/05. 

8301180431. 
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— BS011S0433 Insp Rept 50-302/84-32 on 841 107-09. No violations or 
deviations noted. Major area inspected: pipe support 
baseplate designs using concrete expansion anchors 
(IE Bulletin 79-02). 

ANGiW. P. . BLAKE>J. J. Region 2. Office of Director. 84/11/29. 
7pp. 28465:003. 24X Fiche: 50-302, 84/ 12/05. 8501 180431. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuage Sys Permitted 
Under 10CFR20, 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21. 8412190503. 


8501210097 Ack receipt of 841113 supplemental response to 840419 notice 
of violation. Concurs that deviation from FSAR, Section 
9. 7. 2.1. g did not occur. Records will be corrected. 

Supplemental response requested for Violation 84-09-04. 

□ 'REILLY, J. P. Region 2, Office of Director. 84/12/26. WILGUS, W. S. 
Florida Power Corp. 3pp. 28501:093. 24X Fiche: 50-302, 84/12/26, 

8501210097. 


— 8501210106 Forwards supplemental response to Insp Rept 50-302/84-09. 
Deviation re engineered safeguards did not occur. CR-3 
operated in accordance w/FSAR design. FSAR, Section 9. 7. 2. 1. g 
rewritten to clarify operation of sys. 

WESTAFER, G. R. Florida Power Corp. 84/11/13. O 'REILLY, J. P. 

Region 2, Office of Director. 7pp. 28501:096. 24X 

Fiche: 50-302, 84/12/26, 8501210097. 


— 8501210112 Ack receipt of 840518 response to violations noted in Insp 
Rept 50-302/84-09. Deviation 84-09-02 & violations 84-09-06 & 
84-09-04 occurred as stated. Supplemental response requested 
within 30 days of Itr date. 

O'REILLY, J. P. Region 2, Office of Director. 84/09/12. 

WILGUS, W.S. Florida Power Corp. 3pp. 28501:103. 24X 

Fiche: 50-302, 84/12/26, 8501210097. 


— 8501210115 Ack receipt of NRC 840912 Itr commenting on util response to 
Insp Rept 50-302/84-09. Sup p lemental response will be 
submitted by 841112. Addl time necessary to f.urther clarify 
util position. 

WESTAFER, G. R. Florida Power Corp. 84/10/04. O'REILLY, J. P. 

Region 2, Office of Director. Ip. 28501: 106. 24X 

Fiche: 50-302, 84/12/26, 8501210097. 


8501090265 EN-85-001: not ice of violation Sc proposed imposition of civil 
penalties in amount of *50,000 will be issued by 850108. 

Action based on violation involving lack of adequate 
protection provided for vital equipment. 

R0B1NS0N,P. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/03. Ip. 28255:060. 24X Fiche: 50-302, 85/01/03, 

8501090265. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators, " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness €c Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24 X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness «c Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24 X Fich e: 50-000, 85/01/11, 8501080502. 


B50ll(X)655 IE Info Notice 85-003, "Ssparation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN,E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fich e: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24 X Fich e: 50-000. 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JOI^N, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fich e: 50-000, 85/01/23, 8501230229. 


8501^2^ IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN/E. L. Division of Emergency Preparedness tc Enginssrlng 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. I09pp, 28692:001. 24X Fich e: 50 - 000 , 85/01/23, 8501230236. 


8501310234 Requests extension from 850209 to 0301 for response to 
violations noted in Insp Rept 50-302/84-23. 

WESTAFER, G. R. Florida Power Corp. 85/01/28. VOLLMER, R. H. Region 
2, Office of Director. Ip. 28655:131. 24 X Fiche: 50-302. 85/01/28, 
8501310234. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8e Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24 X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501250588 Monthly operating rept for Nov 1984. W/ 84 1207 Itr. 

GRAHAM, D., WESTAFER, G. R. Florida Power Corp. 84/11/30. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 5pp. 28561:225. 24 X Fich e: 50-302, 84/1 1/30, 8501250588. 


8501150438 Monthly operating rept for Dec 1984. W/S50108 Itr. 
GRAHAM, D., WESTAFER, G. R. Florida Power Corp. 84/12/31. 5pp. 
28414:331. 24X Fiche: 50-302, 84/12/31, 8501 150438. 


8501150085 Forwards 850107 Itr to EPA forwarding corrected temp it 
salinity tables for insertion into 841203 fifth quarterly 
progress rept for Crystal River 316 study. 

WESTAFER, C. R. Florida Power Corp. 85/01/10. DENTON,H. R. Office of 
Nuclear Reactor Regulation, Director. 14pp. 28380:199. 24X 

Fiche: 50-302, 85/01/10, 8501150085. 


S. Reportable occurrences, LERs S< related correspondence 


8501150475 Special Rept SR-B4-5: on 841029, Ha Ion portion of fire 
suppression sys for cable spreading room taken out of svc 
for mod to cable spreading room. Sys will be out of svc 
periodically during mod for welding in cable spreading room. 

WESTAFER, O. R. Florida Power Corp. 84/12/07. O'REILLY, J. P. Region 
2, Office of Director. 2pp. 28414:277. 24X FI c he: 50-302, 84/12/07, 

8501150475. 


8501020275 PNO-1 1-84-106: on 841228, annunciator sys in control room 
failed. Caused by ground fault in heat tracing high temp 
alarm circuit installed in radwaste sys in auxiliary bldg. 

Major parts of annunciator sys to be replaced. 

NINH, S. , PANCIERA, V. Region 2, Office of Director. 84/12/28. Ip. 
28142; 247. 24X Fiche: 50-302, 84/12/28, 8501020275. 


8501100266 PNO-1 1-85-003: on 850105, two radiation monitoring alarms in 
auxiliary bldg activated due to loss of loop seal during 
feed it bleed procedure w/bleed tank 3B. Radiation released 
not measurable. Operation of reactor not affected. 

CARROLL, R., BROWNLEE, V. Region 2, Office of Director. 85/01/07. 

Ip. 28298:356. 24X Fiche: 50-302, 85/01/07, 8501 100266. 


V. Operator Examinations 


8501210138 Informs of plans to conduct special insp of training 
programs at facility during 850114-18. Insp will assess 
effectiveness of programs for supporting licensed 
activities. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/21. WILGUS, W. 8. 

Florida Power Corp. 2pp. 28500:345. 24X Fiche: 50-302, 84/12/21, 

8501210138. 
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F. Security, medical, emergency it fire protection plans 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A it App B. 

Documents aveilahle in PDR. 

FELTON, J.M. Division of Rules and Records, FIN A-3712. 84/08/09. 
SHOLLY,S.C. Union of Concerned Scientists, 11pp. 28665:128. 24X 
Fiche : 50-000. 84/08/09, 8501300158. 


•8111300144 Requests listed info re facility site emergency planning for 
use in confirmatory risk calculations, to perform review of 
consequence calculations presented in risk study, 

HOUSTON, R.W. Accident Evaluation Branch. Sl/lO/30. GRIHES,^, 
Division of Emergency Preparedness (Pre 830103). 3pp. 26(b6Q; 144. 

24X Fiche; 50-000, 84/08/09, S501300158. 


e501Q8()231 Revised Page 1 to table of contents for Emergency Flan 
Imp! eventing PrecedUTe EPIP 34Q-1, "Core Dpniag* Assessment." 

PLIML, G. Commonwealth Edif on Co. 84/10/15. 3pp. 28232:137. 24X 

Fiche: 50-295, 84/10/15, 8501QB0231. 
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3501020288 Rev 5 to EPIP 110-1 including OSEP Table 6.3-1 & Figure 
6. 3-l<a> . W/two oversize drau/ings. Aperture cards available in 
PDR. 

* Commonwealth Edison Co, 84/11/26. Record Services Branch 
(Document Control Desk}. 5pp. 28141:100. 24X Fiche: 50-295. 

84/11/26. 8501020288. 


3501080083 Rev 4 to Emergency Plan Implementing Procedure EPIP 100-1. 
correcting typos. 

PLIML, 0. Commonwealth Edison Co. 84/11/26. 3pp. 28233:296. 24X 

Fiche: 50-295. 84/11/26, 8501080083, 


3412210259 Forwards public version of revised emergency plan telephone 
d irectory. W/841217 release memo. 

MOORE, R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). Spp. 28234:029. 24X 

Fiche: 50-000. 84/11/30. 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
directory. 

GALLE. D. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031. 

24X Fiche: 50-000. 84/11/30, 8412210259. 


3501140040 Revised emergency plan implementing procedures, inc luding 
Rev 10 to TSN-CCC-1 re corporate command ctr director. Rev 4 
to TSN-CCC-2 re intelligence director & Rev 3 to TSN-CCC-3 
re medical director. 

MOORE. R. D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche: 50-000. 84/11/30, 8501140040. 


8501020296 Corrected Pages 9 & 10 to Rev 1 to Emergency Plan 
Implementing Procedure EPIP 100-1, "Generating Station 
Emergency Plan Guidelines for Protection Against Ingestion 
of Contamination for Offsite Public. " 

PLIML, G. Commonwealth Edison Co, 84/12/19. 7pp. 28142:020. 24X 

Fiche: 50-295, 84/12/19. 8501020296. 


8501020250 Forwards procedures generation package for upgrading 
emergency operating procedures, per NUREG-0737 Suppl 1, 

CASCARANOi R. N. Commonwealth Edison Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director, 2pp. 28143:079. 
24X Fiche: 50-295,84/12/28,8501020250. 


— 8501020256 "Procedures Generation Package. Zion Generating Station Units 

1 & 2 . *■ 

« Commonwealth Edison Co. 84/12/28. 169pp. 28143:081. 24X 

Fiche: 50-295. 84/12/28. 8501020250, 


6501080509 Ack receipt of 841207 Itr. transmitting scope & objectives 
for emergency response exercise scheduled for 850305. 

PAPERIELLD. C. J. Regions, Office of Director. 85/01/02. REED. C. 
Commonwealth Edison Co. Ip. 28230:226. 24X Fiche: 50-295, 85/01/02. 

8501080509. 


— 8501080514 Forwards scope of participation & objectives for emergency 
response exercise scheduled for 850305. per 841108 & 1205 
meetings. 

DWYER. R.E. Commonwealth Edison Co. 84/12/07. HIND, J. Division 
of Emergency Preparedness 8c Operational Support. 4pp. 28230:227. 
24X Fiche: 50-295, 85/01/02. 8501080509. 


8501080187 Revised Page 4 of Rev 7 to Emergency Plan Implementing 
Procedure 1 10-1, correcting typos. 

PLIML. G. Commonwealth Edison Co. 85/01/03. 3pp. 28231:353. 24X 

Fiche: 50-295. 85/01/03. 8501080187. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8< all 
applicants -for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161, 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


85D1170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. ATSeT will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND. J. A. Region 3. Office of Director, 85/01/11. REED. C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche: 50-000. 85/01/1 1. 

8501170042. 


8501240189 Forwards oversize replacement Pages 7 & 8 to Rev 3 to 
Emergency Plan Implementing Procedure 100-1. Aperture cards 
available in PDR. 

4 Commonwealth Edison Co. 85/01/11. NRC - No Detailed 
Affiliation Given. 3pp. 28526:305, 24X Fiche: 50-295. 85/01/1 1, 

8501240189. 


8501280420 Rev 17 to Emergency Plan Implementing Procedure EPIP 320-1. 
"Activation of Generating Sta'tion Emergency Procedure 
Station Group. " 

PLIML, G. Commonwealth Edison Co. 85/01/18. 9pp. 28564:029. 24X 

Fiche: 50-295. 85/01/18. 8501280420. 


8501290314 Forwards Rev 1 to Section 1 of "Fire Protection Reassessment 
Rept. “ per 850116 telcon. 

CASCARANO. R. N. Commonwealth Edison Co. 85/01/24. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 28620:239. 24X 

Fiche: 50-295. 85/01/24. 8501290314. 


— 8501290321 Rev 1 to Section 1 of "Fire Protection Reassessment Rept. " 
« Commonwealth Edison Co. 85/01/24. 35pp. 28620:240. 24X 

Fiche: 50-295. 85/01/24. 8501290314. 


H. General correspondence 


8501210147 Requests correction to Addressee 20 on document distribution 
list for facilities in response to F Lentine 850102 memo. 

PAPERIELLD. C. J. Regions. Office of Director. 85/01/14. ABEL. J. S. 
Commonwealth Edison Co. Ip. 28471:062. 24X Fiche: 50-295. 85/01/14. 
8501210147. 


J. Insurance & indemnity information 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 & NELIA 
Certificate N-93> Endorsement 3 to MAELU Certificate M-83 it 
NELIA Certificate N-83 & Endorsement 5 to MAELU Certificate 
M-71. 

OSTQR.J. Commonwealth Edison Co. 85/01/16. SALTZMAN. J. Assistant 
Director for State & Licensee Relations. 21pp. 26568:346. 24X 

Fiche: 50-000. 85/01/16. B5012S0262. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8501300158 Partial response to FOIA req.uest for documents re listed 
FIN files. Forwards documents listed in App A 8e App B. 

Documents available in PDR. 

FELTON. J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 

SHOLLY.S. C. Union of Concerned Scientists. 11pp. 28665:128. 24X 

Fiche: 50-000. 84/08/09, 8501300158. 


— 8203220032 Notification of ACRS subcommittee 820326 meeting to discuss 
concerns re facility probablistic risk assessment. 

CHANEY, D. A. Operating Reactors Branch 1. 82/03/08. NOVAK. T. M. 
Assistant Director for Operating Reactors. Ip. 28668:003. 24X 
Fiche: 50-000. 84/08/09, 8501300158. 


— 8501300615 Provides second round comments re PRA. per 820114 ltr. Related 
info end. 

THEOFANOUS. T. G. Purdue Univ. . West Lafayette. IN. THEOFANOUS. T. G. 

ACRS - Advisory Committee on Reactor Safeguards. 82/02/12. 

MEYER. J. Reactor Systems Branch. 39pp. 28666:325. 24X 

Fiche: 50-000. 84/08/09, 8501300158. 


—8501300622 Forwards BNL comments re probabilistic safety study. Comments 
will be considered in 820801 final review. 

ERNST. M. Assistant Director for Technology Review. 82/02/19. 

FRALEY. R. F. ACRS - Advisory Committee on Reactor Safeguards. Ip. 
2S667: 003. 24X Fiche: 50-000. 84/08/09. 8501300158. 


P. Operating license stage documents Sc correspondence 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A App B. 

Documents available in PDR. 

FELTON, J.M. Division of Roles and Records. FIN A-3712. 84/08/09. 
SHOLLY. S. C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche: 50-000. 84/08/09. 8501300158, 


— 8110230021 Comments on plan for review of facility probabilistic safety 
study. Div of Sys Integration wishes to cover areas 
paralleling subj matter of NUREG-0850. 

MATTSON. R.J. Division of Systems Integration (pre 811005). 

81/10/09. MURLEY, T. Division of Safety Technology. Spp. 

28667:321. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8110280382 Discusses interest In reviewing portions of facility risk 
study dealing w/accident source terms & consequence 
calculations, in response to 810918 memo. 

HDUSTON.R. W. Accident Evaluation Branch. 81/10/02. THADANI.A, 
Reliability tc Risk Assessment Branch. Ip. 28668: 143. 24X 

Fiche; 50-000. 84/08/09. 8501300158. 
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— 8111060003 Describes proposed review plan for probabilistic safety 
study. Top review priority is to identify & review success/ 
failure criteria in each technical area. Incorporates 
recommendations of Mattson 811019 memo. 

HURLEY, T. Division of Safety Technology. 81/10/27. EISENHUT, D. G. 
Division of Licensing. MATTSON, R. Division of Systems 
Integration <post 811005). VOLLMER, R. Division of Engineering. 
9pp. 28667:297. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8201050386 Describes schedule, interdiv & interofc interfaces, manpower 
needs & general approach for Zion probabilistic risk 
assessment review, Indian Point hearing & Zion/Indian Point 
final rept. 

MEYER, J.F. Reactor Systems Branch. 81/12/15. SPEIS, T. P. 

Assistant Director for Reactor Safety. 3pp. 28668: 147. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201130375 Forwards agenda for 820113-15 meeting w/util to resolve 
technical questions raised during review of facility 
probabilistic safety study. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/12/22. 
KLOPP, G. T. Commonwealth Edison Co. Ip. 28667:348. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201210400 Advises that 811027 proposed review schedule for facility 
probabilistic safety study will be delayed due to util 
inability to meet w/NRC before 820111. 

ERNST, M. L. Assistant Director for Technology Review. 82/01/04. 
NOVAK, T. M. Assistant Director for Operating Reactors. 10pp. 

28667: 311. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8201220121 Forwards Itr to util specifying individuals to serve as 
points of contact for technical questions that may arise 
during review of facility probabilistic safety study. W/o 
end. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/12/29. 
SPEIS, T. Assistant Director for Reactor Safety. ERNST, M. L. 
Assistant Director for Technology Review. Ip. 28667:347. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201250098 Confirms discussions re Mechanical Engineering Branch review 
St evaluation of Section 3.1.7 of probabilistic safety study, 

“Vessel Failure Mechanism. " Initial comments due 820115. 

SHERON,B. W. Reactor Systems Branch. 82/01/06. BQSNAK, R. U. 
Mechanical Engineering Branch. 2pp. 28666:208. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201300026 Responds to 811209 request for review of LASL Sc Sandia Lab 
analyses re containment structure failure pressures. Repts 
end. 

SCHAUER, F. P. Structural Engineering Branch. 82/01/11. MAZETIS»0. 

Reactor Systems Branch. 10pp. 28666: 180. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8201300216 Comments on proposed vessel failure mechanism, per facility 
probabilistic study Section 3.1.7. Addl info requested to 
ensure validity of assumptions used in scenerio postulations 
& mathematical formulations. 

BOSNAK, R. J. Mechanical Engineering Branch. 82/01/12. SHERON, B. W. 

Reactor Systems Branch. 18pp. 28666: 190. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8202120109 Requests that comments re probabilistic safety study be 
forwarded to Reliability & Risk Assessment Branch by 820215. 
HANAUER, s. M. Division of Safety Technology. 82/01/26. 

VOLLMER, R.H. Division of Engineering. MATTSON, R. Division of 
Systems Integration (post 811005). 8pp. 28667:351. 24X 

Fiche; 50-000, 84/08/09, 8501300158, 


—8202240016 Informs that facility probabilistic risk assessment <PRA) 
review is continuing w/completion scheduled for Aug-Sept 
1982. Meeting should be held 820205 to discuss approaches to 
be followed to satisfy PRA requirements. 

NOVAK, T.M. Assistant Director for Operating Reactors. 82/02/02. 
KNIGHT, J, P. Assistant Director for Comp. & Structures Engineering 
(Pre 830201). SPEIS, T. , ERNST, M. NRC - No Detailed Affiliation 
Given. 3pp. 28667:308. 24X Fiche; 50-000, 84/08/09, 8501300158. 


—8202240026 Forwards BNL review results of Zion probabilistic safety 
S'budy to be considered in review efforts at Sandia Labs. 

THADANI, A. C. Reliability Sc Risk Assessment Branch. 82/02/03. 
ERNST, M. Division of Safety Technology. 2pp. 28666:210. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


—8202240028 Forwards results of review of Zion probabilistic safety 
study, internal Sc external events. 

BARI, R. A. Brookhaven National Laboratory. 82/01/22. THADANI, A. C. 

Reliability (k Risk Assessment Branch. 48pp. 28666:234. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8203020094 Forwards MARCH computer code calculations re wafer 
availability in cavity below reactor vessel. 

CARTER. J.L. Reactor Systems Branch. 82/02/11. MEYER, v). F. 
Reactor Systems Branch. 30pp. 28666:292. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8203100076 Forwards review comments on probabilistic safety study 
per 811104 request. 

REGAN, W. H. Siting Analysis Branch. 82/02/19. THADANI, A. C. 
Reliability Sc Risk Assessment Branch. 4pp. 28667:361. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8203110459 Submits Beta containment failure mode parametrics 
calculations w/MARCH computer codes per 820107 suggestions. 
Figures 1-16,31,46 & 61 showing effect of containment break 
size on progress of accident end. 

CARTER. J.L. Reactor Systems Branch. 82/02/26. MEYER, J. F. 
Reactor Systems Branch. 70pp. 28667:082. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8203110503 Documents statement that draft review rept will be available 
820501. Statement made at 820205 meeting re facility 
probabilistic risk assessment. TE Hurley 811027 memo 
describes review & schedule. 

THADANI, A. Reliability ft Risk Assessment Branch. 82/02/24, 

VARGA, S. Operating Reactors Branch 1. 2pp. 28667:306. 24X 

Fiche: 50-000, 84/08/09,8501300158. 


— 8204010015 Requests evaluation of Section 6, site consequence analysis 
of Zion probabilistic safety study (ZPSS) by 820421 to meet 
preliminary draft review 820503 publication. Questions will 
be addressed during 820322 meeting. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/03/19. 
HOUSTON. R. W. Assistant Director for Radiation Protection. Ip. 
28668: 154. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8204070030 Responds to 820319 memo. Results of review of probabilistic 
safety study Section 6, site consequence analysis, should be 
filed by 820426. Resul ts of review of Section 5, core melt 
accident source terms, will be coordinated. 

HOUSTON, R. W. Assistant Director for Radiation Protection. 

82/03/25. SPEIS, T, P. Assistant Director for Reactor Safety. Ip. 
28668; 155. 24X Fiche: 50-000, 84/08/09, 8501300158. 


—8207060057 Forwards Accident Evaluation Branch critique of plant 
probabilistic safety study. 

HOUSTON, R.W. Assistant Director for Radiation Protection. 
82/06/23. ERNST, M. Assistant Director for Technology Review. 
28pp. 28668:115. 24X Fiche; 50-000, 84/08/09, 8501300158. 


— 8304180708 Discusses delay in PRA review schedule. Four wks allowed for 
development of div recommendations review. Schedule end. 

THADANI, A. C. Reliability Sc Risk Assessment Branch. 83/04/11. 

SPEIS, T.P. Division of Safety Technology. 3pp. 28668:032. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8305170633 Forwards Sandia 830505 trip rept, listing facility evaluation 
milestones. Deliverables outlined. W/o end. 

MEYER, J.F. Reactor Systems Branch. 83/05/09. HULMAN, L. G. 

Accident Evaluation Branch. 3pp. 28668:048. 24X 

Fiche: 50-000, 84/08/09,8501300158. 


— 8307110166 Forwards draft rept for SSMRP seismic risk analysis of Zion 
for comments by 830715. W/o end. 

0UZY,D. Mechanical/Struc tural Engineering Branch. 83/06/22. 
Mechanical/Structural Engineering Branch. 1pp. 28668:233. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8308090048 Forwards draft BNL review of Zion Probabilistic Safety 
Study, Vol II (NUREG/CR-3300). Vol I transmitted to NRC on 
830718. Comments requested by 830812. 

SHERON, B.W. Reactor Systems Branch. 83/07/20. VARGA, S. A. 
Operating Reactors Branch 1. Ip, 28670:307. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8308150493 Requests comments on draft NUREG/CR-3300 Vol II re plant 
probabilistic safety study evaluation, by 830822. Draft 
NUREG end. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
83/08/02. EISENHUT, D. G. Division of Licensing. 2pp. 28670:308. 
24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8308160031 Forwards Auxiliary Sys it Power Sys Branch comments it 
recommendations re SANL probabilistic safety pump study. Only 
one component cooling water pump necessary. Core melt 
frequencies should be appropriately adjusted. 

RUBENSTEIN, L. S. Assistant Director for Core it Plant Systems. 
83/08/11. MATTSON, R.J. Division of Systems Integration (post 
811005). 6pp. 28670:310. 24X Fiche: 50-000, 84/08/09i 8501300158. 
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— 8308250269 Forwards branch comments on Vol 2 to NUREG/CR-3300» "Review 
& Evaluation of Zion Probabilistic Safety Study. '* 

HUUMAN.L. G. Accident Evaluation Branch. 83/08/16. SHERON. B. 
Reactor Systems Branch. 3pp. 28670:316. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8308300802 Forwards comments on BNL probabilistic safety study, Vol II 
(NUREG/CR-3300) . Review of Vol I not yet complete. Vol I 
errors which affect Vol II will be passed along to R Barrett 
or V Meyer. 

SPEIS, T. P. Division of Safety Technology. S3/0S/22. MATTSON, R. J. 

Division of Systems Integration (post 811005). 6pp. 28670:319. 

24X Fiche; 50-000, 84/08/09, 8501300158. 


— 8309060460 Advises of util req^uest for addl time to review & respond to 
differences between NUREG/CR-3300, Vol s I & II & facility 
probabilistic safety study list of dominant sequences & 
frequencies. Util request reasonable. 

ROWSOMEjF. Assistant Director for Technology Review. 83/08/26. 
LAINAS.O. C. Assistant Director for Operating Reactors. 2pp. 

28670: 325. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8309280532 Reviews Sandia Natl Labs evaluation of Zion probabilistic 
safety study (NUREO/CR-SSOO). Evaluation appears reasonably 
comprehensive. Discrepancy noted in component coaling water 
faults. 

ERNST, M.L. Division of Risk Analysis it Operations (post 840429). 
83/09/16. SPEIS, T.P. Division of Safety Technology. MATTSON.R. J. 

Division of Systems Integration (post 811005). 2pp. 28670:327. 
24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8311140240 Evaluates feed & bleed assumption it RCS behavior upon loss 
of component cooling water (CCW) as listed in Sandia "Review 
of Zion Probabilistic Safety Study Evaluation, Vol I." Loss 
of CCW less significant than portrayed by Sandia. 

SHERON, B. Reactor Systems Branch. 83/11/03. THADANI,A. 

Reliability Si Risk Assessment Branch. 14pp. 28670:338. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


*8311140423 Ack receipt of 831018 Itr re plans for conducting 
long-term pumping test to collect data concerning hydraulics 
of groundwater sys in Lisbon Mill vicinity. Rept describing 
pumping test & presenting results requested. 

PETTENGILL, H. J. Uranium Recovery Field Office. 83/10/27. 
PATTISON, R. 8. Rio Algom Corp. 9pp. 21182:360. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


•8501300500 Forwards near-site 60 day study reflecting state-of-the-art 
analysis. Capacity evaluations scheduled for completion in 
June-Jul 1980. 

PEOPLES. D.L. Commonwealth Edison Co. 80/05/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 5pp. 28665:296. 

24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300507 Forwards sketch of equipment hatch. Discusses effects of 
reinforcement of equipment hatch on containment failure 
pressure per 800617 meeting. Related info end. 

WALKER, T.J. NRC - No Detailed Affiliation Given. 80/06/20. 

MEYER, J.F. Office of Nuclear Reactor Regulation, Director. 41pp. 
28665: 301. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300522 Forwards table summarizing recommendations re conditional 
probabilities of various containment modes for selected 
accident sequences. Other accidents considered important not 
yet analyzed. Related info end. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 61/12/15. 

MEYER, J.F, Reactor Systems Branch. 19pp. 28665:352. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


*8501300529 Forwards first pass of facility probabilistic safety study, 
including comments. Related info end. 

SWANSON, D. 6. Applied Science Associates, Inc. 82/01/08. MEYER, J. 

NRC - No Detailed Affiliation Given. 150pp. 28666:009. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300534 Submits marked-up draft facility PRA it NUREO-0850 review. 
BERMAN, M. Sandia National Laboratories. S2/01/10. MEYER, J.F. 

NRC - No Detailed Affiliation Given. 14pp. 28666:166. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300563 Comments on Sections 3 & 4 of Zion probabilistic safety 
study. Related info end. 

THEQFANDUS, T. Purdue Univ. , West Lafayette, IN. 82/01/14. 

MEYER; J.M. NRC -No Detailed Affiliation Given. 8pp. 28666:212. 
24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300594 Updates neyiew of probabilistic; safety studq. Damage state 
frequencies, containment matrix 9t site matrices used to 
generate point estimates for intetiial It internal plus 
external events end. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/06/07. 

MEYER, J.F, Reactor Systems Branch. .65pp, 28668:051. 24X 

Fiche: 50-000, 84/08/09* 8501300158. : 


- -3501300598 Forwards PRA rept to use for inquiries from outside agency. 
Requests list of personnel requiring specific portions or 
full set of rept. W/o end. 

NOVAK, T.M. NRC - No Detailed Affiliation Given. 81/09/18. 
VOLLMER,R. , MATTSON, R. , HANAUER, S. NRC - No Detailed Affiliation 
Given. 2pp. 28667:339. 24X Fiche: 50-000, 84/0B/09, 8501300158. 


— 8501300600 Requests comments on how detailed PRA review should be & 
specific areas that should receive special attention. 

Comments due by 811002. 

THADAN1,A. Reliability it Risk Assessment Branch. 81/09/18, 

SPEIS, T. , HOUSTON, W. , ROWSOME, F. NRC - No Detailed Affiliation 
Given. 6pp. 28667:341, 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300605 Forwards summary of contents from NUREG-0850 it 
organizational charts for facility hearings it review of 
probabilistic safety study. Review of safety study will be 
compared w/NUREG-OBSO. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
81/10/09. MURELY, T. Division of Safety Technology. 4pp. 
28668: 1 50. 24X Fiche: 50-000, 84/08/09, 85013001 58. 


— 8501300607 Summary of 820205 meeting re refining goals for PRA review. 
Advises that preliminary rept will be submitted by 820212 it 
that specific evaluation will be provided in Apr or May. 

CHANEY,D. A. Operating Reactors Branch 1. 82/02/16. NOVAK, T. M. 

Assistant Director for Licensing. 2pp. 28667:359. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300611 Forwards second pass review of probabilistic safety study. 
Util answers at 820128-29 meetings in Bethesda,MD 
unsatisfactory. 

SUANSDN,D. G. Applied Science Associates, Inc. 82/02/04. MEYER, J. 

NRC - No Detailed Affiliation Given. 10pp. 28666:282. 24X 

Fiche: 50-000. 84/08/09, 8501300158. 


— 8501300614 Submits list of remaining milestones & expected completion 
dates as discussed at 820208 meeting necessary to produce 
draft rept by 620501. 

NEWBERRY, S. Reliability it Risk Assessment Branch. 82/02/12. 

MEYER, J. Reactor Systems Branch. Ip. 28668:004. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300616 Requests input re Section 6 of facility probabilistic safety 
study by 820421 for 820503 publication. ACRS Subcommittee on 
Class-9 Accident will meet on 820326 to formulate questions 
for util. 

SPEIS, T.P. Assistant Director for Reactor Safety. 82/03/18. 

HOUSTON, R.W, Assistant Director for Radiation Protection. Ip. 

28668: 156. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300619 Forwards revised plant damage state frequencies from SANL. 
Advises that more formal findings it complete rept will be 
ready next wk. 

NEWBERRY, S. Rel iab i 1 ity & Risk Assessment Branch. 82/03/01. 

MEYER, J. Reactor Systems Branch. 3pp. 28668:005. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300626 Advises that licensee has not responded to 800111 request 
for meteorological data. Requests that info be furnished in 
timely manner. 

SPEIS, T.P. Reactor Systems Branch. 84/08/09. VARGA, S. Operating 
Reactors Branch 1. Ip. 28668:158. 24X Fiche: 50-000, 84/08/09, 

8501300158. 


— 8501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment, Consequence Analysis *c Risk Assessment Summary," 
quarterly progress repts for 821215-830315. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/03/31. 

MEYER, J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300632 Forwards BNL draft review re probabilistic study, satisfying 
milestone for Task I. a per SER 189 re core-melt accidents. 

Rept does not include UCLA, Purdue or ASA reviews. 

PRATT, W.T. Brookhaven National Laboratory. 80/07/21. MEYER, J. F, 
Reactor Systems Branch. 73pp. 28668; 159. 24X 

Fiche: 50-000. 84/08/09, 85013001 58. 


— 8501300635 Forwards revised Table 3 from 820217 Itr. Table provides 
consistent conditional probabi lities, 

PRATT, W.T. Brookhaven National Laboratory. 82/03/02. MEYER, J. F. 
Reactor Systems Branch. 18pp. 28667: 161. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 650X300647 Forwards tables for continuing review of Zion probabilistic 
safety study. Submits summary of tables satisfying fourth 
milestone for Task 1.9, per SER 189 re estimated core-m»lt 
accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 82/03/15. 

MEYER, J.F. Reactor Systems Branch. 21pp. 28667:195. 24X 

Fiche: 50-000, 84/08/09, 8501300158, 
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— 8501300656 Draft "Application of Seismic Safety Margins Research 
Program Methodology to Seismic Risk at Zion Nuclear Pouier 
Plant. " 

BOHNi M. P. » SHIEH, L. C. < WELLS< J. E. Lawrence Livermore National 
Laboratory. 83/05/02. NRC - No Detailed Affiliation ©iven. 
953pp. 28668; 234. 24X Fiche: 50-000, 84/08/09, 85013001 58. 


—8501300659 Forwards slide re acute fatality risk curve & meeting agenda 
to discuss current status of review. Advises of 820325-26 
meetings w/ACRS Subcommittee on Reliability Sc Probabilistic 
Assessment Sc util. Related info end. 

THADANI,A. Reliability Sc Risk Assessment Branch. 82/03/25. 

ERNST, M. Assistant Director for Technology Review. 75pp. 

28667: 216. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300667 Forwards draft NUREO/CR-3300, "Review Sc Evaluation of Zion 
Probabilistic Safety Study, Vol 1, Conta inment Sc Site 
Consequence Analysis." Rept satisfies Milestone IV. B. 2 per 
SER 189 re core melt accidents. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 83/07/18. 

MEYER, J.F. Reactor Systems Branch. 600pp. 28670:003. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300672 Forwards PRA review schedule, rough chart depicting 
various interfaces for review Sc listed issues on sys 
analysis re disciplines in NRR. 

THADANI,A. C. Reliability Sc Risk Assessment Branch. 82/04/26. 

HANAUER,S. H. Division of Safety Technology. 4pp. 28667:293. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


8501030120 ©eneric Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT,D. ©. Division of Licensing. 84/12/27. Consolidated. 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501080022 Advises that util 840823 decision to withdraw proposal to 
install check valves in auxiliary feedwater sys, per NUREO- 
0737, Item II. E. 1. 1, acceptable. Alternative methods such as 
periodic inservice insps suggested. 

VAROA, S. A. Operating Reactors Branch 1. 84/12/27. FARRAR, D. L. 

Commonwealth Edison Co. 3pp. 28269:327. 24X Fiche: 50-295, 84/12/27, 

8501080022. 


8501070163 Forwards safety evaluation re util 830627 Sc 0823 requests 
for relief from ASME Code Section XI. A1 ternative exams or 
tests will provide necessary assurance of piping Sc 
components structural integrity. Reliefs granted. 

VAROA, S. A. Operating Reactors Branch 1. 84/12/28. FARRAR, D. L. 

Commonwealth Edison Co. 2pp. 28229:040. 24X Fiche: 50-295, 84/12/28, 

8501070163. 


— 8501070168 Safety evaluation supporting util 830627 Sc 0823 requests for 
relief from ASME Code Section XI. 

■e Office of Nuclear Reactor Regulation, Director. 84/12/28. 

11pp. 28229:042. 24X Fiche: 50-295, 84/12/28, 8501070163. 


8501140317 Discusses 830627,840626 Sc 0814 Itrs re proposed inservice 
insp Sc testing program Sc request relief from ASME Code 
requirements. Final approval of program Sc grant from ASME 
Code requirements will be given. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/02. FARRAR, D. L. 

Commonwealth Edison Co. 5pp 28390:089. 24X Fiche: 50-295, 85/01/02, 

8501140317. 


8501170077 Application for amend tp Licenses DPR-39 Sc DPR-48, revising 
Tech Spec Stetion 3. 6. 8 re hydrogen control sys. 

CASCARANO, R. N. Commonwealth Edison Co, 85/01/03. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28425:353, 24X 

Fiche: 50-295, 85/01/03, 8501170077. 


—8501170081 Proposed Tech Specs, revising Section 3, 8^ 8 re hydrogen 
control sys. 

e Commonwealth Edison Co. 88/01/Q3. 7pp. 20425:354. 24X 

Fiche: 50-295, 85/01/03, 8501170077. 


8501170018 Clarifies position re NUREO-0737, Item II. D. 3 re direct 
indicetion of relief Sc safety velve posi tion. Submittal 
should provide sufficient info to permit iesuance of safety 
aveluation to close out item. 

CASCARANO, R. N. Commonwealth Edison Co. 03/01/08. DENTON, H- R> 
Office of Nuclear Reactor Regulation, Director. 2pp. 124. 

24X Fiche: 50-295, 85/01/08, 8501170018. 


8501140486 Requests reai it tan ce pf epplication fee for revisw of util 
840823 evaluation concluding that addl check valyas 
unnecessary in auxiliary; feadiwater sys at fecility, 

DIGGS, License Fee Management Branch. 85/01/09. FARRAR, D.I.. 

Commonwaalth Edison jCo;, Ip. 2kl90:36Qv 24X Fiche: 50-295, 85/01/09, 

8501140486. 


8501310461 Ack receipt of 841030 response to 840929 request for 
leakage rate testing data for plant. Immediate ban of all 
integral containment leakage rate tests until NRC position 
prepared Sc validated requested. 

REYTBLATT, Z. Warren Wilson College, Swannanoa, NC. 85/01/09, 
REHM, T. A. Office of the Executive Director for Operations. 9pp. 
28684:332. 24X Fiche; 50-295, 85/01/09, 8501310461. 


8501240240 Forwards revised Tech Spec Page 181 to 841017 application 
for amends to License DPR-39 8« DPR-48 re hydrogen control 
sys. Change reflects monthly performance of channel 
functions test. 

CASCARANO, R. N. Commonwealth Edison Co. 85/01/16. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28641:341. 24X 

Fiche: 50-295, 85/01/16, 8501240240. 


— 8501290626 Revised Page 181 to Tech Spec Section 3.8.8 re hydrogen 
control sys, ref lecting monthly performance of channel 
functional test. 

* Commonwealth Edison Co. 85/01/16. Ip. 28641:342. 24X 

Fiche; 50-295, 85/01/16, 8301240240- 


8501300551 Author ixes closeout of Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. 

EISENHUT, D. G. Division of Licensing. 85/01/17. LAINAS, G. C. 
Assistant Director for Operating Reactors. Ip. 28684:152. 24X 

Fiche; 50-000, 85/01/17, 8501300551. 


— 8501300565 Requests approval to close out Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. No active applications exist 
in NRR, 

UIGCINTON, D. L. Operating Reactors Branch 1. 85/01/11. 

EISENHUT, D. 0. Division of Licensing. 2pp. 28684:153, 24X 

Fiche: 50-000, 85/01/17, 8501300551. 


6501290484 Forwards response to NRC questions raised during 841115-16 
meetings re second interval inservice testing program. No 
modulating valves require fail-safe testing in accordance 
ui/ASME Section XI. Check valves full-stroke exercised. 

CASCARANO, R. N. Commonwealth Edison Co. 85/01/25. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 24pp. 28617:028. 

24X Fiche: 50-295, 85/01/25, 8501290484. 


Q. Inspection reports, IE Bulletins << correspondence 


8501300269 FOIA request for copies of 11 specific documents, including 
ROs, LERs, insp repts & INPO repts. 

WILLIAMS, 0. G. JRA Associates. 84/06/15. FELTON, J. M. Division of 
Rules and Records. Spp. 28684:037. 24X Fiche: 50-000, 84/06/15, 

8501300269. 


8501080528 Forwards Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 St 
50-374/84-32 "bn 840815-1207 & notice of violation. 

SPESSARD, R. L. Region 3, Office of Director, 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche: 50-000, 84/12/1 1, 

8501080528. 


— B5010S0535 Notice of violation from insp on 840815-1207. 

SPESSARD, R. L. Region 3, Office of Director, 84/12/11. Spp. 
28244: 345. 24X Fiche: 50-000, 84/12/11, 8501080528. 


—8501080544 Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/04-19, 50-304/84-20, 50-373/84-25 Sc 
50-374/84-32 on B40815-1207. Non comp lienee noted: failure to 
implement procurement QA program. 

MASSE, R. A. Region 3, Office of Director. 84/12/11. 13pp. 

28244: 348. 24X Fiche; 50-000, 84/12/1 1, 8501080528. 


8501100389 Forwards Insp Repts 50-295/84-23 St 50-304/84-24 on 
841029-1130 St notice of violation. 

SHAFER, W.D. Region 3, Office of Director, 84/12/20. REED, C. 
Commonwealth Edison Co. 2pp. 28350:265. 24X Fiche; 50-295, 84/12/20, 

8501100389. 


—8501100406 Insp Repts 50-295/84-23 St 50-304/84-24 on 841029-1130. 
Noncompliance noted; diesel generetpr Maint Procedure 
P/DG001/3-1R, "Refueling Outage ln»P Checklist," not 
appropriate. 

WRIGHT, 0.C. Regions, Office of Director. B4/12/20. 7pp. 
28350:5168. 24X Fiche: 50-295, 8^/12/20, 8501100309, 


8412190503 IE Info Notice 84-94, "Reconcentretion of Radionuclides 
Involving Discharges Intd Sanitary Sewage Sys Permitted 
Undsr 1GCFR20. 303. " Sve list end. 

GRACE, J,N. Division of Emergency Preparedness Sc Engineering Response 
fPost 830103). 84/12/21. Consolidated Edison Co. of New York* 

Enc, I21pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503. 
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8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in S40S03 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adeq.uateino ack Itr will be issued. 

KEPPLER,J. 0. Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000i 84/12/21. 

8501300674. 


8501080022 Advises that util 840823 decision to withdraw proposal to 
install check valves in auxiliary feedwater sys. per NURES- 
0737, Item II. E. 1. 1, acceptable. Alternative methods such as 
periodic inservice insps suggested. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/27. FARRAR. D. L. 

Commonwealth Edison Co. 3pp. 28269:327. 24X Fic he; 50-295. 84/12/27. 

8501080022. 


8501100475 Re(iuests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER.J. G. Region 3. Office of Director. 84/12/28. REED. C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche; 50-000. 84/12/28. 

8501100475. 


8501140317 Discusses 830627,840626 0814 Itrs re proposed inservice 

insp St testing program & request relief from ASME Code 
requirements. Final approval of program & grant from ASME 
Code requirements will be given. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/02. FARRAR, D. L. 

Commonwealth Edison Co. 5pp. 28390:089. 24X Fiche: 50-295. 85/01/02. 

8501140317. 


8501290411 Responds to NRC 841203 Itr re violations noted in Insp Repts 
50-295/84-20 «t 50-304/84-21. Corrective actions: individual 
responsible for procedural violation reprimanded. 

FARRAR, D,L. Commonwealth Edison Co. 85/01/02. KEPPLER.J. 0. Region 
3. Office of Director. 3pp, 28620:331. 24X Fiche: 50-295. 85/01/02. 

8501290411. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. *' Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation & Testing of 
Differential Pressure Transmitters. *' Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller, " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15, 8501 100655. 


8501230247 Ack receipt of 841105 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-295/84-11 & 

50-304/84-11. 

KEPPLER.J. G. Region 3. Office of Director. 85/01/15. REED. C. 
Commonwealth Edison Co. Ip. 28515:253. 24X Fiche: 50-295. 85/01/15. 

8501230247. 


— 8501230255 Responds to NRC 840907 Itr re violations noted in Insp Repts 
50-295/84-11 a 50-304/84-11. Corrective actions: 24 h 
containment integrated leak test successfully performed 
between 840729 << 0801. 

FARRAR. D.L. Commonwealth Edison Co. 84/11/05. KEPPLER. J. 6. 

Regions. Office of Director. 7pp. 28515:254. 24X 

Fiche: 50-295. 85/01/15. 8501230247. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc, 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501 160196. 


B501240Q28 Responds tp 841220 notice of violation from Insp Repts 
50-295/84-23 & 50-304/84-24 on 841029H 130. Corrective 
actions; diesel generator melnt procedure revised to include 
venting of jacket Water pump while refilling sys. 

FARRAR. D.L. Commonwealth Edison Co. 85/01/18. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 28531:228. 24X 

Fiche: 50-295. 85/01/18, B501240028. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN.E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186.. 24X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e; 50-000. 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 8c 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD. R. L. Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000. 85/01 /2B. 

8501310289. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fic he: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports 8e related correspondence 


8501180259 Monthly operating repts for Dec 1904. W/850114 Itr. 

AUSTIN. G.. GRAESSER. K. L. Commonwealth Edison Co. 84/12/31. 12pp. 

28466:038. 24X Fic he: 50-295, 84/ 12/31. 8501 180259. 


S. Reportable occurrences, LERs 8c related correspondence 


8501110031 LER 84-029-00: on 841206, hydrogen purge fans 2A 8c 2B rendered 
inoperable due to racking out of containment purge fan 2A. 

Caused by personnel error. Placards attached to containment 
purge breakers warning of fan interlock. W/850104 Itr, 

BLESS, A.. GRAESSER, K. L. Commonwealth Edison Co. 85/01/04. 3pp. 
28362:088. 24X Fiche: 50-304. 85/01/04. 8501110031. 


8501220179 Forwards LER 84-031-00. per 10CFR50. 23. Rept submitted late 
due to reclassification of event as reportab le. per 850111 
internal reveiw. 

GRAESSER. K. L. Commonwealth Edison Co. 85/01/15. Record Services 
Branch (Document Control Desk). Ip. 28507:034. 24X 

Fiche: 50-304. 85/01/15. 8501220179. 


— 8501220186 LER 84-031-00: on B41211. during periodic testing of 
safeguards relay actuation, several valves from previously 
completed portion of test c losed. Caused by failure of reset 
test switch to fully actuate. Test repeated. 

ROHDE. J.E. Commonwealth Edison Co. 85/01/15. 2pp. 28507:035. 
24X Fiche: 50-304. 85/01/15. 8501220179. 
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F, Security, medical, emergency & fire protection plans 


8501100260 Forwards Insp Rept 50-305/84-14 on 840923-28. No violations 
or deficiencies noted. Response to five weaknesses listed in 
end app requested within 45 days. 

PAPERIELLD. C. J. Region 3. Office of Director. 04/12/19. HINTZ, D. C. 

Wisconsin Public Service Corp. 3pp. 28350:001. 24X 

Fiche: 50-305, 84/12/19, 8501100260. 


— 8501100268 Insp Rept 50-305/84-14 on 840923-28. No noncompliance or 
deviations noted. Major areas inspected : emergency response 
fac ilities. includ ing technical support ctr. operational 
support ctr Sc emergency operations facility. 

SNELL, W.G., PHILLIPS. M. P. , PAPERIELLO. C. J. Region 3. Office of 
Director. 84/12/19. 34pp. 28350:004. 24X Fiche; 50-305, 84/12/19. 

8501100260. 


8501140089 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, phys ical security S< 
emergency response to reduce reactor sit# training time. 

KEPPLER.J. G. Region 3. Office of Director. 84/12/28. HINTZ. D. C. 
Wisconsin Public Service Corp. 2pp. 28378:016. 24X 

Fiche: 50-305. 84/12/28. 8501140089. 


8501070246 Advises that Rev 4 to emergency plan reviewed & acceptable 
(ref 10CFR50. 54). Revs do not degrade effectiveness of plan. 
PAPERIELLO. C. J. Region 3, Office of Director. 85/01/02. HINTZ. D. C. 

Wisconsin Public Service Corp. Ip, 28204:293. 24X 

Fiche: 50-305. 85/01/02. 8501070246. 


8501100621 Generic Ltr 85-01 to all power reactor licensees <( all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc list end. 

eiSENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13Bpp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09. 8501100621. 
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S5011601S9 Ack receipt of 840920 & 1217 Itrs providing addl info re 
min shift crew* per Insp Rept 50-305/84-09. Emergency onshift 
roles per Rev 1 to NUREG-0654 can be met. Ack receipt of 
841214 Itr re violations noted in Insp Rept 50-305/84-17. 

PAPERIELLOi C. J. Region 3. Office of Director. 85/01/09. HINT2, D. C. 

Wisconsin Public Service Corp. 2pp. 28410:214. 24X 

Fiche: 50-305. 85/01/09. 8501160189. 


— 8501160197 Responds to NRC 840606 Itr re ueaknesses identified in Insp 
Rept 50-305/84-07 concerning min shift crew si ze. Correct ive 
actions: emergency plan will be revised to include 
description of shift augmentation drill. 

HINTZ.D. C. Wisconsin Public Service Corp. 84/09/20. HIND, J. A. 
Division of Radiological & Materials Safety Programs. 8pp. 

28410:216. 24X Fich e: 50-305, 85/01/09, 8501 160189. 


— 8501160204 Responds to NRC 841214 Itr re weaknesses identified in Insp 
Rept 50— 305/84-17. Correct ive actions: procedure will be 
revised to provide dedicated use of pager sys & negate use 
of sequential telephone calls. 

HINTZ.D. C. Wisconsin Public Service Corp. 84/12/14. GREOER, L. R. 
Region 3, Office of Director. 3pp, 28410:224. 24X 

Fiche: 50-305, 85/01/09. 8501160189. 


8501160227 Notifies of changes to Health Physics Network telephone sys. 
AT8<T will need access to extensions in Region III during wk 
of 850121 for mod & testing. Trouble repts should now be 
made to NRC Operations Ctr. 

HIND, J. A. Region 3, Office of Director. 85/01/11. HINTZ.D. C. 
Wisconsin Public Service Corp. Ip. 28410:267. 24X 

Fiche: 50-305, 85/01/11, 8501160227. 


8501250402 Revised index & Rev B to Emergency Plan Implementing 
Procedure EP-TSC-6, "Assessment of Reactor Core Damage. " 
W/S50116 Itr. 

HINTZ, D. C. Wisconsin Public Service Corp. 85/01/16. 10pp. 

28548: 274. 24X Fiche: 50-305, 85/01/16. 8501250402. 


J. Insurance indemnity information 


8501230431 Forwards Endorsement 67 to NELIA Policy NF-204, Endorsement 
53 to MAELU Policy MF-71, Endorsement 5 to MAELU Certificate 
ri-44 & NELIA Certificate N-44 & Endorsement 15 to NELIA 
Policy NS-3B4. 

HINTZ.D. C. Wisconsin Public Service Corp. 85/01/14. DINITZ, 1. 
Office of State Programs. Director. 6pp. 28511:119. 24X 

Fiche: 50-305, 85/01/14, 8501230431. 


P. Operating license stage documents St correspondence 


8501070042 Advises that request that Rev 1 to XN-NF-84-28<P) re 
mechanical design. included in 841130 application for amend 
to license, be withheld per 10CFR2. 790 acceptable. 

VAROA. S. A. Operating Reactors Branch 1. 84/12/19. HINTZ, D. C. 

Wisconsin Public Service Corp. 5pp. 28229:246. 24X 

Fiche: 50-305, 84/12/19. 8501070042. 


8501080091 Forwards Amend 57 to License DPR-43 St safety evaluation. 
Amend changes Tech Specs to reflect snubber list deletion St 
other minor snubber-related changes. 

FAIRTILE. M. B. Operating Reactors Branch 1. 84/12/26. HINTZ, D. C. 

Wisconsin Public Service Corp. 3pp. 28271:118. 24X 

Fiche; 50-305, 84/12/26. 8501080091. 


—8501080097 Amend 57 to License DPR-43. de leting snubber list from Tech 
Specs S( including other minor snubber-related Tech Spec 
changes. 

VAROA, S. A. Operating Reactors Branch 1. 84/12/26. 7pp. 

28271; 121. 24X Fiche: 50-305, 84/12/26. 8501080091. 


— 8501080100 Safety evaluation supporting Amend 57 to License DPR-43. 

* Office of Nuclear Reactor Regulation. Director. 84/12/26. 2pp. 
28271: 128. 24X Fiche: 50-305, 84/12/26, 8501080091. 


850103012Q Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27, Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50^000. 84/12/27. 8501030120. 


8501020245 Forwards results of evaluation of five items of concern 
identified in SER on reactor trip breakers shunt trip 
design. Item 4.3 of Generic Ltr 83-28. Areas of concern 
include power sources St updated electric schematic. 

HINTZ.D, C. Wisconsin Public Service Corp. 84/12/28, VARGA. S. A. 
Operating Reactors Branch 1. 8pp. 26143:071. 24X 

Fiche; 50-305. 84/12/28. 8501020245. 


3501020367 Forwards fee in support of request for extension of environ 
qualification of electric equipment important to safety. 

HINTZ.D. C. Wisconsin Public Service Corp. 84/12/28. DIGGS. R. M. 
License Fee Management Branch. Ip. 28138: 194. 24X 

Fiche: 50-305. 84/12/28. 8501020367. 


8501110196 Informs that 821014 & 840706 requests for partial exemptions 
from NUREO-0737, Items II.F. 1<2) St II.F. 1<3> requirements 
acceptable. SER end, 

VARGA, S. A. Operating Reactors Branch 1. 85/01/02. HINTZ. D. C. 

Wisconsin Public Service Corp. 5pp. 28371:299. 24X 

Fiche: 50-305. 85/01/02, 8501110196. 


8501110132 Forwards Amend 58 to License DPR-43 St safety evaluation. 
Amend revises Tech Specs re reporting of significant 
events required by 10CFR50. 72 St 10CFR50. 73, 

FAIRTILE. M. B. Operating Reactors Branch 1. 85/01/04. HINTZ, D. C. 

Wisconsin Public Service Corp. 2pp. 28369:354. 24X 

Fiche: 50-305. 85/01/04, 8501110132. 


— 8501110137 Amend 58 to License DPR-43, revis ing Tech Specs re reporting 
of significant events required by 10CFR50. 72 St 10CFR50, 73. 

VARGA. S. A. Operating Reactors Branch 1. 85/01/04. 26pp, 

28369:356. 24X Fi ch e: 50-305, 85/01/04. 8501 1 10132. 


— 8501110141 Safety evaluation supporting Amend 58 to License DPR-43. 

* Office of Nuclear Reactor Regulation. Director. 85/01/04. 3pp. 
28370:022. 24X Fic he: 50-305, 85/01/04. 8501 110132. 


8501110334 Requests FR publication of notice of issuance of Amend 58 
to License DPR-43. revi sing reporting requirements to conform 
w/amended Regulations 10CFR50. 72 St 50.73. 

VAROA, S. A. Operating Reactors Branch 1. 85/01/04. MILLER. J. R. 

Operating Reactors Branch 3. 2pp. 28373:226. 24X 

Fiche: 50-305, 85/01/04. 8501110334. 


8501160404 Requests FR publication of notice of issuance of Amend 59 
to License DPR-43, changing Tech Specs for certain NUREQ-0737 
installed features per Generic Ltr 83-37. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/09. MILLER, V.R. 

Operating Reactors Branch 3. 2pp. 28432:356. 24X 

Fiche: 50-305, 85/01/09. 8501 160404. 


8501160416 Forwards Amend 59 to License DPR-43 St safety evaluation. 
Amend changes Tech Specs per 831101 Generic Ltr 83-37, 

"NUREG-0737 Tech Specs." Action doses TACs 54396 St 54541. 

Amend effective 60 days from issue date. 

FAIRTILE. M. B, Operating Reactors Branch 1. 85/01/09. HINTZ. D. C. 

Wisconsin Public Service Corp. 2pp. 28432:322. 24X 

Fiche: 50-305. 85/01/09. 8501160416. 


— 8501160420 Amend 59 to License DPR-43, changing Tech Specs per 831101 
Generic Ltr 83-37, "NUREO-0737 Tech Specs. " Amend effective 
60 days from issue date to permit licensee to put support 
plant procedures in place St train personnel. 

VAROA, S. A. Operating Reactors Branch 1. 85/01/09. 26pp. 

28432:324. 24X Fich e: 50-305. 85/01 /09. 8501 160416. 


—8501160422 Safety evaluation supporting Amend 59 to License DPR-43. 

* Office of Nuclear Reactor Regulation, Director. 85/01/09. 4pp. 
28432:346. 24X Fic he: 50-305, 85/01/09, 8501 160416. 


8501290599 Forwards request for addl info re 1984-1994 pump St valve 
intervice testing program. Two-day meeting in Bethe5da,MD 
w/util requested. Addl info will serve as meeting agenda. 

VAROA, S. A. Operating Reactors Branch 1. 85/01/14, HINTZ. D. C. 

Wisconsin Public Service Corp. 13pp. 28649:346. 24X 

Fiche: 50-305. 85/01/14. 8501290599. 


8501300099 Forwards safety evaluation in support of util 831216.0517 & 
841030 requests for removal of automatic closure feature on 
suction side RHR sys isolation valves. Resulting sys 
acceptable. 

VAROA. S. A. Operating Reactors Branch 1. 85/01/16. HINTZ. D. C. 

Wisconsin Public Service Corp. 2pp. 28684:256. 24X 

Fiche: 50-305, 85/01/16, 8501300099. 


—8501300105 Safety evaluation supporting removal of auto closure feature 
on suction side of RHR sys isolation valves. 

* NRC - No Detailed Affiliation Given. 85/01/16. 2pp. 

28684: 258. 24X Fiche: 50-305, 85/01/16, 8501300099. 


6501240135 Responds to Generic Ltr 83-28, Item 4.2.1, "Periodic Maint 
Program for Reactor Trip Breakers" St Item 4.2.2, "Trending 
of Reactor Trip Breaker Parameters." Table 3.1-1 provided in 
831202 ltr re periodic maint procedures. 

HINTZ, D, C. Wisconsin Public Service Corp. 85/01/lS. VARGA. S. A. 
Operating Reactors Branch 1. 2pp. 28528:220. 24X 

Fiche: 50-305.85/01/18,8501240135. 
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S5012S0242 Applicatian for Amend 52C to License DPR-43, changing Tech 
Spec Pages TS 4.4-3 & TS 4.4-12 to allow Type B & C tests to 
be performed prior to Type A tests during same refueling 
outage. 

OIESLER,C. W. Wisconsin Public Service Corp. B5/01/22. DENTON. H.R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 28567:023. 

24X Fiche: 50-305.85/01/22,8501280242. 


— 8S01280252 Proposed Tech Spec Pages TS 4.4-3 & TS 4. 4-12. al lowing Type 
B S« C tests to be performed prior to Type A tests during 
same refueling outage. 

* Wisconsin Public Service Corp. 85/01/22. 2pp. 28567:027. 24X 

Fiche: 50-305.85/01/22. 8501280242. 


Q. Inspection reports, IE Bulletins tt correspondence 


8501090687 Forwards Insp Rept 50-305/84-18 on 841105-09. No violation 
noted, 

PAPER lELLO. c. J. Regions. Office of Director. 84/12/07. HINTZ. D. C. 

Wisconsin Public Service Corp. 2pp. 28274:001. 24X 

Fiche: 50-305. 84/12/07, 8501090687. 


— 8501090695 Insp Rept 50-305/84-18 on 841105-09. No violation noted. 
Major areas inspected; raduiaste sys. inc luding solid waste 
process, storage, disposal. liq.uid effluents Se instrumentation, 
gaseous effluent Sc instrumentation Sc ALARA. 

NICHOLSON. N. A. . OREOER.L. R. Region 3. Office of Director. 

84/12/07. 7pp. 28274:003. 24X Fiche : 50-305. 84/12/07, 8501090687. 


8501100260 Forwards Insp Rept 50-305/84-14 on 840923-28. No violations 
or deficiencies noted. Response to five weaknesses listed in 
end app requested within 45 days. 

PAPERIELLOiC. J. Regions. Office of Director. 84/12/19. HINTZ. D.C. 

Wisconsin Public Service Corp. 3pp. 28350:001. 24X 

Fiche: 50-305. 84/12/19. 8501100260. 


— 8501100268 Insp Rept 50-305/84-14 on 840923-28. No noncompliance or 
deviations noted. Major areas inspected r emergency response 
facilities. including technical support ctr. operational 
support ctr Sc emergency operations facility. 

SNELL. W.O., PHILLIPS. M, P, . PAPERIELLO. C. J. Region 3. Office of 
Director. 84/12/19. 34pp. 28350:004. 24X Fiche: 50-305. 84/12/19. 

8501100260. 


8412190503 l£ Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501160033 Responds to NRC 841203 Itr re violations noted in Insp Rept 
50-305/84-19. Corrective actions: surveillance procedures for 
integrated leak rate test will be revised. Tech Specs will be 
reviewed for compliance w/lOCFRSO. App J. 

HINTZ. D.C. Wisconsin Public Service Corp, 84/12/21. LITTLE. W. S. 
Region 3. Office of Director. 3pp. 28421:127. 24X 

Fiche: 50-305. S4/12/21. 8501160033. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adcquate.no ack Itr will be issued. 

KEPPLER.J. G. Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000. 84/12/21. 

8501300674. 


8501180075 Forwards Insp Rept 50-305/84-16 on 841016-1215. No 
noncompliance noted. 

SHAFER. W.D. Region 2. Office of Director. 84/12/27. HINTZ. D. C. 
Wisconsin Public Service Corp. 2pp. 28465:044. 24X 

Fiche: 50-305, 84/12/27. 8501180075, 

—8501180082 Insp Rept 50-305/84-16 on 841016-1214. No noncompliance 
noted. Major areas inspected; operational safety. maint, 
surveillance, independent insp.LERs Sc ganeric Itr followup. 
JACKIW. I. N. Region 3. Office of Director. 84/12/27. 7pp. 
28465:046. 24X Fiche: 50-305, 84/12/27. 8501 180075. 


8501140089 Requests cooperatio'n in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security Sc 
emergency response to reduce reactor site training time. 

KEPPLER. J;0; Regipn 3. Office of Director. 84/12/28^ HINTZ. D.C. 
Wisconsin Public Eeryice Corp. 2pp. 28378:016. 24X 

Fiche; 50^305.84/12/20, 8501140089. 


8501100426 Advises of 850107 enforcement conference in Glen Ellyn. IL 
re Tech Spec violation that resulted in disabling of 
automatic transfer feature of safety injection suction from 
boric acid tank to water storage tank. 

NORELIUS. C. E. Region 3. Office of Director. 85/01/02. HINTZ. D.C. 
Wisconsin Public Service Corp. Ip. 28348:090. 24X 

Fiche; 50-305,85/01/02, 8501100426. 


8501080277 Advises that comments on regulatory effectiveness review 
will be provided by 850405, per NRC 841129 request. 

HINTZ, D. C. Wisconsin Public Service Corp. 85/01/04. VARGA. S. A. 
Operating Reactors Branch 1. Ip. 28232; 169. 24X 

Fiche; 50-305.85/01/04. 8501080277. 


8501290160 Forwards Insp Rept 50-305/84-20 on 841127-30.1204-06 & 10-13 
Se notice of violation. 

LITTLE. W.S. Region 3. Office of Director. 85/01/08. HINTZ, D. C. 
Wisconsin Public Service Corp. 2pp. 28639:304. 24X 

Fiche: 50-305. 85/01/08, 8501290160. 


— 8501290164 Notice of violation from insp on 841127-30.1204-06 Sc 10-13. 
LITTLE, W.S. Region 3. Office of Director. 85/01/08. Ip. 

28639; 306. 24X Fiche: 50-305.85/01/08, 8501290160. 


—8501290174 Insp Rept 50-305/84-20 on 841127-30.1204-06 Se 10-13. 
Violation noted: failure to respond to audit findings within 
30 days. 

CHDULES.N. . SMEENGE. R. i HAWKINS. F. Region 3. Office of Director. 
85/01/08. 13pp. 28639:307. 24X Fiche: 50-305. 85/01/08. 8501290160. 


8501160189 Ack receipt of 840920 Se 1217 Itrs providing addl info re 
min shift crew, per Insp Rept 50-305/84-09. Emergency onshift 
roles per Rev 1 to NUREG-0654 can be met. Ack receipt of 
841214 Itr re violations noted in Insp Rept 50-305/84-17. 

PAPERIELLO. C. J. Region 3, Office of Director. 85/01/09. HINTZ, D.C. 

Wisconsin Public Service Corp. 2pp. 28410:214. 24X 

Fiche: 50-305, 85/01/09. 8501160189. 


— 8501160197 Responds to NRC 840606 Itr re weaknesses identified in Insp 
Rept 50-305/84-07 concerning min shift crew si ze. Corrective 
actions: emergency plan will be revised to include 
description of shift augmentation drill. 

HINTZ. D.C. Wisconsin Public Service Corp. 84/09/20. HIND. J. A. 
Division of Radiological St Materials Safety Programs. 8pp. 

28410: 216. 24X Fiche: 50-305, 85/01/09. 8501160189. 


— 8501160204 Responds to NRC 841214 Itr re weaknesses Identified in Insp 
Rept 50-305/84-17. Corrective actions: procedure will be 
revised to provide dedicated use of pager sys Sc negate use 
of sequential telephone calls. 

HINTZ, D.C. Wisconsin Public Service Carp. 84/12/14. OREOER. L. R. 
Region 3. Office of Director. 3pp. 28410:224. 24X 

Fiche: 50-305, 85/01/09. 8501160189. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fich e: 50-000. 85/01/10. 8501070401 . 


8501080502 IE Info Notice 85-002. "Improper Installation St Testing of 
Differential Pressure Transmitters. " Sve list and. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller, " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. I09pp. 28613:169. 24X Fiche: 50-000. 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Sve list 
end. 

JORDAN. E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 89/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche; 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000. 85/01/23. 8501230236 
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8501250352 IE Info Notice 85-007* “Contaminated Radiography Source 
Shipments. “ Svc list end. 

ORACE* J. N. Division of QA* Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neu York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501160593 Monthly operating rept for Dec 1984. W/8501 10 Itr. 

RUITER*©.H.* HINTZ*D.C. Wisconsin Public Service Corp. 84/12/31. 
5pp. 28420:183. 24X Fiche: 50-305* 84/12/31* 8501 160593. 


S. Reportable occurrences* LERs & related correspondenc e 


8501100426 Advises of 850107 enforcement conference in Glen Ellyn, IL 
re Tech Spec violation that resulted in disabling of 
automatic transfer feature of safety injection suction from 
boric acid tank to uiater storage tank. 

NORELIUS* C. E. Region 3, Office of Director. 85/01/02. HINTZ* D. C. 
Wisconsin Public Service Corp. Ip. 28348:090. 24X 

Fiche: 50-305, 85/01/02. 8501100426. 


8501280136 LER 84-020-00: on 841216, aux il iary operator discovered 
exhaust fan IB of auxiliary bldg special ventilation sys 
running. Caused by burnt out coil on solenoid valve 
controlling exhaust damper. Valve replaced. W/850115 Itr. 

BELANT.J. L. , HINTZ, D.C. Wisconsin Public Service Corp. 85/01/15. 
3pp. 28614:213. 24X Fiche: 50-305, 85/01/15, 8501280136. 


8501290065 LER 84-021-00; on 841218, boric acid tank selector switch 
misal igned. Caused by personnel error. Switch returned to 
proper positi on. Meet ing conducted on job attentiveness. 

W/8501 17 Itr. 

BERNHOFT, S. , HINTZ, D. C. Wisconsin Public Service Corp. 85/01/17. 
8pp. 28639:346. 24X Fi ch e: 50-305, 85/01 /17, 8501290065. 


8501310351 PNO-IIl-85-012: on 850122* containment spray sys actuated for 
1 minute & 40 seconds w/o apparent reason. Licensee plans to 
conduct simulated surveillance test to reproduce plant 
conditions. 

JACKIW, I. , SHAFER, W. Region 3, Office of Director. 85/01/24. Ip. 
28659: 135. 24X Fiche: 50-305. 85/01/24, 8501310351. 


V. Operator Examinations 


8501240074 Informs of changes in commitment to NUREO-0737, Item I. A. 2. 3 
re q,ual if Ications of reactor operator training instructors. 
Instructors will maintain senior reactor operator 
certification or license. 

HINTZ, D.C. Wisconsin Public Service Corp. 85/01/18, EISENHUT* D. 0. 
Division of Licensing. 2pp. 28528:268. 24X Fiche: 50-305* 85/01/18, 

8501240074. 
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F. Security, medical, emergency (k fire protection plans 


8501100169 Informs that preliminary review re conformance w/Reg Guide 
1.97, Rev 2 concerning emergency response capability 
complete. Justification for exception from some items of 
Reg Guide 1.97 acceptable. Interim rept end. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/04. MUSOLF, D. M. 

Northern States Power Co. Ip. 28356:224. 24X Fiche: 50-282, 

84/12/04, 8501100169. 


— 8411280477 "Conformance to Reg Guide 1. 97 Prairie Island Nuclear 
Generating Plant, Units 1 & 2. " 

UDY, A. C. E0«(0, Inc. FIN A-6483. 84/11/30. NRC - No Detailed 
Affiliatibn Given. 22pp. 28356:225. 24X Fiche; 50-282, 84/12/04, 
8501100169. 


6501020, {X>B Requests submittal of annual emergency exercise objectives Sc 
detailed scenarios for NRC review on 45-day schedule instead 
of 20>’da{|| schedule as requested on 820112 Sc 830826. Schedule 
for ex^ircises occurring after 850301 provided. 

PAPERIELLO^C, J. Region 3, Office of Director. 84/12/14. 

LARSONif C. E. Northern States Power Co. 2pp. 28156:227. 24X 

Fiche: 50-^000* 84/12/14, 8501020008. 

8501070126 Requests scheduler exemption for mods to meet 10CFR50, App R 
requirements until 650601, due to expanded scope of studies 
detailed in 840123 Itr Sc delays in purchasing approved cable 
wrapping matl. 

MUSOLF* D. Northern States Power Co. 84/12/21. Office of Nuclear 
Reactor Regulation, Director. 5pp. 28204:322. 24X 

Fiche; 50-282, 84/12/21, 8501070128. 


8501100183 Forwards request for scheduler exemptions for mods to meet 
requirements of 10CFR50, App R. Scheduler exemption necessary 
due to expanded scope of studies tc delays in purchasing 
approved cable wrapping matl S< long delivery times. 

MUSOLF* D. Northern States Power Co. 84/12/21. Office of Nuclear 
Reactor Regulation* Director. 6pp. 28290: 109. 24X 

Fiche: 50-282, 84/12/21* 8501100183. 


8501140110 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation saf ety, phy s i cal security St 
emergency response to reduce reactor site training time. 

KEPPLER* J.G. Region 3* Office of Director. 84/12/28. LARSON, C. E. 
Northern States Power Co. 2pp, 28377:358. 24X 

Fiche: 50-000, 84/12/28, 8501140110. 


6501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09. 8501100621. 


8501160327 Requests telephone company personnel access to Health 
Physics Network during wk of 850121 for removal of privacy 
feature to reduce circuit blockage. 

HIND* J. A. Regions* Office of Director. 85/01/11. LARSON* C. E, 
Northern States Power Co. Ip. 28406:356. 24X Fiche: 50-000, 

85/01/11, 8501160327. 


8501310193 Provides addl info re conformance to Reg Guide 1. 97* Rev 2* 
concerning post-accident monitoring instrumentation. 

Discussion of remaining open items w/NRC requested. 

MUSOLF* D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation, Director. 6pp. 28655:143. 24X 

Fiche: 50-282, 85/01/18* 8501310193. 


J. Insurance & indemnity information 


8501300526 Forwards Endorsements 75 & 63 to NELIA Policies NF-174 it 
NF-197, Endorsements 62 Sc 54 to MAELU Policies MF-51 it MF-68, 
Endorsement 5 to NELIA Certificates N-17, N-36 & N-37 it 
Endorsement 5 to MAELU Certificates M-17, M-36 S< M-37. 

JOHNSON, R.G. Northern States Power Co. 85/01/25. DINlTZ, I. 
Division of Engineering. 11pp. 28641:041. 24X 

Fiche: 50-000, 85/01/25, 8501300526, 


P. Operating license stage documents it correspondence 


8501080486 Forwards request for addl info re Generic Ltr 83-28, Items 
4.2.1 Sc 4. 2. 2. Inf 0 requested within 30 days of receipt of 
ltr, 

MILLER, J.R. Operating Reactors Branch 3. 84/12/04. MUSOLF, D. M. 

Northern States Power Co. 4pp. 28273:252. 24X 

Fiche; 50-282, 84/12/04, 8501080486. 


8501070459 Forwards safety evaluation re Rev 2 to NSPNAD-8102 P, 
"Prairie Island Nuclear Power Plant Reload Safety Evaluation 
Methods for Application to Prairie Island Units, " Rev 
acceptable for analysis of control rod drop event. 

MILLER. J.R. Operating Reactors Branch 3. 84/12/11. MUSOLF, D. M. 

Northern States Power Co. 2pp. 28240:357. 24X 

Fiche: 50-282, 84/12/11, 8501070459. 


—8501070464 Safety evaluation supporting Rev 2 to N8PNAD-8102 P, 
"Prairie Island Nuclear Power Plant Reload Safety Evaluation 
Methods for Application to Prairie Island Units. " 

* Office of Nuclear Reactor Regulation, Director. 84/12/11. 2pp. 
28240:359. 24X Fiche; 50-282, 84/12/11, 8501070459. 


8501030120 Generic Ltr 84^24 to all licensees of operating reactors tc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ipation of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230, 24X 

Fiche: 50-000, 84/12/27, 8501030120, 


8501140149 Provides addl info re Generic Ltr 83-28, "Generic 
Implications of Salem ATMS Events, " per NRC 841204 request. 

Info includes response to Item 4. 2. 1* "Periodic Maint 
Program for Reactor Trip Breakers. " 

MUSOLF, D. Northern States Power Co. 85/01/04. Office of Nuclear 
Reactor Regulation, Director. 3pp. 28361; 104. 24X 

Fiche: 50-282, 85/01/04, 8501140149. 


8501150311 Forwards schedule of planned submittals, exemption reci;.uests 
S( Tech Spec changes. 

MUSOLF, D. Northern States Power Co. 85/01/07. Office of Nuclear 
Reactor Regulation, Director. 2pp. 28382:305. 24X 

Fiche: 50-282, 85/01 /07, 8501 1 5031 1 . 
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B501250140 Application for amends to Licenses DPR-42 & DPR-60* revising 
Tech Spec Section 3. 3. D. 2. c to conform to equivalent 
NUREG-0452 Tech Spec Sc to facilitate removal of loose part 
in CWS. 

MUSOLFi D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation. Director. 3pp. 28552:012. 24X 

Fiche: 50-282, 85/01/18, 8501250140. 


— 8501250151 Proposed Tech Spec Section 3. 3. D. 2. c, conforming to 
equivalent NUREO-0452 Tech Spec, to facilitate removal of 
loose part in CUS. 

* Northern States Power Co. 85/01/18. 4pp. 28552:015. 24X 

Fiche: 50-282, 85/01/18, 8501250140. 


8501300564 Summary of 850110 meeting w/licensee it Uestinghouse Owners 
Group re upper plenum injection evaluation model for two 
Uestinghouse power plants. 

DZIANNI,D. C. Operating Reactors Branch 3. 85/01/22. Operating 

Reactors Branch 3. 4pp. 28684:148, 24X Fiche: 50-282, 85/01/22, 

8501300564. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. •' Svc list end. 

GRACE, J. N, Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501070298 Submits further response to IE Bulletin 84-02 re review of 
relay operating history. No history of common mode failures 
found, except for Westinghouse NBFD relays. 

LARSON, C.E. Northern States Power Co. 84/12/21, KEPPLER, J, 0. 
Region 3, Office of Director. 2pp. 28202:075. 24X 

Fiche: 50-282, 84/12/21, 8501070298- 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack Itr will be issued. 

KEPPLER, J.G, Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


8501080041 Forwards safety evaluation re relief requests from inservice 
Insp program & inservice testing of pumps & valves covering 
second 10-yr interval. Relief requests acceptable. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/28. MUSOLF, D. M. 

Northern States Power Co. 4pp. 28268:260. 24X 

Fiche: 50-282, 84/12/28, 8501080041. 


— 8501080047 Safety evaluation re util 831222 requests for relief from 
inservice testing requirements of ASME Code Section XI. 

Relief request granted. 

* Office of Nuclear Reactor Regulation, Director. 84/12/28. 4pp. 
28268: 264. 24X Fiche: 50-282, 84/12/28, 8501080041. 


— 8501080051 Safety evaluation re util 831222 & 840611 requests for 
relief from inservice insp requirements of ASME Code Section 
XI, Relief granted. 

e Office of Nuclear Reactor Regulation, Director. 84/12/28. 
14pp, 28269:268. 24X Fiche: 50-282, 84/12/28, 8501080041. 


— '8501080057 Revised, "Inservice Insp Program, Prairie Island Nuclear 
Generating Plant," technical evaluation rept. 

* Science Applications, Inc. NR 0-03-82-096. SAI-84/1651 ROl. 

84/09/07. NRC - No Detailed Affiliation Given. 44pp. 

28268: 282. 24X Fiche: 50-282, 84/12/28, 8501080041. 


8501140110 Requests cooperation in improving initial access time for 
NRC inspectors at site, Region III will conduct training in 
generic aspects of radiation safety, physical security & 
emergency response to reduce reactor site training time. 

KEPPLER, J.G. Regions, Office of Director, 84/12/28. LARSON, C, E. 
Northern States Power Co. 2pp. 28377:358. 24X 

Fiche: 50-000, 84/12/28, 8501140110. 


8501220163 Forwards Insp Rep ts 50-282/84-16 tt 50-306/84-17 on 
841 128-30, 1210-14 it 17-20. No noncompliance noted, 

LITTLE, W,S. Regions, Office of Director. 85/01/04, LARSON, C.E. 
Northern States, Power Co, 2pp. 28506:148, 24X 

Fiche: 50-282^ 85/0 1/04, 8501 2^1 63. 

— 8501220168 Insp l^epts 50-282/84-16 & 50-306/84-17 on 841128-30,1210-14 
it 17-18. No noncompliance or deviations noted. Major areas 
inspected: licensee action on previous open items, OA program 
annual review & design changes & mods. 

WESTBERG,R. A. , MOSER, M.M., HAWKINS, F.C. Region 3, Office of 
Director. 85/01/04. 10pp. 28506: 150, 24X Fiche: 50-282, 85/01/04, 

8501220163. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. *’ Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation ic Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fi c h e: 50-000, 85/01 /1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
.Coolant Pump Shaft ic Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 030103). S5/01/15, Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness ic Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169, 24X Fi ch e: 50-000, 85/01/17, 8501 160196. 


8501250186 Provides description of methods to be used during 
performance & evaluation of reactor vessel inservice insps. 

Insps will be performed by Westinghouse using methodology in 
App A to Rev 1 to Reg Guide 1. 150 it per Generic Ltr 83-15. 

MUSOLF, D. Northern States Power Co. 85/01/18, Office of Nuclear 
Reactor Regulation, Director. 2pp. 28549:357. 24X 

Fiche: 50-282, 85/01/18, B501250186. 


8501290413 Forwards "Inservice Insp - Exam Summary , Prairie Island 
Nuclear Generating Plant - Unit 2,840905-1002. " Results 
indicate integrity of sys maintained. 

MUSOLF, D. Northern States Power Co. 85/01/22. Office of Nuclear 
Reactor Regulation, Director. 2pp. 20618:037. 24X 

Fiche: 50-282, 85/01/22, 8501290413. 


■8501290419 "Inservice Insp — Exam Summary, Prairie Island Nuclear 
Generating Plant - Unit 2,840905-1002. " 

DAHLMAN, L. C. , ANDERSON, M. T. , KRAUSE, G. T. Northern States Power Co. 

85/01/03. 74pp. 28618:039. 24X Fic he: 50-282, 85/01/22, 

8501290413. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness *c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


B501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J, N. Division of <3A, Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 9501250352. 


R. Periodic operating reports & related correspondence 


8501280610 Monthly operating repts for Nov 1984. W/84 1205 ltr. 

DUGSTAD, D. , MUSOLF, D. Northern States Power Co. 84/11/30. 9pp. 
28614: 053. 24X Fiche; 50-282, 84/11/30, 8501280610. 


8. Reportable occurrences, LERs 8c related correspondence 


8501230225 Partial response to FOIA request for four categories of 
records re I6SCC in spent fuel pools 8c spent fuel pool 
assemblies. App A documents available in PDR. Forwards App B 
documents. 

FELTON, J.M. Division of Rules and Records. 84/04/30. BELL, N. 
Nuclear Information 8c Resource Service. 3pp. 28520:243. 24X 

Fiche; 50-282, 84/04/30, 8501230225. 


— 8211120293 Discusses 811216 event re fuel assembly degradation while 
in spent fuel storage pool. No root cause determined. 

BROWN, E. J. Reactor Operations Analysis Branch, 82/10/21. 

SEYFRIT, K. V. Reactor Operations Analysis Branch. 5pp. 28520:248. 
24X Fiche: 50-282, 84/04/30, 8501230225. 
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— 8501230248 Handwritten memo re comments on facility fuel assembly 
degradation while in spent fuel pool. Primary technical 
issues & safety issues 1 isted. NEA/IRS Incident Rept 259< 

•'Fuel Assembly Degradation in Spent Fuel Storage Pool" end. 
BROWNiE. NRC - No Detailed Affiliation Given. 83/04/21. NRC - 
No Detailed Affiliation Given. 5pp. 28520:260. 24X 

Fiche; 50-282, 84/04/30, 8501230225. 


8501140380 LER 84-003-00: on 841 122, caustic standpipe level below Tech 
Spec limit. Caused by leakage through overflow valve. 

Valve tightened to isolate leak. W/841221 Itr. 

HUNSTAD. A. A. , MUSOLF, D. Northern States Power Co. 84/12/21. 3pp. 
28378: 050. 24X Fiche: 50-306, 84/12/21, 8501140380. 


V. Operator Examinations 


8501240652 Advises that written & oral operator & senior operator 
licensing exams scheduled for wk of 850325. Enel listed ref 
matl requested by 850125 to avoid schedule delay. 

LITTLE, W.S. Region 3, Office of Director. 85/01/16. LARSON, C. E. 
Northern States Power Co. 5pp. 28554:289. 24X 

Fiche: 50-282, 85/01/16, 8501240652. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8501110486 Forwards Safeguards Insp Rept 50-309/84-20 on 840827-31 & 
notice of violation. Insp rept details & notice of violation 
withheld <ref 10CFR73. 21 & 2.790). 

MARTIN, T. T. Division of Engineering & Technical Programs. 84/12/27. 

RANDAZ2A, J. B. Maine Yankee Atomic Power Co, 2pp. 28362:227. 24X 

Fiche: 50-309, 84/12/27, 8501110486. 


— 8501110488 Notice of violation from insp on 840827-31, Safeguards info 
deleted <ref 10CFR73. 21 & 2.790). 

a Region 1, Office of Director. 84/12/27. Ip. 28362:229. 24X 

Fiche: 50-309, 84/12/27, 8501110486. 


H. General correspondence 


8501250057 Partial response to FOIA request for documents re names, 
social security numbers & qualifications of persons hired 
to work at facility from 840401 to present. Forwards 
organization chart & updated list of key personnel. 

FELTON, J. M. Division of Rules and Records. 84/07/05. COHEN, J. L. 
McTeague, Higbee, Libner & Reitman. Ip. 28613; 160. 24X 

Fiche: 50-309, 84/07/05. 8501250057. 


P. Operating license stage documents & correspondence 


8501250050 FOIA request for documents re names, social security numbers 
& qualifications of persons hired to work at facility from 
840401 to present. 

COHEN, J.L. McTeague, Higbee, Libner & Reitman. 84/06/12. FELTON 
Division of Rules and Records. Ip. 28613: 159. 24X 
Fiche: 50-309, 84/06/12, 8501250050. 


8501250057 Partial response to FOIA request for documents re names, 
social security numbers & qualifications of persons hired 
to work at facility from 840401 to present. Forwards 
organization chart it updated list of key personnel. 

FELTON, J.M. Division of Rules and Records. 84/07/05. COHEN, J. L. 
McTeague, Higbee, Libner it Reitman. Ip. 28613: 160. 24X 

Fiche: 50-309, 84/07/05, 8501250057. 


8501080026 Forwards safety evaluation re environ qualification of 
electric equipment important to safety. Program in compliance 
W/10CFR50. 49 & proposed resolution of deficiencies 
acceptable, per 840404 meeting it 840531 Itr. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/13. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. Ip. 28268:347. 24X 

Fiche: 50-309, 84/12/13, 8501080026. 


— 8501080028 Safety evaluation re environ qualification of electric 
. equipment important to safety. SALP input end. 

* Office of Nuclear Reactor Regulation, Director. 84/12/13. 8pp. 
28268:348. 24X Fiche: 50-309, 84/12/13, 8501080026. 


— 8501110491 Safeguards Insp Rept 50-309/84-20 on 840827-31. Noncompliance 
noted: failure to test all security officers for physical 
fitness. Details withheld <ref 10CFR2. 790 it 73.21). 

BAILEY, R.J., KEIMIG, R. R. Region 1, Office of Director. 84/12/13. 

6pp. 28362:230. 24X Fiche: 50-309, 84/12/27, 8501110486. 


8501140198 Discusses licensee commitment to improve emergency operating 
procedures <EOPs) per Suppl 1 to NUREG— 0737 it TMl Item 
l.C. l,in response to NRC 840614 concerns. Val idation of EOPs 
deferred until Feb 1986. 

WHITTIER, G. D, Maine Yankee Atomic Power Co. 85/01/04. MILLER, V. R. 
Operating Reactors Branch 3. 3pp. 28361:234. 24X 

Fiche: 50-309, 85/01/04, 8501140198. 


8501070365 Forwards documentation of info re location of containment 
high range radiation monitors 8< post-accident effluent 
sampler provided at 841030 meeting. Review & approval of sys 
design requested by 850501. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 84/12/18. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 28203:267. 24X 

Fiche: 50-309, 84/12/18, 8501070365. 


— 8501070367 "Investigation of Maine Yankee High Range In-Containment 
Monitors. " 

THOMAS, C.D. Maine Yankee Atomic Power Co. 84/11/08. 23pp. 

28203: 269. 24X Fiche: 50-309, 84/12/18, 8501070365. 


8501140120 Forwards draft safety evaluation re 10CFR5O, App R exemption 
request. Options re followup action to exemption denials, 
include appeal of denials to NRR mgt it proposal for 
alternative requiring exemption. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/07. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 20pp. 28390:266. 24X 

Fiche: 50-309, 85/01/07, 8501140120. 


8501150285 Forwards position on Type C containment liner weld testing 
program open items. Response to NRC Item 2 will be submitted 
by 850222. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 85/01/08. MILLER, J.R. 
Operating Reactors Branch 3. 7pp. 28388:071. 24X 

Fiche: 50-309,85/01/08, 8501150285. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EI8ENHUT,D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501250444 Rev 6 to Emergency Plan Impiementing Procedure 2.50. 12, 
"Emergency Offsite Radiation Monitoring Procedure. *' 

* Maine Yankee Atomic Power Co. 05/01/10. 2pp, 28547:342. 24X 

Fiche: 50-309, 85/01/10, 8501250444, 


8501240174 Emergency plan iniplementing procedures, including Rev 20 to 
2.50.6, "Emergency Equipment Readiness Check" it Rev 6 to 
2, 50. 12, "Emergency Offsite Radietion Monitoring Procedure, " 

* Maine Yankee Atomic Power Co. 85/01/17. 50pp. 28532:081. 24X 

Fiche: 50-309,85/01/17, 8501240174. 


8501150221 Forwards master microfiche to YAEC-1455, "Review & Comment 
on NUREG/CR-3756, 'Seismic Hazard Charac teri zat ion of 
Eastern US: Methodology it Interim Results for Ten Sites'." 

Microfiche not filmed. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 84/12/20. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28380:294. 24X 

Fiche: 50-309, 84/12/20, 850 1 1 5022 1 . 


8501020268 Responds to NRC 841114 request for addl info re inadequate 
core cooling instrumentation sys. Response will be submitted 
by 850304. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 84/12/21. MILLER, J.R. 
Operating Reactors Branch 3. Ip, 28142:256. 24X 

Fiche: 50-309, 84/12/21, 8501020268. 


8501080066 Forwards request for addl info re preventive maint St 
trending for reactor trip breakers, in support of review 
of util 831110 response to Generic Ltr 83-28. Response 
requested within 30 days. 

MILLER, J.R. Operating Reactors Branch 3, 84/12/21. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 4pp. 28271:221. 24X 

Fiche: 50-309, 84/12/21, 8501080066. 


8501080469 Forwards Amend 80 to License DPR-36 it safety evaluation. 
Amend modifies Tech Specs re containment integrity to more 
closely conform w/STS. 

HEITNER, K. L. Operating Reactors Branch 3. 84/12/26. RANDAZZA, J. B, 

Maine Yankee Atomic Power Co. 2pp. 28273:268. 24X 

Fiche: 50-309, 84/12/26, 8501080469, 


—8501080472 Amend SO to License DPR-36, modify ing Tech ©pecs re 
containment integrity to more closely conform w/STS. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/26. 9pp. 

28273: 270. 24X Fiche: 50-309, 84/12/26, 8501080469. 


— 8501080475 Safety evaluation suptporHng Amend 00 to License DPR-36. 
a- Office of Nuclear Reactor Pegulation, Director. 84/12/26. 4pp. 
28273:279. 24X Fiche: 50-309, 84/12/26, 8501080469. 
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S501080621 Forwards Amend 79 to License DPF-36 Sc safety evaluation. 
Amend brings Tech Specs into conformance w/recent revs to 
10CFR50. 54 & 50. 73. 

HEITNER>K. L. Operating Reactors Branch 3. 84/12/26. RANDAZZA. J. B. 

Maine Yankee Atomic Power Co. Ip. 2S271: 130. 24X 

Fiche: 50-309, 84/12/26, 8501080621. 


8501220413 Requests review of status of listed correspondence which 
util has not responded to re clarifying mod to Tech Spec 
3.12 it Tech Spec change concerning auxiliary feedwater. 

MILLER, J. R. Operating Reactors Branch 3. 85/01/14. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. Ip. 28518:355. 24X 

Fiche: 50-309, 85/0 1 / 1 4 , 850 1 2204 1 3. 


— 850108062? Amend 79 to License DPR-36, br inging Tech Specs into 
conformance w/recent revs to 10CFR50. 54 & 50, 73. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/26. 19pp, 

28271 : 131. 24X Fiche: 50-309, 84/12/26, 8501080621. 


— 8501080639 Safety evaluation supporting Amend 79 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director. 84/12/26. 3pp. 
28271:150. 24X Fiche: 50-309, 84/12/26, 8501080621. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Gualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. '* Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc, 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501140279 Forwards revised pages to environ qualification of 
electrical equipment, ref lecting recent mods & other updated 
info previously omitted. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 85/01/03. MILLER, vl.R. 
Operating Reactors Branch 3, Ip. 28361:299. 24X 

Fiche; 50-309, 85/01/03, 8501140279. 


8501230042 Forwards review of neutron noise loose parts monitoring 
aspects of 840914 rept "1984 Refueling Outage Thermal Shield 
Repair, " Neutron noise analysis afforded valuable info on 
status of thermal shield during operation. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/04. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 6pp. 28520:358. 24X 

Fiche: 50-309, 85/01/04, 8501230042. 


8501140111 Discusses seismic qualifications of turbine-driven auxiliary 
feedwater pump sys (P-25B).Addl listed info to further 
consider appeal requested within 60 days of ltr receipt. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/08. RANDAZZA, J. B. 

Maine Yankee Atomic Power Co. 3pp. 28390: 28P 24X 

Fiche: 50-309, 85/01/08, 8501140111. 


8501250301 Forwards fee for Proposed Change 107 to License DPR-36. 

All future correspondence should be forwarded to 
JB Randazza. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 85/01/15. DIGGS, R. M. 
License Fee Management Branch. Ip. 28546:208. 24X 

Fiche: 50-309, 85/01/15, 8501250301. 


8501290704 Advises that 830720 it 841115 changes to QA program 
acceptable. 

MARTIN. T.T. Region 1, Office of Director. 85/01/17, RANDAZZA, J. B. 
Maine Yankee Atomic Power Co. 4pp. 28639: 185. 24X 
Fiche: 50-309, 85/01/17, 8501290704. 


8501230230 Forwards response to Questions 52 it 58 raised in NRC 840S17 
ltr & 841128 meeting w/LASL re reactor coolant pump trip 
study. Response includes graphs of vessel & RCS inventory it 
core void fraction. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. 10pp. 28515:294. 24X 

Fiche: 50-309, 85/01/18, 8501230230. 


8501280471 Forwards viewgraphs it slides used during 840918 meeting w/ 
NRC re seismic review program. Util equipment exhibits 
seismic ruggedness in excess of original design. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. 85/01/23. MILLER, J.R. 
Operating Reactors Branch 3, 66pp. 28565:064. 24X 

Fiche: 50-309, 85/01/23, 8501280471. 


8501310274 Submits addl info re reactor trip breaker maint it testing 
program, in response to Generic Ltr 83-28. Reevaluation of 
program it data to determine whether or not to extend 
refueling interval planned. 

WHITTIER. 0. D. Maine Yankee Atomic Power Co. 85/01/25. Office of 
Nuclear Reactor Regulation, Director. MILLER, J, R. Operating 
Reactors Branch 3. 40pp. 28657:316. 24X Fiche: 50-309, 85/01/25, 

8501310274. 


Q. Inspection reports, IE Bulletins St correspondence 


8501150251 Proposes installation of second full-size motor driven pump 
instead of relocating turbine driven pump. FSAR will be 
revised to better describe auxiliary feedwater functions <t 
delineate portions comprising emergency feedwater sys, 

WHITTIER, G. D, Maine Yankee Atomic Power Co. 85/01/10. MILLER, J. R. 
Operating Reactors Branch 3, 3pp. 28381:079, 24X 

Fiche: 50-309, 85/01/10, 8501150251. 


8501230501 Requests just if ication within 30 days for 840926 proposed 
Tech Specs requiring administrative procedures limiting 
working hours of key plant personnel per NUREG-0737 it 
Generic Ltr 82-12. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/11, RANDAZZO, J. B. 

Maine Yankee Atomic Power Co, 2pp. 28536:362. 24X 

Fiche: 50-309, 85/01/11, 8501230501. 


8501180124 Application for amend to License DPR-36, revising Tech Specs 
to decrease required testing interval of sys pumps & 
automatic valves to monthly it adding requirement for 
periodic testing of sys actuation logic. Fee paid. 

RANDAZZA, J. B, Maine Yankee Atomic Power Co. 85/01/14. Record 
Services Branch (Document Control Desk). 2pp. 28455:011. 24X 

Fiche; 50-309,85/01/14, 8501180124. 


— 8501180156 Proposed Tech Spec Section 4. 6 & Table 4. 1-2, decreasing 
required testing interval of sys pumps it automatic valves 
to monthly it adding requirement for periodic testing of sys 
actuation logic. 

* Maine Yankee Atomic Power Co. 85/01/14. 7pp. 28455:013. 24X 

Fiche; 50-309, 85/01/14, 8501180124. 


8501180173 Forwards YAEC-1464, "Modified Method for Control Element 
Assembly Ejection Analysis of Maine Yankee Plant," for 
review & approval 6 months in advance of application, per 
Generic Ltr 84-20. Fee Paid. 

WHITTIER, G.D, Maine Yankee Atomic Power Co. 85/01/14. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 28455:201. 24X 

Fiche: 50-309, 85/01/14, 8501180173. 


8412190503 IE Info Notice 84—94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503. 


8501110486 Forwards Safeguards Insp Rept 50-309/84-20 on 840827-31 it 
notice of violation. Insp rept details it notice of violation 
withheld (ref 10CFR73. 21 & 2.790). 

MARTIN, T. T. Division of Engineering it Technical Programs. 84/12/27. 

RANDAZZA, J. B. Maine Yankee Atomic Power Co. 2pp. 28362:227. 24X 

Fiche: 50-309, 84/12/27, 8501110486. 


— 8501110488 Notice of violation from insp on 840827-31. Safeguards info 
deleted (ref 10CFR73. 21 8c 2.790). 

* Region 1, Office of Director. 84/12/27. Ip. 28362:229. 24X 

Fiche: 50-309, 84/12/27, 8501 1 10406. 


8501140152 Forwards SALP Rept 50-309/84-13 for Jul 1983 - June 1984. 
Based on reconsideration of addl inf o. Category 3 rating 
remains. 

MURLEY,T. E. Region 1, Office of Director, 85/01/07. RANDAZZA, J. B. 
Maine Yankee Atomic Power Co. 5pp. 28360: 132. 24X 

Fiche: 50-309, 85/01/07, 8501140152. 


— 8501140336 SALP Rept 50-309/84-13 for Jul 1983 - June 1984, modified 
by reconvened SALP Board on 841109. 

* Region 1, Office of Director. 84/08/07. 36pp. 28360:137. 24X 

Fiche: 50-309,85/01/07, 8501140152. 


— 8501110491 Safeguards Insp Rept 50-309/84-20 on 840827-31. Non compliance 
noted: failure to test all security officers for physical 
fitness. Details withheld (ref 10CFR2. 790 8c 73.21). 

BAILEY, R.J., KEIMIG, R. R. Region 1, Office of Director, 84/12/13. 

6pp. 28362:230. 24X Fiche: 50-309, 84/12/27, 8501110486. 


— 8501180182 "Modified Method for Control Element Assembly Ejection 
Analysis of Maine Yankee Plant. " 

CHAND0LA,V, Yankee Atomic Electric Co. 84/12/31. 31pp. 

2^55: 203. 24X Fiche: 50-309, 85/01/14, 8501 180173. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. '* Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8e Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10, 8501070401. 
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8501080502 IE Info Notice B5-002i "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JOROANj E. L. Division. of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of Neu 

York, Inc. 109pp. 28537:193. a4X Fi ch e: 50-000, 85/01/1 1. 8501080502. 


8501280494 Responds to NRC 841210 Itr re violations noted in Insp Rept 
50-309/84-22. Corrective actions: procedures changed to 
require containment air samples be taken & analyzed daily 
whenever monitor inoperable. 

WHITTIER, 0. D. Maine Yankee Atomic Power Co. 85/01/11. MURLEY, T. E. 
Region 1, Office of Director. 2pp. 28565:022. 24X 

Fiche: 50-309, 85/01/11, 8501280494. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fi ch e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


8501240546 Monthly operating rept for Nov 1984. W/841212 Itr. 

LEE, V. Y. , WHITTIER, 0. D. Maine Yankee Atomic Power Co. 84/11/30. 
HARTFIELD, R. A. Office of Resource Management, Director. 6pp. 
28541: 095. 24X Fiche: 50-309, 84/11/30, 8501240546. 


S. Reportable occurrences, LERs << related correspondence 


8501140511 LER 84-018-00: on 841205, main steam line nonreturn valve 
bypass isolation valve required to be closed for containment 
integrity found partially open. Caused by operator error. 

Procedures will be added to training program. W/850107 Itr. 
MCALLISTER, 8, , WHITTIER, O. D. Maine Yankee Atomic Power Co. 
85/01/07. 3pp. 28376:318. 24X Fiche: 50-309, 85/01/07, 8501140511. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency it fire protection plans 


8501230349 Requests waiver of 60-day reporting requirement for security 
sys upgirade revised door numbering sys. Signs depicting new 
numbers & addition of numbers to sys software will remain in 
effect until project completed. 

LIDEN, E. A. Public Service Electric St Gas Co. of New Jersey. 

84/11/30. MURLEY, T. Region 1, Office of Director. 2pp. 28508:137. 
24X Fiche: 50-272, 84/1 1/30, 8501230349. 


8501080232 Forwards preliminary SER conditionally accepting 840520 
procedures generation package for emergency operation 
pro-cedures specified in Suppl 1 to NUREO-0737 (Generic Ltr 
82-33). Response re open items requested by 850515. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/19. UDERITZ, R, A, 

Public Service Electric Sc Gas Co. of New Jersey. 3pp. 28271:337. 
24X Fiche; 50-272,84/12/19, 8501080232. 


— 8501080241 Preliminary SER conditionally accepting licensee procedures 
generation package for emergency operating procedures 
specified in Suppl 1 to NUREO-0737 (Generic Ltr 82-33). 

# NRC - No Detailed Affiliation Given. 84/12/19. 11pp. 

28271 : 34C. 24X Fiche; 50-272, 84/12/19, 8501080232. 


8501020361 Revised emergency plan procedures, including EP IV-llS re 
high activity sample analysis, EP IV-123 re emergency 
in-plant air sampling St EP IV-124 re storage St coordination 
of post-accident samples. 

* Public Service Electric St Gas Co. of New Jersey. 84/12/28. 59pp. 

28138: 061. 24X Fiche: 50-272, 84/12/28, 8501020361. 


8501290710 Forwards Emergency Preparedness Insp Repts 50-272/84-39, 
50-311/84-38.50-272/84-43 St 50-311/84-41 on 841022-25 St 
1 105-09. Enforcement conference scheduled for 850117 at 
Region I. 

MARTIN, T. T. Region 1, Office of Director. 85/01/04. UDERITZ, R. A. 
Public Service Electric St Gas Co, of New Jersey. 2pp. 28639:204. 
24X Fiche: 50-272, 85/01/04, 8501290710. 


— 8501290720 Emergency Preparedness Insp Rept 50-272/84-39,50-311/84-38, 
50-272/84-43 St 50-311/84-41 on 841022-26,31,1105-09 St 30. 

Major areas inspected: annual emergency exercise St followup 
insp of emergency preparedness program. 

HARPSTER, T. L. , HAWXHURST, J, J. . WILL, J. M. Region 1, Office of 
Director. 84/12/27. 13pp. 28639:206. 24X Fiche: 50-272, 85/01/04, 

8501290710. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501280574 Notification of Licensee Meeting 85-02 on 850117 to conduct 
enforcement conference w/util in King of Prussia, PA re 
emergency exercise St followup insps. Attendance by NRC 
personnel should be made known by 850116. 

TERC,N. M. Region 1, Office of Director. 85/01/16. Region 1, 
Office of Director. 2pp. 28639:027. 24X Fiche: 50-272, 85/01/16, 

8501280574. 


8501300049 Discusses util 841130 ltr re security sys upgrade project. 
Use of revised door numbering sys for training purposes, in 
conjunction w/existing door numbers, pend ing completion of 
project does not presently necessitate security plan change. 

MARTIN, T.T. Region 1, Office of Director. 85/01/17. UDERITZ, R. A. 
Public Service Electric St Gas Co. of New Jersey. 3pp. 28678:322. 
24X Fiche: 50-272, 85/01/17,8501300049. 


8501250280 Withdraws Rev 9 to security plan based on NRC ongoing 
reassessment of LASL assumptions re vital island concept Sc 
safety/safeguards concerns expressed in NUREG-0992, 

LIDEN, E, A. Public Service Electric St Gas Co. of New Jersey. 

85/01/21. VARGA, S, A. Operating Reactors Branch 1. 2pp. 28547:244. 
24X Fiche: 50-272, 85/01/21, 8501250280. 


P. Operating license stage documents St correspondence 


8501180005 Forwards Apps XI, XII St XIII to "Salem Generating Station 
316(b) Demonstration." Apps suppl previously submitted Apps 

n-x. 

LIDEN,E. A. Public Service Electric St Gas Co. of New Jersey. 
84/09/19. MURLEY, T. E. Region 1, Office of Director. 2pp. 
28455:233. 24X Fiche; 50-272, 84/09/19, 8501 180005. 


8501020282 Outlines partial implementation of Action Plan 2.6.1, 
"Clarifying Organizational Responsibility Sc Interfaces in 
Maint Area." Full implementation unachievable at present. 

UDERITZ, R. A. Public Service Electric Sr Gas Co, of New Jersey. 
84/12/24. VARGA, S. A. Operating Reactors Branch 1, 4pp. 28138:001, 
24X Fiche: 50-272, 84/12/24, 8501020282. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G, Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. lepp, 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501040012 Requests extension until 850930 to complete implementation 
of Action Plan 2.4.1, ’*Maint«ining Plant Cleanliness Si 
General Appearance at High St.d, " Upgrade program will be 
established in Jan 1985, 

UDERITZ, R. A. Public Service Electric St Gas Co. of New Jersey. 
84/12/31, VARGA, S. A, Operating Reactors Branch 1. 5pp. 28182:064; 
24X Fiche: 50-272, 84/12/31, B5<)10400t2. 


8501080044 Porwardi tephttift^ji justification for locftion pf containment 
high-range radiation jnonl^brs R44B per TMI Iteihs fl, F. 1-3 
for rfYiaw by Radlplpg ical Assessmbnt Branch, 

LIDFN, E. A, Public Service Electric Si Gas Co, of New Jersey. 

85/01/02, VARGA, S, A. Operating Reactors Br'anch 1, 4pp. 28231:094, 
24X Fiche: 50-272, 85/01/02, 8501080044. 
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35C1080195 Responds to NRC 841127 Itr. Addl sum re 821005 application tc 
amend license remitted. Fee paid. 

LIDEN* E. A. Public Service Electric & Oa s Co. of New Jersey. 

85/01/03. DIGeS»R. M, License Fee Management Branch. Ip. 

28230; 193. 24X Fiche: 50-'272. 85/01/03. 8501080195. 


8501080271 Advises of partial implementation of Action Plan 2.6.1. 
"Clarifying Organizational Responsibility & Interfaces in 
Maint Area. " due to absence of company/union request. Plant 
betterment & maint contractor support will continue. 

UDERIT2. R A. Public Service Electric & Gas Co. of New Jersey. 
85/01/08. VARGA. S. A. Operating Reactors Branch 1. 3pp. 28232:166. 
24X Fiche: 50-272. 85/01/08. B5010B0271. 


8501220379 Application for amend to License DPR-75. changing Tech Spec 
Figure 3. 1-1. Section 3.2.3. "Power Dependent Insertion Limit 
Requirements. " Fee paid. 

LIDEN) E. A. Public Service Electric St Gas Co. of New Jersey. 

85/01/11. VARGA. S. A. Operating Reactors Branch 1. 5pp. 28494:201. 
24X Fiche: 50-311.85/01/11.8501220379. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness S< Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21. 8412190503. 


8501230267 Responds to NRC 841120 Itr re violations noted in Insp Repts 
50-272/84-38 S< 50-31 1/84-37. Corrective actions: revamp ing 
program for storehouse ongoing w/21 of 31 matl classes to be 
completed by 841231. 

LIDEN. E. A. Public Service Electric S< Gas Co. of New Jersey. 

84/12/27. MARTIN. T. T. Division of Engineering St Technical Programs. 
2pp. 28514:141. 24X Fiche: 50-272. 84/12/27. 8501230267. 


8501100134 Provides info re steam generator tubes plugged during second 
refueling outage in accordance w/r equirements of Tech Specs 
4. 4. 6. 5. a re inservice insp of steam generator tubes. 

LIDEN. E. A. Public Service Electric St Gas Co. of New Jersey. 

85/01/04. VARGA. S. A. Operating Reactors Branch 1. 2pp. 28296:358. 
24X Fiche: 50-311. 85/01/04. 8501100134. 


— 8501220381 Proposed changes to Tech Spec Section 3.2.3* "Power 
Dependent Insertion Limit Requirements. " Figure 3. 1-1 re rod 
bank insertion limits vs thermal power four-loop operation. 

* Public Service Electric & Gas Co. of New Jersey. 85/01/11. 
4pp, 28494:206. 24X Fich e: 50-31 1 . 85/01 /1 1. 8501220379. 


8501300119 Forwards SER re environ qualification of electric equipment 
important to safety per 10CFR50, 49. Equipment qualification 
program acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/14. UDERITZ, R. A. 

Public Service Electric Gas Co. of New Jersey. 4pp. 28684:234. 
24X Fiche: 50-311. 85/01/14. 8501300119. 


— 8501300122 Safety evaluation supporting environ qualification of 
electric equipment important to safety. 

* NRC - No Detailed Affiliation Given. 85/01/14. 10pp. 

28684:238. 24X Fiche; 50-311. 85/01/14. 8501300119. 


8501240158 Forwards Cycle 3 radial peaking factor limit rept, per Tech 
Spec Paragraph 6. 9. 1. 10. prepared per WCAP-S385. "Power 
Distribution Control & Load Following Procedure. " 

LIDEN. E, A. Public Service Electric St Gas Co. of New Jersey. 

85/01/16. VARGA. S. A. Operating Reactors Branch 1. 4pp. 28532:195. 
24X Fiche: 50-311.85/01/16,8501240158. 


8501290710 Forwards Emergency Preparedness Insp Repts 50-272/84-39, 
50-311/84-38. 50-272/84-43 St 50-311/84-41 on 841022-25 St 
1105-09. Enforcement conference scheduled for 850117 at 
Region I. 

MARTIN. T.T. Region 1, Office of Director. 85/01/04. UDERITZ. R. A. 
Public Service Electric Gas Co. of New Jersey. 2pp. 28639:204. 
24X Fiche: 50-272.85/01/04. 8501290710. 


—8501290720 Emergency Preparedness Insp Rept 50-272/84-39,50-311/84-38 
50-272/84-43 St 50-311/84-41 on 841022-26,31.1105-09 St 30. 

Major areas inspected: annual emergency exercise & followup 
insp of emergency preparedness program. 

HARPSTER. T. L. , TERC. N. M. . WOJNAS. E. J. Region 1. Office of 
Director. 84/12/27. 13pp. 28639:206. 24X Fiche: 50-272. 85/01/04. 

8501290710. 


8501230056 Responds to NRC B41206 Itr re items of concern noted in Insp 
Repts 50-272/84-36 St 50-31 1 /84-35. Correc tive act ions: Maint 
Procedure M16E revised to require initiation of incident 
rept if Valves CV6B or CV69 found unacceptable. 

UDERITZ. R. A. Public Service Electric & Gas Co. of New Jersey. 
85/01/07. STAROSTECKI.R. Region 1, Office of Director. 4pp. 

2B512: 210. 24X Fiche: 50-272. 85/01/07. 8501230056. 


8501250409 Application for amends to Licenses DPR-70 & DPR-75. revising 
Item 3 in Amends 59 St 28. respectively, to extend 
implementation date to 850120. 

LIDEN. E, A. Public Service Electric St Gas Co. of New Jersey. 

85/01/18. VARGA. S. A. Operating Reactors Branch 1. 4pp. 28547:240. 
24X Fiche: 50-272.85/01/18,8501250409. 


8501310207 Requests extension until 850531 to complete implementation 
of Action Plan 2,6.3 re backlogged mai^t work items. Program 
strengthened by setting backlogged work order limits for 
each craft St by adding contractor personnel to maint staff. 

UDERITZ. R, A, Public Service Electric St Gas Co, of New Jersey. 
85/01/25. VARGA. S. A. Operating Reactors Branch 1. 3pp. 28655:128. 
24X Fiche: 50-272. 85/01/25. 8501310207. 


Q. Inspection reports, IE Bulletins St correspondence 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. •' Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fic h e: 50-000, 85/01/11. 8501080502. 


8501240091 Forwards Insp Repts 50-272/84-25 & 50-311/84-30 on 
840723-27. No violation noted. 

COLLINS. S. J. Region 1. Office of Director. 85/01/11. UDERITZ. R. A. 
Public Service Electric St Gas Co. of New Jersey. 2pp. 28542:344. 
24X Fiche: 50-272. 85/01/11, 8501240091. 


8501030271 Discusses 841106 response to violation re testing of turbine 
overspeed protection noted in Insp Repts 50-272/84-32 St 
50-311/84-32 on 840814-0924. Proposed corrective actions 
unacceptable. Supplemental response requested within 30 days. 
STAROSTECKI.R. Division of Project St Resident Programs. 84/12/17. 
UDERTIZ.R. A. Public Service Electric St Gas Co. of New Jersey. 3pp. 
28189:205, 24X Fiche: 50-272, 84/12/17, 8501030271. 


— 8501030272 Responds to NRC 841011 Itr re violations noted in Insp Repts 
50-272/M-32 St 50-31 1/84-32. Corrective actions: special 
caution added to extended radiation exposure permit to state 
that work in high radiation areas not permitted. 

LIDEN, £. A. Public Service Electric St Gas Co. of New Jersey. 

S4/I1/08' KISTER.H, B, Division of Project Sc Resident Programs. 

4pp . 28189:208. 24X Fiche: 50-272. 84/12/17. 8501030271. 

8501080268 Forwards Rev 1 to safety evaluation re IE Bulletin 84-03. 
"Refueling Cavity Water Seal. " in response to 841212 Itr. 

Differences in seal design from Haddam Neck make failure 
probability lower Sc gross failure highly unlikely. 

LIDEN, E. A, Public Service Electric Sr Gas Co. of New Jersey, 

84/12/19. STAROSTECKI.R, Division of Project St Resident Programs. 

2pp. 28232:145. 24X Fiche: 50-272. 84/12/ 19. 8501080268. 


— 850.1080280 Rev i to safety evaluation re IE Bulletin 84-03. "Refueling 
Cavity Water Seal. " . 

■* Public Service Electric St Gas Co. of New Jersey. 84/12/17. 

19pp. 28232:147. 24X Fiche: M-272. 84/12/19. 8501080268. 


—8501240103 Insp Repts 50-272/84-25 St 50-311/84-30 on 840723-27, No 
violation noted. Major areas insp ected ; vendor manuals, 
post-maint testing, insp order sys, managed maint program St 
training of nonstation personnel. 

DOERFLEIN, L. T. . HILLMAN, B. M. . NORRHOLM. L. J. Region 1. Office of 
Director. 85/01/09. 8pp. 28542:346. 24X Fiche: 50-272, 85/01/11. 

8501240091. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co, of New 

York. Inc. 103pp. 28490:226. 24X Fi c h e: 50-000. 85/01/1 5* Q501100655. 


8501280430 Responds to NRC 841011 St 1217 Itrs re violations noted in 
Insp Repts 50-272/84-32 & 50-311/84-32. Correc tive acti ons: 
meeting held to reaffirm station policy re work orders for 
malfunctioning equipment. 

UDERITZ, R. A. Public Service Electric- St Gas Co. of New Jersey. 
85/01/16. STAROSTECKI.R. Region 1. Office of Director. 7pp. 
28564 045. 24X Fiche; 50-272. 85/01/16. 8501280430, 


8501280574 Notification of Licensee Meeting 85-02 on 850117 to, conduct 
enforcement conference w/util in King of Prussia. PA re 
emergency exercise St followup insp s. Attendance by NRC 
personnel should be made known by 850116. 

TERC, N, M. Region 1, Office of Director. 85/01/16, Region 1, 
Office of Director. 2pp. 28639:027. 24X Fiche; 50-272. 85/01/16. 

8501280574 , 
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B501160196 IE Info Notice 85-004. " Inadequate Mgt of Security Response 

Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness «t Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24 X Fi c h e: 50-000. 85/01/17. 8501 160196. 


8501240104 Forwards Insp Repts 50-272/84-42 & 50-311/84-42 on 841027- 
1214 & notice of violation. 

COLLINS. S, J. Region 1. Office of Director. 85/01/21. UNDER ITZ. R. A. 

Public Service Electric & Gas Co. of New Jersey. 2pp. 28530:327. 
24X Fiche: 50-272. 85/01/21, 8501240104. 


— 8501240109 Notice of violation from insp on 841027-1214. 

* Region 1. Office of Director. 85/01/21. 2pp. 28530:329. 24X 

Fiche: 50-272. 85/01/21.8501240104. 


— 8501240120 Insp Repts 50-272/84-42 & 50-311/84-42 on 841027-1214. 
Violation noted: fai 1 ure to comply w/lOCFRSO. 59 re 
performance of written safety evaluation for changes to 
facility involving scaffolding. 

LINVILLE. J. C. , SUMMERS. R. J. . NORRHOLM. L. J. Region 1, Office of 
Director. 85/01/09. 14pp. 28530:331. 24X Fiche: 50-272. 85/01/21. 

8501240104. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. lOSpp. 28692:186. 24 X Fiche: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contaminat ion of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24 X Fiche: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co, of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


R. Periodic operating reports & related correspondence 


8501170247 Monthly operating rept for Dec 1984. W/8501 10 Itr. 

RONAFALVY. J. P. . ZUPKO. J. M. Public Service Electric & Gas Co. of New 
Jersey. 84/12/31. 10pp. 28445:089. 24X Fiche: 50-31 1. 84/12/31, 

8501170247. 


8501250568 Forwards "Nuclear Oversight Committee Fifth Quarterly Rept. " 
Response to rept will be provided within 30 days. 

LIDEN. E. A. Public Service Electric 8< Gas Co. of New Jersey. 

85/01/18. VARGA, s. Operating Reactors Branch 1. Ip. 28561:303. 

24X Fiche: 50-272. 85/01/18, 8501250568. 


— 8501250573 "Nuclear Oversight Committee Fifth Quarterly Rept. " 

GOTTLIEB. M. B. , LEVY, S. , ROGERS, K. C, Public Service Electric & Gas 
Co. of New Jersey. 85/01/18. 5pp. 28561:304. 24X 

Fiche: 50-272, 85/01/18. 8501250568. 


8. Reportable occurrences. LERs S< related correspondence 


8501080452 LER 84-025-00: on S4H26.audit revealed that weekly plant 
vent particulate sample for 840927 not analyzed within time 
required by Tech Specs. Caused by personnel error. Procedures 
revised. W/841226 Itr. 

RUPP.J. L. , ZUPKO. J.M. Public Service Electric Gas Co. of New 
Jersey. 84/12/26. 4pp. 28245:272. 24X Fiche: 50-311. 84/12/26. 

8501080452. 


8501100188 pNS-I-85-001: on 850104.0,38 caliber handgun found during 
exit X-ray search of contractor personal luggage. Guard 
failed to perform initial search of locked luggage. Veh ic les 
remained under observation. Guard temporarily suspended. 

MADDEN. B., JOYNER, J. Region 1, Office of Director. 85/01/04. Ip. 
28296:356. 24X Fiche: 50-272. 85/01 /04, 8501 100188. 


8501240543 LER 84-026-00; on 841221 . rad ioac tive liquid releases 
discovered not continuously recorded. Caused by computer 
malfunction possibly due to voltage fluctuation. New software 
package ordered, W/8501 17 Itr. 

RUPP. J, L. . ZUPKO, J.M. Public Service Electric & Gas Co. of New 
Jersey. 95/01/18. 4pp. 28541:101. 24 X Fiche: 50-311. 85/01/18. 

8501240543 . 
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F. Security, medical, emergency fire protection plans 


8501090024 Informs that B40629 !< 1130 revs to emergency plan manual 8< 
implementing procedures consistent W/10CFR50. App E & 

10CFR50. 47(d ) requirements & NUREO-0654 & acceptable. 

SCARANO. R. A. Region 5, Office of Director. 84/12/28. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. Ip. 

28276: 363. 24X Fiche: 50-312, 84/12/28. 8501090024. 


8501230418 Application for amend to License DPR-54, chang ing Tech Specs 
to incorporate prior amend requests in response to 
NUREG-0737 & Generic Ltr 82-16 & adding further specs on 
fire protection items. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 85/01/08. 
EISENHUT, D. G. Division of Licensing. 5pp. 28511:132. 24X 

Fiche: 50-312, 85/01/08. 8501230418. 


— 8501230423 Proposed Tech Specs in response to NUREG-0737 8t Generic Ltr 
82-16. adding RCS & accident monitoring instrumentation & 
adding fire protection items. 

* Sacramento Municipal Utility District. 85/01/08. 22pp. 

28511:137. 24X Fich e: 50-312, 85/01/08, 8501230418. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09, 8501100621. 


8501250569 Forwards Insp Rept 50-312/84-28 on 841115-16.19 Sc 1203. No 
violation noted. 

WENSLAWSKI. F. A. Region 5. Office of Director. 85/01/11. 

RODRIGUEZ. R. J. Sacramento Municipal Utility District. Ip. 
28561:297. 24X Fiche: 50-312. 85/01/11. 8501250569. 


—8501250576 Insp Rept 50-312/84-28 on 841115-16.19 8c 1203. No violation 
or deviation noted. Major areas inspected; emergency plan 
changes resulting from 840319 hydrogen explosion 8c status of 
corrective action in response to 840802 notice of violation. 
PRENDERGAST, K. . FISH. R. Region 5, Office of Director. 85/01/09. 
5pp. 28561:298. 24X Fiche: 50-312, 85/01/11. 8501250569, 


8501300029 Forwards Insp Rept 50-312/84-29 on 841114-21 & notice of 
deviation. 

KIRSCH. D. F. Region 5. Office of Director. 85/01/11. RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. Ip. 28678:295. 24X 

Fiche: 50-312. 85/01/11. 8501300029. 


— 8501300039 Insp Rept 50-312/84-29 on 841 1 14-21. Deviation noted: licensee 
provided training re sys. integrated response & transients re 
safety sys utilizing unqualified instructors between 831001 
8c 841121. 

O'BRIEN, J. P. , PATE.R.J. Region 5. Office of Director. 85/01/09. 

4pp. 28678:297. 24X Fiche: 50-312. 85/01/11, 8501300029. 


8501300544 Notification of 850206 meeting w/util in Bethesda, MD to 
discuss expected util requests for exemption from 
requirements of App R, 

MINER. S. Operating Reactors Branch 4. 85/01/24. STOLZ, J. F. 

Operating Reactors Branch 4, 2pp. 28684: 157. 24X 

Fiche: 50-312. 85/01/24. 8501300544. 


J. Insurance 8c indemnity information 


8501290454 Forwards Endorsement 5 to MAELU Certificate M-49 8c NELIA 
Certificate N-49. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 85/01/17. 
SALTZMAN. J. B. Assistant Director for State 8c Licensee Relations. 
3pp. 28617:007. 24X Fiche: 50-312. 85/01 /17. 8501290454. 


P. Operating license stage documents 8c correspondence 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown. per 841114 meeting. Spec if ic 
plant responses to generic ltr expected by 850201. 

HOSLER, A. 0. Babcock 8c Wilcox Operating Plants Owners Group. 

84/12/14, KADAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143: 266. 24X Fiche; 50-000. 84/12/14. 8501020238. 


8501170052 Application for Proposed Amend 124 to License DPR-54. 
changing Tech Specs to assure operation in Cycle 7 core 
within applicable fuel design 8c performance criteria. Fee 
paid. 

RODRIGUEZ. R. U. Sacramento Municipal Utility District. 84/12/17, 
EISENHUT, D. c. Division of Licensing,. 7pp. 28247:127. 24X 

Fiche: 50-312. 84/12/17, 8501170052. 
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— 8501170054 Proposed Tech Specs to assure operation in Cycle 7 core 
within applicable fuel design & performance criteria. 

* Sacramento Municipal Utility District. 84/12/17. 22pp. 

28427: 134. 24X Fiche: 50-312, 84/12/17, 8501170052. 


8501110124 Application for Proposed Amend 112 to License DPR-54, 
changing Tech Specs to replace present spent fuel storage 
racks w/high density spent fuel storage racks, per 831222 
commitment. Fee paid. 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. 84/12/18. 
EISENHUT, D. G. Division of Licensing. 3pp. 28310:351. 24X 

Fiche; 50-312, 84/12/18, 8501110124. 


— 8501110134 Proposed Tech Spec change, rep lac ing present spent fuel 
storage racks w/high density spent fuel storage racks. 

* Sacramento Municipal Utility District. 84/12/18. 4pp. 
28310:354. 24X Fiche: 50-312, 84/12/18, 8501110124. 


8501080389 Application for Rev 1 to 840627 proposed Amend 110 to 
License DPR-54, revising Tech Specs re capsule withdrawal 
schedule for reactor vessel matl surveillance program. 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. 84/12/24. 
EISENHUT, D. G, Division of Licensing. Ip. 28230:186. 24X 

Fiche; 50-312, 84/12/24, 8501080389. 


— 8501080395 Proposed changes to Tech Spec Section 4. 2, revising capsule 
withdrawal schedule for reactor vessel matl surveillance 
program. 

* Sacramento Municipal Utility District. 84/12/24. 5pp. 

28230:188. 24X Fich e; 50-312, 84/12/24, 8501080389. 


8501040086 Notification of 850108 meeting w/util & Franklin Research 
Corp in Sethesda, MD to discuss proposed integrated living 
schedule. 

MINER, S. Operating Reactors Branch 4. 84/12/26, STOLZ, J. F, 

Operating Reactors Branch 4. 2pp. 28209:261. 24X 

Fiche: 50-312, 84/12/26, 8501040086. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certif ication of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co, of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080200 Application for Rev 1 to Proposed Amend 85 to License 
DPR-54, incorporating NRC recommendations re internal 
auxiliary feedwater header surveillance program. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 84/12/28. 
EISENHUT, D. G. Division of Licensing. 2pp. 28231:232. 24X 

Fiche: 50-312, 84/12/28. 8501080200. 


— B5010S0206 Proposed Tech Spec changes re internal auxiliary feedwater 
header surveillance program. 

* Sacramento Municipal Utility District. 84/12/28. 7pp. 

28231 : 234, 24X Fiche: 50-312, 84/12/28, 8501080200. 


8501160212 Forwards LLL repts, "Concentration of Radionuclides in Fresh 
Water Fish Downstream of Rancho Seen. . . , draft 
"Radionuclides in Sediments Collected Downstream from 
Rancho Seco. . . , " U effluent data, per 041030 commitment. 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. 84/12/31. 
MARTIN, J. B. Region 5, Office of Director. 20pp. 28411:028. 24X 

Fiche; 50-312, 84/12/31, 8501160212. 


— 8501160221 "Concentration of Radionuclides in Fresh Mater Fish 
Downstream of Rancho Seco Nuclear Generating Plant. " 

NOSHKXN, V, £. , EAGLE, R. J, , DAWSON, J. M. Lawrence Livermore National 
Laboratory. UCID-20295. 84/12/27. 39pp. 28411:048. 24X 

Fiche; 50-312, 84/12/31, 8501160212, 


— 8501160230 Draft "Radionuclides in Sediments Collected Downstream from 
Rancho Seco Nuclear Power Generating Station. " 

WONG, K, M. , EAGLE, R. J. , DAWSPN, J, M. Lawrence Livermore National 
Laboratory. UCID-2029S DRFT. 84/12/31, 37pp. 28411:088. 24X 

Fiche: 50-312, 84712/31, 8 ^ 1160212 . 


850110Q029 Notification of 850108 mieeting w/util in Sacramento, CA to 
discuss intei^rated liviiig- pchfdtjille, 

MINER# 8, OparaHng* Reacto^r^^^ 85/01/04. STOLZ, U, F. 

Operating Reactors Branch 4. 2pp. 28355:319. 24X 

Fiche; 50-312. 85/01/04, 8501100029. 


8501140246 Advises that schedule for providing addi info needed to 
complete review of BSeW Rep t 77-1140898-01 "Bounding 
Analytical Assessment of NUREG-^0630 Methods on LOCA kW/ft 
Limit W/Use of FLECSET, '• will be available Mar 1985, 

RODRIGUEZ, R. J, Sacramento MuThlcipal Utility District, 85/01/08. 
STOLZ,J, F. Operating Reactors Branch 4# Ip. 28361:233. 24X 

Fiche; 50-<J12, 85/01/08, 8501140246. 


8501150348 Forwards fee for final review of 840531 application for 
Proposed Amend 106, per NRC 841121 request. Fee paid. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 85/01/08. 
DIGGS, R. License Fee Management Branch. Ip. 28386:219, 24X 

Fiche: 50-312. 85/01/08, 8501150348. 


8501180411 Forwards response to three areas addressed in Generic Ltr 
84-15, "Diesel Generator Reliability Improvements," 

Application to amend Tech Specs to reduce cold fast start 
surveillance testing will be submitted in Apr 1985. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 85/01/08. 
EISENHUT, D. G. Division of Licensing. 30pp. 28451:198, 24X 

Fiche: 50-312, 85/01 /OB. 8501 180411 . 


B501230358 Application for amend to License DPR-54, consi sting of Amend 
83,Suppl 1, Rev 1, Chang ing Tech Specs to incorporate Class I 
nuclear svc bus extensions implemented to provide svc for 
NUREG-0737 items. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 85/01/08. 
EISENHUT, D. G. Division of Licensing. 2pp. 28509:354. 24X 

Fiche: 50-312, 85/01/08, 8501230358. 


— 8501230361 Proposed Tech Spec Section 3. 7 re auxiliary electrical sys 
limiting conditions of operation. 

* Sacramento Municipal Utility District. 85/01/08. 6pp. 

28509:356. 24X Fiche: 50-312, 85/01/08, 8501230358. 


8501230418 Application for amend to License DPR-54, chang ing Tech Specs 
to incorporate prior amend requests in response to 
NUREO-0737 & Generic Ltr 82-16 & adding further specs on 
fire protection items. 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. 85/01/08. 
EISENHUT. D. G. Division of Licensing. 5pp. 28511:132. 24X 

Fiche: 50-312, 85/01/08, 8501230418. 


— 8501230423 Proposed Tech Specs in response to NUREG-0737 & Generic Ltr 
82-16, adding RCS & accident monitoring instrumentation 8# 
adding fire protection items. 

# Sacramento Municipal Utility District. 85/01/08. 22pp. 

28511:137. 24X Fiche: 50-312, 85/01/08, 8501230418. 


8501300531 Forwards safety evaluation re licensee 840927 response to 
NRC 840731 request for addl info re neutron dosimetry for 
Surveillance Capsule RSI-B. Methodology utilized for 
calculating reactor vessel fluences acceptable. 

STOLZ, J. F. Operating Reactors Branch 4. 85/01/11. RODRIGUEZ, R. U. 

Sacramento Municipal Utility District. 3pp. 28677:018. 24X 

Fiche: 50-312, 85/01/11, 8501300531. 


— 8501300535 Safety evaluation re licensee 840927 response to NRC 840731 
request for addl info re neutron dosimetry for Surveillance 
Capsule RSI-B. Method ology utilized for calculating reactor 
vessel fluences acceptable. 

* NRC - No Detailed Affiliation Given. 85/01/11. 5pp. 

28677:021. 24X Fiche: 50-312, 85/01/1 1, 8501300531. 


Q. Inspection reports, IE Bulletins 8# correspondence 


8412190503 IE Info Notice 84-94, "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J.M. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators." Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc. 67pp, 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401 , 


8501080502 IE Info Notice 85-002, "Improper Installation 8t Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fi ch e: 50-000, 85/01/1 1, 8501080502. 


8501250569 Forwards Insp Rept 50-312/84-28 on 841115-16,19 <c 1203. No 
violation noted. 

WENSLAWSKI, F. A. Region 5, Office of Director. 85/01/11. 
RODRIGUEZ, R. J. Sacramento Municipal Utility District, Ip. 
28561:297. 24X Fiche: 50-312, 85/01/11, 8501250569. 


—8501250576 Insp Rept 50-312/84-28 on 841 1 15-16, 19 «c 1203. No violation 
or deviation noted. Major areas inspected: emergency plan 
changes resulting from 840319 hydrogen explosion 8c status of 
corrective action in response to 840802 notice of violation. 
PRENDERGAST, K. , FISH, R. Region 5, Office of Director. 85/01/09. 
5pp. 28561:298. 24X Fiche: 50-312, 85/01/11, 8501250569. 
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8501300029 Forwards Insp Rept 50-312/S4“29 on 841114--21 & notice of 
d eviation. 

KIRSCH. D. F. Region 5, Office of Director. 85/01/11. RODRIQUEZ, R. J. 

Sacramento Municipal Utility District. Ip. 28678:295. 24X 

Fiche; 50-312,85/01/11, 8501300029. 


— 8501300034 Notice of violation from insp on 841114-21. 

PATE, R. J. Region 5, Office of Director. 85/01/10. Ip. 
28678:296. 24X Fich e: 50-312, 85/01/1 1, 8501300029. 


— 8501300039 Insp Rept 50-312/84-29 on 841 1 14-21. Deviation noted : 1 icensee 
provided training re sys, integrated response & transients re 
safety sys utilizing unqualified instructors between 831001 
tc 841121. 

O'BRIEN, J. P. , PATE, R.J. Region 5, Office of Director. 85/01/09. 

4pp. 28678:297. 24X Fiche: 50-312, 85/01/11, 8501300029. 


8501300556 Forwards Insp Rept 50-312/84-26 on 841013-1207. No violations 
or deviations noted, 

KIRSCH, D.F. Region 5, Office of Director. 85/01/11. RODRIGUEZ, R. 
Sacramento Municipal Utility District. Ip. 28677:109. 24X 

Fiche: 50-312,85/01/11, 8501300556. 


— 8501300561 Insp Rept 50-312/84-26 on 841013-1207. No violations or 
deviations noted. Major areas inspected : operational safety 
verif icatlon, maint, welding of electrical supports, const 
activities & followup of previous items. 

ECKHARDT, J. H. , PEREZ, O. P, , BURDOIN, J. Region 5, Office of 
Director. 85/01/04. 11pp. 28677:110. 24X Fiche: 50-312, 85/01/1 1, 

8501300556. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. “ Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501100655, 


8501220272 Ack receipt of 841114 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-312/64-22. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/15. RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. Ip. 28493:354. 24X 

Fiche: 50-312, 85/01/15, 8501220272. 


8501220290 Ack receipt of 841115 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-312/84-19. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/15. RODRIQUEZ, R, J. 

Sacramento Municipal Utility District. Ip. 28494:137. 24X 

Fiche: 50-312, 85/01/15, 8501220290. 


8501220385 Ack receipt of 840830 Itr Informing NRC of steps taken to 
correct violations noted in Insp Rept 50-312/84-13. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/15, RODRIGUEZ, R. J. 

Sacramento Municipal Utility District Ip. 28494:132. 24X 

Fiche: 50-312, 85/01/15, 8501220385. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. '' Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness i( Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24 X Fi ch e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche; 50-000, 85/01/23, 8501230236. 


850i;^#82 XE Info Notice 85-007, ^(|ontamina ted Radiography Source 
Shlp^mients, “ Sve list end, 

GRACE, J.N. Division of QA, Safeguards tc Insp Programs 
(830103^^212). 85/01/29. Cansolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X FicM- SO-OOO, 85/01/29, 850125035?. 


S. Reportable occurrences, LERs tc related correspondence 


8501210247 LER 84-025-00; on 841118, unit tripped during power 
escalation. Caused by feedwater transient during rapid change 
in turbine loading. Turbine governor valve sheft relubed Sc 
str 9 ked. W/841214 Itr. 

COLOMBO, R. W. , RODRIGUEZ, R. J. Sacramento Municipal Utility District. 
^12/14. martin, J. B. Region s, Office of Director. 3tP- 
28494; 35^9, 24X Fiche: 50-312, 84/12/14, 8501210247. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY,C.L. TDI (Transamer ica Delaval, Inc.) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director, 16pp. 
28202:058. 24X Fiche: 50-000. 85/01/02, 8501070285. 


8501140185 Part 21 rept re lost adhesives on epoxy used to hold parts 
of chlorine probes together. Caused by high temp used in 
thermal aging. S&W it Bechtel advised of incident. 

MOONEY, E. F. High Voltage Engineering Corp. 85/01/07. Director's 
Office, Office of Inspection and Enforcement. Ip. 28361:227. 24X 

Fiche: 50-000, 85/01/07, 8501140185. 


8501150283 Submits update to schedules provided by TDI Diesel Generator 
Owners Group re plant design r eview/qual ity revalidation 
program. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. 85/01/07. 
STOLZ, J. F. Operating Reactors Branch 4. 2pp. 28382:074. 24X 

Fiche: 50-312, 85/01/07, 8501150283. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501 280486, 


V. Operator Examinations 


8501300029 Forwards Insp Rept 50-312/84-29 on 841114-21 it notice of 
deviation. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/11. RODRIGUEZ, R. J. 

Sacramento Municipal Utility District. Ip. 28678:295. 24X 

Fiche: 50-312, 85/01/1 1 , 8501300029. 


— 8501300034 Notice of violation from insp on 841114-21. 

PATE, R. J. Region 5, Office of Director. 85/01/10. Ip. 
28678: 296. 24X Fiche: 50-312, 85/01/11, 8501300029. 


— 8501300039 Insp Rept 50-312/84-29 on 841 114-21. Deviation noted: licensee 
provided training re sys, integrated response & transients re 
safety sys utilizing unqualified instructors between 831001 
it 841121. 

O'BRIEN, J. P. , PATE, R.J. Region 5, Office of Director. 85/01/09. 

4pp. 28678:297. 24X Fiche: 50-312, 85/01/11, 8501300029. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8501310213 Forwards corrected list of objectives for 1984 emergency 
preparedness exercise, Item 36 from original list deleted per 
840319 telcon. 

MARSHALL, J. R. Arkansas Power 8c Light Co. 84/04/03. DENISE, R. P. 
Region 4, Office of Director. 4pp. 28685:300. 24X 

Fiche: 50-313, 84/04/03, 8501310213. 


8501250246 Forwards Rev 6 to industrial security plan. Change 15 
in main text reduces number of armed response individuals. 

Rev withheld (ref 10CFR2. 790). 

MARSHALL, J. R. Arkansas Power Sc Light Co. 84/05/16. COLLINS, J. T, 
Region 4, Office of Director. 2pp. 28548: 159. 24X 

Fiche: 50-313, 84/05/16, 8501250248, 


8501290327 Advises that 840516 Rev 6 to physical security plan 
consistent w/provisions of 10CFR50. 54(p ) Sc acceptable. 

HUNTER, D.R. Region 4, Office of Director. 84/10/23. GRIFFIN, J.M. 
Arkansas Powar Sc Light Co. Ip. 28640:005. 24X 

Fiche: 50-313, 84/10/23, 8501290327. 


8501070299 Forwards Physical Security Insp Repts 50-313/84-32 Sc 
50-368/84-32 on 841113rl6. No violation or deviation noted, 

HUNTER, D.R. Region 4, Office of Director. 84/12/26. GRIFFIN, J. M. 
Arkansas Power Sc Light Co. 2pp. 28218:180. 24X 

Fiche: 50-313, 84/12/26, 8501070299. 

—8501070308 Physical Security Insp Repts 50-313/84-32 Sc 50-368/84-32 on 
841113-16. No violation nqtedMfIssjor areas Inspected: security 
program audit, testing Sc maint access control detection aids 
Sc communijpaitions. Details withheld <Ttf 10CFR73. 21). 

EVANS, C. A/, KELLY, J. A., EVERETT, R. J. Region 4, Office of Direcitqr. 
84/12/26. 2pp. 28218:182. 24X Fiche: 50-313, 84/12/26,8501070299. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants, for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 
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3»011S02i5 Rev 0 to Procedure 1905.003 “Radiological Protection 
Requirements for Post-Accident Sampling of Reactor Coolant. “ 

LEVINE, J.M. Arkansas Power «< Light Co. 85/01/10. Bpp. 28455:157. 
24X Fiche; 50-313, 85/01/10, 8501 180215. 


8501240387 Rev 1 to Emergency Plan Implementing Procedure 1903. 03, 
"Assignment of Personnel to Emergency Response 
Organization. " 

* Arkansas Power & Light Co. 85/01/14. Bpp. 28526:170. 24X 

Fiche: 50-313. 85/01/14, 8501240387. 


8501280163 Forwards FEMA final radiological emergency preparedness 
exercise rept evaluation of offsite emergency response 
capabilities. Rept contains evaluations of 840321 exercise Sc 
840531 remedial exercise by State of AR. W/o end. 

HUNTER, D.R, Region 4, Office of Director. 85/01/21. ORIFFIN, J, M. 
Arkansas Power Sc Light Co. Ip. 28569:354. 24X 

Fiche: 50-313, 85/01/21, 8501280163. 


8501280281 Requests assistance in arranging for personnel access to 
site during wk of 850128 to make mods to Health Physics 
Network equipment. 

KAY.B. J. Region 4, Office of Director. 85/01/22. GRIFFIN, J. M. 
Arkansas Power 8e Light Co. Ip. 28569:007. 24X 

Fiche: 50-313, 85/01/22, 8501280281. 


P. Operating license stage documents 8< correspondence 


8501160255 Further response to FOIA request for documents re IGSCC in 
spent fuel pools Sc pool assemb 1 ies. Forwards documents listed 
in App D. App D documents also available in PDR. App £ 
documents withheld (ref FOIA Exemptions 4 & 5). 

FELTON, J. M. Division of Rules and Records. 84/06/25. BELL, N. 
Nuclear Information & Resource Service. 4pp. 28432:072. 24X 

Fiche: 50-000, 84/06/25, 8501160255. 


— 8501160263 Forwards "Topical Rept on Exams of Portions of Reactor Bldg 
Spray Sys Piping From Arkansas Nuclear Plant 1. " Leaks due 
to IGSCC on inside of piping caused by chloride ion. Source 
unknown. Item could pose generic problem. 

BERRY, W. E. Battelle Memorial Institute, Columbus Laboratories. 
75/02/07. SEYFRIT, K. B. Atomic Energy Commission. 2pp. 

28432: 076. 24X Fiche: 50-000, 84/06/25, 8501160255. 


*8501160272 "Topical Rept on Exams of Portions of Reactor Bldg Spray Sys 
Piping From Arkansas Nuclear Plant 1. " 

BERRY, W. E. , STIEGELMEYER, W. , BOYD, W. K. Battelle Memorial 
Institute, Columbus Laborator ies. 75/02/07. Atomic Energy 
Commission. 29pp. 28432:078. 24X Fiche; 50-000, 84/06/25, 

8501160255. 


8501080445 Summary of 841108 meeting w/C-E it Core Protection 
Calculators Owners Group re long-term improvement program. 
Detailed description of program will be presented in Apr 
1985. List of attendees end. 

LEE, R.S. Operating Reactors Branch 3. 84/12/09. MILLER, J. R. 

Operating Reactors Branch 3. 3pp, 28271:105. 24X 

Fiche; 50-000, 84/12/09, 8501080445. 


S50102023B Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown, per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201. 

HOSLER, A. G. Babcock 8t Wilcox Operating Plants Owners Group. 

84/12/14. KADAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143; 266. 24X Fiche: 50-000, 84/12/14, 8501020238, 


B501020464 Forwards Amends 88 St 60 to Licenses DPR-51 8< NPF-6, 
respectively, safety evaluation & EG&G technical evaluation 
rept. Amends incorporate requirements of 10CFR50, App I re 
radiological effluent Tech Specs. 

MILLER, J.R. Operating Reactors Branch 3. STOLZ, J. F. Operating 
Reactors Branch 4. 84/12/14. ORIFFIN, J.M. Arkansas Power Si Light 

Co. 2pp. 28179:013. 24X Fiche: 50-313, 84/12/14, 8501020464. 


—8501020473 Amends 88 Si 60 to Licenses DPR— 51 Sc NPF— 6, respectively, 
incorporating requirements of 10CFR50, App I re radiological 
effluent Tech Specs. 

STOLZ,J. F. Operating Reactors Branch 4. 84/12/14. 163pp. 

28X79:015. 24X Fiche; 50-313, 84/12/14, 8501020464. 


•8501020478 Safety evaluation supporting Amends 88 Sc 60 Licenses DPR-51 
St NPF-6, respectively. 

e Office of Nuclear Reactor Regulation, Director. 84/12/14. 8pp. 
28179; 178. 24X Fiche: 50-313, 84/12/14, 8501020464. 


-8406270044 "Radiological Effluent Tech Specs <RE;tS> Implementation - 
Arkansas Nuclear One, Units 1 tc 2. " 

SERRANO, W;, DUCE, S. W. , HANDLER, J. W. EGSiG, Inc. FIN A-6459. 
EGO-PBS-6628. 84/05/31. NRC - No Detailed Affiliation Given. 

36pp. 28179:186. 24X Fiche: 50-313, 84/12/14, 8301020464. 


85010B0652 Forwards request for addl info on TMI Action Item II.D. 1 re 
performance testing of relief & safety valves. Response 
requested within 30 days. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/18. GRIFFIN, J.M. 

Arkansas Power St Light Co. 7pp. 28243:351. 24X 

Fiche: 50-313. 84/12/18. 8501080652. 


8501020035 Forwards Amend 89 to License DPR-51 St safety evaluation. 
Amend revises Tech Specs re number of instrument channels 
for detection of pressurizer level after upgrade mods. 

VISSING, G. S. Operating Reactors Branch 4. 84/12/20. GRIFFIN, J.M. 

Arkansas Power Si Light Co. 2pp, 28169; 221. 24X 

Fiche: 50-313, 84/12/20, 8501020035. 


— 8501020038 Amend 89 to License DPR-51, revising Tech Specs re number of 
instrument channels for detection of pressurizer level after 
upgrade mods. 

STOLZ, J. F. Operating Reactors Branch 4. 84/12/20. 4pp, 

28169: 223. 24X Fiche: 50-313, 84/12/20, 8501020035. 


— 8501020040 Safety evaluation supporting Amend 89 to License DPR-51. 

* Office of Nuclear Reactor Regulation, Director. 84/12/20. 2pp. 
28169:227. 24X Fiche: 50-313, 84/12/20, 8501020035. 


8501020118 Forwards Amend 90 to License DPR— 57 Sc safety evaluation. 
Amend revises Tech Specs to allow 10-yr hydrostatic test of 
secondary sys using steam instead of water. 

VISSING, G.S. Operating Reactors Branch 4. 84/12/20. GRIFFIN, J.M. 

Arkansas Power Sc Light Co. 2pp. 28164: 347. 24X 

Fiche; 50-313, 84/12/20, 8501020118. 


— 8501020121 Amend 90 to License DPR-51, revising Tech Spec to allow lO-yr 
hydrostatic test of secondary sys using steam instead of 
water. 

STOLZ, J.F. Operating Reactors Branch 4. 84/12/20. 4pp. 

28164: 349. 24X Fiche: 50-313, 84/12/20, 8501020118. 


— 8501020133 Safety evaluation supporting Amend 90 to License DPR-51. 
e Office of Nuclear Reactor Regulation, Director. 84/12/20. 2pp. 
28164:353. 24X Fiche: 50-313, 84/12/20, 8501020118, 


8501030062 Forwards Amend 91 to License DPR-51 Sc sa-fety evaluation. 
Amend revises Tech Specs by providing operating 
requirements Sc limiting conditions for operation. Amend 
completes actions re TMI Action Plan Item II. E. 1.2. 

VISSING, G.S. Operating Reactors Branch 4. 84/12/20. GRIFFIN, J. M. 

Arkansas Power Sc Light Co. 2pp. 28190:247. 24X 

Fiche: 50-313, 84/12/20, 8501030062. 


— 8501030071 Amend 91 to License DPR-51, revising Tech Specs by providing 
operating requirements, 1 imi ting conditions for operation Sc 
surveillance requirements for upgrades in emergency 
feedwater sys. 

STOLZ, J. F. Operating Reactors Branch 4. 84/12/20. 27pp. 

28190:249. 24X Fi ch e: 50-313, 84/12/20, 8501030062, 


— 8501030089 Safety evaluation supporting Amend 91 to License DPR-51. 

•e Office of Nuclear Reactor Regulation, Director. 84/12/20. 2pp. 
28190:276. 24X Fic he: 50-313, 84/12/20, 8501030062. 


8501030099 Forwards Amend 92 to License DPR-51 8i safety evaluation. 
Amend revises Tech Specs to support operation at full-rated 
power in Cycle 7. 

VISSING, G.S. Operating Reactors Branch 4. 84/12/20. GRIFFIN, J. M. 

Arkansas Power S< Light Co. 2pp, 28192:282. 24X 

Fiche: 50-313, 84/12/20, 8501030099. 


— 8501030104 Amend 92 to License DPR-51 revising Tech Specs to support 
operation at full-rated power in Cycle 7. 

STOLZ, J.F. Operating Reactors Branch 4. 84/12/20. 25pp. 

28192; 286. 24X Fiche; 50-313, 84/12/20, 8501030099. 


— 8501030111 Safety evaluation supporting Amend 92 to License DPR-51. 

* Office of Nuclear Reactor Regulation, Director. 84/12/20. 9pp. 
28192:311. 24X Fiche: 50-313, 84/12/20, 8501030099. 


8501030078 Requests change in amend to Tech Specs which would place 
upper limit of time in terms of EFPD for operation u/axial 
power shaping rods within 60 days of ltr date. 

STOLZ, J.F. Operating Reactors Branch 4. 04/12/26. GRIFFIN, J. 

Arkansas Power & Light Co. 2pp. 28190:359. 24X 

Fiche; 50-313, 84/12/26, 8501030078. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Gualif ication of Electric Eq.uipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 
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8501280321 Summary of 841127 meeting iu/1 i c ensee> BNL & D&U in 
Bethesda> MO re Tech Specs* Cycle 7 operation 8c future cycle 
operation. Attendance list & vieutgraphs encl. 

VISSINO, ©. S. Operating Reactors Branch 4. 84/12/27. Operatina 

Reactors Branch 4. 58pp. 28573:330. 24X Fiche: 50-313. 84/12/27* 


Forwards Insp Repts 50-313/84-28 & 50-368/84-28 on 
840918-21. No violation or deviation noted. 

HUNTER. D.R. Region 4. Office of Director. 84/12/24. GRIFFIN. J M 
Arkansas Power & Light Co. 2pp. 28246:207 24X 

Fiche: 50-313. 84/12/24. 8501080169 


8501100411 Forwards safety evaluation re 10-yr surveillance of reactor 
bldg containment tendons. Tendon surveillance acceptable. 

STOLZ. J. F. Operating Reactors Branch 4. 84/12/28. GRIFFIN, J M 

Arkansas Power 8c Light Co. 2pp. 28357- 186 24X 

Fiche: 50-313. 84/12/28. 8501100411 


8501100418 Safety evaluation supporting 10-yr surveillance of reactor 
bldg containment tendons. 

* Office of Nuclear Reactor Regulation. Director. 84/12/28. 3do 
28357:188. 24X Fiche: 50-31 3. 84/12/28. 8501 10041 1. 


8501080492 Requests submittal of addl fee for review of 830914 
application for amend to Licenses DPR-51 8c NPF-6. Final 
review determined that Class III fee required instead of 
Class II. 

DIGGS.R, M. License Fee Management Branch. 84/12/31. GRIFFIN. J 
Arkansas Power 8c Light Co. Ip. 28264:354. 24X 

Fiche: 50-313. 84/12/31, 8501080492. 


U. 


8501110115 Forwards brief description of safety evaluation for desion 
changes completed in 1983. per 10CFR50. 59. 

ENOS. J. T. Arkansas Power 8c Light Co. 84/12/31. STOLZ, J F 
Operating Branch 4. MILLER. J.R. Operating Reactors Branch 

3. 18 pp, 28314:303. 24X Fi che: 50-313. 84/12/31. 8501 1 101 15 . 


8501180382 Informs that no addl Tech Spec changes necessary to further 
reduce number of required cold fast diesel generator 
starts for surveillance testing, per Generic Ltr 84-15. Cold 
starts not required to satisfy testing requirements. 

ENDS, J. T. Arkansas Power 8c Light Co. 85/01/09. EISENHUT. D 0 

Licensing. 2pp. 28454:145. 24X Fiche: 50-313, 85/01/09. 


-8501080181 Insp Repts 50-313/84-28 8c 50-368/84-28 on 840918-21. No 
violation or deviation noted. Major areas inspected: 
surveillance program (Unit 1), welding program (Units 1 8c 2) 

8c followup on previously identified item. 

STEWART, R. C. , NORMAN. D. E. , HUNTER. D.R. Region 4. Office of 

28246:209. 24X Fiche: 50-313. 84/12/24. 


Security Insp Repts 50-313/84-32 8c 
50-368/84-32 on 841113-16. No violation or deviation noted. 

HUNTER. D. R. Region 4. Office of Director. 84/12/26. GRIFFIN. U M 
Arkansas Power 8c Light Co. 2pp. 28218- 180 24X 

Fiche: 50-313. 84/12/26, 8501070299 


Repts 50-313/84-32 8c 50-368/84-32 oi 
841113— 16. No Violation noted. Major areas inspected: security 
program aud it, testing 8c maint access control detection aids 
8c communications. Details withheld (ref 10CFR73 21) 

KELLY. J. A., EVERETT. R.J. Region 4, Office of Director. 
84/12/26. 2 pp. 28218 : 182 . 24X Fich e: 50-313, 84/12/26, 8501070299. 


50-313/84-30 8c 50-368/84-30 on 
841022-26. No violation or deviation noted. 

HUNTER, D. R. Region 4, Office of Director. 84/12/26. GRIFFIN, J M 
Arkansas Power 8c Light Co. 2pp. 28245:331 24X 

Fiche: 50-313. 84/12/26. 8501080141 


8501080153 Insp Repts 50-313/84-30 8c 50-368/84-30 on 841022-26. No 
violation or deviation noted. Major areas inspected: radiation 
protection activities during Unit 1 refueling outage, 
including mgt controls 8c organization. 

1 I^^RRAY.B. , MARTIN, L. Region 4, Office of Director. 
84/12/21, 6pp. 28245:333. 24X Fich e : 50-313, 84/12/26, 8501080141 . 


8501290759 Forwards corrected Page 40 of Amend 91 to License DPR-51. 
deleting Parts a 8c b of Spec 3. 4. 1. 1. 

VISSING, G. S. Operating Reactors Branch 4. 85/01/15. GRIFFIN, J 

Arkansas Power 8c Light Co, 2pp. 28640: 361, 24X 

Fiche: 50-313. 85/01/15, 8501290759. 


-8501290760 Corrected Page 40 to Amend 91 to License DPR-51, deleting 
Parts a 8c b of Spec 3. 4. 1. 1 re turbine cycle components. 


* Operating Reactors Branch 4. 85/01/15 

Fiche; 50-313, 85/01/15, 8501290759. 


Ip. 28640:363. 24X 


8501300685 Forwards Page 8 to safety evaluation 8c Tech Spec Pages XVII 
8c 1-9, inadvertently omitted from Amends 88 8c 60 to Licenses 
DPR-51 8c NPF-6, respectively, due to reproduction error. 

MILLER, U.R. Operating Reactors Branch 3, 85/01/16. GRIFFIN. U M 

Arkansas Power 8c Light Co, 2pp. 28671:213 24X 

Fiche; 50-313. 85/01/16. 8501300685. 


•-8501300694 Page 8 to safety evaluation covering environ consideratio 
inadvertently omitted from Amends 88 8c 60 to Licenses DPR-51 
8c NPF-6. respectively, due to reproduction error. 

* NRC - No Detailed Affiliation Given. 85/01/16. 3pp. 

28671:215. 24X Fiche: 50-313. 85/01/16, 8501300685. 


Q. ^Inspection reports, IE Bulletins 8c correspondence 


8501020454 Forwards Insp Repts 50-313/84-31 8c 50-368/84-31 on 841101-23 
8c notice of violation. 

HUNTER, D.R. Region 4. Office of Director. 84/12/18. GRIFFIN. U.M 
Arkansas Power 8c Light Co. 2pp, 28156: 140. 24X 

Fiche: 50-313. 84/12/18. 8501020454 


—8501020459 Notice of violation from insp on 841101-23. 

* Region 4, Office of Director. 84/12/18. 12pp. 28156: 142 

Fiche; 50-313. 84/12/18, 8501020454. 


aouio400ii Ack receipt of 841116 ltr informing NRC of steps 
correct violations noted in Insp Repts 50-313/84-26 8c 
50-368/84-26. 

HUNNICUTT, D. M. Region 4, Office of Director. 84/12/31. 
GRIFFIN, J.M. Arkansas Power 8c Light Co. 2pp. 28182:076. 
Fiche: 50-313, 84/12/31, 8501040011 






24X 


-8501040025 Responds to NRC 841017 ltr re violations noted in Insp Repts 
** 50-368/84-26. Corrective actions: Procedure 
2405. 17 re reactor trip sys breaker insp revised to 
emphasize need to measure 8c record as-left condition, 

ENOS. J, T. Arkansas Power 8c Light Co. 84/11/16. DENISE, P. P. 

Resident. Reactor Project 8c Engineering Programs. 4pp. 

28182:078. 24X Fiche: 50-313, 84/12/31. 8501040011. ^ 


8501110012 Ack receipt of NRC 841120 request for addl info re second 
10-yr inservice insp program. Due to current refueling outage 
activities 8c mail delays. response delayed until 850131. 

ENOS, J. T. Arkansas Power 8c Light Co. 84/12/31, STOLZ, U. F. 
Operating Reactors Branch 4. Ip, 28314-343 24X 

Fiche: 50-313, 84/12/31, 8501110012. 


8501250530 Informs that NRC review of encl 850106 ltr re inservice insp 
during Refueling Outage 1R6 comp leted. Based on review 8c 
850106 discussions, facility may be returned to power 
operations. 

MARTIN, R. D. Region 4, Office of Director. 85/01/07. GRIFFIN, J M 
Arkansas Power 8c Light Co. 2pp. 28562:207 24X 

Fiche: 50-313, 85/01/07. 8501250530, 


8501250537 Confirms 850104 telcon re potentially fraudulent records of 
inservice insp during Refueling Outage 1R6. Util knows of no 
discrepancies in first 10-yr interval of inservice insp 
program. List of insps performed by contractor encl, 

ENOS. J. T. Arkansas Power 8c Light Co. 85/01/06. MARTIN. R. D. 

Region 4. Office of Director. lOpp, 28562:209 24X 

Fiche: 50-313. 85/01/07. 8501250530. 


—8501020465 Insp Repts 50-313/84-31 8c 50-368/84-31 on 841101-23 
Violation noted; excessive combustibles found in Elevation 
317 general access area. 

JOHNSON* W. D. , HARRELL. P, H. . MARTIN, L. E. Reg ion 4, Office of 
SSOIOsSm 28156:143. 24X Fiche: 50-313, 84/12/18. 


8412190503 IE info Notice 84-94. ’’Reconcentration of Radionuclides 
involving Discharges Into Sanitary Sewage. Sys Permitted 
Vndar 10CFR20. 303. " Sve list encl. 

Emergancy Preparedness 8< Engineering Respons 
(Post rapi03). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042, 24X Fiche: 50-000. 84/12/21. 84X2190503. 


85011502S7 Ack receipt of 840615,0629 8c 1031 Itrs informing NRC of 
steps taken to correct violations noted in Insp Repts 
50—313/84—11 8c 50-368/84— 1 1. Factors for deviating from 
vendor maint requirements listed, 

HUNTER. D.R. Region 4, Office of Director, 85/01/08, GRIFFIN, J. M. 
Arkansas Power 8c Light Co. 2pp. 28382:042 24X 

Fiche; 50-313. 95/01/08. 8501150287. 


—8501150292 Forwards addl rasponse to Insp Repts 50-313/84-11 8c 
50-368/84-11, Error noted in Item A, 3. Original stud matl 
erroneously referred to as ASTM-A-194, Grade 7. Review of 
cleanliness control completed as stated in Item 4. 

ENOS. J. T, Arkansas Power !< tight Co. 84/10/31. HUNTER. D.R. 
Region 4. Office of piftetor, Bpp. 28382:044. 24X 

Fiche: 50-313. 85/01 /OS. 850i 1 50287. 
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8501250505 Forwards Insp Repts 50-313/84-33 Sc 50-368/84-33 on 
841114-15. No violation or deviation noted. 

HUNTER/ D. R. Region 4, Office of Director. 85/01/09. GRIFFIN. J.M, 
Arkansas Power St Light Co. 2pp. 28562: 297. 24X 

Fiche: 50-313. 85/01/09. 8501250505. 


— 8501250509 Insp Repts 50-313/84-33 Sc 50-368/84-33 on 841114-15. No 
violation or deviation noted. Major areas inspected; radiation 
protection activities during refueling outage. Including 
training Sc qual if ications of new personnel. 

HOLLEY, W,L.. CHANEY. H. D. . MURRAY. B. Region 4. Office of Director. 
85/01/07. 6pp. 28562:299. 24X Fiche : 50-313. 85/01/09. 8501250505. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. J.N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501150109 Forwards GA Program Insp Repts 99900400/84-03.99900023/84-01 
Sc 99900875/84-01. Requests evaluation of findings re quality 
Sc acceptability of product or svc provided by vendors. W/o 
end. 

HUNTER, D.R. Region 4. Office of Director. ’ 85/01/10. GRIFFIN. J.M. 
Arkansas Power Sc Light Co. 2pp. 28385:269. 24X 

Fiche: 50-313. 85/01/10. 8501150109, 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/1 1. 8501080502. 


8501250357 Forwards Insp Repts 50-313/84-37 7 50-368/84-37 on 
841214-31. No violation or deviation noted. 

HUNTER. D.R. Region 4. Office of Director. 85/01/14. GRIFFIN. J. M. 
Arkansas Power Sc Light Co. 2pp. 28561:313. 24X 

Fiche: 50-313, 85/01/14. 8301250557. 


— S501250564 Insp Repts 50-313/84-37 Sc 50-368/84-37 on 841210-31. No 
violation or deviation noted. Major areas inspected: 
operational safety verification, maint. survei llance Sc 
facility mods. 

JOHNSON. W. D. , HARRELL. P. H. . MARTIN.L. E. Region 4. Office of 
Director. 85/01/14. 7pp. 28561:315. 24X Fiche: 50-313. 85/01/14. 

8501250557. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). S5/0I/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness 8e Engineering 
Response (Post S30103). 85/01/17. Consolidated Edison Co, of New 

York. Inc. 109pp. 28613:169. 24X Fiche; 50-000, B5/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN.E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc. lOSpp. 28692:186. 24X Fich e; 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York. Inc. 109pp. 28692: 001, 24X Fich e; 50-000. 85/01/23. 0501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments." Svc list cncl. 

GRACE. J.N. Division of QAi. Safeguards St Insp Programs 
(830103-050212). 85/01/29, Consolidated Edison Co. of Ntw York. 

Inc. 67pp. 28692:295, 24X Fiche; 50-000. 85/01/29. S501250352, 


R. Pariqtfic pperating; r*port# <k related correspondence 



850124Q21S Mimtyhly op^r^ for Nov 1984. W/841215 Itr. 

MORTON. K.L.. ENOS. J. T. Arkansas Power ft Light Co. 84/11/30. 
BASSETT. H.S. Division of Automated Information Services^ 6pp. 

28543:197, 24X Fiche; 50-313. 84/1 1/30. 8501240218. 


S. Reportable occurrences, LERs & related correspondence 


8501300065 LER 82-031/01T-1: on 821216. plugs found installed in reactor 
bldg sensing ports PT-2406 St PT-2408. Possib ly caused by 
failure to remove plugs during Feb 1981 integrated leak rate 
test. Plugs removed Sc test cover sheet re vised. W/8501 18 Itr. 

THORNTON. R. B. . ENOS, J, T. Arkansas Power & Light Co. 85/01/18. 3pp. 

28678:282. 24X Fiche: 50-313. 85/01/18. 8501300065. 


V/. Operator Examinations 


8501280475 Requests waiver on completion of annual simulator 
requal if ication training of licensed operators for 1984-85 
requalification training yr. Onsite simulator will be 
operational during Third Quarter 1985. 

ENOS. J. T. Arkansas Power St Light Co. 84/12/18. HUNTER. D. R. Region 
4, Office of Director. 2pp. 28565:017. 24X Fiche: 50-313, 84/12/18. 

8501280475. 


DOCKET 50-315 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency Sc fire protection plans 


8501070456 Forwards request for addl info re util 810619 S< 820929 
submittals concerning SPDS. Response within 60 days of Itr 
date requested. 

VARGA. S. A. Operating Reactors Branch 1. 84/12/24. DOLAN. J. 

Indiana Sc Michigan Electric Co. DOLAN. J. American Electric Power 
Service Corp. 9pp. 28241:001. 24X Fiche: 50-315. 84/12/24. 

8501070456. 


8501020313 Rev 2 to Emergency Plan Procedure PMP 2081 EPP. 014, “Offsite 
Dose Assessment. " 

* Indiana Sc Michigan Power Co. 84/12/26. 9pp. 28143:006. 24X 

Fiche: 50-315. 84/12/26. 8501020313. 


8501070167 Rev 4 to Emergency Plan Procedure PMP 2080 EPP. 006. 
"Initial Dose Assessments (Gaseous). ” 

BAKER. K.R. Indiana Sc Michigan Power Co. 84/12/28. 37pp. 

28207:183. 24X Fiche: 50-315, 84/12/28. 8501070167. 


8501140083 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security Sc 
emergency response to reduce reactor site training time. 

KEPPLER, J. 0. Region 3. Office of Director. 84/12/28. DOLAN. J. E. 
American Electric Power Service Corp. DOLAN. J.E. Indiana Sc Michigan 
Power Co. 2pp. 28377:276. 24X Fiche: 50-315. 84/12/28. 8501140083. 


8501090008 Rev 2 to Plant Manager Procedure Emergency Plan Procedure 
PMP 2081 EPP. 004. "Protective Action Guides (PAOs) Sc 
Protective Actions. " . 

* Indiana Sc Michigan Electric Co. 85/01/03. 5pp. 28255:061. 24X 

Fiche: 50-315. 85/01/03. 8501090008. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13Bpp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501160091 Informs that ATScT scheduled Region III Health Physics 
Network (HPN) mods for wk of 850121 in effort to reduce 
circuit blockage caused by privacy feature. ATScT personnel 
need access to all HPN extensions at plants in Region III. 

HIND. J. A. Region 3. Office of Director. 85/01/11, DOLAN. J, E. 
American Electric Power Service Corp. DOLAN. J.E. Indiana & Michigan 
Electric Co. Ip. 28410:266. 24X Fiche; 50-315, 85/01/11. 8501160091. 


6501170065 Rev 2 to Plant Manager Procedure Emergency Plan Procedure 
PMP 2080 EPP. 009. "Fire Emergency Guidelines," 

SMITH. W.. BLIND. A.. BTIETZEL.J. Indiana St Michigan Electric Co. 
85/01/11. 7pp. 28426:001. 24X Fiche; 50-315. 85/01/11. 8501170065. 


8501290118 Responds to NRC 841214 ltr re violations noted in Insp Repts 
50-315/84-19 Sc 50-316/84-21. Corrective actions: fire damper 
to cable vault supply fan repaired. Administrative changes 
implemented. 

ALEXICH.M. P. Indiana Sc Michigan Electric Co, :80/Ol/ll. 

KEPPLER. J.G. Region 3. Office of Director. Spipi 28616:040. 24X 

Fiche: 50-315, 85/01/11, 8501290118. 


8501230200 Revs to emergency plan implementing procedures, including Rev 
2 to PMP 2082 EPP. 005. "Tests Drills Sc Exercises’* Sc Rev 1 to 
PMP 2082 EPP. 007, "Emergency EdU ip ment .Sc Supplijsa, " 

e Indiana Sc Michigan Electric Co. 85/01/17. iLlpp, 28512:281. 24X 

Fiche: 50-315, 85/01/17, 8501230200. 
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8501250119 Rev 2 to Emergency Plan Implementing Procedure PMP 2080 
EPP.Oll* "Natural Emergency Guidelines." 

* Indiana & Michigan Power Co. 85/01/21. 13pp. 28551:335. 24X 

Fiche: 50->315, 85/01/21- 8501250119. 


8501290488 Forwards Change Sheet 5 to Rev 1 to Procedure 15. 1- 
"Noncompliance & Corrective Action. " Procedure used to 
effect corrective action for noncompliances identified 
during emergency response exercises. 

ALEXICH- M. P. Indiana St Michigan Electric Co. 85/01/24. Record 
Services Branch (Document Control Desk). Ip. 28616:072. 24X 

Fiche: 50-315. 85/01/24. 8501290488. 


— 8501290491 Change Sheet 5 to Rev 1 to Procedure 15. 1. "Noncompliance 
St Corrective Action. " 

KROEOER. R. F. American Electric Power Service Corp. 84/12/05. 

6pp. 28616:073. 24X Fiche: 50-315. 85/01/24. 8501290488. 


I. Financial information 


8501040266 "Annual Rept* 1983. " M/1984 internal cash flow projection St 
841221 Itr. 

ALEXICH. M. P. Indiana St Michigan Electric Co. 83/12/31. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director, 36pp. 28208: 156. 

24X Fiche: 50-315. 83/12/31. 8501040266. 


P. Operating license stage documents Sc correspondence 


8501020337 Forwards responses to 13 items re plant-specific design info 
required for Westinghouse plants, incorporating automatic 
shunt trip mod. per Generic Ltr 83-28. U/one oversixe drawing. 

Aperture card available in PDR. 

ALEXICH. M.P. Indiana Sc Michigan Electric Co. 84/12/21. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 23pp. 28139:102. 

24X Fiche: 50-315. 84/12/21. 8501020337. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT.D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501020241 Application for amends to Licenses DPR-58 Sc DPR-74. changing 
Tech Spec Sections 3/4, 6. 5. 1 - 3/4. 6, 5. 3 for Unit 1 Sc 
Section 3/4. 6. 5. 1 for Unit 2. to make ice condenser Tech 
Specs identical. 

ALEXICH.M.P. Indiana Sc Michigan Electric Co, 84/12/28. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 6pp. 28143:252. 

24X Fiche; 50-315. 84/12/28. 8501020241. 


— 8501020246 Proposed Tech Spec changes to Section 3/4. 6. 5. 1 - 3/4. 6. 5. 3 
for Unit 1 Sc Section 3/4. 6. 5, 1 for Unit 2. making ice 
condenser Tech Specs identical. 

* Indiana Sc Michigan Electric Co. 84/12/28. 8pp. 28143:258. 

24X Fiche: 50-315. 84/12/28. 8501020241. 


8501100181 Notifies of Intention to replace low pressure turbine rotor 
w/spare rotor of "monoblock" design. Shipment of rotor 
expected in Feb 1986. Installation anticipated in late 1986 
during refueling outage. 

ALEXICH.M.P. Indiana Sc Michigan Electric Co. 85/01/03. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 2pp. 28296:354. 

24X Fiche; 50-315.85/01/03. 8501100181. 


8501150138 Advises that 831003 Sc 841016 submittals of updated QA 
programs reviewed. Based on 841227 S( 850103 discussions, revs 
satisfy requirements of 10CFR50. App B S( acceptable. 

SPESSARD. R, L. Regions. Office pf Director. 85/01/09. DOLAN. J. E, 
American Electric Power Service Corp, DOLAN. U. E. Indiana Sc Michigan 
Electric Co, Ip, 28385:273; 24X Fiche: 50*315. 85/01/09, 8501 150138. 

8501160514 Requests essistance in reviewing^ 841228 application to amend 
Licenses ESPR*5B tc DPR-74 to make Ice condlenser Tech Specs 
for both units identical. Target daitie for response is 850501. 

El8^HUT. D.Gc DlVisidn of Lij^eneiWfl, 85/01/09. N0RELIU8. C. E. 

Region 3. Office of Director. Ip. 28439:345. 24X 

Fiche: 50-315.85/01/09. 8501160514; 


8501280748 Advises thet 840723 request for relief from hydrostatic 
testing requirements granted. Coda requirements for specified 
sys impractical. Class 2 sys to be tested hydrostatically at 
60 F min temp, w/listed exceptions. SER end. 

VARGA. 8. A, Operating Reactors Branch 1. 85/01/10. DOLAN. J. 

Indiana St Michigan Electric Co. DOLAN. J, American Electric Power 
Servic* Gqrp. 3pp. 28629:084^. 24X Fiche: 50-315. 85/01/10, 

850128 ^ 8 ^: ■ • ■ -'f- 


— 8501280753 SER supporting 840723 request for relief from ASME Code 
Section XI hydrostatic test requirements, 

# NRC - No Detailed Affiliation Given. 85/01/10. 5pp, 
28629:087. 24X Fiche: 50-315. 85/01/10. 8501280748. 


8501160424 Notification of 850124 meeting w/Westinghouse in Bethesda.MD 
to discuss analysis methods for main steam line break inside 
containment. Portions include proprietary discussions. 

Attendance will be limited. 

WI60INT0N. D. L. Operating Reactors Branch 1. 85/01/11. VARGA. S. A. 

Operating Reactors Branch 1. 2pp. 28432:354. 24X 

Fiche: 50-315. 85/01/11. 8501160424. 


8501290099 Forwards safety evaluations addressing compliance of environ 
qualif ication of electrical equipment important to safety 
W/10CFR50. 49. Equipment qual if ication program acceptable. 

VARGA. S. A. Operating Reactors Branch 1. 85/01/11. DOLAN, J. 

Indiana & Michigan Electric Co. DOLAN, J. American Electric Power 

Service Corp. 2pp. 28646:169. 24X Fiche: 50-315, 85/01/11, 

8501290099. 


•8501290107 Safety evaluation supporting environ qualification of 
electric equipment important to safety, per NUREO-0588. 

Office of Nuclear Reactor Regulation, Director. 85/01/11. 
20pp. 28646:171. 24X Fiche: 50-315, 85/01/11, 8501290099. 


B50121008B Responds to RCS vent sys design (TMl Item II.B. 1) in safety 
evaluation end in SA Varga 830831 ltr. Commitment to rack 
out RCS vent sys breakers during normal operation withdrawn. 

ALEXICH, M.P. Indiana St Michigan Electric Co, 85/01/15. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28470:081. 

24X Fiche: 50-315. 85/01/15, 8501210088. 


8501230293 Responds to 841126 request for addl info re schedule for 
providing addl info on spray additive sys surveillance 
requirements. Schedule for Items 1-3 not available until 
850628. Item 4 re procedures will be completed by 850331. 

ALEXICH, M.P. Indiana St Michigan Electric Co. 85/01/15. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28515:173. 

24X Fiche: 50-315, 85/01/15. 8501230293. 


8501240009 Forwards application fee for proposed amend to Licenses 
DPR-58 St DPR-74 re ice condensers. Check inadvertently 
omitted from application. 

ALEXICH.M.P. Indiana St Michigan Electric Co. 85/01/15. MILLER. W. 0. 

License Fee Management Branch. Ip. 28530:362. 24X 

Fiche: 50-315. 85/01/15, 8501240009. 


8501290147 Notification of 850206 meeting w/util in Bethesda.MD to 
discuss final efforts of licensee to resolve hydrogen 
control issue. 

WIGGINTON, D. L. Operating Reactors Branch 1. 85/01/15. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 28646: 109. 24X 

Fiche: 50-315, 85/01/15, 8501290147. 


8501230307 Advises of performance of analysis of radiation exposure 
concerning installation of wagon wheel loading restraints 
in primary cooling loop. Instrvice insp doses will be same 
order of magnitude as doses at simillar PWRs. 

ALEXICH.M.P. Indiana «, Michigan Electric Co. 85/01/17. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28508:335, 

24X Fiche: 50-315, 85/01/17, 8501230307. 


8501310474 Forwards SER re util 841221 response to Item 4.3 of 
Generic Ltr 83-26. Confirmation that shunt trip seismlcally 
qualified when results of Westinghouse Owners Group program 
completed requested, 

VARGA, 8. A. Operating Reactors Branch 1. 85/01/23. DOLAN, J. 

Indiana St Michigan Electric Co. 3pp. 28687:212. 24X 

Fiche: 50-315, 85/01/23, 8501310474. 


--B50131047B Safety evaluation supporting util response to Item 4.3 of 
Generic Ltr 83-28 re design mods for reactor breaker 
automatic shunt trip, 

* NRC - No Detailed Affiliation Given. 85/01/23. 12pp. 

28687:215, 24X Fiche; 50-315, 85/01/23, 8501310474, 


6501310460 Provides electrical equipment environ qualification 
certif ication of coetpiiiince w/l0CFR50^ 49i^ in response to 
Generic Ltr 84-24, Burveillance/maint/rep laeement progra® 
scheduled for 850331 implementation per IE Bulletin 79-OlB. 
ALEXICH.M.P. Indiana St Michigan Electric Co. 85/01/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 28660:050. 
24X Fiche: 50-315, 85/01/25, 8501310460. 


8501310432 Advises of NRC belief that relationship exists between 
prof ettitude of plant nrgt personnel St degree that health 
tc safety of public protected. Importance expressed re 
proper facility housekeeping St behavior in control room. 

KEPPLER, J. G. Region 3. Office of Director, 85/01/29. DOLAN, J, E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana St Michigan 
Electric Co. 3pp. 28656:161. 24X Fich e: 50-315. 85/01/29, 8501310432. 



146 


DOCKETED ITEMS 


--8501310436 Transmits concurrence copy of Itr distributed to every 
licensee in Region III re importance of proper facility 
housekeeping & control room behavior. Ltr should be placed 
in every docket file. 

SPEDER.L. Region 3. Office of Director. 85/01/29. Region 3, 
Office of Director. Ip. 28656:163. 24X Fiche." 50-315. 85/01/29, 

8501310432. 


Q. Inspection reports, IE Bulletins & correspondence 


8501080035 Forwards Insp Repts 50-315/84-20 & 50-316/84-22 on 
841014-16. No noncompliance noted. 

SHAFER, W.D. Region 3, Office of Director, 84/12/10. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 2pp. 28245:347. 24X Fiche: 50-315, 84/12/10, 8501080035. 


—8501080042 Insp Repts 50-315/84-20 & 50-316/84-22 on 841014-1 1 16. No 
noncompliance or deviations noted. Major areas inspected; 
actions on previous insp find ings, operational safety, 
reactor trip, survei 1 lance, LERs & maint. 

WRIGHT, G.C. Region 3, Office of Director. 84/12/10. 8pp. 

28245: 349. 24X Fiche: 50-315. 84/12/10, 8501080035. 


8501080052 Forwards Insp Repts 50-315/84-19 & 50-316/84-21 on 
840901-1026 8c notice of violation. 

SHAFER. W.D. Region 3, Office of Director. 84/12/14. DOLAN, J. E. 
American Electric Power Service Carp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 2pp. 28246:078. 24X Fich e: 50-315, 84/12/14, 8501080052. 


— 8501080055 Notice of violation from insp on 840901-1026. 

SHAFER, W.D. Region 3, Office of Director. 84/12/14. 2pp. 
28246: 080. 24X Fiche: 50-315, 84/12/14, 8501080052. 


—8501080062 Insp Repts 50-315/84-19 8< 50-316/84-21 on 840901-1026. 
Noncompliance noted: survei llance procedures lacking 
acceptance criteria. 

WRIGHT, G.C. Region 3, Office of Director. 84/12/12. 14pp. 

28246: 082. 24X Fiche; 50-315, 84/12/14, 8501080052. 


8501070413 Forwards exemption !« safety evaluation based on review of 
840308, 15 & 0511 requests for relief from certain inservice 
insp requirements for reactor coolant pump casing welds. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/18. DOLAN, J. 

Indiana & Michigan Electric Co. DOLAN, J. American Electric Power 
Service Carp. 5pp. 28222:321. 24X Fdc he: 50-315, 84/12/18, 

8501070413. 


— 8501070415 Safety evaluation supporting exemption from inservice insp 
St testing requirements, based on review of 840308,15 St 0511 
submittals. 

* Operating Reactors Branch 1. 84/12/18. 8pp. 28222:326. 24X 

Fiche: 50-315, 84/12/18, 8501070413. 


— 8501070419 Exemption from requirements of lOCFR 50, 55, allowing use of 
common start date for inservice insp 8( inservice testing. 

MIRAGLIA, F. J. Division of Licensing. 84/11/29. Indiana St 
Michigan Electric Co. 4pp. 28222:334. 24X Fiche; 50-315, 84/12/18, 

8501070413. 


S412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Si Engineering Response 
(Post 830103). 84/12/21, Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER, J. G, Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


S501140083 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, phy sical security it 
emergency response to reduce reactor site training time. 

KEPPLER, J, 6. Region 3, Office of Director. 84/12/28. DOLAN, J. E. 
American Electric Power Service Carp. DOLAN, U. E. Indiana it Michigan 
Power Co. 2pp. 28377:276. 24X Fiche: 50-315, 84/12/28, 8501140083. 


8501240184 Forwards Insp Repts 50-315/84-22 8e 50-316/84-24 on 
.841117-1221 & notice of violation. 

SHAFER, w:d. Regions, Office of Director. 84/12/31. DOLAN, J, E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana if Michigan 
Electric Co. 2pp. 28541: 330. 24X Fiche: 50-315, 84/12/31, 8501240184. 


— 8501240191 Notice of violation from insp on 841117-1221. 

SHAFER, W, D. Region 3, Office of Director. 84/12/31. 2pp. 
28541:332. 24X Fiche: 50-315, 84/12/31, 8501240184. 


— 3501240196 Insp Repts 50-315/84-22 & 50-316/84-24 on 841117-1221. 
Noncompliance noted; failure to use up-to-date procedure it 
failure to maintain control of personnel in C02 area. 

WRIGHT,0. C. Region 3, Office of Director. 84/12/31. 11pp. 

28541:334. 24X Fi ch e; 50-31 5. 84/12/31 , 8501240184. 


8501310505 Forwards Insp Repts 50-315/84-21 it 50-316/84-23 on 
841126-30 8< notice of violation. 

HIND, J. A. Region 3, Office of Director. 85/01/08. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN, J. E. Indiana & Michigan 
Electric Co. 2pp. 28685:120. 24X Fiche; 50-315, 85/01/08, S501310505. 


— 8501310510 Notice of violation from insp on 841126-30. 

HIND, J. A. Region 3, Office of Director. 85/01/08. 2pp. 
28685:122. 24X Fich e: 50-315. 85/01/08, 8501310505. 


— 8501310516 Insp Repts 50-315/84-21 & 50-316/84-23 on 841126-30, 
Noncompliance noted; failure to meet reporting requirements 
of Tech Spec 6. 9. 1. 7 & failure to develop it implement 
procedures required by Tech Spec 6.8.1. 

OESTMANN. M. J. , ROZAK, S. , SCHUMACHER, M. C. Region 3, Office of 
Directo’'. 85/01/08. 12pp. 28685:124. 24X Fiche: 50-315, 85/01/08, 

8501310505. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. '* Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche : 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation 8e Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fi ch e: 50-000. 85/01/1 1, 8501080502. 


B501290118 Responds to NRC 841214 ltr re violations noted in Insp Repts 
50-315/84-19 Sc 50-316/84-21 . Correc tive actions: fire damper 
to cable vault supply fan repaired. Administrative changes 
implemented. 

ALEXICH, M. P. Indiana & Michigan Electric Co. 85/01/11. 

KEPPLER, J.G. Region 3, Office of Director. 3pp. 28616:040. 24X 

Fiche: 50-315, 85/01/11, 8501290118. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post B30103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc. 108pp. 28692:186. 24 X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501310460 Provides electrical equipment environ qualification 
certification of compliance w/lOCFRSO. 49, in response to 
Generic Ltr 84-24. Survei llance/maint/rep lacement program 
scheduled for 850331 implementation per IE Bulletin 79-OlB. 
ALEXICH,M.P. Indiana Sc Michigan Electric Co. 85/01/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 28660:050. 

24X Fiche: 50-315, 85/01/25, 8501310460. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ’* Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp, 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence,” 


85012306Q2 Monthly operating rept for Nov 1984. W/ 84 i 2 a^ ltr ^ 

CLIMER, SVENSSDN, B. A. , SMITH, W. G. Indiana St Mich^ipn Electric Co. 
84/11/30. 10pp. 28538:345. 24X Fiche: 50-315, 84/11/30, B50123Q602. 
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S. Reportable occurrences* LERs St related correspondence 


B501080136 LER 84-030-00: on 841 129* h y drog en sampling not performed per 
Tech Specs. Caused by repairs taking place at time sampling 
was to be performed. Shorter sampling intervals established. 

W/841227 Itr. 

KRIESEL* T. A. I SMITH* W. G. Indiana & Michigan Electric Co. 84/12/27. 
2pp. 28245:360. 24X Fi ch e: 50-31 5* 84/12/27* 8501080136. 


8501020357 Special rept re 11 inoperable fire doors in excess of 7 
days. Caused by new door assemblies not fitting designated 
location 8t scheduling problems due to unforeseen 
installation & hardware problems. 

SMITH* W. G. Indiana & Michigan Electric Co. 84/12/28. Record 
Services Branch <Document Control Desk). 2pp. 28138:055. 24X 

Fiche: 50-315* 84/12/28* 8501020357. 


8501100765 LER 84-031-00: on 841209* axial flux difference monitor alarm 
restored to operable status w/o monitoring indicator once 
per hour. Reyualificat ion training program revised. W/850104 
Itr. 

BAKER.K. R. » SMITH* W. G. Indiana Sc Michigan Electric Co. 85/01/04. 
2pp. 28345:252. 24X Fiche: 50-315* 85/01 /04* 8501 100765. 


8501110119 Forwards LERs 84-032-00 Sc 84-033-00. 

SMITH* W. G. Indiana Sc Michigan Electric Co. 85/01/04. Record 
Services Branch <Document Control Desk). Ip. 28362:137. 24X 

Fiche: 50-315* 85/01/04* 8501110119. 


— 8501110131 LER 84-032-00: on 841206-17. hourly insp of inoperable fire 
doors not performed. Caused by coordination problems 
w/imp lementation of fire watch program. Insp frequency 
increased Sc use of log book implemented. 

STIET2EL* J. F. Indiana Sc Michigan Electric Co. 85/01/04. 2pp. 
28362:138. 24X Fi c h e: 50-31 5* 85/01 /04* 8501 1 10119. 


—0501110144 LER 84-033-00: on 841206* fire doors 313*343 Sc 314 not 
declared inoperable during post-maint review of Tech Spec. 
Caused by personnel error in interpreting procedures. 

Inspector reinstructed re door operabilty requirements. 
WILLIAMS* N. C. Indiana Sc Michigan Electric Co. 85/01/04. 2pp. 
28362:140. 24X Fi ch e: 50-31 5* 85/01 /04* 8501 1 101 19. 


8501210146 LER 84-034-00: on 841212* instruc tions for containment 
pressure relief procedures discovered w/step that could 
result in exceeding release limits of Tech Spec 3.11.2.1. 

Cause not stated. Step replaced. W/850101 Itr. 

BAKER*K. R. * SMITH* W. G. Indiana Sc Michigan Electric Co. 85/01/11. 
3pp. 28501:001. 24X Fi che: 50-31 5* 85/01 /1 1* 8501210146. 


8501240661 LER B2-057/03X-1: on 820716* east charging pump breaker racked 
during surveillance test performed to prove operability upon 
completion of pump malnt* contrary to Tech Spec 3. 1. 2. 3. 

W/850115 Itr. 

DRAPER* D. M. * SMITH* W. G. Indiana Sc Michigan Electric Co. 85/01/15. 
2pp. 28554:305. 24X Fiche: 50-315* 85/01/15* 8501240661. 


8501250010 LER 84-035-00: on 841221* during review of 18-month 
surveillance test procedure for ice condenser intermediate 
deck doors* seven doors exceeded Tech Spec requirement. Doors 
lubricated Sc tested. W/8S01 18 Itr. 

WILLIAMS* N. C. * SMITH* W.G. Indiana 8< Michigan Electric Co. 85/01/18. 
4pp. 28561:163. 24X Fiche: 50-315, 85/01/18* 8501250010. 


8501300499 NPDES noncompliance not! fication: 841227 iron concentration 
in effluent sample 3.1 ppm* exceed ing 1.0 ppm max daily 
limit. Caused when heating boiler drained into lake. 

SMITH* W, G. Indiana S< Michigan Electric Co. 85/01/22. KEPPLER* J. 0. 
Region 3* Office of Director. 2pp. 28677:185. 24X 

Fiche: 50-315. 85/01/22* 8501300499. 
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F. Security* medical* emergency St fire protection plans 


8501070456 Foruiards request for addl info re util 810619 Sc 820929 
submittals concerning SPDS, Response within 60 days of Itr 
date requested. 

VARGA* S, A. Operating Reactors Branch 1. 84/12/24. DOLAN* J. 

Indian# Michigan Electric Co. DOLAN* J. American Electric Power 
Service rtop, 9pp. 28241:001. 24X Fic he: 50-315* 84/12/24, 

8501070456. 

8501020313 Rev 2 to Emergency Plan Procedure PMP 2081 EPP. 014, "Offsite 
Dose Assessment. *’ 

e India^Mi «( Michigan Power Co. 84/12/26. 9pp. 28143:006. 24X 

Fiche: 84/12/26* 8501020313. 


3501070167 Rev 4 to Emergency Plan Procedure PMP 2080 EPP. 006, 
"Initial Dose Assessments (Gaseous)." 

BAKER, K. R. Indiana 8< Michigan Power Co. 84/12/28, 37pp. 

28207: 183. 24X Fiche: 50-315, 84/12/28* 8501070167. 


8501140083 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety* physical security & 
emergency response to reduce reactor site training time. 
KEPPLER.J.G, Region 3* Office of Director. 84/12/28. DOLAN* U. E, 

American Electric Power Service Corp. 2pp. 28377:276, 24X 

Fiche: 50-315* 84/12/28, 85011400B3. 


8501090008 Rev 2 to Plant Manager Procedure Emergency Plan Procedure 
PMP 2081 EPP. 004* "Protective Action Guides (PAGs) S< 

Protective Actions. " 

* Indiana St Michigan Electric Co. 85/01/03. 5pp. 28255:061. 24X 

Fiche: 50-315. 85/01/03. 8501090008. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 13Bpp. 67718: 161. 24X 

Fiche: 50-000*85/01/09* 8501100621. 


8501160091 Informs that AT&T scheduled Region III Health Physics 
Network (HPN) mods for wk of 850121 in effort to reduce 
circuit blockage caused by privacy feature. AT&T personnel 
need access to all HPN extensions at plants in Region III. 

HIND.J.A. Region 3* Office of Director. 85/01/11. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN* J. E. Indiana & Michigan 
Electric Co. Ip. 28410:266. 24X Fiche: 50-315* 85/01/11* 8501 160091. 


8501170065 Rev 2 to Plant Manager Procedure Emergency Plan Procedure 
PMP 2080 EPP. 009* "Fire Emergency Guidelines." 

SMITH* W.* BLIND* A.* STIETZEL* J. Indiana & Michigan Electric Co. 
85/01/11. 7pp. 28426:001. 24X Fiche: 50-315* 85/01/1 1. 8501170065. 


850129011S Responds to NRC 841214 ltr re violations noted in Insp Repts 
50-315/84-19 & 50-316/84-21. Corrective actions: fire damper 
to cable vault supply fan repa ired . Admin i strative changes 
implemented. 

ALEXICH*M. P. Indiana & Michigan Electric Co. 85/01/11. 

KEPPLER*J. G. Region 3* Office of Director. 3pp. 28616:040. 24X 

Fiche: 50-315* 85/01/11* 8501290118. 


8501230200 Revs to emergency plan implementing proced ures* inc luding Rev 
2 to PMP 2082 EPP, 005* "Tests Drills & Exercises" & Rev 1 to 
PMP 2082 EPP. 007* "Emergency Equipment & Supplies." 

* Indiana & Michigan Electric Co. 85/01/17. 11pp. 28512:281. 24X 

Fiche: 50-315, 85/01/17, 8501230200. 


8501250119 Rev 2 to Emergency Plan Implementing Procedure PMP 2080 
EPP. Oil, "Natural Emergency Guidelines." 

* Indiana & Michigan Power Co. 85/01/21. 13pp. 28551:335. 24X 

Fiche: 50-315* 85/01/21* 8501250119. 


8501290488 Forwards Change Sheet 5 to Rev 1 to Procedure 15. 1* 
"Noncompliance & Corrective Action. " Procedure used to 
effect corrective action for noncompliances identified 
during emergency response exercises. 

ALEXICH*M. P. Indiana & Michigan Electric Co. 85/01/24. Record 
Services Branch (Document Control Desk). Ip. 28616:072, 24X 

Fiche: 50-315* 85/01/24* 8501290488, 


— 0501290491 Change Sheet 5 to Rev 1 to Procedure 15. 1* "Noncompliance 
& Corrective Action, " 

KROEGER*R. F. American Electric Power Service Corp. 84/12/05. 

6pp. 28616:073. 24X Fiche: 50-315, 85/01/24* 8501290488. 


I, Financial information 


8501040266 "Annual Rept. 1983. " W/19B4 internal cash flow projection & 
841221 ltr. 

ALEXICH.M. P. Indiana & Michigan Electric Co. 83/12/31. DENTON, H. R. 

Office of Nuclear Reactor Regulation* Director. 36pp. 28208:156. 

24X Fiche: 50-315* 83/12/31*8501040266. 


P. Operating license stage documents & correspondence 


8501070604 Summary of 841213 meeting w/util re Cycle 6 reload review 
& Cycle 5 Kz curve. List of attendees & viewgraphs end. 

WIGOINTON^D. L. Operating Reactors Branch 1. 84/12/19. Operating 

Reactors Branch 1. 44pp. 28238:085. 24X Fiche: 50-316* 84/12/19* 

8501070604. 
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8501020337 Forwards responses to 13 items re plant-specific design info 
required for Westinghouse plants, incorporating automatic 
shunt trip mod. per Generic Ltr 83-28. W/one oversize drawing. 

Aperture card available in PDR. 

ALEXICH. M. P. Indiana & Michigan Electric Co. 84/12/21. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director, 23pp. 28139:102. 

24X Fiche: 50-315. 84/12/21.8501020337. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. '* Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New Vork. Inc. ISpp. 28464:230, 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501020241 Application for amends to Licenses DPR-5S «t DPR-74. changing 
Tech Spec Sections 3/4. 6. 5. 1 - 3/4. 6. 5. 3 for Unit 1 it 
Section 3/4. 6. 5. 1 for Unit 2. to make ice condenser Tech 
Specs identical. 

ALEXICH.M. P. Indiana «£ Michigan Electric Co. 84/12/28. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 6pp. 28143:252. 

24X Fiche: 50-315. 84/12/28. 8501020241. 


— 8501020246 Proposed Tech Spec changes to Section 3/4. 6. 5. 1 - 3/4. 6. 5. 3 
for Unit 1 & Section 3/4. 6. 5. 1 for Unit 2. making ice 
condenser Tech Specs identical, 

* Indiana & Michigan Electric Co. 84/12/28. 8pp. 28143:258. 

24X Fiche: 50-315. 84/12/28. 8501020241. 


8501150138 Advises that 831003 Sc 841016 submittals of updated QA 
programs reviewed. Based on 841227 «c 850103 discussions, revs 
satisfy requirements of 10CFR50. App B & acceptable. 

SPESSARD, R. L. Region 3. Office of Director. 85/01/09. DOLAN. J. E. 
American Electric Power Service Corp. DOLAN. J. E. Indiana le Michigan 
Electric Co. Ip. 28385:273. 24X Fiche: 50-315, 85/01/09. 8501150138. 


8501160514 Requests assistance in reviewing 841228 application to amend 
Licenses DPR-5S 8c DPR-74 to make ice condenser Tech Specs 
for both units identical. Target date for response is 850501. 

EISENHUT, D. G. Division of Licensing. 85/01/09. NDRELIUS, C. E. 

Region 3. Office of Director. Ip. 28439:345, 24X 

Fiche: 50-315, 85/01/09. 8501160514, 


8501280748 Advises that 840723 request for relief from hydrostatic 
testing requirements granted. Code requirements for specified 
sys impractical. Class 2 sys to be tested hydrostatically at 
60 F min temp, w/listed exceptions. SER end. 

VARGA, S, A. Operating Reactors Branch 1. 85/01/10. DOLAN.U, 

Indiana & Michigan Electric Co. DOLAN. J. American Electric Power 
Service Corp. 3pp. 28629:084. 24X Fiche: 50-315. 85/01/10, 

8501280748. 


— 8501280753 SER supporting 840723 request for relief from ASME Code 
Section XI hydrostatic test requirements. 

* NRC - No Detailed Affiliation Given. 85/01/10. 5pp. 
28629:087. 24X Fiche: 50-315, 85/01/10, 8501280748. 


8501160424 Notification of 850124 meeting w/Westinghouse in Bethesda.MD 
to discuss analysis methods for main steam line break inside 
containment. Portions include proprietary discussions. 

Attendance will be limited. 

WIGGINTON.D, L. Operating Reactors Branch 1. 85/01/11. VARGA. 8. A. 

Operating Reactors Branch 1. 2pp. 28432:354. 24X 

Fiche: 50-315.85/01/11, B501160424. 


8501290099 Forwards safety evaluations addressing compliance of environ 
qualification of electrical equipment important to safety 
W/10CFR50. 49. Equipment qualification program acceptable. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/11, DOLAN. J. 

Indiana 3< Michigan Electric Co. DOLAN. U. American Electric Power 

Service Corp. 2pp. 28646:169. 24X Fiche; 50-315, 85/01/11. 

8501290099. 


— 8501290107 Safety evaluation supporting environ qualification of 
electric equipment important to safety, per NUREG-0588. 
♦Office of Nuclear Reactor Regulation. Director. 85/01/11. 
20pp. 28646:171. 24X Fiche: 50-315, 85/01/11. 8501290099. 


8501210088 Responds to RCS vent sys design <TMI Item II.B. 1) in safety 
evaluation end in SA Varga 830831 ltr. Commitment to rack 
out RCS vent sys breakers during normel operation withdrawn. 

ALEXICH, M. P, Indiana & Michigen Electric Co, 85/01/15. DENTON. H. R, 
Office of Nuclepr Reactor Regtrlatidn. Director, Ip. 28470:081. 

24X Fiche: 59-315, 85/01/15^ 8»Ql2lO<^. 


8501230293 Responds to 841126 request for addl info re schedule for 
providing addl info on spray additive sys surveillance 
requirements. Schedule for Items 1-3 not available until 
850628. Item 4 re procedures will be completed by 850331. 

ALEXICH, M.P. Indiana & Michigan Electric Co. 85/01/15. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 28515:173. 

24X Ficbe: 50-315, 85/01/15, 8501230293. 


8501240009 Forwards application fee for proposed amend to Licenses 
DPR-58 & DPR-74 re ice condensers. Check inadvertently 
omitted from application. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/01/15. MILLER. W. 0. 

License Fee Management Branch. Ip. 28530:362. 24X 

Fiche: 50-315.85/01/15, 8501240009, 


8501290147 Notification of 850206 meeting w/util in Bethesda.MD to 
discuss final efforts of licensee to resolve hydrogen 
control issue. 

WIGGINTON.D. L. Operating Reactors Branch 1. 85/01/15. VARGA, S. A. 

Operating Reactors Branch 1. 2pp. 28646: 109. 24X 

Fiche: 50-315. 85/01/15. 8501290147. 


8501300599 Notification of 850207 meeting w/util in Bethesda.MD to 
discuss heat transfer correlations & related matters for 
ECCS analysis of Cycle 6 reload. 

WIGGINTON.D. L. Operating Reactors Branch 1. 85/01/16. VARGA. 8. A. 

Operating Reactors Branch 1. 2pp. 28684: 155. 24X 

Fiche: 50-316, 85/01/16. 8501300599. 


8501230307 Advises of performance of analysis of radiation exposure 
concerning installation of wagon wheel loading restraints 
in primary cooling loop. Inservice insp doses will be same 
order of magnitude as doses at similiar PWRs. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 85/01/17. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip. 28508:335. 

24X Fiche: 50-31 5. 85/0 1 / 1 7. 850 1 230307. 


8501310474 Forwards SER re util 841221 response to Item 4. 3 of 
Generic Ltr 83-28. Confirmation that shunt trip seismically 
qualified when results of Westinghouse Owners Group program 
completed requested. 

VARGA. S. A. Operating Reactors Branch 1. 85/01/23. DOLAN. J. 

Indiana Sc Michigan Electric Co. 3pp. 28687:212. 24X 

Fiche; 50-315. 85/01/23. 8501310474. 


— 8501310478 Safety evaluation supporting util response to Item 4. 3 of 
Generic Ltr 83-28 re design mods for reactor breaker 
automatic shunt trip. 

* NRC - No Detailed Affiliation Given. 85/01/23. 12pp. 

28687:215. 24X Fiche: 50-315. 85/01/23. 8501310474. 


8501300239 Confirms understanding that reanalyses for Cycle 5 not 
required, as PTSPWR2 code tt analysis methodology still being 
reviewed. Evaluation by Exxon Nuclear Co concluded that mods 
would have no significant effect on Cycle 5 analysis. 

ALEXICH.M. P. Indiana S< Michigan Electric Co. 85/01/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director, 2pp. 28642:344. 

24X Fiche: 50-316. 85/01/25. 8501300239. 


6501310460 Provides electrical equipment environ qualification 
certification of compliance w/lOCFRSO. 49, in response to 
Generic Ltr 84-24. Surveillance/maint/rep laccment program 
scheduled for 850331 implementation per IE Bulletin 79-OlB. 
ALEXICH.M.P. Indiana Sc Michigan Electric Co. 05/01/25. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. 3pp. 28660:050. 

24X Fiche: 50-315. 85/01/25, 8501310460. 


8501310432 Advises of NRC belief that relationship exists between 
prof attitude of plant mgt personnel «c degree that health 
& safety of public protected. Importance expressed re 
proper facility housekeeping Sc behavior in control room, 

KEPPLER.J.O, Region 3, Office of Director. 85/01/29. DOLAN. J. E. 
American Electric Power Service Corp, DOLAN. J. E. Indiana Sc Michigan 
Electric Co. 3pp. 28656:161. 24X Fich e: 50-315. 85/01/29, 8501310432. 


— 8501310436 Transmits concurrence copy of ltr distributed to every 
licensee in Region III re importance of proper facility 
housekeeping Sc control room behavior. Ltr should be placed 
in every docket file. 

SPEDER.L. Region 3. Office of Director. 85/01/29. Region 3. 
Office of Director. Ip. 28656:163. 24X Fiche; 50-315. 85/01/29, 

8501310432. 


Q, Inspection reports. IE Bulletins Sc correspondence 


8501080035 Forwards Insp Repts 50-315/84-20 S< 50-316/84-22 on 
841014-16. No noncompliance noted. 

SHAFER. W. D. Region 3. Office of Director. DOLAN. J. E. 

American Electric Power Service Corp. DOLAN, J; )E, Indiana St Michigan 
Electric Co. 2pp. 28245:347. 24X Fiche: 50-310.84/12/10. 8501080035. 


— 8501080042 Insp Repts 50-315/84-20 Sc 50-316/84-2S on 841014-1 1 16. No 
noncompliance or deviations noted. Major areas Jlnepectad: 
actions on previous inspu findings. opermtionaT spfety. 
reactor trip, surveillance. LERp ^ maint. 

WRIGHT. G.C. Region 3. Office of Director. 84/12/10. 8pp. 
28245:349. 24X Fiche: 50-315. 84/12/10. 8501080035. 
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8501080052 Forwards Insp Repts 50-315/84-19 & 50-316/84-21 on 
840901-1026 & notice of violation. 

SHAFER. W.D. Region 3. Office of Director. 84/12/14. DOLAN. J, E. 
American Electric Pouier Service Corp. DOLAN. J. E. Indiana & Michigan 
Electric Co. 2pp. 28246:078. 24X Fich e; 50-315, 84/12/14. 8501080052. 


— 8501080055 Notice of violation from insp on 840901-1026. 

SHAFER. W.D. Region 3, Office of Director. 84/12/14. 2pp. 
28246:080. 24X Fic h e : 50-31 5. 84/ 12/14. 8501080052. 


—8501080062 Insp Repts 50-315/84-19 ft 50-316/84-21 on 840901-1026. 
Noncompliance noted: surveillance procedures lacking 
acceptance criteria. 

WRIOHT. 0. C. Region 3. Office of Director. 84/12/12. 14pp. 

28246; 082. 24X Fiche: 50-315, 84/12/14, 8501080052. 


6501070413 Forwards exemption & safety evaluation based on review of 
840308. 15 8c 0511 requests for relief from certain inservice 
insp requirements for reactor coolant pump casing welds. 

VAROA.S. A. Operating Reactors Branch 1. 84/12/18. DOLAN. J. 

Indiana 8c Michigan Electric Co. DOLAN. J. American Electric Power 
Service Corp. 5pp. 28222:321. 24X Fi c he: 50-315. 04/12/18, 

8501070413. 


— 8501070415 Safety evaluation supporting exemption from inservice insp 
8e testing requirements, based on review of 840308.15 8c 0511 
submittals. 

■» Operating Reactors Branch 1. 84/12/18. 8pp. 28222:326. 24X 

Fiche; 50-315. 84/12/18. 8501070413. 


—8501070419 Exemption from requirements of 1QCFR50. 55. al lowing use of 
common start date for inservice insp 8c inservice testing, 

MIRAOLIA. F. J. Division of Licensing. 84/11/29. Indiana 8c 
Michigan Electric Co. 4pp. 28222:334. 24X Fiche: 50-315. 84/12/18. 

8501070413. 


B412190503 IE Info Notice 84-94. "Rec oncen trat ion of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack Itr will be issued. 

KEPPLER. J. C. Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche; 50-000. 84/12/21. 

8501300674. 


8501140083 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region HI will conduct training in 
generic aspects of radiation safety, phy a ical security (k 
emergency response to reduce reactor site training time. 

KEPPLER, J.O. Region 3, Office of Director. 84/12/28. DOLAN. J. E. 
American Electric Power Service Corp. DOLAN. U. E. Indiana 8< Michigan 
Power Co. 2pp. 28377:276. 24X Fiche: 50-315. 84/12/28. 8501140083. 


8501240184 Forwards Insp Repts 50-315/04-22 «< 50-316/84-24 on 
841117-1221 ft notice of violation, 

SHAFER, W.D. Region 3. Office of Director, 84/12/31. DOLAN. J. E. 
American Electric Power Service Corp. DOLAN. U. E. Indiana & Michigan 
Electric Co. 2pp. 28541:330. 24X Fich e: 50-315. 84/12/31. 8501240184. 


—8501240196 Insp Repts 50-315/84-22 & 50-316/84-24 on 841117-1221. 
Noncompliance noted; failure to use up-to-date procedure St 
failure tp maintain control of personnel in C02 area. 

WRIGHT. G.C. Region 3. Office of Director. 04/12/31. 11pp. 

28541:334. 24X Fiche: 50-315. 84/12/31. 8501240184. 


8501310505 Forwards Insp Repts 50-315/84-21 St 50-316/84-23 on 
841126-30 St notice of violation. 

HIhKD„ U/A. Region 3. Office of Director, 85/01/08, DOLAN. J, E. 
American Electric Power Service Corp. DOLAN.v/.E. Indiana Sc Michigan 
Electrit Co, 2pp, 28685:120. 24X Fiche: 50-315.85/01/08.8501310505, 


—8501310510 Notice of violation from insp on 841126-30. 

HIND, a, A. Region 3. Office of Director. *85/01/08, 2pp. 

28685«lSffi’ 24X Fiche: 50-315. 85/01/08. 8501310505. 

' ' ' ' ■ ' , ' 1 

—8501310516 Insp Repts 50-315/84-21 St 50-316/84«g3 on 841126*^0; 
Noncompliance noted: failure to meet reporting requirements 
of Tech Spec 6. 9. 1. 7 St failure to develop St implement 
procedures required by Tech Spec 6.8.1, 

OESTMANN. M. J. . ROZAK. S, , SCHUMACHER. M. C. Regions. Office of 
Director. 85/01/08. 12pp. 20685:124. 24X Fiche; 50-315, 85/01/08. 

8501310505; 


8501070401 IE Info Notice 35-001. “Continuous Supervision of 
Irradiators. “ Svc list end. 

©RACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. “Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1. 8501080502. 


S50129011S Responds to NRC 841214 Itr re violations noted in Insp Repts 
50-315/84-19 Sc 50-316/84-21. Corrective actions: fire damper 
to cable vault supply fan repaired. Administrative changes 
implemented. 

ALEXICH.M. P. Indiana St Michigan Electric Co. 85/01/11. 

KEPPLER. J.G. Region 3. Office of Director. 3pp. 28616:040. 24X 

Fiche; 50-315, 85/01/11. 8501290118. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co, of New 

York. Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. lOBpp. 28692:186. 24 X Fi ch e: 50-000, 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys.” Svc list end. 

JORDAN. E. L, Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000. 85/01/23. 8501230236. 


8501310460 Provides electrical equipment environ qualification 
certification of compliance w/lOCFRSO. 49, in response to 
Generic Ltr 84-24. Burvei llance/maint/rep lacement program 
scheduled for 850331 implementation per IE Bulletin 79-OlB. 
ALEXICH.M.P. Indiana Sc Michigan Electric Co. 85/01/25. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. 3pp, 28660:050. 

24X Fiche: 50-315. 85/01/25. 8501310460. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Sve list end. 

©RACE. J. N. Division of QA. Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports St related correspondence 


8501230555 Monthly operating rept for Nov 1984. W/841207 ltr. 

CLIMER. SVENSSON, B. A. . SMITH. W. G. Indiana St Michigan Electric Co. 
84/11/30. 10 pp. 28540:223. 24X Fiche: 50-316. 84/1 1/30. 8501230555. 


8. Reportable occurrences. LERs St related correspondence 


8501020068 Forwards LERs 84-019-01.84-031-00 St 84-032-00. 

SMITH, W, ©. Indiana S< Michigan Electric Co. 84/12/18, Record 
Services Branch (Document Control Desk). Ip, 28155:081. 24X 

Fiche: 50-316. 84/12/18, 8501020068. 


—8501020073 LER 84-019-01; on 840710. one of four operating reactor 
coolant pumps removed from svc due to pump problems. Caused 
by personnel failure to place reactor coolant loop In trip 
position as required by Tech Specs. Procedure revised. 
baker. K.R. Indian# St Michigan Electric Co. 84/12/18. Ip. 
28155: 082. 24X Fiche: 50-316. 84/12/18, 8501020068. 


'"-8501020070 LER 84-031-00: on 841120. steam line isolation occurred while 
plant in Mode 3. Caused by manual activation of feedwater/ 
steam flow mismatch (k steamline high flow bistables for 
testing combined w/actoal lo'-lo average t*mp signal. 

BAKER. K.R. Indiana St* Michigan Electric Co. 84/12/18. 2ppt. 

, 20155:083. 24X Fiche: 50^316. 84/12/18, 8501020068. 


— B5010200B3 LER 84-032-00; on 841 120. inadvertent automatic actuation 4 f 
reactor protective sys occurred while reactor in hot standby 
w/shutdown banks pulled & control banks completely inserted. 

Test p^rocedure revised, 

BAKER. K.R. Indiana & Michigan. Electric Co. 84/12/18. Ip. 
28155:085. 24X Fiche: 50-316. 84/12/18. 8501020068. 
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8501020357 Special rept re 11 inoperable fire doors in excess of 7 
days. Caused by new door assemblies not fitting designated 
location ^ scheduling problems due to unforeseen 
installation 8« hardware problems. 

BMITHj W. G. Indiana !< Michigan Electric Co. 84/12/28. Record 
Services Branch (Document Control Desk). 2pp. 28138; 055. 24X 

Fiche: 50-3lS» 84/12/28, 8501020357. 


8501160024 PNa“Iir-S5-002: on 850103, loose objects detected in tw 
generators by monitoring sys. Licensee located Se retrieved 
two broken split pins from generator. State of MI will be 


notified. 

WRIGHT, G., SHAFER, W. Region 3, Office of Director. 
28414:249. 24X Fiche; 50-316. 85/01 /OS, 8501 160024. 


85/01/08. 


10 


steam 


Ip. 


8501210158 LER 84-033-00: on 841213, ob struc t ion discovered in safeguards 
ventilation ductwork. Caused by large plastic bag positioned 
against turning vanes. Obstruction removed. Bldg tour 
procedures modi fieri. W/8501 1 1 Itr. 

BAKER. K.R., SMITH. W. G, Indiana St Michigan Electric Co. 85/01/11. 

3pp. 28501:184. 24X Fiche: 50-316, 85/01/11, 8501210158. 


8501300499 NPDES noncompliance notification: 841227 iron concentration 
in effluent sample 3.1 ppm, exceeding 1.0 ppm max daily 
limit. Caused when heating boiler drained into lake. 

SMITH, W.G. Indiana & Michigan Electric Co. 85/01/22. KEPPLER, J. G. 
Region 3. Office of Director. 2pp. 28677: 185. 24X 

Fiche: 50-315, 85/01/22, 8501300499. 


8501310584 LER B4-034-00:on 841223. during filling & venting of RCS in 
Mode 5. automatic ESF actuations occurred. Caused by leaking 
loop 4 resistant temp device bypass valve. Airborne 
particulate monitor trip functions blocked. W/a50122 Itr. 

BAKER, K.R., SMITH, W.G. Indiana St Michigan Electric Co. 85/01/22. 
3pp. 28693:105. 24X Fiche: 50-316, 85/01 /22, 8501310584. 


8501100173 "Human Factors Evaluation of Calvert Cliffs Unit 1 & 2 
Control Room Summary Rept, '' detailed control room design 
review. 

EIKE, R. K. , FLEGER.S. A. , MCCAFFERTY, D. B. Essex Corp. 84/12/31. 
172pp. 28297:005. 24X Fiche: 50-317, 84/12/31, 8501100164. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501240419 Change 1 to Rev 12 to Emergency Plan Implementing Procedure 
ERPIP B, 1, "Equipment Checklist. " 

# Baltimore Gas & Electric Co. 85/01/09. 30pp. 28526:231. 24X 

Fiche: 50-317, 85/01/09, 8501240419. 


8501240064 Forwards Insp Repts 50-317/84-24 St 50-318/84-24 on 
840910-12. No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 85/01/10. LUNDVALL, A, E. 
Baltimore Gas & Electric Co. 2pp. 28543:267. 24X 

Fiche: 50-317, 85/01/10, B501240064. 


— 8501240071 Insp Repts 50-317/84-24 St 50-318/84-24 on 840910-13. No 
violations noted. Major areas inspected : emergency 
preparedness & annual full-scale emergency exercise on 
840910-13. 

WOJNAS,E. J. , HARPSTER, T. L. Region 1, Office of Director. 

85/01/08. 5pp. 28543:269. 24X Fiche: 50-317, 85/01/10, 8501240064. 


8501230077 Submits emergency preparedness meteorological data per TMl 
Action Item III.A. 2. 2, "Development of Guidance St Criteria.*' 

DENTON, R.E. Baltimore Gas & Electric Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28513:283. 24X 

Fiche: 50-317,85/01/18, 8501230077. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency St fire protection plans 


8501230111 partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclean Information St Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 8501230111, 


—8501230165 Suggests amplification of description of proposed safeguards 
amend request to clarify change 8c reason for NSHC. Proposed 
changes can be handled under Sholly rule. 

WOODHEAD, C. P. Office of the Executive Legal Director. 84/05/11. 
JAFFE, D. Operating Reactors Branch 3, 2pp. 28525:253. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


—8501230212 Suggests mod of language in SER to remove statements of 
NSHC criteria before concurrence given re amend involving 
six changes to Tech Specs. Confusion exists concerning SER 
safety findings. 

GRAY, J. R. Office of the Executive Legal Director. 84/04/17. 
JAFFE, D. NRC - No Detailed Affiliation Given. 2pp. 28525:263. 
24X Fiche: 50-000,84/06/21, 8501230111. 


8S012803S2 Emergency implementing procedures, including Rev 0 to ERPIP 
4.1,3. 1, "Core Damage Assessment" 8< Rev 0 to ERPIP 4. 1, 3. 2, 
"Assessment of Core Damage Using Containment Radiation Dose 
Rates. " 

RUSSELL, FORGETTE, T. E. Baltimore Gas St Electric Co. 84/12/18, 

78pp. 28565:302. 24X Fiche: 50-317, 84/12/18, 8501280382. 


8501080031 Revised emergency response plan implementing procedures, 
including ERPIP 4,1,3. 1 re core damage assessment St ERPIP 
4, 1.3, 2 re assessment of core damage using containment 
radiation dose rates, W/S41231 ltr. 

LUNDVALL, A, E. Baltimore Gas St Electric Co. 84/12/31. MILLER, U.R. 
Operating Reactors Branch 3. Slpp, 28233:301. 24X 

Fiche: 50-317,84/12/31,8501080031. 


8501090100 Revised emergency response plan implementing procedures, 
including ERPIP 3.0 re radiological event, ERPIP 4.1.27 re 
meteorologist Se ERPIP 4. 5, 4 re radioprotective drugs , , 

admini strait ion. 

« Baltimore. Gas St Electric Cp.: 84/12/31. Record Services Branch 
(Document Control Desk). 12pp. 28257:218. 24X 

'Fiche: 50-317, 84/i2/31/;B5pi'090100, ; 

85011,06.164 Forwards detailed control room design review (DCRDR) sunwiary 
rept. Deficienci es identified in DCRDR included in syS for; 
documenting, tracking St resolving human engineering 
discrepancies. 

LUNDVALL, A, E. Baltimore Gas Sc Electric Co. 84/12/31. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 28297:001: 24X 

Fiche: 50-317,84/12/31, 8501100164. . 


J. Insurance Se indemnity information 


B501070276 Forwards Endorsements 59.47 Sc 24 to NELIA Policy NF-216, 
MAELU Policy MF-76 Se NELIA Policy NS-346, respectively 8t 
Endorsement 5 to MAELU Certificates M-52 Sc M-53 St NELIA 
Certificates N-52 Sc N-53. 

YORK, W.G. Baltimore Gas Sc Electric Co. 84/12/28. DINITZ, I. 
Assistant Director for State & Licensee Relations. 8pp. 28204:281. 
24X Fiche: 50-317, 84/12/28, 8501070276. 


P. Operating license stage documents Sc correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator QL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


—850X230212 Suggests mod of language in SER to remove statements of 
NSHC criteria before concurrence given re amend involving 
six changes to Tech Specs. Confusion exists concerning SER 
safety findings. 

GRAY, J. R. Office of the Executive Legal Director. 84/04/17. 
JAFFE, D. NRC - No Detailed Affiliation Given. 2pp. 28525:263. 
24X Fiche: 50-000,84/06/21,8501230111. 


— 8501230336 Opposes concurrence to proposed amend expanding allowed use 
of electrical limit switches to provide indications for 
CEAs. Basis for proposed NSHC finding should be modified. 

GRAY, J. Office of the Executive Legal Director. 84/06/21, 

JAFFE, D. NRC - No Detailed Affiliation Given, Ip. 28525:288. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


8501080485 Forwards request for addl info re Generic Ltr 83-28, Items 
4.2.1 St 4. 2. 2 concerning actions based on generic 
implications of Salem ATWS events. Info requested within 
30 days of receipt of ltr. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/14. LUNDVALL, A. E. 

Baltimore Gas St Electric Co. 4pp. 28273:256. 24X 

Fiche: 50-317, 84/12/14, 8501080485. 


8501080487 Forwards request for addl info re containment vent/hydrogen 
purge sys, per 831222 application. Info requested within 30 
days of receipt of ltr, 

MILLER, J.R. Operating Reactors Branch 3. 84/12/14, LUNDVALL, A, E. 

Baltimore Gas St Electric Co. 3pp. 28273:24.9. 24X 

Fiche: 50-317, 84/12/14, 8501080487. 



DOCKETED ITEMS 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8e 
applicants for OL re certification of compliance to 
10CFR50. 49< "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants." Svc list end. 
EISENHUTj D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York^ Inc. 18pp. 28464:230. 24X 

Fiche: 50-000> 84/12/27, 8501030120. 


8501100376 Application for amend to Licenses DPR-53 ic DPR-69, revi sing 
Tech Specs re flux peaking augmentation factor & control 
element assembly power dependent insertion limits. Fee paid. 

LUNDYALL, A. E. Baltimore Gas & Electric Co. 84/12/31. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 28290: ISO. 24X 
Fiche: 50-317, 84/12/31, 8501100376. 


— 8501100387 Proposed Tech Spec re flux peaking augmentation factor it 
control element assembly power dependent insertion limits, 

* Baltimore Gas & Electric Co. 84/12/31. lOpp, 28290: 184. 24X 

Fiche: 50-317, 84/12/31, 8501100376. 


— 8501100399 "Evaluation of Interpel let-GAP Formation & Clad Collapse in 
Modern PWR Fuel-Rods, " final rept, 

ADAMS, W.M., FISHER, H.D., LITKE, H. J. Combustion Engineering, Inc. 
84/08/31. 120pp. 28290:194. 24X Fiche: 50-317, 84/12/31, 

8501100376. 


8501170073 Withdraws two applications for amends to Licenses DPR-53 it 
DPR-69 submitted by 840409 ltr re organization changes it 
measuring offsite environ media. Amends superseded by 
approval of radiological effluent Tech Specs. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 85/01/14. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 28425:361. 24X 

Fiche: 50-317,85/01/14, 8501170073. 


8501240023 Informs that list of radionuclides detected by high purity 
germanium detector of post-accident sampling sys, in response 
to NUREG-0737, Item II. B. 3, contains typo. La-142 monitored 
instead of La-147, 

PATTERSON, M. D. Baltimore Gas «t Electric Co. 85/01/15. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 28531:227. 24X 

Fiche: 50-317, 85/01/15, 8501240023, 


8501300341 Advises that 840925 QA program description & 841128 rev 
acceptable. 

MARTIN, T.T. Region 1, Office of Director. 85/01/17. LUNDVALL, A. E. 
Baltimore Gas it Electric Co. 2pp. 28677:252. 24X 

Fiche: 50-317, 85/01/17, 8501300341. 


8501240277 Suppls response to Generic Ltr 83-28, Items 4. 2. 1 & 4.2.2, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events, ” Reduction of maint interval for reactor trip 
breakers to 6-month period not needed. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 28532: 160. 24X 

Fiche: 50-317, 85/01/18, 8501240277. 


8501280033 Responds to NRC 841107 request for addl info re ALARA 
measures it dose projections applicable to addl yrs of plant 
SVC that would be authorized per requested amend to Licenses 
DPR-58 it DPR -74. 

LUNDVALL, A. E. Baltimore Gas «< Electric Co. 85/01/22. MILLER, J.R. 
Operating Reactors Branch 3. 150pp. 28567:080. 24X 

Fiche: 50-317, 85/01/22, 8501280033. 


8501300031 Requests comments lit conclusions re NUREG/CR-351 1, "Interim 
Reliability Evaluation Program: Analysis of Calvert Cliffs 
Unit 1, " within 60 days of ltr receipt. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/22. LUNDVALL, A. E. 

Baltimore Gas it Electric Co. 2pp. 28671:349. 24X 

Fiche: 50-317, 85/01/22» 8501300031. 


8501300213 Forwards FR notice of environ assessment it finding of no 
significant impact re 640914 request for exemption from 
certain schedular require<nents of 10CFR50, App J. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/22. LUNDVALL, A. E. 

Baltimore Gas St Electric Co. 2pp. 28680:350. 24X 

Fiche: 50-317, 85/01/22, 8501300213, 


— 8501300225 NPtiqe of *nylron assessment Sc finding of no significant 
impact re 840914 request for exemptions from certain 
schedular requirements of 10CFR50, App J for reactor 
containment leak rata test, 

VASSALLO, b. Division of Licensing. 85/01/22. 3pp. 28680:352. 
24X Fiche: 50-317, 85/01/22, 8501300213. 


8501300277 Notifies that response to Generic Ltr 84-24 will be 
submittrd by 850211 due to ltr not being received until 
850110. NRC will be informed of need for schedule extension 
for certain NRC recommendations. 

ASH, R, F. Baltimore Gas Sc Electric Co. 85/01/24. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 28643:023. 24X 

Fiche: 5Q-317, 85/01/24, 8501300277. 


8501290641 "Coolant to RHR Entry Conditions Using Atmospheric Dump 
Valves 8c Auxiliary Pressurizer Spray Following 
Loss-of-Of f si te Power at Calvert Cliffs Unit 1." 

JENKS, R. P. Los Alamos Scientific Laboratory. LA-UR-S4-3947. 
85/01/25. NRC - No Detailed Affiliation Given. 64pp. 28645:206. 

24X Fiche: 50-317, 85/01/25, 8501290641. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8c Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501080209 Advises that addl 90 days needed to develop 8c submit 
response to NRC 841121 request for addl info justifying use 
of energy balance technique for qualifying certain masonry 
walls, per IE Bulletin 80-11. 

LUNDVALL, A. E. Baltimore Gas it Electric Co. 84/12/27. MILLER, J. R. 
Operating Reactors Branch 3, Ip, 28231:242. 24X 

Fiche: 50-317, 84/12/27, 0501080209. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501240064 Forwards Insp Repts 50-317/84-24 8< 50-318/84-24 on 
840910-12. No violations noted. 

MARTIN, T. T. Region 1, Office of Director. 85/01/10. LUNDVALL, A. E. 
Baltimore Gas Sc Electric Co. 2pp. 28543:267. 24X 

Fiche: 50-317, 85/01/10. 8501240064. 


— 8501240071 Insp Repts 50-317/84-24 8< 50-318/84-24 on 840910-13. No 
violations noted. Major areas inspected: emergency 
preparedness 8c annual full-scale emergency exercise on 
840910-13. 

WOJNAS, E. J. , HARPSTER, T. L. Region 1, Office of Director. 

85/01/08. 5pp. 28543:269. 24X Fiche: 50-317, 85/01/10, 8501240064. 


6501080502 IE Info Notice 85-002, "Improper Installation 8t Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response <Post 830103). 85/01/11, Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 28692:186, 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp, 28692:001. 24X Fi ch e; 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29, Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000, 85/01/29, 8501250352. 


R, Periodic operating reports 8c related correspondence 


8501230569 Monthly operating repts for Dec 1984. W/850114 ltr. 
BEWLEY, E. K, Baltimore Gas «c Electric Co. 84/12/31. llpp. 
28540: 209. 24X Fiche: 50-317, 84/12/31, 8501230569. 
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S, Reportable occurrences* LERs 3< related correspondence 


S501110090 RO: on B41116* impingement of large number of fish occurred. 
Reactor manually tripped in order that associated 
circulating water pumps could be turned off & screen damage 
avoided. Caused by drop in intake water temp. 

BAUEREISi E. I. Baltimore Gas & Electric Co. 84/12/26. Region 1* 
Office of Director. 2pp. 28362:120. 24X Fiche; 50-317* 84/12/26* 

8501110090. 


S501170290 LER 84-019-00: on 841212* MSI V failed to fully close during 
surveillance testing. Caused by faulty contacts in control 
room handswitch. Contacts* restrictor valves & solenoid pilot 
valves replaced. W/S50111 Itr. 

SOMERS, R.K* RUSSELL. L.B. Baltimore Gas & Electric Co. 85/01/09. 
7pp. 28445:196. 24X Fiche: 50-317* 85/01/09, 8501170290. 


8501170292 LER 84-018-00: on 841203* MSI V inoperable. Caused by oil 
leakage from piston rod seal & damaged actuator overall 
piston seals. Seals rep laced. W/850109 Itr. 

THORP. J.E.* RUSSELL, L.B. Baltimore Gas & Electric Co. 85/01/09. 
6pp. 28445:190. 24X Fiche: 50-317* 85/01/09* 8501170292. 


S501220061 LER 83-053/03X-1 : on 830921* charcoal filter bypass damper for 
spent fuel pool ventilation sys would not shut completely. 

Caused by leak in solenoid valve CI-SV-5416A preventing full 
piston travel of operator D-P0-5416-1S. W/850114 Itr. 

RAYNOR, J.W.* RUSSELL* L.B. Baltimore Gas & Electric Co. 85/01/14. 

2pp, 28505:362. 24X Fiche: 50-317* 85/01/14* 8501220061. 


8501220522 LER 84-016-00; on 841215* during performance of Surveillance 
Test STP-0-67, HPSI sys injection leg flows outside Tech Spec 
requirement. Caused by improperly set limit switches. Switches 
ad justed. W/850114 Itr, 

BASSO* L.F.* RUSSELL, L.B. Baltimore Gas Sc Electric Co. 85/01/14. 
4pp. 28502:192. 24X Fiche: 50-317, 85/01 /i4, 8501220522. 


8501310136 LER 84-017-00: on 841226* channel A linear range nuclear 
instrument lower subchannel pegged low Sc channel B variable 
overpower trip calculator malfunctioned. Caused by defective 
lower subchannel, connector. W/850124 Itr. 

SNYDER* J.* RUSSELL* L.B. Baltimore Gas & Electric Co. 85/01/24. 
3pp. 28685:361. 24X Fiche: 50-317. 85/01 /24* 8501310136. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency Sc fire protection plans 


8501230111 Partial response to FDIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON,U. M. Division of Rules and Records. 84/06/21. BELL* N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230165 Suggests amplification of description of proposed safeguards 
amend request to clarify change & reason for NSHC. Proposed 
changes can be handled under Sholly rule. 

WOODHEAD* C. P, Office of the Executive Legal Director. 84/05/11, 
JAFFEiD. Operating Reactors Branch 3. 2pp. 28525:253. 24X 

Fiche: 50-000* 84/06/21, 850123011 1 . 


— 8501230212 Suggests mod of language in SER to remove statements of 
NSHC criteria before concurrence given re amend involving 
six changes to Tech Specs. Confusion exists concerning SER 
safety findings. 

GRAY. J, R, Office of the Executive Legal Director, 84/04/17, 
UAFFE.P, NRC - No Detailed Affiliation Given. 2pp. 20525:263. 
24X Fiche: 50-000* 84/06/21* 8501230111. 


8501280382 Emergency implementing procedures* including Rev 0 to ERPIP 
4. 1.3.1* “Core Damage Assessment" St Rev 0 to ERPIP 4. 1.3. 2* 
“Assessment of Core Damage Using Containment Radiation Dose 
Rates. " 

RUSSELL* FORGETTE. T, E, Baltimore Gas St Electric Co. 84/12/18. 

78pp. 28565:302. 24X Fiche: 50-317, 04/12/18, 8501280382, 


B50108Q031 Revised emergency response plan imf^lementing procedures, 
including ERPIP 4. 1. 3. 1 re core damage assessment St ERPIP 
4, 1,3,2 re assessment of core damage using containment 
radiation dos* rates, W/841231 Itf, 

LUNDVALL* A, E. Bil'timof a gas St Electric Co. 84/12/31. MILLER, U. R. 
Operating Reacttffis B^anob 3. Slpp, 20233:301.; 24X 

Fiche; 50-317. 84/12/31. 8501080031. 


8501090100 Revised emergency response plan implementing procedures* 
including ERPIP 3.0 re radiological event* ERPIP 4.1.27 re 
meteorologist St ERPIP 4.5.4 re radioprotective drugs 
admini strati on. 

* Baltimore Gas St Electric Co. 84/12/31. Record Services Branch 
(Document Control Desk). 12pp. 28257:218. 24X 

Fiche: 50-317* 84/12/31* 8501090100. 


8501100164 Forwards detailed control room design review (DCRDR) summary 
rept. Deficiencies identified in DCRDR included in sys for 
documenting* tracking St resolving human engineering 
discrepancies. 

LUNDVALL. A. E. Baltimore Gas St Electric Co. 84/12/31. MILLER* J. R. 
Operating Reactors Branch 3. 4pp. 28297:001, 24X 

Fiche: 50-317* 84/12/31* 8501100164. 


— 8501100173 "Human Factors Evaluation of Calvert Cliffs Unit I St 2 
Control Room Summary Rept, " detailed control room design 
review. 

EIKE.R.K. * FLEGER.S. A. * MCCAFFERTY* D. B. Essex Corp. 84/12/31. 
172pp. 28297:005. 24X Fich e: 50-317* 84/12/31* 8501 100164. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501240419 Change 1 to Rev 12 to Emergency Plan Implementing Procedure 
ERPIP B. 1* "Equipment Checklist, " 

♦ Baltimore Gas St Electric Co. 85/01/09. 30pp. 28526:231. 24X 

Fiche: 50-317* 85/01/09* 8501240419. 


8501240064 Forwards Insp Repts 50-317/84-24 St 50-318/84-24 on 
840910-12. No violations noted. 

MARTIN* T.T. Region 1, Office of Director. 85/01/10. LUNDVALL* A. E. 
Baltimore Gas Sc Electric Co. 2pp. 28543:267. 24X 

Fiche: 50-317* 85/01/10* 8501240064. 


—8501240071 Insp Repts 50-317/84-24 St 50-318/84-24 on 840910-13. No 
violations noted. Major areas inspected : emergency 
preparedness Sc annual full-scale emergency exercise on 
840910-13. 

WOJNAS.E. U. Region 1* Office of Director. 85/01/08. 5pp. 
28543: 269. 24X Fiche: 50-317* 85/01/10* 8501240064. 


8501230077 Submits emergency preparedness meteorological data per TMZ 
Action Item IIl.A. 2. 2* "Development of Guidance Sc Criteria. " 

DENTON* R.E. Baltimore Gas & Electric Co. 85/01/18. MILLER, U. R. 
Operating Reactors Branch 3. Ip. 28513:283. 24X 

Fiche: 50-317* 85/01/18* 8501230077. 


J. Insurance Sc indemnity information 


8501070276 Forwards Endorsements 59*47 Sc 24 to NELIA Policy NF-216* 
MAELU Policy MF-76 Sc NELIA Policy NS-346* respectively St 
Endorsement 5 to MAELU Certificates M-52 Sc M-53 Sc NELIA 
Certificates N-52 St N-53. 

YORK. W. G. Baltimore Gas Sc Electric Co. 84/12/28. DINTTZ* I. 
Assistant Director for State St Licensee Relations. 8pp. 28204:281, 
24X Fiche: 50-317, 84/12/28* 8501070276. 


P. Operating license stage documents St correspondence 


8501230111 partial response to FDIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of Tlil-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON* J. M. Division of Rules and Records. 84/06/21. BELL* N, 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000*84/06/21* 8501230111. 


— 8501230212 Suggests mod of language in SER to remove statements of 
NSHC criteria before concurrence given re amend involving 
six changes to Tech Specs. Confusion exists concerning SER 
safety findings. 

GRAY* U. R. Office of the Executive Lejgal Director. 84/04/17. 

UAFFE.D. NRC - No Detailed Affiliaibion Given. 2pp. 28525:263, 

24X Fiche: 50-000, 84/06/21* 850123011I* 

— 8501230336 Opposes concurrence to PFiOp^Pted amend expanding allowed use 
of electrical limit switches to provide indications for 
CEAs. Basis for proposed NSHC finding, should be modified. 

GRAY*J. Office of the Executive LfieT D^Tector. 84/06/21. 

JAFFE,D. NRC - No Detailed Affilie|ion Given. Ip. 28525:288. 

24X Fiche: 50-000, 84/06/21*85012301,11^. . 
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8501080485 Forwards request for addl info re Generic Ltr 83-28^ Items 
4.2.1 & 4.2.2 concerning actions based on generic 
implications of Salem ATWS events. Info requested within 
30 days of receipt of ltr. 

MILLER. J.R. Operating Reactors Branch 3. 84/12/14. LUNDVALL. A. E. 

Baltimore Gas St Electric Co. 4pp. 28273:256. 24X 

Fiche: 50-317, 84/12/14, 8501080485. 


S5010B04S7 Forwards request for addl info re containment vent/hydrogen 
purge sys, per 831222 application. Info requested within 30 
days of receipt of ltr. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/14. LUNDVALL, A. E. 

Baltimore Gas St Electric Co. 3pp. 28273:249. 24X 

Fiche: 50-317, 84/12/14, 8501080487. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27, 8501030120. 


8501100376 Application for amend to Licenses DPR-53 St DPR-69, revising 
Tech Specs re flux peaking augmentation factor & control 
element assembly power dependent insertion limits. Fee paid, 

LUNDYALL, A. E. Baltimore Gas St Electric Co. 84/12/31. MILLER, J. R. 
Operating Reactors Branch 3. 4pp, 28290: ISO. 24X 
Fiche: 50-317, 84/12/31, 8501100376. 


— 8501100387 Proposed Tech Spec re flux peaking augmentation factor St 
control element assembly power dependent insertion limits. 

« Baltimore Gas St Electric Co. 84/12/31. 10pp. 28290: 184. 24X 

Fiche: 50-317, 84/12/31, 8501100376. 


8501170073 Withdraws two applications for amends to Licenses DPR-53 St 
DPR-69 submitted by 840409 ltr re organization changes St 
measuring offsite environ media. Amends superseded by 
approval of radiological effluent Tech Specs. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 85/01/14. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 28425:361. 24X 

Fiche: 50-317, 85/01/14, 8501170073. 


8501240023 Informs that list of radionuclides detected by high purity 
germanium detector of post-accident sampling sys, in response 
to NUREG-0737, Item II. B. 3, contains typo. La-142 monitored 
instead of La-147. 

PATTERSON, M. D. Baltimore Gas St Electric Co. 85/01/15. MILLER, R. 
Operating Reactors Branch 3. Ip. 28531:227. 24X 

Fiche: 50-317, 85/01/15, 8501240023. 


8501300341 Advises that 840925 QA program description St 841128 rev 
acceptable. 

MARTIN, T.T. Region 1, Office of Director. 85/01/17. LUNDVALL, A. E. 
Baltimore Gas St Electric Co. 2pp, 28677:252. 24X 

Fiche: 50-317, 85/01/17, 8501300341, 


8501240277 Suppls response to Generic Ltr 83-28, Items 4.2.1 St 4.2.2, 
"Required Actions Based on Generic Implications of Salem 
ATWS Events. " Reduction of malnt interval for reactor trip 
breakers to 6-month period not needed. 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. 4pp, 28532: 160, 24X 

Fiche: 50-317, 85/01/18, 8501240277. 


8501290229 Describes corrective actions to resolve oversight in 
implementation of NDE procedures St filing exemptions from 
inservice insp program for ASME Code Section XI hydrostatic 
pressure testing requirements. Actions implemented on 840215. 
DENTON, R.E. Baltimore Gas St Electric Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 28618:347. 24X 

Fiche: 50-318, 85/01/18, 8501290229. 


8501280033 Responds to NRC 841107 request for addl info re ALARA 
measures St dose projections applicable to addl yrs of plant 
SVC that would be authorized per requested amend to Licenses 
DPR-58 St DPR-74. , - 

LUNDVALL, A. E. Baltimore Gas St Electric Co. 85/01/22. MILLER, U. R. 
Operating Reactors Branch 3. ISOpp, 28567:080. 24X 

Fiche: 50-317, 85/01/22, 8501280033. 


8501300213 Forwards FR notice of environ assessm*rit St finding pf no 
significant impact re 840914 request for exemption fropi 
certain schedular requiramants of 10CFR50, App J, 

MILLER, J.R. Operating Reactors Branch 3. 85/01/22. LUNDVALL, A, E. 

Baltimore Gas Sc Electric Co. 2pp. 28680:350. 24X 

Fiche: 50-317, 85/01/22, 8501300213. 


— 8501300225 Notice of environ assessment St finding of no significant 
impact re 840914 request for exemptions from certain . 
schedular requlrem#rts of 10CFR50, App J for reactor 
containmant leat rate test. 

VASSALLO,D. Division of Licensing. 65/01/22. 3pp. 28680:352. 
24X Fiche: 50-317, 85/01/22, 8501300213. 


8501300277 Notifies that response to Generic Ltr 84-24 will be 
submitted by 850211 due to ltr not being received until 
850110. NRC will be informed of need for schedule extension 
for certain NRC recommendations. 

ASH,R.F. Baltimore Gas S< Electric Co. 85/01/24. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28643:023. 24X 

Fiche: 50-317, 85/01/24, 8501300277. 


Q. Inspection reports, IE Bulletins St correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. *' Svc list end. 

GRACE, J. N. Division of Emergency Preparedness it Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503. 


8501080209 Advises that addl 90 days needed to develop S< submit 
response to NRC 841121 request for addl info justifying use 
of energy balance technique for qualifying certain masonry 
walls, per IE Bulletin 80-11. 

LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/12/27. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28231:242. 24X 

Fiche: 50-317, 84/12/27, 8501080209. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501240064 Forwards Insp Repts 50-317/84-24 S< 50-318/84-24 on 
840910-12. No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 85/01/10. LUNDVALL. A. E. 
Baltimore Gas 8< Electric Co. 2pp. 28543:267. 24X 

Fiche: 50-317, 85/01/10, 8501240064. 


— 8501240071 Insp Repts 50-317/84-24 St 50-318/84-24 on 840910-13. No 
violations noted. Major areas inspected : emergency 
preparedness St annual full-scale emergency exercise on 
840910-13. 

WOJNAS.E. J. , HARPSTER, T. L. Region 1, Office of Director. 

85/01/08. 5pp. 28543:269. 24X Fiche: 50-317, 85/01/10, 8501240064. 


8501080502 IE Info Notice 85-002. "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 85/01/15, Consolidated Edison Co. of New 

York, Inc, 103pp, 28490:226. 24X Fiche: 50-000. 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. I09pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501290229 Describes corrective actions to resolve oversight in 
implementation of NDE procedures St filing exemptions from 
inservice insp program for ASME Code Section XI hydrostatic 
pressure testing requirements, Actions implemented on 840215. 
DENTON, R.E. Baltimore Gas St Electric Co, 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 28616:347. 24X 

Fiche; 50-318, 85/01/18, 8501290229. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co, of New 

York, Inc. lOBpp. 28692:186. 24 X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end, 

JORDAN, E, L< Division of Emergency Preparedness St Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. pf New 

York, Inc. 109pp. 28692:0(01. 24X Fiche: 50-000, 85/01/23, 850 123Q23^, 


8501250352 IE Info Notice 85r^007, "Contaminated Radiography Source 
Shipments, " Svc lift en^l, 

GRACE, J. N. Division of QAi Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 2869^:295, 24X Fiche: 50-000, 85/01/29, 8501250352. 
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R Periodic operating reports & related correspondence 


8501230569 Monthly operating repts for Dec 1984. W/S501 14 Itr. 
BEWLEY, E. K. Baltimore Gas it Electric Co. 84/12/31. 11pp. 

28540:209. 24X Fic he: 50-31 7i 84/12/31, 8501230569. 


S. Reportable occurrences, LERs 8t related correspondence 


8501110090 RO: on 8411 16, impingement of large number of fish occurred. 
Reactor manually tripped in order that associated 
circulating water pumps could be turned off & screen damage 
avoided. Caused by drop in intake water temp. 

BAUEREIS, E. I. Baltimore Gas it Electric Co. 84/12/26. Region 1, 
Office of Director. 2pp. 28362:120. 24X Fiche: 50-317, 84/12/26, 

8501110090. 


G. Adjudicatory correspondence 


8501030131 Response supporting staff motion to conform proposed Tech 
Specs per 841219 amend of order, w/understand ing that formal 
license amend would await outcome of prospective hearing. 
Certificate of Svc end. 

RIDGWAY, D. A. General Public Utilities - GPU Service Corp. 

RIDGWAY, D. A. Shaw, Pittman, Potts & Trowbridge. #185 899. 
84/12/28. Atomic Safety and Licensing Board Panel. 5pp. 

28163: 132. 24X Fiche: 50-320, 84/12/28, 8501030131. 


8501160542 Order granting NRC 841219 motion requesting proposed Tech 
Specs be modified to conform to attached 841219 amend of 
order. W/o attachment. Served on 850116. 

WOLFE, S. J. , PARIS,O.H. , SHOW, F. J. Atomic Safety and Licensing Board 
Panel. #185 102. 85/01/15. NRC - No Detailed Affiliation Given. 

2pp. 28420:068. 24X Fiche : 50-320, 85/01 /15, 8501 160542. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency 8e fire protection plans 


8007020634 Forwards advance comments on TMl emergency plan. Rev 2, 
June 1980. Plan poorly written. Onsite station organization 
needs clarification. 

SMITH, M. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 80/06/24. ROE, J. TMI Program Office. 33pp. 
28439:288. 24X Fiche: 50-289. 80/06/24, 8007020634. 


8501110494 Forwards Insp Rept 50-320/84-23 on 841103 & 1207. No 
violation noted. Correc tive actions re violations noted in 
Insp Rept 50-320/84-13 will be examined during future insp. 

TRAVERS, W.D. TMI Program Office. 84/12/24. STANDERFER, F. R. 
General Public Utilities - GPU Service Corp. 2pp, 28362:209. 24X 

Fiche: 50-320,84/12/24, 8501110494. 


—8501110499 Insp Rept 50-320/84-23 on 841103 it 1207. No violation or 
deviation noted. Major areas inspected: plant operations 
including radiochemistry lab operations, LER review, emergency 
exercises it reactor vessel plenum jacking. 

COOK.P. , MOSLAK.T. , BELL, J. Region 1, Office of Director. 
84/12/19. 7pp. 28362:211. 24X Fiche: 50-320, 84/12/24, 8501110494. 


H. General correspondence 


8501110452 Responds to 841202 Itr to Chairman Palladino re DES <NUREQ- 
0683, Suppl 1 >. Conclusions in final suppl unchanged. Complete 
set of responses end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/12/24. DOHERTY. J.F. Doherty, J. F. 5pp. 28369:001. 24X 

Fiche: 50-320, 84/12/24, 8501110452. 


8501110167 Responds to 841228 request for info for term paper, "How to 
Survive Nuclear Attack. " Protective clothing for TMI cleanup 
used for prevention of skin contamination & inhalation of 
airborne contamination in particulates. 

SNYDER, B.J. TMI Program Office. 85/01/07. ELKINS, B. Affiliation 
Not Assigned. 3pp. 28369:317. 24X Fic he: 50-320, 85/01/07, 

8501110167. 


— 8501110172 Requests info re nuclear survival for preparation of term 
rept, "How to Survive Nuclear Attack," including info re 
radiation resistant suits used in TMI cleanup it nuclear 
survival. 

ELKINS.B. Affiliation Not Assigned. 84/12/28. SNYDER, B. J. TMI 
Program Office. Ip. 28369:320. 24X Fiche: 50-320, 85/01/07, 

8501110167. 


8501020434 Rev 7 to Emergency Plan Implementing Procedure 1054. 4, 
"General Emergency, " 

BRADY, J. A., BROWN, N. General Public Utilities - GPU Service Corp. 
84/12/28. 7pp. 28163:193. 24X Fiche: 50-320, 84/12/28. 8501020434. 


8501080262 Forwards status of fire protection evaluation general 8< 
specific requirements re safety-related cable trays it water- 
tight doors between Fire Areas 1 & 47, per request. 

STANDERFER, F. R; General Public Utilities - GPU Service Corp. 
84/12/31. SNYDER, B.J. TMI Program Office. 2pp. 28232:140. 24X 

Fiche: 50-320, 84/12/31, 8501080262. 


8501080340 Forwards 841130 memo confirming corrective actions for 
Lancaster County Category A deficiencies identified during 
831130 offsite radiological emergency preparedness exercise. 

KRIMM, R. W. Federal Emergency Management Agency. 85/01/02. 

JORDAN, E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 2pp, 28233:161, 24X Fiche: 50-289, 85/01/02. 

8501080340. 


8501100016 Rev 6 to Emergency Plan Implementing Procedure 1054. 2, 
"Alert. '* 

MALEY, B. General Public Utilities - GPU Service Corp. 85/01/04. 

28 pp. 28293:106. 24X Fiche: 50-320, 85/01/04, 8501100016 . 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York# Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501220406 Responds to 841214 ltr re TMI. NRC encouragement of outside 
participation in all phases of regulatory program 
reiterated. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
85/01/11. CHANG, W.S. W. S. Chang Sc Associates, Inc. 4pp. 

28507:352. 24X Fiche: 50-320, 85/01/1 1, 8501220406. 


— 8501220411 Expresses need for technology advancement S< increased input 
from scientific community to NRC in light of TMI accident 
assessment. 

CHANG, W.S. W.S. Chang Sc Associates, Inc. 84/12/14. 

Commissioners. 2pp. 28507:356. 24X Fiche: 50-320, 85/01/11, 

8501220406. 


P. Operating license stage documents Sc correspondence 


8501140539 Submits comments re documents forwarded by WA Mills Sc 
0 Tokuhata. Paper does not present convincing evidence of 
cancer incidence, cancer mortality or adverse pregnancy 
outcome in TMI area residents following accident. 

CALDWELL, O. 0. Health Sc Human Services, Dept. of,. 84/09/07. 
MILLS, W. A. Division of Radiation Programs & Earth Sciences (post 
840429). 3pp. 28389:229. 24X Fiche: 50-320, 84/09/07, 8501140539. 


8501100663 Forwards NUREG-OSSS, "Population Dose Sc Health Impact of 
Accident at TMI Nuclear Station" Sc NUREG-0738, 

"Investigations of Reported Plant Sc Animal Health...," per 
841112 ltr re mortality Sc morbidity study. W/o ends. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 
84/12/21. RICHARDS, W. A. Pennsy Ivan ia State Univ. , University Park, 
PA. Ip. 28356:192. 24X Fiche: 50-320, 84/12/21, 8501100663. 


8501240389 Rev 2 to Emergency Plan Implementing Procedure EPIP 1054.28, 
"Activation of Technical Support Ctr. " 

* General Public Utilities - GPU Service Corp. 85/01/17. 9pp. 
28526:178. 24X Fiche: 50-320, 85/01/17, 8501240389. 


8501310415 Confirms telcon re 850205 meeting at TMI emergency 
operations facility to discuss FEMA Category A deficiencies 
8< other offsite problems. 

MARTIN, T,T. Region 1 , Ol^f ice of Director, 85/01/23. OIANGI.G, 

28657:049. 24X 

Fiche: 50-289, 85/01/23, 8501310415 


8501100663 Forwards NUREG-055a, "Population Dose Sc Health Impact of 
Accident at TMI Nuclear Station" S< NUREG-0738, 

"Investigations of Reported Plant Sc Animal Health...," per 
841112 ltr re mortality Sc morbidity study. W/o ends. 

DENTDN.H, R. Office of Nuclear Reactor Regulation, Director. 
84/12/21. RICHARDS, W. A. Pennsylvania State Univ., University Park, 
PA. Ip. 28356:192. 24X Fic he : 50-320, 84/12/21, 8501 100663. 


—8501100668 Discusses study on spatial distribution of cause of death 
for State of PA, Study suggests that work should be done in 
area of health statistics. Commissioned study can be 
completed by Capitol Campus students. 

RICHARDS, W, A. Pennsylvania State Univ., University Park, PA. 
84/11/12. PALLADINO, N. Commissioners. 7pp. 28356:193. 24X 

Fiche: 50-320, 84/12/21, 8501100663. 
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8501020321 Application for amend to License DPR-73< consi sting of 
Recovery Operations Plan Change Request 25. Proposed change 
requests addition of containment air control envelope vent 
radiation monitor. Fee paid. 

STANDERFERi F. R. General Public Utilities - GPU Service Corp. 
84/12/24. SNYDERjB.J. TMI Program Office. 4pp. 28142:347. 24X 

Fiche: 50-320, 84/12/24, S501020321. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 

Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080247 Forwards Rev 0 to 4550-3221-84-01, "Safety Analysis of 
Measuring U Fuel Matl Collected in Lower Region of Tm-2 
Reactor Vessel Via Gamma Profiling of In-Core Detectors, " 
for review Sc approval. Fee paid. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/03. SNYDER, B. J. TMI Program Office. 2pp. 28232:326. 24X 

Fiche: 50-320, 85/01/03, 8501080247. 


— 8501080253 Rev 0 to "Safety Analysis of Measuring U Fuel Matl Collected 
in Lowe Region of TMI-2 Reactor Vessel Via Gamma Profiling 
of In-Core Detectors. *' 

* General Public Utilities - GPU Service Corp. 4550-3221-84-01 
ROO. 85/01/03. 17pp. 28232:328. 24X Fiche: 50-320, 85/01/03, 

8501080247. 


8501180351 Confirms resolution of all outstanding issues re audit of 
all documentation concerning polar crane refurbishment 
conducted in response to Recommendation 3 of polar crane 
review group rept. Unrestricted use of crane requested. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/08, SNYDER, B.J. TMI Program Office. 3pp. 28453:164. 24X 

Fiche: 50-320, 85/01/08, 8501180351. 


8501160223 Responds to 850108 & 841214 requests for release of polar 
crane for unrestricted use within limits of current load 
rating. Investigation of hand release mechanism adequate. 

Requested use acceptab le. Chronology of events listed. 

SNYDER, B. J. TMI Program Office. 85/01/09. STANDERFER, F. R. General 
Public Utilities - GPU Service Corp. 8pp. 28435:331. 24X 

Fiche: 50-320, 85/01/09, 8501160223. 


8501220357 Forwards "Technical Evaluation Rept for Defuellng Water 
Cleanup Sys, " "Sys Description for Defueling Water Cleanup 
Reactor Vessel Cleanup Sys" & "... Fuel Transfer Canal/Spent 
Fuel...." W/five oversize drawings. Aperture cards in PDR. 
STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/14. SNYDER, B.J. TMI Program Office. Ip. 28491:005. 24X 

Fiche: 50-320, 85/01/14, 8501220357, 


— 8501220359 Rev 3 to "Technical Evaluation Rept for Defueling Water 
Cleanup Sys, " 

BOLDT, G. K, , SMITH, E.T. General Public Utilities - GPU Service 
Corp. 15737-2-G03-106. 85/01/10. 19pp. 28491:006. 24X 

Fiche: 50-320, 85/01/14, 8501220357. 


—8501220363 Rev 2 to "Sys Description 15737-2-M72-DWC01 for Defueling 
Water Cleanup Reactor Vessel Cleanup Sys. " 

BOLDT, G.K., MAYS, R. L. , RIDER, R. L. General Public Utilities - GPU 
Service Corp. 84/12/27. 23pp. 28491:025. 24X 

Fiche: 50-320, 85/01/14, 8501220357. 


—8501220364 Rev 2 to "Sys Description 15737-2-M72-DWC02 for Defueling 
Water Cleanup Fuel Transfer Canal/Spent Fuel Pool Cleanup 
Sys. " 

BOLDT, G.K. , MAYS, R. L. , RIDER, R. L. General Public Utilities - GPU 
Service Corp, 84/12/27. 21pp. 28491:049, 24X 

Fiche; 50-320, 85/01/14, 8501220357. 


8501180189 Submits status of auxiliary it fuel handling bldg 
decontamination schedule for Fourth Quarter 1984, per 840307 
ltr. Radiological dose rates in some areas of makeup filter 
cubicle still high <2-4 rems/h). 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/15. SNYDERv,S. V. TMI Program Office. 2pp. 28455:062. 24X 

Fiche: 50-320, BSi'Ol/ 15, 8501180189. 


8501300191 Advises that 840813 petition on behalf of TMI Alert 
considered under 10CFR2. 206 it denied, based on end 
Director's Decision pp-85-01. FR notice also end. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 
85/01/15, DORBSHOW, J, Three Mile Island Alert. Ip. 28684:173. 
24X Fiche: 50'760C>, 185/01/15, 8501300191 . 


—8501300221 Forwards Director's Decision DD-85-01 under 10CFR2. 206 for 
FR publication, 

* Operating Reactors Branch 4. 85/01/15, Docketing ®e Services 

Branch. 6pp; 28684:174, 24X Fiche: 50-000, 85/01/15, 8501300191. 


— 8501300231 Director's Decision DD-85-01 denying TMI Alert 840813 
petition requesting that NRC revoke OLs. A1 1 egati ons do 
not provide adequate basis for initiating show cause to 
revoke DLs. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
85/01/15. 9pp. 28684:180. 24X Fich e : 50-000, 85/01 / 1 5. 8501300191 . 


— 8501300242 Notice of issuance of Director's Decision DD-S5-01 denying 
TMI Alert 840813 petition requesting that NRC revoke OLs. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director.. 
85/01/15. 2pp. 28684:189, 24X Fiche: 50-000, 85/01/15, 8501300191. 


8501220271 Forwards Rev 2 to "SER for Operation of Internals Indexing 
Fixture Processing Sys. " Rev reflects change to lower limit 
boron concentration for RCS. Tech Spec change request being 
prepared to reflect concentration change. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/16. SNYDER. B. J. TMI Program Office, Ip, 28493:199. 24X 

Fiche: 50-320,85/01/16, 8501220271. 


— 8501220281 Rev 2 to "SER for Operation of Internals Indexing Fixture 
Processing Sys. " 

BOLDT, G.K., WILLIAMS, D. S. General Public Utilities - GPU Service 
Corp. 15737-2-G07-103 R02. 84/12/28. 17pp. 28493:200. 24X 

Fiche: 50-320,85/01/16. 8501220271. 


8501290176 Forwards SER re proposed changes to recovery operations 
plan requirements on exhaust flowrate requirements for fuel 
handling bldg ventilation sys. Proposed changes approved. 

TRAVERS, W.D. TMI Program Office. 85/01/17. STANDERFER, F. R. 
General Public Utilities - GPU Service Corp. Ip. 28646:093. 24X 

Fiche: 50-320, 85/01/17, 8501290176. 


— 8501290182 Safety evaluation supporting proposed changes to recovery 
operations plan requirements re exhaust flowrate 
requirements for fuel handling ventilation sys. 

# NRC - No Detailed Affiliation Given. 85/01/17. 3pp. 

28646: 094. 24X Fiche: 50-320, 85/01/17. 8501290176. 


8501290601 Forwards summary of 850108 meeting w/util re polar crane 
status. Meeting focused on util actions to correct 
deficiencies identified St action to recertify polar crane 
for unrestricted operation within current rated capacity. 

TRAVERS, W.D. TMI Program Office. 85/01/17. STANDERFER, F. R. 
General Public Utilities - GPU Service Corp. Ip. 28649:339. 24X 

Fiche: 50-320, 85/01/17. S501290601. 


— 8501290602 Summarizes 850108 meeting w/util re polar crane status to 
resolve all remaining open issues on main hoist brakes & 
hand release mechanism. 

THOMAS, J. A. TMI Program Office. 85/01/17. TRAVERS, W. D. TMI 
Program Office. 6pp. 28649:340. 24X Fiche : 50-320, 85/01/17, 

8501290601. 


8501230313 Forwards SER re load testing polar crane auxiliary hoist, for 
review St approval. Aux i 1 iary hoist load test can be 
performed w/o undue risk to health 8< safety of public. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 

85/01/18. SNYDER, B.J. TMI Program Office. 9pp. 28512:009. 24X 

Fiche: 50-320, 85/01/18, 0501230313, 


8501230332 Forwards Rev 3 to "SER for Removal of Equipment Hatch, " 
Removal St reinstallation of original hatch will not cause 
undue risk to public. Utilization of hatch will significantly 
enhance preparation for start of defueling. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/18. SNYDER, B.J. TMI Program Office. 2pp. 28509:064. 24X 

Fiche: 50-320, 85/01/18, 8501230332. 


— 8501230339 Rev 3 to "SER for Removal of Equipment Hatch. " 

* General Public Utilities - GPU Service Corp, 1 5737-2-G07-107 
R03. 85/01/15. IBpp. 28509:066. 24X Fiche: 50-320, 85/01/18, 

8501230332. 


8501310451 Forwards Rev 1 to Div SER 1 5737 -2-G07- 106, "Plenum Lift St 
Transfer, " for review. Rept concludes that removal St transfer 
of plenum from reactor vessel to fuel transfer canal can be 
performed w/o risk to public safety. Fee for review end. 
STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/25. SNYDER, B.J. TMI Program Office. 2pp. 28656:141. 24X 

Fiche: 50-320, 85/01/25, 8501310451. 


—8501310456 Rev I to Div SER 15737-2-G<?7-106, "Plenum Lift St Transfer. " 
RIL,C. L. > SMITH, E.T. , RIDER, R. L. General Public Utilities - GPU 
Service Corp. 15737-2-G07-106 ROl. 85/01/25. 17pp. 28656:143. 

24X Fiche; 50-320,85/01/25, 8501310451. 
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3 Inspection reports. IE Bulletins & correspondence 


R. Periodic operating reports 8< related correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuage Sys Perotitted 
Under 10CFR20. 303. '' Svc list end 

GRACE, J, N. Division of Emergency Preparedness & Engineering Response 
<Post 330103). 84/12/21. Consolidated Edison Co. of Neuj York, 

Inc. 12ipp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501110494 Forwards Insp Rept 50-320/84-23 on 841103 & 1207. No 
violation noted. Correc tive actions re violations noted in 
Insp Rept 50-320/84-13 will be examined during future insp. 

TRAVERS, W.D. TMI Program Office. 84/12/24. STANDERFER, F. R. 
General Public Utilities - GPU Service Corp. 2pp. 28362:209. 24X 

Fiche: 50-320, 84/12/24. 8501110494. 


—8501110499 Insp Rept 50-320/84-23 on 841103 & 1207. No violation or 
deviation noted. Major areas inspected: plant operations 
including radiochemistry lab operations, LER review, emergency 
exercises & reactor vessel plenum jacking. 

COOK, P. , KOSLAK, T, , BELL, J. Region 1. Office of Director. 
84/12/19. 7pp. 28362:211. 24X Fiche; 50-320. 84/12/24, 8501 110494. 


8501020240 Forwards "TMI Aquatic Study Monthly Rept for Nov 1984. 

RESSLER,W. C. General Public Utilities - GPU Service Corp. 84/12/19. 

HICKEY, C. NRC - No Detailed Affiliation Given. Ip. 28155:235. 

24X Fiche: 50-289, 84/12/19, 8501020240. 


— 8501020243 “TMI Aquatic Study Monthly Rept for Nov 1984, *' 

* EA Engineering, Science & Technology, Inc. 84/11/30. 13pp. 

28155: 236. 24X Fiche: 50-289, 84/12/19, 8501020240. 


8501080218 Submits TMI Program Dfc weekly status rept for uik of 
841215-21. 

TRAVERS, W.D. TMI Program Office. 84/12/21. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. SNYDER, B. U. TMI Program 
Office. 5pp. 28273:089. 24X Fich e: 50-320, 84/12/21, 8501080218. 


8501290051 Forwards “TMI Aquatic Study Monthly Rept for Dec 1984. “ 
RESSLER,W. C. General Public Utilities - GPU Service Corp. 85/01/15. 

HICKEY, C. NRC - No Detailed Affiliation Given, Ip. 28639:341. 

24X Fiche: 50-289, S5/01/15, 8501290051. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. “ Svc list end. 

GRACE, U. N. Division of Emergency Preparedness & Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co, of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401 . 


8501080502 IE Info Notice 85-002, “Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

UORDAN.E. L. Division of Emergency Preparedness & Engineering 
Response <Po5t 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e; 50-000, 85/01/11, 8501080502. 


8501210101 Responds to NRC 841213 Itr re violations noted in Insp Rept 
50-320/84-21. Corrective actions: Radiological Control 
Procedure RCP 4026, Rev 2 issued to remove requirement for 
written & oral exams. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/11. WJRLEY, T. E. Region 1, Office of Director, 4pp. 

28470:251. 24X Fiche: 50-320, 85/01/1 1, 8501210101. 


8501300374 Forwards Exam Rept 50-320/84-16 of exam administered during 
wk of 840806. * 

KISTER,H. B. Region 1, Office of Director. 85/01/11. STANDERFER, F, 
General Public Utilities - GPU Service Corp. 2pp. 28677:207 24X 

Fi Che; 50-320,85/01/11,8501300374. ^ ^ 


—8501300379 Exam Rept 50-320/84-16 on 840806-10. Exam results; three of 
SIX reactor operator candidates passed. 

DUDLEY, N. , KELLER, R. M. Region 1, Office of Director. 85/01/10. 
9pp. 28677:209. 24X Fiche: 50-320, 85/01/11, 8501300374. 


85011^655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

‘ Vp Ewsrgencg Preparedness Engineering 

Response tPost 830103). 85/01/15. Consolidated Edison Co of New 

ork, Inc. 103pp, 28490:226. 24X Fiche; 50-000,85/01/15 , 8501100655 


JORDAN, E.L. Division of Emergency Preparedness & Engineerina 

consolidated Edls” Co" of New 
k, Inc. 109pp. 28613:169. 24X Fiche; 50-000, 85/01/17, 8501160196. 


‘8501290056 “TMI Aquatic Study Monthly Rept for Dec 1984. “ 

* EA Engineering, Science & Technology, Inc. 84/12/31. 5pp. 
28639:342. 24X Fi ch e: 50-289, 85/01/1 5, B501290051. 


S. Reportable occurrences, LERs & related correspondence 


v.iai. i-uliuluup reps so re 

sampling of RCS will be submitted by 
850130, per 841219 discussion w/R Cook. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 

Record Services Branch (Document Control Desk). Ip, 
28188: 242. 24X Fiche: 50-320, 84/12/20, 8501030045. 


LER 84-017-01: on S41024,after completion of TMI flood 
protection dike semiannual insp, sections of submerged toe of 
dike found degraded. Subsequent insps will use sonar method 
to identify further degradation. W/841221 Itr. 

AUGER, J C. , STANDERFER, F. R. General Public Utilities - GPU Service 

28685- La Office Of Director. 

28685. 250. 24X Fiche: 50-320, 84/12/21, 8501310204. 


8pp. 


w«sc.-wv. on o‘fiii^v,one of two electrolyte sensino 

element leads for air intake tunnel chlorine monitor'^ 
disconnected, rendering monitor inoperab 1 e. Caused by 
error. Monitor recal ibr. W/B41227 Itr. 

Public Utilities - GPU Service 
8501080419 .^^'^^^’ ^®2^®=244. 24X Fiche: 50-320, 84/12/27, 


roam TI n= « riser working in seal inject! 

room,TLD5 for three workers read 640 mrem whole body 
skin. Incident being investigated. 

285?; bil Six'-F?’ Program Office. 85/01/15. 
28516.001, 24X Fiche: 50-320, 85/01/15, 8501230135. 


ip, 


lifts up to 5-ton 

SNYDER S H' ® D 841018. Svc list end. 

Pud??' Stiiitl^ 85/01/18. STANDERFER, P. R. 

ruoiic Utilities - GPU Service Corp. 2pp. 28558-269 2 av 

Fiche: 50-320, 85/01/18, 8501240604. 2B55B. 269. 24X 


Gen ere I 


83012^229 IE Info Notio, B5-005, "Pip. Whip R..tr.Int.. " Svc li.t 

tOBpp. 28692:186. Z4X Fiche: 30-000. 83/01/23, 89O12302S 


Br.othlng Air 

York. Inc. 109pp 28692°M?^^^i¥ Consolidated Edison Co. of Ne 

PP. 28692,001. 24X Fiche: 50-000, 85/01/23, 850123023 

oo.«u. WZ5. Z4X Fiche: 50-320, 85/01/23. 8501290423. 


Skipaents,^* Svc**li?t^JLl^"^°^ Radiography Source 

(8301 03^1^212) ^*^S/01/»’ ®®Feguards & Insp Programs 

Inc. 67pp. 28692-295 24 ¥ e ■ ^J^^Si^**®**** Co. of New Yot 

8WOY2.295. 24X Fiche: 50-000,85/01/29,8501250352. 


^J^^^^scT-ipts 01 ) non-antitrust matters 


Washington, DC re LimLLd iSw PowiriL.^;. 
feedwater flow indication per ^Ml!^ rlllTrl pr:?::5:SS" 

* Commissioners. 84/12/20. 7pp. 28164:340 24X 

Fiche; 50-000, 84/12/20, 8501020266. 


Pp 1-114. Supporting documentation end •I'T^xsourg, pa. 

114pr“286S8°S39“ =• 

'^^^^*•50-320,85/01/10,8501310258. 


f II!!!!! l /E x ec u 1 1 ve Correspond enc ^ 


P ALLADINO, N. J. Commissioners. 84/12/13 H 8 TN 7 i e « 4 . 
Natural Resources. 3pp 28271-203 Jav erV 

8501080078. ^ *^B271.202. 24X Fiche: 50-320, 
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— 850108008^ Foruiards 841113 Itr sent to DOE re transportation casks 
used in removal of damaged reactor fuel from TMI. Req.uests 
review & comments on questions posed to DOE re NRC 
activities. 

HEINZ, J. Senate. 84/11/13. PALLADINO, N. J. Commissioners. 6pp. 
28271; 215. 24X Fiche: 50-320, 84/12/13, 8501080078. 


V. Operator Examinations 


8501210101 Responds to NRC 841213 Itr re violations noted in Insp Rept 
50-320/84-21. Corrective actions; Radiolog ical Control 
Procedure RCP 4026, Rev 2 issued to remove requirement for 
written & oral exams. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/11. MURLEY, T. E. Region 1, Office of Director. 4pp. 

28470:251. 24X Fiche: 50-320, 85/01/1 1, 8501210101. 


8501300374 Forwards Exam Rept 50-320/84-16 of exam administered during 
wk of 840806. 

KISTER,H. B. Region 1, Office of Director. 85/01/11. STANDERFER, F. 
General Public Utilities - GPU Service Corp. 2pp. 28677:207. 24X 
Fiche: 50-320, 85/01/11, 8501300374. 


— 8501300379 Exam Rept 50-320/84-16 on 840806—10. Exam results: three of 
six reactor operator candidates passed. 

DUDLEY,N. , KELLER, R.M. Region 1, Office of Director. 85/01/10. 
9pp. 28677: 209. 24X Fiche: 50-320, 85/01/11, 8501300374. 


8501220294 Forwards Rev 0 to Administrative Manual 6212-ADM-2611. 04, 
“Fuel Handling Senior Reactor Operator Training Program for 
TMI-2. " Program addresses defueling operation. 

STANDERFER, F. R. General Public Utilities - GPU Service Corp. 
85/01/14. EISENHUT, D. G. Division of Licensing. SNYDER, B. J. TMI 
Program Office. 2pp. 28494:038. 24X Fiche: 50-320, 85/01/14, 

8501220294. 


—8501220301 Administrative Manual 6212-ADM-261 1. 04, “Fuel Handling 
Senior Reactor Operator Training Program for TMl-2. " 

* General Public Utilities - GPU Service Corp. 85/01/07. 46pp. 

28494: 040. 24X Fiche: 50-320, 85/01/14, 8501220294. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8501230566 Forwards Safeguards Insp Repts 50-321/84-12 & 50-366/84-12 
on 840405-06 & notice of violation. Rept details & notice 
of violation withheld <ref 10CFR2. 790 it 73.21). 

0 'REILLY, J. P. Region 2, Office of Director. 84/06/07. KELLY, R. J. 
Georgia Power Co. 2pp. 28540:220. 24X Fiche: 50-321, 84/06/07, 

8501230566. 


—8501230573 Safeguards Insp Repts 50-321/84-12 it 50-366/84-12 on 840405- 
06. No noncompliance noted. Major areas inspected: 840404 
security incident re protected St vital areas access 
controls. Details withheld (ref 10CFR2. 790 it 73.21). 

TOBIN,W.J. , MCGUIRE, D.R. Region 2, Office of Director. 84/04/26. 

Ip. 28540:222. 24X Fiche: 50-321, 84/06/07, 8501230566. 


8501210175 Discusses Safeguards Insp Repts 50-321/84-18 & 50-366/64-18 
on 840530 Sc forwards notice of violation St proposed 
imposition of civil penalty. End withheld (ref 10CFR73. 21). 

O'REILLY, J. P. Region 2, Office of Director. 84/07/10, KELLY, R. U. 
Georgia Power Co. 3pp. 28470:073. 24X Fiche: 50-321, 84/07/10, 

8501210175. 


8501240035 Forwards Safeguards Insp Repts 50-321/84-18 St 50-366/84-18 
on 840530. Enforcement action re insp addressed in JP 
O'Reilly 840710 Itr. 

LEWIS, R.C. Region 2, Office of Director, 84/07/10, KELLY, R. U. 
Georgia Power Co. 2pp. 28543:213. 24X Fiche; 50-321, 84/07/10, 

8501240035, 


— 8501240041 Safeguards Insp Repts 50-321/84-Trl8 Sc 50-366/84-18 on 
840530. Noncompliance noted; introduction of uneuthorized 
weapon into protected area. Details withheld (ref 
10CFR73. 21). 

TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director. 84/06/07, 
Ip. 28543:215. 24X Fiche; 50-321, 84/07/10, 8501240035. 


8501240144 Confirms util commitment to provide further response to 
violation noted in Special Security Insp Repts 50-321/84-12 
St 50-366/84-12. Response may be included in response to NRC > 
840710 itr. 

LEWIS, R.C. Regions, Office of Director. 84/07/16. KELLY, R. J. 
Georgia Power Co. Ip, 28541:328. 24X Fiche; 50-321, 84/07/16. 

8501240144, 


— B501240154 Responds to security violation noted in Special Security 
Insp Repts 50-321/84-12 ?t 50-366/84-12. End withheld (ref 
10CFR2. 790). 

GUCWA, L. T. Georgia Power Co. 84/07/05. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 28541:329. 24X Fiche: 50-321, 84/07/16, 

8501240144. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501290676 Forwards environ assessment 8< finding of no significant 
impact re licensee 840904 request for scheduler exemption 
from fire protection requirements of 10CFR50. 48(c ), as 
supplemented by 841002,19 & 1220 Itrs. 

RIVENBARK.G. W. Operating Reactors Branch 4. 85/01/10. BECKHAM, J. T. 

Georgia Power Co. 3pp. 28644:273. 24X Fiche: 50-321. 85/01/10, 

8501290676. 


— 8501290684 Environ assessment it finding of no significant impact re 
util 840904 request for schedular deferment from 10CFR50, 

App R, Section III. G for fire protection equipment used for 
safe shutdown to 861130. EIS unwarranted. 

LAI NAS. G. C. Assistant Director for Operating Reactors. 85/01/10. 
4pp. 28644:276. 24X Fiche: 50-321, 85/01/10, 8501290676. 


8501290557 Forwards exemption from schedular requirements of 
10CFR50. 48(c ) to extend deadline for installation of fire 
protection mods until 661130. 

STOLZ.J. F. Operating Reactors Branch 4. 85/01/16. BECKHAM, U. T. 

Georgia Power Co. 3pp. 28649:005. 24X Fiche: 50-321, 85/01/16, 

8501290557. 


— 8501290561 Exemption from requirements of 10CFR50. 4B(c) to extend 
deadline for completion of fire protection mods not 
requiring plant shutdown until 861130. 

CASE, E. G. Office of Nuclear Reactor Regulation, Director. 
85/01/16. Georgia Power Co. 5pp. 28649:008. 24X 

Fiche: 50-321, 85/01/16, 8501290557. 


8501290158 Responds to 650116 order & provides rev to interim 
mitigation factors for nonoutage related App R mods, per 
850117 telcon. 

GUCWA, L.T. Georgia Power Co. 85/01/17. 8T0LZ, J. F. Operating 
Reactors Branch 4. 2pp. 28618:344. 24X Fiche: 50-321, 85/01/17, 

8501290158. 


8501290532 Application for amend to License DPR-57, rcvi sing Tech Specs 
re fire detection resulting from control room St App R mods. 

Fee paid. 

BECKHAM, J.T. Georgia Power Co. 85/01/17. STDLZ, J. F. Operating 
Reactors Branch 4. 2pp. 28616:221. 24X Fiche; 50-321, 85/01/ 17, 

8501290532. 


— 8501290536 Proposed Tech Specs re fire detection resulting from control 
room it App R mods. 

* Georgia Power Co. 85/01/17. 6pp. 28616:223. 24X 

Fiche: 50-321, 85/01/17, 8501290532. 


8501280014 Revised emergency plan implementing procedures, Including 
Rev 22 to HNP-B008 re radiation work permit, Rev 13 to 
HNP-8050 re survey frequency Sc Rev 8 to HNP-8003 re 
radiation control area classifications. W/850122 ltr. 

SORRELL, E. C. Georgia Power Co. 85/01/22. 300pp. 28567:226, 24X 

Fiche: 50-321, 85/01/22, 8501280014. 


P. Operating license stage documents St correspondence 


8501170117 Forwards description of planned inservice insp St testing 
program for next 40-month period Sc three sets of modified 
piping Sc instrumentation drawings, includ ing applicable 
components, per 760424 ltr, 

WHITMER, C. F. Georgia Powef Co. 78/08/03. Office of Nuclear 
Reactor Rayulation, DiTcctor. Ip. 28445:275. 24X 

Fiche: 50-321, 78/08/03, 85011701 17. 


8501280520 Further response %p FOXA request for documents re failures 
in electrical relay s. Forwardis App A documents. First document 
in App B partially withheld (raf FOIA Exemption 4), Second 
document in App B completely withheld (ref 10CFR9. 9). 

FELTON, J. M. Division of Rules and Records. 64/08/08. BELL, N. 
Nuclear Information Sc Resource Service. 4pp. 28637:237. 24X 

Fiche; 50-000, 84/08/06, 8501280520. 


— 8501280533 Informs that review of FOIA 84-316 request complete, Addl 
documents determined to be covered by request re HFA relays 
at facilities encl. 

GOODE, R, W. . Division pf Resource Managementf Sf Administration. 
84/07/23. PHILIPS, J. D. Division of Roles and Records. Ip. 

28637: 241. 24X Fi t h e: 50-00^, 84/08/08, 8501280520. 
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350103G317 Forwards Amend! :03 to License DPR-57 St safety evaluation. 
Amend revises Tech Specs to change limiting safety sys 
settings. limiting conditions for operation & surveillance 
reciuireiTients to support lo-io set logic. 

HERMANN, R, A. Operating Reactors Branch 4. 84/12/07. BECKHAM. J. T. 

Georgia Power Co 2pp. 28202:012. 24)( Fiche: 50”321i 84/12/07. 

3501030317. 


— 3501030321 Amend 103 to License DPR-57, r evi sing Tech Specs to change 
limiting safety sys settings, 1 iniiting conditions for 
operation 8e surveillance requirements to support lo-lo set 
logic St analog transmitter trip sys mods. 

STOLZ.J F. Operating Reactors Branch 4. 84/12/07. 74pp. 

28201:014, 24X Fic he: 50-321. 84/12/07. S501030317. 


— 8501030323 Safety evaluation supporting Amend 103 to License DPR-57. 
* Office of Nuclear Reactor Regulation, Director. 84/12/07. 

3lpp. 28201:089. 24X Fiche. 50-321. 84/12/07. 8501030317. 


8501210078 Forwards summary of 841023 meeting u/util in Atlanta. GA re 
util plans for accelerated licensed operator requal if icati on 
training program it interpretation of Tech Specs. Attendance 
list if program outline end. 

QLSHINSKI, J. A. Region 2. Office of Director. BROCKMAN, K. E. NRC - 
No Detailed Affiliation Given, 84/12/13. KELLY. R. J. Georgia Power 
Co. 18pp. 28501:312- 24X Fi che: 50-321 . 84/12/13. 8501210078. 


@501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certi f ication of compliance to 
10CFR50. 49. “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. “ Svc list end. 
EI5ENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche; 50-000,84/12/27, 8501030120. 


0501040136 provides documentation of program details discussed in 
841226 telcon w/Stolj, Mai ker. Pander a & Hermann re 
verification of operability of cable tray supports. 

GUCWA, L. T. Georgia Power Co. 84/12/28. STOLZ, J. F. Operating 
Reactors Branch 4. 7pp. 28181.257. 24X Fiche; 50-321. 84/12/28, 

8501040136. 


— 8501230316 Proposed Tech Spec to delete definition for “cumulative 
downtime" from definitions & bases sections. 

* Georgia Power Co, 85/01/11. 3pp- 28508:037. 24X 

Fiche; 50-321, 85/01/1 1, 8501230312. 


S501240117 Provides addl details on long-term program for corrective 
action re cable tray support verification program. Schedule 
for walkdowns end. 

GUCWA, L.T. Georgia Power Co. 85/01/16, STOLZ, J. F. Operating 
Reactors Branch 4. 3pp. 28530:359. 24X Fi c h e ; 50-321 , 85/01 / 16, 

8501240117. 


8501290504 Forwards payment of fee for B50111 application for amend to 
License DPR-57, inadvertantly omitted from ltr. 

GUCWA, L.T. Georgia Power Co. 85/01/17. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 28616:251. 24X Fiche; 50-321. 85/01/17, 

B501290504. 


8501290532 Application for amend to License DPR-57, revi sing Tech Specs 
re fire detection resulting from control room it App R mods, 

Fee paid. 

BECKHAM, J.T. Georg ia, -Power Co. 85/01/17. STOLZ. J. F. Operating 
Reactors Branch 4. .''2pp. 28616:221. 24X Fiche: 50-321. 85/01/17. 

8501290532. 


— 8501290536 Proposed Tech Specs re fire detection resulting from control 
room Sc App R mods. 

* Georgia Power Co. 85/01/17. 6pp. 28616:223. 24X 

Fiche: 50-321, 85/01/17, 8501290532. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501170117 Forwards description of planned inservice insp Sc testing 
program for next 40-month period Sc three sets of modified 
piping Sc instrumentation drawings, includ ing applicable 
components, per 760424 ltr. 

WHITMER,C. F. Georgia Power Co. 7S/08/03. Office of Nuclear 
Reactor Regulation, Director. Ip. 28445:275. 24X 

Fiche: 50-321,78/08/03, 8501170117. 


8501290642 Forwards Amend 105 to License DPR-57, safety evaluation S. 
FR notice of i ssuance. Amend revises Tech Specs to reflect 
hardware mods it other items re APRM rod block monitor Sc 
Tech Spec improvement program. 

HERMAhay. R, A. Operating Reactors Branch 4. 84/12/31. BECKHAM. U. T. 

Georgia Power Co. 3pp. 28645:155. 24X Fiche: 50-321. 84/12/31, 

8501290642. 


—8501290649 Amend 105 to License DPR-57, revising Tech Specs to reflect 
hardware mods Sc other items that are part of APRM, rod block 
monitor Sc Tech Spec improvement program. 

LAINAS. G. C. Assistant Director for Operating Reactors. 84/12/31. 
43pp. 28645:158. 24X Fiche: 50-321. 84/12/31, 8501290642. 


8501230566 Forwards Safeguards Insp Repts 50-321/84-12 Sc 50-366/84-12 
on 840405-06 & notice of violation. Rept details Sc notic# 
of violation withheld (ref 10CFR2. 790 Sc 73,21). 

O'REILLY, J. P. Region 2, Office of Director. 84/06/07. KELLY, R. J. 
Georgia Power Co. 2pp. 28540:220. 24X Fiche: 50-321. 84/06/07, 

8501230566. 


“8501230573 Safeguards Insp Repts 50-321/84-12 Sc 50-366/84-12 on 840405- 
06. No noncompliance noted. Major areas inspec ted : 840404 
security incident re protected & vital areas access 
controls. Details withheld (ref 10CFR2. 790 Sc 73.21). 

TOBIN. W.J.. MCGUIRE. D. R. Region 2. Office of Director. 84/04/26. 

Ip. 28540:222. 24X Fiche: 50-321. 84/06/07. 8501230566. 


—8501290653 Safety evaluation supporting Amend 105 to License DPR-57. 

# Office of Nuclear Reactor Regulation. Director. 84/12/31. 3pp, 
28645:201. 24X Fiche; 50-321, 84/12/31 , 8501290642. 


—8501290658 Notice of issuance of Amend 105 to License DPR-57. 
STOLZ, J.F- C^erating Reactors Branch 4. 84/12/31 2pp 

28645: 204. 24X Fiche: 50-321, 84/12/31, 8501290642. 


8501^251 Advises that schedule for implementation of radiological 
effluent Tech Specs (RETS) modified due to substantial 
differences in reporting criteria. RETS will be implemented 
at first semiannual period following NRC issuance. 

GUCWA, L. T. Georgia Power Co. 85/01/02. STOLZ. U. F. Operating 
aSOlOBolsr^”*'^ 28232:345. 24X Fiche; 50-321. 85/01/02; 


85011^215 Informs that hydrostatic test cannot be performed as 
submittal. Required removal of main steam 
safety/relief valves from svc would violate Tech Specs 

eoc!Il''L"T "‘orL-" p' ""'r*”** .u.I in 

^WA,L. T. Georgia Power Co. 85/01/09. STOLZ. U.F Operatino 

ae410:274. 24X Fiche: 5i)-32i?™SI. 

application requesting 
ntioS w I f Code requirements. ^ 

S5/01/10. BECKHAM. J. 

asSlflS^^ ® ^ 2S483:35B. 24X Fiche: 50-321, 85/01/10, 


^nd to License DPR-57. revi sing Tech Sp, 
“cumulative downtime" from 

definition 

^-^.eewtors being trained. Fee paid. 

8501230312. 034. 24X Fiche: 50-321, 85/01/11. 


8501210175 Discusses Safeguards Insp Repts 50-321/84-18 it 50-366/84-18 
on 840530 «e forwards notice of violation it proposed 
imposition of civil penalty. End withheld <ref 10CFR73. 21). 

O'REILLY, U. P. Region 2, Office of Director. 84/07/10. KELLY, R. J. 
Georgia Power Co. 3pp. 28470:073. 24X Fiche: 50-321, 84/07/10, 

8501210175. 


8501240035 Forwards Safeguards Insp Repts 50-321/84-18 it 50-366/84-18 
on 840530. Enforcement action re insp addressed in JP 
0 'Reilly 840710 ltr. 

LEWIS, R.C. Region 2, Office of Director. 84/07/10. KELLY, R. J. 
Georgia Power Co. 2pp. 28543:213. 24X Fiche; 50-321, 84/07/10, 

8501240035. 


50-321/84-18 « on 

840530. Noncomp liance noted: introduction of unauthorized 
weapon into protected area. Details withheld (ref 
10CFR73. 21). 

TILLMAN. A., MCGUIRE, D. R, Region 2, Office of Director. 84/06/07. 
Ip. 28543:215. 24X Fiche: 50-321, 84/07/10, 8501240035. 


8501240144 Confirms util commitment to provide further response to 
^P»cial Security Insp Repts 50-321/84-12 
included in response to NRC 

840710 ltr. 

LEWIS. R. C, Region 2, Office of Director. 84/07/16. KELLY, R J 
850ll40i4r^'' = 24X Fich er 50-321, 84/07/16; 


~850i«.40154 Responds to security violation noted in Special 8 
& 50-366/84-12. Enc 1 withheld (ref 




GUCWA, L.T. Georgia 
Office of Director, 
8501240144. 


Power Co. 84/07/05. 0 'REILLY. U. P. Region 2, 

Ip. 28541:329. 24X Fiche: 50-321. 84/07/16, 
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8501210155 Forwards Exam Rept 50--321/OL-84-01 for exams administered 
on 840918-21. W/o end req.ual i f icat i on program evaluation 
rept. 

BROWNLEE* V. L. Region 2, Office of Director. 84/11/23. KELLY, R. J. 
Georgia Power Co. 2pp. 28502:001. 24X Ficbe; 50-321, 84/1 1/23, 

8501210155. 


— 8501210163 Exam Rept 50-321 /□L-84-01 on 840918-21. Exam results: four of 
six senior reactor operators 8< three of four reactor 
operators passed. Performance on requalification exams 
revealed plant requalification training program deficient. 

BROCKMAN, K. E. , WILSON, B. A. Region 2, Office of Director. 

84/11/20. 148pp. 28502:003. 24X Fiche: 50-321, 84/1 1/23, 

8501210155. 


8501170260 Forwards Insp Repts 50-321/84-44 & 50-366/84-44 on 
841105-08. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/30. KELLY. R. J. 
Georgia Power Co. 2pp. 28445:234. 24X Fiche: 50-321. 84/1 1/30, 

8501170260. 


—8501170264 Insp Repts 50-321/84-44 tk 50-366/84-44 on 841105-08. No 
violation or deviation noted. Major areas inspected; response 
to Generic Ltr 84-11, IE Bulletin 80-13, crac k ing in core 
spray sparger & core dry tube cracks SIL-409. 

ECDNOMOS,N. , BLAKE, J. J. Region 2, Office of Director. 84/11/29. 
4pp. 28445:236. 24X Fiche: 50-321, 84/ 1 1/30. 8501 170260. 


8501180151 Forwards Insp Repts 50-321/84-45 & 50-366/84-45 on 
841113-16. No violations or deviations noted. 

BROWNLEE, V. L. Region 2. Office of Director. 84/11/30. KELLY, R. J. 
Georgia Power Co. 2pp. 28465:157. 24X Fiche: 50-321, 84/11/30, 

8501180151. 


—8501180159 Insp Repts 50-321/84-45 ic 50-366/84-45 on 841113-16. No 
violations or deviations noted. Major areas inspected: Types B 
8( C leak rate testing. 

MELLEN.L. S. , JAPE, F. Region 2, Office of Director. 84/11/28. 
3pp. 28465:159. 24X Fiche: 50-321. 84/ 1 1 /30, 8501 180151. 


8501160283 Final response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervoltag e Trip Feature in Use in 
Safety-Related Applications Other Than Reactor Trip Sys. " 
Westinghouse has no info re design margin. 

GUCWA, L. T. Georgia Power Co. 84/12/14. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 28411:244. 24X Fiche: 50-321, 84/12/14, 

8501160283. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501160070 Requests detailed plan re anticipated weld insp activities 
during next refueling outage per Generic Ltr 84-11. All weld 
overlay designs accep tab le. Remaining four cracks acceptable 
for operation w/o repair. 

STOLZ, J. F. Operating Reactors Branch 4. 85/01/03. BECKHAM, J. T. 

Georgia Power Co. 4pp. 28435:359. 24X Fiche: 50-321, 85/01/03, 

8501160070. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N, Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation !< Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fi ch e: 50-000, 85/01/1 5, 8501 100655. 


8501160196 IE linfo Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L'i Division of Emergency Preparednass fc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inq. , 109pp. 28613:169. 24X Fiche: 50-OOG, 85/01/17, 8501 160196. 

8501230229 is Mo Notice 85-005> ; ^«Pipe Whip Restraints. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501160067 Interim annual operating rept for 1977. W/780213 ltr. 
MANRY, M. Georgia Power Co. 77/12/31. 0 'REILLY, J, P. Region 2, 

Office of Director. 56pp. 28437:277, 24X Fiche; 50-321, 77/12/31, 

8501160067. 


8501240207 Monthly operating repts for Nov 1984. W/B41207 ltr. 

MCBAY,M.G., NIX,H.C. Georgia Power Co. 84/11/30. 14pp, 28554:334. 

24X Fiche: 50-321,84/11/30,8501240207. 


S, Reportable occurrences, LERs & related correspondence 


8501230070 FOIA request for seven categories of documents, including 
1983 Class IE relay failures at three plants, relay failures 
discussed in IE Bulletin 84-02 & NRC responses to GE SILs & 

SALs, 

BELL, N. Nuclear Information & Resource Service. 84/04/25. 
FELTON, J.M. Office of Administration. 2pp. 28536:001. 24X 

Fiche: 50-000, 84/04/25, 8501230070. 


6501020480 LER 84-014-01: on B4101 1, crack ing found in RCS pressure 
boundary. Caused by IGSCC in 21 of 22 welds. Five welds found 
acceptable. Remaining 17 welds will be repaired via weld 
overlay. W/841218 ltr. 

ELTON, T.L., NIX,H. C. Georgia Power Co. 84/12/18. 6pp. 28155:352. 
24X Fiche: 50-321, 84/12/18, 8501020480. 


8501020289 Submits supplemental info re util 841214 ltr concerning 
discrepancies in analysis of seismic floor response spectra. 
Based on listed exams of supports during 10CFR21 evaluation, 
units operated in proper manner. 

GUCWA, L.T. Georgia Power Co. 84/12/21. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 28142:181. 24X Fiche: 50-321, 84/12/21, 

8501020289. 


8501140041 Special Rept 50-321/1984-011: on 841211, while in cold 
shutdown in refueling outage, both deluge valves actuated, 
causing low pressure on fire water sys which started both 
diesel fire pumps. 

NIX,H. C. Georgia Power Co. 84/12/21. O'REILLY, J. P. Region 2, 
Office of Director, 2pp. 28377:199. 24X Fiche: 50-321, 84/12/21, 

8301140041. 


8501150473 LER 82-070/03X-1: on 820805 & 20, RCIC pump operability 
procedure revealed failure of min flow bypass valve. Caused 
by air in RCIC discharge flow switch sensing 1 ines, Sensing 
lines purged. W/841226 ltr. 

ELTON, T.L., NIX, H. C. Georgia Power Co. 84/12/26. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28414:272. 24X 

Fiche: 50-321,84/12/26, 8501150473. 


8501110347 LER 81-052/03X-1: on 810621, LPCl inverter B R44-S003 tripped, 
resulting in loss of power to suction it discharge valves fc 
LPCI injection valve. Caused by defective thermal temp switch 
in inverter leg. Switch replaced. W/841231 ltr. 

ELTON, T.L., NIX, H. C. Georgia Power Co. 84/12/31. 4pp. 28362:174. 
24X Fiche: 50-321, 84/12/31, 8501110347. 


8501110117 LER 84-026-00: on 841210, full reactor scram signal on low 
reactor water level occurred in main control room. Caused by 
root valves being opened to reactor water level transmitters 
1B21-N080 A-D. Scram signal reset. W/850104 ltr. 

ELTON, T.L., NIX. H. C. Georgia Power Co. 85/01/04. 3pp. 28362:134, 
24X Fiche; 50-321, 85/01/04, 8501110117. 


8501110227 LER 84-012-01: on 041114,20 & 1206, reactor protection sys 
logic actuation occurred for no apparent reason. Caused by 
blown fuse it lifted wire. Fuse in panel 1H11-P610 S< wire 
replaced. W/B50104 ltr. 

ELTON, T.L., NIX, H. C. Georgia Power Co. 85/01/04. 3pp. 28362:171. 
24X Fiche: 50-321, 85/01/04, 8501110227. 


8501240602 LER 84-019-01:on 841011, outer clamp missing on seismic 
restraint for RHR svc water pump B (El 1-COOlB }. Caused by 
inadequate const/installation. Outer clamp replaced during 
pump reassembly, W/8501il ltr, 

ELTON,T.L., NIX,H.C. Georgia Power Co. 85/01/11. 5pp. 28554:131. 
24X Fiche; 50-321,85/01/11, 8501240602. 
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3501280529 LER 84-025-00: on S41215i linear through-wall crack discovered 
in weld lT48-2CPI-i8-PlD-6. Cause under investigation. Crack 
ground out. Weld repaired & satisfactorily inspected. W/ 

850114 Itr. 

ELTON. T. L. . NIX.H.C. ©Borgia Power Co. 85/01/14. 3pp. 28614:135. 
24X Fiche: 50-321. 85/01/14.8501280529, 


8501250455 LER 84-005-01: on 840720. personnel discovered numerous cable 
leads lifted & not properly tagged in control room. Caused by 
personnel error Sf inadequate administrative controls. 

Procedures revised. W/S50115 Itr. 

ELTON. T.L.. NIX.H.C. ©eorgia Power Co. 85/01/15. 3pp. 28560:243. 
24X Fiche: 50-321. 85/01/15. 8501250455. 


8501250591 LER 84-020-00: on 841216. ©roup 2 isolation occurred for no 
apparent reason. Two other ©roup 2 isolations occurred on 
841219 & 28. Caused by normal grid voltage swings. W/e50115 
1 tr, 

ELTON. T.L.. NIX.H.C. Georgia Power Co. 85/01/15. 3pp. 28561:272. 
24X Fiche: 50-321. 85/01/15. 8501250591. 


8501240077 Forwards "Recommended Piping Sys Damping Values" fc 
"Recommended Cable Tray Support Damping. " describing revised 
damping value changes it basis of 10CFR50. 59 evaluation re 
discrepancies in analysis of floor response spectra. 
eucWA. L. T, Georgia Power Co. 85/01/16. ST0L2. J. F. Operating 
Reactors Branch 4. 2pp. 28528:270. 24X Fi c he: 50-321. 85/01/16. 

8501240077. 


— 8501240079 "Recommended Piping Sys Damping Values. " 

e Georgia Power Co. 85/01/31, 7pp. 28528:272. 24X 

Fiche: 50-321. 85/01/16. 8501240077. 


— 8501240082 "Recommended Cable Tray Support Damping." 

e Georgia Power Co. 85/01/31. 12pp. 28528:279. 24X 

Fiche: 50-321 , 85/01 / 1 6. 8501240077. 


V. Operator Examinations 


8501210155 Forwards Exam Rept 50-321 /OL-84-01 for exams administered 
on 840918-21, W/o end requalification program evaluation 
rept. 

BROWNLEE. V. L. Region 2. Office of Director. 84/11/23. KELLY. R. J. 
Georgia Power Co, 2pp. 28502:001. 24X Fiche: 50-321, 84/11/23. 

8501210155. 


—8501210163 Exam Rept 50-321 /0L-S4-01 on 840918-21. Exam results: four of 
six senior reactor operators & three of four reactor 
operators passed. Performance on requal if ication exams 
revealed plant requalification training program deficient. 

BROCKMAN. K. E. . WILSON. D. A, Region 2. Office of Director. 

84/11/20. 14Spp. 28502:003. 24X Fic he: 50-321. 84/11/23. 

8501210155. 


8501210078 Forwards summary of 841023 meeting w/util in Atlanta. ©A re 
util plans for accelerated licensed operator requalification 
training program & interpretation of Tech Specs. Attendance 
list & program outline end. 

OLSHINSKI, J. A. Region 2. Office of Director. BROCKMAN. K. E. NRC - 
No Detailed Affiliation Given. 84/12/13. KELLY. R. J. Georgia Power 
Co. ISpp. 28501:312. 24X Fiche: 50-321 . 84/12/13, 8501210078, 


8501180516 Notifies of schedule of operator license exams for wk of 
850311. Ref matl from list in End 1 requested by 850118. 

Applications requested at least 60 days prior to exam. NRC 
requirements for exam administration end, 

BROWNLEE. V. L. Region 2, Office of Director. 84/12/24. KELLEY, R. J. 
Georgia Power Co. 5pp. 28500:307. 24X Fiche; 50-321, 84/12/24. 

B5011SOS16. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


A. Application/construction stage documents it correspondence 


8501180143 Further response to FOJA request for three categories of 
records re util & facility. Apps C & D which identify addl 
records available in PDR end. Review continuing. 

FELTON. J.M. Division of Rules and Records. S4/05/Q8. BELAIR. R. 
Kirkpatrick Lockhart. 4pp. 28466:172. 24K Fiche: 50-322. 84/05/08. 

8501180143. 


— 8501180244 Forwards draft introduction to Shoreham Commission rept. 
Comments requested by 830906. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/09/02. DEYOUNG. R.C. Director's Office. Office of Inspection 
and Enforcement. DENTON, H. R, Office of Nuclear Reactor 
Regulation. Director. 16pp. 28466:248. 24X Fiche: 50-322. 

84/05/08. 8501 180143. 


8501150030 Further response to FOIA request for three categories of 
records re util or faci li ty. Apps E & F documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/18. BELAIR. R. R. 
Kirkpatrick & Lockhart. 5pp. 28417:155. 24X Fiche: 50-322. 84/05/18. 

8501150030. 


‘8203160412 Questions rationale behind & mods required re increased 
electrical output for plant. 

HAFNER.B. Affiliation Not Assigned. 82/03/07. WILSON, J.N. 
Division of Licensing. 5pp. 28417:172. 24X Fiche: 50-322. 

84/05/18. 8501150030. 


— 8205170208 Questions util reason for requesting proposed Tech Spec 
changes to NUREG-0420. Sec tion 6. 7.MSIV leakage control sys. 
HAFNER.B. Affiliation Not Assigned. 82/05/10. WILSON. J. 
Division of Licensing. 2pp. 28417:170. 24X Fiche: 50-322, 

84/05/18. 8501150030. 


—8311290415 Informs, in response to 831010 Itr. that copies of actual test 
procedures used by util to test emergency diesel generators 
not kept by NRC. Since 831017 telcon.NRC received test 
procedures. FSAR excerpt end. 

SCHWENCER. A. Licensing Branch 2. 83/10/28. JAFFE. H. Affiliation 

Not Assigned. 2pp. 28417:251. 24X Fiche: 50-322. 84/05/18, 

8501150030. 


— 8311300229 Forwards resolution passed by Rocky Point Board of Educ at 
831031 monthly meeting, opposing OL issuance. Approved 
evacuation plan should be devised. 

KU2L0SKI.V. Affiliation Not Assigned. 83/11/15. LAURENSON. J. A. 
Atomic Safety and Licensing Board Panel. 2pp. 28417:268. 24X 

Fiche: 50-322, 84/05/18. 8501150030. 


— 8501150046 Provides info re W Hafner & N Romaine concerns re facility 
interim licensing. Effect of interim licensing legislation 
allows low power testing up to 5% rated full thermal power 
after thorough safety review. 

MALSCH.M. 0. Office of the General Counsel. 82/12/07. CARNEY. W. 
House of Rep. 2pp. 28417:163. 24X Fiche: 50-322. 84/05/18. 

8501150030. 


— 8501150067 Suggests meeting w/FEMA, State of NY 8c NRC re issues 
discussed in D Axelrod Itr to ASLB re facility. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/04/21. AXELROD. D. New York. State of. 16pp. 28417:181. 24X 

Fiche: 50-322.84/05/18.8501150030, 


— 8501150117 Recommended util &/or manufac turer as sources for handbook 
or spec manual describing requirements 8e testing procedures 
for diesel generators used at facility. per 830631 request. 

INGRAM. F.L. Office of Public Affairs. 03/09/09, JAFFE. H. 
Affiliation Not Assigned. Ip. 28417:248. 24X 

Fiche: 50-322.84/05/18. 8501150030. 


E. NRC Safety Evaluation Report (5ER>. suppls 8c correspondence 


8501020327 Forwards list of monthly status of active safety— related 
equipment at qualification level, per SER Issue 8 re dynamic 
qualification. 

LEONARD. J.D. Long Island Lighting Co. 84/12/26. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 51pp, 28138:337. 

24X Fiche: 50-322. 84/12/26, 8501020327. 


F. Security, medical, emergency it fire protection plans 


8501180143 Further response to FOIA request for three categories of 
records re util 8e f eci lity . Apps C 8c D which identify addl 
records available in PDR end. Review continuing., 

FELTON. J.M. Division of Rules and Records. 84/09/08. BEtAIR. R, R. 
Kirkpatrick 8c Lockhart. 4pp. 28466:172. 24X Ficber 50-322. 84/05/08. 

8501180143. 


— 8501180304 Forwards finalixed listing of responsibility for testimony 
for emergency planning hearing. 

REPKA.D. A. Hearing Branch 3. 83/09/27. GL/^8>a^iiN. Federal 

Emergency Management Agency. 4pp. 28466:264. 24X 

Fiche; 50-322. 84/05/08. 8501 180143. 


— B5011S032j3 Forwards revised list of NRC/FEMA res-PPOSiMlities for 
testimony for hearing. Changes listed. 

REPKA.D- A. Hearing Branch 3. 83/10/26. OL^SS. 8-111^ Federal 

Emergency Management Agency. 6pp. '28466:268, 24X 

Fiche: 50-322. 84/05/08. 8501 180143. 


— 8501180217 "Critique of Hudson Inst/LILCD Defense of Shoreham 
Economics." Related info enel. 

* Energy Systems Research Group. Inc. # Georgetown Consulting 
Group. Inc. 83-14/R. 83/08/31. 50pp. 28466: 176. 24X 

Fiche: 50-322, 84/05/08, 8501180143. 

8501180234 "LILCO/Hudson iffst Rept on Shoreham: Analysis of Errors re 
Property Taxes & Employment. " Related info end, 

PALAST. G. Union Associates. 83/08/30, 22pp, 28466:226. 24X 

Fiche; 50-322, 84/05/08. 8501180143. 
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B501150030 Further response to FOIA req,uest for three categories of 
records re util or fac il ity. Apps E & F documents in FDR. 

FELTON. J. M. Division of Rules and Records. 84/05/18. BELAIR, R. R. 
Kirkpatrick & Lockhart. 5pp. 28417:155. 24X Fic he; 50-322. 84/05/18, 

8501150030. 


— 8312300317 Responds to 830722 request for addl info re NRC rept 
entitled “Finding of LILCO Transition Plan as Requested by 
NRC as Part of NRC Licensing of Shoreham Nuclear Power 
Station. “ Plan considered adequate. 

BRAGG, J. S. Federal Emergency Management Agency. 83/08/29. 

DIRCKS. W. J. Office of the Executive Director for Operations. 3pp. 
28417:245. 24X Fiche: 50-322. 84/05/18. 8501150030. 


— 8401030400 Responds to 831115 Itr to Chairman Palladino expressing 
concern of Rocky Point Board of Educ re facility evacuation 
plans. Forwards NUREG-0396, W/o end. 

DEYOUNG, R. C. Director's Office. Office of Inspection and 
Enforcement. 83/12/20. KUZLOSKI, V. Rocky Point, NY. Ip. 

28417: 270. 24X Fiche: 50-322, 84/05/18, 8501150030. 


— 8401190319 Forwards V Kuzloski of Rocky Point, NY Board of Educ 831115 
Itr. petition & NRC response re offsite emergency 
preparedness. 

JORDAN,E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 83/12/30. KRIMM,R. W. Federal Emergency 

Management Agency. 2pp. 28417:266. 24X Fiche; 50-322, 84/05/18, 

8501150030. 


— 8501150035 Responds to 810401 Itr listing seven concerns re emergency 
planning per NUREG-0654. 

GRIMES,B. K. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 81/08/27. HAFNER, W. Affiliation Not 

Assigned. 3pp. 28417:160. 24X Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150059 Responds to 830228 Itr stating concerns re emergency 
preparedness Sc mgt of radwaste. Some wastes produced as 
result of reactor operation are stored onsite Sc others 
transported to commercial disposal facilities. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/03/28. OPINANTE, A. Affiliation Not Assigned. 
2pp. 28417:176. 24X Fiche: 50-322, 84/05/18, 8501150030. 


—8501150061 Opposes startup of plant based on concerns expressed in 
areas of emergency planning Sc mgt of radwaste. 

OPINANTE^ A. Affiliation Not Assigned. 83/02/28. PALLADINO 
Commissioners. Ip. 28417:178. 24X Fiche: 50-322, 84/05/18, 

8501150030, 


—8501150076 Disagrees w/H Hurwitz contention that NRC places undue 
emphasis on lower doses Sc misdirects efforts in accident. 
NUREG-0396 cited as representative of full spectrum of 
accident scenarios considered in emergency plan development. 
DIRCKSi W. J. Office of the Executive Director for Operations, 
83/06/20. HURWITZ. H. Affiliation Not Assigned. 3pp. 28417:198. 
24X Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150081 Provides background re State of NY attitudes re energy Sc 
ionizing radiation, in relation to facility. Requests that 
emergency planning be based on trigger level for mass 
evacuation w/anticipated dose commitment of at least 50 rem. 
HURWITZ.H. Affiliation Not Assigned. 83/05/11. DIRCKS, W. J. 
Office of the Executive Director for Operations. 5pp. 28417:202. 
24X Fiche: 50-322, 84/05/18, 8501150030, 


'8501150122 Requests 60-day extension until 840201 for completion of 
independent review of Rev 1 to util transition plan for 
facility. Extension would allow for more thorough review Sc 
would avoid disruption of other pressing projects. 

KRIMM, R, W. Federal Emergency Management Agency. 83/10/27. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 2pp. 28417:249. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150128 Requests review of Rev 2 to util transition plan by 840201, 
per 831027 request for 60-day extension. 

JORDAN,E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 83/11/10. KRIMM, R.W. Federal Emergency 

Management Agency. 4pp. 28417:254. 24X Fiche; 50-322, 84/05/18, 

8501150030. 


— 8501150139 Forwards Rev 2 to util local offsite radio response plan Sc 
implementation procedures, per Nov 1983 commitment. Related 
info and. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 83/11/15, KRIMM, R. W. Federal Emergency 

Menagement Agency. 7pp. 28417:258. 24X Fiche; 50-322, 84/Q5/ 18, 

8501150030. 


— 8501150156 Advises that FEMA findings Sc determinations on util offsite 
transition plan targeted for provision to NRC by 840301. 

Related info end. 

SCHWARTZ, S, A. Director's Office, Office of Inspection and 
Enforcement. 84/05/18. CHRISTENBURY, E. Hearings Division. 5pp. 
28417; 274. 24X Fiche: 50-322, 84/05/18. 8501150030. 


— 8501150164 Responds to 830228 request for clarification of three items 
re State of NY views on emergency planning. 

AXELROD, D. New York. State of. 84/05/18. BRENNER. L. Atomic 
Safety and Licensing Board Panel. 2pp. 28417:290. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 


8501100605 Forwards Insp Rept 50-322/84-46 on 841203-07 Sc notice of 
deviation. 

MARTIN, T.T. Region 1, Office of Director. 84/12/21. LEONARD, J. D. 
Long Island Lighting Co. 3pp. 28345:322. 24X Fiche: 50-322, 

84/12/21, S50H0060S. 


— 8501100611 Notice of deviation from insp on 841203-07. 

* Region 1, Office of Director. 84/12/21. 4pp. 28345:325. 24X 

Fiche: 50-322. 84/12/21, 8501100605. 


—8501100615 Insp Rept 50-322/84-46 on 841203-07. Deviation noted; fire 
doors degraded due to security mods, structural steel 
fireproofing damaged in charcoal filter St chiller room S< 
lack of emergency lighting in specific locations. 

PULLANI, S. V. , ANDERSON, C. J. Region 1, Office of Director. 

84/12/19. 27pp. 28345:329. 24X Fich e: 50-322, 84/12/21, 8501100605. 


8501030134 Forwards 841219 memo St related attachments re util proposal 
for exercise at facility during wk of 850211. Related 
correspondence. 

BORDENICK.B. M. Hearing Branch 3. #185 888. 84/12/27. 

LAURENSON, J. A. , SHON, F. J. , KLINE, J. R. Atomic Safety and Licensing 
Board Panel. 11pp. 28163:137. 24X Fic he: 50-322, 84/12/27, 

8501030134. 


8501110135 Forwards Insp Rept 50-322/84-43 on 841113-15. No violation 
noted, 

MARTIN, T.T. Region 1, Office of Director. 85/01/07. LEONARD, J. D. 
Long Island Lighting Co. 4pp. 28317:223. 24X Fiche: 50-322, 

85/01 /07, 8501 1 10135. 


•8501110139 Insp Rept 50-322/84-43 on 841113-15. No violation or 
deviation noted. Major areas inspected: organi zation St 
staff ing, licensee action on previously identified items St 
action on bulletins, circulars St info notices. 

NIMITZ, R. L. , PASCIAK, W. Region 1, Office of Director. 84/12/20, 
8pp. 28317:227. 24X Fiche: 50-322, 85/01/07. 8501110135. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Se all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 136pp. 67718; 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501160047 Notification of 850115 meeting w/util in Bethesda.MD to 
discuss fire protection. 

CARUSO, R. Licensing Branch 2, 85/01/09. SCHWENCER, A. Licensing 

Branch 2. 2pp. 28437:345. 24X Fiche: 50-322, 85/01/09, 8501160047. 


8501210117 Forwards summary of response to eight inadequacies re 
NUREG-0654 criteria S( legal concerns identified in FEMA 
Regional Assistance Committee review of Rev 4 to transition 
plan, per NRC 841128 request. 

LEONARD, J.D. Long Island Lighting Co. 85/01/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 22pp. 28470:082. 

24X Fiche: 50-322, 85/01/16, 8501210117. 


G. Adjudicatory correspondence 


8501160460 Vols I, II St apps to Partial Initial Decision LBP-83-57 re 
application to operate nuclear power plant at Shoreham site 
in Suffolk County, NY. 

* Atomic Safety and Licensing Board Panel. 83/09/21. 2,000pp. 

28440:001. 24X Fich e: 50-322, 83/09/21, 8501 160460. 


8501020001 Forwards util response to joint motion to admit emergency 
diesel generator load contention. Util St county exchanged 
views on contention prior to submission w/o resolution. 

W/o end, 

EARLEY, A. Hunton & Williams. #185 875. 84/12/27. BRENNER, L. 
Atomic Safety and Licensing Board Panel, Ip. 28144: 167, 24X 
Fiche; 50-322. 84/12/27, 8501020001. 
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S501020007 Response opposing Suffolk County & State of NY 841217 joint 
motion to admit emergency diesel generator load contention. 
Certificate of Svc end. 

EARLEY) A. F. Long Island Lighting Co. EARLEY, A. F. Hunton Sc 
Williams. #185 876. 84/12/27. Atomic Safety and Licensing Board 

Panel 23pp. 28144:168. 24X Fic he: 50-322, 84/12/27, 8501020007. 


3501030134 Forwards 84121? memo Se related attachments re util proposal 
for exercise at facility during uk of 850211. Related 
c orrespondence. 

BQRDENICK, B. M. Hearing Branch 3. #185 888. 84/12/27. 

LAURENSON, J. A. , SHGN, F, J. , KLINE, J. R. Atomic Safety and Licensing 
Board Panel. 11pp. 28163:137. 24X Fic he: 50-322, 84/12/27, 

8501030134. 


S5Q1020153 Advises that propriety of Suffolk County 8c State of NY 
841219 pleading re ASLB interpretation of "as safe as" 
ruling in question. NRC prepared to address issues raised by 
841219 pleading should pleading be accepted by Commission. 

PERLIS, R. 0. Hearing Branch 3. #185 859. 84/12/28. CHILK, S. J. 

Office of the Secretary of the Commission. 2pp. 28144: 165. 24X 

Fiche: 50-322, 84/12/28, 8501020153. 


8501020226 Suffolk County motion for leave to reply to LILCQ response 
to joint motion to admit emergency diesel generator load 
contention. Motion prompted by concern that responses ignore 
certain prior Board orders. Certificate of Svc end. 

ASHARE, M. B. Suffolk County, NY. DYNNER,A. R. Kirkpatrick 8c 
Lockhart. #185 866. 84/12/28. Atomic Safety and Licensing Board 

Panel. 4pp. 28143:021. 24X Fiche: 50-322, 84/12/28. 8501020226. 


8501030158 Response to intervenors 841229 unauthorized motion that 
10CFR50. 47{d ) does not apply if Miller Board "as safe as" 
ruling approved. Commission requested to disregard motion. 

Certificate of Svc end. 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D.P. Hunton 8c Williams. 
#185 905. 84/12/31. Commissioners. 9pp. 28163:154. 24X 

Fiche: 50-322, 84/12/31 , 85010301 58. 


8501030130 Forwards Suffolk County Legislature 841211 resolution 
requesting that NRC permit oral arguments opposing util 
request for low power license. Served on 850201. 

ROGERS, W.H. Suffolk County, NY. #185 906. 85/01/02. 

PALLADINO, N. J. Commissioners, 2pp. 28163:130. 24X 

Fiche: 50-322, 85/01/02, 8501030130. 


8501070028 Motion for leave to file reply to applicant opposition & NRC 
response to Suffolk County 8c State of NY 841207 motion to 
vacate 8c to strike. Certificate of Svc end. 

LETSCHE,K. J, Suffolk County, NY. LETSCHE. K. J. Kirkpatrick 8c 
Lockhart. PALOMINO, F, G. New York, State of. #185 923. 85/01/02. 

Atomic Safety and Licensing Board Panel. 9pp. 28207:168. 24X 

Fiche: 50-322, 85/01/02, 8501070028. 


8501070489 Requests whether staff authorized by President Reagan or 
Secretary Model to clarify statements re emergency 
preparedness issue, based on 841227 p lead ing. Related 
correspondence. 

BROWN, H.H. Kirkpatrick 8c Lockhart. #185 945. 85/01/02. 

BORDENICK,B. M, Office of the Executive Legal Director. Ip. 

28216: 349. 24X Fiche: 50-322, 85/01/02, 8501070489. 


8501080403 Forwards executed affidavit of DQ Bridenbaugh filed as 
Exhibit 1 to joint motion of Suffolk County 8c State of NY 
to admit emergency diesel generator load contention dtd 
841217, 

SCHEIDT,D. J. Kirkpatrick 8c Lockhart. #185 953. 85/01/04. 

BRENNER, L. J. , MORRIS,P.A. , FERGUSON, G. A. Atomic Safety and Licensing 
Board Panel. Ip. 28230:199. 24X Fiche : 50-322, 85/01/04, 8501080403. 


— 8501080407 Affidavit of DG Bridenbaugh re emergency diesel generator 
load contention dtd 841217. 

BRIDENBAUGH, D. Long Island Lighting Co. 85/01/04. 16pp. 

28230: 200. 24X Fiche: 50-322, 85/01 /04, 8501080403. 


8501080411 Advises that Commission role as adjudicators in proceeding 
prevents addressing merits of whether low power testing 
may proceed pending resolution of emergency planning 
issues, per 841203 Itr. Served on 850107. 

PLAINS, H.H. Office of the General Counsel. #185 961, 85/01/04. 

CARNEY, W. House of Rep. Ip. 28231:010. 24X Fiche: 50-322, 85/01/04, 

8501080411. 


— 85010804ji8 Advises that next two phases of low power testing should not 
proceed until remaining issue of emergency planning 
consider<^d by Commissibn. Correspondtrc e from DP Model 8< 

Priesident Reagan end. 

CARNEY, W. House of Rep. 84/12/03. PALLADINO, N. U. Commissioners, 
:4pp. 2S23:l:0tl. 24X Fiche: 50-322, 85/01/04, 8501Q80411. 


— 8501080424 Advises that Commission role as adjudicators in proceeding 
prevents addressing merits of whether low power testing 
may proceed pending resolution of emergency planning 
issues except in adjudicatory context, per 841201 Itr. 

PLAINS, H. H. Office of the General Counsel. 85/01/04. DOWNEY, T. J. 

House of Rep. Ip. 28231:015. 24X Fiche: 50-322, 85/01/04. 

8501080411. 


— 8501080437 Advises that low power testing should not proceed until 
emergency preparedness issue settled by Commission. 

Explanation of why issuance of low power license in public 
interest & whether analysis of cost performed requested. 

DOWNEY, T. U. House of Rep. 84/12/01. PALLADINO, N. J. 
Commissioners. Ip. 28231:016. 24 X Fiche: 50-322, 85/01/04, 

8501080411. 


— 8501080444 Advises that Commission role as adjudicators in proceeding 
prevents addressing merits of whether decision authorizing 
low power testing should be reversed, except in adjudicatory 
context, per 840911 it 1101 Itrs. 

PLAINS, H. H, Office of the General Counsel. 85/01/04. BEHAN, J. L. 
New York, State of. Ip. 28231:017. 24X Fi che: 50-322, 85/01/04, 

8501080411. 


— 8501080449 Requests that Commission defer decision on issuance of low 
power license until safety criteria met & outstanding issues 
resolved by util. 

BEHAN, J.L. New York, State of. 84/09/11. PALLADINO, N. J. 
Commissioners. 2pp. 28231:020. 24X Fiche: 50-322, 85/01/04, 

S5010S0411. 


B501080239 Order requesting comments on listed State of NY & Suffolk 
County arguments re exclusion of evidence by 850114. Served 
on 850107. 

HOYLE, J. C. Office of the Secretary of the Commission. #185 949, 
85/01/07. Office of the Executive Legal Director. 3pp. 
28232:323. 24X Fiche: 50-322, 85/01/07, 8501080239. 


8501090205 Informs of in camera filing of Intervenor Suffolk County 
Exhibits LP-54, LP-39, LP-40, LP-41, LP-42, LP-44 & LP-50, each 
consisting of one photograph on 850108. 

CLEMENTS, W. L. Docketing it Services Branch. #185 965. 85/Ol/OB. 

Docketing & Services Branch. Ip. 28254:236. 24X 

Fiche: 50-322, 85/01/08, 8501090205. 


8501100446 Advises that on 850108 listed undated exhibits docketed St 
filed in docket of proceeding. 

CLEMENTS, W. L. Docketing & Services Branch. #185 992. 85/01/08. 

Docketing St Services Branch. Ip. 28281:020. 24X 

Fiche: 50-322, 85/01/08, 8501100446. 


8501110212 Motion for adjustment of schedule for TDI diesel generator 
hearing. ASLB should take testimony on issue of adequacy 
of 3,300 kW load when hearing resumes before taking 
testimony on reopened block issues. Certificate of Svc end. 

PERLIS, R. G. Hearing Branch 3. #185 020. 85/01/10. Atomic Safety 

and Licensing Board Panel, 7pp. 28310; 332. 24X 

Fiche: 50-322, 85/01/10, 8501110212. 


8501110319 Notice of 850212 resumption of hearing on TDI diesel 
generator issues in Bethesda, MD. Served on 850110. 

BRENNER, L. Atomic Safety and Licensing Board Panel. #185 014. 
B5/01/10. Ip. 28309:303. 24X Fiche: 50-322, 85/01/10, 8501110319. 


8501140542 Motion to reopen record for limited purpose of admitting 
end seven documents re use of Nassau Veterans Memorial 
Coliseum as reception ctr. Certificate of Svc end. 

IRWIN, D.P. Long Island Lighting Co. IRWIN, D. P. Hunton it Williams. 
#185 049. 85/01/11. Atomic Safety and Licensing Board Panel. 

19pp, 28376:163. 24X Fiche: 50-322, 85/01/11, 8501140542. 


— 8501140544 Affidavit of ED Robinson on Nassau Coliseum as reception 
ctr. Supporting documentation end. 

ROBINSON, E. D. Long Island Lighting Co. ROBINSON, E. D. New York, 
State of. 85/01/10. 13pp. 28376:182. 24X Fiche; 50-322, 85/01/1 1, 

8501 140542. 


8501150378 NRC staff response to Commission 850107 order re issuance 
of facility low power OL. Certificate of Svc end. 

PERLIS, R. G. Hearing Branch 3, #185 061. 85/01/14. 14pp. 

28379:121. 24X Fiche: 50-322, 85/01/14, 8501150378. 


8501150384 Suffolk County it State of NY reply comments, per B50107 
order soliciting comments re whether ASLB 841029 initial 
decision was correct application of criteria in 840516 
order. Certificate of Svc end. 

BROWN, H.H, Suffolk County, NY, BROWN, H. H. Kirkpatrick it Lockhart. 
PALOMINO, F. G. New York, State of. #185 060. 85/01/14, 32pp. 

28379:189. 24X Fiche; 50-322, 85/01/14, 8501150384. 
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8501160330 Cofliments in response to Commission 850107 order authorizing 
parties to address previous comments concerning 841129 
initial decision. Cert i ficate of Svc end, 

IRWIN* D. P. Long Island Lighting Co. #185 086. SS/01/14. 17pp. 

28406: 339. 24X Fiche: 50-322* 85/01/14* 8501160330. 


8501160601 Foruiards stipulation agreed to among State of NY* Suffolk 
County* applicant & staff re cam gallery sections of engine 
blocks. RG Perlis 850115 Itr re stipulation end. 

BRIGATI,J, J. Kirkpatrick & Lockhart. #185 104. 85/01/14, 

BRENNER* L. J. * MORRIS, P. A. , FERGUSON* G. A. Atomic Safety and Licensing 
Board Panel. 2pp. 28419:280. 24X Fiche: 50-322* 85/01/14* 8501160601. 


— 8501160604 Informs that staff agreed to stipulation of parties on 
850114 ui/tuio listed conditions re test results performed for 
Suffolk County on cam gallery crack surface. 

PERLIS, R.G. Hearing Branch 3. 85/01/15. BRENNER* L. * MORRIS* P. A. * 

FERGUSON* G. A. Atomic Safety and Licensing Board Panel. 2pp. 
28419:282. 24X Fiche: 50-322* 85/01/14* 8501160601. 


— 8501160610 Stipulation re cam gallery crack. Certificate of Svc end. 
PERLIS* R. Hearing Branch 3. PALOMINO* F. G. New York* State of. 
BRIOATI,J. J. Suffolk County* NY. 85/01/14. 4pp. 28419:284. 24X 

Fiche: 50-322* 85/01/14* 8501160601. 


8501170135 Informs that Suffolk County withdraws crankshaft contention 
challenging adeq.uacy of replacement crankshafts at 3*300 kW. 
Crankshafts comply w/stds of Lloyds Register & American 
Bureau of Sh ipping. Related correspondence. 

BRIGATI.J. J. Kirkpatrick & Lockhart. #185 114. 85/01/14. 

BRENNER* L. J. * FERGUSON* G. A. Atomic Safety and Licensing Board Panel. 
Ip. 28423:300. 24X Fiche: 50-322* 85/01/14* 8501170135. 


8501170186 Reply brief reaffirming 840905 order & ASLB 841029 Initial 
Decision LBP-84-45* rec ommend ing authorization of low power 
testing up to 5X power w/o completing qualification of 
onsite diesel generators. Certificate of Svc end. 

EARLEY* A. F. Long Island Lighting Co. EARLEY* A. F. Hunton & 

Williams. #165 119. 85/01/14. Atomic Safety and Licensing Appeal 

Panel. 80pp. 28421:254. 24X Fiche: 50-322* 85/01/14* 8501170186. 


8501160569 Memorandum «< order denying Suffolk County 841205 motion for 
reconsideration of 840907 order denying admission of new 
contention. Served on 850116. 

LAURENSON* J. A. Atomic Safety and Licensing Board Panel, #185 095. 
85/01/15. Suffolk County* NY. 7pp. 28419:302. 24X 

Fiche: 50-322* 85/01/15, 8501160569, 


8501160591 Brief on applicability of single failure criterion to 841228 
emergency diesel generator load content i on. Sec tion (a)(iv} 
should be dismissed for failure to demonstrate that special 
c ircumstances exist. 

ELLIS* T.S. Long Island Lighting Co. ELLIS* T. S. Hunton it Williams. 
#185 105. 85/01/15. 12pp. 28419:290. 24X Fiche: 50-322* 85/01/15* 

8501160591. 


8501160609 Forwards addl cylinder block testimony of DP Johnson* CA Rau* 
MH Schuster*HF Wachob «c EJ Youngling. Certificate of Svc & 
stipulation end. Related correspondence. 

RANGE* J.J. Hunton it Williams. RANGE* J. J. Long Island Lighting Co. 
#185 108. 85/01/15. BRENNER* L. . MORRIS* P. A. * FERGUSON* G. A. Atomic 

Safety and Licensing Board Panel. 3pp. 28419:237- 24X 

Fiche: 50-322*85/01/15* 8501160609. 


— 8501160612 Addl cylinder block testimony of DP Johnson. CA Rau* 

MH Schuster* HF Wachob & EJ Youngling re Emergency Diesel 
Generator 103 endurance run St results of insps on block 
following endurance run. Related correspondence. 

JOHNSON* D. P. * RAU*C. A. * SCHUSTER* M, H Long Island Lighting Co. 
85/01/15. 33pp. 28419:240. 24X Fich e; 50-322* 85/01/15* 8501160609. 


—8501160616 Stipulation re ASLB order for cam gallery crack from 
original Emergency Diesel Generator 103 block to be produced 
for analysis. Related correspondence. 

* Office of the Executive Legal Director. PALOMINO, F. G. New 
York* State of. BRIGATI*J. Suffolk County* NY. 85/01/14. 11pp. 

28419: 270. 24X Fiche: 50-322* 85/01/15* 8501160609. 


8501170139 Advises of scheduled ASLAB oral argument on 850227 in 
Bethesda*MD on appeal of Suffolk County & State of NY from 
ASLB B4T029 decision. Served on 850116. 

SHOEMAKER* C. J. Atomic Safety and Licensing Appeal Panel. #185 111. 
85/01/16,^ PERLIS*R.O. Office of the Executive Legal Director. 

BROWN* H.H. Kirkpatrick «« Lockhart. REVELEY, W. T. Hunton «< Williams. 
Ip. 28421: 346. 24X Fiche: 50-322* 85/01 /16, 8501 170139. 


8501210382 Meimbir and uis tk 6rder denying Suffolk County 841207 motion to 
vacate 840420 order granting util summary disposition on 
Contention 24. B. Served on 850118. 

LAURENSON* J. A. Atomic Safety and Licensing Board Panel. #105 161. 
85/01/16. Suffolk County. NY. 6pp. 28498:158. 24X 

Fiche: 50-322* 85/01/16. 8501210382. 


8501250424 Ac k receipt of 850102 Itr indicating reading of NRC 841227 
pleading addressing President Reagan & D Hodel statements on 
emergency preparedeness at f ac i 1 i ty. PI ea d ing reflects NRC 
views subj statements. 

BORDENICK.B. M. Hearing Branch 3. #185 218. 85/01/16. BROWN* H. H. 

Kirkpatrick & Lockhart. Ip. 28547:352. 24X Fiche: 50-322* 85/01/16* 

8501250424. 


8501210386 Order granting NRC unopposed 850110 motion to adjust 
schedule for diesel generator hearing to extent that 
evidence on adequacy of proposed load will be heard first. 
Served on 850118. 

BRENNER* L. Atomic Safety and Licensing Board Panel. #185 160. 
85/01/17. Office of the Executive Legal Director. 2pp. 
28498: 156. 24X Fiche: 50-322* 85/01/17, 8501210386. 


8501230300 Memorandum St order ruling on admissibility of TDI emergency 
diesel generator load contention. Load contention proposed by 
Suffolk County & State of NY* as reorganized by uti 1* d isposed 
of per end proposed contention, Served on 850122. 

BRENNER* L. Atomic Safety and Licensing Board Panel. #185 176. 
85/01/18. Office of the Executive Legal Director. Upp. 

28512: 179. 24X Fiche: 50-322* 85/01/18* 8501230300. 


8501230341 Response supporting LILCO 850111 motion to reopen record to 
admit into evidence documents which relate to use of Nassau 
County Yeterans Memorial Coliseum as reception area under 
util transition plan. Certificate of Svc end. 

BORDENICK*B. M. Hearing Branch 3. #185 195. 85/01/18. Atomic 

Safety and Licensing Board Panel. 11pp. 28510:108. 24X 

Fiche: 50-322* 85/01/18* 8501230341. 


8501230355 Joint response opposing LILCO 850111 motion to reopen 
evidentiary record on emergency planning to permit LILCO to 
attempt to meet burden of proof on relocation ctr issues 
litigated prior to 840302-0822. Certificate of Svc end. 

LETSCHE*K. J. Suffolk County* NY. ZAHNLEUTER* R. J. New York* State 
of. LETSCHE. K. J. Kirkpatrick & Lockhart. #185 185. 85/01/18. 

Atomic Safety and Licensing Board Panel. 53pp. 28508:084. 24X 

Fiche: 50-322, 85/01/18* 8501230355. 


8501230610 Ack receipt of 850116 Itr re ASLAB intention to hold oral 
arguments on 850227 concerning ASLB 841029 decision. Requests 
that ASLAB hear appeal on earlier date due to importance of 
case (k that last brief will be filed this wk. 

LANPHER*L. C. Kir kpatr ick Loc khart. #185 203. 85/01/22. 

SHOEMAKER* C, J. Atomic Safety and Licensing Appeal Panel. Ip. 
28520:175. 24X Fiche: 50-322, 65/01/22* 8501230610. 


6501250442 Response to Suffolk County St State of NY brief in support of 
appeal of ASLB 841029 decision on LILCO exemption request. 

ASLB 841029 decision granting exemption St issuing low power 
license should be affirmed. Certificate of Svc end. 

PERLIS, R.G. Hearing Branch 3. #185 213. 85/01/22. Atomic Safety 

and Licensing Appeal Panel. 47pp, 28547:246. 24X 

Fiche: 50-322* 85/01/22, 8501250442. 


8501250449 Motion to strike portions of LILCO addl teetimony re 
crankshafts St cylinder blocks on grounds that subj matter 
outside permissible scope of evidence contemplated by ASLB 
841204 order. W/Certificate of Svc, Related correspondence. 

SCHEIDT*D. J. Suffolk County* NY. SCHEIDT*D. J. Kirkpatrick St 

Lockhart. #185 220. 85/01/22. Atomic Safety and Licensing Board 

Panel. 7pp. 28547:305. 24X Fiche: 50-322* 85/01/22* 8501250449. 


8501250185 Order extending time until 850215 for Commission to act to 
review ALAB-788. Served on 850123, 

CHILK* S. J. Office of the Secretary of the Commission. #185 230. 
85/01/23. Commissioners. Ip. 28551:361. 24X 

Fiche: 50-322* 85/01/23* 8501250185. 


8501250391 Advises that oral argument on appeal of Suffolk County & 
State of NY from ASLB 841029 decision in QL proceeding will 
be held on 850227. Served on 850124. 

SHOEMAKER* c. J. Atomic Safety and Licensing Appeal Panel. #185 229. 
85/01/23. LANPHER,L.C, Kirkpatrick «( Lockhart. Ip. 28548:256. 
24X Fiche: 50-322, 85/01/23, 8501250391. 


8501290727 Response to util brief on applicability of single failure 
criterion to Suffolk County emergency diesel generator load 
contention. Single failure criterion not applicable to 
contention in issue. Certificate of Svc end, 

BRIGATI,J, J. Suffolk County* NY. BRIGATI* J, J. Kirkpatrick Sit 
Lockhart. PALOMINO* F. G. New York* State of. #185 298. 83/01/25. 

Atomic Safety and Licensing Board Panel. 7pp. 28639: 103. 24X 

Fiche: 50-322*85/01/25, B501290727, 


8501290715 Memorandum 6 order granting LILCO 8Ai03Q: mption tp reopen 
record to asspsp adequecy of LILCO evidence re use of Nissau ,, 
Veterans Memorial Coliseum as relocation ctr in event of 
emergency et facil ity. Served on 850126. 

LAURENSON* J. A. Atomic Safety and Licensing Board Panel. #185 295. 
85/01/28. Office of the Executive Legal Director. 10pp. 
28639:093. 24X Fiche: 50-322* 85/01/28* 8501290715. 
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S501300629 Response to Suffolk County B50122 motion to strike portions 
of LILCQ addl testimony re crankshafts & cylinder blocks. 

Certificate of Svc end. 

RANGE^ J. J. Long Island Lighting Co. RANGE* J. J. Hunton & Williams. 
#135 306. 85/01/29. Atomic Safety and Licensing Board Panel. 

14pp. 28650:349. 24X Fiche: 50-322* 85/01 /29* 8501300629. 


P. Operating license stage documents 8e correspondence 


85011101 18 Forwards executed in furtherance certificate for pollution 
control facilities* per 841119 request. Certificate in 
furtherance of purpose of abating or controlling atmospheric 
pollutants resulting from generation of electricity. 

DENT0N*H. R. Office of Nuclear Reactor Regulation* Director. 
84/12/26. LEONARD* J.D. Long Island Lighting Co. 8pp. 28370:025. 
24X Fiche: 50-322* 84/12/26* 85011101 IS. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Svc list end. 
EISENHUT*D. S. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501040055 Notifies that 831123 application to extend latest const date 
exempt from 10CFR170.il fee requirements. since no NRC review 
performed. Ref und will be forwarded. 

MILLER. W.O. License Fee Management Branch. 84/12/28. LEONARD* J. D. 
Long Island Lighting Co. Ip. 28207:362. 24X Fiche: 50-322* 84/12/28* 

8501040055. 


8501080030 Responds to Generic Ltr 84-23* "Reactor Vessel Water Level 
Instrumentation in BWRs. " Issues addressed in generic ltr 
previously considered & answered in 821028*1104 & 830719 
Itrs & 821208 resolution of Suffolk County Contention S. 

LEONARD, J.D. Long Island Lighting Co. 84/12/28. DENTON* H.R. 

Office of Nuclear Reactor Regulation. Director. Ip. 28231:135. 24X 

Fiche: 50-322* 84/12/28* S5010S0030. 


8501160029 Informs of intent to proceed w/drilling of three wells to 
satisfy requirements of groundwater monitoring program of 
environ protection plan. Program will determine effect of 
fresh water consumption on groundwater levels & quality. 

LEONARD, J.D. Long Island Lighting Co. 85/01/03. DENTON* H.R. 
Office of Nuclear Reactor Regulation* Director, 3pp. 28420:358. 
24X Fiche: 50-322*85/01/03,8501160029. 


8501230338 Forwards revised QA program during operation phase per 
Rev 33 to FSAR Section 17. 2. Rev changes mgt position titles* 
consolidates GA organizations into one dept Se establishes 
ofc of QA* safety !< compliance. 

LEONARD* J,D. Long Island Lighting Co. 85/01/07. MURLEY, T. E. 
Region i. Office of Director. 2pp. 28508:043. a4X 
Fiche; 50-322* 85/01/07* 8501 230338. 


—8501230344 Revised QA program during operations phase. 

* Long Island Lighting Co. 84/09/30. 37pp. 28508:045. 24X 

Fiche: 50-322* 85/01/07*8501230338. 


8501250124 Explains why 12 h verification surveillance of 69 kV 
switchyard bus called for in Item a. 5 of Tech Spec 
4.13.1.1.2 not required. One oversize drawing end. Aperture 
card available in PDR. 

LEONARD* J.D. Long Island Lighting Co. 85/01/11. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 2pp, 28549:323. 
24X Fiche: 50-322* 85/01/11, 8501250124. 


8501300709 Comments on Suffolk County 841221 ltr opposing NRC environ 
assessment & finding of no significant impact on util 
request for exemption from 10CFR50* GDC 17. Commission finding 
correct, 

IRWIN/D.P. Hunton *c Williams. IRWIN* D. P. Long Island Lighting Co. 
85/01/23, NOVAK, T.M. Assistant Director for Licensing. 4pp. 
28677:041. 24X Fiche: 50-322* 85/01/23* 8501300709. 


8501300533 Forwards preliminary reviews of FRA study* for review 8< 
comment within 3 wks. Final rept scheduled for issuance by 
8,50315. 

SCHWENCER*A. Licensing Branch 2. 85/01/24. LEONARD, J. D. Long 

Island Lighting Co. 400pp, 28676:001. 24X Fiche: 50-322* 85/01/24* 

8501300533. 


850^10185 Discusses NRC concerns re postulated failure in Electrical 
Circuit Breaker 460 between reserve station svc transformer 
it Bos 11 that can disable both alternate ac power supplies. 

Util to rack down 4 kV Breaker 460. 

LEONARD* J.D. Long Island Lighting Co. 85/01/29, DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 2 pp. 28655:329. 
24X Fiche: 50-322* 85/01/29* 8501310185, 


Q. Inspection reports, IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21, 8412190503. 


8501100605 Forwards Insp Rept 50-322/84-46 on 841203-07 & notice of 
deviation. 

MARTIN* T. T. Region 1* Office of Director. 84/12/21. LEONARD* J. D. 
Long Island Lighting Co. 3pp. 28345:322. 24X Fiche: 50-322* 

84/12/21* 8501100605. 


— 8501100611 Notice of deviation from insp on 841203-07. 

* Region 1* Office of Director. 84/12/21. 4pp. 28345:325, 24X 

Fiche: 50-322* 84/12/21* 8501100605. 


— 8501100615 Insp Rept 50-322/84-46 on 841203-07. Deviation noted: fire 
doors degraded due to security mods* structural steel 
fireproofing damaged in charcoal filter & chiller room 6 
lack of emergency lighting in specific locations. 

PULLANI.S. V. * ANDERSON* C. J. Region 1* Office of Director. 

84/12/19. 27pp. 28345:329. 24X Fich e: 50-322, 84/12/21* 8501100605. 


8301110035 Forwards Insp Rept 50-322/84-42 on 841113-15. No violation 
noted. 

MARTIN* T.T. Division of Engineering 8c Technical Programs. 84/12/27. 

LEONARD* J.D. Long Island Lighting Co. 4pp. 28362:091. 24X 

Fiche; 50-322* 84/12/27* 8501110035. 


—8501110039 Insp Rept 50-322/84-42 on 841113-15. No violation noted. 
Major areas inspected: previous insp findings* initial fuel 
load Sc startup test program* fuel movement training & 

QA/GC interfaces. 

BLUMBERG*N. . BETTENHAUSEN* L. Region 1* Office of Director. 
84/12/10. 6pp. 28362:095. 24X Fiche: 50-322* 84/12/27* 8501110035. 


8501100269 Forwards Insp Rept 50-322/84-47 on 841126-30. No violations 
noted. 

MARTIN* T.T, Region 1, Office of Director. 84/11/22. LEONARD*J.D. 
Long Island Lighting Co. 4pp. 28349:333. 24X Fiche: 50-322* 

84/12/28* 8501100269. 


— 8501100277 Insp Rept 50-322/84-47 on 841126-30. No violations noted. 
Major areas inspected; plant facilities 8e initial fuel 
load & startup test procedures. 

KUCHARSKI* S. * BETTENHAUSEN* L. Region 1, Office of Director. 
84/12/18. 5pp. 28349:337. 24X Fiche : 50-322* 84-/12/28* 8501 100269. 


8501100219 Forwards Insp Rept 50-322/84-45 on 841 101-1214. No violations 
noted. Seven insp items closed & oiie new unresolved item 
opened re control of plant evolutions. 

KISTER*H. B. Region 1* Office of Director. 85/01/04. LEONARD* J. L. 
Long Island Lighting Co. 4pp. 28290:001. 24X Fiche: 50-322* 

85/01 /04* 850 1 1 0021 9. 


—8501100226 Insp Rept 50-322/84-45 on 841 101-1214. No violations noted. 
Major areas inspected: plant sys description controls* 
emergency equipment lockers* reactor bldg flooding* emergancy 
diesel testing it equipment failure history analysis. 

ESELGROTH, P. W. * STROSNIDER* J. Region 1* Office of Director. 
85/01/03. 13pp. 28290:005. 24X Fich e: 50-322* 85/01/04* B501100219. 


8501110135 Forwards Insp Rept 50-322/84-43 on 841113-15. No violation 
noted. 

MARTIN* T.T. Region 1* Office of Director. 85/01/07. LEONARD, J. D. 
Long Island Lighting Co. 4pp. 28317:223. 24X Fiche: 50-322* 

85/01/07* 8501110135. 


— 8501110139 Insp Rept 50-322/84-43 on 841113-15. No violation or 
deviation noted. Major areas Insp ected; organization & 
staff ing* licensee action on previously identified items 8t 
action on bulletins, circulars & info notices. 

NIMITZ. R. L. , PASCIAK, W, Region 1* Office of Director. 84/12/20. 
Bpp. 28317:227. 24X Fiche: 50-322* 85/01/07* 8501110135. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness 8{ Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp, 28537:193. 24X Fich e: 50 - 000 , 85/01/11, 8501000502. 
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850110065S IE Info Notice S5~003i "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 85/01/15. Consolidated Edison Co. of Neu 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Neu 

York, Inc. 109pp. 28613:169. 24X Fi ch e : 50-000, 85/01 /17, 8501 160196. 


8501230159 Forwards Insp Rept 50-322/84-36 on 841002-04. No violation 
noted. 

MARTIN, T. T. Region 1, Office of Director. 85/01/17. LEONARD, J. D. 
Long Island Lighting Co. 4pp. 26515:215. 24X Fiche: 50— 322, 

85/01/17, 8501230159. 


— 8501230166 Insp rept 50-322/84-36 on 841002-04. No violation noted. 
Major areas inspected: QA program applied to diesel bldg & 
vendors, HVAC vendor 8c installation wor k, elec trical 
installation 8c vendor equipment installation. 

FINKEL, A. , OREGG, H. , HODSON, J. Region 1, Office of Director. 
85/01/08. llpp. 28515:219. 24X Fich e: 50-322, 85/01/17, 8501230159. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of Neu 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards Sc Insp Programs 
(830103-850218). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports 8< related correspondence 


8501020327 Forwards list of monthly status of active safety-related 
equipment at qualification level, per SER Issue 8 re dynamic 
qualification. 

LEONARD, J.D. Long Island Lighting Co. 84/12/26. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director. 51pp. 28138:337. 

24X Fiche: 50-322, 84/12/26, 8501020327. 


S. Reportable occurrences, LERs St related correspondence 


8501150030 Further response to FOIA request for three categories of 
records re util or facility. Apps E *c F documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/18. BELAIR, R. R. 
Kirkpatrick & Lockhart. 5pp. 28417:155, 24X Fiche: 50-328, 84/05/18, 

8501150030, 


— 8501150038 Raises questions re facility, based on NUREO-0420 St SER. 
Topics include: RHR, automatic switchover of RCIC sys suction, 
multiplexing circuitry, stainless steel pipe cracking (k Mark 
II load criteria, 

HAFNER, B. Affiliation Not Assigned. 82/05/23. WILSON, J. N. NRC - 
No Detailed Affiliation Given. 2pp. 28417:166. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150042 Requests response to end questions re MSIV leakage at 
facility, per NUREG-0480. 

HAFNER, B. Affiliation Not Assigned. 84/07/21. GILBERT, R. NRC - 
No Detailed Affiliation Given. 2pp. 28417:168. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150064 Forwards P Bower Apr 1983 statement re installation of 
improper reactor chamber floor drains, received during 830418 
legislative hearing, Info re Region I resolution requested. 
BOLLWERK,P. Off let. Of the General Counsel. 83/04/19. ALLAN, J. M. 
Region 1, Office of Director. 2pp. 28417:179. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 


—8501150160 Summarises 840411 meeting w/State of NY re util proposal 
for low power operation tn View of problems w/TDI diesal 
generators. 

MURLEY. T. E. Region 1, Office of Director. 84/04/12. DIRCKS, W, J, 
Office of the Executive Director for Operations. 9pp. 28417:281, 
24X Fiche: 50-322, 84/05/3;e, 8501150030. 


8501280576 Further response to FOIA request for documents re TDI diesel 
generators at plant & problems & defects occuring w/TDI 
generators currently used or being tested. Forwards documents 
listed in App A. App A Documents 1-8 available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/08/06. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28638:316. 24X 

Fiche: 50-000, 84/08/06, 8501280576. 


— 8311230073 "Evaluation of Diesel Generator Failure at Shoreham Unit 1, 
Interim Rept on Phase 1, Failure Cause Evaluation," interim 
technical evaluation rept, 

HERRICK, R.C. Franklin Institute/Franklin Research Center. 

NRC -03-81 -130, ITER-C 5506-426. 83/11/18. GIARDINA, R. J. NRC -No 

Detailed Affiliation Given. 41pp. 28638:003. 24X 

Fiche: 50-000, 84/08/06, 8501280576. 


— 8403070111 Forwards "Evaluation of Diesel Generator Failure at 
Shoreham Unit 1, Interim Rept on Phase 2, Failure Cause 
Evaluation, " draft interim technical evaluation rept. 
Comments requested within 10 days. 

BERLINGER, C. Division of Licensing. 84/02/28. WRIGHT, R. 
Equipment Qualification Branch. Ip. 28638:044. 24X 

Fiche: 50-000, 84/08/06, 8501280576. 


— 8403280290 Forwards comments on Franklin Research Ctr draft technical 
evaluation rept, "Evaluation of Diesel Generator Failure at 
Shoreham Unit 1, Interim Rept on Phase 2, Failure Cause 
Evaluation, " per 840228 request. 

NOONAN, U. 8. Equipment Qualification Branch. 84/03/09. 

BERLINGER, C. Division of Licensing. 4pp. 28638:045. 24X 

Fiche: 50-000, 84/08/06, 8501280576. 


— 8404040336 Forwards staff comments on, "Evaluation of Diesel Generator 
Failure, Interim Rept on Phase 2, Failure Cause Evaluation. " 
Conclusions not specific as to acceptability or 
unacceptability of new crankshaft. Meet ing planned on 840326. 

GIARDINA, R. J. Power Systems Branch. NRC-03-01-130. 84/03/19. 

HERRICK, R.C. Franklin Insti tute/Frank lin Research Center. 7pp. 
28638:057. 24X Fiche: 50-000, 84/08/06, 8501280576. 


— 8501280586 Forwards draft rept covering Phase II of diesel generator 
failure investigation review. 

HERRICK, R.C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. 84/12/17. GIARDINA, R. J, NRC - No Detailed 

Affiliation Given. Ip. 28638:002. 24X Fiche: 50-322, 84/08/06, 

8501280576. 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 St PC-2.3 emergency diesel 
generators. All valve holders u/improper radius will be 
replaced. 

MORIARITY, J. M. Colt Industries, Inc. 84/12/20. KEPPLER, J. G. 
Region 3, Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000, 04/12/20, 8501070316. 


8501080053 Forwards PNL-5342, "Review St Evaluation of TDI Diesel Engine 
Reliability *c Operability - Shoreham Nuclear Power Station 
Unit 1. '• 

LAITY, W.W. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/12/20. NRC - No Detailed Affiliation Given. Ip, 
28268:003. 24X Fiche: 50-322, 84/12/20, 8501080053. 


— 8501080060 "Review St Evaluation of TDI Diesel Engine Reliability St 
Operability - Shoreham Nuclear Power Station Unit 1. " 

LAITY,W.W., RICHMOND, W.D. Battelle Memorial Institute, Pacific 
Northwest Laboratories, FIN B-2963. PNL-5342. 84/12/31. 

Division of Licensing. 121pp. 28268:004. 24X 

Fiche; 50-322,84/12/20, 8501080053. 


8501280741 Deficiency rept re failure to install HVAC penetration seals 
to protect two trains of redundant safe shutdown motor 
control ctrs. Initial ly reported on 841129, Sealing of gaps 
completed on 841208, 

LEONARD, J.D. Long Island Lighting Co. 84/12/2B. MURLEY, T. R. 

Region 1, Office of Director. 2pp. 28614:016. 24X 

Fiche: 50-322» 84/12/28, 8501280741. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY, C.L, TDI (Transamtrica Dtlaval, Inc.) Owners Group. RAY, C. L. 
Duke Power Co. 85/01/02. DENTON, H. R, Office of Nuclear Reactor 
Regulation, Director. I6pip, 28202:058. 24X Fiche: 50-000, 85/01/02, 

8501O7O2B5. 


85011 10jZ12 Motion for ad justnbiPit of schedule for TDI diesel generator 
hearing. ASLB shpuld take testimony on issue of adequacy 
of 3,300 kW Ipad when hearing resumes bsfort taking 
testimony qn reopened blqek issues. Certificate of Svc encl, 
PERLIS,RvG;v ^Hevarisjg, #185 <^0. 85/01/10* Atomic Safety, 

and Licensing Board Panel. 7pp. 28310:332. 24X 

Fiche: 50-322*85/01/10, 850X110212. 
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B5011A0622 Forwards testimony of FG Dawei JA IMotaro & EJ Youngling re 
contention on TDI diesel generator qualified load. 

Certificate of Svc end. Related correspondence. 

ELLIS>T. S. Hunton 8e Williams. ELLIS> T. S. Long Island Lighting Co. 
#185 106. 85/01/15. MORRIS. P. A. * FERGUSON. G. A. Atomic Safety and 

Licensing Appeal Panel. 4pp. 28419:158. 24X Fiche: 50-322, 85/01/1 5. 

8501160622. 


— 8501160624 Testimony of FG Dawe. JA Notaro & EJ Youngling re Suffolk 
County & State of NY contention on TDI diesel generator 
qualified load. Related correspondence. 

DAWE.G. F. . NOTARO, J. A. . YOUNGLING. E. J. Long Island Lighting Co. 
85/01/15. 46pp. 28419:162, 24X Fich e: 50-322. 85/01/15. 8501 160622. 


8501310148 LER 85-001-00: on 841223, during fuel loading operation, 
reactor protection sys actuated. Caused by upscale trip on 
channel FLC A of fuel load chambers due to electrical noise 
interference. Channel rep laced. W/850121 Itr. 

WYNNE, J. 6., STEIGER, W.E. Long Island Lighting Co. 85/01/22. 3pp. 
28685:358. 24X Fiche: 50-322, 85/01/22, 8501310148. 


B501280364 PNS-I-85-003: on 850123, Suffol k County Police received call 
from radio station re bomb threat from unknown man. Search of 
site produced negative results. 

MADDEN,B, , KEIMIG, R. , JOYNER, J. Region 1, Office of Director. 
85/01/23. Ip. 28566:118. 24X Fi c he: 50-322, 85/01/23, 8501280364. 


T. Hearing transcripts on non-antitrust matters 


8501100178 Transcript of 850104 conference of counsel in Bethesda.MD re 
emergency planning. Pp 15,715-15.794. 

* Atomic Safety and Licensing Board Panel. 85/01/04. 79pp. 

28290: 026. 24X Fiche: 50-322, 85/01/04. 8501100178. 


8501160609 Forwards addl cylinder block testimony of DP Johnson, CA Rau, 
MH Schuster, HF Wachob & EJ Youngling. Certificate of Svc & 
stipulation end. Related correspondence. 

RANGE, J.J. Hunton Sc Williams. RANGE. J. J. Long Island Lighting Co. 
#185 108. 85/01/15. BRENNER, L, , MORRIS,P.A. , FERGUSON, G. A. Atomic 

Safety and Licensing Board Panel. 3pp. 28419:237. 24X 

Fiche: 50-322, 85/01/15, 8501160609. 


— 8501160612 Addl cylinder block testimony of DP Johnson, CA Rau, 

MH Schuster, HF Wachob tc EJ Youngling re Emergency Diesel 
Generator 103 endurance run & results of insps on block 
following endurance run. Related correspondence. 

JOHNSON, D. P. , RAU,C. A. , SCHUSTER, M. H. Long Island Lighting Co. 
85/01/15. 33pp. 28419:240. 24X Fich e: 50-322, 85/01 /1 5, 8501 160609. 


850116Q613 Forwards addl crankshaft testimony of FR Pischinger, 

DP Johnson & MH Schuster. Certificate of Svc end. Related 
correspondence. 

STROUPE,O.L, Hunton Williams, STROUP E, 0. L. Long Island Lighting 
Co. #185 107. 85/01/15. BRENNER, L. , FERGUSON, G. A. Atomic Safety 

and Licensing Board Panel, 3pp. 28419:215. 24X 

Fiche: 50-322, 85/01/15. 8501160613. 


— 8501160615 Addl crankshaft testimony of FF Pischinger, DP Johnson 8< 
MH Schuster. Related correspondence. 

PISCHINGER, F. F. , JOHNSON, D, P. Long Island Lighting Co. 
PISCHINGER, F. F. Affiliation Not Assigned. 85/01/15. 17pp, 

28419:218, 24X Fiche: 50-322, 85/01/15, 8501160613. 


8501160622 Forwards testimony of FG Dawe, J A Notaro & EJ Youngling re 
contention on TDI diesel generator qualified load. 

Certificate of Svc end. Related correspondence. 

ELLIS. T.S. Hunton Williams. ELLIS, T. S. Long Island Lighting Co. 
#185 106. 85/01/15. MORRIS, P. A. , FERGUSON, G. A. Atomic Safety and 

Licensing Appeal Panel. 4pp, 28419:158, 24X Fiche: 50-322, 85/01/15, 

8501160622. 


—8501160624 Testimony of FG Dawe,JA Notaro EJ Youngling re Suffolk 
County St State of NY contention on TDI diesel generator 
qualified load. Related correspondence. 

DAWE.G. F., NOTARO, J. A,* YOUNGLING, E, J. Long Island Lighting Co. 
85/01/15. 46pp. 28419:162. 24X Fich e: 50-322, 85/01/15, 8501 160622. 

8501170161 FoBWards addl ertank shaft 8< diesel generator qualified load 
testimony St brief on applicability of single failure 
criterion to emergency diesel generator load contention. W/o 
crankshaft testimony. Related corespondence. 

ELLIS, T.S. Hunton St Williams. ELLIS, T. S. Long Island Lighting Co. 
#185 117. 85/01/15, MDRRIS. P. A, , FERGUSON, G. A. Atomic Safety and 

Licensing Board Panel. 2pp. 28422^012. 24X Fiche: 50-322, 85/01/15, 

8501170161. 


B5Q1170165: Testimony of .,GF Dawe.JA Notaro S< EJ Youngling re diesel 
generator qualified load:. Related correspondence. 

DAWE.G, F,, YOUNGL I NG^E.J:.* NOTARO, J. A. . Long Island Lighting Co. 
85/01/15. 43pp. 28422:014. 24X Fich e: 50-322, 85/01/15, 8501 170161. 


8501300032 Testimony of DG Bridenbaugh St GC Minor re Suffolk County 
emergency diesel generator load c ontenti on. Related 
correspondence, 

BRIDENBAUGH, D. , MINOR, G. C. Suffolk County, NY. BRIDENBAUGH, D. MHB 
Technical Associates. #185 297. 85/01/25. 62pp. 28641:263. 24X 

Fiche: 50-322, 85/01/25, 8501300032. 


— 8501300042 Testimony of DG Bridenbaugh re LILCO addl cylinder block 
testimony. Certificate of Svc end. Related correspondence. 
BRIDENBAUGH, D. Suffolk County, NY. BRIDENBAUGH, D. MHB Technical 
Associates. 85/01/25. 8pp. 28641:333. 24X Fiche: 50-322, 

85/01/25, 8501300032. 


U. Operator Examinations 


8501150030 Further response to FQIA request for three categories of 
records re util or fac ility. Apps E 8t F documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/18. BELAIR. R. R. 
Kirkpatrick St Lockhart. 5pp. 28417:155. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


— 8501150091 Forwards description of process used by regional examiners 
St mgt re operator licensing, in response to Governor Cuomo 
Commission discussion. Prior correspondence to licensees re 
overtime policy S< NRC publication policy end. 

STAROSTECKI, R. Division of Project St Resident Programs. 83/08/15. 

CHRISTENBURY. E. Hearings Division. Spp. 28417:227. a4X 
Fiche: 50-322, 84/05/ 1 8, 85011 50030. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents St correspondence 


8111130209 "Manual of Protective Action Guides St Protective Actions 
for Nuclear Incidents. " 

* Environmental Protection Agency. 80/06/30. 125pp. 10656: 127. 

24X Fiche: 50-275, 80/06/30, 8111130209. 


8501150131 FOIA request to be informed of whether State of CA PUC, at 
any time, reviewed seismic calculations pertaining to plant. 
CALSOYAS, C. D. Affiliation Not Assigned. 84/03/30. NRC - No 
Detailed Affiliation Given. 4pp. 28417:066. 24X 

Fiche: 50-275, 84/03/30, 8501150131, 


8501150129 Responds to FOIA request for info indicating whether State 
of CA PUC has reviewed seismic calculation pertaining to 
plant. No documents located on subj. 

FELTON, J, M. Division of Rules and Records. 84/05/09. CALSOYAS, C, D. 

Affiliation Not Assigned. Ip. 2S417:065. 24X 

Fiche: 50-275, 84/05/09, 8501150129. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— 8501180253 Forwards review detailing results of 831219 it 20 audits 
performed on environ qualification program documentation at 
faci lity. Adequate technical basis for claimed qualification 
indicated. 

BORGENiR. A. EG$(G, Inc. FIN A-6810. 84/02/02. WALKER^ H. 

Equipment Qualification Branch. 3pp. 28467:208. 24X 

Fiche; 50-000, 84/05/24, 8501180069. 


8501230016 Third response to FOIA request for documents re SER on 
operation of plant. App documents available in PDR. Review of 
addl documents continuing, 

FELTON, J.M. Division of Rules and Records. 84/06/27. GARDE, B. P. 
Government Accountability Project. 3pp. 28533:012. 24X 

Fiche: 50-275, 84/06/27, 8501230016. 


— 8306030490 Lists 830428 teleconference recommendations on Superstrut 
allegations. NRC concerns re util proposed test program to be 
submitted on 830617 listed. 

ROMNEY, N. D. Structural Geotechnical Engineering Branch. 

83/05/27. LEAR, 6. Systematic Evaluation Program Branch. 2pp. 
28533; 266. 24X Fiche: 50-275, 84/06/27, 8501230016, 


— 8306270472 Forwards Auxiliary Sys Branch SER on r«evaluation of 
component cooling water sys, in response to 830218 memo. 
Licensee has satisfied original F8AR commitments & 
applicable regulation#. 

RUBENSTEIN, L. 8. Assistant Director for CpjTf Jk ; Plant Systems. 
83/06/20. NOVAK, T. M. Assistant Director for Licensing. Spp. 
28533: 176. 24X Fiche: 50-275, 84/06/27, 8501230016. 



DOCKETED ITEMS 


167 


— 6308190102 Summarizes findings on anonymous allegations re IDVP 
activities identified in D Fleischaker 830326 Itr. 

KNIOHTiJ. P. Assistant Director for Comp. & Structures Engineering 
<Po5t 830201). 83/08/10. NOVAK. T. M. Assistant Director for 

Licensing. 3pp. 28533:268. 24 X Fiche: 50-275. 84/06/27. 8501230016. 


—8501230029 Forwards div response to allegations identified in 
0 Knighton 831129 memo. 

MATTSON. R. J. Division of Systems Integration (post 811005). 
83/12/09. EISENHUT, D, G. Division of Licensing. 27pp. 28533:149. 

24X Fiche; 50-275.84/06/27.8501230016. 


— 8501230036 Safety evaluation re component cooling water sys. Applicant 
satisfied original FSAR commitments & regulations. 

* Auxiliary Systems Branch. 83/06/20. 21pp. 28533:179. 24X 

Fiche: 50-275, 84/06/27.8501230016. 


— 8501230045 Forwards Auxiliary Sys Branch SSER re util proposed Tech 
Spec for assuring operable UHS. Tech Specs adequate. 

RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. 
83/07/14. NOVAK, T. M. Assistant Director for Licensing. Ip. 
28533: 200. 24X Fiche: 50-275. 84/06/27. 8501230016. 


— 8501030383 Ack receipt of application for OL on 731002. FR notice end 
Notice of opportunity for public participation in licensing 
action St public hearing sent to newspapers. W/o end. 

GOLLER. K. R. Atomic Energy Commission. Directorate of Licensing. 
73/11/05. SEARLS.F. T. Pacific Gas St Electric Co. Spp. 

28201:131. 24X Fiche: 50-275. 84/12/11. 8501030369. 


8501070212 Summary of 841105-06 meetings w/Region V in Walnut Creek. CA 
re status of documenting al legations. Li st of attendees end. 

LEY. M. Licensing Branch 3. 84/12/13. Licensing Branch 3. 9pp. 

28228:179. 24X Fiche: 50-275, 84/12/13, 8501070212. 


8501110471 Draft Tech Specs for Diablo Canyon Units 1 8t 2. 

* Pacific Gas 8t Electric Co. 84/12/17. 451pp. 28371:351. 24X 

Fiche: 50-275. 84/12/17. 8501110471. 


8501030403 Forwards list of concerns provided to NRC by former employee 
at fac i 1 ity. Concerns relate to design & analysis practices 
for pipe supports. Response to each concern due no later than 
850108. 

KNIGHTON. G. W. Licensing Branch 4. 84/12/20. SHIFFER. J. D. Pacific 

Gas 8t Electric Co. 4pp. 28200:359. 24X Fiche; 50-275. 84/12/20, 

8501030403. 


— 8501230049 SSER supporting util proposed Tech Specs re UHS. 

# Auxiliary Systems Branch. 83/07/14. 11pp. 28533:201. 24X 

Fiche: 50-275, 84/06/27. 8501230016. 


— 8501230059 "Final Rept on Evaluation of Spot-Welded Matls Used in 
Support Sys for Electrical Conduit it Cable Trays at Diablo 
Canyon Power Plant. " 

* Bechtel Corp. 83/07/01. 19pp. 28533:238. 24X 

Fiche: 50-275. 84/06/27. 8501230016. 


—8501230063 Rev 0 to "Outline for Samp 1 ing. Preparation it Testing of 
Spot-Welded Superstrut Members for Diablo Canyon Power 

*^*Padflc Gas it Electric Co. 83/05/21. 9pp. 28533:257. 24X 

Fiche: 50-275. 84/06/27, 8501230016. 


8501030119 Forwards NRC trip repts on listed audits recently performed 
in course of review & evaluation of civil structural design 
S( analy sts» masonry walls it piping support design it analyses. 
KNIGHTON, G. W. Licensing Branch 3. 84/11/29. SHIFFER. J. D. Pacific 

Gas it Electric Co. 3pp. 28192:321. 24X Fiche: 50-323. 84/11/29. 

8501030119. 


—0411150140 Trip rept of 841001—05 site visit w/BNL re identification of 
engineering mat! needed to conduct audit on adequacy of 
civil/structural design ana ly ses. Lis t of addl audit items 

KUOi^P. T. » POLK.H. Structural it Geotechnical Engineering Branch. 
84/11/01. KNIGHT. J. P. Assistant Director for Comp. & Structures 
Engineering (Post 830201). 3pp. 28192:324. 24X 

Fiche: 50-323. 84/ 1 1 /29. 850 1 030 119, 


—8411160403 Trip rept of 841018 meeting w/BNL & util at City College of 
New York re staff audit on util 841012 matl. List of matl 
provided it list of items requiring addl info end. 

KUO, P, T. . POLK.H. Structural it Geotechnical Engineering Branch. 
84/11/05. KNIGHT. J. P. Assistant Director for Comp, it Structures 
Engineering (Post 830201). Bpp. 28192:327. 24X 

Fiche: 50-323.84/11/29. 8501030119. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27, 8501030120. 


8501090271 Notification of 840110 it 11 meetings w/util in Bethesda.MD 
to discuss seismic reevaluation program. 

SCHIERLING. H, Licensing Branch 3. 84/12/27. KNIGHTON. 0. W. 

Licensing Branch 3. 4pp. 28308:124. 24X Fiche: 50-275. 84/12/27, 

8501090271. 


8501090373 Draft page submitted to licensee on 841227 re Items 1.1.2, 1. 
2. 2. 1. 3. 1. 4. 2. 1. 4. 2. 2 8c 4. 5. 1 concerning review 8c testing of 

reactor trip sys. 

* NRC - No Detailed Affiliation Given. 84/12/27. 2pp. 28305:357. 
24X Fiche: 50-275. 84/12/27. 8501090373. 


8501030003 Forwards response to request for addl info re design 
adequacy of buried electrical conduits. Info on Item 3-5 
forwarded on 841127. Info responding to Items 1 8c 2 end. 

SHIFFER. J. D. Pacific Gas 8c Electric Co. 84/12/28. KNIGHTON. G. W. 
Licensing Branch 3. 3pp. 28163:190. 24X Fiche: 50-323. 84/12/28. 

8501030003. 


8501030047 Forwards draft ltr to JD Shiffer (PG8cE) requesting addl info 
re buried conduits by 841231. 

KNIGHTON, G. W. NRC - No Detailed Affiliation Given. 84/12/30. 

- No Detailed Affiliation Given. 3pp. 28192:358. 24X 

Fiche: 50-323. 84/12/30. 8501030047. 


NRC 


8501150157 Amend to application for full-power OL. Hot functional 
testing completed on 841224. Full implementation of physical 
security scheduled for late Jan 1985 w/fuel loading in late 


r CD * TOW. 

MANEATIS. 6. A. Pacific Gas 8< Electric Co. 85/01/08. 
Office of Nuclear Reactor Regulation. Director. Spp. 
24X Fiche: 50-323. 85/01/08. 8501150157. 


DENTON. H. R. 
28385; 280. 


—8501030129 Trip rept of 841022—26 audit at util/Bechtel ofcs in San 
Francl*co,CA rt piping «< pip* support design to determine 
whether internal review program will achieve T , p 

BOSNAK. R. U. Mechanical Engineering Branch. 84/10/29. KNIGHT, J.P. 

ActtScrAnt Director for Comp . it Structures Engineering (Posc 
eSSSm? "=4X FUh.: S 0 - 323 .B 4 / 11 /= 9 , 8501030119. 


8501030369 Confirms it documents recent telcon on 10CFR50. 32(c ) (2) ref 
to "appropriate ofc near sit*. . . " level of technical 
detail submitted on docket. Level of detail sought re docket 
far exceeds normal availability of info. i 1 4 a-t-i nn 

KNX<»HTON/Q. W. Licensing Branch 

Not Assigned. 2pp. 28201:120. 24X Fiche: 50-275. 84/12/11. 

8501030369. 


8501150148 Forwards info re surveillance it control methods for 
biofouling. per NRC 841127 ltr. Detailed surveillance on 
auxiliary salt water sys it monthly hot water demusseling 


end. 

SHIFFER. J.P. Pacific 
Licensing Branch 3. 
8501150148. 


las & Electric Co. 85/01/09. KNIGHTON. G. W. 
p. 28379:275. 24X Fiche: 50-275. 85/01/09, 


)1150383 Forwards sys component evaluation work sheet for environ 
lualification file for two RCS resistant temp detectors. per 

Pacific eas 1. Electric 

.icensing Branch 3. 2pp. 28379:187. 24X Fiche; 50-323. 85/01/09. 


-B501030374 Informs of NRC visit to LPDR J 

organization of documents. Reeponsibility of ^tiX to •**^]'* 
proper organization it availability of matls in LPDR . 

DEYOUNG. R.C. Atomic Energy Jo mSoi 124 

73/ll/OS, SEARL8. F. T. Pacific Gas it Electric Co. Ip. 2B201. 12 . 

24X Fiche; SO-275. 84/12/11, 8501030369. 

-SS01030379 Inforna of ravl.e. of 730’=*, •'"’“"“o'; 

riviaed to reflect AEC commenta reaultinj from 'evl*" _ 

730710 application. Reviaed FSAR adaquato to permit docketing 
Of application & establishing review schedule. , 

0IAMBU8S0.A. Atomic Energy Commission, Directorate of Licensing. 
*73/09/28 SEARLS. F. T. Pacific Gas & Electric Co. 3pp. 

Flcl,.: 50-275. 84/12/11. 8501030369. 


8501160239 Forwarda reapontas to concerns re design S. analgsis 
pr.ctlcea for pipe supports recentlg 

anongmous format tmplogee. Raquests ack of racexpt of ““• 
8501160239. 

B501170049 Clarifies 840815 ltr re RHR low flow 2. Alarm 

installed it tested & identical to Unit 1 alarm described 
840524 ltr. Receipt ack requested. kniohTON.GW 
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8501230024 Forwards notice of GAP 841116 10CFR2. 206 petition requesting 
Cofflmission to resolve numerous allegations of QA problems & 
intimidation of onsite workers. 

DENTONiH. R. Office of Nuclear Reactor Regulatiom Director. 

85/01/11. DEVINE. T. Government Accountability Project. 4pp. 
28320:348. 24X Fiche : 50-275. 85/01/11. 8501230024. 


— 8501230026 Notice of GAP 841116 10CFR2. 206 petition requesting 
Commission to resolve numerous allegations of QA problems & 
intimidation of onsite workers. 

DENTDN.H. R. Office of Nuclear Reactor Regulation. Director. 
85/01/11. Ip. 28520:353. 24X Fiche: 50-275. 85/01/11. 8501230024. 


8501220339 Forwards list of allegations to be referred to NRR for 
closeout responsibility per 841220 Allegation Review Board. 

List includes NRC Allegations 1513.1514,1515.1516.1517.1518. 

1523. 1524. 1545. 1547. 1548. 1549 & 1550. 

KIRSCH.D. F. Regions. Office of Director. 85/01/15. EISENHUT. D. 6. 
Division of Licensing. 4pp. 28494:013. 24X Fiche: 50-275. 85/01/15. 

8501220339. 


8501230256 Informs that based on applicant review & Nov 1982 
Westinghouse rept. util will not conduct dynamic tests of 
pressurizer discharge piping sys by lifting of safety 
valves. Testing not specified in ASME Code requirements. 

SHIPPER, J.D. Pacific Gas ft Electric Co. 85/01/15. KNIGHTON. G. W. 
Licensing Branch 3. ip. 28515:240. 24X Fiche: 50-323. 85/01/15. 

8501230256. 


8501230039 Requests that Generic Ltr 84-24 response date for facility 
be extended to mid-Feb 1985. Ack requested. 

SHIPPER. J.D. Pacific Gas «( Electric Co. 85/01/16. KNIGHTON. G. W. 
Licensing Branch 3. Ip. 28513:327, 24X Fiche; 50-275. 85/01/16. 

8501230039. 


8501230388 Forwards printout from allegation file sys directed to util 
for evaluation. investigation & response. Responses will be 
evaluated for clarity, comprehensiveness & substance. Response 
requested within 30 days of ltr receipt. 

KIRSCH.D. F. Region 5. Office of Director. 85/01/17. SHIPPER. J. D. 
Pacific Gas it Electric Co. 6pp. 28509: 172. 24X 

Fiche: 50-275. 85/01/17. 8501230388. 


8501240202 Staff requirements memo re Commission 850108 briefing on 
status of near-term OLs. Staff requested to provide data on 
resources expended for Comanche Peak review & to review 
process for responding to Diablo Canyon allegations. 

CHZLK. S. J. Office of the Secretary of the Commission. 85/01/17. 
DIRCKS. W. J. Office of the Executive Director for Operations. 
PLAINE.H. H. Office of the General Counsel. Ip. 28556:361. 24X 
Fiche: 50-000. 85/01/17. 8501240202. 


8501240107 Forwards response to NRC 850108 request for addl info re 
small bore piping. Info covers ongoing audits of piping & 
pipe supports. Procedure P-22. "Coordination of Pipe Support 
Loads W/Civil Engineering." end. 

SHIPPER. J.D. Pacific Gas it Electric Co, 85/01/18. KNIGHTON. G. W. 
Licensing Branch 3. 4pp. 28530:345. 24X Fiche: 50-323. 85/01/18. 

3501240107. 


— 8501240111 Rev 2 to P-22. "Procedure for Coordination of Pipe Support 
Loads ui/Civil Engineering. " 

CRANSTON. 6. V. Pacific Gas & Electric Co. 84/03/21. 10pp. 

28530:349. 24X Fiche: 50-323. 85/01/18. 8501240107. 


8501260433 Forwards updated status ft schedule for response to Generic 
Ltr 83-28. "Required Actions Based on Generic Implications 
of Salem ATWS Events." in response to NRC 850116 request. 

Response to Items 1-6 of ltr end. 

SHIPPER. J.D, Pacific Gas «c Electric Co. S5/01/24. KNIGHTON. 0. W. 
Licensing Branch 3. 9pp. 28564:326. 24X Fiche: 50-275. 85/01/24. 

8501280433. 


— 8501280442 Rev 7 to NPAP A-IOO. "General Authorities Se Responsibilities 
of Nuclear Plant Operators. " 

» Pacific Gas 8e Electric Co. 84/02/23. 7pp. 28564:335. 24X 

Fic he: 50-275. 85/01/24. 8501280433. 


—8501280450 Rev 1 to Administrative Procedure AP A-lOO SI. 
"Administrative Program to Control Return to Power After 
Reactor Trip. " 

e Pacific Gas & Electric Co. 84/05/08. 16pp. 28564:342. 24X 

Fiche; 50-275, 85/01/24. 8501280433. 


— 8501280456 Rev 0 to Surveillance Test Procedure STP I-33C, "Time 
Response Testing of Reactor Trip Breakers^ " 

♦ Pacific Gas & Electric Co. 84/12/31. Spp. 28564:358. 24X 

Fiche: 50-275.85/01/24,8501280433. , 


8501280504 Provides addl info re equipment qualification, per Item 1 of 
util 841129 ltr. Equipment items seismically qualified 
except for reactor coolant pump upper bearing cooler it spray 
additive tank. Mods expected prior to fuel load. 

SHIPPER. J.D. Pacific Gas it Electric Co. 85/01/24. KNIGHTON. G. W. 
Licensing Branch 3. Ip. 28565:024. 24X Fi ch e: 50-323. 85/01/24, 

8501280504. 


8501290325 Forwards sample verification of piping branch connections 
for pressure. including two verifications for area 
replacement, in response to NRC questions during 850114-17 
piping audit. 

SHIPPER. J.D. Pacific Gas it Electric Co. 85/01/25. KNIGHTON. G. W, 
Licensing Branch 3. Spp. 28621:001. 24X Fiche; 50-323. 85/01/25. 

8501290325. 


E. NRC Safety Evaluation Report (SER). supple it correspondence 


B5011S0069 Partial response to FOIA request for repts resulting from 
listed qualif ication of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. Spp. 28467:002. 24X Fiche: 50-000. 84/05/24. 

8501180069. 


— 8401190505 Trip rept of 831219-20 vi*iit to util ofc in San Francisco, CA 
re evaluation of technical adequacy of resolution of IDVP 
followup Items 4. 12 & 14. identified in SSER 19. 

WALKER. H. Equipment Qualification Branch. 84/01/05. NOONAN, V. S- 
Equipment Qual if ication Branch. 3pp. 28467:205. 24X 

Fiche: 50-000, 84/05/24. 8501180069. 


8501230016 Third response to FOIA request for documents re SER on 
operation of plant. App documents available in PDR. Review of 
addl documents continuing. 

FELTON. J.M. Division of Rules and Records. 84/06/27. GARDE. B. P. 
Government Accountability Project. 3pp. 28533:012. 24X 

Fiche: 50-323. 84/06/27. 8501230016. 


8501150386 Forwards brief discussion of three completed activities 
identified in SER it SSER re RCS vents. Limi torque motor 
operators & containment backup overcorrent protection. Ack 
receipt of matl requested. 

SHIFFER, J.D. Pacific Gas & Electric Co. 85/01/09. KNIGHTON. G. W. 
Licensing Branch 3. 3pp. 28379:221. 24X Fiche: 50-323. 85/01/09. 

8501150386. 


F. Security, medical, emergency Sc fire protection plans 


8501240033 Responds to FOIA request for SECY-84-070. "Consideration 
of Complicating Effects of Earthquakes on Emergency Planning 
at Diablo Canyon. " Documents withheld (ref FOIA 
Exemption 5). 

FELTON. J.M. Division of Rules and Records, 84/08/10. GRABER, L. 
NUS Corp. 2pp. 28537:353. 24X Fiche: 50-275. 84/08/10. 8501240033. 


8412120257 Forwards errata sheet to Unit 1 rept on 10CFR50. App R review 
Sc Rev 1 to "Diablo Canyon Unit 2. Review of 10CFR50. App R. 

Sections III. 0. II I. J Sc III. 0. " 

SHIFFER, J.D. Pacific Gas Sc Electric Co. 84/12/06. EISENHUT. D. G. 
Division of Licensing. Spp. 27881:163. 24X Fiche: 50-275. 84/12/06. 

8412120257. 


— 8412120261 "Diablo Canyon Unit 2. Review of 10CFR50. App R. Sections 
III. G. III. J Sc III.O. " W/one oversize drawing. Aperture card 
available in PDR. 

* Pacific Gas Sc Electric Co. 84/10/15. 27epp. 27881:166. 24X 

Fiche: 50-275, 84/12/06, 8412120257. 


8501020377 Forwards FEMA Region IX rept. “Diablo Canyon Power Plant 
Site-Specific Offsite Radiological Emergency Preparedness 
Alert Sc Notification Sys (}A Verification. " Rept concludes 
means exist to notify public within emergency planning zone. 
WENSLAWSKI.F. A. Region 5. Office of Director. 84/12/27. 

SHIFFER. J.D. Pacific Gas Sc Electric Co. Ip. 28138:201. 24X 

Fiche: 50-275. 84/12/27. 8501020377. 


8501090078 Forwards "Diablo Canyon Nuclear Power Plant Human Factors 
Review, " per 840430 commitment Sc Suppl 1 to NUREO-0737. 

SHIFFER. J.D. Pacific Gas Sc Electric Co. 84/12/28. EISENHUT. D. G. 
Division of Licensing. Ip. 28257:230, 24X Fiche: 50-275. 84/12/28. 

8501090078. 


— B501090085 "Diablo Canyon Nuclear Power Plant Human Factors Review. " 
* Pacific Gas Sc Electric Co. 84/12/31. 249pp. 28257:231. 24X 

Fiche: 50-275. 84/12/28. 8501090078. 
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S50 11 501 57 Amend to application for full-power OL. Hot functional 
testing completed on S41224. Full implementation of physical 
security scheduled for late Jan 1985 w/fuel loading in late 
Feb 1985. 

MANEATISi 0. A. Pacific Gas & Electric Co. S5/O1/0S. DENTON< H. R. 
Office of Nuclear Reactor Regulationj Director. 5pp. 28385:280. 
24X Fiche: 50-323,85/01/08,8501150157. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501160157 Ref ers, for closeout responsibil ity, Allegations 1505 Se 1506 
re use b storage of chlorine tanks onsite. A1 leger feels that 
chlorine tanks vulnerable to sabotage. 

KIRSCH, D. F. Region 5, Office of Director. 85/01/10. SCARANO, R. A. 
Region 5, Office of Director. Ip. 28414:231. 24X 

Fiche: 50-275, 85/01/10, 8501160157. 


8501230385 Revised emergency plan implementing procedures, including Rev 
0 to EP OP-O re reactor trip or safety injection & Rev O to 
EP OP-O. 1 re reactor trip response. W/850114 ltr. 

SNIFFER, J.D. Pacific Gas Sc Electric Co. 85/01/14. MARTIN, J. B. 

Region 5, Office of Director. 9pp. 28510:025. 24X 

Fiche: 50-275, 85/01/14, 8501230385. 


G. Adjudicatory correspondence 


8501170261 App B to request for directed certification consisting of 
chronology. 

* Pacific Gas & Electric Co. 61/02/27. Commissioners. 11pp. 
28462:001. 24X Fiche: 50-275, 81/02/27, 8501 170261 . 


8501070002 Requests that no further info re Exhibit 6 to 840731 
petition under 10CFR2. 206 be made availab le, p tr 841130 
inquiry. 

KNIGHTON, G. W. Licensing Branch 3. #185 927. 84/12/21. 

CLEMENTS, W. L. Docketing b Services Branch. Ip. 28205:359. 24X 

Fiche: 50-275, 84/12/21, 8501070002. 


8501030110 Advises that time for Commission to review Director's 
Decision DD-84-19 exp Ired. Commissi on declined review. 

Decision became final agency action on 841221. Served on 
850102. 

CHILK, S. J. Office of the Secretary of the Commission. #185 893. 
84/12/31. DEVINE, T. Government Accountabi li ty Project. Ip. 
28163: 061. 24X Fiche: 50-275, 84/12/31, 8501030110. 


H. General correspondence 


8501070156 Requests, per 841120 telcon, all matl on facilities viewed by 
NRC but not taken to LPDR. 

DARKE, J. Affiliation Not Assigned. 84/11/26. KNIGHTON, G. W. 
Licensing Branch 3. 2pp. 28204:329. 24X Fic he; 50-275, 84/1 1/26, 

8501070156. 


■J. Insurance b indemnity information 


8501080406 Forwards Endorsement 42 to NELIA Policy NF-22B, Endorsemeht 
14 to MAELU Policy N-103 b Endorsement 4 to NELIA 
Certificate N-74 b MAELU Certificate M-74. 

CRANE, P. A, Pacific Gas b Electric Co, 85/01/02. SAUTZMAN, U. D, 
Assistant Director for State b Licensee Relations. 5pp. 28230:194. 
24X Fiche: 50-275, 85/01/02, 8501080406. 


Q, Inspection reports, IE Bulletins b correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. '* Svc list end. 

GRACE, J. N. Division of Emergency Preparedness b Engineering Response 
<Post 830103). 84/12/21. Consolidatad Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503. 


8501100003 Foi^toards Insp Rapt 50-323/84-30 on 841126-30. No violation 
noted. 

KIRSCH,D.F. Region' 5 ; tiff ice of Director, 84/12/21. SNIFFER, J.D. 
Pacific Gas b Electric Co. 2pp. 28348:335. 24X 

Fiche; 50-323, 84/12/21, 8501100003. 


— -'SSOllOOOOT Insp Rept 50-323/84-30 on 841126-30. No npncompliance notad. 
Major areas inspected : const b mod activities, including area 
insp, licensee actions on previously identified items ik TMI 
task action items. 

BURDOIN, U. F, , YOUNG, T. Regions, Office of Director. e4/l$/19, 

6pp. 2£i34tli337. 24X Fiche: 50-323, 84/12/21, 8501100003. 


— 8501100011 "Technical Assistance for Insp of Reactors Under Const, " 
progress rept for Aug 1984. 

WADE, W. 0. EGbG, Inc. CUMMINGS, G. E. Lawrence Livermore National 
Laboratory. FIN A-0753. 84/09/19. CANTER, H. L. Region 5, Office 

of Director. 6pp. 28348:343. 24X Fi c he : 50-323, 84/12/21 > 

8501100003. 


— 8501100017 "Technical Assistance for Insp of Reactors Under Const," 
progress rept for Sept 1984. 

WADE, W. 0. EGbG, Inc. CUMMINGS, G. E. Lawrence Livermore National 
Laboratory. FIN A-0753. 84/10/10. CANTER, H. L. Region 5, Office 

of Director. 6pp. 28348:349. 24X Fi che: 50-323, 84/12/21 , 

8501100003. 


— 8501100021 "Technical Assistance for Insp of Reactors Under Const," 
progress rept for Oct 1984. 

WADE, W. 0. EGbG, Inc. CUMMINGS, 0. E. Lawrence Livermore National 
Laboratory. FIN A-0753. 84/11/14. CANTER, H. L. Region 5, Office 

of Director. 7pp. 28348:355. 24X Fi che; 50-323, 84/12/21 , 

8501100003. 


8501030005 Forwards Rev 0 to Temporary Procedure TP TD-S402, "Visual 
Insp of Mechanical Snubbers," per NRC Audit Teem 5 841116 
request. 

SNIFFER, U.D, Pacific Gas b Electric Co. 84/12/28. KNIGHTON, 0. W. 
Licensing Branch 3. Ip. 28163:053. 24X Fi ch a: 50-323, 84/12/28, 

8501030005. 


— 8501030007 Rev O to Temporary Procedure TP TD-8402, "Visual Insp of 
Mechanical Snubbers. " 

a Pacific Gas b Electric Co. 84/04/04. 3pp. 28163:054. 24X 

Fiche: 50-323,84/12/28,8501030005. 


8501160225 Ack receipt of 841114 SALP rept. Recommendations made by 
SALP Board will be considered in overall mgt review of plant 
p erformence. 

SNIFFER, J.D. Pacific Gas b Electric Co. 84/12/28. MARTIN, J, fl. 
Region 5, Office of Director. Ip. 28410:283. 24X 

Fiche: 50-275, 84/12/28, 8501 160225. 


8501240045 Forward* Insp Rept* 50-875/84-41 b 50-323/84-29 on 
841203-13. No violations noted. 

WENSLAW8KI, F. A. Region 5, Office of Director. 89/01/03. 
SHIPPER, J.D. Pacific Gas b Electric Co. Ip. 28554:325. 24X 

Fiche: 50-275, 85/01/03, 8501240045. 


— 8501240052 Insp Repts 50-275/84-41 b 50-323/84-29 on 841203-13. No 
violations or deviations noted. Major areas inspected: Unit 1 
biological shield radiation survey, Unit 2 preoperatlonal 
tests b implementation of listed NUREG-0737 items. 

GARCIA, E.M., YUHA8,G.P, Region 5, Office of Director. 85/01/02, 
8pp. 28554:326, 24X Fl che: 50-275, 85/01/03, 8501240045. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. '* Svc list end. 

GRACE, J. N. Division of Emergency Preparedness b Engineering Response 
(Post 830103>, 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28937:127. 24X Fiche : 50-000, 85/01/10, 8901070401 . 


B501080502 IE Info Notice 89-002, "Improper Installation b Testing of 
Differential Pressure Transmitters. " Svc list end. 

UORDAN,E. L. Division of Emergency Preparedness b Engineering 
Response (Post 830103). 85/01/11, Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Pi ch e: 50-000, B9/01/1 1, 850 1080502. 


8501300127 Forwards Insp Rept 50-279/84-43 b 50-323/84-28 on 841210-21. 
No noncomplience noted. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/11. SHIPPER, J. D. 
Pacific Gas b Electric Co. Ip, 28678:273. 24X 

Fiche: 50-275, 85/01/11, 8501300127. 


—8501300144 Insp Rapts 50-275/84-43 b 50-323/84-28 on 841210-21. No 
violation* or deviation# noted. Major areas inspected: 
intp lamentation of TMI action plan items, licensee actions on 
IE bulletins b follQw>up of previously identified item*. 

HON, A., HELLUND, G, , IVEY, K. Regions, Office of Director. 
85/01/07. 6pp, 28678; 274. 24X Fiche: 50-275, 85/01/11, 8501300127. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pomp Stuiaft b '■ Svc list and. 

UDROAN, E. L. DivislniTi of Effwargenf y PrepeTadhnes* b Engineering 
Response (Post 830103)^ 85/01/15* Consolidated Edison Co. of New 

York, Inc. 103pp. 28490: 24X Fiche: 50-000, 85/01/15, 8501 100655. 

8501230295 Inform* that listed ellegetioirs . be tO'; ■ 

Inveetigations for clbsaout res<ponsibll ity. Region V reviaw 
boarci concluded that technical iseues re allegations closeif, 

MARTIN, J. B- Region 5, Office of Director. 85/01/16, 

SHACKLETDN# 0. C. Region 5» Office of Director. Ip, 28512:214. 84X 

Fiche: 50-275, 85/01/16, B501230295. 
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5!!:'ClI6C196 IE Info Notire a5~0G4i "Inadequate Mgt of Security Response 
Drills *• Svc list end. 

jEI^OAN. E L- Division of Emergency Preparedness & Engineering 
Response ^Post 830103). 85/01/17. Consolidated Edison Co. of Netii 

isrk. Inc 109pp 28613.169. 24X Fiche; 50-000. 85/01/17. 8501160196. 


B5012X229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 

end 

JORDAN, EL. Division of Emergency Preparedness & Engineering 
Response fPost 830103). 85/01/23. Consolidated Edison Co. of New 

fork. Inc. 108pp. 28692:186 24X Fic he: 50-000. 85/01/23. 8501230229. 


8501100083 Forwards Rev 1 to "Alternative Shutdown Capability 
Assessment Rept. " Periodic updates will be provided by end 
of 1985 to achieve full compliance w/lOCFRSO. App R. 

CUTTER. A. B. Carolina Power & Light Co. 84/12/21. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28281:022, 
24X Fiche: 50-324. 84/12/21, 8501100083. 


8501100089 Rev 1 to "Alternate Shutdown Capability Assessment Rept. 
lOCFRSO.App R. Brunswick Steam Electric Plant Units 1 2, " 

* Carolina Power & Light Co. 84/10/31. 2,700pp. 28201:024. 24X 

Fiche: 50-324. 84/12/21 , 8501 100083. 


B501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
3ys " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

Vork. Inc, 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments, " Svc list end. 

grace. J. N. Division of QA. Safeguards 8c Insp Programs 
C 8301 03-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


T. Hearing transcripts on non-antitrust matters 


8501170240 Nonproprietary transcript of 801118 hearing in San 
Franc i SCO, CA. Pp 2,343-2,412. 

SO/11/18. 71pp. 28461:176 

24X Fiche; 50-275,80/11/18,8501170240. 


r. SER on 

operation of plant. App documents available in PDR. Review of 
eddl documents continuing. 

FELTOW. J. M. Division of Rules and Records. 84/06/27. GARDE. B P 
Government Accountability Project. 3 pp. 28533:012 24 X 

Fxche: 50-275, 84/06/27, 8501 2300 16. 


I'"*"*'* int. nvieu, r. 

=»• 33/12/07. 121 pp. 

28533.017. 24X Fiche: 50-275,84/06/27, 8501230016, ^ 


- Correspondence 

.ns«,.r. t„ 

T Commissioner Asselstine re NRC 

OP cio„o 

PALLADINO.N. J. Commissioners. 84 / 12/13 MARKFV R j £ 

F.oPe 50-275,84/12/13, S901080S13. «../l. 183, 24X 


CMm|,ion Kotingo from pobljc. Response requested tg 
FicXe: 50-275.84/12/13.8501080513 ” 28=71.199, 24X 


8501070348 Forwards NURE6-0737. Suppl 1 compliance submittal, inc 1 ud ing 
proprietary "SAR for SPDS, Brunswic k Steam Electric Plant 
Emergency Response Facilities Info Sys, " per Generic Ltr 
82-33 & 840222 order. SAR withheld (ref 10CFR2. 790). 

UTLEY. E.E. Carolina Power & Light Co. 84/12/27. VASSALLO, D. B. 
Operating Reactors Branch 2 . 14pp. 28203:017. 24X 

Fiche: 50-324. 84/12/27. 8501070348. 


—8501070353 "Brunswick Steam Electric Plant Emergency Response Facility 
Info Sys Overview. " 

* General Electric Co. 84/12/31. 48pp. 28203:032. 24X 

Fiche: 50-324, 84/12/27. 8501070348. 


—8501110215 Nonproprietary "SAR for SPDS Brunswick Steam Electric Plant 
Emergency Response Facilities Info Sys. " 

SEYMOUR. J.D. General Electric Co. NEDG-30842. 84/11/30. 

28309: 008. 24X Fiche: 50-324, 84/12/27, 8501070348. 


290pp. 


8501070357 "Control Room Design Review Detailed Program Plan it 
Implementing Guidelines for Brunswick Steam Electric Plant 
Units 1 & 2. " 


* Carolina Power & Light Co. 84/12/31. 
Fiche: 50-324, 84/12/27, 8501070348. 


64pp. 28203:091, 


24 X 


B501070359 Procedure TP- 3 . 1 . "Human 
Sys Review. " 

* Essex Corp. 83/05/01. 100pp. 

Fiche: 50-324, 84/12/27, 8501070348. 


Factors Task Plan for Annunciator 
28203:155, 24X 


7- r. 50-324/84-36 & 50-325/34-3 

VERRF^rJVS OT' deviations noted. 

0 ^ Director. 85/01/04. 

Carolina Power & Light Co. 2pp. 28232: 142. 24X 

Fiche: 50-324, 85/01/04, 8501080264. 


on 

UTLEY, e. E. 


rmaiij.°lockI inspected: testing' 

1? 28232- FS 2 . Office of Director. 84/12/31. 

p. 28232 . 144 . 24 X Fiche: 50 - 324 , 85 / 01 / 04 » 8501080264 . 


EIBfSwit n J ^ rept. Svc list end, 

Ficde. 50-000,85/01/09,8501100681 ” ‘■7718. 161. 24X 


V. Operator Examinations 

^ , suffer. o. d. r,ci«c 

8501220441. ■ 356. S4X Fiche: 50-275, 84/12/27, 


W giET SO-3B9 BBUManot SlSWt ELECTR^FLAmt. unit 2 

—did, j .i.n. 

including 

'''*lEiaaim««Reg OPmtroI - Actions, Rev 13 to 

®*”^'** ■»*»£* moctmnt Contr^^ni^r RdcoTd 

««*• 3a-aM.S«/»l/27.e5Ml^;. ^ =®341:1=7. 24X 

"sSsi sss."s,;,i 


ln.''S.“3 rFTr"cumpl.Jr" 11"*“''* 

350415. ^ dtion schcdula will b, provlddd by 

op:TiJi;g%.,^n^i‘s;.::r-. *■ ■rj"'’ VeS^. 

Ficb,..50-324, 85/01/16, 8501220262. =■*>< 

**FSAR°or%«''i9BO°”Co^t..I7 1° '' of Toch Spot w/upd«t>d 

3. 4 

ciT!?iI;a'ppw.r Branch a 35/01/16, UTLEY, E, E, 

Ficba: 50-324, 85/01/l“8Mi3lSSM. 3»°- “X 

^^®^^®®A76 Responds to SAIIpt vasn. 4 . « 

response capability items nsta info r#' emergency 

Suppl 1 to NURE0-073r?JLS;i 1. 97 8 , * 

acceptable until Cateooru 1 i '♦‘lux instrument 

ZIMMERMAN,S. R. Cardina Powij!*^^?''!!!"'^ installed. 

Operating Reactors Branch 2 6 ^ 0 ^ a VASSALLO, D. B. 

Fiche: 50-324, B5/01/22fS5012b476!^’ 023. 24X 


^ inf orma t i pn 


SALTZMAN, jl'^^Assi^ta^t^Director f^preerntnl? B-71. 

84/12/28. Ip. 28273: 173 24X Fi c Ralations. 

/ai. 24X Fi c h e; 50-324, 84/12/28, 8501080179. 
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8501230266 Forwards Endorsements 6# 9* 10 S< 50 to NELIA 
841127 request. Amend 11 to Indemnity Agreement B-71 
addressed in separate correspondence. 

BARHAMiC. D. Carolina Power & Light Co. 84/12/31. 
Assistant Director for State & Licensee Relations. 
24X Fiche: 50-324i 84/12/31, 8501230266. 


Policy NF-218, per 
will be 

DINITZ, I. 

7pp. 28514: 133. 


8501250417 Forwards response to NRC 841114 request for info re 
adequacy of station electric sys voltage 8< Tech Specs on 
degraded voltage relays. 

ZIMMER, S.R. Carolina Power & Light Co. 85/01/18. VASSALLO, D. B. 
Operating Reactors Branch 2. 6pp. 28547:336. 24X 

Fiche: 50-324, 85/01/18, 8501250417. 


— 8412050236 Advises that Endorsements 6,9,10 & 50 to NELIA Policy NF-218 
& Amend 11 to Indemnity Agreement B-71 not received. 

Info requested. 

DINITZ, I. Office of State Programs, Director. 84/11/27. 

GRAHAM, W.E. Carolina Power & Light Co. Ip. 28514:140. 24X 

Fiche: 50-324, 84/12/31, 8501230266. 


8501300286 Forwards Endorsement 5 to NELIA Certificates N-54 & N-55. 
BARHAM, C.D. Carolina Power & Light Co. 85/01/22. SALTZMAIM, J. 
Assistant Director for State & Licensee Relations. 3pp. 28642: 191. 
24X Fiche: 50-324, 85/01/22, 8501300286. 


8501300206 Forwards Endorsement 47 to MAELU Policy MF-80. 

BARHAM, C.D. Carolina Power & Light Co. 85/01/23. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 2pp. 28642:356. 
24X Fiche: 50-324, 85/01/23, 8501300206. 


8501300256 Forwards Endorsement 55 to NELIA Policy NF-218. 

BARHAM.C. D. Carolina Power & Light Co. 85/01/23. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 2pp. 28643:033. 
24X Fiche: 50-324, 85/01/23, 8501300256. 


8501300246 Forwards Endorsement 5 to MAELU Certificates M-54 & M-55. 
BARHAM, C.D. Carolina Power & Light Co. 85/01/24. SALTZMAN, J. 
Assistant Director for State & Licensee Relations. 3pp. 26643:028. 
24X Fiche: 50-324, 85/01/24, 8501300246. 


0. Advisory Committee on Reactor Safeguards reports St correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Washington, DC re recent experiences at operating 
plants. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche: 50-000, 84/12/15, 8501300274. 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins «< correspondence 


8501210197 Ack receipt of 841130 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-324/84-30 & 

50-325/84-30. 

DLSHINSKI, J. A. Region 2, Office of Director. 84/12/14. UTLEY, E. E. 
Carolina Power St Light Co. Ip. 28494:236. 24X 

Fiche: 50-324, 84/12/14, 8501210197. 


— 8501210224 Forwards Insp Repts 50-324/84-30 & 50-325/84-30 on 
840915-1015 St notice of violation. 

DLSHINSKI, J. A. Region 2, Office of Director. 84/11/01. 
UTLEY, E. E. Carolina Power & Light Co. 2pp. 28494:242. 24X 

Fiche: 50-324, B4/12/14, 8501210197. 


— 8501210229 Notice of violation from insp on 840915-1015. 

* Region 2, Office of Director. 84/11/01. 2pp. 28494:244. 24X 

Fich e; 50-324, 84/12/14, 8501210197. 


— 8501210232 Insp Repts 50-324/84-30 8c 50-325/84-30 on 840915-1015. 
Noncompliance noted; failure to follow operations procedure 
to verify bypass valves St inadequate surveillance procedures 
for RHR sys. 

MYERS, D.D., GARNER, L.W., HICKS, T. E. Region 2, Office of Director. 
84/10/31. 9pp. 28494:246. 24X Fiche : 50-324, 84/12/14, 8501210197. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J.N. Division of Emergency Preparedness & Engineering Response 
<P 0 Bt 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042, 24X Fi ch e: 50-000, 84/12/21, 8412190503. 


850121003S Forwards Insp Repts 50-324/84-38 8i 50-325/84-38 on 
841203-07. No violations or deviations noted. 

VERRELLI, D. li. Region 2, Office of Director. 84/12/21. UTLEY, E. E. 

Carolina Power St Light Co. 2pp. 28501:004. 24X 

Fiche: 50-324, 84/12/21, 8501210032. 


8501100472 Summary of 841113 meeting w/util re integrated scheduling 
program St miscellaneous licensing matters. List of attendees 
end. 

GROTENHUIS, M. Operating Reactors Branch 2. 84/12/12. Operating 

Reactors Branch 2. 4pp. 28357:328. 24X Fiche: 50-324, 84/12/12, 

8501100472. 


—8501210035 Insp Repts 50-324/84-38 St 50-325/84-38 on 841203-07. No 
violations or deviations noted. Major areas inspected: 
organization St mgt, training & qual if ications, external 
exposure control St internal exposure control. 

PEERY, W. W. , JENKINS, G. R. Region 2, Office of Director. 84/12/21. 
5pp, 28501:006. 24X Fiche: 50-324, 84/12/21, 8501210032. 


8501210199 Advises that 840806 proposed curriculum for site-specific 
training program for NRC personnel acceptable. 

□ "REILLY, J. P. Region 2, Office of Director. 84/12/20. 

ZIMMERMAN,S. R. Carolina Power St Light Co. Ip. 28494:344. 24X 

Fiche: 50-000, 84/12/20, 8501210199. 


8501080264 Forwards Insp Repts 50-324/84-36 St 50-325/84-36 on 
841210-14. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director, 85/01/04. UTLEY, E. E. 
Carolina Power & Light Co. 2pp. 28232: 142. 24X 

Fiche: 50-324, 85/01/04, 8501080264. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT,D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000,84/12/27, 8501030120. 


8501230440 Advises that application for amends to Licenses DPR-71 Si 
DPR-62, changing Tech Specs re overall diesel generator 
reliability, per Generic Ltr 84-15, will be delayed until 
850215, due to time required to prepare PRA of sys, 

ZIMMERMAN, 8. R. Carolina Power Si Light Co. 85/01/15. VASSALLO, D. 0. 
Operating Reactors Branch 2, Ip. 28511:228. 24X 

Fiche: 50-324, 85/01/15, 8501230440- 


B501310494 Requests addl info re recombiner capability requirements to 
complete review of 840606 Si 0727 responses to Generic Ltr 
84-09. Response required within 45 days of date of ltr. 

VASSALLO, D. B. Operating Reactors Branch 2. 85/01/15. UTLEY, E. E. 

Carolina Power Si Light Co. 3pp. 28684:347. 24X 

Fiche: 50-324, 85/01/15, 8501310494. 


8501240253 Notification of 850204 meeting w/util in Bethesda, MD to 
discuss plan for integrated scheduling amend. 

GROTENHUIS, M. Operating Reactors Branch 2. 85/01/17, VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28556:359. 24X 

Fiche: 50-324, 85/01/17, 8501240253. 


— 8501080276 Insp Repts 50-324/84-36 Si 50-325/84-36 on 841210-14. No 
violations or deviations noted. Major areas inspected : testing 
St maint, locks, keys S< combinations Sii alarm stations. Rept 
details withheld (ref 10CFR2. 790 8i 73.21). 

HALL, B. L. , MCGUIRE, D. R. Region 2, Office of Director, 84/12/31, 
Ip, 28232:144. 24X Fiche: 50-324, 85/01/04, 8501080264. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end, 

GRACE, J. N, Division of Emergency Preparedness Se Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537; 127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Si Testing of 
Differential Pressure Transmi tters. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 83/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8301080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Si Impeller. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 65/01/15. Consolidated Edison Co, of New 

York, Inc, 103pp. 28490:226. 24X Fiche; 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Si Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169, 24X Fich e: 50-000, 85/01/17, 8501160196. 
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8501230229 IE Info Notice S5-005i "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E.L. Division of Emergency Preparedness !t Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York. Inc. lOSpp. 28692:186. 24X Fich e: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contami nati on of Breathing Air 
Sys. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


SOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8501140201 Revs to emergency plan implementing procedures, including 
Rev 12 to PEP-02. 1. "Initial Emergency Actions. " Rev 13 to 
PEP-02. 5. "Emergency Control - General Emergency" & Rev 4 to 
PEP-02. 6. 12. "Operational Support Ctr Leader. " 

* Carolina Power & Light Co. 84/11/27. MCKNIGHT. J. Record 
Services Branch (Document Control Desk). 69pp. 28361.127. 24X 

Fiche: 50-324. 84/11/27, 8501140201. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of GA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche; 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports & related correspondence 


B5012S0041 Forwards monthly operating repts for Nov 1984 & corrected 
monthly operating repts for Aug, Sept & Oct 1984 for Unit 1. 

DIETZ, C.R. Carolina Power & Light Co. 84/12/03. DEYOUNG. R. C. 
Director's Office. Office of Inspection and Enforcement. Ip. 

28615: 030. 24X Fiche: 50-324. 84/12/03. 8501280041. 


— 8501280045 Monthly operating repts for Nov 1984. 

HARRISON, F. Carolina Power & Light Co. 84/11/30. 11pp. 

28615; 031. 24X Fiche: 50-324, 84/12/03, 8501280041. 


8501210191 Advises that 840309 Rev 2 to emergency plan continues to 
meet planning stds of 10CFR50, 47(b ) & requirements of 
10CFR50. App E. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/18. UTLEY. E, E. 
Carolina Power & Light Co. Ip. 28501: 195. 24X 

Fiche: 50-324. 84/12/18. 8501210191. 


8501100083 Forwards Rev 1 to "Alternative Shutdown Capability 
Assessment Rept. " Periodic updates will be provided by end 
of 1985 to achieve full compliance w/i0CFR50. App R. 

CUTTER. A.B. Carolina Power & Light Co. 84/12/21. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp. 28281:022. 
24X Fiche: 50-324. 84/12/21. 8501100083. 


— 8501100089 Rev 1 to "Alternate Shutdown Capability Assessment Rept, 
10CFR50,App R, Brunswick Steam Electric Plant Units 1 & 2. " 

* Carolina Power & Light Co. B4/10/31. 2.700pp. 28281:024. 24X 

Fiche: 50-324. 84/12/21 . 8501 100083. 


— 8501280051 Corrected monthly operating repts for Aug 1984. 

HARRISON. F. Carolina Power & Light Co. B4/0B/31. Ip. 28615:042. 
24X Fiche: 50-324. 84/12/03, 8501280041. 


— 8501280056 Corrected monthly operating rept for Sept 1984, 

HARRISON. F, Carolina Power & Light Co. 84/09/30. Ip. 28615:043. 
24X Fiche: 50-324, 84/12/03. 8501280041. 


8501070348 Forwards NUREO-0737. Supp 1 1 compliance submittal. including 
proprietary "SAR for SPDS, Brunswic k Steam Electric Plant 
Emergency Response Facilities Info Sys." per Generic Ltr 
82-33 S< 840222 order. SAR withheld (ref iOCFR2. 790). 

UTLEY, E.E. Carolina Power St Light Co. 84/12/27. VASSALLO. D. B. 
Operating Reactors Branch 2. 14pp. 28203:017. 24X 

Fiche: 50-324, 84/12/27. 8501070348. 


—8501280060 Corrected monthly operating rept for Oct 1984. 

HARRISON. F. Carolina Power & Light Co. 84/10/31, Ip. 28615:044. 
24X Fiche:50-324, 84/12/03, 8501280041. 


—8501070353 "Brunswick Steam Electric Plant Emergency Response Facility 
Info Sys Overview. " 

* General Electric Co. 84/12/31. 4Spp. 28203:032. 24X 

Fiche: 50-324. 84/12/27. 850 1070348. 


S. Reportable occurrences. LERs It related correspondence 


8501300269 FQIA request for copies of 11 specific documents, including 
ROs. LERs. insp repts & INPO repts. 

WILLIAMS.aG. JRA Associates. 84/06/15. FELTON, J. M. Division of 
Rules and Records, 2pp. 28684:037. 24X Fiche: 50-000. 84/06/15. 

8501300269. 


8501150429 Special Rept 2-SR-S4-13: on 841110, fire barrier limiting 
condition for operation initiated for fire door in common 
emergency ac diesel generator bldg. Caused by inability of 
door to properly close due to excessive pressure. 

DIETZ. C.R. Carolina Power Sc Light Co. 84/12/13. O'REILLY. J. P. 
Region 2. Office of Director. Ip. 28414:317. 24X 

Fiche: 50-324.84/12/13. 8501150429. 


8501070590 Forwards LER 2-84-17. W/o end. 

DIETZ, C.R. Carolina Power Sc Light Co. 84/12/21; Record Services 
Branch (Document Control Desk), Ip. 28217:221. 24X 

Fiche: 50-324. 84/12/21. 8501070590. 


8501080583 LER 84-018-00: on 841 127. automat ic reactor scram occurred due 
to main turbine trip Sc stop valve closure. Caused by crud 
accumulation in instrument internals of level switch 
2-MD-LSH-MS-2, Instrument internals cleaned. W/04i227 ltr, 

PASTVA. M. J. . DIETZ. C.R, Carolina Power 8< Light Co. 84/12/27. 3pp. 

28245:148. 24X Fiche: 50-1^4, 84/12/27, 8501080583. 


8501100107 LER 84-014-00: on B41127.while attempting to establish 
shutdown cooling on lOOpA of RHR sys. water hammer event 
damasing supports on steam condensing line occurred. Caused 
by mispositioning of outpu-t jacir. W/84i227 ltr. 

PAULK. R. M. . DIET^. C. R. Carolina Power Se Light Co. 84/12/27. 5pp. 
283J^: 129. 24X Fiche; 50-324. 84/12/27, 85011001Q7. 


8501230599 NPDES noncompliance notification: on 850102.03 Sc 05, 
circulating water sys pump operated w/less than two fine 
mesh screens. Caused by malfunction of pump IB oil cooler Sc 
alarm signal indicating excessive . pressure on screen. 

STARKEY. R.B. Carolina Power Sc Light Co. 85/01/16. WAKLID. C. North 
Carolina, State of. Ip, 28538; 3ij9. 24X Fiche: 50-324, 85/01/16, 

8501230599. . t ■ ■ 


—8501110215 Nonproprietary "SAR for SPDS Brunswick Steam Electric Plant 
Emergency Response Facilities Info Sys. " 

SEYMOUR. J.D. General Electric Co. NEDO-30842. 84/11/30. 290pp. 

28309: 008. 24X Fiche: 50-324. 84/12/27, 8501070348. 


— 8501070357 "Control Room Design Review Detailed Program Plan Sc 
Implementing Guidelines for Brunswick Steam Electric Plant 
Units 1 8< 2. " 

♦ Carolina Power Sc Light Co. 84/12/31. 64pp. 28203:091. 24X 

Fiche: 50-324,84/12/27. 8501070348. 


8501080264 Forwards Insp Repts 50-324/84-36 Sc 50-325/84-36 on 
841210-14. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 85/01/04. UTLEY. E. E. 
Carolina Power Sc Light Co. 2pp. 28232: 142, 24X 

Fiche; 50-324. 85/01/04. 8501080264. 


— 8501080276 Insp Repts 50-324/84-36 Sc 50-325/84-36 on 841210-14. No 
violations or deviations noted. Major areas inspected: testing 
Sc maint. loc ks. key 5 8< combinations Sc alarm stations. Rept 
details withheld (ref 10CFR2. 790 Sc 73.21). 

HALL. B. L. Region 2, Office of Director. 84/12/31. Ip. 

28232: 144. 24X Fiche; 50-324, 85/01/04, 8501080264. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09. 8501100621. 


8501220262 Informs that program to complete repairs of excessive 
leakage from control room continuing. per NUREG-0737. Item 
I II. D. 3. 4, Firm completion schedule will be provided by 
850415. 

GUTTER. A.B. Carolina Power Sc Light Co. 85/01/16. VASSALLO. D. B. 
Operating Reactors Branch 2. Ip. 28493:320. 24X 

Fiche; 50-324, 85/01/16, 8501220262. 


B5013104B8 Requests info as to how disagreement of Tech Spec w/updated 
FSAR or Dec 1980 "Control Room Habitability Evaluation" 
will be corrected. Review of NUREO-0737. Ac tion Item III.D. 3. 4 
based upon said info. 

VASSALLO. D. B, Operating Reactors Branch 2, 85/01/16. UTLEY. E. E, 

Carolina Power Sc Light Co. 2pp. 28684:350. 24X 

Fiche: 50-324. 85/01/16. 8501310488. 
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8501280476 Responds to 841123 request for addl info re emergency 
response capability items per Rev 2 to Reg Guide 1.97 & 

Suppl 1 to NUREG-0737. Present neutron flux instrument 
acceptable until Category 1 instrumentation installed. 

ZIMMERMANi S. R. Carolina Power & Light Co. 85/01/22. VASSALLOi D. B. 
Operating Reactors Branch 2. 6pp. 28564:023. 24X 

Fiche: 50-324, 85/01/22, 8501280476. 


J. Insurance & indemnity information 


8501090179 Unexecuted Amend 11 to Indemnity Agreement B-71. 

SALTZMAN, J. Assistant Director for State it Licensee Relations. 
84/12/28. Ip. 28273:173. 24X Fi che: 50-324. 84/12/28, 8501080179. 


8501230266 Forwards Endorsements 6,9,10 «< 50 to NELIA Policy NF-218, per 
841127 request. Amend 11 to Indemnity Agreement B-71 will be 
addressed in separate correspondence. 

BARHAM, C.D. Carolina Power ft Light Co. 84/12/31. DINITZ, I. 
Assistant Director for State 8< Licensee Relations. 7pp. 28514:133. 
24X Fiche; 50-324,84/12/31, 8501230266. 


— 8412050236 Advises that Endorsements 6,9,10 it 50 to NELIA Policy NF-218 
8( Amend 11 to Indemnity Agreement B-71 not received. 

Info requested, 

DINITZ,!. Office of State Programs, Director. 84/11/27. 

GRAHAM, W.E. Carolina Power & Light Co. Ip. 28514:140. 24X 

Fiche: 50-324, 84/12/31, 8501230266. 


8501300296 Forwards Endorsement 5 to NELIA Certificates N-54 Sc N-55. 
BARHAM,C. D. Carolina Power Sc Light Co. 85/01/22. SALTZMAN, U. 
Assistant Director for State Sc Licensee Relations. 3pp. 28642:191. 
24X Fiche: 50-324, 85/01/22, 8501300286. 


8501300206 Forwards Endorsement 47 to MAELU Policy MF-80. 

BARHAM, C.D. Carolina Power Sc Light Co. 85/01/23. SALTZMAN, J. 
Assistant Director for State Sc Licensee Relations. 2pp. 28642:356. 
24X Fiche: 50-324,85/01/23,8501300206. 


8501300256 Forwards Endorsement 55 to NELIA Policy NF-218. 

BARHAM, C.D. Carolina Power Sc Light Co. 85/01/23. SALTZMAN. J. 
Assistant Director for State Sc Licensee Relations. 2pp. 28643:033. 
24X Fiche: 50-324, 85/01/23. 8501300256. 


8501300246 Forwards Endorsement 5 to MAELU Certificates M-54 Sc M-55. 
BARHAM* C.D. Carolina Power Sc Light Co. 85/01/24. SALTZMAN, U. 
Assistant Director for State Sc Licensee Relations. 3pp. 28643:028. 
24X Fiche: 50-324. 85/01/24, 8501300246. 


□. Advisory Committee on Reactor Safeguards reports Sc correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 641009 
meeting in Uashington. DC re recent experiences at operating 
plants, List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche: 50-000, 84/12/15, 8501300274. 


P. Operating license stage documents Sc correspondence 


8501100727 Forwards exemption from certain requirements qf lOCFRSQ, App 
J in response to util 840904 Sc 1022 requests. Exemption 
permits one-time extension of test period for certain 
valves. 

VA8SALLO, D. B. Operating Reactors Branch 2. 84/12/06. UTLEY, E. E. 

Carolina Power Sc Light Co. 2pp. 28353:347, 24X 

Fiche: 50-325, 04/12/06, 8501100727. 


— 8501100736 Exemption from local leak rate interval requirements of 
10CFR50, App J for approx 164 valves Sc penetrations, in 
response to util 840904 Sc 1022 requests. 

EISENHUT, D. G. Division of Licensing. 84/12/06. Carolina Power 
Sc Light Co. 7pp. 28353:349. 24 X Fic he; 50-325, 84/12/06, 

8501100727, 


— 8501100741 Saf tty evaluation supporting util 840904 S< 1022 requasts for 
one-time exteinsion O'^ test period for Types B Sc C local 
leak rate tests for certain valves. 

* Office of Nuclear Reactor Regulation, Director, 84/12/06. 4pp. 
28353: 396:> 24X Flc he : 50-325, 84/12/06, 8501100727. 


3501100731 Forwards safety evaluation re util 841204 request for 
relief from hydrostatic pressure test requirement for weld. 

Tost requirements impractical to perform. Proposed 
alternatives will provide acceptable level of quality. 

VASSALLO, Di B. Operating Reactors Branch 2. 84/12/07. UTLEY, E. E, 

Carolina Power Sc Light Co. 2pp. 28354:335. 24X 

Fiche: 50-325, 84/12/07, 8501100731, 


— 8501100755 Safety evaluation supporting util 841204 request for 
relief from hydrostatic pressure tests requirement for weld. 
Proposed leak test Sc visual exam of weld adequate to 
determine structural integrity. 

* Office of Nuclear Reactor Regulation, Director. 84/12/07. 3pp. 
28354:337. 24X Fiche: 50-325, 84/12/07, 8501 100731. 


8501110064 Forwards Amend 80 to License DPR-71 Sc safety evaluation. 
Amend changes Tech Specs to permit one-time extension of 
test period for Type B & C local leak rate tests for certain 
valves until next refueling outage (on or before 850331). 
GROTENHUIS, M. Operating Reactors Branch 2. 84/12/10. UTLEY, E. E. 

Carolina Power Sc Light Co. 2pp. 28369:237. 24X 

Fiche: 50-325. 84/12/10, 8501110064. 


— 8501110071 Amend SO to License DPR-71, changing Tech Specs to permit 
one-time extension of test period for Types B Sc C local leak 
rate tests for certain valves until next refueling outage, 
currently scheduled to begin on or before 850331. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/10. 5pp. 

28369:239, 24X Fich e: 50-325, 84/12/10, 0501110064. 


— 8501110073 Safety evaluation supporting Amend 80 to License DPR-71, 

* Office of Nuclear Reactor Regulation, Director. 84/12/06. 5pp. 
28369:244. 24X Fiche: 50-325, 84/12/10, 8501110064. 


8501100472 Summary of 841113 meeting w/util re integrated scheduling 
program Sc miscellaneous licensing matters. List of attendees 
end. 

GROTENHUIS, M. Operating Reactors Branch 2. 84/12/12. Operating 

Reactors Branch 2. 4pp. 28357:328. 24X Fiche; 50-324, 84/12/12, 

8501100472. 


8501210199 Advises that 840806 proposed curriculum for site-specific 
training program for NRC personnel acceptable. 

O'REILLY, J. P. Region 2, Office of Director. 84/12/20. 

ZIMMERMAN, 9. R. Carolina Power Sc Light Co. Ip. 28494:344. 24X 

Fiche: 50-000, 84/12/20, 8501210199. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end, 
EISENHUT, D. O. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501230440 Advises that application for amends to Licenses DPR-71 Sc 
DPR-62, Chang ing Tech Specs re overall diesel generator 
reliability, per Generic Ltr 84-15, will be delayed until 
S50215, due to time required to prepare PRA of sys. 

ZIMMERMAN, S. R. Carolina Power Sc Light Co. 85/01/15. VASSALLO, D. B. 
Operating Reactors Branch 2. Ip. 28511:226. 24X 

Fiche: 50-324, 85/01/15, 8501230440. 


8501240409 Forwards fee in payment of 641204 application for amend to 
License DPR-71 re ASME Code requirement mods, per 841218 
request. 

ZIMMERMAN, 8. R. Carolina Power Sc Light Co. 85/01/15. DIGGS, R. M. 
License Fee Management Branch. 2pp. 28526; 193. 24X 

Fiche: 50-325, 85/01/15, 8501240409. 


8501310494 Requests addl info re reqombiner capability requirements to 
complete rsview of 840608 Sc 0727 responses to Generic Ltr 
64-09. Response required within 45 days of date of ltr. 

VASSALLO, D. B. Operating Raactors Branch 2. 85/01/15. UTLEY, E. E. 

Carolina Power Sc Light Co. 3pp. 28684:347. 24X 

Fiche; 50-324, 85/01/15* 8501310494. 


8501240253 Notification of 850204 meeting w/util in Bethesda,MD to 
discuss plan for integrated scheduling amend. 

GROTENHUIS, M. Operating Reactors Branch 2. 85/01/17. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28556:359. 24X 

Fiche; 50-324, 85/01/17, 8501240253. 


8501250417 Forwards response to NRC 841114 request for info re 
adequacy of station electric sys voltage Sc Tech Specs on 
degraded vO'lt»ge'".r.el4ylis.' 

DIMMER, 8. R. Carelin# Ptower Si Li^^ 85/01/18, VASSALLO* 0. B, 

Op4raiiing 8»4«tnrs:- Bfe«n«'K' 2;'/ .. ■2B547;8'36. 24X 

Fichse: 5<)-324, 85/01/18, 850:1250417, 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501210197 Ack receipt of 841130 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-324/84—30 Sc 
50-325/84-30. 

DLSHIN8KT, J. A. Region 2. Office of Director. 84/12/14. UTLEY, E. E, 
Carolina Power Sc Light Co. Ip. 28494:236. 24X 

Fiche; 50-324, 84/12/14, 8501210197; 
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—8501210224 Forwards Insp Repts 50-324/84-30 & 50-325/84-30 on 
840915-1015 Sc notice of violation. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/11/01. 

UTLEY, E.E. Carolina Power & Light Co. 2pp. 28494:242. 24X 

Fiche: 50-324, 84/12/14, 8501210197. 


— 8501210229 Notice of violation from insp on 840915-1015. 

* Region 2, Office of Director. 84/11/01. 2pp. 28494:244. 24X 

Fiche: 50-324, 84/12/14, 8501210197. 


—8501210232 Insp Repts 50-324/84-30 & 50-325/84-30 on 840915-1015. 
Noncompliance noted : failure to follow operations procedure 
to verify bypass valves Sc inadetiuate surveillance procedures 
for RHR sys. 

MYERS, D.O., GARNER, L.W., HICKS, T. E. Region 2, Office of Director. 
84/10/31. 9pp. 28494:246. 24X Fiche : 50-324, 84/12/14, 8501210197. 


R. Periodic operating reports 8< related correspondence 


8501280041 Forwards monthly operating repts for Nov 1984 & corrected 
monthly operating repts for Aug, Sept & Oct 1984 for Unit 1. 

DIETZ, C.R. Carolina Power Sc Light Co. 84/12/03. DEYOUNG, R.C. 
Director's Office, Office of Inspection and Enforcement. Ip. 
28615:030. 24X Fiche: 50-324, 84/12/03, 8501280041. 


— 8501280045 Monthly operating repts for Nov 1984. 

HARRISON, F. Carolina Power Sc Light Co. 84/11/30. llpp. 
28615:031. 24X Fich e: 50-324, 84/12/03, 8501280041. 


— 8501280051 Corrected monthly operating repts for Aog 1984. 

HARRISON, F. Carolina Power Sc Light Co. 84/08/31. Ip. 28615:042. 
24X Fiche: 50-324, 84/12/03, 8501280041. 


8412190503 IE Info Notice 84-94, "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. '' Svc list end. 

GRACE, U. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501210032 Forwards Insp Repts 50-324/84-38 Sc 50-325/84-38 on 
841203-07. No violations or deviations noted. 

VERRELLl.D. M. Region 2, Office of Director. 84/12/21. UTLEY, E. E. 

Carolina Power & Light Co. 2pp. 28501:004. 24X 

Fiche: 50-324, 84/12/21, 8501210032. 


—8501210035 Insp Repts 50-324/84-38 Sc 50-325/84-38 on 841203-07. No 
violations or deviations noted. Major areas inspected: 
organization Sc mgt, training Sc qualifications, external 
exposure control Sc internal exposure control. 

PEERY,W.W. , JENKINS, G.R. Region 2, Office of Director. 84/12/21. 
5pp. 28501:006. 24X Fiche: 50-324, 84/12/2i, 8501210032. 


8501080264 Forwards Insp Repts 50-324/84-36 Sc 50-325/84-36 on 
841210-14, No violations or deviations noted. 

VERRELLI,D. M, Region 2, Office of Director. 85/01/04. UTLEY, E. E. 
Carolina Power Sc Light Co. 2pp. 28232: 142. 24X 

Fiche: 50-324, 85/01/04, 8501080264. 


— 8501280056 Corrected monthly operating rept for Sept 1984. 

HARRISON, F, Carolina Power Sc Light Co. 84/09/30. Ip. 28615:043. 
24X Fiche: 50-324, 84/12/03, 8501280041, 


— 6501280060 Corrected monthly operating rept for Oct 1984. 

HARRISON, F. Carolina Power Sc Light Co. 84/10/31. Ip. 28615:044. 
24X Fiche: 50-324,84/12/03,8501280041. 


S. Reportable occurrences, LERs Sc related correspondence 


8501030159 LER 84-033— 00: on 841 1 19, d iscovered common chlorine detection 
sys failed to meet FSAR/Tech Spec design criteria. Caused 
by inadequate chlorine detection sys signal. Plant mod to 
meet design criteria implemented. W/841219 Itr. 

POULK, R.M. , DIETZ, C.R. Carolina Power Sc Light Co. 84/12/19. 4pp. 
28188:218. 24X Fiche: 50-325, 84/12/19, 8501030159. 


8501080342 LER 1-84-18 re support to snubber 1-El 1-8488491 found to be 
reportable per 10CFR50. 73. LER Number 1-84-18 may be 
reassigned. 

DIETZ, C.R. Carolina Power Sc Light Co, 84/12/21. Record Services 
Branch (Document Control Desk). Ip. 28245:293. 24X 

Fiche: 50-325, 84/12/21, 8501080342. 


■8501080276 Insp Repts 50-324/84-36 Sc 50-325/84-36 on 841210-14. No 
violations or deviations noted. Major areas inspected: testing 
Sc mainti loc ks, keys Sc combinations Sc alarm stations. Rept 
details withheld (ref 10CFR2. 790 Sc 73.21). 

HALL, B. L. , MCGUIRE, D.R, Region 2, Office of Director, 84/12/31. 
Ip. 28232:144. 24X Fiche: 50-324. 85/01/04, 8501080264. 


8501080650 LER 84-017-00: on 841127,21 crack indications 8< one pinhole 
leak within heat affected zones discovered, per IE Bulletin 
83-02 Sc IE Notice 84-41. Caused by IGSCC of stainless steel 
piping matl. Piping replaced. 14/841227 Itr. 

PASTVA, M. J. » DIETZ, C.R. Carolina Power Sc Light Co. 84/12/27. 5pp. 
28244:105. 24X Fiche: 50-325, 84/12/27, 8501080650. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501100495 LER 84-034-00: on 841207, automat ic reactor scram Sc reactor 
protection sys automatic actuation trip, occurred due to 
spurious instrument upscale spikes of reactor power 
intermediate range monitors. W/B50104 Itr. 

PASTVA, M. J. , DIETZ, C.R. Carolina Power Sc Light Co. 85/01/04. 4pp. 
28348: 218. 24X Fiche: 50-325, 85/01/04, 8501100495. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. I09pp. 23537:193, 24X Fiche: 50-000, 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e; 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186, 24X Fiche: 50-000, 85/01/23, 8501230229. 


B501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. I09pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments, " Svc list end, 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212); 85/01/29, Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


8501100517 LER 84-030-00: on 841207, c ontrol bldg emergency air 
filtration sys train 2A automatically initiated five times. 

Caused by spurious fire alarms Sc actuation of fire detector 
in control room kitchen due to cooking fumes. W/850104 Itr. 

PASTVA. M. J. , DIETZ, C.R. Carolina Power Sc Light Co. 85/01/04. 2pp. 
28348: 214. 24X Fiche: 50-325, 85/01/04, 8501100517. 


8501100626 LER 84-032-00: on 841 116, automat ic isolations of common 
control bldg ventilation sys occurred due to respective 
actuations of sys air intake plenum chlorine detector 
2X-AT-2977. Cause undetermined. W/S50104 Itr. 

PASTVA, M.J., DIETZ, C.R. Carolina Power Sc Light Co. 85/01/04. 3pp, 
28348: 062. 24X Fiche: 50-325, 85/01/04, 8501100626. 


8501170249 LER 84-035-00: on 841211, rod position indication sys bypass 
switch for control rod bypassed to full— in position. Caused 
by personnel miscommunications. Signs posted to reflect 
revised limiting condition for operation. W/8501 10 Itr. 

PASTVA. M.J., DIETZ, C.R. Carolina Power Sc Light Co. 85/01/10. 3pp. 
28445: 187. 24X Fiche: 50-325, 85/01/10, 8501170249. 


8501170266 LER 84-036-00: on 841211,12,17,18 Sc 850101, control bldg HVAC 
sys manually isolated due to high chlorine alarms from 
chlorination sys chlorine detectors. Caused by minute 
chlorine gas leaks Sc residual chlorine. W/650110 Itr- 
PASTVA, M.J., DIETZ, C.R, Carolina Power Sc Light Co, 85/01/10. 2pp. 
28445:232. 24X Fiche: 50-325, 85/01/10, 8501170266. 


8501230599 NPDES noncompliance notification: on 850102,03 Sc 05, 
circulating water sys pump operated w/less than two fine 
mesh screens. Caused by malfunction of pump IB oil cooler Sc 
alarm signal indicating excessive pressure on screen. 

STARKEY, R.B, Carolina Power Sc Light Co. 8S/01/16. WAKLID, C. North 
Carolina, State of. Ip. 28538:339. 24X Fiche: 50-324, 85/01/16, 

8501230599 . 



DOCKETED ITEMS 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


F. Security# medical# emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security & 
safeguards insp repts for all nonpower reactors in Regions 
II V from 1979 to present. Foruiards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON# J.M. Division of Rules and Records. 84/06/21. AFTERSOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000# 84/06/21, 8501150104. 


— 8501150142 Sanitized version of notice of violation from insp on 
790226. 

* Region 5# San Francisco# Office of the Director. 79/03/30. Ip. 
28416:067. 24X Fiche: 50-000# 84/06/21# 8501 150104. 


— 8501150149 Sanitized version of Insp Rept 50-326/79-02 on 790226. 
Noncompliance noted : security door not secured & fuel access 
equipment not controlled per security plan. 

MQRTENSEN# W. P. # NORDERHAUO# L. R. Region 5# San Francisco# Office of 
the Director. 79/03/28. 5pp. 28416: 068. 24X 

Fiche: 50-000, 84/06/21# 8501150104. 


— 8501150173 Sanitized version of Insp Rept 50-326/79-04 on 790713. No 
noncompliance noted. Major areas inspec ted ; access control# 
alarm sys# keys# locks tt combinations & protection against 
radiological sabotage. 

MQRTENSEN# W. P. # IVEY# L. U. # NORDERHAUO# L. R. Region 5# San 
Francisco# Office of the Director. 79/08/09. 3pp, 28416:092. 
24X Fiche; 50-000# 84/06/21, 8501150104. 


Q. Inspection reports# IE Bulletins & correspondence 


8501150104 partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpouier reactors in Regions 
II Sc V from 1979 to present. Foruiards App A documents. 

Portions of documents uithheld (ref FOIA Exemption 4). 

FELTON# J.M. Division of Rules and Records. 84/06/21. AFTEROOOD# S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000# 84/06/21# 8501150104. 


—8501150126 Sanitized version of Insp Rept 50-326/79-01 on 790207-08. No 
noncompliance noted. Major areas inspec ted: organization & 
operations# measurements it controls# shipping & receiving# 
physical Inventory it storage & internal controls. 

BROCK#B.L. # KOBORI,Y. # NORDERHAUO# L. R. Regions# San Francisco# 
Office of the Director. 79/02/16. 3pp. 28416:054. 24X 

Fiche: 50-000# 84/06/21# 8501150104. 


— 8501150142 Sanitized version of notice of violation from insp on 
790226. 

* Region 5# San Francisco# Office of the Director. 79/03/30. Ip. 
28416:067. 24X Fiche: 50-000# 84/06/21 # 8501150104, 


—8501150149 Sanitized version of Insp Rept 50-326/79-02 on 790226. 
Noncompliance noted; security door not secured it fuel access 
equipment not controlled per security plan. 

MQRTENSEN# W, P. # NORDERHAUO# L. R. Region 5# San Francisco# Office of 
the Director. 79/03/28. 5pp. 28416:068. 24X 

Fiche: 50-000# 84/06/21# 8501150104. 


—8501150173 Sanitized version of Insp Rept 50-326/79-04 on 790713. No 
noncompliance noted. Major areas inspec ted; access control# 
alarm sys# keys# locks Sc combinations & protection against 
radiological sabotage. 

MQRTENSEN# W. P. # IVEY# L. U. # NQRDERHAUG# L. R. Region 5# San 
Francisco# Office of the Director. 79/08/09. 3pp. 28416:092. 
24X Fiche; 50-000# 84/06/21# 8501150104. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT# UNIT 1 


A. Appl ication/construction stage documents it correspondence 


8501180101 ''Justification of Seismic Design Criteria Used for Sequoyah# 
Watts Bar S< Bellefohte Nuclear Power Plants#Phasc I. " 

HAND#F. R. Tennessae Valley Authority. 78/04/30. 62pp. 28483:265. 

24X Fiche: 50-000# 78/04/30# 8501180101. 


8501180131 "Supplemental Rept; Pred iction of Strong Motions for Eastern 
North America on BesiS of Magnitude" to TVA rept# 

"Justification of Seismic Design Criteria Used for Sequoyah# 

Watts Bar it Bellefohte Nuclear Power Plants# Phase II." 

HOLT, R, J. Weston Geophy sical Corp. 78/08/03, 77pp. 28485:216 

24X Fiche: 50-000# 78/08/03# 8501180131. 


8501180112 "Justification of Seismic Design Criteria Used for Sequoyah# 
Watts Bar & Bellefonte Nuclear Power Plants# Phase II." 

HAND,F. R. Tennessee Valley Authority. 78/08/31, 157pp. 28483:108. 

24X Fiche: 50-000# 78/08/31# 8501 1801 12. 


8501180123 Errata to "Justification of Seismic Design Criteria Used for 
Sequoyah# Watts Bar St Bellefonte Nuclear Power Plant# Phase 
II. " 

* Tennessee Valley Authority. 78/08/31. 2pp. 28483:342. 24X 

Fiche: 50-000# 78/08/31# 8501180123. 


F. Security# medical# emergency St fire protection plans 


B50121027B Informs that Revs 13 St 14 to radiological emergency plan 
dtd 841013 St 19# respectively# continue to meet stds of 
10CFR50. 47( b ) & requirements of 10CFR50# App E# per review. 

VERRELLI# D. M. Region 2# Office of Director. 84/12/12. PARRIS# H. G. 
Tennessee Valley Authority. Ip, 28500:260. 24X 

Fiche: 50-327# 84/12/12, 8501210278. 


8501180473 Advises that review of Rev 15 to radiological emergency 
plan dtd 841108 comp leted. Plan meets stds & requirements of 
10CFR50. 47 & App E of 10CFR50. 

VERRELLI# D. M. Region 2# Office of Director. 84/12/13. PARRIS# H.G. 
Tennessee Valley Authority. 2pp. 28464:345. 24X 

Fiche: 50-327# S4/12/13# 8501180473. 


5501210392 Ac k receipt of scope 8t objectives for 1985 emergency 
preparedness exercise scheduled for wk of 850204. 

VERRELLI# D. M. Region 2# Office of Director. 84/12/13. PARRIS# H.G. 
Tennessee Valley Authority. Ip. 28499:292. 24X 

Fiche: 50-327# 84/12/13# 8501210392. 


8501100040 Summary of 841204 meeting w/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility it detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON, T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

8pp. 28355:349. 24X Fiche; 50-000# 84/12/27# 8501 100040. 


8501020354 Rev 6 to Radiological Emergency Plan Implementing Procedure 
SQN# IP-1, "Emergency Plan Classification Logic. " W/84122B 
Itr, 

WALKER# J.R.# HUFHAM#J. W. Tennessee Valley Authority. 84/12/28. 

0 'REILLY# J. P. Region 2# Office of Director. llpp. 28139:084. 24X 

Fiche: 50-327# 84/12/28# 8501020354. 


8501180073 Ack receipt of 841213 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-27 it 
50-328/84-27. Corrective actions will be examined during 
future insps. 

OLSHINSKI# J. A. Region 2# Office of Director. 85/01/02. PARRIS, H. 0. 

Tennessee Valley Authority. Ip. 28465:214. 24X 

Fiche: 50-327, 85/01/02, 8501180073. 


— B5011800B4 Forwards Insp Repts 50-327/84-27 it 50-328/84-27 on 840906- 
1(X>5 it notice of violation, 

OLSHINSKI# J. A. Region 2# Office of Director. 84/11/07. 

PARRIS# H.G. Tennessee Valley Authority. 2pp. 28465:218. 24X 

Fiche: 50-327# 85/01/02# 8501180073. 


—8501180129 Insp Repts 50-327/84-27 8c 50-328/84-27 on 840906-1005. 
Noncompliance noted : failure to establish qualitative 
acceptance criteria in concrete drilling procedure. 

FORD#E. J, # WEISE#S. Region 2, Office of Director. 84/11/02, 8pp. 
28465:221. 24X Fiche: 50-327# 85/01/02, 8501180073. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT# D. C. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York# Inc. 138pp. 67716: 161. 24X 

Fiche: 50-000# 85/01/09# 8501100621. 


8501160220 Requests that deviations from 10CFR50#App R re plastic 8c 
metal signs indicating function of fire doors 8< weatherstrip 
gasketing matl. Fee paid, 

D0MER#J. A. Tennessee Valley Authority. 85/01/11. ADENSAM# E. 
Licensing Branch 4. 7pp. 28410:276. 24X Fiche: 50-327# 85/01/11# 

8501160220. 


8501230110 Forwards response to 841128 ltr re two deficiency items 
identified in review of Revs 5-12 of radiological emergency 
plan. 

HUFHAM# J. W. Tennessee Valley Authority. 85/01/14. O'REILLY# J. P. 
Region 2# Office of Director. 2pp. 28514:244. 24X 

Fiche: 50-327# 85/01/14# 8501230110. 


P, Operating license stage documents it correspondence 


8501030120 Generic Ltr Q4-<24 to all licensees of operating reactors 8< 
applicants for OL re certification of compliance to 
10CFR50. 49# "Environ Qualification of Electric Equipment 
Important to Safety pf Nuclear Powar Plants, " Svc list end. 
EISENHUT# D. G. Division of Licensing, 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230, 24X 

Fiche: 50-000,84/12/27# B501030I20. 
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DOCKETED ITEMS 


- -850121035B Exam Rept 50-327/OL-84-C1 on 841 1 13-16. Exam results; seven 
candidates passed t< tuo failed. Exam questions it ansuer key 
end 

JJDUGLAS.W. G. - WILSON-B.A. Region 2> Office of Director. 84/12/27 
6 epp. 28500:153. 24X Fic he 50-327. 84/12/31, 8501210352. 


8501180073 Ack receipt of S41213 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-27 & 

50-328/84-27. Corrective actions uiill be examined during 
future insps. 

OLSHIhlSKI. J. A. Region 2. Office of Director. 85/01/02. PARRIS.H.G. 

Tennessee Valley Authority. Ip. 28465:214. 24X 

Fiche: 50-327. 85/01/02. 8501180073. 


8501110114 Application for amend to Licenses DPR-77 it DPR-79. corr ec t ing 
two minor editorial errors in Amends 36 & 28 to Licenses 
DPR-77 i DPR-79, respectively. 

HUFHAM. J. W. Tennessee Valley Authority. 85/01/04. ADENSAM, E. 
Licensing Branch 4. Ip. 28317:241, 24X Fi c h e ; 50-327, 85/01 /04, 

8501110114. 


— 8501110120 Proposed Tech Specs, correcting Amends 36 l< 28 to Licenses 
DPR-77 it DPR-79, respectively, to change two minor editorial 
errors on Page 3/4 12-1 re environ monitoring program, 

* Tennessee Valley Authority. 85/01/04. Ip, 28317:242 24X 

Fiche: 50-327, 85/01/04, 8501110114, 


-8501180078 Responds to hWC 841107 Itr re violations noted in Insp Repts 
50-327/84-27 & 50-328/84-27. Corrective actions; Procedure 
AI-17 revised to describe how to address areas on embedded 
conduit & piping drawings. 

DOfER.J. A. Tennessee Valley Authority. 84/12/13. O'REILLY. J. P. 
Region 2, Office of Director. 3pp. 28465:215. 24X 

Fiche: 50-327, 85/01/02. 8501 180073. 


8501140285 Requests extension for qualification of equipment not 
meeting requirements of NURE0-058S until end of Cycle 3 
refueling outage. List of addl unqualified equipment it 
justification for continued operation end. 

DOMER, J, A. Tennessee Valley Authority. 85/01/08. ADENSAM, E. 
Licensing Branch 4. 5pp. 28361:303. 24X Fi c h t; 50-327, 85/01 /OS* 

8501140285. 


-8501180084 Forwards Insp Repts 50-327/84-27 it 50-328/84-27 on 840906- 
1005 & notice of violation. 

□LSHIhSa^I.U, A. Region 2 . Office of Director, 84/11/07. 

PARRIS, H-O. Tennessee Valley Authority. 2 pp. 28465:218. 24X 

Fiche: 50-327, 85/01/02, 8501180073. 


-8501180088 Notice of violation from insp on 840906-1005. 

* Region 2, Office of Director. 84/11/07. Ip. 28465:220. 24X 

Fiche: 50-327. 85/01/02,8501180073. 


8501180129 Insp Repts 50-327/84-27 it 50-328/84-27 on 840906-1005 
Noncompliance noted: failure to establish qualitative 
acceptance criteria in concrete drilling procedure. 

FORD.E. J, . MEISE.S. Region 2. Office of Director, 84/11/02. Spp. 
28465: 221. 24X Fic he: 50-327, 85/01/02. 8501 180073. 


Q. Inspection reports, IE Bulletins it correspondence 


8501180003 Ack receipt of 841109 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-20 it 
50-328/84-21. 

QLSHINSKI, J. A. Region 2 , Office of Director, 84/12/07. PARRIS, H, C. 

Tennessee Valley Authority. Ip. 28465:010. 24X 

Fiche: 50-327, 84/12/07, 8501180003. 


-8501180008 Responds to NRC 840920 Itr re violations noted in Insp Repts 
50-327/84-20 it 50-328/84-21 . Corr ec tive actions: procedure 
change issued to delete requirement to open HCV-74-34 & 
personnel counseled on requirements of AI-3. 

DOMER,J.A, Tennessee Valley Authority. 84/11/09, 0 'REILLY, J. P. 

Region 2, Office of Director. 6 pp. 28465:011 24X 

Fiche; 50-327, 84/12/07, 8501180003. 


“Continuous Supervision of 


8501070401 IE Info Notice 85-001, 

Irradiators.** Svc list end. 

GRACE, Division of Emergency Preparedness & Engineering Response 

<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc, 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 

B5-002. "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN.E. ^ Division of Emergency Preparedness k Engineering 
Response (Post 830103) . 85/01/11. Consolidated Edison Co of New 

ork, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1, 8501080502. 


'S.par.tion o. Primary Reactor 
‘"P'llPP- • Svc list end. 

^^,E. L. Di^lon of Enaryencg PrtpareSness & Enjinearing 
Re.ponsa (Post 830103, , SS/OI/IS. ConsoliPatod Edison Co 
York, Inc. 103pp. 28490:226. 


of New 

24X Fiche: 50-000, 85/01/15, 850X100655. 


Forwards Insp Repts 50-327/84-20 it 50-328/84-21 on 
840706-0805 it notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/09/20, PARRIS, H 0. 
Tennessee Valley Authority. 2 pp. 28465:017 24X 

Fiche: 50-327,84/12/07,8501180003. 

8501180018 Notice of violation from insp on 840706-0805. 

* Region 2 , Office of Director. 84/09/20, 2 pp, 28465:019 24 

Fiche: 50-327, 84/12/07, 8501180003. ^ 

®®°^^®0025 Insp Repts 50-327/84-20 it 50-320/84-21 on 840706-0805 
Noncompliance noted: failure to have adequete maint S< 
survedlance procedures it to make required 10CFR50 72 
notification of 840710 RHR event 

Oirpcttr. 84/09/lB. 

lOpp. 28465.021. 24X Fi ch e: 50-327, 84/12/07, 8501 180003, 


"Inadequate Mgt of Security Response 


8501160196 IE Info Notice 85-004, 

Drills. • Svc list end. 

VORDAN.E. L. Division of Emergency Preparedness it Engineerino 
Yor k^’^Inc Consolidated Edison Co. of New 

erk, Inc, 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501 160196 . 


Svc list 


"Contamination of Breathing Air 


"Contaminated Radiography Source 


8501^229 IE Info Notice 85-005, "Pipe Whip Restraints. • 

^ergency Preparedness k Engineering 

Consolidated Edison Co of New 
York, Inc. lO^p. 28692:186, 24X Fich e: 50-000. 85/01/23, 8501230229. 

8501230236 IE Info Notice 86-006, 

Sys. " Svc list end. 

28692:001. 24X Fiche: 50-000,85/01/23, 8501230236. 

85©12503K IE Inf^o 'Notice 85-007, 

Sfcip^nts. * Svc list end. 

Safagaard. i m.p Rrojraa. 

Inc 67pp 2S69B’295*^^¥ , *^®"®®****«*®‘* Edison Co. of New York. 

pp. ^6TO.295. 24 X Fiche: 50-000, 85/01/29, 8501250352. 

a Per|m).»C' ngermting re Forts it related correspondence 

aSOl^ro^ operating repts for Nov 1984. W/841214 Itr 

Authority. 84/11/30 S^pl' 

28542.072. »4)e Ficbe: 50-327, 84/11/30. 8501240022. 

locations for milk-producing 

Fuke: ^387. w/|2/j(k,asot 15047?* 14.281. 24X 


i"’* *0-327/84-37 t, 90-328/84-37 an 

upDDcf. Violations or deviations noted. 

Tennessie Director. 84/12/12. PARRIS. H.C 

lennessee Valley Authority. 2pp. 28607-241 sa)c 
Fiche: 50-327. 84/12/12, S50i210210. 

*0-327/84-37 t. 90-328/84-37 on 841116-22. No 
J*;"* "“‘•“■M.jor ,ria, In.pact.d : pnimorg 
0 ° Unit 2 » '"‘J"’'***" 1**‘ 7att ti<t (Tgpo 4> uiltnodting 
SmtSiL u , «*»'l*t.d procdora,. 

discgnrr ‘ *■ 1 " i-tgul.torg p.r, onoMnca 

PARRIS^h'o 'fj'll'l APPiUation Oivan. 84/12/19. 

Fich.:5olobo,M™|”"a9;nSo435 

^^iniolvino*Diac 6 jr?«*l*t®^Q’^: ""•'""'•"‘^•tlon of R.dionuclidta 

uSdr;s?pS2“S;3’"sJruar;n:? 

<P«f e30i03”.*''‘B4“l2/21^'"'''^0^1!olidT!I'‘2If* * Raapons. 

Inc. 121DD 29570 oi?-' SO H da t d Edison Co, of New York, 

pp. 28570. 042. 24X Fiche: 50-p#0'0, 84/12/21, 8412190503. 

B41113-i6rtaM»'*lu^I?iiiS* *O-327/pi^p4<.01 of ax.in adminijtorad on 

PARRIS, H. <5. 

Ficli.; 90-^7, 84/13/31, 890ili21o5M: 
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8501030450 Forwards "Seciuoyah Nuclear Plant Annual Environ Operating 
Rept" for 830915-840914 per Tech Spec Section 5. 4. 1. 

HUFHAMi J. W. Tennessee Valley Authority. 84/12/20. DENTONjH. R. 
Office of Nuclear Reactor Regulation^ Director. Ip. 28189:234. 24.X 

Fiche: 50-327, 84/12/20, 8501030450. 


— 8501030453 "Seciuoyah Nuclear Plant Annual Environ Operating Rept," 
for 830915-840914. 

* Tennessee Valley Authority. 84/09/14. Ip. 28189:235. 24X 

Fiche: 50-327, 84/12/20, 8501030450. 


S. Reportable occurrences, LERs & related correspondence 


8501230536 Forwards engineering evaluation rept, "LERs That Address 
Situations Which Potentially Could Result in Overloading 
Electrical Equipment in Emergency Power Sys or Prevent 
Operation of Onsite Power Sys Sequencer. " 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. SEYFRIT, K. V. 

Reactor Operations Analysis Branch. Ip. 28536:269. 24X 

Fiche: 50-000,84/11/06, 8501230536. 


— 8501230545 "LERs That Address Situations Which Potentially Could Result 
in Overloading Electrical Equipment in Emergency Power Sys 
or Prevent Operation of Onsite Power Sys Sequencer, " 
engineering evaluation rept. 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. 13pp. 

28536:270. 24X Fi ch e : 50-000, 84/1 1 /06, 8501230536. 


8501020468 LER 84-071-00: on 841121 , rad iat i on monitors for containment 
ventilation isolation not adequately ver if ied. Caused by 
misinterpretation of surveillance requirement. Surveil lance 
Instruction 6 will be revised. W/841221 Itr. 

DUOOIN, 0. E. , WALLACE, P.R. Tennessee Valley Authority. 84/12/21. 
3pp. 28153:008. 24X Fiche: 50-327, 84/12/21, 8501020468. 


8501030153 LER 84-072-00: on 841207, functional discrepancy for post- 
accident radiation monitors for reactor coolant drain tank 
discharge piping identified. Caused by incorrect drawings. 

Monitors revised. W/841221 Itr. 

ROGERS, H. R. , WALLACE, P.R. Tennessee Valley Authority. 84/12/21. 
4pp. 28188:222. 24X Fiche: 50-327, 84/12/21, 8501030153. 


8501080455 LER 84-073-00: on 841212,110 fire doors failed to meet UL 
stds. Caused by maint & mods performed on doors. Fire watches 
set per Tech Specs mod/repair schedule & long-term maint 
being addessed. W/841226 Itr. 

COOPER, M, R. , WALLACE, P.R. Tennessee Valley Authority. 84/12/26. 
4pp. 28245:276. 24X Fiche: 50-327, 84/12/26, 8501080455. 


8501090324 LER 84-075-00: on 841201, hourly Fire Watch Route C not 
performed as required by Tech Spec 3, 7. 12. Rep lacement for 
personnel normally on Fire Watch Route C did not show up for 
work. Fire Watch C reestabl ished. W/B41231 Itr. 

COOPER, M. R. , WALLACE, P.R. Tennessee Valley Authority. 84/12/31. 
3pp. 28278:168. 24X Fiche: 50-327, 84/12/31, 8501090324, 


8501090700 LER 84-074-00: on 841218, interactions found that were not in 
compliance w/App R of 10CFR50. Schedule for corrective 
actions will be submitted by 850101. Fire watches will 
continue until compliance achieved W/841231 Itr. 

COOPER, M. R. , WALLACE, P.R. Tennessee Valley Authority. 84/12/31, 

4pp. 28304:251. 24X Fi ch e: 50-327, 84/12/31, 8501090700. 


8501070210 PNO-Il-eS-OQl: on 850101, employee injured while working in 
condensate/demineralixer waste evaporator when 3/4-inch 
drill caught glove, causing cuts Sc forearm fracture. Employ ee 
transported to hosp wearing contaminated clothing. 

WEISE, S. , lONATONIS, A, Region 2, Office of Director. 85/01/02. 
1pp. 28204:348. 24X Fiche: 50-327, 85/01 /02, 8501070210. 


8501240123 Special Rept 84-09; on 841218, Tech Spec requirements re insp 
of spray ^ sprinkler sys headers, nozsles nozzle spray area 
violated. Caused by failure to issue surveillance instruction 
package. Areas inspected. 

WALLACE, P.R. Tfnnessee Valley Authority. 85/01/17. Record 

Services BTanch (Document Control Desk), 3pp. 28531:191, 24X 

F i c h e : 50-327V'f5/qt/ 1 7. 8501 240 123. 

850129006:6 f pec ial Rept 84-11: on 84l2l,9, f irf penetration not closed 
within 7 dVy»i<;ause personnel errdr: Hachanicai pipe 

sleeve penetrating into fifth vital battery room sealed. 

Daily review of breaching log instituted, 

WALLACE, P. R. Tennessee Valley Authority. 85/01/18. Record 

.Services Branch (Document Control Desk). 2pp. 28639:354. 24X 

Fiche: 50-327, 85/01/18. 8501290066, 


8501300559 LER 84-070-00; on 841224, during performance of Surveillance 
Instruction 3 on containment isolation valves, valves 
l-FCV-61-Il;0 i l-FCV-61-112 failed stroike to folly closed 
position on demand. Caused by sediment 6uildu'p. W/B50123 Itr, 

ROOEJ(S, H.‘R: , -'WALLaCSE, P. R. Tennessee Valley Authority. 85/01/23, 
3pp. 28652; 360, 24X Fi ch e : 50-327. 85/01 /23, 8501300559, 


V. Operator Examinations 


8501210352 Forwards Exam Rept 50-327/0L-a4-01 of exam administered on 
841113-16, table summarizing exam results & written exam 
questions & answer key. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/31. PARRIS, H.O. 
Tennessee Valley Authority. 2pp. 28500:151. 24X 

Fiche: 50-327, 84/12/31, 8501210352. 


— 8501210358 Exam Rept 50-327/0L-S4-01 on 841 1 13-16. Exam results: seven 
candidates passed & two failed. Exam questions & answer key 
enc 1 . 

DOUGLAS, w. 0. , WILSON, B. A. Region 2, Office of Director. 84/12/27. 
68pp. 28500:153. 24X Fiche: 50-327. 84/12/31, 8501210352. 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8501180101 "Justification of Seismic Design Criteria Used for Sequoyah, 
Watts Bar & Dellefonte Nuclear Power Plants, Phase I. " 

HAND.F.R. Tennessee Valley Authority. 78/04/30. 62pp. 28483:265. 

24X Fiche; 50-000,78/04/30,8501180101. 


8501180131 "Supplemental Rept: Pred iction of Strong Motions for Eastern 
North America on Basis of Magnitude" to TVA rept, 

"Justification of Seismic Design Criteria Used for Sequoyah, 

Watts Bar it Bellefonte Nuclear Power Plants, Phase II." 

HOLT, R.J. Weston Geophysical Corp. 78/08/03. 77pp. 28485:216. 

24X Fiche: 50-000, 78/08/03, 8501180131. 


8501180112 "Justification of Seismic Design Criteria Used for Sequoyah, 
Watts Bar ®e Bellefonte Nuclear Power Plants, Phase II." 

HAND, F. R. Tennessee Valley Authority. 78/08/31. 157pp. 28483:108. 

24X Fiche: 50-000, 78/08/31, 8501180112. 


8501180123 Errata to "Justification of Seismic Design Criteria Used for 
Sequoyah, Watts Bar & Bellefonte Nuclear Power Plant, Phase 
II. " 

* Tennessee Valley Authority. 78/08/31. 2pp. 28483:342. 24X 

Fiche: 50-000, 78/08/31, 8501 180123. 


F. Security, medical, emergency & fire protection plans 


8501210278 Informs that Revs 13 14 to radiological emergency plan 

dtd 841013 & 19, respec tively, continue to meet stds of 
10CFR50. 47(b ) it requirements of 10CFR50, App E, per review. 

VERRELLI, D. M, Region 2, Office of Director. 84/12/12. PARRIS, H. G. 
Tennessee Valley Authority. Ip. 28500:260. 24X 

Fiche: 50-327, 84/12/12, 8501210278. 


8501180473 Advises that review of Rev 15 to radiological emergency 
plan dtd 841108 completed. Plan meets stds it requirements of 
10CFR50. 47 & App E of 10CFR50. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/13. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28464:345. 24X 

Fiche: 50-327, 84/12/13, 8501180473. 


8501210392 Ack receipt of scope 8< objectives for 1985 emergency 
preparedness exercise scheduled for wk of 850204. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/13. PARRIS, H.G. 
Tennessee Valley Authority. Ip. 28499:292. 24X 

Fiche: 50-327,84/12/13, 8501210392. 


8501100040 Summary of 841204 meeting w/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility it detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON, T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

8pp. 28355:349. 24X Fiche: 50-000, 84/12/27, 8501100040. 


8501020354 Rev 6 to RAdidlogical Emergency Plan Implementing Procedure 
SQN, IP-1, "Emergency Plan Ciassif ication Logic." IW/841228 
Itr, ' 

WALKER, J. R. , HUPHAM, J. W. TeniaesBee Valley Authority, 84/12/28. 
O'REILLY, J. P, Region 2, Office of Director. 11pp. 28139:084. 24X 

Fiche; 50-327, 84/1 9 

8501180073 Ack receipt of 841213 Itr informing NRC oF steps i>akeT> to 
correct violations noted in Insp Repts 50-327/84-27 ^ 

50-328/84-27. Corrective actions will be examined during 
future insps. 

OLSHINSKI. J. A, Region 2. Office of Director. 85/01/02. PARRIS, H. G. 

Tennessee Valley Authority.. Ip. 28465:214. 24X 

Fiche: 50-327. 85/01/02, BS01180073. 
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—8501180084 Forwards Insp Repts 50-327/84-27 8« 50-328/84-27 on 840906- 
1005 & notice of violation. 

OLSHINSKI* A. Region 2. Office of Director. 84/11/07. 

PARRIS* H.G. Tennessee Valley Authority. 2pp. 28465:218. 24X 

Fi c h e ; 50-327, 85/01/02. 8501 1 80073. 


8501210210 Forwards Insp Repts 50-327/84-37 & 50-328/84-37 on 
841116-22. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/12. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 28607:241. 24X 

Fiche: 50-327, 84/12/12, 8501210210. 


—8501180129 Insp Repts 50-327/84-27 & 50-328/84-27 on 840906-1005. 
Noncompliance noted; failure to establish qualitative 
acceptance criteria in concrete drilling procedure. 

FORD, E. J. Region 2, Office of Director. 84/11/02. Spp. 
28465:221. 24X Fiche: 50-327, 85/01/02, 8501 180073. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 67718. 161. 24X 

Fiche; 50-000, 85/01/09, 8501100621. 


8501160220 Requests that deviations from lOCFRSO, App R re plastic & 
metal signs indicating function of fire doors & weatherstrip 
gasketing matl.Fee paid. 

OOMER,J. A. Tennessee Valley Authority. 85/01/11. AOENSAM, E. 
Licensing Branch 4. 7pp. 28410:276. 24X Fiche: 50-327, 85/01/1 1, 

8501160220. 


8501230110 Forwards response to 841128 ltr re two deficiency items 
identified in review of Revs 5-12 of radiological emergency 
p Ian. 

HUFHAM, J. W. Tennessee Valley Authority. 85/01/14. 0 "REILLY, J. P. 

Region 2, Office of Director. 2pp. 28514:244. 24X 

Fiche: 50-327, 85/01/14, 8501230110. 


P. Operating license stage documents & correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
lOCFRSO. 49, "Environ Qualif icati on of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


— 8501210218 Insp Repts 50-327/84-37 & 50-328/84-37 on 841116-22. No 
violations or deviations noted. Major areas inspected : primary 
containment integrated leak rate test (Type A) witnessing 
on Unit 2 & review of associated procedures. 

WHITENER,H. L. . JAPE, F. Region 2, Office of Director. 84/12/10. 
6pp. 28607:243. 24X Fiche: 50-327, 84/ 12/12, 8501210210. 


8501180435 Discusses 841213 meeting re status of programmatic changes 
concerning NRC licensed activi ti es. Observed managerial 
improvements & improvements in regulatory performance 
discussed. 

0 'REILLY, J. P. NRC - No Detailed Affiliation Given. 84/12/19. 
PARRIS, H.G. Tennessee Valley Authority. 3pp. 28464:286. 24X 

Fiche: 50-000, 84/12/19, 8501180435. 


8412190503 IE Info Notice 84-94, "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21, 8412190503. 


8501180073 Ack receipt of 841213 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-27 8t 
50-328/84-27. Corrective actions will be examined during 
future insps. 

OLSHINSKI, J. A. Region 2, Office of Director. 85/01/02. PARRIS, H. O. 

Tennessee Valley Authority. Ip, 28465:214. 24X 

Fiche: 50-327, 85/0 1 /02, 8501 1 80073. 


— 8501180078 Responds to NRC 841107 ltr re violations noted in Insp Repts 
50-327/84-27 & 50-328/84-27. Correc tive actions; Procedure 
AI-17 revised to describe how to address areas on embedded 
conduit & piping drawings. 

DOMER.J. A. Tennessee Valley Authority. 84/12/13. O 'REILLY, J. P. 
Region 2, Office of Director. 3pp. 28465:215. 24X 

Fiche: 50-327, 85/01/02, 8501180073. 


8501110114 Application for amend to Licenses DPR-77 & DPR-79, correc ting 
two minor editorial errors in Amends 36 & 28 to Licenses 
DPR-77 & DPR-79, resp ec tively. 

HUFHAM, J.W. Tennessee Valley Authority, 85/01/04. ADENSAM, E. 
Licensing Branch 4. Ip. 28317:241. 24X Fiche: 50-327, 85/01/04, 

8501110114. 


— 8501180084 Forwards Insp Repts 50-327/84-27 it 50-328/84-27 on 840906- 
1005 it notice of violation. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/07. 

PARRIS, H.O. Tennessee Valley Authority. 2pp. 28465:216. 24X 

Fiche: 50-327, 85/01/02, 8501180073. 


8501110120 Proposed Tech Specs, correcting Amends 36 it 28 to Licenses 
DPR-77 & DPR-79, respectively, to change two minor editorial 
errors on Page 3/4 12-1 re environ monitoring program. 

* Tennessee Valley Authority. 85/01/04. Ip. 28317:242. 24X 

Fiche; 50-327, 85/01/04, 8501110114. 


•8501180129 Insp Repts 50-327/84-27 8< 50-328/84-27 on 840906-1005 
Noncompliance noted: failure to establish qualitative 
acceptance criteria in concrete drilling procedure. 

FORD, E. J. , WEISE, S. Region 2, Office of Director. 84/11/02. Spp 
28465:221. 24X Fiche; 50-327, 85/01/02, 8501 180073. 


Q. Inspection reports, IE Bulletins & correspondence 


8501180003 Ack receipt of 841109 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-327/84-20 Sc 
50-328/84-21. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/07. PARRIS, H, G. 

Tennessee Valley Authority. Ip. 28465:010 24X 

Fiche: 50-327, 84/12/07, B501IB0003. 


840920 ltr re violations noted in Insp Rept 
50-327/84-20 Sc 50-32S/B4-21. Corrective actions: procedure 
change issued to delete requirement to open HCV-74-34 Sc 
personnel counseled on requirements of AI-3. 

DOMER.J, A. Tennessee Valley Authority. 84/11/09. O'REILLY, J. P. 
Region 2, Office of Director. 6pp. 28465' OH 24X 

Fiche: 50-327, 84/12/07, 8501180003 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

grace, J.N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post B30103). B5/01/15. Consolidated Edison Co of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01 /15. 8501 100655. 


50-327/84-20 Sc 50-328/84-21 on 
840706-0805 St notice of violation. 

L^IS,R.C. Region 2, Office of Director. 84/09/20, PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28465-017 24X 

Fiche: 50-327, 84/12/07, 8501180003 


8501180018 Notice of violation from insp on 840706-0805. 

* 2, Office of DiTector. 84/09/20. 2pp. 28465:019 

Fiche: 50-327, 84/12/07, 8501180003. 

!°:327/B4-aO Sc 50-328/84-21 on 840706-0805. 
to have adequate maint 8< 

Procedures Sc to make required lOCFRSO. 72 
notification of 840710 RHR event. 

l^o'^ 2, Office of Director. 84/09/18. 

lOpp. 28465.021. 24X Fiche: 50-327, 84/12/07, 8501180003. 


24X 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Respons 
Drills. " Svc list end, » r * 


JORDAN, E. L, 

Response (Post 830103 
York, Inc. 109pp. 28613: 169, 


Division of Emergency Preparedness Sc Engineering 

). 85/01/17. Consolidated Edison Co. of New 

24X Fiche: 50-000,85/01/17,8501160196. 


"Pipe Whip Restraints, " Svc list 


8501230229 IE Info Notice 85-005, 
end. 

JORDAN, E.L. of Emergency Preparedness Sc Engineering 

Response 85/01/23. Consolidated Edison Co of New 

York, Inc. 108 pp. 28692:186. 24X Fich e; 50-000, 85/01/23, 0501230229. 


"Contamination of Breathing Air 


8501230236 IE Info Notice. 85—006, 

Sys." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response • ^5/01/23. Consolidated Edison Co of New 

ork, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 
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B501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE* J. N. Division of QA. Safeguards & Insp Programs 

(8301 03-8502 12). 85/01/29. Consolidated Edison Co. of Neu York. 

Inc. 67pp. 28692:295. 24X Fic he: 50-000. 85/01/29, 8501250352. 


R, Periodic operating reports & related correspondence 


8501240022 Monthly operating repts for Nov 1984. I.J/841214 Itr. 
WALLACE, P. R. Tennessee Valley Authority. 84/11/30. 59pp. 

28542:072. 24X Fi c he: 50-327. 84/ 1 1 /30. 8501240022. 


8501150479 Forwards special rept revising locations for milk-producing 
animals, per 1984 land use survey. 

HUFHAM,J.W. Tennessee Valley Authority. 84/12/10. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 28414:281. 24X 

Fic he: 50-327. 84/12/10, 8501150479. 


8501030450 Forwards "SepLUoyah Nuclear Plant Annual Environ Operating 
Rept" for 830915-840914 per Tech Spec Section 5.4.1. 

HUFHAM. J. W. Tennessee Valley Authority. 84/12/20. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. Ip. 28189:234. 24X 

Fiche: 50-327. 84/12/20, 8501030450. 


— 8501030453 "Seciuoyah Nuclear Plant Annual Environ Operating Rept, " 
for 830915-840914. 

* Tennessee Valley Authority. 84/09/14. Ip. 28189:235. 24X 

Fiche: 50-327. 84/12/20, 8501030450. 


S. Reportable occurrences, LERs it related correspondence 


8501100110 Special Rept 84-10: fire door A-77 open w/o fire barrier 
breaching permit & required roving fire watch. Cause 
attributed to personnel traffic. Roving fire watch 
established. 

WALLACE, P. R. Tennessee Valley Authority. 84/12/31. Record 
Services Branch (Document Control Desk). 2pp. 28350:134. 24X 

Fiche: 50-328, 84/12/31, 8501100110. 


8501070210 PNO-IZ-85-001 : on 850101. employee injured while working in 
condensate/demineralizer waste evaporator when 3/4-inch 
drill caught glove, causing cuts Sc forearm fracture. Employee 
transported to hosp wearing contaminated clothing. 

WEISE. S. , IGNATONIS. A. Region 2, Office of Director. 85/01/02. 
1pp. 28204:348. 24X Fiche: 50-327. 85/01 /02. 8501070210. 


8501180116 PND-1 1-84-006: on 850112, one of two reactor trip breakers did 
not function automatically when tripped from 96% power. 

Caused by faulty logic card in reactor protection sys 
circuitry. 

WEISE. S., IGNATONIS, A. Region 2, Office of Director. 85/01/14. Ip. 
28455:010. 24X Fiche: 50-328, 85/01/14, 8501 1801 16. 


8501240514 LER 84-020-00: on 841216, inadvertent train A safety injection 
St reactor trip occurred. Caused by operation of safety 
injection block handswitches. Design change initiated. 

W/850115 Itr. 

KIRK.G.B., WALLACE,P.R. Tennessee Valley Authority. 85/01/15. 3pp. 
28553:329. 24X Fiche: 50-328, 85/01/15, 8501240514. 


8501240123 Special Rept 84-09: on 841218, Tech Spec requirements re insp 
of spray St sprinkler sys headers, nozzles Sc nozzle spray area 
violated. Caused by failure to issue surveillance instruction 
pac kage. Areas inspected. 

WALLACE, P. R. Tennessee Valley Authority. 85/01/17. Record 
Services Branch (Document Control Desk). 3pp. 28531:191. 24X 

Fiche: 50-327, 85/01/17, 8501240123. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A, Application/construction stage documents Sc correspondence 


8501180051 FOIA request for repts resulting from listed environ 
qualification of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS, 0.0. URA Associates. 84/04/05. FELTON, J. M. Division of 
Rules and Records, Ip. 28467:001. 24X Fiche: 50-000, 84/04/05, 

8501180051. 


8501160300 Further response to FOIA request for IE Enforcement Notice 
83-69. Forwards App A documents, Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/04, GARDE, B. P. 
Government Accountability Project. 2pp. 28432:006. 24X 

Fiche; 50-329, 84/05/04, 8501160300. 


-8310210103 Requests, on behalf of Lone Tree Council, that NRC take 
immediate action by modifying CP to include mandatory hold 
points on balance of plant work. 

GARDE, B. P. Government Accountability Project. 83/06/13. 
PALLADINO, N. Commissioners. 24pp. 28432:021. 24X 

Fiche; 50-329, B4/05/04. 8501 160300. 


8501150155 FOIA request for documents re meetings between members of 
NRR,J Kane, H Singh, F Rinaldi & others re resolution of 
diesel generator bldg Sc implementation of recommendations or 
conclusions from Brookhaven 831021 rept. 

GARDE, D.P. Government Accountability Project. 84/05/22. Office 
of Administration. 2pp. 28415:001. 24X Fic h e : 50-329, 84/05/22, 

8501150155. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— 8501180279 "Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Midland Nuclear Plant (Units 1 & 2). " 

HUMPHREY, T. G. , STUART, V. A. EO&G, Inc. FINA-6415. EGG-EA-6195. 

83/03/31. NRC - No Detailed Affiliation Given. 27pp. 

28467:273. 24X Fi c h e : 50-000, 84/05/24. 8501 180069. 


8501150158 Responds to FOIA request for documents re meetings between 
members of NRR it others re diesel generator bldg 8c 
Brookhaven 831021 rept. Forwards App A documents. Documents 
also available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/26. GARDE, B.P. 
Government Accountability Project. 3pp. 28415:003. 24X 

Fiche: 50-329. 84/06/26, 8501 150 1 58. 


—8501150165 Forwards TERA 840104 IDCVP rept re structural aspects of 
diesel generator b 1 d g. Coord inated staff 8c mgt proposal 
should be made re implementation of final monitoring 
program. 

LEAR,G. Structural 8< Geotechnical Engineering Branch. 84/02/24. 
KNIGHT, J. P. Assistant Director for Comp. 8, Structures Engineering 
(Post 830201). Ip. 28415.006. 24X Fiche: 50-329, 84/06/26, 

8501150158. 


— 8501150168 Informs of 840313 meeting in Bethesda,MD to discuss 
technical issues for diesel generator bldg. 

EISENHUT, D. 0. Division of Licensing. 84/03/09. DENTON, H.R., 
CASE, E, C. Office of Nuclear Reactor Regulation, Director. 
VOLLMER.R. H. Division of Engineering. 2pp. 28415:010. 24X 

Fiche: 50-329, 84/06/26, 8501 150158. 


— 8501150171 Forwards std order for DOE work: "Midland Diesel Generator 
Bldg Evaluation," issued to BNL. 

VOLLMER.R. H. Division of Engineering. FIN A-3773. 04/03/26. 

OGEKA, G. J. Energy, Dept. of. 9pp. 28415:012. 24X 

Fiche: 50-329, 84/06/26, 8501150158. 


— 8501150187 Requests briefing for DG Eisenhut 8c J Keppler to summarize 
structural integrity of diesel generator bldg. W/840425 
marked-up memo. 

EISENHUT, D, G. Division of Licensing, 84/04/03. VOLLMER.R, 
Division of Engineering, 16pp. 28415:051. 24X 

Fiche; 50-329, 84/06/26, 8501150158. 


— 8501150192 Forwards request for addl info re structural adequacy of 
diesel generator bldg. 

EISENHUT, D. C. Division of Licensing. 84/05/25. COOK, J. W. 
Consumers Power Co. 10pp. 28415:072, 24X Fiche: 50-389, 84/06/26, 

8501150158. 


8501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR 8c other ofcs 8< all 
drafts of Board Notification 84-058. Document listed in 
app end 8c available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/05. GARDE, B, P. 
Government Accountability Project. 3pp. 28630: 197. 24X 

Fiche: 50-000, 84/07/05, 8501280647. 


—8501280655 Forwards GAP affidavit re allegation on diesel generator 
bldg for review 8( necessary action. All egation on Page 7 re 
differential settlement between diesel generator engine 
pedestal ik diesel generator bldg end. W/o end. 

WARWICK, R.F. Region 3, Office of Director. 83/11/03. 

EISENHUT, D, G. Division of Licensing. Ip. 28630:200. 24X 

Fiche; 50-000, 84/07/05, 0501280647. 


— 8501280661 Offers assistance in resolving allegations not forw^Tded 
to ASLB. 

PATON, W. D. NRC - No Detailed Affiliation Given, 84/01/23. 

HOOD, D. Office of Nuclear Reactor Regulation, Director, 

HARRISON, J. J. Region 3, Office of Director. Ip. 28630:201. 24X 

Fiche; 50-000, 84/07/05, 8501280647. 
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'-8501280669 Forwards listing of status of each open allegation at listed 
near-term OL plants in Region III.W/o ends. Related info 
end. 

DAVIS, A. B. Region 3, Office of Director. 84/05/04. PURPLE, R. A. 
Division of Licensing 3pp. 28630' 202. 24X Fiche: 50-000, 

84/07/05. 850 1280647. 


3501160300 Further response to FOIA request for IE Enforcement Notice 
83-69. Forwards App A doc umen t s. Doc uments also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/04. OARDE, B.P. 
Government Accountability Project. 2pp. 28432:006. 24X 

Fiche: 50-329, 84/05/04, 8501160300. 


'8501280682 Forwards DS Hood 840313 memo re addl new info concerning 
Midland allegation. Preparation of Board Notification 84—058 
to Commissioners requested. Copies of notification should be 
sent to Midland ASLB. 

EISENHUT, D. 0. Division of Licensing. 84/03/20. NOVAK, T. 
Assistant Director for Licensing. Ip. 28630:205. 24X 

Fiche: 50-000. 84/07/05, 8501280647. 


8501020238 Provides specific plans for responding to Generic Ltr 81—21 
re natural circulation cooldown, per 841114 meeting. Sped fic 
plant responses to generic ltr expected by 850201. 

HQSLER.A. G. Babcock & Wilcox Operating Plants Owners Group. 

84/12/14. KADAWBIiN. P. hfi?C — No Detailed Affiliation Given. ip. 
28143:266. 24X Fiche: 50-000, 84/12/14, 8501020238. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Quail f ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. “ Svc list end. 
EISEIWUT,D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501300196 FOIA request for info re EE Kent allegations concerning 
San Onofre & Midland nuclear power plants. Waiver of fees 
requested. Response requested within 10 days. 

GARDE, B. P. Government Accountability Project. 84/05/13. Office 
of Administration. 2pp. 28673:133. 24X Fich e : 50-000, 84/05/13, 

8501300196. 


8501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR S< other ofcs it all 
drafts of Board Notification 84-058. Document listed in 
app end & available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/05. GARDE, B, P. 
Government Accountability Project. 3pp. 28630:197. 24X 

Fiche: 50-000,84/07/05, 8501280647. 


•8501280690 Recommends Ends 1-4 be forwarded to ASLB. End 1 consists of 
affidavit, provided by GAP, re conversation between two CPC 
attys & staff witness addressing item of noncompliance in 
Insp Repts 50-329/80-32 & 50-330/80-33. W/o ends, 

HOOD, D. S. Licensing Branch 4. 84/03/13. EISENHUT. D. 0. Division 

of Licensing. 2pp. 28630:206. 24X Fiche: 50-000, 84/07/05, 

8501280647. 


F. Security, medical, emergency tc fire protection plans 

8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISEh&4UT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 

G. Adjudicatory correspondence 

8501090192 Confirms 850103 conversation w/ Judge Bechhoefer. Staff is to 
respond to Intervenor Stamiris request for evidentiary 
hearings on 850208. Previous applicant response date was 
850125. Related correspondence. 

° Hearing Branch 2. #185 980. 85/01/04. BECHHOEFER, C. , 

C°WAN»P P- Atomic Safety and Licensing Board Panel. ip. 
28254: 275. 24X Fiche : 50-329, 85/01/04, 8501090192. 

8501230185 Order extending time until 850501 for Commission to act to 
review Director's Decision DD-84-1 7. Served on 850118. 

of Secretary of the Commission. #185 170. 
85/01/18. Commissioners. Ip, 28513:266. 24X 

Fiche; 50-329, 85/01/18, 8501230185. 

8501240001 Partial Initial Decision LBP-B5-2 on remedial soil issues, 
oenying applicant motion for reconsideration of 810505 
prehearing conference order re use of backfilling procedure 
in OL seismic review. Served on 850123. 

COWAN, F.P., HARBOUR, J. , BECWK5EFER, C. Atomic Safety and Licensing 
Board Panel, #185 210. 85/01/23. 3B5pp. 28529:283 24X ® 

Fiche: 50-329, 85/01 /23, 8501 240001 . 

85012^434 Order extending time until 850208 for Commission to act to 
Fiche: 50-329,85/01/24, 8501250434. 

Licensing Appeal Panel. #185 294 

5 01 / 28 . ip. 28639:079. 24X Fiche: 50-329, 85/01/28,8501290751. 

N, Antitrust l»eair-ip.9 ti^^Anscripts 

Fick,: 30-389, 7B«W/a7.BS0U7Ol»!^ SW4S. 234. 24X 

a. le 6 «rT..pond«,c. 


HDO114O190 Responds to 840502 FOIA request ro-r aocumen 
auxiliary bldg. No documents located subj to request. 

FELTON, J.M. Division of Rules and Records. 84/07/10. 
SCHLEMMER, D. L. , GARDE, B. P. Government Accountability Project. 
28390:079. 24X Fiche: 50-329, 84/07/10, 8501 140190. 




8A/05/Qe Office af akL' Accoontatility Project, 




ip. 


S501300249 Responds to FOIA request for info re EE Kent allegations S< 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 t, 7c) 

Documents in Attachment B withheld (ref FOIA Exemption 5). 

„ Office of the Secretary of the Commission. 84/07/12. 
GARDE.B. Government Accountability Project. 4pp. 28673:135 24X 

Fiche: 50-000, 84/07/12, 8501300249. ^ * 

—850p002p Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performance procedural St 
administrative in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation. 

ofPf Inspector «< Auditor. 84/04/04. 

PALLADIND Commissioners. 3 pd. 28673* 139 24 k 

Fiche; 50-000, 84/07/12, 8501300249. 

r, NRC 

Treatment of EE Kent. Case summary St record of 840508 
tel con end. 

2 B 673 d 42 °' ^ Auditor. 84/04/03. 206pp. 

2B673. 142. 24X Fiche: 50-000, 84/07/12, 8501300249. 

^^Inioivinn^Dicrh'’ Notice 84-94, "Reconcentration of Radionuclides 
Und.r ®*“*‘’* ®"'' 

<Po5t'83oi03?^''^Ri/7*5/i4^"'*’'®®”^'' Preparedness St Engineering Response 
In^ Consolidated Edison Co. of New York: 

c. 121 pp. 28570:042. a4X Fi c h e: 50-000, 84/12/21, 8412190503. 

8501300674 Informs that use of preprinted ack Ur re items of 

aror850101%rIf^®”i®J discontinued 

effort to further reduce unnecessary 
kIppl^r^'V^^ response adequate, no ack ltr will be issued. 

KEPPLER, j G Region 3, Office of Director. 84/12/21 

bSS"! =8*77; 067, 24? FUh?; 30-000. 84/12/21. 

SoP'fVl.ior of 

lP«t'a30i03?‘''*S5/Si/ro^"*’'“:"'“ 8rf,.r.an.., & En9in.,T-lin R.apuro, 
Inc. 67 d 0 28537 ^ 2 ^^°’ fjAv Consolidated Edison Co. of New York, 

pp. 28537.127. a4X Fi che ; 50-000, 85/01/10, 8501070401. 

pp. 28537.193. a4X Fiqjlie: 50-000,85/01/11,0501080502. 



pp. 28490.226. 24X Fie h e: 50-000, 85/01/15, 8501 100655. 



DOCKETED ITEMS 


181 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fi ch e: 50-000* 85/01 /17* 8501 160196. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints. " Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. lOSpp. 28692:186. 24X Fi ch e: 50-000* 85/01 /23. 8501230229. 


8501230236 IE Info Notice 85—006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fi ch e: 50-000* 85/01 /23* 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end. 

©RACE. J. N. Division of QA* Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352. 


R. Periodic operating reports it related correspondence 


8501290373 Forwards Dec 1984 monthly rept per 730323 Memorandum it Order 
ALAB-106 & Amend 1 of CP. Rept includes Bechtel 
nonconformance repts* quality action requests* mgt corrective 
actions Sc quality audit findings. 

COOK* J. W. Consumers Power Co. 85/01/25. DEYOUNO* R. C. Director's 
Office* Office of Inspection and Enforcement. 10pp. 28620:111. 24X 

Fiche: 50-329. 85/01/25* 8501290373. 


S, Reportable occurrences* LERs it related correspondence 


8501310231 Interim deficiency rept re diesel fuel oil tank soils 
borings. Initially reported on 841121. No corrective actions 
necessary due to present project shutdown. 

COOK* J. W. Consumers Power Co. 84/12/21. KEPPLER* J. 0. Region 3, 
Office of Director. 5pp. 28685:293. 24X Fiche; 50-329. 84/12/21. 

8501310231. 


8501070285 Forwards TDI Diesel (Jenerator Owners Group technical program 
monthly status rept as of 850102. 

RAY* C. L. TDI (Transamer ica Delaval* Inc. ) Owners Group. 85/01/02. 
DENTON* H. R, Office of Nuclear Reactor Regulation* Director. 16pp. 
28202:058. 24X Fiche: 50-000* 85/01/02* 8501070285. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER* R.E. ' Transamerica Delaval* Inc. 85/01/22. Director's 
Office* Office of Inspection and Enforcement. 5pp, 28563:094. 24X 

Fiche: 50-000* 85/01/22* 8501280486. 


U. Congressional/Executive Correspondence 


8501150158 Responds to FQIA request for documents re meetings between 
members of NRR St others re diesel generator bldg St 
Brookhaven 831021 rept, Forwards App A documents. Documents 
also available in FOR. 

FELTON. J.M. Division of Rules and Records. 84/06/26. GARDE* B. P. 
Government Accountability Project. 3pp. 28415:003. 24X 

Fiche: 50-329* 84/06/26. 8501150158. 


— 8501150180 Responds to 840217 Itr re LR Romo 840109 concerns that NRC 
withheld vital info re crack in diesel generator bldg. NRC 
withheld no such info. Util 840208 evaluation of crack 
available in LPDR. 

DIRCK8* W, J. Office of the Executive Director for Operations. 
84/04/03. RIEGLE.D. W. Senate. 2pp. 28415:049. 24X 

Fiche: 50-329* 84/06/26* 8501150158. 
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A. Application/construction stage documents St correspondence 


8501160300 Further response to FOIA request for IE Enforcement Notice 
83-69. Forwards App A documents. Documents also available in 
PDR. 

FELTON* J. M. Division of Rules and Records. 84/05/04. GARDE* B* P, 
Government Accountability Project. 2pp. 28432:006. 34X 

Fiche: 50-329* 84/^5/04* 8501160300. 


-8310210103 Requests* on behalf of Lone Tree Council. that NRC take 
immediate action by modifying CP to include mandatory hold 
paints on balance of plant work, 

GARDE* B.P. Government Accountability Project. 83/06/13. 
PALLADINO. N. Commissioners. 24pp. 28432:021. 24X 

Fiche: 50-329* 84/05/04* 8501 160300. 


8501150155 FOIA request for documents re meetings between members of 
NRR.J Kane* H Singh.F Rinaldi & others re resolution of 
diesel generator bldg St implementation of recommendations or 
conclusions from Brookhaven 831021 rept. 

GARDE* B.P. Government Accountability Project. 84/05/22. Office 
of Administration. 2pp. 28415:001. 24X Fiche: 50-329, 84/05/22* 

8501150155. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR, 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. 0. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000* 84/05/24. 

8501180069. 


8306020210 Forwards SER re environ qualification of electrical 
equipment important to safety it safety -related mechanical 
equipment. Installation of one item which should be verified 
by Region IV identified in Section 3.11.4.2. 

KNIGHT* J. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 83/05/24. NOVAK, T. M. Assistant Director for 

Licensing. Ip. 28467:215. 24X Fiche : 50-000* 84/05/24, 8501 180069. 


8501180266 SER re environ qualification of electric equipment important 
to safety it safety-related mechancial equipment. 

* Equipment Qualification Branch. 83/05/24. 29pp. 28467:216. 

24X Fiche: 50-000, 84/05/24,8501180069. 


8501180279 "Audit of Environ Qualification of Saf ety-Related Electrical 
Equipment at Midland Nuclear Plant (Units 1 & 2)." 

HUMPHREY* T. G. , STUART, V. A. E0««0, Inc. FIN A-6415. EOO-EA-6195, 

B3/03/31. NRC - No Detailed Affiliation Given. 27pp. 

28467:273. 24X Fiche: 50-000, 84/05/24, 8501 180069. 


8501150158 Responds to FOIA request for documents re meetings between 
members of NRR it others re diesel generator bldg it 
Brookhaven 831021 rept. Forwards App A documents. Documents 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/26. GARDE, B. P. 
Government Accountability Project. 3pp. 28415:003. 24X 

Fiche: 50-329, 84/06/26, B50115015S. 


-8501150165 Forwards TERA 840104 IDCVP rept re structural aspects of 
diesel generator bldg, Coord inated staff it mgt proposal 
should be made re implementation of final monitoring 
program. 

LEAR,©. Structural it Geotechnical Engineering Branch. 84/02/24. 
KNIGHT, J.P. Assistant Director for Comp. 8c Structures Engineering 
(Post 830201). Ip. 28415:006. 24X Fiche: 50-329, 84/06/26, 

8501150158. 


— 8501150168 Informs of 840313 meeting in Bethasda, MD to discuss 
technical issues for diesel generator bldg. 

EISENHUT, D. 0. Division of Licensing. 84/03/09. DENTON, H. R. , 
CASE, E. C. Office of Nuclear Reactor Regulation, Director. 
VOLLMER* R. H. Division of Engineering. 2pp. 28415:010. 24X 

Fiche: 50-329, 84/06/26, 8501150158. 


—8501150171 Forwards std order for DOE work; "Midland Diesel Generator 
Bldg Evaluation* " issued to BNL, 

VOLLMER, R.H. Division of Engineering. FIN A-3773. 84/03/26. 

OGEKA, G. J. Energy, Dept. of. 9pp, 28415:012. 24X 

Fiche: 50-329, 84/06/26* 8501 1 50158, 


■8501150187 Requests briefing for DO Eisenhut it J Keppler to summarixe 
structural integrity pf diesel, generator b I d g . W/840425 
marked -up memo, 

EISENHUT* D, 0. Division Qf Licensing. 84/04/03. VOLLMER, R. 
Division of Engineering. I6pp. 28415:051. 24X 

Fiche: 50-329* 84/06/26* 850 1150 158. 


—8501150192 Forwards request foir add! info re structural adequacy of 
diesel generator Old g, 

EISENHUT* D, ©. Divisioii of Licensing, 84/05/25. COOK* J, W. 
(Consumers Power Co. tOpp, 28415:072. 24X Fiche; 50-329* 84/06/26* 

, 8501 150158. . i , . 



6501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR it other ofcs it all 
drafts of Board Notification 84-058. Document listed in 
app end 6 available in PDR. 

FELTON. J. M. Division of Rules and Records, 84/07/05. GARDE, B. P. 
Government Accountability Project. 3pp. 28630:197. 24X 

Fiche: 50-000* 84/07/05, 8501280647. 
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3501280655 Forwards OAP affidavit re allegation on diesel generator 
bldg for review & necessary action. Allegation on Page 7 re 
differential settlement between diesel generator engine 
pedestal & diesel generator bldg end. W/o end. 

WARNICKjR. F, Region 3i Office of Director. 83/11/03. 

EISENHUT# D. G. Division of Licensing. Ip. 28630:200. 24X 

Fiche: 50-000. 84/07/05. 8501280647. 


— 8501280661 Offers assistance in resolving allegations not forwarded 
to ASLB. 

PATON. W. D. NRG - IMo Detailed Affiliation Given. 84/01/23. 

HOOD. D. Office of Nuclear Reactor Regulation. Director. 

HARRISON. J. Region 3. Office of Director. Ip. 28630:201, 24X 

Fiche; 50-000. 84/07/05. 85012S0647. 


— 8501280669 Forwards listing of status of each open allegation at listed 
near-term DL plants in Region III. W/o ends. Related info 
end. 

DAVIS. A. B. Region 3. Office of Director. 84/05/04. PURPLE. R. A. 
Division of Licensing. 3pp. 28630:202. 24X Fiche: 50-000. 

84/07/05. 8501280647. 


— 8501280682 Forwards DS Hood 840313 memo re addl new info concerning 
Midland allegation. Preparation of Board Notification 84-058 
to Commissioners requested. Copies of notification should be 
sent to Midland ASLB. 

EISENHUT. D. 0. Division of Licensing. 84/03/20. NOVAK. T. 
Assistant Director for Licensing. Ip. 23630:205. 24X 

Fiche: 50-000. 84/07/05. S5012S0647. 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown, per S41114 meeting. Specif ic 
plant responses to generic ltr expected by 850201. 

HDSLER.A, G. Babcock & Wilcox Operating Plants Owners Group. 

84/12/14. KADAMBI.N, P. NRC - No Detailed Affiliation Given. Ip. 
28143: 266. 24X Fiche; 50-000, 84/12/14. 8501020238. 


B501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. *' Svc list end. 
EISENHUT. D, G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


E, NRC Safety Evaluation Report <SER). suppls 8e correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qual if ication of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. U. M. Division of Rules and Records. 84/0S/24. WILLIAMS. 0. G. 

URA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24. 

8501 180069. 


F. Security, medical, emergency & fire protection plans 


B501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept.Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Bpp. 67718:161. 24X 

Fiche: 50-000 .85/01 /09. 85011 0062 1 , 


G. Adjudicatory correspondence 


8501090192 Confirms 850103 conversation w/Uudge Bechhoefer. Staff is to 
respond to Intervener Stamiris request for evidentiary 
hearings on 850208. Previous applicant response date was 
850125. Related correspondence. 

PATON. W.D. Hearing Branch 2. #185 980. 85/01/04. BECHHOEFER. C. , 

HARBOUR, J., COWAN, F.P. Atomic Safety and Licensing Board Panel. Ip. 
28254: 275. 24X Fiche; 50-329, 85/01/04. 8501090192. 


8501230185 Order extending time until 850501 for Commission to act to 
review Director/s Decision DD-84- 17. Served on 850118. 

CHILK, S. J. Office of the Secretary of the Commission. #185 170. 
85/01/18. Commissioners. Ip. 28513:266. 24X 

Fiche: 50-329. 85/01/18, 8501230185. 


8501240001 Partial Initial Decision LBP-B5-2 on remedial soil issues, 
denying applicant motion for reconsideration of 810505 
prehearing conference order re use of backfilling procedure 
in QL seismic review. Served on 850123. 

COWAN.F. P., HARBOUR, U. , BECHHOEFER, C. Atomic Safety and Licensing 
Board Panel, #185 210, 85/01/23. 385pp, 28529:283. 24X 

F i Che : 90-329, 85/01/23, 8501240001. 


8501250434 Order extending time until S5020S for Commission to act to 
review Stamiris 841224 request for evidentiary hearing. 

Served on 850124. 

BECHHOEFER, C. Atomic Safety and Licensing Board Panel. #185 247. 
83/01/24. Commissioners. Ip. 28547:302, 24X 

Fiche. 50-329, 85/01/24, 8501250434. 


8501290751 Notice of ASLAB reconstitution, AS Rosenthal. chairman & 

TS Moore, member. Served on 850128. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 294. 
85/01/28. Ip. 28639:079. 24X Fiche; 50-329. 85/01/28. 8501290751. 


N. Antitrust hearing transcripts 


8501170120 Transcript of 780907 hearing in Bethesda. MD. Pp 171-190. 
* Commissioners. 78/09/07. 20pp. 28445:254. 24X 

Fiche: 50-329, 78/09/07. 8501170120. 


Q. Inspection reports. IE Bulletins & correspondence 


8501140186 FOIA request for documents re insp of auxiliary bldg. 
SCHLEMMER, D. L. , GARDE. B. P. Government Accountability Project. 
84/05/02. Office of Administration, 2pp. 28390:077. 24X 

Fiche: 50-329. 84/05/02. 8501140186. 


8501160300 Further response to FOIA request for IE Enforcement Notice 
83-69. Forwards App A d oc uments. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/04. GARDE.B.P. 
Government Accountabil ity Project. 2pp. 28432:006, 24X 

Fiche: 50-329. 84/05/04. 8501160300. 


8501300196 FOIA request for info re EE Kent allegations concerning 
San Dnofre & Midland nuclear power p lants. Waiver of fees 
requested. Response requested within 10 days. 

GARDE.B. P. Government Acc ountab i 1 i ty Project. 84/05/13. Office 
of Administration. 2pp. 28673:133. 24X Fiche: 50-000, 84/05/13. 

8501300196. 


B5012S0647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR & other ofes 8c all 
drafts of Board Notification 84-058. Document listed in 
app end $e available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/07/05. GARDE.B.P, 
Government Accountability Project. 3pp. 28630:197. 24X 

Fiche: 50-000, 84/07/05, 8501 280647. 


— 8501280690 Recommends Ends 1-4 be forwarded to ASLB. Enel I consists of 
affidavit, provided by GAP, re conversation between two CPC 
attys & staff witness addressing item of noncompliance in 
Insp Repts 50-329/80-32 & 50-330/80-33. W/o ends. 

HQOD.D. S. Licensing Branch 4. 84/03/13. EISENHUT, D. G. Division 

of Licensing. 2pp. 28630:206. 24X Fic he: 50-000, 84/07/05, 

8501 280647. 


B501140190 Responds to 840502 FOIA request for documents re insp of 
auxiliary bldg. No documents located subj to request. 

FELTON, U, M. Division of Rules and Records. 84/07/10. 

SCHLEMMER, D. L. . GARDE.B.P. Government Accountability Project. Ip. 
28390: 079. 24X Fiche: 50-329. 84/07/10. 8501140190. 


8501300249 Responds to FOIA request for info re EE Kent allegations & 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 & 7c). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

CHILK. 5. J. Office of the Secretary of the Commission. 84/07/12. 
GARDE.B. Government Accountability Project. 4pp. 28673:135. 24X 

Fiche; 50-000,84/07/12, 8501300249. 


— 8501300287 Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performance procedural & 
admini strati ve in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation. 

MESSENGER. G. H. Office of Inspector & Auditor. 84/04/04. 
PALLADINO Commissioners. 3pp. 28673; 139. 24X 

Fiche: 50-000. 84/07/12. 8501300249. 


—8501300363 Rept of investigation, "OIA Review of GAP Complaint re NRC 
Treatment of EE Kent. " Case summary & record of 840508 
telcon end. 

PUGLIA, A. 0. Office of Inspector & Auditor. 84/04/03. 206pp. 

28673:142. 24X Fiche: 50-000. 84/07/12, 85O430(^4f. 

8412190503 IE Info Notice 84-94, "Re concentration, of jRadio-nuclides 
Involving Discharges Into Sanitary Sewage %ys Permitf,:(;e’d . 

Under 10CFR20, 303. " Svc list end. 

GRACE. J, N, Division of Emergency Preparedness & ^engineering Response 
(Post 830103). 84/12/21. Consolidated Edison po. of New York, 

Inc. 121pp. 28570:042. 24 X Fich e; 50-000, 84/12/21, 8412190503. 
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8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequatei no ack Itr will be issued. 

KEPPLERj J. 0. Region 3* Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche : 50-000, 84/12/21 . 

8501300674. 


0501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Ik Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24 X Fiche: 50-000, 85/01/10, 8501070401. 


6501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc 109pp. 28537:193. 24 X Fi ch e: 50-000, 85/01/1 1, 8501080502. 


B501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc 103pp. 28490:226. 24 X Fich e: 50-000, 85/01/15, 8501 100655. 


S501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc 109pp. 28613:169. 24 X Fich e: 50-000, 85/01/17, 8501 160196. 


■J. Congressional/Executive Correspondence 


8501150158 Responds to FDIA request for documents re meetings between 
members of NRR & others re diesel generator bldg & 

Brookhaven 831021 rep t . Forward s App A documents. Documents 
also available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/06/26. GARDE, B. P. 
Government Accountability Project. 3pp. 28415:003. 24X 

Fiche; 50-330, 84/06/26, 8501150158. 


— 8501150180 Responds to 840217 Itr re LR Romo 840109 concerns that NRC 
withheld vital info re crack in diesel generator bldg. NRC 
withheld no such info. Util 840208 evaluation of crack 
available in LPDR. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/04/03. RIEGLE, D. W. Senate. 2pp. 28415:049. 24X 

Fiche: 50-329, 84/06/26, 8501150158. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 

F. Security, medical, emergency it fire protection plans 


8501020298 Rev 2 to Corporate Plan Implementing Procedure CPIP-4. 2, 
"Training Drills it Exercises, " 

WILSON. D.L. Iowa Electric Light it Power Co. 84/11/01. 18pp. 

28142:271. 24X Fiche: 50-331, 84/1 1 /Ol, 8501020298. 


8501310407 Rev 5 to emergency plan. 

MCGAUGHY, R. W. Iowa Electric Light it Power Co. 84/11/30. 200pp. 

28656: 178. 24X Fiche: 50-331, 84/11/30, 8501310407. 


0501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. I08pp. 28692:186. 24 X Fich e: 50-000, 05/01/23, 8501230229. 


©501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. I09pp. 28692:001. 24 X Fich e: 50-000, 85/01/23, 8501230236. 


©501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments," Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24 X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports 8< related correspondence 


S501290373 Forwards Dec 1984 monthly rept per 730323 Memorandum 5* Order 
ALAB-106 it Amend 1 of CP. Rept includes Bechtel 
nonconformance repts, quality action requests, mgt corrective 
actions & quality audit findings. 

COOK, J. W. Consumers Power Co. 85/01/25. DEYOUNG, R. C. Director's 
Office, Office of Inspection and Enforcement. 10pp. 28620:111. 24X 

Fiche: 50-329, 85/01/25, 8501290373, 


8501140092 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region 111 will conduct training in 
generic aspects of radiation safety » phys ical security 8i 
emergency response to reduce reactor site training time. 

KEPPLER,J. G. Region 3, Office of Director. 84/12/28. LIU, L. Iowa 
Electric Light it Power Co. 2pp. 28377:333. 24X 

Fiche: 50-331, 84/12/28, BSOl 140092. 


8501310224 Revs to corporate plan implementing procedures including 
Rev 3 to CPIP 1. 5, Rev 2 to CPIP 2. 1 it Rev 4 to CPIP 4. 1, 

"Maint of Emergency Preparedness. " 

* Iowa Electric Light & Power Co. 84/12/31. llOpp. 28655:183. 
24X Fiche: 50-331, 84/12/31, 8501310224. 


8501160369 Requests addl exemption from requirements of 10CFR50, App R 
S< describes changes to methods of complying w/App R. Use of 
emergency diesel backed power sources for control room 
lighting proposed in lieu of 8 h battery power supply. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. 85/01/02. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 12pp. 20410:142. 

24X Fiche: 50-331, 85/01/02, 8501160369. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. 0. Division of Licensing, 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


S. Reportable occurrences, LERs ?< related correspondence 


©501310231 Interim deficiency rept re diesel fuel oil tank soils 
borings. Initially reported on 841121, No corrective actions 
necessary due to present project shutdown. 

COOK, J.W. Consumers Power Co. 84/12/21, KEPPLER, J. G. Region 3, 
Office of Director. 5pp. 28685:293. 24X Fiche: 50-329, 84/12/21, 

8501310231. 


©501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY,C. L. TDI (Transamerica Delaval, Inc. ) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Reigulation, Director. 16pp. 
28202:058. 24X Fiche: 50-000, 35/01/02, 8501070285. 


B5012a0486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec , Polycprbonate 
•filter bowl will be replaced w/(iie1;al bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche; 50-000, 85/01/22, 8501280486. 


8501160216 Advises that NRC ordered privacy feature removed from Health 
Physics Network (HPN) to reduce circuit b lockage. Mods to 
HPN scheduled for wk of 850121. 

HIND, J. A. Region 3, Office of Director, 84/01/11. LIU, L. Iowa 
Electric Light & Power Co. Ip. 28412: 158. 24X 

Fiche: 50-331, 85/01/11, 8501160216. 


8501240415 Rev 2 to Corporate Plan Implementing Procedure CPIP-1, 3, 
"Activation it Operation of Emergency Operation Facility. " 
a Iowa Electric Light & Power Co. 85/01/11. 36pp. 28526:195. 24X 

Fiche: 50-331, 85/01/11, 8501240415. 


8501280337 Forwards revised no significant hazards analysis which 
supersedes analysis attached to 841109 license amend 
request. Rev reflects proposed use of hourly fire patrol 
should fire barrier penetration seals become nonfunctional. 

MCGAUGHY, R. W. Iowa Electric Light it Power Co. 85/01/18. DENTON, H. 
Office of Nuclear Reactor Regulation, Director. 4pp. 28569:321. 

24X Fiche: 50-331, 85/01/18, B501280337, 


1, Financial information 


8501140008 Responds to 841203 ltr re financial info for 1984. 
Requirements of 10CFRl4p. 21 guaranteeing payment of deferred 
premiums satisfied. 

SALTZMAN, J. Assistant Director for State it Licensee Relations, 
85/01/08. REHNSTRDM, J, R. Iowa Electric Light it Power Co, Ip. 
28390:334. 24X Fiche: 50-331, 85/01/08, 8501 140008. 
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p Operating license stage documents *t correspondence 


0501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
iOCFRSO. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants, *’ Svc list encl. 
EISSNWUTfD 6 Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York# Inc. ISpp. 28464:230. 24X 

Fiche; 50-000.84/12/27* 8501030120. 


8501170102 Application for amend to License DPR-49* revising Tech Specs 
re operations & safety committee administrative duties. 

Portion of fee paid. 

MCOAUCHY* R- W. Iowa Electric Light & Power Co. 85/01/02. 

DENTON.H-R. Office of Nuclear Reactor Regulation* Director. 3pp. 
28425; 339. 24X Fiche: 50-331. 85/01/02. 8501170102. 


—8501170105 Proposed Tech Specs re operations & safety committee 
administrative duties. 

a Iowa Electric Light 4r Power Co. 85/01/02. 5pp. 28425:342. 
24X Fiche: 50-331. 85/01/02- 8501170102. 


85011603(80 Responds to NRC 841001 request for Tech Specs within 90 
days, reflecting limitation of opening angle for containment 
purge It vent valves. Delay of submittal until 850329 
requested to incorporate addl Tech Spec changes. 

ttCCAUCHY. R. W, Iowa Electric Light It Power Co. 85/01/04. DENTON, H. 
Office of Nuclear Reactor Regulation. Director. Ip. 28406:267. 24X 

Fiche: 50-331,85/01/04. 8501160380. 


8501250211 Application for amend to License DPR-49* consisting of 
proposed Change R7S-181> revising Tech Specs to adjust 
pressure temp operating limits for reactor vessel. Encl OE 
analysis supports proposal. Fee paid. 

riCCAUeny, R. W. lowa Electric Light It Power Co. 85/01/11. 

DOdTON, H. R. Office of Nuclear Reactor Regulation. Director. 4pp. 
28549 098. 24X Fiche; 50-331, 85/01/1 1* 8501250211. 


— 8501250220 Proposed Change RTS-181 to Tech Specs, updating pressure temp 
operating limits for reactor vessel fc lowering min temp for 
head bolting studs. 

* Iowa Electric Light te Power Co. 85/01/11. 9pp. 28549:102. 

24X Fiche; 50-331,85/01/11.8501250211. 


— 8501250227 "Duane Arnold Energy Ctr Reactor Pressure Vessel Fracture 
Toughness Analysis to 10CFR50 App ©.May 1983. " 

CAINE, T. A. ©eneral Electric Co. NEDC -30839. 84/12/31. 54pp. 

28549:111. 24X Fich e; 50-331, 85/01/11, 8501250211. 


850123039! Ack receipt of 841105 application for amend to License 
DPR-49 re m^od to automatic depressurization sys actuation 
logic. No comaient offered. 

HOgVENAGtE. T, L Iowa. State of. 85/01/14. VASSALLO. D. B. Operating 
Reactors Branch 2. Ip. 28511:225. 24X Fiche: 50-331. 85/01/14, 

8501230391. 


8501290276 Confirms info re 840801 Rev 6 to inservice testing progr** 
for pumps & valves. Response to requests for relief needed 
by 850201. 

MC 0 AU 6 HY. R. W. Iowa Electric Light It Power Co, 85/01/23. DENTON* H 
Office of Nuclear Reactor Regulation. Director. Ip. 28618:361. 
Fiche; 50-331. 85/01/23. 8501290276. 


B5012904S3 Requests extension of time to respond to Generic Ltr 84-24 
re environ qualification of electrical equipment important 
to safety. Response will be submitted within 30 days of 
receipt of ltr. or by 850214. 

MCOAUGHY. R. W. Iowa Electric Light It Power Co, 05/01/24. DENTON*^ 
Office of Nuclear Reactor Regulation. Director. Ip. 28617:024. 
Fiche: 50-331* 85/01/24. 8501290483. 


8501310420 Application for amend to License DPR‘-49. chang ing Tech Spe« 
to add documentation clarification to proposed Change 
RTS-170. 

MCGAUeHY. R. W. Iowa Electric Light St Power Co. 85/01/24. 

DENTON.H. R. Office of Nuclear Reactor Regulation, Director. 4pp 
28657:053. 24X Fiche; 50-331. 85/01/24, 8501310420. 


— 8501310424 Proposed footnotes to Tech Spec Table 3. 7-2. adding 
documentation clarification to proposed change. 

* Iowa Electric Light It Power Co. 85/01/24. Ip. 20657:057. 24* 

Fiche: 50-331, 85/01/24, 8501310420. 


Q. Inspection reports. IE Bulletins l< correspondence 


8501070631 Forwards Insp Rept 50-331/84-14 on 840926-1121: No 
noncompliance noted. 

WARNICK, R. F. Region 3. Office of Director. 84/12/10. LIU, L. Iow« 
Electric Light St Power Co. 2pp. 28217:264. 24X 

Fiche; 50-331*84/12/10. 8501070631. 


— 8501070633 Insp Rept 50-331/84-14 on 840926-1 121. No noncompl tanc* 0 ** 
deviations noted. Major areas inspected : operations, maint, 

LERs. surveillance. IE bul letins. TMZ action items, regional 
requests & plant trips. 

CLARDY.L.S. , BOYD, D. C. Region 3, Office of Director. 04/12/10, 
9pp. 28217:266. 24X Fiche: 50-331. 84/12/10, 8501070631, 


8501080081 Forwards Insp Rept 50-331/84-17 on 841124. No noncompl ianc* 
noted. 

HARRISON, J. V. Region 3, Office of Director, 84/12/17. LIU* L, Iow4 

Electric Light le Power Co. 2pp. 28246: 169. 24X 
Fiche: 50-331, 84/12/17. 8501080081. 


“BSOlOBOOp Insp Rept 50-331/84-17 on 841124, No noncompllance or 
deviation noted. Major areas inspected : actions re trip of 
unit startup transformer. 

MENDEZ. R., FALEVITS, Z, . WILLIAMS. C. C. Region 3, Office of 
Director. 84/12/13. 5pp. 28246:171. 24X Fiche: 50-331 , 84/12/17. 

8501080081. 


8501230393 Forwards responses to NRC request for addl info re analyses 
submitted in support of util power uprate application. 

ItCGAUCHY, R, tt. Iowa Electric Light & Power Co. 85/01/18. DENTON.H. 
Office of Noelear Reactor Regulation, Director, 4pp. 28511:217 
24X Fiche: 50-331. 85/01/18, 8501230393, 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. " Svc list encl. 

GRACE, J.N. Division of Emergency Preparedness It Engineering Response 
<Post 830103). 84/12/21, Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e; 50-000, 04/12/21, 8412190503. 


8501250194 Forwards nonproprietary Rev 1 to NEDO-30603-1 , "Duane Arnol 
Energy Ctr Power Uprate. " 

MCGAU^IV. R, N. Iowa Electric Light & Power Co. 85/01/18. 

SSI^*^:***' Nuclear Reactor Regulation. Director. 

28549:167. 24X Fiche; 50-331, 85/01/18, 8501250194. 


Ip. 


"Duane Arnold Energy Ctr Power Uprate. " 

, pi!3LEy,R.l.. General Electric Co. NEDO-30603-1 ROl. 
Soi250m *^*’***’ 50-331, 85/01/18, 


affUctioi, for an.«r.d to 

Mceme allowing licensee to store ECCS pump 

*«* *0 fill*, .tatu. in 1 k,p.T 10CFR50.9J. 

S3/01/18, VABSALLO.D.B. Oparatinj 
Branch 2. 28567:037, 24X Fiche: 50-331, 85/01/18, 


P'-ocMut.*, indudlaj 
• notification, Rev 2 to EPIP 2. 5 re 
iS response & Rev 14 to index. W/840121 

Power Co. 85/01/21. 39pp. 

a»»».355. Fiche: 50-331, 85/01/21. 8501280128. 


8501300674 Informs that use of preprinted ack ltr re item* of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate.no ack ltr will be issued. 

KEPPLER.u. G. Region 3, Office of Director. 84/12/2i. 

20677: 067. 24X Fiche: 50-000, 04/12/21, 


uugp.raTjion in improving initiel access time 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety# phys ical security It 
*0 reduce reactor site training time. 
KEPPLER.J 6. Region 3, Office of Director. 84/10/2B. LIU, L. 

** '^°"*^ 2pp. 28377:333. 24X 

Fiche: 50-331, 84/12/28, 8501140092 


laws 


85-001, "Continuous ©upervision of 

Irradiators. " Svc list end. 

Emergency Preparedness «j |tegfln*4*ninf Respon** 
<Post ®30103) 85/01/10. Consolidated Edison Cbf 9 # N*w York, 

Inc. 67pp. 20537:127. 24X Fiche: 50-000, 85/01/10, ^1070401. 


® Notice 85-002, "Improper Installation ft Testing of 

SdJJIL S Transmitters. “ Svc list end. 

Emergency Preparedness « Engineering 
York 7 %*^ 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000/05/01/11*8501080502 
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8501100655 IE Info Notice 85-003i "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN* E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neui 

York. Inc. 103pp. 28490:226. 24X Fic h e: 50-000. 85/01 /15. 8501 100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fi ch e: 50-000, 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments." Svc list end. 

©RACE, J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501230511 Monthly operating rept for Dec 1984. W/B501 15 Itr. 

PUTNAM. K. S. . MINECK, D. L. Iowa Electric Light Sc Power Co. 84/12/31. 
10pp. 28540:090. 24X Fiche: 50-331. 84/12/31. 850123051 1. 


S. Reportable occurrences. LERs Sc related correspondence 


8501230070 FOIA request for seven categories of documents. including 
1983 Class IE relay failures at three plants. relay failures 
discussed in IE Bulletin 84-02 Sc NRC responses to OE SlLs Sc 
SALS. 

BELL. N. Nuclear Information Sc Resource Service. 84/04/25. 
FELTON. J. M. Office of Administration. 2pp. 28536:001. 24X 

Fiche: 50-000. 84/04/25. 8501230070. 


8501230082 Further response to FOIA request for seven categories of 
documents re failures in electrical relays. Forwards App A 
documents. Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24. BELL. N. 
Nuclear Information Sc Resource Service. 2pp. 28536:003. 24X 

Fiche: 50-000. 84/05/24, 8501230082. 


8501020143 LER 84-042-00: on 841 123. reactor scram occurred as result of 
loss of nonvital buses. Caused by transformer trip from 
spurious fire protection deluge sys activation. Deluge sys 
modified. W/841221 Itr. 

MILLER, W.J.. MINECK, D.L. Iowa Electric Light Sc Power Co. 84/12/21. 
4pp. 28154:229. 24X Fiche: 50-331, 84/12/21. 8501020143. 


8501150442 LER 84-043-00: on 841206 Sc 850102. control room Intake standby 
filter unit initiated. Caused by low inlet air temp setpoint. 

Preheat coils repaired. U/e50105 Itr, 

HARRIS. M.S.. MINECK. D.L. Iowa Electric Light Sc Power Co. 85/01/05. 
3pp, 28414:289. 24X Fiche: 50-331. 85/01/05. 8501150442. 


8501150451 LER 84-044-00; on 841207. fire hose inoperab le. Caused by 
maint activities. Special Wye fitting placed on hose station 
22 to route water to fire hose. W/S50105 Itr. 

PROBST. J. R. . MINECK, D.L, Iowa Electric Light Sc Power Co. 85/01/05. 
4pp. 28414:304. 24X Fiche; 50-331. 85/01/05. 8501150451, 


8501280188 LER 84-045-00: on 841219. two secondary containment airlock 
doors opened simultaneously. Caused by ineffective door 
latching mechanism. W/8501 18 Itr. 

PROBST. J.R.. MINECK. D.L; Iowa Electric Light Sc Power Co, 85/01/18. 
3pp. 28614:146. 24X Fiche: 50-331. 85/01 /18f 8501280188, 


DOCKET 50-333 JAMES A, FtT3|mTRlCK NUCLEAR POWER PLANT 


F. Security, medical, emergency Sc fire protection plans 


S501140061 Advises that 841005 Rev 7 to physical security plan 
consistent w/provlsions of 10CFR50. 54(p ) Sc acceptable. 

MARTIN, T.T. Division of Engineering Sc Technical Programs. 84/12/31. 

BAYNE, J. P, Power Authority of the State of New York. 3|)p. 
28377:202. 24X Fiche: 50-333, 84/12/31. 8501 140061. 


f:501100621 ©eneric Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. ©. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501210316 Notification of 850129 meeting w/util in Bethesda. MD to 
discuss SPDS. Reg Guide 1.97 & detailed control room design 
review status. 

ABELSON.H. 1. Operating Reactors Branch 2. 85/01/15. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28496:351. 24X 

Fiche: 50-333. 85/01/15, 8501210316. 


J. Insurance Sc indemnity information 


8501080343 Forwards Endorsement 81 to NELIA Policy NF-208. Endorsement 
70 to MAELU Policy MF-77 Sc Endorsement 5 to NELIA 
Certificates N-7 Sc N-47 Sc MAELU Certificates M-7 Sc M-47. 

* Marsh Sc McLennan, Inc. 84/12/21. SALTZMAN. J. Assistant Director 
for State Sc Licensee Relations. 7pp. 28233:163. 24X 

Fiche: 50-000. 84/12/21, 8501080343. 


P. Operating license stage documents Sc correspondence 


8501170273 "JA Fitzpatrick Nuclear Power Plant Pump Sc Valve Inservice 
Testing Program. ” 

* Power Authority of the State of New York. 78/09/01. 97pp. 

28461:247. 24X Fiche; 50-333, 78/09/01. 8501170273. 


8501100771 Forwards notice of consideration of issuance of amend to 
License DPR-S9 Sc proposed NSHC determination Sc opportunity 
for hearing. 

ABELSON.H. I. Operating Reactors Branch 2. 84/12/10. BAYNE. J. P. 

Power Authority of the State of New York. 2pp. 28356; 181. 24X 

Fiche: 50-333. 84/12/10, 8501100771. 


— 8501100776 Notice of consideration of issuance of amend to License 
DPR-59 Sc proposed NSHC determination Sc opportunity for 
hearing. End NSHC determination available in Central Files. 
VASSALLO. D. B. Operating Reactors Branch 2. 84/12/10. Bpp. 

28356: 183. 24X Fiche: 50-333. 84/12/10. 8501100771. 


8501110394 Forwards SERs for Mark I containment long-term program Sc 
technical repts by BNL Sc Franklin Research Ctr. Mods 
acceptable. Vacuum breakers to be reviewed independently 
later. per ©eneric Ltr 83-02. Tech Spec changes requested. 

VASSALLO. D. B. Operating Reactors Branch 2. 84/12/12. MCNEILL. C. A. 

Power Authority of the State of New York. 3pp. 28374:039. 24X 

Fiche: 50-333.84/12/12. 8501110394. 


— 8501110397 Safety evaluation re Mark I containment long-term program, 
pool dynamic loads review. 

* Office of Nuclear Reactor Regulation. Director. 84/12/12. 2pp. 
28374:042. 24X Fiche: 50-333. 84/12/12, 8501110394. 


— 8501110401 Safety evaluation re Mark I containment long-term program, 
structural review, 

* Office of Nuclear Reactor Regulation. Director, 84/12/12. 3pp. 
28374: 069. 24X Fiche: 50-333. 84/12/12. 8501110394. 


8501040002 Forwards application to amend License DPR-59. replacing App B 
of Tech Specs (radiological effluent Tech Specs) Sc making 
associated additions Sc daletions to App A. 

MCNEILL. C. A. Power Authority of the State of New York. 84/12/21. 
VASSALLO. O. B. Operating Reactors Branch 2. 2pp. 28181:320. 24X 

Fiche: 50-333. 84/12/21. 8501040002. 


—8501040004 Application for amend to License DPR-59. rep lacing App B of 
Tech Specs (radiological effluent Tech Specs) Sc making 
related additions Sc deletions to App A. 

MCNEILL, c. A. Power Authority of the State of New York. 84/12/21. 
Ip. 28181:332. 24X Fiche; 50-333. 84/12/21. 8501040002. 


—8501040006 Proposed radiological effluant Tech Specs. 

* , Power Authority of the State of New York, 84/12/21. 103pp. 

2B1 8 1 ; 323. 24X Fiche; 50-333. 84/1 2/2 1 . 850 1 040002. 


8^103021? Requests addl fee for 841118 application for amend to 
Licimfe DPR-59. revising Tech Spec re CRD sys Sc standby gas 
tryatment sys. 

DI©'Q8, R. M, License Fee Management Branch. 84/12/26. BAYNE. J.P. 
P*owar Authority of tb# Btaty , pf New York. Ip. 28192:354. 24X 

Fiche: 50-333. 84/12/26. 8501030219. 
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8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49» "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. ISpp. 28464:230. 24X 

Fiche; 50-000* 84/12/27* 8501030120. 


8501170089 Forwards safety evaluation for proposed changes to Tech 
Specs to include requested addl info re refuel interlocks & 
control rod blocks. Info replaces Attachment II of 841206 
1 tr, 

MCNEILL, C. A. Power Authority of the State of New York, 85/01/10. 
VASSALLO* D. B. Operating Reactors Branch 2. Ip. 28425:347. 24X 

Fiche: 50-333* 85/01/10* 8501170089. 


— 8501170093 Safety evaluation for proposed Tech Spec changes re refuel 
interlocks & control rod b loc k s, replac ing Attachmemt II of 
841206 ltr. 

* Power Authority of the State of New York. 85/01/10. 5pp. 

28425: 348. 24X Fiche: 50-333*85/01/10* 8501170089. 


8501220543 Notification of 850128 meeting w/util in Bethesda*MD to 
discuss Multi-Plant Action B-24, “Containment Vent/Purge 
Valves. " 

ABELSON*H. I. Operating Reactors Branch 2. 85/01/15. VASSALLO. D. B. 

Operating Reactors Branch 2. Ip. 28517:362. 24X 

Fiche: 50-333. 85/01/15. 8501220543. 


8501250017 Forwards application for amend to License DPR-59, proposed 
Tech Spec changes* safety evaluation supporting amend, 
addendum to GE rept re LOCA analysis & GE supplemental 
reload licensing submittal. Fee paid. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/16. 
VASSALLO* D. B. Operating Reactors Branch 2. 2pp. 28549:263, 24X 

Fiche: 50-333. 85/01/16* 8501250017. 


— 8501250022 Application for amend to License DPR-59. deleting Tech Specs 
for discharged fuel types & cycle-specific safety analyses. 

MCNEILL. C. A. Power Authority of the State of New York. 85/01/16. 
3pp. 28549:265. 24X Fiche: 50-333. 85/01/16. 8501250017. 


— 8501250025 Proposed Tech Spec changes re Reload 6/Cycle 7. 

* Power Authority of the State of New York. 85/01/16. 10pp. 

28549:268. 24X Fiche: 50-333. 85/01/16, 8501250017. 


— 8501250028 “Safety Evaluation for Tech Spec Changes re Reload 6/Cycle 
7. " 

* Power Authority of the State of New York. 85/01/16. 6pp. 

28549; 278. 24X Fiche: 50-333* 85/01/16* 8501250017. 


— 8501250034 Addendum 4 to "LOCA Analysis Rept for JA Fitzpatrick Nuclear 
Power Plant (Lead Plant)." 

* General Electric Co. NED0-2I662-2 ADD04. 84/12/31. Spp. 
28549:284. 24X Fi che; 50-333. 85/01/16* 8501250017. 


— 8501250041 Rev 0* Class I to "Supplemental Reload Licensing Submittal 
for JA Fitzpatrick Nuclear Power Plant Reload 6. “ 

DENNISON* D. K. , ZARBIS*W. A. * CHARNLEY. J. S. General Electric Co. 
23A1S06 ROO. 84/11/30. 28pp, 28549:292, 24X 

Fiche: 50-333* 85/01/16* 8501250017. 


8501210056 Informs that util will submit changes to Tech Spec Sections 
3. 5 & 4, 5 by 850327 to eliminate diesel generator testing 
when emergency core cooling subsystems inoperable, in 
response to Generic Ltr 84-15. Other planned mods listed. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/17. 

EISENHUT.D. 6. Division of Licensing. 3pp. 28470:076. 24X 

Fiche: 50-333, 85/01/17, 8501210056. 


8501300347 Advises that QA program description change in Jul 1984 
updated FSAR acceptable. 

MARTIN* T.T. Region 1* Office of Director. 85/01/17. BAYNE* J. B. 
Power Authority of the State of New York. 4pp. 28678:232. 24X 
Fiche: 50-333* 85/01/17, 8501300347. 


8501250143 Forwards replacement pages to 840727 proposed change to 
Tech Specs re saf ety-related hydraulic «t mechanical 
snubbers* per NRC request for addl info. 

MCNEILL, C. A. Power Authority of the State of New York. 85/01/18. 
VASSALLO, D. B. Operating Reactors Branch 2. 13pp. 28549:341. 24X 

Fiche: 50-333*85/01/18, 8501250143. 


Q. Inspection reports, IE Bulletins «< correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list encl, 

GRACE, J, N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21, 'Consolidated Edison Co. of New York, 

Inc. i21pp. 28570:042. 24X Fiche: 50-000, 84/12/21* 8412190503. 


S501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators." Svc list encl. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fich e : 50-000* 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002* "Improper Installation & Testing of 
Differential Pressure Transmi tter s. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000* 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003* “Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. “ Svc list encl. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fi ch e: 50-000* 85/01/15, 8501 100655. 


8501280437 Forwards table detailing IGSCC insps conducted to date 8c 
insps & reinsps scheduled for Feb 1985 refueling outage. All 
unrepaired cracks to be reexamined* per Generic Ltr 84-11. 

MCNEILL.C. A. Power Authority of the State of New York. 85/01/15. 
VASSALLO. D. B. Operating Reactors Branch 2. Spp. 28565:173. 24X 

Fiche: 50-333, 85/01/15*8501280437. 


8501160196 IE Info Notice 85-004* “Inadequate Mgt of Security Response 
Drills. “ Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fic h e: 50-000* 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints." Svc list 
encl. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fich e; 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. “ Svc list encl. 

JORDAN* E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007* “Contaminated Radiography Source 
Shipments. " Svc list encl. 

GRACE* J. N. Division of QA* Safeguards 8< Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29, 8501250352. 


R. Periodic operating reports 8c related correspondence 


8501160597 Monthly operating rept for Dec 1984. W/850n0 ltr. 

COOK, J. , GLOVIER.H. A. Power Authority of the State of New York. 
84/12/31. 11pp. 28420:188. 24X Fiche: 50-333* 84/12/31* 8501160597. 


V. Operator Examinations 


8501110374 Responds to 840126*0907 8c 1024 Itrs re special training 
program for senior operators for dual role qualification as 
senior operators 8c shift technical advisors. Program meets 
criteria of SECY-84-355. SER encl. 

VASSALLO* D. B. Operating Reactors Branch 2. 84/12/11. BAYNE* J. P. 

Power Authority of the State of New York. 2pp. 28373:082. 24X 

Fiche: 50-333. 84/12/11* B501110374. 


—8501110378 Safety evaluation supporting advanced technical training 
program to qualify senior operators as dual-role senior 
operators Sc shift technical advisors. 

♦ Office of Nuclear Reactor Regulation* Director. 84/12/11. 2pp. 
28373:084. 24X Fiche: 50-333, 84/12/1 1 , 85011 10374. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency 8c fire protection plans 


8501100026 Requests FR publication of notice of issuance of Amend 88 
to License DPR-66* chang ing Tech Specs to conform w/STS re 
requirements of fire detection instruments. 

VARGA* S. A. Operating Reactors Branch 1. 84/12/31. MILLER, J.R. 

Operating Reactors Branch 3. 2pp. 28355:321. 24X 

Fiche: 50-334, 84/12/31* 0501100026. 


8501100652 Forwards Amend 88 to License DPR-66 Sc safety evaluation. 
Amend changes Tech Specs to conform w/STS, includ ing 
requirement to inspect in-containment areas where fire 
detection instruments have become inoperable once per 8 h. 

TAM.P. 8. Operating Reactors Branch 1. 84/12/31. CAREY* J. J. 

Duquesne Light Co, 4pp. 28356:101. 24X Fi che: 50-334* 84/12/31 , 

8501100652. 



DOCKETED ITEMS 


— 8501100660 Amend SS to License DPR-661 changing Tech Specs to conform 
w/STSj includ ing req.uirement to inspect in-containment areas 
where fire detection equipment inoperable from once per h 
to once per 8 h. 

VAROA> S. A. Operating Reactors Branch 1. 84/12/31. 5pp. 

28356: 105. 24X Fiche: 50-334, 84/12/31i 8501100652. 


— 8501100666 Safety evaluation supporting Amend 88 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director. 84/12/31. 2pp. 
28356:110. 24X Fic he: 50-334, 84/12/31 , 8501 100652. 


8501160502 Forwards Amend 89 to License DPR-66 & safety evaluation. 
Amend revises fire protection Tech Specs to identify 
conditions for operability of newly installed addl sprinkler 
sysfhose stations Sc Halon sys. 

TAMiP.S. Operating Reactors Branch 1. 85/01/04. CAREY, J. J. 

Duqoesne Light Co. Ip. 28445:001. 24X Fiche: 50-334, 85/01/04, 

8501160502. 


— 8501160506 Amend 89 to License DPR-66, revi sing fire protection Tech 
Specs to identify conditions for operability of newly 
installed addl sprinkler sys, hose stations & Halon sys. 

VARGA, 8. A. Operating Reactors Branch 1. 85/01/04. 10pp. 

28445: 002. 24X Fiche: 50-334, 85/01/04, 8501160502. 


— 8501160509 Safety evaluation supporting Amend 89 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director. 85/01/04. 3pp. 
28445:012. 24X Fiche: 50-334, 85/01/04, 8501 160502. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. i38pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501250510 Forwards Insp Rept 50-334/84-25 on 841102-1209 8c notice of 
violation. 

WENZINGER,E. C. Region 1, Office of Director. 85/01/11. CAREY, V. V. 
Duquesne Light Co. 2pp. 28562:273. 24X Fiche: 50-334, 85/01/1 1, 

8501250510. 


— 8501250513 Notice of violation from insp on 841 102-1209. Portions 
deleted <ref 10CFR73. 21). 

* Region 1, Office of Director. 85/01/11. Ip. 28562:275. 24X 

Fiche: 50-334, 85/01/11, 8501250510. 


—8501250519 Insp Rept 50-334/84-25 on 841 102-1209. Vi olati on noted: 
failure to check authorization of individual granted 
area access 8< failure of station batteries to pass design 
duty cycle tests. Portions deleted <ref 10CFR73. 21). 

TROSKOSKI, W. M. I JOHNSON, D. M. , TRIPP, L.E. Region 1, Office of 
Director. 84/12/27. 16pp. 28562:276. 24X Fiche: 50-334, 85/01/11, 

8501250510. 


8501230373 Forwards addl exemption requests re 10CFR50, App R, Section 
III.G concerning fire doors, fire dampers, primary auxiliary 
bldg/charging pump cub ic les, control room 8( main steam valve 
room. Updated summary of all App R mods also end. 

SIEBER, J. D. Duquesne Light Co, 85/01/14. VARGA, S. A. Operating 
Reactors Branch 1. 229pp. 28510:191. 24X Fiche: 50-334, 85/01/14, 

8501230373, 


8501300401 Issue 7, Rev 2 to Emergency Preparedness Plan Implementing 
Procedure EEP/IP 4. 1 "Recommendation of Offsite Protective 
Actions. " U/850121 ltr. 

CAREY, J, J, Duquesne Light Co. 85/01/21. VARGA, S. A. Operating 
Reactors Branch 1. 26pp. 28642:001, 24X Fiche: 50-334, 85/01/21, 

8501300401, 


8501290323 Confirms telcon re 850205 meeting at TMI emergency 
operations facility to discuss FEMA Category A deficiencies 
8t other offsite problems. 

MARTIN, T.T. Region 1, Office of Director. 85/01/23. MILLER, D. 
Duquesne Light Co. 2pp. 28618:358. 24X Fiche; 50-334, 85/01/23, 

8501290323. 


P. Operating license stage documents correspondence 


8501100413 Partial response to FOIA request for documents re SER - OL 
stage. Documents listed in Apps A & B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON, J.M. Division of Rules and Records. 84/07/05. BELL, N. 
Nuclear Information & Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


-8501180463 Forwards Work Assignment 2 for Project 2, "Meteorological 
Data Tape & Computer Code Support, " of technical assistance 
contract, "Meteorological Data Assessment Program. " Work 
assignment requests specific computer code support. 

FAIROBENT, J. E. Meteorology & Effluent Treatment Branch. FIN 
B-2537. 84/03/06. VAN RAMSDELL, J. Battelle Memorial Institute, 

Pacific Northwest Laboratories. 5pp. 28478:258. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


8501030053 Forwards revised application for amend to License DPR-66, 
changing Tech Specs to incorporate addl administrative 
controls to provide protection from pressure transients at 
low temp & changes to address NRC 830404 comments. 

SIEBER, J.D. Duquesne Light Co. 84/12/12. VARGA, S. A. Operating 
Reactors Branch 1. 2pp. 28163:169. 24X Fi ch e : 50-334, 84/12/ 12, 

8501030053. 


— 8501030055 Revised application for amend to License DPR-66, c hang ing 
Tech Specs to incorporate addl administrative controls to 
provide protection from pressure transients at low temp & to 
incorporate changes to address NRC 830404 comments. 

SIEBER, J.D. Duquesne Light Co. 84/12/21. Ip, 28163:171. 24X 

Fiche: 50-334, 84/12/12, 8501030053. 


— 8501030057 Proposed Tech Specs incorporating addl administrative 
controls to provide protection from pressure transients at 
low temp & changes to address NRC 830404 comments. 

* Duqoesne Light Co. 84/12/21. 18pp. 28163:172. 24X 

Fiche: 50-334, 84/12/12, 8501030053. 


8501080292 Forwards Amend 86 to License DPR-66 & safety evaluation. 
Amend changes Tech Specs to reflect revised capsule removal 
schedule recommended by Westinghouse WCAP-9660. 

TAM,P. S. Operating Reactors Branch 1. 84/12/19. CAREY, J. J. 

Duquesne Light Co. 3pp. 28271:301. 24X Fic he: 50-334, 84/12/19, 

8501080292. 


— 8501080298 Amend 86 to License DPR-66, ref lecting revised capsule 
removal schedule recommended by Westinghouse WCAP-9860. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/19. 7pp. 

28271:304. 24X Fi ch e: 50-334, 84/12/19, 8501080292. 


— 8501080303 Safety evaluation supporting Amend 86 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director, 84/12/19. 3pp. 
28271:311. 24X Fic he: 50-334, 84/12/19, 8501080292. 


8501080309 Forwards Amend 85 to License DPR-66 & safety evaluation. 
Amend allows air lock leak tests to be performed only upon 
completion of maint that could affect air lock sealing 
capability. 

TAM, P.S. Operating Reactors Branch 1. 84/12/19. CAREY, J. J. 

Duquesne Light Co. 3pp. 28271:291. 24X Fiche: 50-334, 84/12/ 19, 

8501080309. 


— 8501080315 Amend 85 to License DPR-66, al lowing air lock leak tests to 
be performed only upon completion of maint that could affect 
air lock sealing capability. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/19, 4pp. 

28271:294. 24X Fiche: 50-334, 84/12/19, 8501080309. 


— 8501080319 Safety evaluation supporting Amend 85 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director. 84/12/19. 3pp. 
28271:298. 24X Fiche: 50-334, 84/12/19, 8501080309. 


8501070619 Forwards "Control of Heavy Loads, Beaver Valley Power Station 
Unit 1," based on review of 810623,820426 841009 responses 

to 801222 generic ltr on NUREG-0612. Guidel ines in 
NUREG-0612, Section 5.1.1 satisfied. 

VARGA, S. A. Operating Reactors Branch 1. 84/12/20. CAREY, J. J. 

Duquesne Light Co. 4pp. 28236:312. 24X Fiche; 50-334, 84/12/20, 

8501070619. 


— 8412170469 "Control of Heavy Load s, Duquesne Light Co, Beaver Valley 
Power Station Unit 1, " technical evaluation rept. 

BDMBERGER, C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TER-C5506-334. 84/11/27. SINGH, A. NRC - No 

Detailed Affiliation Given. 30pp. 28236:316. 24X 

Fiche: 50-334, 84/12/20, 8501070619. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing, 84/12/27. Consolidated 
Edison Co. of New York, Inc, 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501100026 Requests FR publication of notice of issuance of Amend 88 
to License DPR-66, changing Tech Specs to conform w/STS re 
requirements of fire detection instruments. 

VARGA, S, A. Operating Reactors Branch 1. 84/12/31. MILLER, J.R. 

Operating Reactors Branch 3, 2pp. 28355:321, 24X 

Fiche: 50-334, 84/12/31, 8501100026. 
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8501100652 Forwards Amend 8Q to License DPR-66 & safety evaluation. 
Amend changes Tech Specs to conform w/STSi including 
requirement to inspect in-containment areas where fire 
detection instruments have become inoperable once per 8 h. 

TAM<P. S. Operating Reactors Branch 1. 84/12/31. CAREYj J. J. 

Duquesne Light Co. 4pp. 28356:101. 24X Fiche; 50-334. 84/12/31> 

8501100652. 


— 8501100660 Amend 88 to License DPR-66. changing Tech Specs to conform 
w/STS. including requirement to inspect in-containment areas 
where fire detection equipment inoperable from once per h 
to once per 8 h. 

VARGA. S. A. Operating Reactors Branch 1. 84/12/31. 5pp. 

28356: 105. 24X Fiche: 50-334. 84/12/31. 8501100652. 


— 8501100666 Safety evaluation supporting Amend 88 to License DPR-66. 

* Office of Nuclear Reactor Regulation* Director. 84/12/31. 2pp. 
28356:110. 24X Fic he: 50-334, 84/12/31 . 8501 100652. 


8501100709 Responds to 841214 request for extension of deadline for 
final environ qualification of electrical equipment. Request 
granted. 

DENTON. H. R. Office of Nuclear Reactor Regulation* Director, 
84/12/31. CAREY* J.J. Duquesne Light Co. 6pp. 28350:357. 24X 

Fiche; 50-334. 84/12/31, 8501100709. 


8501140140 Forwards Amend 87 to License DPR-66 & safety evaluation. 
Amend changes Tech Specs to detach schedule for containment 
Type A leak test from schedule for inservice insp, 

TAM.P. 5. Operating Reactors Branch 1. 84/12/31. CAREY* J. %J. 

Duquesne Light Co. 3pp. 28392:147. 24X Fiche: 50-334* 84/12/31* 

8501140140. 


--8501140145 Amend 87 to License DPR-66. chang ing Tech Specs to detach 
schedule for containment Type A leak test from schedule for 
inservice insp. 

VARGA.S. A. Operating Reactors Branch 1. 84/12/31. 5pp. 

28392: 150. 24X Fiche: 50-334. 84/12/31* 8501140140. 


— 8501140446 Safety evaluation supporting Amend 87 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director. 84/12/31. 2pp. 
28392: 155. 24X Fiche: 50-334* 84/12/31, 8501140140. 


8501110070 Requests remittance of fee for 841214 application* requesting 
extension of deadline date for environ qualif ication of 
certain electrical equipment. 

MILLER* W.O. License Fee Management Branch. 85/01/04, CAREY* J. J. 
Duquesne Light Co. Ip. 28369:233. 24X Fiche: 50-334, 85/01/04* 

8501110070. 


8501160502 Forwards Amend 89 to License DPR-66 & safety evaluation. 
Amend revises fire protection Tech Specs to identify 
conditions for operability of newly installed addl sprinkler 
sys. hose stations & Halon sys. 

TAM. P. S. Operating Reactors Branch 1. 85/01/04. CAREY. J. J. 

Duquesne Light Co, Ip. 28445:001. 24X Fiche: 50-334. 85/01/04* 

8501160502- 


— 8501160506 Amend 89 to License DPR-66* revising fire protection Tech 
Specs to identify conditions for operability of newly 
installed addl sprink ler sys. hose stations St Melon sys. 

VARGA.S. A. Operating Reactors Branch 1. 85/01/04. lOpp, 

28445; 002. 24X Fiche: 50-334. 85/01/04. 8501160502. 


■8501160509 Safety evaluation supporting Amend 89 to License DPR-66. 

* Office of Nuclear Reactor Regulation, Director. 85/01/04. 3pp. 
28445: 012. 24X Fiche: 50-334. 85/01/04, 8501160502. 


8501220276 Forwards response to NRC 840702 request for addl info re 
NUREG-0737* Item II.D. 1* "Testing of Saf ety/Rel lef Valves." 
SIEBER.J. D. Duquesne Light Co. 85/01/10. VARGA* S. A. Operating 
Reactors Branch 1. 24pp. 28493:175. 24X Fiche: 50-334* 85/01/10* 

8501220276. 


8501230192 Forwards response to conditional items per 841108 SER on 
Generic Ltr 83-28* Item 4.3 "Reactor Trip Breaker Automatic 
Shunt Trip. " Addl info justifying addition of status lights 
for bypass breakers also end. 

SIEBER, J. D. Duquesne Light Co. 85/01/14. VARGA* S. A, Operating 
Reactors Branch 1, 9pp. 28513:257. 24X Fiche: 50-334* 85/01/14, 

8501230192. 


8501300551 Authorizes closeout of Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. 

EISENHUT.D. 6. Division of Licensing. 85/01/17. LAINAS, G. C. 
Assistant Director for Operating Reactors, Ip. 28684: 152. 24X 

Fiche: 50-000* 85/01/17. 8501300551. 


— S501300565 Requests approval to close out Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. No active applications exist 
in NRR. 

WICGINTON, D. L. Operating Reactors Branch 1. 85/01/11. 

EISENHUT. D. G. Division of Licensing. 2pp. 28684:153. 24X 

Fiche: 50-000. 85/01/17. 8501300551. 


8501300511 Requests assistance in conducting review of end 841219 
amend request. Confirmation of 850331 due date or submittal 
of revised date requested. W/o end. 

EISENHUT. D. G. Division of Licensing. 85/01/24. STAROSTECKI, R. 
Region 1* Office of Director. 2pp. 28684:068. 24X 

Fiche: 50-334. 85/01/24* 8501300511. 


Q. Inspection reports* IE Bulletins & correspondence 


8501070336 Responds to Insp Rept 50-334/84-21 open items* including 
NUREG-0737, Items II. B. 3, "Post-Accident Sampling Sys," 

II.F, 1, "Noble Gas Effluent Monitor" Se III.D.3.3, "In-Plant 
Radioiodine Instrumentation. " 

CAREY* U.J. Duquesne Light Co. 84/12/06. MARTIN* T. T. Division of 
Engineering Sc Technical Programs. 16pp. 28203:001. 24X 

Fiche: 50-334,84/12/06* 8501070336. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness St Engineering Response 
<Po5t 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501110509 Ack receipt of 841129 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-334/82-30. 

Corrective & preventive actions will be examined during 
future insp. 

MARTIN* T.T, Division of Engineering St Technical Programs. 84/12/28. 

CAREY, J.J. Duquesne Light Co. 2pp. 28362:205. 24X 

Fiche: 50-334*84/12/28* 8501110509. 


8501140140 Forwards Amend 87 to License DPR-66 St safety evaluation. 
Amend changes Tech Specs to detach schedule for containment 
Type A leak test from schedule for inservice insp. 

TAM*P.S. Operating Reactors Branch 1. 84/12/31. CAREY. J.J. 

Duquesne Light Co. 3pp. 28392:147. 24X Fiche: 50-334* 84/12/31* 

8501140140. 


— 8501140145 Amend 87 to License DPR-66* changing Tech Specs to detach 
schedule for containment Type A leak test from schedule for 
inservice insp. 

VARGA.S. A. Operating Reactors Branch 1. 84/12/31. 5pp. 

28392: 150. 24X Fiche: 50-334, 84/12/31* 8501140140. 


— 8501140446 Safety evaluation supporting Amend 87 to License DPR-66. 

* Office of Nuclear Reactor Regulation* Director. 84/12/31. 2pp. 
28392:155. 24X Fi c he: 50-334, 84/12/31* 8501 140140. 


8501210109 Ack receipt of 841229 ltr re SALP Repts 50-412/84-06 St 
50-334/84-13. Problems believed properly addressed Sc 841029 
meeting left understanding that no further mgt meeting or 
written repts required on subjs. 

WOOLEVER* E. J. Duquesne Light Co. 85/01/08. STAROSTECKI, R. Region 
1* Office of Director. Ip. 28471:065. 24X Fiche: 50-334, 85/01/08* 

8501210109. 


8501070401 IE Info Notice 85—001* "Continuous Supervision of 
Irradiators. " Svc list end, 

GRACE* J. N. Division of Emergency Preparedness Se Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002* "Improper Installation St Testing of 
Differential Pressure Transmitters- " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


8501250510 Forwards Insp Rept 50-334/84-25 on 841J0?rl209 Se notice of 
violation. 

WENZINGER*E. C. Region 1* Office of Director. 85/01/11. CAREY* J. J. 
Duquesne Light Co. 2pp. 28562:273. 24X Rich •>^334*85/01/11* 

8501250510. 


^-8501250513 Notice of violation from insp on 841 102-1209. Portions 
deleted (ref 10CFR73. 21). 

a Region 1* Office of Director. 85/01/11. ip. 28562:275. 24X 

Fiche: 50-334, 85/01/11,8501250510. 
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— S50i250519 Insp Rept 50-334/84-25 on 841 102-1209. Violation noted- 
failure to check authorization of individual granted 
area access & failure of station batteries to pass design 
duty cycle tests. Portions deleted (ref 10CFR7321) 

TROSKOSKI. W. M. , JOHNSON, D. M. , TRIPP, L.E. Region 1. Office of 
Director. 84/12/27. 16pp. 28562:276. 24X Fiche: 50-334, 85/01/1 1, 

8501250510. 


8501310199 LER 84-018-00: on 841205, ac tua 1 pressurizer high level 
reactor trip setpoint found to be in excess of Tech Spec 
limit. Caused by discrepancy in calibr procedures for 
instrumentation. Procedure revised. W/S50104 Itr. 

MCGHEE, T.M., LACEY, W. S. Duquesne Light Co. 85/01/04. MURLEY, T E 
Region 1, Office of Director. 4pp. 28685:257 24X 

Fiche: 50-334, 85/01/04, 8501310199 


8501220386 Responds to NRC 841022 questions re methods for surveillance 
& control of asiatic clams. Info previously submitted per 
end refs. Documentation for IE Bulletin 81-03 submittal 
reviewed in NRC Insp Rept 50-334/81-15. C loseout requested. 

SIEBER,J. D. Duquesne Light Co. 85/01/14. VARGA, S. A. Operating 
Reactors Branch 1. 3pp. 28494:129. 24X Fi che: 50-334, 85/01/14, 

8501220386. 




part 21 rept re lost adhesives on epoxy used to 
of chlorine probes tog ether. Caused by high temp used in 
thermal aging. S&W & Bechtel advised of incident. 

I' Voltage Engineering Corp. 85/01/07. Director's 
Office, Office of Inspection and Enforcement. Ip. 28361:227 24X 

Fiche: 50-000, 85/01/07, 8501140185. ^ 


8501100655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196 


~ ^ w,. j, icsaur i s er coae sarery relief var 

u sent out for testing during fourth refueling outage due 
to abnormal temp indications received during startup 
following third refueling outage. W/85010S Itr. 

MCGHEE, T.M., LACEY, W. S. Duquesne Light Co. 85/01/08. MURLEY, T E 
Region 1, Office of Director. 5pp. 28677-218 24X 

Fiche: 50-334, 85/01/08, 8501300553 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 

medical, emergency & fire protection plans 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


»3Oi2l0010 Forwards Safeguards Insp Repts 50-335/84-1] 
violations or deviations identified. 
DANCE, H. C. Region 2, Office of Director. 84/05/07. 
Florida Power Sc Light Co. 2pp. 28501- 014 24X 

Fiche: 50-335,84/05/07, 8501210010 


•11 OU-aBV/B4-13 


WILLIAMS, J. W. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212), 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352, 


R. Periodic operating reports & related correspondence 


8501240215 Monthly operating rept for Nov 1984. W/841210 Itr. 
EICHER,J. , CAREY, J.J. Duquesne Light Co. 84/11/30. 6pp. 
28542:322. 24X Fiche: 50-334, 84/1 1/30, 8501240215. 


8501100031 Monthly NPDES discharge monitoring rept for Nov 1984. 
FEITKNECHT, C. Duquesne Light Co. 84/12/27, REID, R. W. Operating 
Reactors Branch 4. 16pp. 28349:234. 24X Fiche: 50-334, 84/12/27, 

8501100031. 


S. Reportable occurrences, LERs it related correspondence 


^ f. 50-335/84-11 it 50-389/84-13 on 

840417— 20. No noncomp 1 iancc noted. Major areas inspected: 
review of Rev 8 to physical security plan & implementing 
instructions. Details withheld (ref 10CFR2. 790 Sc 73.21). 

TILLMAN, A, , MCGUIRE, D. R. Region 2, Office of Director. 84/05/03. 
Ip. 28501:016. 24X Fiche: 50-335, 84/05/07, 8501210010. 


, , — ■ - — • — .n T-iiioings OH wTiase or 6c associate 

local emergency plans re facilities. 

DANCE, H.C. Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 

** ^P' 26896:140. 24X Fiche: 50-000, 

84/06/08,8410100065. 






J. 17 .7 ----- v* -wwB* w pi-epareoness 

protecting public in event of radiological emergency. 

Approval conditional on verification of alert Sc notification 
^ NURE0-0654/FEMA-REP-l,Rev 1. 

Emergency Management Agency. 84/02/15. 

Executive Director for Operations. Ip. 
26896:141. 24X Fich e: 50-000, 84/06/08, 8410100065. 


8501080503 Forwards draft SER re procedures generation package. Open 
XT 0 nis should bo addressed to complsta Tevieui. 

MILLER, J. R. Operating Reactors Branch 3. 84/12/18, WILLIAMS, J. W 

Florida Power Sc Light Co. 2pp, 28264:327. 24X 

Fiche: 50-335, 84/12/18, 8501080503 


8501110082 LER 84-015-00: on 841201,24 steam generator A U-tubes found 
w/degradation in excess of 40X. Cause not stated. Tubes 
plugged. W/841215 Itr. 

MCGHEE, T. , LACEY, W.S. Duquesne Light Co. 84/12/15. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 28362:109. 24X 

Fiche; 50-334, 84/12/15, 8501110082. 


8501100812 LER 84-006-01; on 840621, test methods used on 120-volt dc 
station batteries determined inadequate. Cause not stated. 

Station batteries replaced. New battery duty curvet it test 
procedures developed. W/841219 Itr. 

DRUGA, R. J, I LACEY, W.S. Duquesne Light Co. 84/12/17. MURLEY, T. E. 
Region 1, Office of Director. 5pp. 28345:309. 24X 

Fiche: 50-334,84/12/17, 8501100812. 


850117025:8 LER B4rQ16-00: on 841027, due to metal filings found in 
seismic ssTisor> spare defective sensor used. Defective sensor 
returned to vendor for repair but not returned to util 
Within 90 days. Caused by personnel error. W/84122e Itr. 

DRUOAfRva., LACEY, W.S. Duquesne Light Co. 84/12/20. MURLEY, T. E. 
Region 1, Office of Director. 4pp. 28445:242. 24X 

F I t ha : 50r7334, 84/12/20, 8501 1 70258. 


B5P108Q0(^5 infpfmf that actions for resolving environ qualification 
deficianciss for cold lag safety injection branch line flow 
Transmitters FT-SI-961, 962 & 963 stated in 841129 rept will 
differ. Rosamount Transmitter FT-SI-943 installed. 

SIEBER, J. D. Duquesne Light Co. 85/01/02. VARGA, 8. A. Operating 
Reactors Branch 1. 2pp. 28234:020. 24X Fiche: 50-334, 85/01/02, 

85P10800P5. 


•85P1080508 Draft SER re procedures generation package. 

* Office of Nuclear Reactor Regulation, Director. 84/12/18, 
11 pp. 28264:329. 24X Fiche: 50-335, 84/12/18, 8501080503. 


- WW a'-r pLWViiif IIU W JL U 6 g 

it addl example identified on 841 101. Imp! ementation of 
corrective actions will be examined during future insps. 
OLSHINSKI, J. A. Region 2, Office of Director. 84/12/18. 
WILLIAMS, J. W, Florida Power S< Light Co. 2pp. 28465*229 
Fiche: 50-335, 84/12/18, 8501180054. 


•8501180076 Forwards Insp Repts 50-335/84-25 it 50-389/84-27 on 
840812’”0915 notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/10/05. WILLIAMS, J W 
Florida Power it Light Co. 2pp. 28465:234 24X 

Fiche: 50-335. 84/12/18,8501180054. 


•85011B0093 Insp Repts 50-335/84-25 8< 50-389/84-27 on 840812-0915. 
Violation noted; control of activities not sufficient to 
prevent damage to safety-related electrical cables during 
removal of flamastic fira barrier. 

FEIERABEND, C, D. , BIBB, H. E. , ELROD, S, A. Region 2, Office of 
Director. 84/10/03. lOpp, 28465:238 . 24X Fiche: 50-335, 84/12/18, 

8501180054. 
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8501020353 Informs of schedule for submittal of supplemental detailed 
control room design review summary repts* per 841106 
request & as discussed at 841002 meeting. Items to be 
addressed in suppl listed. 

WILLIAMS* J. W, Florida Power St Light Co. 84/12/26. ElSENHUTi D. 0. 
Division of Licensing. VAROA* S. A. Office of Nuclear Reactor 
Regulation* Director. 3pp. 28138:021. 24X Fiche: 50-000, 84/ 12/26* 

8501020353. 


8501030059 Forwards Rev 4 to fire hazard analysis. NRC audit scheduled 
for Feb 1985. Formal disposition of exemption requests 
required by second wk of Jan 1985. 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/31. EISENHUT, D. S. 

Division of Licensing. 2pp. 28163:167. 24X Fiche: 50-335, 84/12/31* 

8501030059. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150181 Revised emergency plan implementing procedures, including 
1103 re duties of emergency info manager, offsite emergency 
organization Sc 1104 re duties of emergency security manager, 
offsite emergency organization. W/S50109 ltr. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/09. O'REILLY, J. P. 
Region 2, Office of Director. 42pp. 28380:232. 24X 

Fiche; 50-000. 85/01/09. 8501150181. 


8501180048 Forwards info supplementing 841004 & 1101 Itrs providing 
addi info re SPDS implementation plan Sc parameter selection 
rept.per 840815 Sc 0914 requests. 

WILLIAMS* J. W. Florida Power Sc Light Co. 85/01/14. EISENHUT* D. G. 

Division of Licensing. 3pp. 28455:007. 24X Fiche: 50-000, 85/01/14. 

3501180048. 


8501250110 Rev 7 to Emergency Plan Implementing Procedure 3100032E, 
"On-Site Support Ctrs. " W/850121 ltr. 

it Florida Power Sc Light Co. 85/01/21. O'REILLY, J. P. Region 2, 
Office of Director. 8pp. 28551:351. 24X Fiche: 50-335, 85/01/21, 
8501250110. 


P. Operating license stage documents Sc correspondence 


8407270285 Requests NRC delete requirement for prior approval on 
insulating matls for new power cable installation. Request 
would allow util to purchase cable in same manner other 
Class IE equipment procured. 

WILLIAMS, J. «. Florida Power Sc Light Co. 84/07/24. EISENHUT, D. G. 

Division of Licensing. 2pp. 25788:251. 24X Fiche: 50-335, 84/07/24. 

S4072702S5. 


8501080488 Requests addl info Sc clar if ication re license amend 
applications by 841228. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/07, WILLIAMS, J. W. 

Florida Power Sc Light Co. 5pp. 28264:356. 24X 

Fiche: 50-335, 84/12/07, 8501080488. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co, of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000. 84/12/27, 8501030120. 


8501160018 Forwards request for addl info re 831108 response to Generic 
Ltr 83-28, Items 4.2.1 Sc 4.2.2 re reactor trip breakers. Info 
requested within 30 days. 

MILLER, J.R. Operating Reactors Branch 3, 85/01/07. WILLIAMS, J. W. 

Florida Power St Light Co. 6pp. 28437:353. 24X 

Fiche: 50-335,85/01/07, 8501160018. 


8501150082 Forwards addl info re safe load paths, testing of crane 
controls Sc special lifting devices in response to NRC 
B30524 review of util response to NUREG-0612, "Control of 
t Nuclear Power Plants, " 

Florida Power S< Light Co. 85/01/10. MILLER, J. R. 
branch 3. 11pp. 28388:182. 24X 

10,8501150082. 


Lcense amend fee, in response to 8412S1 request, 
ida Power Sc Light Co. 85/01/11, DIGGS, R. M. 
mt Branch. Ip. 28421:351. 24X 

.1,8501170204. 


8501230481 Requefsts addl drawings Sc procedures resulting from Dec 1984 
site, visit re Task Action Plan A-45, *‘DHR, " 

MILLER, J.R. Operating Reactors Branch 3. 85/01/14. WILLIAMS, J. W. 

Florida Power Sc Light Co. Ip. 28537:001. 24X Fiche: 50-335, 

85/01/14,8501230481. 


— 8412270324 Forwards request for info on Task Action Plan A-45 "DHR, " 
including plant drawings circled on end list Sc copy of 
emergency operating procedures for hurricane, tornado Sc 
external flooding. 

MCCANN, M. W. Jack R. Benjamin Sc Associates, Inc. 84/12/19. 

SELLS, D.E. NRC - No Detailed Affiliation Given. 30pp. 28537:002. 

24X Fiche: 50-335, 85/01/14, 8501230481. 


8501280743 Informs of proposed 1-day visit to corporate ofcs to discuss 
util views on NUREG-0SB5 re regulatory requirements believed 
to have marginal importance to safety which have high 
burdens on utils or NRC. Proposed rule end, 

VARGA* S. A. Operating Reactors Branch 1. 85/01/14. WILLIAMS* J. W. 

Florida Power Sc Light Co. Spp. 28629:096. 24X 

Fiche: 50-000, 85/01/14, B5012S0743. 


8501240146 Responds to NRC 841109 ltr re containment purge Sc vent valve 
operability. Purging limitations inappropr iate Sc should be 
removed. Description of 40 degree opening limitation Sc valve 
test insp requirement will be included in next FSAR update. 

WILLIAMS. J. W. Florida Power Sc Light Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28528:222. 24X 

Fiche: 50-335, 85/01/18, 8501240146. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501210010 Forwards Safeguards Insp Repts 50-335/84-11 Sc 50-389/84-13 
on 840417-20. No violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/05/07. WILLIAMS, J. W. 
Florida Power Sc Light Co. 2pp. 28501:014. 24X 

Fiche; 50-335, 84/05/07. 8501210010. 


— 8501210015 Safeguards Insp Repts 50-335/84-11 Sc 50-389/84-13 on 
840417-20. No noncompliance noted. Major areas inspected; 
review of Rev 8 to physical security plan Sc implementing 
instructions. Detai 1 s withheld (ref 10CFR2. 790 Sc 73.21). 

TILLMAN.A. , MCGUIRE, D. R. Region 2, Office of Director. 84/05/03. 
Ip. 28501:016. 24X Fiche: 50-335, 84/05/07. 8501210010. 


8501180193 Forwards Exam Rept 50-335/OL-84-02 of exam administered 
during wk of 640921. Table of exam results (End 2) withheld 
(ref 10CFR2. 790). 

BROWNLEE, V. L. Region 2, Office of Director. 84/10/31. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28465:133. 24X 

Fiche: 50-335, 84/10/31, 8501180193. 


— 8501180203 Exam Rept 50-335/0L-84-02 administered on 840921. Exam 
results: cand idate passed. 

JOHNSON, A. M. , WILSON.B. A. Region 2, Office of Director. 84/10/24. 
11pp. 28465:135. 24X Fiche: 50-335, 84/10/31, 8501 180193. 


8501210005 Forwards Insp Repts 50-335/84-31 Sc 50-389/84-37 on 
841014-11 17. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/29. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28501:209. 24X 

Fiche: 50-335, 84/11/29, 8501210005. 


— 8501210007 Insp Repts 50-335/84-31 Sc 50-389/84-37 on 841014-1 1 17. No 
violations or deviations noted. Major areas inspected: plant 
operation, surveillance observation, maint observation, IE 
bulletins, refueling activities Sc license conditions. 

FEIERABEND, C. D. , BIBB, H. E. , STETKA, T. F. Region 2, Office of 

Director. 84/11/28. 10pp. 28501:211. 24X Fiche; 50-335, 84/1 1/29, 

8501210005. 


8501210002 Forwards Insp Repts 50-335/84-32 Sc 50-389/84-32 on 
841105-08. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/30. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28501:221. 24X 

Fiche: 50-335, 84/11/30, 8501210002. 


— 8501210004 Insp Repts 50-335/84-32 Sc 50-389/84-32 on 841105-08. No 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters, inservice 
insp, IE bulletins Sc inspector followup items. 

CROWLEy,B. R. , BLAKE, J.J. Region 2, Office of Director. 84/11/29. 
10pp. 28501:223. 24X Fiche: 50-335, 84/1 1/30, 8501210002. 


8501180054 Ack receipt of 841204 response to 841005 notice of violation 
Sc addl example identified on B41101. Implementation of 
corrective actions will be examined during future insps, 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/18. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28465:229. 24X 

Fiche: 50-335, 84/12/18. 8501180054, 


— 8501180067 Responds to NRC 841005 ltr re violations noted in Insp Repts 
50-335/84-25 Sc 50-389/84-27, Corrective action; personnel who 
failed to follow initial precautions given disciplinary 
action. 

WILLIAMS, J. W, Florida Power Sc Light Co. 84/12/04. 0 'REILLY, J, P. 

Region 2, Office of Director. 3pp. 28465:231. 24X 

Fiche: 50-335, 84/12/18, 8501180054. 
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— 850118007^ Forwards Insp Repts 50-335/84-25 & 50-389/84-27 on 
840812-0915 & notice of violation. 

LEWISiR. C. Region 2 , Office of Director. 84/10/05. WILLIAMS, J. W. 

Florida Power & Light Co. 2pp. 28465:234. 24X 

Fiche: 50-335, 84/12/18, 8501180054. 


— 8501180081 Notice of violation from insp on 840812-0915. 

.» Region 2, Office of Director. 84/10/05. 2pp. 28465:236. 24X 

Fiche: 50-335, 84/12/18, 8501180054. 


— 8501180093 Insp Repts 50-335/84-25 & 50-389/84-27 on 840812-0915. 
Violation noted: control of activities not sufficient to 
prevent damage to safety-related electrical cables during 
removal of flamastic fire barrier. 

FEl ER ABEND, C. D. . BIBB,H. E. , ELROD. S. A. Region 2, Office of 
Director. 84/10/03. 10pp. 28465:238. 24X Fiche: 50-335, 84/12/18, 

8501180054. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501210307 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct violations & deviations noted in Insp Repts 
50-250/84-25 & 50-251/84-26. 

OLSHINSKI Region 2, Office of Director. 84/12/21. WILLIAMS, U, W. 
Florida Power & Light Co. Ip. 28607:311. 24X Fiche: 50-000. 

84/12/21, 8501210307. 


— 8501210314 Forwards Insp Repts 50-250/84-25, 50-251/84-26, 50-335/84-26 Sc 
50-389/84-28 on 840813-0907 Sc notices of violation & 
deviation. Weaknesses identified in some areas of training 
organization. 

LEWIS. R.C. Region 2, Office of Director. 84/11/01. WILLIAMS, J. W. 

Florida Power Sc Light Co. 2pp. 28607:316. 24X 

Fiche: 50-000, 84/12/21 , 8501210307. 


— 8501210323 Insp Repts 50-250/84-25,50-251/84-26,50-335/84-26 Sc 
50-389/84-28 on 840813-0907. Violation 8< deviation noted; 
failure to follow procedure specifying retiuired on-the-job 
training req.uirement s for shift technical advisors. 

FALCONER, D., JULIAN, C. A. Region 2, Office of Director. 84/10/15. 
24pp. 28607:321. 24X Fiche: 50-000, 84/12/21, 8501210307. 


8501210174 Ack receipt of 841207 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-335/84-29 Sc 
50-389/84-35. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/24. 

WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28494:317. 24X 

Fiche: 50-335, 84/12/24, 8501210174. 


— 8501210186 Responds to NRC 841107 Itr re violations noted in Insp Repts 
50-335/84-29 Sc 50-389/84-35. Corrective actions: individuals 
involved instructed to wear proper protective clothing Sc to 
comply w/all requirements. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/12/07. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28494:318. 24X 

Fiche; 50-335, 84/12/24, 8501210174. 


— 8501210190 Forwards Insp Repts 50-335/84-29 Sc 50-389/84-35 on 
841015-19 Sc notice of violation. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/11/07. 
WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28494:320. 24X 

Fiche: 50-335, 84/12/24, 8501210174. 


— 8501210200 Notice of violation from insp on 841015-19. 

e Region 2, Office of Director. 84/11/07, Ip. 28494:322. 24X 

Fiche: 50-335, 84/12/24, 8501210174. 


— 8501210208 Insp Repts 50-335/84-29 Sc 50-389/84-35 on 841015-19. 
Violation noted : fai 1 ure to follow radiation work permit 
procedure. 

HOSEY, C. M. , JENKINS, G.R. Region 2, Office of Director. 84/11/02. 
7pp. 28494:323. 24X Fiche: 50-335, 84/12/24, 8501210174. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc, 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche; 50-000, 85/01/11, 8501080502. 


S501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15, Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fi c h e : 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports St related correspondence 


8501240010 Monthly operating repts for Nov 1984. W/841217 Itr. 
GRANT, N.W., WILLIAMS, J. W. Florida Power 8« Light Co. 84/11/30. 
17pp. 28542:153. 24X Fiche: 50-000, 84/1 1/30, 8501240010. 


S. Reportable occurrences. LERs Sc related correspondence 


8501230536 Forwards engineering evaluation rept, "LERs That Address 
Situations Which Potentially Could Result in Overloading 
Electrical Equipment in Emergency Power Sys or Prevent 
Operation of Onsite Power Sys Sequencer. " 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. SEYFRIT, K. V. 

Reactor Operations Analysis Branch. Ip. 28536:269, 24X 

Fiche: 50-000, 84/11/06, 8501230536. 


— 8501230545 "LERs That Address Situations Which Potentially Could Result 
in Overloading Electrical Equipment in Emergency Power Sys 
or Prevent Operation of Onsite Power Sys Sequencer, " 
engineering evaluation rept. 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. 13pp. 

28536:270. 24X Fich e: 50-000, 84/ 1 1/06, 8501230536. 


8501100360 Special rept: on 841207-19, 10-meter elevation wind direction 
instruction out of svc. Caused by open circuit in instrument 
potentiometer. Repair delayed due to difficulty in obtaining 
replacement part. 

WILLIAMS, J. W. Florida Power & Light Co. 84/12/27, O'REILLY, J. P. 
Region 2, Office of Director. Ip. 28348:042, 24X 

Fiche: 50-335, 84/12/27, 8501100360. 


V. Operator Examinations 


8501180193 Forwards Exam Rept 50-335 /OL-84 -02 of exam administered 
during wk of 840921. Table of exam results (Enel 2) withheld 
(ref 10CFR2. 790). 

BROWNLEE, V. L. Region 2, Office of Director. 84/10/31. 

WILLIAMS, J. W. Florida Power & Light Co. 2pp. 28465:133. 24X 

Fiche: 50-335, 84/10/31, 8501180193. 


— 8501180203 Exam Rept 50-335/0L-84-02 administered on 840921, Exam 
results; candidate passed. 

JOHNSON, A. M. , WILSON, B. A. Region 2, Office of Director, 84/10/24. 
11pp. 28465:135. 24X Fiche: 50-335, 84/10/31, 8501180193, 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8501150178 Responds to FOIA request for SECY-84-176. SECY end. 

FELTON, J.M, Division of Rules and Records. 84/07/03. WISE, J. R. 
Bishop, Liberman, Cook, Purcell & Reynolds. Ip. 28392:290, 84X 

Fiche: 50-336, 84/07/03, 8501150178. 
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— 8405180023 Recommends 
position to provide 
operations facility 
from site. 


Commission agree ui/staff approval of licensee 
alternate location for certain emergency 
functions. Alternate facility 40 miles 


DIRCKSf W. J. Office of the Executive Director for Operations. 
SECY-84-176. 84/04/26. 14pp. 28392:291. 24X 

Fiche: 50-336. 84/07/03. 8501150178. 


8501080186 Rev 15 to emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/12/14. EISENHUT. D. G. NRC - No Detailed Affiliation Given. 27pp. 
28232: 108. 24X Fiche: 50-245. 84/12/14. 8501080186. 


8501160043 Informs that Rev 15 to emergency plan implemented. Rev meets 
intent of stds of 10CFR50. 47( b ) & lOCFRSO.App E. 

COUNSIL. W. G. > SEARS. C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. N. G. Northeast Utilities. 84/12/21. 
MURLEY.T. E. Region 1, Office of Director. Ip. 28421:002. 24X 

Fiche: 50-245, 84/12/21, 8501160043. 


8501100165 Forwards Insp Repts 50-245/84-26 S< 50-336/84-24 on 841028- 
1208. No violations noted. 

WENZINGER. E. C. Division of Project 8e Resident Programs. 84/12/26. 
COUNSIL, N. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28348:068. 24X Fiche : 50-245, 84/12/26. 8501 100165. 


P Operating license stage documents & correspondence 


8501080638 Responds to 840312 request for relief from ASME Code 
requirements of full-stroke testing of four safety injection 
tank outlet check valves. Rel i ef not granted. Justification 
that flow rate meets design requirements essential. 

MILLER. J.R. Operating Reactors Branch 3. 84/12/07. COUNSIL. W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
28243:358. 24X Fiche: 50-336. 84/12/07, 8501080638. 


8501080182 Forwards request for addl info re util 831108 response to 
Generic Ltr 83-28, Items 4.2.1 St 4.2.2, "Preventive Maint 
Program for Reactor Trip Breaker/Maint St Trending. " Info 
requested within 30 days of ltr receipt. 

MILLER. J.R. Operating Reactors Branch 3. 84/12/11. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 5pp. 
28273:168. 24X Fiche: 50-336, 84/12/11, 8501080182. 


6501080205 Forwards staff position on automatic isolation of normally 
open purge valves, in response to 840711 justification for 
not requiring hydrogen purge valve to close on high 
radiation signal. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/11. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 
28273:096. 24X Fich e: 50-336, 84/12/11, 8501080205. 


— 8501100191 Insp Repts 50-245/84-26 8e 50-336/84-24 on 841028-1208. No 
violations noted. Major areas inspected ; evaluation of plant 
operations, equipment alignment & readiness, rad iation 
protection, ph ysical security & fire protection. 

SHEDLOSKY, J. T. Region 1, Office of Director. 84/12/21. 9pp. 
28348: 070. 24X Fiche: 50-245, 84/12/26, 8501100165. 


8501100521 Forwards FEMA final exercise rept re 831D05 joint exercise 
of state local radiological emergency preparedness plans. 

Rept to be sent by FEMA to State of CT requesting schedule 
of corrective actions for noted deficiencies. 

MARTIN, T.T. Division of Engineering & Technical Programs. 84/12/27. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 2pp. 28348:122. 24X Fiche : 50-336, 84/12/27, 8501 100521. 


8501080228 Revised emergency plan implementing procedures, including 
EPIP-4201, "Radiological Dose Assessment," EPIP-4223, 

"Computerixed Calculations of Offsite Gaseous Concentrations 
Doses - Puff Model" & forms index. W/850102 ltr. 

COUNSIL, W.G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). CQUNSIL,M. G. Northeast Utilities. 85/01/02. 89pp. 

28232:001. 24X Fiche: 50-245. 85/01/02, 8501060228. 


8501170134 Forwards Draft 2 of Rev 0 to emergency plan, per commitment 
made in util 840629 ltr. Plan tentatively scheduled to become 
effective on 850901. Submittal of plan considered sufficient 
to close put Unit 3 SER Open Item 17. 

COUNSIL, W. G. Northeast Nucleai' Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G, Northeast Utilities. 65/01/02. 

MILLER, J.R. Operating Reactors Branch 3. ZWOLINSKI, J. A. Operating 
Reactors Branch 5. YOUNGBLOOD, B, J. Licensing Branch 1. 2pp. 

28423: 301. 24X Fiche: 50-245, 85/01/02, 8501170134. 


—8501170143 Draft 2 of Rev 0 to emergency plan. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
85/01/31. 200pp. 28423:303. 24X Fiche: 50-245, 85/01/02, 

8501170134, 


8501080175 Revised corporate organization for nuclear incidents 
procedures, including Rev 7 to CONI 4.02 re on-call manager 
of radiological consequence assessment, responsibilities & 
general guidel ines. W/850103 ltr. 

RODGERS, R. L. , COUNSIL, W. G. Northeast Utilities. 85/01/03. 54pp. 

28231:178. 24X Fiche: 50-000, 85/01/03, 8501080173, 


B5011Q0621 Generic Ltr 83-01 to all power reactor licensees & all 
applicants for power reactor licensas re Fire Protection 
Policy Steering Committes rept. Sve list «ncl. 

EISENHUT, D. G. Division of Licensing, 85/01/09. Consolidated 
Edison Co. of N»w Vork,< Inc, ISSpp, 67718:161. 24X 

Fiche; 50-O0Q, B5/Ol/O9f 8501 W6Si^ ^ 


8501230084 Forwards FEMA final exercise rept for 831005 joint exercise 
of state & local radiological emergency preparedness plans. 

Rept contains schedule for cprrectivc actions for 
deficiencies found during exercise, W/o end, 

martinet. T. Region li Office of Director, 85/01/15. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
28514:196. 24X Ftqbe:, 50-245, 85/01/15, 8501230084. 


8501090092 Forwards documentation of discussions held on 840410 w/NRC 
re resolution of deficiencies noted in Franklin Research Ctr 
technical evaluation rept concerning environ qualif ication 
of safety-related electrical equipment. 

COUNSIL, W. G. , SEARS, C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 84/12/18. 
EISENHUT, D. G. Division of Licensing. 71pp. 28256:026. 24X 

Fiche: 50-336, 84/12/18, B501090092. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Oualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. '* Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120, 


8501100448 Responds to NRC 831230 request for addl inf o. Assumption of 
complete mixing not concern from DNB standpoint for facility 
since no boiling occurred in hot channel for steam line 
breaks w/different mixing factors. 

COUNSIL, W.G, Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 85/01/09. 

MILLER, J.G. Operating Reactors BrancK’JS. 2pp. 28281:018. 24X 

Fiche: 50-336, 85/01/09, 8501100448. ’ • 


8501220572 Requests addl info re NUREG-0737, Item II.D. 1 re performance 
testing of relief 8c safety valves. Response due in 90 days. 

MILLER, J, R. Operating Reactors Branch 3. 85/01/11. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 6pp, 
28518:343. 24X Fiche: 50^336, 85/01/11, 8501220572. 


Q. Inspection reports, IE Bulletins 8t corr espondence 


8501230082 Further response to FOIA request for seven categories of 
documents re failures in electrical relays. Forwards App A 
documents. Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. BELL, N. 
Nuclear Information Se Resource Service. 2pp. 28536:003. 24X 

Fiche: 50-000, 84/05/24, 8501230082. 


— 8501230107 Forwards util 810518 response to IE Info Notice 81-01 
describing survey of GE Type HFA relays. Relay replacement 
program will be followed during course of future insp. 

Related info end. 

MARTIN, T.T. Region 1, Philadelphia, Office of the Director. 
81/05/29. JORDAN, E. L. Office of Inspection & Enforcement, Office 
of the Director. 5pp. 28536:005. 24X Fiche: 50-000, 84/05/24, 

8501230082. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness 8t Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501100165 Forwards Insp Repts 50-245/84-26 tt 50-336/84-24 on 841028- 
1208. No violations noted. 

WENZINGER, E. C. Division of Project Reaident Programs, 84/12/26. 
COUNSIL, W. G. Northeast Nuclear Energy Co, (subs, of Northeast 
Utilities). 2pp, 28348:068. 24X tiche: 30-245, 84/12/26, 8501100165. 
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— S501100191 Insp Repts 50-245/B4-26 & 50-336/84-24 on 841028-1208. No 
violations noted. Major areas ins pected ; aval uation of plant 
operations* equipment alignment & readiness* radiation 
protection* physical security & fire protection. 

SHEDLOSKY* J. T. * LIPINSKI, D. R. , MCCABE. E. C. Region 1* Office of 
Director. 84/12/21. 9pp. 28348:070. 24X Fiche; 50-245* 84/12/26* 

8501100165. 


8501150270 Forwards response to 840224 request for addl info on IE 
Bulletin 80-11 re masonry wall design. Complete response to 
Question 4 re nonlinear analysis technique provided. 

COUNSILfW. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). CQUNSIL. W. G. Northeast Utilities. 85/01/04. 

MILLER* J.R. Operating Reactors Branch 3. 3pp. 28382:148. 24X 

Fiche: 50-336*85/01/04* 8501150270. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of Neut York* 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002* “Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of Neui 

York* Inc. 109pp. 28537:193. 24X Fi ch e: 50-000* 85/01/11* 8501080502. 


8501100655 IE Info Notice 85-003* “Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neio 

York* Inc. 103pp. 28490:226. 24X Fich e: 50-000* 85/01/15* 8501100655. 


8501160196 IE Info Notice 85-004* “Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000* 85/01/17* 8501160196. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints. “ Svc list 
end. 

JORDAN* E. I.. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fiche; 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fiche: 50-000* 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE* J. N. Division of <JA* Safeguards Sc Insp Programs 
(B30103-B50212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501220013 Monthly operating rept for Nov 1984. W/841214 Itr. 

GIBSON* J.* MROCZKA/E. J. Northeast Utilities. MROCZKA* E. J. 
Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
84/11/30, 7pp. 28507:284. 24X Fiche; 50-336* 84/1 1/30* 8501220013. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security* medical* emergency Sc fire protection plans 


8501160321 "Emergency Exercise 841 115* Exerc ise Manuel," 

* Virginia Power (formerly Virginia Electric 8c Power Co. ). 

84/11/15. 400pp. 28405:288. 24X Fiche; 50-338* 84/11/15* 8501160321. 


850U60017 Forwards Safeguards Insp Rapt 50-338/84-36 Sc 50-339/84-36 on 
841016-19. No noncompliance noted. 

0LSHIN8KI* J. A. Region 2, Office of Director. 84/11/20. 

STEWART* W. L. Virginia Power (formerly Virginia Electric Power 
Co,). 2pp. 28421:251. 24X Fiche: 50-338* 84/11/20* 8501160017. 


•8501160026 Safeguards Insp Rept 50-338/84-36 Sc 50-339/84-36 on 
841016-19. No noncomp 1 iance noted. Major areas inspected: 
security program audit* testing Sc maint* locks Sc keys, Details 
leithheH 10CFR2. 790 Sc 73.21). 

TILU^.A, . MCGUIRE* D. R. Region 2* Office of Director. 84/11/08. 
Ip, 28421 ; 253. 24X Fiche; 50-338* 84/ 1 1 /20* 850116001 7. 


8501080110 Forwards SER of 830701 procedures generation package for 
emergency operating pr oc ed ures. Review conducted in 
accordance w/Generic Ltr 82-33* Suppl 1 to NUREG-0737 & 

NUREG-0899. Response to open items requested. 

MILLER* J. R. Operating Reactors Branch 3. 84/12/14. STEWART* W.L. 

Virginia Power (formerly Virginia Electric Sc Power Co. ). 2pp. 
28269: 348. 24X Fiche: 50-000* 84/12/14* 8501080110. 


— 8501080122 SER of util response to Generic Ltr 82-33 re development & 
implementation of emergency operating procedures. Response 
acceptable w/listed exceptions. 

* Office of Nuclear Reactor Regulation. Director. 84/12/14. 

11pp. 28269:350. 24X Fic he: 50-000* 84/12/14* 8501080110. 


8501140313 Application for amend to Licenses NPF-4 8c NPF-7. revising 
Tech Specs re waste gas charcoal filter sys* control room 
habitability sys & safeguards area ventilation sys. Fee paid. 

STEWART* W.L. Virginia Power (formerly Virginia Electric 8< Power 
Co.). 85/01/08. DENTON*H. R. Office of Nuclear Reactor Regulation* 

Director. MILLER* J. R. Operating Reactors Branch 3. 4pp. 

28359: 324. 24X Fiche: 50-338* 85/01/08* 8501140313. 


— 8501140322 Proposed Tech Specs re waste gas charcoal filter sys* control 
room habitability sys Sc safeguards area ventilation sys. 

■* Virginia Power (formerly Virginia Electric & Power Co.). 

85/01/08. 16pp. 28359:328. 24X Fi ch e: 50-338* 85/01 /OS* 8501 140313. 


8501180072 Forwards LLL audit rept of detailed control room design 
review at Surry Power Station on 841 106-09. Final NRC 
evaluation of design review will be completed subsequent to 
receipt of summary rept. 

VARGA* S. A. Operating Reactors Branch 1. 85/01/08. STEWART* W. L. 

Virginia Power (formerly Virginia Electric 8c Power Co, ). 2pp. 
28468: 084. 24X Fiche: 50-000* 85/01/08* 8501180072. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8. all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT.D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 13Bpp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 8501 100621. 


8501150268 Ack receipt of 841219 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/84-36 8c 
50-339/84-36. 

OLSHINSKI* J. A. Region 2, Office of Director. 85/01/10. 

STEWART* W.L. Virginia Power (formerly Virginia Electric 8c Power 
Co.}. Ip. 28381:361. 24X Fiche; 50-338* 85/01/10* 8501150268. 


— 8501150276 Responds to NRC 841120 ltr re violations noted in Insp Repts 
50-338/84-36 8c 50-339/84-36. Corrective actions withheld 
(ref 10CFR73. 21). 

STEWART. W. L. Virginia Power (formerly Virginia Electric 8 Power 
Co.). 84/12/19. O'REILLY* J. P. Region 2* Office of Director. Ip. 

28381:362. 24X Fiche; 50-338* 85/01/10* 8501150268. 


G. Adjudicatory correspondence 


B50103C107 Order extending time until 850111 for Commission to act to 
review ALAB-790. Served on 841231. 

CHILK, S. J. Office of the Secretary of the Commission. #185 907. 
84/12/31. Commissioners. Ip. 28163:129. 24X 

Fiche: 50-338*84/12/31* 8501030107. 


8501040061 Response opposing Concerned Citizens of Louisa County 841215 
motion requesting ASLB to direct staff response to 
interrogatories & request for production of documents. 

Certificate of Svc end. Related correspondence. 

MCCURREN* H. J. Hearing Branch 1. #185 915, 84/12/31, Atomic 

Safety and Licensing Board Panel. 3pp. 28182; 194. 24X 

Fiche; 50-338* 84/12/31* 8501040061. 


8501040005 Informs that Commissioner Zech will tour plant on 850124 to 
observe operation. Comments associated w/shlpment from Surry 
to North Anna will not be entertained or discussed. Served 
on 850103. 

HVMENANSKY* D. Commissioners. #185 916. 85/01/03, Office of the 

Executive Legal Director. Ip. 28182:075. 24X Fiche; 50-338* 

85/01/03* 8501040005. 


8501090242 Memorandum & order granting applicant it staff motions for 
partial summary disposition (k denying intervenor motion for 
partial summary disposition. Staff environ assessment 
properly relied on values in Table S-4. Served on 850108. 

WOLFE* S.J.* KLINE* J.R,* FERGUSON* G. A. Atomic Safety and Licensing 
Board Panel. #1B5 968, 85/01/07. Office of the Execwtive Legal 

Director. 8pp. 28258:215. 24X Fi che: 50-338* 85/01/07* 8501090242, 
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8501230229 IE Info Notice 85-005, “Pipe Whip Restraints." Svc list 
end. 

JC^OAN, £. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103J, 85/01/23. Consolidated Edison Co. of Ne«» 

Vork, Xnc. lOSpp. 28692:186. 24X Fich e: 50-000, 85/01/23, S501230229. 


8501230236 lE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JC»?DAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu> 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. *' Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8t Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neui York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences. LERs Sc related correspondence 


8501080110 Forwards SER of 830701 procedures generation package for 
emergency operating procedures. Review conducted in 
accordance w/Generic Ltr 82-33, Suppl 1 to NUREO-0737 & 

NUREG-0899. Response to open items requested, 

MILLER. J.R. Operating Reactors Branch 3. 84/12/14. STEWART, W. L. 

Virginia Power (formerly Virginia Electric & Power Co. ). 2pp. 
28269: 348. 24X Fiche: 50-000. 84/12/14,8501080110. 


— 8501080122 SER of util response to Generic Ltr 82-33 re development %t 
implementation of emergency operating procedures. Response 
acceptable w/listed exceptions. 

* Office of Nuclear Reactor Regulation, Director. 84/12/14. 

11pp. ' 28269:350, 24X Fich e: 50-000, 84/ 12/14, 85010801 10, 


8501140313 Application for amend to Licenses NPF-4 & NPF-7, revi sing 
Tech Specs re waste gas charcoal filter sys, control room 
habitability sys & safeguards area ventilation sys. Fee paid. 

STEWART, W. L. Virginia Power (formerly Virginia Electric & Power 
Co.). 85/01/08. DENTON.H.R. Office of Nuclear Reactor Regulation, 

Director. 4pp. 28359:324. 24X Fi che: 50-338, 85/01/08, 8501 140313. 


8501030412 LER 84-021-00: on 841 125, reactor trip/turbine trip occurred 
from lOOX power. Caused by low level coincident w/steam 
flow/feed flow mismatch due to failure of controller power 
supply card. Card replaced. U/841220 ltr. 

HARRELL, E. W. Virginia Power (formerly Virginia Electric it Power 
Co.). 84/12/20. 3pp. 28189:358. 24X Fiche: 50-338, 84/12/20, 

8501030412. 


8501100803 LER 84-024-00; on 841206, QA audit identified five periodic 
tests not performed within required surveillance intervals. 

Caused by communication breakdown between depts. Process to 
track overdue tests being reviewed. M/850103 ltr. 

HARRELL, E.W. Virginia Power (formerly Virginia Electric te Power 
Co.). 85/01/03. 3pp, 28345:275. 24X Fiche; 50-338, 85/01/03, 

8501100803. 


8501210249 LER 84-024-01: on 841206, five periodic tests (PT) not 
performed within required surveillance intervals. Caused by 
breakdown in communications between depts. Enhancements to PT 
tracking sys being developed, M/850110 ltr. 

HARRELL, E. U, Virginia Power (formerly Virginia Electric 8e Power 
Co.). 85/01/10. 3pp. 28494:356. 24X Fiche: 50-338, 85/01/10, 

8501210249. 


8501^305 LER 84-010-01; on 840728, insp revealed valves w/torque 
switch settings different from specified setpoints. Caused by 
using superseded settings & confusion of torque switch 
design. Setpoint document revised. M/850117 ltr. 

H^RELL, £. M. Virginia Power (formerly Virginia Electric & Power 
850X290^5°^''^^’ 24X Fiche: 50-338, 85/01/17, 

841231, reactor trip/turbine trip occurred 
power. Caused by failed firing card in rod control 
sys that allowed four control rods to drop into core. Failed 
^ startup commenced. W/S501 17 ltr. 

H^^LL,E.M. Virginia P^er (formerly Virginia Electric it Power 

Fiche: 50-338, 85/01/17, 


notification: on 841129,90 gallons of 
lubrication oil from oil separator overflowed while 
dewatering underground oil storage tank. Mater quality stds 
TAYLnft*1’ operator error. Operator counseled.^ 

<formerly Virginia Electric & Power Co 


DOCKET 50-:^ hO?TH Ah»yA POWER STATION, UNIT 2 
F, Security, mt4icaU Mergency it fire protection plans 


^ e,ins,Exerci.. ■■ 

84 /n/J 5 , as 405 :a 88 . a«X Flc,M:S0-338,B4/Il/lS,850n6032t. 

» 50-339/84-36 » 

34X Fiche; 50-338, 84/ 11/20, 8501 16001 7. 


^ ’®-33’''w-36 


■8501140322 Proposed Tech Specs re waste gas charcoal filter sys, control 
room habitability sys it safeguards area ventilation sys. 

* Virginia Power (formerly Virginia Electric it Power Co. >. 

85/01/08. 16pp. 28359:328. 24X Fich e: 50-338, 85/01/08, 8501 140313. 


8501180072 Forwards LLL audit rept of detailed control room design 
review at Surry Power Station on 841 106-09. Final NRC 
evaluation of design review will be completed subsequent to 
receipt of summary rept. 

VARGA, S, A, Operating Reactors Branch 1. 85/01/08. STEWART, W. L. 

Virginia Power (formerly Virginia Electric it Power Co. ), 2pp. 
28468:084, 24X Fiche: 50-000, 85/01/08, 8501180072. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. 6. Division of Licensing. 85/01/09. Consol Idatad 
Edison Co, of New York, Inc. i38pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150268 Ack receipt of 841219 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/84-36 St 
50-339/84-36. 

OLSHINSKIi J. A. Region 2, Office of Director. 85/01/10. 

STEWART, W.L. Virginia Power (formerly Virginia Electric St Power 
Co,). Ip. 28381:361, 24X Fi che; 50-338, 85/01/10, B501 150268. 


^ o****i«5u iUT- re violations noted in insp Rtp 
50-338/84-36 St 50-339/84—36. Corrective actions Withheld 
(ref 10CFR73. 21). 

STEWART, W.L. Virginia Power (formerly Virginia Electric S< Power 

84/12/19. O'REILLY, U. P. Region 2, Office of Director. Ip. 

28381:362. 24X Fiche: 50-338, 85/01/10, 8501 150268. 


G. Adjudicatory correspondence 


O3U1030107 order extending time until 850111 for Commission t( 
review ALAB-790. Served on 841231, 

= ® the Secretary of the Commission. #18; 
84/12/31, Commissioners, Ip, 28163* 129 24X 

Fiche; 50-338, 84/12/31, 8501030107 


set to 
907. 


8501040061 Response opposing Concerned Citizens of Louisa County 841215 
motion requesting ASLB to direct staff response to ^ 

interrogatories St request for production of documents. 

end. Related correspondence. 
nCGURREN, H. J. Hearing Branch 1. #185 915. 84/12/31. 

Safety and Licensing Board Panel. 3pp. 28182*194 24 X 

Fiche: 50-338, 84/12/31, 8501040061. 34X 


Atomic 


Observe operation. Comments associated w/shijmenrf;;: Surry 
entertained or discussed. Served 

on 890103. 

HUMENaNSKY, D. Commissioners. #185 916. 85/01/03. Office of the 

=4XF1c6..S0-33B, 


8501090242 Memorandum St order granting applicant St staff motions for 
partial summary disposition & denying intervener motion for 
partial summary disposition. Staff environ assessment 

values in Table 8-4. Served on 850108. 

WOLFE, S. J. » KLINE, J.R. , FERGUSON, G. A. Atomic Safety and Licensino 
Board Panel #185 968. 85/01/07. Office of the EJicutivI JeJli 

Director. 8pp. 28258: 215. 24X Fiche: 50-338, 85/01/07, bSoiSJomI 


1 * woncerneo citizens of Louisa Coun,, 

request for production it interrogatories to NRC staff & 
motion per 10CFR2. 790<h) (2) (ii). Served on 050117 . 

85 /of Atomic Safety and Licensing Board Panel. #185 130 
85/01/16. Concerned Citizens of Louisa County 2 nB t kf. 

24X FUh,: 50-338, 85/01/16, BS0U8037B. •‘-‘■“'"''I- SPF' 20454:158. 
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0501230277 Confirms agreement that Concerned Citizens of Louisa County 
<CCLC} will respond to NRC 841128 discovery request by 
850125 & that NRC iiiill respond in part to CCLC 841215 
discovery request by 850125. Re lated correspondence. 

MCeURRENi H. J. Hearing Branch 1. #185 201. 85/01/16. 

DOUOHERTy, J. B. Dougherty, J. B. Ip. 28515:174. 24X 

Fiche: 50-338, 85/01/16, 8501230277. 


8501230252 Advises that time for Commission to review ALAB-790 expired. 
Commission declined review. Dec ision became final agency 
action on 8501 11. Served on 850122. 

CHILK, S. J. Office of the Secretary of the Commission. #185 171. 
85/01/22. Atomic Safety and Licensing Board Panel. Ip. 

28515:239. 24X Fiche: 50-338, 85/01 /22, 8501230252. 


8501230601 Notifies that ASLB will destroy notes taken during exams 
of util security plan unless notified by 850205 to retain 
matls. Decision based on Concerned Citizens of Louisa County 
uiithdrawal of Contention 4. Served on 850123. 

WOLFE, S. J. Atomic Safety and Licensing Board Panel. #185 204. 
85/01/22. MCOURREN, H. J. Office of the Executive Legal Director. 
MAUPIN,M.W. Hunton & Williams. DOUGHERTY, J. B. Dougherty, J. B. 
2pp. 28520:173. 24X Fiche: 50-338, 85/01 /22, 8501230601. 


6501290216 Forwards applicant response to Concerned Citizens of Louisa 
County request for production & interrogatories. W/o end. 

Related correspondence. 

MAUPIN, n. W. Hunton & Williams. #185 282. 85/01/24. Docketing & 

Services Branch. Ip. 28618:346. 24X Fiche; 50-338, 85/01/24, 

8501290216. 


8501290492 Responds to Concerned Citizens of Louisa County request for 
production of util interrogator ies. Certi ficate of Svc end 
Related correspondence. 

MAUPIN, M. W. Virginia Power (formerly Virginia Electric 8t Power Co.). 

#185 276. 85/01/24. Concerned Citizens of Louisa County. 49pp. 

28616; 095. 24X Fiche: 50-338. 85/01/24, 8501290492. 


8501290199 Response to Concerned Citizens of Louisa County 841215 
interrogatories & request for documents, filed w/motton to 
c ompel. Supporting documentation & Certificate of Svc end. 

Related correspondence. 

MCOURREN, H. J. Hearing Branch 1. #185 283. 85/01/25. Concerned 

Citizens of Louisa County. 42pp. 28621:023. 24X 

Fiche: 50-338, 85/01/25, 8501290199. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8501210231 Discusses diesel generator failures at plant, per ACR8 297th 
meeting on 850110-12. Possib il it y of modifying diesel 
generator testing requirements, as suggested in end 820916 
memo requested. 

LEWIS, H.W. ACRS - Advisory Committee on Reactor Safeguards. 
85/01/15. DIRCKS, W. V. Office of the Executive Director for 
Operations. 2pp, 28472:065. 24X Fiche: 50-339, 85/01/15, 8501210231. 


P. Operating license stage documents correspondence 


8501080623 Forwards Amends 59 43 to Licenses NPF-4 «( NPF-7, 

respectively it safety evaluation, Amends allow submittal of 
core surveillance rept for each reload cycle before 60 day 
limit. 

ENGLE, L.B. Operating Reactors Branch 3. 84/12/03. STEWART, W. L. 

Virginia Power (formerly Virginia Electric & Power Co. ). Ip. 
28246:348. 24X Fiche: 50-838, 84/12/03,8501080623. 


—8501080631 Amends 59 S( 43 to Licenses NPF-4 t< NPF-7, respectively, 
allowing core surveillance rept for each reload cycle to be 
submitted before 60 days of affective date limit. 

MILLER, J. R. Operating Reactors Branch 3. 84/12/03. lOpp. 

28246; 349. 24X Fiche: 50-338. 84/12/03, 8S01Q80623. 


— 8501080644 Safety evaluatiorv supporting Amends 59 St 43 to Licenses 
NPF-4 St NPF-7, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/12/03. 2pp. 
28246; 359. 24X Fiche: 50-338, 84/12/03, 8501080623. 


8501070107 Forwards Amends 60 fc 44 to Licenses NPF-4 St NPF-7i 
respectively S< safety evaluation. Amends revise P-7 reactor 
trip sys interlock setpoint to indicate pressure equivalent 
to 107. rated turbine power, 

ENGLE, L. B. Operating Reactors Branch 3. 84/12/06. STEWART, W. L. 

Virginia Power (formerly Virginia Elactric St Power Co. ). 2pp. 
28227: 278. 24X Fiche: 50-338, 84/12/06, 8501070107. 

—8501070114 Amends 60 ,fc 44 to Licenses NPF-4 St NPF-7, respectively, 
Chang d,ng. Tech gpecf by revising P-7 reactor trip sys 
intefipck setpoint to indicate pressure equivalent to lOX 
reted turbine power. 

MILLER, U. R. Op ereting Rear tors Branch 3. 84/12/06. 10pp. 

20227:280, 24)f Flthe; ^;pB,;84/:12/06, 8W1070107. 


— 8501070115 Safety evaluation supporting Amends 60 & 44 to Licenses 
NPF-4 & NPF-7, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/12/06. 2pp. 
28227:290. 24X Fi c he : 50-338, 84/12/06, 8501070107. 


8501080189 Forwards SERs re environ qualification of electric equipment 
important to safety, Equipment qualification program 
consistent w/10CFR50, 49. Util proposed resolution of 
deficiencies acceptable. 

MILLER. J.R. Operating Reactors Branch 3. 84/12/11. STEWART, W. L. 

Virginia Power (formerly Virginia Electric St Pouier Co. ). 2pp. 
28271:315. 24X Fiche: 50-338, 84/12/1 1, 8501080189. 


— 8501080196 Safety evaluation re environ qualification of electric 
equipment important to safety. Environ qualification program 
consistent w/lOCFRSO. 49. Uti 1 proposed resolution of 
deficiencies acceptable. W/SALP input, 

* Office of Nuclear Reactor Regulation, Director. 84/12/11. 
20pp. 28271:317. 24X Fiche : 50-338, 84/12/11, 8501080189. 


8501020255 Forwards nonproprietary & proprietary versions of revised 
VEP-NFE-2-A, "VEPCD Evaluation of Control Rod Ejection 
Transient. '' Proprietary version withheld, 

STEWART, W.L. Virginia Power (formerly Virginia Electric it Power 
Co.). 84/12/19. EIBENHUT, D. 0. Division of Licensing. 2pp. 

28140: 285. 24X Fiche: 50-000, 84/12/19, 8501020255. 


— 8501020260 Nonproprietary version of revised "VEPCO Evaluation of 
Control Rod Ejection Transient. “ 

MILLER, J. G. Virginia Power (formerly Virginia Electric Sc Power 
Co. ). VEP-NFE-2-A (NP). 84/12/31. 167pp. 28140:287. 24X 

Fiche: 50-000, 84/12/19, 8501020255. 


8501070270 Forwards Amends 61 Sc 45 to Licenses NPF-4 Sc NPF-7 
respectively, safety evaluation Sc environ assessment. Amends 
revise Tech Specs re capacity of spent fuel storage pool, 

ENGLE, L.B. Operating Reactors Branch 3. 84/12/21. STEWART, W. L. 

Virginia Power (formerly Virginia Electric Sc Power Co. ), 2pp, 
28226; 033. 24X Fiche: 50-338, 84/12/21, 8501070270. 


—8501070275 Amends 61 Sc 45 to Licenses NPF-4 Sc NPF-7, respectively , 
changing Tech Specs to modify ctr-ctr spacing between fuel 
assemblies in spent fuel storage pool (SFSP) Sc modifying 
SFSP capacity to 1,737 fuel assemblies. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/21. 10pp. 

28226:035. 24X Fiche: 50-338, 84/12/21, 8501070270. 


8501020258 Responds to NRC 841127 Itr re backlog of licensing actions. 
Application for proposed change to Tech Spec Surveillance 
Requirement 4. 7. 10. C dtd 831004 withdrawn. 

STEWART, W. L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/27. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. MILLER, J.R. Operating Reactors Branch 3. 2pp. 

28142: 269. 24X Fiche; 50-338, 84/12/27, 8501020258. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors tc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif icption of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT,D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070373 Proposes 850122 meeting w/NRC in Bethesda,MD to discuss util 
intention to apply relaxed power distribution control (RPDC) 
methodology to listed plants in mid-1985. NRC perspective on 
licensing of statistical methods also requested. 

STEWART, W. L. Virginia Power (formerly Virginia Electric tt Power 
Co.). 84/12/31. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. 3pp. 28202:351. 24X Fiche: 50-000, 84/12/31, 8501070373. 


8501080383 Requests extension of interim relief granted for inservice 
testing program for pumps it valves. Exten sion requested until 
time of program approval, 

STEWART, W. L. Virginia Power (formerly Virginia Electric it Power 
Co.). 84/12/31. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Dirac tor. MILLER, J. R. Operating Reactors Branch 3, Ip. 28231:044. 
24X Ficha: 50-338, 84/12/31, 8501080383. 


8501140249 Corrects Serial Number 657A for 841219 ltr issuing approved 
versions of VEPCO Topical Rept VEP-NFE-2, Correct serial 
number is 597. 

STEWART, W. L, Virginia Power (formerly Virginia Electric it Power 
Co,). 05/01/07, THOMAS^ C.O. Standardization 8e Special Projects 

Branch. 2pp. 28362:061, 24X Fiche: 50-000, 85/01/07, 8501140249. 


8501140313 Application for amend to Licenses NPF-4 & NPF-7, revising 
Tech Specs re waifte giis charfcpf l filter sys, control rpqm 
habitability sys ti safeguards area ventilation sys. Fee paid. 

STEWART, W.L. Virginia Power (formerly Virginia Electric it Power 
CCJ,). #5/01/08. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. MILLER, J. R. Operating Reafctors Branch 3. 4pp, 

2B359: 324. 24X Fiche: 50-338, 85/01/08, 8501140313. 
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—3501140322 Proposed 
room habitability 
■* Virginia Pouier 
85/Ol/OS. 16pp. 


Tech Specs re waste gas charcoal filter sys, control 
sys S' safeguards area ventilation sys. 

'formerly Virginia Electric & Power Co. ). 

23359:328. 24X Fic h e; 50-338, 85/01/03* 8501 140313. 


BS01J5Q322 Application for amend to License NPF-7, changing Tech Specs 
to delete requirement to obtain sample of fuel oil from 
diesel generator fuel storage tank drain, per ASTM D270-65. 

Fee paid. 

STEWART. W.L. Virginia Power (formerly Virginia Electric & Power 
Co. ). 85/01/03. DEWTON.H. R. Office of Nuclear Reactor Regulation, 

Director. HILLER, J,R. Operating Reactors Branch 3. 3pp. 

23388; 107. 24X Fiche; 50-339, S5/01/0S, 8501150322. 


8412190503 IE Info Notice 34-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fi c h e: 50-000, 84/12/21 , 8412190503. 


8501160322 Provides addl response to NRC 840511 Itr re deviations noted 
in Insp Repts 50-338/84-04 & 50-339/e4“04. Corrective 
actions: compressed gas bottles, not in specifically designed 
storage facility within protected area removed. 

STEWART, W. L. Virginia Power (formerly Virginia Electric 8< Power 
Co.). 84/12/21. O'REILLY, J. P. Region 2, Office of Director. 3pp. 

28410: 021. 24X Fiche: 50-338, 84/12/21, 8501160322. 


— 3501150327 Proposed Tech Spec, deleting requirement that fuel oil sample 
be taken from diesel generator fuel storage tank drain. 

* Virginia Power (formerly Virginia Electric & Power Co.). 

85/01/08. 4pp. 28388:111. 24X Fiche: 50-339, 85/01/08, 8501150322. 


B5011S0479 Forwards safety evaluation on addl info provided in 841009 
Itrs re use of Wsstinghouse computer codes for reload 
design & non-LOCA safety analyses program. Description of use 
adequate. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. STEWART, W. L, 

Virginia Power (formerly Virginia Electric 8e Power Co. ). 4pp. 

28483: 344. 24X Fiche: 50-000, 85/01/08, 8501 180479. 


— 8501180483 "Evaluation of VEPCO Ltrs on Use of Westinghouse Methods & 
QA in Reload Design. " 

* NRC - No Detailed Affiliation Given. 85/01/08. 2pp. 

28483: 348. 24X Fiche: 50-000, 85/01/08, 8501180479. 


Q. Inspection reports, IE Bulletins & correspondence 


8501210266 Ack receipt of 841212 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/84-37 & 

50-339/84-37. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/31. STEWART, W. L. 

Virginia Power (formerly Virginia Electric & Power Co. ). Ip. 

28500: 261. 24X Fiche: 50-338, 84/12/31, 8501210266. 


— 8501210272 Responds to NRC 841113 Itr re violations noted in Insp Repts 
50-338/84-37 & 50-339/84-37. Corrective actions; procedures 
revised & more explicit directions will be provided for 
processing new & revised procedures. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 84/12/12. O'REILLY, J. P. Region 2, Office of Director. 

3pp. 28500:262. 24X Pi che: 50-338, 84/12/31, 8501210266. 


—8501210276 Forwards Insp Repts 50-338/84-37 & 50-339/84-37 on 841009-17 
it notice of violation. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/13. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 2pp. 28500:265. 24X Fiche: 50-338, 84/12/31, 8501210266. 


8501160017 Forwards Safeguards Insp Rept 50-338/84-36 & 50-339/84-36 on 
841016-19. No noncompliance noted. 

OLSHI NSK I , J. A. Region 2, Office of Director. 84/11/20. 

STEWART. W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 2pp. 28421:251. 24X Fiche: 50-338, 84/11/20, 8501160017. 


— 8501160026 Safeguards Insp Rept 50-338/84-36 & 50-339/84-36 on 
841016-19. No noncompliance noted. Major areas inspected: 
security program aud it, testing & maint. locks & keys. Details 
withheld (ref 10CFR2. 790 & 73.21). 

TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director. 84/11/08. 
Ip. 28421:253. 24X Fiche; 50-338. 84/1 1/20, 8501160017. 


85011B0007 Ack receipt of 841109 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/84-34 & 

50-339/84-34. No addl justification to substantiate denial 
found & violation remains as written. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/17. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). Ip. 28465:167. 24X Fiche; 50-338, 84/12/17, 8501180007. 


8501180011 Responds to NRC 841004 Itr re violations noted in Insp Repts 
50-338/84-34 !< 50-339/84-34 Corrective actions: filler metal 
stubs found (fire weld stubs), accounted for & properly 
disposed of & pipe fitter craftsmen reinstructed. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co. ). 84/11/09. O'REILLY, J. P. Region 2, Office of Director. 

3pp. 28465:168. 24X Fiche; 50-338, 84/ 12/17, 8501 180007. 


— 8501210282 Insp Repts 50-338/84-37 & 50-339/84-37 on 841009-17. 
Violation noted: failure to adequately review procedures for 
two periodic tests. 

BURNETT, P. T. , JOPE, F. Region 2, Office of Director. 84/11/05, 
10pp. 28500:268. 24X Fiche: 50-338, 84/12/31, 8501210266. 


8501210176 Ack receipt of supplemental 841218 response informing NRC of 
steps taken to correct violations noted in Insp Repts 
50-338/82-01 St 50-339/82-01. 

OLSHINSKI* J. A. Region 2, Office of Director. 85/01/07. 

STEWART, W.L. Virginia Power (formerly Virginia Electric St Power 
Co.). Ip. 28501:257. 24X Fiche: 50-338, 85/01/07, 8501210176. 


■8501210181 Suppls 820312 & 26 responses to NRC 820225 Itr re violations 
noted in Insp Repts 50-338/82-01 & 50-339/82-01. Correct ive 
actions: 3— day annotation will be met but 20 working days 
will be required to complete drawing rev, 

STEWARTiW. L. Virginia Power (formerly Virginia Electric St Power 
Co.). 84/12/18. 0 'REILLY, J. P. Region 2, Office of Director. 

2pp. 28501:258. 24X Fiche: 50-338, 85/01/07, 8501210176. 


BD01070401 IE Info Notice 85-001, 


"Continuous Supervision of 


Irradiators. " Svc list end. 
grace, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 630103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


—8501180015 Forwards Insp Repts 50-338/84-34 St 50-339/84-34 on 
840911-13 St notice of violation. 

LEWIS, R.C, Region 2, Office of Director. 84/10/04. STEWART, W. L. 
Virginia Power (formerly Virginia Electric & Power Co. ). 2pp. 
28465.171. 24X Fiche: 50-338, 84/22/17, 6501180007. 


8501150268 Ack receipt of 841219 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-338/84-36 St 
50-339/84-36. 

OLSHINSKI, 0. A. Region 2, Office of Director. 85/01/10. 

STEWART, W.L. Virginia Power (formerly Virginia Electric 8< Power 
Co,). Ip, 28381:361. 24X Fiche: 50-338, 85/01/10, 8501 15026S, 


— S501180017 Notice of violation from 
* Region 2, Office of Director. 

Fiche: 50-338, 84/12/17, 8501180007. 


insp on 840911-13, 
84/10/04. Ip. 28465; 173. 


24X 


— B50118OO22 Insp Repts 50-338/84-34 & 50-339/84-34 on 840911-13 
Violation noted; failure to maintain control over weldino & 
welding mat Is. “ 

ECONDMO&N., BL^E,J. J. Region 2, Office of Director. 84/09/27. 

10pp. 28465:174, 24X Fiche: 50-338, 84/12/17, 8501180007. 

8501210024 Forwards Insp Repts 50-33S/S4-43 & 50-339/84-43 on 
B4U06-1205.No violations or deviations notel 

B ROWWISE. V.L. Region 2, Office of Director. 84/12/20. STEWART, U ! 

<#or»erly Virginia Electric «. Power Co! ). Ipp 

28501:239, 24X Fiche: 50-338, 84/12/20, 8501210024. 


—85012100^ Insp Repts 50-338/84-43 «c 50-339/84-43 on 841106-1205 N< 
deviations noted. Major areas inspected; plant 
operation, LERs, maint, surveillance Sc ESF walkdown 

84/12/19. Ipp. 28501:241. 24X Fiche: 50-338, 84/12/20, 8501 21002'' 


violations noted in Insp Repts 
50 338/84-36 & 50-339/84-36. Corrective actions withheld 
(ref 10CFR73. 21). 

STEWART, W.L Virginia Power (formerly Virginia Electric St Power 
Co.). 84/12/19. O'REILLY, J. P. Region 2, Office of Director Id 

28381:362. 24X Fiche: 50-338, 85/01/10, 8501 150268 ^ 


Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. '* Svc list end. 

JORDAN, E.L, Division of Emsngoncy PTepanoinoss & Enginaaring 
Rasponsa (Post 030103). 05/01/11, Consolidat.O Edison Co? of Nam 

onk, Inc. 10?pp. 20537:193. 24X Picha: 50~000. 05/01/11, 0501060502. 


"Saparation of Primary R.actor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness St Engineerinil 
Response 830103) 85/01/15. Consolidated EdiJon cS*' of New 

York. Inc. 103pp. 28490:226. 24X Fi ch e: 50-000, 85/01/15, 8501 100655. 
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S5011&0196 IE Info Notice 85-004# "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York# Inc. 109pp. 28613:169. 24X Fich e: 50-000# 85/01/17# 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fi ch e: 50-000# 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006# "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York# Inc. 109pp. 28692:001. 24X Fich e: 50-000# 85/01/23# 8501230236. 


8501250352 IE Info Notice 85-007# "Contaminated Radiography Source 
Shipments, " Svc list end. 

GRACE# J. N. Division of QA# Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fich e: 50-000# 85/01/29# 8501250352. 


S. Reportable occurrences# LERs related correspondence 


8501080120 Summary of 841129 operating reactor events meeting. List of 
attendees# events d iscussed# assignments made & status of 
previous assignments end. 

CRUTCHFIELD# D. Assistant Director for Safety Assessment. 84/12/24. 
EISENHUT# D. G. Division of Licensing. 19pp. 28273:229. 24X 

Fiche: 50-000# 84/12/24. 8501080120. 


8501080684 LER 84-011-01; on 841019# while running emergency diesel 
generator 2H for 24 h surveillance test# diesel tripped on 
high jacket coolant temp. Temp switch calibr it diesel started 
for troubleshooting. W/84122S Itr. 

HARRELL# E. W. Virginia Power (formerly Virginia Electric it Power 
Co.). 84/12/28. 4pp. 28244:058. 24X Fi ch e: 50-339# 84/12/28# 

a 50 1080684. 


8501100805 LER 84-013-00: on 841207 & 09# emergency diesel generators 
2J & 2H tripped# respectively. Facility shut down. Cause not 
stated. Maint performed. Both emergency diesel generators 
restored to operable status. W/850103 Itr. 

HARRELL# E. W. Virginia Power (formerly Virginia Electric & Power 
Co.). 85/01/03. 3pp. 28345:278. 24X Fiche; 50-339# 85/01/03# 

8501100805. 


8501210143 LER 84-008-01: on 841016# comp lete loss of RHR capability 
occurred when both RHR pumps inoperable due to introduction 
of air into RHR sys. Caused by isolation valve clogging 
during drain down. W/S501 10 Itr. 

HARRELL# E. W. Virginia Power (formerly Virginia Electric it Power 
Co.). 85/01/10. 3pp. 28501:254. 24X Fiche: 50-339, 85/01/10# 

8501210143. 


8501210231 Discusses diesel generator failures at plant# per ACRS 297th 
meeting on 8501 10-12. Possi b i 1 i ty of modifying diesel 
generator testing requirements# as suggested in end 820916 
memo requested. 

LEWIS# H. W. ACRS - Advisory Committee on Reactor Safeguards. 
85/01/15. D1RCKS#W. J. Office of the Executive Director for 
Operations. 2pp. 28472:065. 24X Fiche: 50-339# 85/01/15# 8501210231. 


8501290730 NPDES noncompliance notification: on 841129,90 gallons of 
lubrication oil from oil separator overflowed while 
dewatering underground oil storage tank. Water quality stds 
violated. Caused by operator error. Operator counseled. 

TAYLOR# J. A. Virginia Power (formerly Virginia Electric it Power Co, ). 

85/01/17. Environmental Protection Agency, 7pp. 28639: 134. 24X 

Fiche: 50-338# 85/01/17# 8501290730. 
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A. Application/construction stage documents Sc correspondence 


8501160325 FOIA request for repts re facilities# including SALP repts# 
const audit team repts it const deficiency repts from start 
of const to present. 

CORNELL# B. Kansas City Star/Kansas City Times# Kansas City# MO. 
84/05/17. FELTON# J- Division of Rules and Records. 2pp. 
28432:313. 24X Fiche; 50-000# 84/05/17# 8501 160325. 


8501160253 Responds to FOIA request fpr 8ALP repts# const audit team 
repts & const deficiency repts. Forwards computer printouts 
of SALP repts it const deficiency repts, No const audit team 
repts exist for listed facilities. 

FELTON# J.M. Division of Rules and Records. 84/06/08. CORNELL# B, 
Kansas City Star/Kansas City Times# Kansas City# MO. Ip. 28432:312. 
24X Fiche; 50-000, 84/06/08# 8501160253. 


8501180284 Response to FOIA request for two categories of documents re 
plant performance clauses imposed by state regulatory 
agenc ies. Forwards documents listed in ap p. Documents also 
available in PDR. 

P^ELTON# J, M. Division of Rules and Records, 84/06/21. BELL# N. 
Nuclear Information it Resource Service. 3pp. 28486:003. 24X 

Fiche; 50-000# 84/06/21, 8501 1S02S4. 


'8501180389 Forwards excerpts from "Staff Investigation of Fermi 2 
Nuclear Power Project#" in response to statements from 
831108 trip rept highlights re failure of util safety 
concerns. Rept demonstrates util dedication to safety. 

SALTZMAN# J. Assistant Director for State it Licensee Relations. 
84/04/12. ROWSDME# F. Assistant Director for Technology Review. 
20pp. 28488:230. 24X Fiche: 50-000# 84/06/21, 8501180284. 


“8501180391 "Staff Investigation of Enrico Fermi 2 Nuclear Power 
Project. " 

* Michigan, State of. 84/02/29. 521pp. 28488:250. 24X 

Fiche: 50-000# 84/06/21# 8501180284. 


8501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR & other ofes & all 
drafts of Board Notification 84-058. Document listed in 
app end & available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/05. GARDE# B. P. 
Government Accountability Project. 3pp. 28630:197. 24X 

Fiche: 50-000# 84/07/05# 8501280647. 


8501280669 Forwards listing of status of each open allegation at listed 
near-term OL plants in Region III.W/o ends. Related info 
end. 

DAVIS# A. B. Region 3# Office of Director. 84/05/04. PURPLE# R, A. 
Division of Licensing. 3pp. 28630:202. 24X Fiche: 50-000# 

84/07/05# 8501280647. 


8501030276 Notification of 841213 meeting w/util in Bethesda#MD to 
discuss plant shore barrier. 

LYNCH# M. D. Licensing Branch 1. 84/12/11. YOUNGBLOOD# B. J. 

Licensing Branch 1. 4pp. 28198:357. 24X Fiche: 50-341# 84/12/11# 

8501030276. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for DL re certification of compliance to 
10CFR50. 49# "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. » Svc list end. 
EISENHUT# D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York# Inc. 18pp. 28464:230, 24X 

Fiche; 50-000# 84/12/27# 8501030120. 


8501030010 Forwards Certificate of Svc re Amend 60 to util amended 8« 
substituted application for license to appropriate parties. 

EARLE, O.K. Detroit Edison Co. 84/12/28. YOUNGBLOOD# B. J. Licensing 
Branch 1. 3pp. 28163:064. 24X Fi che: 50-341# 84/12/28# 8501030010. 


8501110185 Forwards qualification 8< justification for use of silicone 
sealant in HVAC ducts# dari fi cat i on of FSAR commitment to 
Reg Guide 1.52 & interpretat i on of proposed license 
condition on sample line loss issue# per 841218 request. 

JENS#W.H. Detroit Edison Co. 85/01/08. YOUNGBLOOD# B. J. Licensing 
Branch 1. 16pp. 28310:314. 24X Fiche: 50-341, 85/01/08# 8501110185. 


8501140187 Forwards addl info re purge valve operability issue# per R 
Wright request. Bracket bolt matl fabricated of SA-193 B7. 

Bracket bolt shear allowable values consistent u/ASME Code# 

Section III re allowable tensile stress. 

JENS#W.H. Detroit Edison Co, 85/01/10. YOUNGBLOOD# B. J. Licensing 
Branch 1. 3pp. 28361:098. 24X Fiche: 50-341, 85/01/10, 8501140187. 


8501140217 Forwards responses to NRC 841218 addl questions re primary 
containment coatings. Proposed rev to DECO-12-2191 reflecting 
util responses provided. 

JENS, W. H. Detroit Edison Co. 85/01/10. YOUNGBLOOD, B. J. Licensing 
Branch 1. 10pp. 28361:003. 24X Fiche: 50-341, 85/01/10# 8501140217. 


8501140299 Notifies that End 4 to 841213 request for waiver from 
NUREG-0737# Item II.F. 1 re CAHRMS monitor location incorrect. 

Waiver approval neither requested nor required to comply 
w/NUREG-0737# Item II. F. 1. 

JENS, W. H. Detroit Edison Co. 85/01/10. YOUNGBLOOD# B. J. Licensing 
Branch 1. 3pp. 28360:127. 24X Fiche: 50-341, 85/01/10# 8501140299. 


8501150235 Amend to application for OL# correcting & clarifying draft 
Tech Specs, Justification for changes provided. 

JENS# W. H. Detroit Edison Co. 85/01/10. YOUNGBLOOD# B. J. Licensing 
Branch 1. 4pp. 28388:033. 24X Fiche: 50-341, 85/01/10# 8501150235, 


— 0501150246 Corrections S< clarifications to marked-up final draft Tech 
Specs re RCS pressure isolation valves primary containment 
reactor protection sys instrumentation set points it safety/ 
relief valves lo-lo set function. 

■e Detroit Edison Co. 85/01/10. 30pp. 28388:038. 24X 

Fiche: 50-34 1,85/01/10# 8501 1 5023 5 . 



200 


DOCKETED ITEMS 


8501230362 Forwards responses re shore barrier per NRC 841213 request. 
Photographs of shore barrier during const submitted on 
841222. 

JENS. W. H. Detroit Edison Co. 85/01/16. YOUNGBLOOD. B. J. Licensing 
Branch 1. 75pp. 28509:084. 24X Fiche: 50-341. 85/01/16. 8501230362. 


8501230416 Requests exemption from lOCFRSO.App J. Paragraph 
III. D. 2<b>(iii) re open air locks during periods when 
containment integrity not required by Tech Specs, Permission 
to substitute seal leakage test requested. 

JENS. W. H. Detroit Edison Co. 85/01/19. YOUNGBLOOD. B. J. Licensing 
Branch 1. 2pp. 28511:045. 24X Fiche: 50-341. 85/01/19. 8501230416. 


8501250411 Amend to application for OL. changing draft Tech Spec Figure 
3. 1. 5-1 to revise ref level in standby liquid control sys 
storage tank. Revised figure end. 

JENS.W. H. Detroit Edison Co. 85/01/22. YOUNGBLOOD. B. J. Licensing 
Branch 1. 3pp. 28548:172. 24X Fiche: 50-341. 85/01/22. 8501250411. 


8501300209 Forwards response to NRC questions re primary containment 
coatings evaluation. RHR 8t ECCS pumps single stage. 

JENS. W.H. Detroit Edison Co. 85/01/24. YOUNGBLOOD, B. J. Licensing 
Branch 1. 4pp. 28642:338. 24X Fiche: 50-341, 85/01/24. 8501300209. 


E. NRC Safety Evaluation Report <SER). suppls & correspondence 


8501290480 Forwards synopsis of UL test rept & util corrective actions 
re qualification of fire/security doors, supplementing 831114 
Itr. Proposed rev to FSAR clarifying commitment concerning 
fire doors also encl.SSER 2 will discuss fire door quality. 

JENS. W.H. Detroit Edison Co. 85/01/23. YOUNGBLOOD. B. J. Licensing 
Branch 1. 61pp. 28616:307. 24X Fiche: 50-341. 85/01/23. 8501290480. 


F. Security, medical, emergency it fire protection plans 


B412130391 Forwards Pages 5-19 to amends to physical security plan. Rev 
deletes phrase which required vehicles within protected area 
to be locked. Pages withheld (safeguards info). 

JENS. W.H. Detroit Edison Co. 84/12/06. YOUNGBLOOD. B. J. Licensing 
Branch 1. Ip. 27904:062. 24X Fi Che: 50-341. 84/12/06. 8412130391. 


8501140116 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region ZXI will conduct training in 
generic aspects of radiation safety. physical security & 
emergency response to reduce reactor site training time. 

KEPPLER. J. G. Region 3. Office of Director. 84/12/28. JENS. W. H, 
Detroit Edison Co. 2pp. 28377:249. 24X Fiche: 50-341, 84/12/28. 

8501140116. 


8501220565 Forwards Insp Rept 50-341/84-61 on 841204-07. No 
noncompliance noted. 

PAPERIELLO.C. J. Region 3. Office of Director, 84/12/28. JENS. W. H. 
Detroit Edison Co. 2pp. 28502:176. 24 X Fiche: 50-341. 84/12/28. 

8501220565. 


—8501220569 Insp Rept 50-341/84-61 on 841204-07, No noncompliance or 
deviation noted. Major areas inspected: previously identified 
items re emergency preparedness, including observation & 
evaluation of assembly & accountability drill. 

PATTERSON, J. P. . PHILLIPS, M. P. Region 3. Office of Director, 
84/12/28. 7pp. 28502:178. 24X Fiche: 50-341. 84/12/28. 8501220565. 


8501070374 Forwards Safeguards Insp Rept 50-341/84-60 on 841126-30 Si 
1210-14. No noncompliance noted. Unsuccessful attempts to 
adequately reduce intrusion alarm rate warrant senior mgt 
attention. as could affect recommendation for license. 

AXELSON.W. L. Region 3. Office of Director. 85/01/02. JENS. W. H. 
Detroit Edison Co. 2pp. 28202:354. 24X Fiche; 50-341, 85/01/02. 

8501070374. 


—8501070375 Safeguards Insp Rept 50-341/84-60 on 941126-30 St 1210-14. 
No noncompliance noted. Major areas inspected; status of 
implementation, installation St operability of security 
program. Details withheld (ref 10CFR73. 21). 

MADEDA.T, J. . KNICELEY. J. R. , PIRTLE.G. L. Regions. Office of 
Director. 85/01/02. 2pp. 28202:356. 24X Fiche: 50-341, 85/01/02. 

8501070374. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policjy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc, 138pp. 67719; 161. 3i4X 

Fiche: 50-000. 85/01/09. 8501 100621. 


B501170147 Forwards Preoppratipnal Safeguards Insp Rept 50-341/84—67 on 
841227 Sc 850103. No noncomplianct noted. 

AXELSON.W, L. Region 3. Office of Director, 85/01/11. JENS. W, H, . 
Detroit Edison Co, 2pp. 28425:229, 24X Fiche: 50-341. 85/01/11. 

8501170147. 


— 8501170152 Preoperati onal Safeguards Insp Rept 50-341/84-67 on 841227 Sc 
850103. No noncompliance noted. Major areas inspected: alarm 
station operations St status review of security program. 

Details withheld (ref 10CFR73. 21). 

PIRTLE. G. L. . CREED. J.R. Region 3. Office of Director. 85/01/11. 

Ip. 28425:231. 24X Fiche: 50-341. 85/01/11. 8501170147. 


8501290480* Forwards synopsis of UL test rept St util corrective actions 
re qualification of f ire/secur ity doors, supplementing 831114 
ltr. Proposed rev to FSAR clarifying commitment concerning 
fire doors also encl.SSER 2 will discuss fire door quality. 

JENS. W. H. Detroit Edison Co. 85/01/23. YOUNGBLOOD. B. J. Licensing 
Branch 1. 61pp. 28616:307. 24X Fiche: 50-341. 85/01/23. 8501290480. 


G. Inspection reports. IE Bulletins Sc correspondence 


9501160325 FOIA request for repts re facil ities, including SALP repts. 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL. B. Kansas City Star/K.:3nsas City Times. Kansas City. MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 

28432; 313. 24X Fiche: 50-000. 84/05/17. 8501160325. 


8501160253 Responds to FOIA request for SALP repts. const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts St const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON. J.M. Division of Rules and Records. 84/06/08, CORNELL, B. 
Kansas City Star/Kansas City Times. Kansas City. MO. Ip. 28432:312, 
24X Fiche: 50-000. 84/06/08. 8501 160253. 


8501080121 Forwards Insp Rept 50-341/84-46 on 841105-29 Sc notice of 
violation. 

SPESSARD. R. L. Region 3. Office of Director. 84/12/14. JENS. W. H. 
Detroit Edison Co. 2pp. 28246:184. 24X Fiche: 50-341. 84/12/14. 

8501080121. 


— 8501080123 Notice of violation from insp on 841105-29. 

SPESSARD. R. L. Region 3. Office of Director. 84/12/14. Ip. 
28246; 186. 24X Fiche: 50-341. 84/12/14. 8501080121. 


—8501080130 Insp Rept 50-341/84-46 on 841 105-29. Noncompliance noted: 
inadequate batteries surveillance procedure. 

DUPONT.S. G. . HILLS.D. E.. ENG. P. L. Regions. Office of Director. 
84/12/14. 9pp. 28246:187. 24X Fiche: 50-341. 84/12/14. 8501080121. 


8412190503 IE Info Notice 84-94. “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 64/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate.no ack ltr will be issued. 

KEPPLER, J.G, Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000. 84/12/21, 

8501300674. 


8501100311 Forwards Insp Rept 50-341/84-53 on 841126-30 Sc 1201-02 Sc 
notice of violation. Description of methods utilized 
throughout preoperational testing program to identify St 
trend equipment problems requested. 

SPESSARD, R. L. Region 3. Office of Director. 84/12/24. JENS, W. H. 
Detroit Edison Co. 2pp. 28347:350. 24X Fiche: 50-341. 84/12/24. 

8501100311. 


— 8501100319 Notice of violation from insp on 841126-30 Sc 1201-02, 
SPESSARD, R. L. Region 3. Office of Director. 84/12/24. 2pp. 
28347:352. 24X Fiche: 50-341. 84/12/24. 8501100311. 


—8501100347 Insp Rept 50-341/84-53 on 841116.26-30 Sc 1201-02. 
Noncompliance noted: failure to follow preoperational test 
procedures Sc take adequate corrective action to prevent 
recurrence of problems w/Target Rock air operated valves. 

MAURA. F.. HARE. S. , REYES. L. A. Region 3. Office of Director. 
84/12/24. IQpp. 28347:354. 24X Fiche: 50-341, 84/12/24. 8501100311. 


8501140116 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security Sc 
emergency response to reduce reactor site training time. 

KEPPLER, J.G. Region 3. Office of Director. 84/12/28. JENS. W, H. 
Detroit Edison (io. 2pp. 28377:249. 24X Fiche: 50-341. 84/12/28, 

8501140116 . 
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SS01150430 Responds to NRC Itr re violations noted in Insp Rept 
50--341/S4-48. Corrective actions: nuclear QA conducted audit 
of general purchasing insp div which included review of 
approx 55 source insps. 

JENS. W. H. Detroit Edison Co. 84/12/28. KEPPLER. J. G. Region 3. 
Office of Director. 4pp. 28414:318. 24X Fic he: 50-341. 84/12/28. 

8501150430. 


8501220565 Forwards Insp Rept 50-341/84-61 on 841204-07. No 
noncompliance noted. 

PAPERIELLQ. C. J. Region 3. Office of Director. 84/12/28. JENS. W. H. 
Detroit Edison Co. 2pp. 28502:176. 24 X Fiche: 50-341. 84/12/28. 

8501220565. 


— 8501220569 Insp Rept 50-341/84-61 on 841204-07. No noncompliance or 
deviation noted. Major areas inspected: previously identified 
items re emergency preparedness, includ ing observation & 
evaluation of assembly & accountability drill. 

PATTERSON. J. P. . PHILLIPS. M. P. Regions. Office of Director. 
84/12/28. 7pp. 28502:178. 24X Fiche : 50-341. 84/12/28. 8501220565. 


8501070374 Forwards Safeguards Insp Rept 50-341/84-60 on 841126-30 & 
1210-14. No noncompliance noted. Unsuccessful attempts to 
adequately reduce intrusion alarm rate warrant senior mgt 
attention, as could affect recommendation for license. 

AXELSON. W. L. Region 3, Office of Director. 85/01/02. JENS. W. H. 
Detroit Edison Co. 2pp. 28202:354. 24X Fiche: 50-341. 85/01/02. 

8501070374. 


— 8501070375 Safeguards Insp Rept 50-341/84-60 on 841126-30 & 1210-14. 
No noncompliance noted. Major areas inspected: status of 
implementation, installation Sc operability of security 
program. Details withheld <ref 10CFR73. 21). 

MADEDA. T. J. . KNICELEY. J. R. . PIRTLE. G. L. Region 3. Office of 
Director. 85/01/02. 2pp. 28202:356. 24X Fiche: 50-341. 85/01/02. 

8501070374. 


8501290647 Forwards Insp Rept 50-341/84-66 on 841127 Sc 1217-21. No 
noncompliance noted. 

LITTLE. W.S. Region 3. Office of Director. 85/01/09. JENS. W. H. 
Detroit Edison Co. 2pp. 28639:148. 24X Fiche: 50-341. 85/01/09. 

8501290647. 


— 8501290656 Insp Rept 50-341/84-66 on 841127 Sc 1217-21. No noncompliance 
noted. Major areas inspected: previous insp findings. 

HASSE. R. . KAUFMAN. P. . HAWKINS. F. Region 3. Office of Director. 
85/01/08. 7pp. 28639:150. 24X Fiche; 50-341. 85/01/09. 8501290647. 


8501070401 IE Info Notice 85-001. “Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. “Improper Installation Sc Testing of 
Differential Pressure Transmitters, " Sve list end. 

JORDAN. E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501170147 Forwards Preoperational Safeguards Insp Rept 50-341/84-67 on 
841227 Sc 850103. No noncompliance noted. 

AXELSON. W.L. Region 3. Office of Director. 85/01/11. JENS. W, H. 
Detroit Edison Co. 2pp. 28425:229. 24X Fiche: 50-341, 85/01/11. 

8501170147. 


—8501170152 Preoperational Safeguards Insp Rept 50-341/84-67 on 841227 Sc 
8S0103.no noncompliance noted, Major areas inspected ; alarm 
station operations Sc status review of security program. 

Details withheld (ref 10CFR73. 21). 

PIRTLE. O.L., CREED, J.R. Region 3. Office of Director. 85/01/11. 

Ip. 28425:231. 24X Fiche: 50-341. 85/01/11, 8501170147. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller, “ Sve list end, 

JORDAN.E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/15. Consolidated Edison Co. of New 

York. Inc. I03pp, 28490:226. 24X Fiche; 50-000. 85/01/15. 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Sectrrit^ Response 
Drills." Sve list end. 

JORDAN.E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17* 8501 ld»0196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Sve list * 
end. 

JORDAN.E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fich e: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006. “Contami nati on of Breathing Air 
Sys. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001, 24X Fich e: 50-000. 85/01/23, 8501230236. 


8501310259 Ac k receipt of 841127 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-341/83-31. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/25. JENS. W. H. 
Detroit Edison Co. Ip. 28657:312. 24X Fiche: 50-341, 85/01/25, 

8501310259. 


— 8501310265 Suppls response to NRC 840921 Itr re violations noted in 
Insp Rept 50-341/83-31, Corrective acti ons: personnel informed 
that ”use-as-is“ dispositions must include written 
technical justification on nonconformance rept. 

JENS, W. H. Detroit Edison Co. 84/11/27. KEPPLER, J.G. Region 3, 
Office of Director. 3pp. 28657:313. 24X Fiche: 50-341, 85/01/25, 

8501310259. 


8501250352 lE Info Notice 85-007, “Contaminated Radiography Source 
Shipments." Sve list end. 

GRACE, J. N. Division of QA. Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp, 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


S. Reportable occurrences, LERs Sc related correspondence 


8501160325 FDIA request for repts re facilities, including SALP repts, 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times. Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000, 84/05/17. 8501 160325. 


8501160253 Responds to FDIA request for SALP repts, const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON. J.M. Division of Rules and Records. 84/06/08. CORNELL. B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000. 84/06/08. 8501160253. 


8501030302 Final deficiency rept., Item 139 re deficient shop weld in 
fluid head structure. Initially reported on 841015. Review of 
stress calculations revealed max stress on welds does not 
exceed allowable. Item not reportable per 10CFR50. 55(e). 

JENS, W. H. Detroit Edison Co. 84/12/12. KEPPLER, J. G. Region 3, 
Office of Director. 2pp. 28189:068. 24X Fiche: 50-341. 84/12/12. 

8501030302. 


8501030306 Amend to final deficiency rept, Item 114 re possible 
overpressurization of north RHR HX. Initially reported on 
840124. Investigation it analysis determined HX acceptable 
for intended function. 

JENS, W. H. Detroit Edison Co. 84/12/13. KEPPLER, J. G. Regions. 
Office of Director. 3pp. 28189:060. 24X Fiche: 50-341. 84/12/13, 

8501030306. 


8501070093 Final Deficiency Rept. Item 141 re deviations from specified 
clearance between cable trays (c vertical support members. 

Initially reported on 841107. Item not reportable per 
10CFR50. 55(e). 

JENS. W. H. Detroit Edison Co. 84/12/18. KEPPLER. J. G. Regions, 
Office of Director. 2pp. 28218:286. 24X Fiche: 50-341. 84/12/18, 

8501070093. 


8501310109 Interim deficiency rept. Item 142 re failure of two Target 
Rock solenoid valves. Initially reported on 841213. 

Investigation of cause, scope St necessary corrective action 
for problem continuing. 

JENS.W.H. Detroit Edison Co. 85/01/11. KEPPLER, J. 0. Regions, 
Office of Director. 2pp. 28685:356. 24X Fiche; 50-341. 85/01/11. 

8501310109. 


8501240087 PNO-1 1 1-85-008: on 850110. emergency diesel generator EDG-11 
tripped on low lubricating oil pressure. On 8501 11. EOO-13 
manually tripped due to high crankcase pressure readings. 

Caused by obstruction in oil sump tt filter by metal flakes. 

KNOP, R. C. , GREENMAN.E. Regions, Office of Director. 85/01/16. 
2pp. 28529:074, 24X Fiche: 50-341. 85/Q1/16, 8501240087, 


8501310182 PNO-ZI1-85-008A; on 850125. damage discovered to two of four 
diesel generators. Licensee to provide initial assessment of 
cause at onsite meeting on 850126. Problem re as-built 
drawing issue found. Licenses analyzing problem. 

KNOP'R-* GftEENMAN.E. Regions, Office of Director. 85/01/25, Ip. 
28655:328. ^4X Fiche.v?07#41. 85/01/29* RD01310i82. 
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Y. Dry Cask Independent Spent Fuel Storage Installations 


8501170050 Foruards contract for disposal of spent nuclear fuel l</or 
high level raduiaste* per 850114 telcon. 

EARLE. O.K. Detroit Edison Co. 85/01/15. LYNCH. M. D. Division of 
Licensing. 6Spp. 28426:037. 24X Fiche : 50-341. 85/01/15. 8501170050. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency Sc fire protection plans 


8501090688 Forwards Insp Rept 50-344/84-27 on 841015-19. No violation 
or deficiencies noted. 

WENSLAWSKI. F. A. Region 5. Office of Director. 84/12/21. 

WITHERS. B.D. Portland Oeneral Electric Co. Ip. 28304:255. 24X 

Fiche: 50-344.84/12/21, 8501090688. 


—8501090693 Insp Rept 50-344/84-27 on 841015-19. No violation or 
deficiencies noted. Najor areas inspected ; med ical drill, 
emergency preparedness exercise & associated critique. 

FISH, R. F. . IVEY. L. W. . PRENDERGAST. K. Region 5. Office of Director. 
84/12/21. 7pp. 28304:256. 24X Fich e: 50-344. 84/12/21. 8501090688. 


8501020297 Forwards POE-1043. "Accident Monitoring Instrumentation 
Review for Trojan Nuclear Plant." per Suppl 1 to NUREG-0737 
as transmitted by Generic Ltr 82-33. U/o end. 

WITHERS. B.D. Portland General Electric Co. 84/12/28. EISENHUT. D. G. 

Division of Licensing. 2pp. 28143:017. 24X Fiche: 50-344. 84/12/28. 

8503 020297. 


8501020297 Forwards Topical Rept PGE-1043. "Accident Monitoring 
Instrumentation Review for Trojan Nuclear Plant. " per 
Suppl 1 to NUREG-0737 St Generic Ltr 82-33 summarizing 
compliance w/Rev 3 to Reg Guide 1.97. 

WITHERS. B.D. Portland General Electric Co. 84/12/28. EISENHUT. D. G. 

Division of Licensing. 2pp. 28250:076. 24X Fiche: 50-344. 84/12/28. 

8501020297. 


— 8501090339 "Accident Monitoring Instrumentation Review for Trojan 
Nuclear Plant. " 

* Portland General Electric Co. POE-1043. 84/12/31. 210pp. 

28250; 078. 24X Fiche; 50-344. 84/12/28. 8501020297. 


8501040056 Forwards PGE-1041. "Detailed Control Room Design Review 
Summary Rept. " in accordance w/840523 response to Suppl 1 
to NUREG-0737. 

WITHERS.B.D. Portland General Electric Co. 84/12/31. EISENHUT. D. G. 

Division of Licensing. Ip. 28250:298. 24X Fiche; 50-344. 84/12/31. 

8501040056. 


— 8501090304 Vol 1 of PGE-1041, "Detailed Control Room Design Review 
Summary Rept. Methodo logy & Approach." 

* Portland General Electric Co. 84/12/31. ISOpp. 28250:299. 
24X Fiche: 50-344, 84/12/31, 8501040056. 


— 8501090315 Vol 2 of PGE-1041. "Detailed Control Room Design Review 
Summary Rept. Human Engineering Discrepancy Data Base." 

* Portland General Electric Co. 84/12/31, 400pp. 28251:116. 

24X Fiche: 50-344, 84/12/31, 8501040056. 


8501150290 Forwards SALP Rept 50-344/84-35 for Sept 1983 - Dct 1984. 
Overall performance acceptable. 

MARTIN. J.B, Region 5, Office of Director. 85/01/08. WITHERS.B.D, 
Portland General Electric Co. 2pp. 28382:076. 24X 

Fiche: 50-344. 85/01/08. 8501150290. 


—8501150297 SALP Rept 50-344/84-35 for Sept 1983 - Oct 1984. Overall 
performance acceptable. 

* Region 5, Office of Director. 84/12/11. 32pp. 28382:078. 24X 

Fiche: 50-344. 85/01/08, 8501150290. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche; 50-000. 85/01/09, 8501100621. 


8501230396 Requests 30-day extension until 850213 to respond to 841106 
request for addl info re SPDS. 

WITHERS.®. D. Portland General Electric Co. 85/01/11. MILLER, J. R. 
Operating Reactors Branch 3. Ip, 28511:224. 24X 

Fiche: 50-344.85/01/11. 8501230396, 

8501300456 Forwards Insp Rept 50-344/84-34 on 841102-1221. No 
violations noted, 

KIRSCH.D. F. Regions, Office of Director. 85/01/11. WITHERS, B. D. 
Portland General Electric Co. Ip. 28677:265, 24X 

Fiche: 50-344, 85/01/11, 8501300456. 


— 8501300461 Insp Rept 50-344/84-34 on 841 102-1221 . No violations noted. 
Major areas inspected: operational safety verification, 
corrective actions, maint, surveillance, plant review board 
activities & emergency procedures. 

R ICHARDS, S. A. , DODDS. R. T. Region 5. Office of Director. 85/01/04. 
11pp. 28677:266. 24X Fiche: 50-344, 85/01/11, 8501300456. 


G. Adjudicatory correspondence 


8501110029 Memorandum Sc order informing that ASLAB will not conduct 
sua sponte review of ASLB 841128 initial decision permitting 
Amend 88 to License NPF-1 to remain in full force. Parties 
settled issue. Served on 850110. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 018. 
85/01/10. Office of the Executive Legal Director. 3pp. 

28310:283. 24X Fi ch e: 50-344, S5/01 /lO, 8501 1 10029. 


8501150329 Erratum to 850110 Memorandum Sc Order ALAB-796 correcting 
Page 2 to add "See 10CFR2. 761. " Served on 850114. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 070. 
85/01/11. Ip. 28386:163. 24X Fi c he: 50-344, 85/01/1 1, 8501 150329. 


H. General correspondence 


6501160536 Advises that WS Drser appointed general manager of facility 
Sc CP Yundt appointed general manager, tec hnical functions, 
effective 850101. 

WITHERS.B.D. Portland General Electric Co. 85/01/11. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28420:158. 24X 

Fiche: 50-344. 85/01/11. 8501160536. 


8501290510 Advises that WS Orser appointed general manager of facility 
Sc CP Yundt appointed general manager, technical functions, 
effective 850101. 

WITHERS.B.D. Portland General Electric Co. 85/01/11. MARTIN. J.B. 
Region 5, Office of Director. Ip. 28616:259. 24X 

Fiche; 50-344. 85/01/11, 8501290510. 


I, Financial information 


8501210100 Requests concurrence w/encl draft certificate that facility 
in furtherance of purpose of abating or controlling 
atmospheric pollutants or contaminants or water pollutants 
to satisfy IRS requirements re tax exempt bond financing. 

WITHERS, B.D. Portland General Electric Co. 85/01/17. DENTDN, H. R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 28470: 112. 

24X Fiche: 50-344, 85/01/17, 8501210100. 


0. Advisory Committee on Reactor Safeguards reports Sc correspondence 


B501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Wash ing ton, DC re recent experiences at operating 
plants. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche: 50-000, 84/12/15,8501300274. 


P. Operating license stage documents & correspondence 


B501160042 FOIA request for info re US Corp of Engineers partic ipation 
in licensing process for plant & whether uniform bldg code 
requires dynamic analysis on tall bldgs in regions subj to 
strong eathquakes. 

CALSOYAS, C. D. Affiliation Not Assigned. 84/02/25. NRC - No 
Detailed Affiliation Given. Ip. 28432:208. 24X 

Fiche: 50-344, 84/02/25, 8501160042. 


8501160051 Responds to FOIA request for info re US Corps of Engineers 
participation in licensing process for plant & uniform bldg 
code requirements re tall bldgs in regions subj to strong 
earthquakes. Forwards App A documents. 

FELTON, J.M. Division of Rules and Records. 84/05/09. CALSOYAS, C. D. 

Affiliation Not Assigned. 2pp. 28432:209. 24X 

Fiche: 50-344, 84/05/09, 8501160051. 


— 8501160056 Advises that 730105 DES reviewed. No comments offered. 
Related info end. 

SALING.N. E. Army. Dept, of. Corps of Engineers. 73/01/17. 

MULLER. D. R. Atomic Energy Commission - Deputy Director for Reactor 
Projects. 15pp. 28432:211. 24X Fich e: 50-344. 84/05/09. 8501 160051. 


8501150194 FOIA request for four categories of info on subduction zones 
Sc low angle thrust faults in Pacific Northwest which could 
affect Trojan it WPPSS-3 nuclear plants. 

BELL. N. Nuclear Information it Resource Service. 84/06/01. 

FELTON, J.M. Division of Rules and Records. 2pp. 28392:283. 24X 

Fiche: 50-000. 84/06/01. 8501150194. 
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8501160237 FOIA request for documents re subduction zones & low angle 
thrust faults which could affect facilities. 

BELL»N. Nuclear Information & Resource Service. 84/06/01. 

FELTONi J. M. Division of Rules and Records. 2pp. 28432:237. 24X 

Fiche: 50-000, 84/06/01, 8501160237. 


8501150202 Partial response to FOIA request for four categories of info 
on subduction zones & low angle thrust faults in Pacific 
Northwest which could affect facilities. Responsive documents 
available in PDR. 

FELTON, vl. M. Division of Rules and Records. 84/06/20. BELL, N. 
Nuclear Information & Resource Service. Ip. 28392:285. 24X 

Fiche: 50-000, 84/06/20, 8501150202. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of “Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230180 Opposes issuance of plant spent-fuel pool amend. SER does not 
contain sufficient technical analysis supporting final NSHC 
determination, addressing Generic Issue 82 in NUREG-0933. 

OOLDBERG, J. NRC - No Detailed Affiliation Given. 84/05/03. 

TRAMMELL, C. NRC - No Detailed Affiliation Given. 2pp. 28525:257. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230223 Comments on SER it EIA re proposed spent fuel amend. 
NUREG-0933 should be addressed. 

GOLDBERG, J. NRC - No Detailed Affiliation Given. 84/04/17. 
TRAMMELL, C. NRC - No Detailed Affiliation Given. 2pp. 28525:265. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230441 Comments on Commission paper it proposed notice of 
preliminary NSHC finding re amend expanding storage capacity 
of plant spent fuel pool. Suggests that language changes need 
to emphasize staff findings. 

GRAY, J. R. Office of the Executive Legal Director. 83/10/03. 
TRAMMELL, C. NRC - No Detailed Affiliation Given. 2pp. 28525:294. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


8501160249 Second partial response to FOIA request for info re 
subduction zones & low angle thrust faults which could 
affect facilities. Forwards App A documents. Documents also 
available in PDR. App B documents responded to by 840508 Itr. 
FELTON, J.M. Division of Rules and Records. 84/08/01. BELL, N. 
Nuclear Information & Resource Service. 3pp. 28432:239. 24X 

Fiche: 50-000, 84/08/01, 8501160249. 


8501070257 Forwards SER addressing environ qualification of electrical 
equipment important to safety. Environ qualification program 
in compliance w/lOCFRSO. 49 requirements & proposed 
resolution of deficiencies acceptable. 

MILLER, J.R, Operating Reactors Branch 3. 84/12/04. WITHERS, B. D. 

Portland General Electric Co. 2pp. 28226:154. 24X 

Fiche: 50-344, 84/12/04, 8501070257. 


— 8501070263 SER addressing environ qualification of electrical equipment 
important to safety. Program acceptable. 

* Office of Nuclear Reactor Regulation, Director. 84/11/16. 

12pp. 28226:156. 24X Fiche: 50-344, 84/12/04, 8501070257. 


8501080484 Forwards request for addl info re required amend to license 
conforming to model Tech Specs identified in Generic Ltr 
82-16. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/04. WITHERS, B. D. 

Portland General Electric Co. 4pp. 28273:260. 24X 

Fiche: 50-344, 84/12/04, 8501080484. 


8501080061 Forwards Amend 98 to License NPF-1 & safety evaluation. Amend 
allows *«*/- lOy. tolerance to required hydrogen mixing sys 
flow rate of 2,500 cubic ft per minute. 

TRAMMELL, C. M. Operating Reactors Branch 3. 84/12/11. WITHERS, B. D. 

Portland General Electric Co. Ip. 28271:225. 24X 

Fiche: 50-344, 84/12/11, 8501080061. 


—8501080068 Amend 98 to License NPF-1, allowing +/- 10% tolerance to 
required hydrogen mixing sys flow rate of 2,500 cubic ft per 
minute. 

MILLER, J.R, Operating Reactors Branch 3. 84/12/11. 4pp. 

28271:226. 24X Fich e: 50-344, 84/12/1 1, 8501080061. 


—8501080073 Safety evaluation supporting Amend 98 to License NPF-1. 

# Office of Nuclear Reactor Regulation, Director. 84/12/11. 2pp. 
28271:230. 24X Fiche; 50-344, 84/12/11 , 8501080061. 


8501080571 Requests addl info for review of 831104 ltr concerning 
improvements to reactor trip breaker reliability per Generic 
Ltr 83-28. Responses requested within 30 days of ltr receipt. 
MILLER, J.R. Operating Reactors Branch 3. 84/12/18. WITHERS, B. D. 

Portland General Electric Co. 4pp. 28271:162. 24X 

Fiche; 50-344, 84/12/18, 8501080571. 


8501080013 Forwards Amend 99 to License NPF-1, safety evaluation 8< 
radiological effluent Tech Specs. Amend changes radiological 
effluent Tech Specs to comply w/lOCFRSO App I, keeping 
releases of radioactive matls to ALARA. 

TRAMMELL, C. M. Operating Reactors Branch 3. 84/12/20. WITHERS, B. D. 

Portland General Electric Co. 3pp. 28267:235. 24X 

Fiche: 50-344, 84/12/20, 8501080013. 


— 8501080019 Amend 99 to License NPF-1, chang ing radiological effluent 
Tech Specs to comply w/lOCFRSO, App I, keeping releases of 
radioactive matls to unrestricted areas ALARA. 

MILLER, J. R. Operating Reactors Branch 3. 84/12/20. 83pp. 

28267: 238. 24X Fiche: 50-344, 84/12/20, 8501080013. 


— 8501080024 Safety evaluation supporting Amend 99 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director. 84/12/20. 9pp. 
28267: 321. 24X Fiche: 50-344, 84/12/20, 8501080013. 


— 8406120578 "Radiological Effluent Tech Specs (RETS) Implementation - 
Trojan Nuclear Plant. " 

SERRANO, W. EG&6, Inc. FIN A-6459. EGG-PBS-6613. 84/05/31. 

NRC - No Detailed Affiliation Given. 37pp. 28267:330. 24X 

Fiche: 50-344, 84/12/20, 8501080013. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8( 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501110130 Forwards schedule for submitting addl info it justification 
of nonconformance of core exit thermocouples it subcooling 
.margin monitors, per 840202 SER on util response to Generic 
Ltr 82-28 it NUREO-0737, Item II. F. 2. 

WITHERS, B.D. Portland General Electric Co. 85/01/04. EISENHUT, D. G. 

Division of Licensing. 21pp. 28311:008. 24X Fiche: 50-344, 

85/01/04,8501110130. 


8501220195 Forwards Amend 100 to License NPF-1 it safety evaluation. 
Amend revises Table 6. 2-1, "Min Shift Crew Composition, " to 
allow duties of shift technical advisor it licensed senior 
operator to be combined. 

TRAMMELL, c. M. Operating Reactors Branch 3. 85/01/09. WITHERS. B.D. 

Portland General Electric Co. 2pp. 28520: 137. 24X 

Fiche: 50-344, 85/01/09, 8501220195. 


— 8501220202 Amend 100 to License NPF-1, revising Table 6.2-1, "Min Shift 
Crew Composition, " to allow duties of shift technical 
advisor & licensed senior operator to be combined. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/09. 4pp. 

28520: 139. 24X Fiche: 50-344, 85/01/09, 8501220195. 


— 8501220209 Safety evaluation supporting Amend 100 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director. 85/01/09. 2pp. 
28520:143. 24X Fiche: 50-344, 85/01/09, 8501220195. 


8501150340 Forwards application for amend to License NPF-1, consi sting 
of Change Application 114, amending Tech Specs to change 
Limiting Condition for Operation 3.0.4 re restrictions for 
entry into operational mode. 

WITHERS, B.D. Portland General Electric Co. 85/01/10. MILLER, J. R. 
Operating Reactors Branch 3. Ip. 28386:209. 24X 

Fiche: 50-344, 85/01/10, 8501150340. 


— 8501150346 Application for amend to License NPF-1, consisting of Change 
Application 114, amending Tech Specs to change Limiting 
Condition for Operation 3.0,4 re restrictions for entry into 
operational mode. 

WITHERS,B. D. Portland General Electric Co. 85/01/10. 3pp. 
28386:210. 24X Fiche: 50-344, 85/01/10, 8501150340. 


— 8501150352 Proposed Tech Specs changing Limiting Condition for 
Operation 3. 0. 4 re restrictions for entry into operational 
mode. 

» Portland General Electric Co. 85/01/10. 3pp. 28386:213. 24X 

Fiche; 50-344,85/01/10, 8501150340. 


8501180293 Forwards application to amend License NPF-1, consisting of 
License Change Application 115 to incorporate Tech Specs for 
several TMI-related items, per model Tech Specs. Fee paid. 

WITHERS, B.D. Portland General Electric Co. 85/01/14. MILLER, J. R. 
Operating Reactors Branch 3. 2pp. 28451:090, 24X 

Fiche: 50-344, 85/01/14, 8501180293. 
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— 85011S0299 Application for amend to License NPF~1 j consisting of License 
Change Application 1 15>inodifying Tech Spec Tables 3. 3-6i 
4. 3-3, 3. 3-13. 4. 3-9, 3. 3-11 i 4. 3-7 & 6. 9. 2 & adding Tech Spec 
3.3.3,12 to incorporate TMI-related items. 

WITHERS, B.D. Portland General Electric Co. 85/01/14. 4pp. 

28451:092. 24X Fiche: 50-344, 85/01/14, 8501 180293. 


— 8501180404 Proposed Tech Specs modifying Tables 3.3-6,4.3-3,3.3-13, 

4. 3-9, 3. 3-11, 4. 3-7 & 6. 9. 2 & adding new Tech Specs 3. 3. 3. 12 
to incorporate TMI-related items. 

* Portland General Electric Co. 85/01/14. 14pp. 28451:096. 24X 

Fiche: 50-344, 85/01/14,8501180293. 


8501230030 Informs of possible NRC visit in Feb-Mar 1985 to obtain util 
views of NUREG-08S5, Issue 3 program eliminating existing 
regulatory requirements that have marginal importance to 
safety. FR notice of program end. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/14. WITHERS,B. D. 

Portland General Electric Co. 7pp. 28535:341. 24X 

Fiche: 50-344, 85/01/14, 8501230030. 


8501230413 Forwards description of changes being made to permanent test 
program for Valve MO-8812, per Amend 26 to FSAR. Valve leakage 
will be determined using water instead of gas. 

WITHERS, B.D. Portland General Electric Co. 85/01/15. MILLER, J.R. 
Operating Reactors Branch 3. 2pp. 28511:053. 24X 

Fiche: 50-344, 85/0 1 / 1 5, 8501 2304 1 3. 


8501300551 Authorizes closeout of Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. 

EISENHUT, D. G. Division of Licensing. 85/01/17. LAINAS.G, C. 
Assistant Director for Operating Reactors. Ip. 28684:152. 24X 

Fiche: 50-000, 85/01/17, 8501300551. 


— 8501300565 Requests approval to close out Multi-Plant Action E-05 re 
Westinghouse N-1 loop operation. No active applications exist 
in NRR. 

WIGGINTON, D. L. Operating Reactors Branch 1. 85/01/11. 

EISENHUT, D. G. Division of Licensing. 2pp. 28684:153. 24X 

Fiche: 50-000, 85/01/17, 8501300551. 


8501230404 Forwards response to 841218 request for addl info on Generic 
Ltr 83-28, Items 4. 2. 1 & 4.2.2 re reactor trip breakers 
periodic maint program & parameters to forecast degradation 
of operability. Rev O to Maint Procedure MP-1-5 also end. 

WITHERSiB.D, Portland General Electric Co. 85/01/18. MILLER, J. R. 
Operating Reactors Branch 3. 4pp. 28512:037. 24X 

Fiche: 50-344, 85/01/18, 8501230404. 


— 8501230406 Rev 0 to Maint Procedure MP-1-5, "Reactor Trip & Bypass 
Breakers, " 

# Portland General Electric Co. 84/12/18. ISpp. 28512:041. 24X 

Fiche: 50-344, 85/01/18. 8501230404. 


8501280287 Responds to NRC 841204 ltr request for rev to License Change 
Application 111 to License NPF-1 due to deficiencies re 
model Tech Specs on overtime limits & turbine stop valve 
closure. 

WITHERS.B. D. Portland General Electric Co. 85/01/21. MILLER, U. R. 
Operating Reactors Branch 3. 2pp. 28569:313. 24X 

Fiche: 50-344, 85/01/21, 8501280287. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8412190503 IE Info Notice 84-94, "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness 8t Engineering Response 
(Post 830103), 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche; 50-000, 84/12/21, 8412190503. 


■ »sp Rept 50-344/84-27 on 841015-19, No violation 
d. 

ion 5, Office of Director. 84/12/21. 

Id General Electric Co. Ip. 28304:255. 24X 

' . R5010906SB. 


1015-19. No violation or 
ed;medical drill, 
iated critique, 
sgion 5, Office of Director. 
50-344, 84/12/51, 8501 090688. 


.ing NRC of steps taken to 
f4/84-29. 

84/12/27. WITHERS, B. D. 
267, 24X 


6501020280 Ac k receipt of 841207 ltr Informing NRC of steps taken to 
correct violations noted in Insp Rept 50-344/84-33. 

Corrective actions will be verified during future insp, 

KIRSCH.D. F. Regions, Office of Director. 84/12/27. WITHERS, B, D. 
Portland General Electric Co. Ip, 28142:243. 24X 

Fiche: 50-344, 84/12/27, S5010202SO. 


8501150290 Forwards SALP Rept 50-344/84-35 for Sept 1983 - Oct 1984. 
Overall performance acceptable. 

MARTIN, J.B. Region 5, Office of Director. 85/01/08, WITHERS, B. D. 
Portland General Electric Co. 2pp, 28382:076. 24X 

Fiche: 50-344, 85/01/08, 8501150290. 


—8501150297 SALP Rept 50-344/84-35 for Sept 1983 - Oct 1984. Overall 
performance acceptable. 

e Region 5, Office of Director. 84/12/11. 32pp. 28382:078. 24X 

Fiche: 50-344, 85/Ol/OB, 8501150290. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators, " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1, 8501080502. 


8501300456 Forwards Insp Rept 50-344/84-34 on 841102-1221. No 
violations noted. 

KIRSCH, D. F. Regions, Office of Director. 85/01/11. WITHERS, B. D. 
Portland General Electric Co. Ip. 28677:265. 24X 

Fiche: 50-344, 85/01/11, 8501300456. 


— 8501300461 Insp Rept 50-344/84-34 on 841 102-1221. No violations noted. 
Major areas inspected: operational safety verification, 
corrective actions, maint, surveillance, plant review board 
activities & emergency procedures. 

RICHARDS, 8. A. , DODDS, R. T. Region 5, Office of Director. 85/01/04. 
11 pp. 28677:266. 24X Fiche: 50-344, 85/01/1 1, 8501300456. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller." Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. I03pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501220254 Forwards Pages 27,28 Sc 29 inadvertently omitted from SALP 
Rept 50-344/84-35. 

DODDS, R.T. Region 5, Office of Director. 85/01/15. Region 5, 
Office of Director. Ip. 28491:001. 24X Fiche: 50-344, 85/01/15, 

8501220254. 


— 8501220257 Pages 27,28 & 29 inadvertently omitted from SALP Rept 
50-344/84-35. 

* Region 5, Office of Director. 85/01/15. 3pp. 28491:002. 24X 

Fiche: 50-344,85/01/15, 8501220254. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills, •* Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e; 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Wh ip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. *’ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. I09pp, 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. Svc list end. 

GRACE, J. N. Division of QA, Safeguards *c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000,85/01/29, 8501250352. 


R. Periodic operating reports tk related correspondence 


8501220023 Monthly operating rept for Nov 1984. W/B41207 ltr. 

BAIR, G. G. , YUNDT, C. P. Portland General Electric Co. 84/11/30. 6pp. 
28507: 136. 24X Fiche; 50-344, 04/11/30, 8501220023. 
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S. Reportable occurrences* LERs & related correspondence 


8411290044 LER 84-019-00: on 841012* breaker V-838 c losed* activating 
breaker failure timer* resulting in 230-kV bus V81 
deenergizing. Caused by maint personnel error. Buses 
reenergized. W/841116 Itr, 

BAIR*G. G. * YUNDT*C. P. Portland General Electric Co. 84/11/16. 3pp. 
27684: 257. 24X Fiche: 50-344. 84/11/16. 8411280044. 


8501080139 RO: f ire pump P-lllA removed from svc 841203 to perform 
scheduled maint & will be nonfunctional longer than 7 days. 

Fire sys supplemented by pumper truck connected to main fire 
sys until 841217 restoration. 

YUNDT. C. P. Portland General Electric Co. 84/12/12. MARTIN* J. B. 
Region 5* Office of Director. Ip. 28233:226. 24X 

Fiche: 50-344* 84/12/12* 8501080139. 


8501080660 LER 84-021-00: on 841011. partial plugging of train A & B 
SVC water strainers occurred due to suspended matl from 
Columbia River. Caused by degradation in svc water flow. 

Strainer mesh size increased. W/841226 Itr. 

BAIR* G. 0. . YUNDT* C.P. Portland General Electric Co. 84/12/26. 3pp. 
28244: 082. 24X Fiche: 50-344. 84/12/26* 8501080660. 


6501020363 PNO-V-84-074: on 841129* util notified of potential reportable 
Part 21 condition re alleged falsif icati on of certifications 
& alteration of markings on Familian Northwest piping* valves 
& fittings. 

CREMS* J. L. * SHACKLETON. 0. Region 5* Office of Director. 64/12/27. 
2pp. 28138:138. 24X Fiche: 50-344* 84/12/27* 8501020363. 


V. Operator Examinations 


8501220195 Forwards Amend 100 to License NPF-1 Sc safety evaluation. 
Amend revises Table 6. 2-1* "Min Shift Crew Composition. ” to 
allow duties of shift technical advisor & licensed senior 
operator to be combined. 

TRAMMELL* C. li. Operating Reactors Branch 3. 85/01/09. WITHERS* B. D. 

Portland General Electric Co. 2pp. 28520; 137. 24X 

Fiche: 50-344* 85/01/09* 8501220195. 


—8501220202 Amend 100 to License NPF-1* revising Table 6.2-1* "Min Shift 
Crew Composition**' to allow duties of shift technical 
advisor Se licensed senior operator to be combined. 

MILLER* J.R. Operating Reactors Branch 3. 85/01/09. 4pp. 

28520; 139. 24X Fiche: 50-344* 85/01/09* 8501220195. 


— 6501220209 Safety evaluation supporting Amend 100 to License NPF-1. 

« Office of Nuclear Reactor Regulation* Director. 85/01/09. 2pp. 
28520:143. 24X Fiche; 50-344* 85/01/09* 8501220195. 
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F. Security* medical* emergency it fire protection plans 


8501140051 Req,uests cooperation in improving initial access time for 
NRC inspectors at site. Region 111 will conduct training in 
generic aspects of radiation safety* physical security it 
emergency response to reduce reactor site training time. 

KEPPLER*J. 0. Region 3* Office of Director. 84/12/28. CROUSE* R.P. 
Toledo Edison Co. 2pp. 28377:239. 24X Fiche: 50-346* 84/12/28* 

8501140051. 


8501150331 Rev 4 to Emergency Plan Supporting Procedure AD 1827. 16* 
"Search it Rescue. " Rev to index end. 

ROBERTS, J. G. * QUENNOZ* 8, * DAFT* C. T, Toledo Edison Co. 84/12/28. 
15pp. 28382:151. 24X Fiche: 50-346* 84/12/28* 8501150331. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rep t. Svc list end. 

EISENHUTiD. Division of LlceTMiing. 85/01/09. Consolidated 
Edison Co. of New York* Inc, IsEpp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 00621, 

8501160195 Advises that ATfcT scheduled Region III Health Physics 
Network (HPN) mods for wk of 850121, ATtiT personnel will need 
access to 8;11 HPN sxtensions at nuclear powar plenti within 
Region lU for mod it testing. 

HlNDitJ, A. ■Regions-* .Office'-'-Odl' M-rector-. 85/01/11. CR0U8E# R. P.- 
Toledo Edison Co. Ip. 28412:161. 24X Fichs; 50-346. 85/01/11* ,, J 

8501160195. 


P. Operating license stage documents Sc correspondence 


8501040019 Forwards Amend 79 to License NPF-3 it safety evaluati on. Amend 
changes Tech Spec Table 3.6-2 re containment isolation valve 
to allow for modified steam generator blowdown it drain sys. 

DEAOAZIO. A. W. Operating Reactors Branch 4, 84/12/11. CROUSE* R. P. 

Toledo Edison Co. 2pp. 28209:185. 24X Fiche: 50-346* 84/12/1 1. 

8501040019. 


— 8501040023 Amend 79 to License NPF-3* changing Tech Spec Table 3.6-2 re 
containment isolation valve to allow for modified steam 
generator blowdown Sc drain sys. 

STOLZj J. F. Operating Reactors Branch 4. 64/12/11. 7pp. 

28209:187. 24X Fiche: 50-346* 84/12/1 1* 8501040019. 


— 8501040028 Safety evaluation supporting Amend 79 to License NPF-3. 

* Office of Nuclear Reactor Regulation* Director, 84/12/11. 6pp. 
28209:194. 24X Fiche: 50-346. 84/12/11 * 8501040019. 


6501020204 Forwards Amend 80 to License NPF-3 St safety evaluation. 
Amend modifies Tech Specs to permit operation for Cycle 5. 

DEAGAZIO* A. W, Operating Reactors Branch 4. 84/12/13. CROUSE*R. P. 

Tolado Edison Co. 2pp. 28164:219. 24X Ficha: 50-346. 84/12/13* 

8501020204. 


— 8501020209 Amend 80 to License NPF-3* mod if ylng Tech Specs to permit 
operation for Cycle 5. 

STOLZiJ. F. Operating Reactors Branch 4. 84/12/13. 54pp. 

28164: 221. 24X Fiche: 50-346* 84/12/13* 8501020204. 


— 8501020215 Safety evaluation supporting Amend 80 to License NPF-3. 

* Office of Nuclear Reactor Regulation* Director. 84/12/13. 9pp, 
28164: 276. 24X Fiche: 50-346* 84/12/13* 8501020204. 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown* per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201. 

HOSLER.A. G. Babcock Sc Wilcox Operating Plants Owners Group. 
84/12/14. KAOAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143: 266. 24X Fiche; 50-000* 84/12/14* 8501020238. 


8501020169 Forwards Amend 81 to License NPF-3 Sc safety evaluation. Amend 
changes Surveillance Requirement 4. 4. 9. 1.2 Sc associated 
Table 4, 4-5 to reflect changes in cycle length Sc fuel 
loading scheme. 

STOLZ.J. F. Operating Reactors Branch 4. 84/12/17. CROUSE* R.P. 

Toledo Edison Co. 2pp. 28164:265. 24X Fichs: 50-346* 84/12/17* 

8501020169. 


— 8501020182 Amend 81 to License NPF-3* chang ing Survaillance Requirement 
4. 4. 9. 1. 2 Sc associated Table 4.4-5 to reflect changes in 
cycle length Sc fuel loading schfme^ 

ST0LZ*J. F.' Operating Reactors' Branch ' 4". “ 84/12/17^ ^pp. 

28164: 287. 24X Ficha: 50-346* 84/12/17* 8501020169. 


—8501020185 Safety evaluation supporting Amend 81 to License NPF-3. 

« Office of Nuclear Reactor Regulation* Director. 84/12/17. 3pp. 
28164: 296. 24X Fiche; 50-346, 84/12/17* 8501020169. 


8501020515 Forwards Amend 82 to License NPF-3 Sc safety evaluation. Amend 
modifies Tech Spec Section 1.6 re determination of 
operability of auxiliary feedwater sys. Due to insufficient 
time for issuance of FR notice* notices in local media used. 

DEAOAZIO, A. W. Operating Raactors Branch 4. 84/12/20. CROUSE* R, P. 

Toledo Edison Co. 2pp. 28164:320. 24X Fiche: 50-346, 04/12/20, 

8501020515. 


—8501020518 Amend 82 to License NPF-3* mod if y ing Tech Spec Section 1.6 
re determination of operability of auxiliary feedwater sys. 

8TDLZ*J, F. Operating Reactors Branch 4. 84/12/20. 5pp. 

28164: 322. 24X Fichs: 50-346* 84/12/20* 8501020515. 


—0501020520 Safety evaluation supporting Amend 82 to License NPF-3, 

a Office of Nuclear Reactor Regulation* Director. 84/12/20. 6pp. 
28164: 327. 24X Fiche; 50-346* 84/12/20* 8501020515. 


8501020382 aubmits addl infb rf 041112 application for amend to License 
NPF-3* per AW DeAgazio Vequaiit. Hydrostatt c testing of 
turbine plant cooling wa^r pipeline to ANSI B31. 1 criteria 
completed on 841220 w/acceptablt results. 

CR0U8E*R. P. Toledo Edison Co. 84/12/21. 8T0LZ* J. F. Operating 
Raactors Branch 4. Ip. 28139:095. 24X Ficha: 50-346* 84/12/21* 

8501020382. 


8501030120 Oanaric Ltr 84-24 to all licensees of operating raactors it 
applicant* for OL re certification of compliance to 
10CFR50. 49* "Environ Guallficatlon of Electric Equipment 
Important to Safety of Nuclear Powar Plants. " Svc list end. 
EISENHUT* D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 16pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 
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8501040249 Requests re/nittance of feei within 15 days from receipt of 
Itr.for B41O10 application requesting extension of deadline 
for environ qualification of certain electrical equipment. 

MlLLERiU. □. License Fee Management Branch. 84/12/28. CROUSE/ R.P. 
Toledo Edison Co. Ip. 28215:363. 24X Fiche: 50--346» 84/12/28* 

8501040249. 


8501150452 Forwards notice of environ assessment 8e finding of no 
significant impact on 341112 request for amend to License 
NPF-3 re operation of startup feedwater pump. 

STOLZ/J. F. Operating Reactors Branch 4. 84/12/31. CROUSE* R. P. 

Toledo Edison Co. 3pp. 28392:235. 24X Fic he: 50-346* 84/12/31. 

8501150452. 


— 8501150454 Notice of environ assessment Sc finding of no significant 
impact on 841112 request for amend to License NPF-3 re 
operation w/o startup feedwater pump. 

LAINAS.O. C. Assistant Director for Operating Reactors. 84/12/31, 
4pp. 28392:238. 24X Fiche: 50-346, 84/12/31* 8501150452. 


8501280544 Forwards Amend 83 to License NPF-3 Sc safety evaluation. Amend 
adds new license condition imposing three operational 
restrictions re use of startup feedwater pump. 

DEAGAZIO* A. U. Operating Reactors Branch 4. 85/01/08. CROUSE. R.P. 

Toledo Edison Co. 2pp. 28630:144. 24X Fiche: 50-346* 85/01/08* 

8501280544. 


— 8501280667 Amend 83 to License NPF-3. adding three operational 
restrictions re use of startup feedwater pump. 

LAINAS.G, C. Assistant Director for Operating Reactors. 85/01/08. 
2pp. 28630:146. 24X Fiche: 50-346, 85/01/08. 8501280544. 


— 8501280676 Safety evaluation supporting Amend 83 to License NPF-3. 

* Office of Nuclear Reactor Regulation. Director. 85/01/08. 4pp. 
28630: 148. 24X Fiche: 50-346. 85/01/08* 8501280544. 


8501230320 Revises submittal date for application for amend to License 
NPF-3 concerning snubbers to 850131 doe to error discovered 
during review & approval process. 

CROUSE, R.P. Toledo Edison Co. 85/01/16. STOLZ.J, F. Operating 
Reactors Branch 4. Ip. 28510:133. 24X Fiche: 50-346. 85/01/16. 

8501230320. 


8501230459 Responds to 841228 Itr re overdue fee for extension of 
deadline date for environ qualification of electrical 
equipment. Fee remitted on 841128 & cashed by NRC on 841203. 

NRC records should be checked. 

CROUSE. R.P. Toledo Edison Co. 85/01/17. MILLER. JW. 0. License Fee 
Management Branch, Ip. 28510:034. 24X Fiche: 50-346* 85/01/17. 

8501230459. 


•8501230468 Responds to RM Diggs 841106 Itr re fee for extension of 
deadline date for enyirqj^ qualif i^tion of certai" 
electrical equipment. Fee"paid‘. 

CROUSE.R. P. Toledo Edison Co. 84/11/28. Division of 
Accounting. 3pp, 28510:035, 24X Fiche: 50-346, 85/01/17* 

8501230459. 


8501230387 Submits update of current status long-range plans & 
schedules for implementation of actions to respond to 
Sections 2. 2. 2 Ic 3. 2 of Generic Ltr 83-28. "Required Actions 
Based on Generic Implications of Salem ATWS Events. " 

CROUSE.R.P. Toledo Edison Co. 85/01/18. STOLZ.J. F. Operating 
Reactors Branch 4. 4pp. 28512:175. 24X Fiche: 50-346. 85/01/18. 

8501230387. 


Q. Inspection reports. IE Bulletins 8t correspondence 


8501040082 Ack receipt of 841129 ltr revising previous ltr informing 
NRC of steps taken to correct violations noted in Insp Rept 
50-346/84-09. Rev to response re independent verification of 
tagging activities acceptable. 

SPESSARD. R. L. Region 3, Office of Director. 84/12/19. CROUSE.R.P. 
Toledo Edison Co. Ip. 28208:199. 24X Fiche: 50-346* 84/12/19. 

8501040082. 


—8501040090 Revises 840817 response to NRC 840711 ltr re violations 
noted in Insp Rept 50-346/84-09. Corrective actions: mod to be 
made to Administrative Procedure AD 1803.00. "Safety 
Tagging. ” 

CROUSE. R.P. Toledo Edison Co. 84/11/29. NORELIUS, C, E. Region 3, 
Office of Director. 2pp. 28208:200. 24X Fiche: 50-346. 84/12/19* 

8501040082. 


8412190503 IE Info Notice 84^4. "Rec one en tret ion of Radionuclides 
Involving Discharges Into Sen itary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE* J. N. Division of Emergency Preparedness tt Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 12lpp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


S501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate.no ack ltr will be issued. 

KEPPLER.J. G. Region 3* Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50— 000* 84/12/21* 

8501300674. 


8501140051 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety. phys ical security & 
emergency response to reduce reactor site training time. 

KEPPLER.J. G. Region 3. Office of Director. 84/12/28. CROUSE.R.P. 
Toledo Edison Co. 2pp. 28377:239. 24X Fiche: 50-346. 84/12/28. 

8501140051. 


8501290073 Forwards Insp Rept 50-346/84-30 on 841126-30 «« 1219. No 
noncompliance noted. 

PAPERIELLO. C. J, Region 3. Office of Director. 85/01/04. 
CROUSE.R.P. Toledo Edison Co. 2pp. 28639:235. 24X 

Fiche: 50-346. 85/01/04* 8501290073. 


— 8501290087 Insp Rept 50-346/84-30 on 841126-30 & 1219. No violation or 
deviation noted. Major areas inspected: radiation protection 
& radwaste mgt program* including organization & mgt 
controls & solid waste processing. 

NICHOLSON. N. A. * GREGER.L. R. Region 3. Office of Director. 

85/01/04. 7pp. 28639:237. 24X Fiche: 50-346. 85/01/04. 8501290073. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators, " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24 X Fiche: 50-000. 85/01/11. 8501080502. 


8501300596 Forwards Insp Rept 50-346/84-25 on 841010-12.22-24.1113-14 
St 1226-28. No noncompl ianca noted. 

HARRISON. J. J. Region 3. Office of Director. 85/01/14. CROUSE.R.P. 
Toledo Edison Co. 2pp. 26677:124. 24X Fiche: 50-346. 85/01/14. 

8501300596. 


— 8501300597 Insp Rept 50-346/84-25 on 841010-12.22-24.1113-14 St 1226-28. 
No noncompliance or deviation noted. Major areas inspected: 
inservice insp procedures. NDE personnel certifications St 
core barrel bolt insp activities. 

JONES* D.E., DANIELSON. D. H, Regions. Office of Director. 

85/01/14. 7pp. 28677:126. 24X Fiche : 50-346, 85/01/14, 8501300596. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post B30103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. I03pp, 28490:226. 24X Fich e: 50-000. 85/01/15. 8501 100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN. E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24 X Fiche: 50-000. 85/01/17. 8501160196, 


8501240017 Discusses 841228 meeting re insp findings St regulatory 
concerns. as previously discussed during 841002 meeting. 

Author 841030 ltr documenting earlier discussions end. 

KEPPLER.J. G. Region 3. Office of Director. 85/01/17. WILLIAMSON. J, 
Toledo Edison Co. 2pp. 28531:220. 24X Fiche; 50-346. 85/01/17. 

8501240017. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Sve list 
end. 

JORDAN* E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24 X Fiche; 50-000* 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. ” Sve list enci, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp, 28692:001. 24 X Fiche: 50-000* 85/01/23> 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. ” Sve list end, 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 
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R. Periodic operating reports & related correspondence 


8501020269 Wastewater rept for Nov 1984, W/841217 Itr, 

QUENNOZ, S. N. Toledo Edison Co. 84/11/30. 19pp. 28153:244. 24X 

Fiche: 50~346> 84/ll/30i 8501020269. 


8501240284 Monthly operating rept for Nov 1984. W/841207 Itr. 

SARSOUR. B. M. > QUENNOZ> S. M. Toledo Edison Co. 84/11/30. HALLER, N. 
NRC - No Detailed Affiliation Given. 15pp. 28542:289. 24X 

Fiche: 50-346, 84/11/30, 8501240284. 


8501210424 "Discharge Monitoring Rept for Dec 1984. " W/850111 Itr. 
QUENNOZ,S. M. Toledo Edison Co. 84/12/31. 10pp. 28499:352. 24X 

Fiche: 50-346, 84/12/31, 8501210424. 


8501210431 “Wastewater Rept for Davis-Besse Nuclear Power Station, Unit 
No. 1, " monthly rept for Dec 1984, W/85011 1 Itr. 

QUENNOZ, S. M. Toledo Edison Co. 84/12/31. 9pp. 28499:312. 24X 

Fiche: 50-346, 84/12/31, 8501210431. 


S. Reportable occurrences, LERs Sc related correspondence 


8501230536 Forwards engineering evaluation rept, "LERs That Address 
Situations Which Potentially Could Result in Overloading 
Electrical Equipment in Emergency Power Sys or Prevent 
Operation of Onsite Power Sys Sequencer. " 

ASHE,F. Reactor Operations Analysis Branch. 84/11/06. 8EYFR1T,K. V. 

Reactor Operations Analysis Branch. Ip. 28536:269. 24X 

Fiche: 50-000, 84/11/06, 8501230536. 


— 8501230545 "LERs That Address Situations Which Potentially Could Result 
in Overloading Electrical Equipment in Emergency Power Sys 
or Prevent Operation of Onsite Power Sys Sequencer, " 
engineering evaluation rept. 

ASHE, F. Reactor Operations Analysis Branch. 84/11/06. 13pp. 

28536: 270. 24X Fiche: 50-000, 84/11/06, 8501230536. 


8501070513 LER 81-03S/03X-1: on 810625, during routine recovery following 
reactor trip, control rod 5-8 did not move when Group 5 
withdrawn. Caused by fracture of leaf spring anti-rotational 
device. Whole leadscrew nut assembly replaced. W/841217 Itr. 

THOMPSON, T., QUENNOZ, S. M. Toledo Edison Co. 84/12/17. 4pp. 

28217: 163. 24X Fiche: 50-346, 84/12/17, 8501070513. 


8501090713 LER 82-008/03X-1: on 820208, mechanical penetration room 
pressure gauge PDI-5000 fai led, rendering emergency 
ventilation sys train 1-1 inoperable. Caused by ice buildup 
on transmitter vent line. Ice removed. W/841220 Itr. 

ISLEY, T. , QUENNOZ, S.M. Toledo Edison Co. 84/12/20. 3pp. 

28305: 047. 24X Fiche; 50-346, 84/12/20, 8501090713. 


850l0eQ5*9~8’ LER 84-0i7-0'0; bn 840821, Tech Spec late date for Surveillance 
Requirement 4.7.9.3a re visual insp of fire hose stations 
exceeded. Caused by personnel error. Test sys converted. 

W/841226 Itr. 

STOLZ, J. , QUENNOZ, S.M. Toledo Edison Co. 84/12/26. 4pp. 

28244: 255. 24X Fiche; 50-346, 84/12/26, 8501080598. 


8501090308 LER 84-016-00: on 841120, operabi lity of emergency ventilation 
sys (EVS) servicing spent fuel pool storage area not 
formally verified. Caused by computerised test schedule not 
identifying satisfaction w/Tech Specs. W/841226 Itr. 

ACKERMAN, C., QUENNOZ, 8. M. Toledo Edison Co. 84/12/26. 4pp. 

28278: 035. 24X Fiche: 50-346, 84/12/26, 8501090308. 


8501090436 LER 84-018-00: on 841120, investigation proved that NIMBIN 
audible source range monitor inoperable. Caused by had 
rate meter module in NIMBIN assembly. Module replaced. 

W/e41226 Itr. 

BLUNK, G. , QUENNOZ, S.M. Toledo Edison Co. 84/12/26. 3pp. 

28274: 105. 24X Fiche: 50-346, 84/12/26, 8501090436. 


8501110344 LER 84-019-00; on 841108, blank flange found on outlet of 
component cooling waton surge tank relief valve CC3602. On 
841130, util determined tank not protected against 
overpressurization w/blank flange. W/850103 Itr. 

KU8NIR, M. , ST0T2,J. , QUENNOZ, S. M. Toledo Edison Co. 85/01/03. 4pp, 
28362: 178, 24X Fiche: 50-346, 85/01/03, 8501110344. 


8501220537 LER 84-012-01; on 840821, Kao wool packing around conduit going 
into bottom of reactor protection sys Channel 2 cabinet fell 
out. Adifl Kaowool immediately stuffed in penetration. W/850108 
Itr. 

8T0TZ,U. , QUENNOZ, S.M. Toledo Edison Co. 85/01/08. 3pp. 

28502:189. 24X Fiche: 50-346, 85/01/08, 8501220537. 


8501170271 LER 84-020-00: on 841204, inoperab le fire dampers found. Caused 
by melted fusible links, blades binding on frame, missing 
b lade, backward installation, dirt & spring problems. Fire 
watch established. W/850110 Itr. 

PYZIK,G. , QUENNOZ, S. M. Toledo Edison Co. 85/01/10. 4pp. 

28445:220. 24X Fiche: 50-346, 85/01/10, 8501170271. 


8501280527 LER 84-022-00: on 841217, control room emergency ventilation 
sys makeup flow of outside air exceeded test limits on 
trains. Caused by personnel error. Manual modulating dampers 
adjusted. W/850117 Itr. 

PYZIK, G. , QUENNOZ, S.M. Toledo Edison Co. 85/01/17. 4pp. 

28614: 131. 24X Fiche: 50-346. 85/01/17, 8501280527. 


8501280711 LER 84-021-00: on 841220, Q-1 isted & Seismic Class I ductwork 
&/or ductwork supports spanned bldg seismic isolation 
boundaries. Caused by differential movement not factored in 
design of ductwork sys. W/850117 Itr. 

WOOD, J. K. , QUENNOZ, S.M. Toledo Edison Co. 85/01/17. 5pp. 
28614:018. 24X Fiche: 50-346, 85/01/17, 8501280711. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8501090104 Forwards 1985 schedule of emergency on-call coverage of 
plant svcs dept. 

ROBERTS, R.C. Alabama Power Co. 84/12/26. MCDONALD, R. P. Alabama 
Power Co. 13pp. 28257:205. 24X Fiche: 50-348, 84/12/26, 8501090104. 


8501020248 Forwards Rev 9 to General Ofc Emergency Implementing 
Procedure GO— EIP— 111, "Corporate Activation & Notification 
Procedures. " Requests document transmittal ack form be 
signed fc returned. 

MUDD, C. H. Alabama Power Co. 84/12/27. Record Services Branch 
(Document Control Desk). Ip. 28143:026. 24X Fiche: 50-348, 84/12/27, 

8501020248. 


— 8501020254 Rev 9 to General Ofc Emergency Implementing Procedure 
00-EIP-lll, "Corporate Activation & Notification 
Procedures. " 

* Alabama Power Co. 84/12/27. 44pp. 28143:027. 24X 

Fiche: 50-348, 64/12/27, 8501020248. 


8501020262 Forwards Rev 5 to General Ofc Emergency Implementing 
Procedure CO-EIP-131, "Emergency Operations Ctr - Flintridge 
Emergency Equipment Sc Supplies. " Requests document 
transmittal ack form be signed 8c returned. 

MUDD, C. H. Alabama Power Co. 84/12/27. Record Services Branch 
(Document Control Desk). Ip. 28142:259. 24X Fiche: 50-348, 84/12/27. 

8501020262. 


— 8501020^64 iRev 5 to General Ofc Emergency Implementing Procedure 
OO-EIP-131, "Emergency Operations Ctr - Flintridge Emergency 
Equipment 8( Supplies. " 

« Alabama Power Co. 84/12/27. 9pp. 28142:260. 24X 

Fiche: 50-348, 84/12/27, 8501020262. 


8501080096 Requests that 641221 Itr, stating that all App R mods will be 
completed no later than Unit 1 sixth refueling outage, be 
replaced w/encl corrected Itr stating that all mods will be 
completed by Unit 1 seventh refueling outage. 

MCDONALD, R, P. Alabama Power Co. 85/01/02. VARGA, 8. A. Office of 
Nuclear Reactor Regulation, Director. Ip. 28232:193. 24X 

Fiche: 50-348, 85/01/02, 8501080096. 


8501110205 Updated on-call schedule, to be inserted into controlled 
copies of FNP-O-EIP-B, "Notification Roster. " W/850107 Itr. 
WOODWARD, J. D. , HUDSPETH, J. B. Alabama Power Co. 85/01/07. 
MCKNIGHT, J. Record Services Branch (Document Control Desk). 6pp. 
28310: 339. 24X Fiche: 50^348, 85/01/07, 8501110205. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end, 

EISENHUT, D. C. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


B50125012() Forwards Rev 9 to security plan. Rev withheld. 

MCDONALD, R. P. Alabama Power Co. 85/01/16. 0 ^REILLY, J. P. Region 2, 

Office of Director. Ip, 28551.359; 24X Fiche: 50-348, 85/01/16, 

8501250120. 


J. Insurance Sc indemnity information 


8501290364 Forwards Endorsements 10, 14 St 47 to NELIA Policy NF-23B. 
DUCK, J, R. Marsh St McLennan, Inc, 85/01/21. DINITZ, I. Assistant 
Director for State St Licensee Relations. Bpp, 2&616;015. 24X 

Fiche: 50-348, 85/01 /21 , 8501 290364. 
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P. Operating license stage documents & correspondence 


85011SC200 FQIA request for computer printout of SALP/ const audit team 
& 50. 55e repts for facilities built by Alabama Power. 

CORNELL* B. Kansas City Star/Kansas City Times* Kansas City* MO. 
84/06/21. FELTON* J. Division of Rules and Records. Ip. 28392:277. 
24X Fiche: 50-348* 84/06/21*8501150200. 


8501150204 Responds to FOIA request for computer printout of SALP* const 
audit team Sc 50. 55e repts. Forwards computer printouts. 

Documents available in PDR. W/o end. 

FELTON* J.M. Division of Rules and Records. 84/07/05. CORNELL* B. 
Kansas City Star/Kansas City Times* Kansas City* MQ. Ip. 28392:278. 
24X Fiche: 50-348* 84/07/05* 8501150204. 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A Sc App B. 

Documents available in PDR. 

FELTON* J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 
SHOLLY*S. C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche: 50-000* 84/08/09* 8501300158. 


—8501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment* Consequence Analysis Sc Risk Assessment Summary*” 
quarterly progress repts for 821215-830315. 

PRATT* W.T. Brookhaven National Laboratory. FIN A-3711. 83/03/31. 

MEYER* J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche: 50-000* 84/08/09, 8501300158. 


8501080347 Forwards Amends 55 & 46 to Licenses NPF-2 Sc NPF-8* 
respectively & safety evaluation. Amends modify Tech Specs 
to remove listing of snubbers per Generic Ltr 84-13 & 
to make other minor administrative changes. 

REEVES, E. A. Operating Reactors Branch 1. 84/12/19. MCDONALD* R. P. 

Alabama Power Co. 3pp. 28271:233. 24X Fiche; 50-348* 84/12/19* 

8501080347. 


—8501080354 Amends 55 46 to Licenses NPF-2 Sc NPF-B* respectively* 

removing list of snubbers from OL. 

VARGA* S. A. Operating Reactors Branch 1. 84/12/19. 34pp. 

28271: 236. 24X Fiche: 50-348, 84/12/19* 8501080347. 


8501080360 Safety evaluation supporting Amends 55 8c 46 to Licenses 
NPF-2 «c NPF-8, respectively. 

* Office of Nuclear Reactor Regulation* Director. 84/12/19. 2pp. 
28271: 270. 24X Fiche: 50-348, 84/12/19* 8501080354. 


8501070237 Forwards Amends 56 8c 47 to Licenses NPF-2 8c NPF-B* 
respectively St safety evaluation. Amends modify Tech Spec 
Section 6 to delete 8 h day but maintain nominal 40 h work 
wk. 

REEVES, E. A. Operating Reactors Branch 1. 84/12/26. MCDONALD* R. P. 

Alabama Power Co. 3pp. 28225:345. 24X Fiche: 50-348* 84/12/26* 

8501070237. 


—8501070256 Amends 56 Sc 47 to Licenses NPF-2 8i NPF-B* respectively* 
modifying Tech Spec Section 6 to delete 8 h day but maintain 
nominal 40 b work wk. 

VARGA* S. A. Operating Reactors Branch 1. 84/12/26. 8pp. 

28225 : 348. 24X Fiche: 50-348, 84/ 12/26, 8501070237. 


— 8501070262 Safety evaluation supporting Amends 56 8c 47 to Licenses 
NPF-2 8t NPF-8* respectively. 

* Office of Nuclear Reactor Regulation* Director. 84/12/26. 2pp. 
28225:356. 24X Fiche: 50-348* 84/12/26* 8501070237. 


8501030120 Generic Ltr 84-24 to all licensees of operating raactors 8t 
applicants for OL re certification of compliance to 
10CFR50. 49* “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Sve list end. 
EISENHUT* D. G. Division O'# jUicensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230, 24X 

FI Che: 50-000* 84/12/27* 8501030120. 


8501160410 Notification of 850122 fflieeting w/util in Bethesda* ra) to 
discuss util 841218 proposed schedule for installing reactor 
vessel water level instrument per TMI Item II. F. 2. 

REEVES* E. A. Operating Reactors Branch 1. B5/01/08. VARGA. 8. A. 

Operating Reactors Branch 1. 2pp. 28432:356. 24X 

Fiche : 50-348. 85/01/08* 8501 160410. 


8501300571 Forwardf safety evaluation re requeet for relief from ASME 
Section XI inservice testing requirements for charging pump 
casing walds* Integrally welded supports 8 e hydrostatic test 
pressure for steem gen cratdrs. Relief granted. 

VA^QA. s. A. : Op(er«tint Reacts Branch 1. . 85/01/10^ MCDONALD, R. P. 
Alahama Power 2pp. 142. 24X Ficha: 50-348* 85/01/10. 

8501300571.' 


— 8501300573 SER supporting relief from ASME Section XI inservice testing 
requirements for changing pump casing welds* integrally 
welded supports & hydrostatic test pressure for steam 
generators & associated Class 2 piping. 

* Office of Nuclear Reactor Regulation* Director. 85/01/10. 4pp. 
28684: 144. 24X Fiche: 50-348* 85/01/10, 8501300571. 


8501290111 Forwards NRR SALP input re licensing activities for 
Aug 1983 - Dec 1984. 

REEVES* E. A. Operating Reactors Branch 1. 85/01/21. Region 2* 

Office of Director. 10pp. 28646:156. 24X Fiche: 50-348* 85/01/21, 

8501290111. 


Q. Inspection reports* IE Bulletins & correspondence 


8501210290 Forwards Insp Repts 50-348/84-28 h 50-364/84-28 on 
841011-1110. No violations or daviations noted. 

VERRELLZ.D. M. Region 2* Office of Director. 84/12/06. 
MCDONALD* R. P. Alabama Powar Co. 2pp. 28500:286. 24X 
Fiche: 50-348* 84/12/06* 8501210290. 


— 8501210297 Insp Repts 50-348/84-28 & 50-364/84-28 on 841011-1110. No 
violations or deviations noted. Major areas inspected; monthly 
mmint observation* operational safety verification* 
independent insp effort Sc Unit 1 spent fuel pool reracking. 
BRADFORD* W. H. * RULAND* W. H. * CANTRELL* F. 8. Region 2* Office of 
Director. 84/12/05. 7pp. 28500:288. 24X Fiche: 50-348* 84/12/06* 

8501210290. 


8501210119 Ack receipt of 841127 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-348/84-23 Sc 
50-364/84-23. 

OLSHINSKI* J. A. Region 2* Office of Director. 84/12/20. 

MCDONALD* R. P. Alabama Power Co. Ip. 28501:135. 24X 

Fiche: 50-348* 84/12/20* 8501210119. 


— 8501210149 Responds to NRC 841102 ltr re violations noted in Insp Repts 
50-348/84-23 Sc 50-364/84-23. Corrective actions: Procedure 
MSO-OOl revised to provide adequate guidance for placement 
of mechanical stops Sc insp points. 

MCDONALD* R. P. Alabama Power Co. 84/11/27. OLSHINSKI* J. A. Region 
2* Office of Director. 3pp. 28501:136. 24X Fiche; 50-348* 

84/12/20* B501210119. 


— 8501210156 Forwards Insp Repts 50-348/84-23 Sc 50-364/84-23 on 
840911-1010 Sc notice of violation. 

OLSHINSKI* J. A. Region 2* Office of Director. 84/11/02. 
MCDONALD* R. P. Alabama Power Co. 2pp. 28501:139. 24X 

Fiche; 50-348* 84/12/20* 8501210119. 


— 8501210161 Notice of violation from insp on 840911-1010. 

« Regions. Office of Director. 84/11/02. 2pp. 28501:141. 24X 

Fiche: 50-348. 84/12/20* 85012101 !«» 


8501210167 Insp Repts 50-348/84-23 Sc 50-364/84-23 on 840911-1010. 

Violation noted: torque wrench w/broken dial found in spent 
fuel pool area w/o labal Sc inadequate measures to ensure 
purchase sves conform to procurement documents. 

BRADFORD* U. H. * RULAND* W. H. * CANTRELL* F. S. Region 2* Office of 
Director. 84/11/01. 11pp. 28501:143. 24X Fiche: 50-348* 84/12/20* 

8501210119. 


8412190503 IE Info Notice 84-94* "Reconcentratlon of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. ” Sve list end, 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche; 50-000* 84/12/21. 8412190503. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE* J.N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 

8501080502 IE Info Notice 85-002* ’'Improper Installation Sc Testing of 
Differential Pressure Trensmitters. " Svp list end. 

JORDAN* E.L. Diyision of Emergency Prepafednesh It Engineering 
Response (Poet ^0103). 80/Oi/il>. Consolidated Edi ton Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche; 50-000^ 85/01/ll» 8S010B0502. 


8901100655 IE Info Notice 85-003* . "Seperetion of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " 8vc list end. 

JORDAN* E.L. Division of ^ergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidatad Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-^000* 85/01/15* 8501100655. 
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8501220280 Forwards draft NRR input to SALP review for Aug 1983 - Dec 
1984. Review St cooMnents requested. Comments received by 850118 
will be considered in final rept. 

REEVES/ E. A. Operating Reactors Branch 1. 85/01/15. EZSENHUT/ D. C. 

Division of Licensing. BERNERO/ R. M. Division of Systems Integration 
(post 811005). VOLLMER/ R. H. Division of Engineering. llpp. 

28519: 352. 24X Fiche; 50-348/ 85/01/15/ 8501220280. 


8501160196 IE Info Notice 85-004. '‘Inadequate Ngt of Security Response 
Drills. “ Sve list end. 

JORDAN/ E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York/ Inc. 109pp. 28613:169. 24X Fiche: 50-000/ 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Uhip Restraints. *' Sve list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York/ Inc. 109pp. 28692:001. 24X Fiche: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. *' Sve list end. 

ORACE. J. N. Division of OA. Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports St related correspondence 


8501180055 Monthly operating rept for Dec 1984. W/850108 Itr. 

MOODARD. J. D. / MCDONALD. R. P. Alabama Power Co. 84/12/31. 5pp. 
28465: 152. 24X Fiche: 50-348. 84/12/31. 8501180055. 


8. Reportable occurrences. LERs St related correspondence 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 St PC-2.3 emergency diesel 
generators. All valve holders w/lmproper radius will bo 
replaced. 

MORIARITY. J. M. Colt Industries. Inc. 84/12/20. KEPPLER. J. 0. 
Region 3. Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000. 84/12/20. 8501070316. 


V. Operator Examinations 


850107C}248_Requests one-time schejj ule cAan ge for annual, reqyalification 
training ''program to al low' wri tiren''exam to be'g'iven ’in* 

Oct/Nov 1965. due to delay in start of classroom training 
caused by scheduled refueling outages. 

MCDONALD. R. P. Alabama Power Co. 65/01/02. VAROA. 8. A. Office of 

Nuclear Reactor Regulation. Director. 2pp. 28204:298. 24X 

Fiche: 50-348. 85/01/02. 8501070248. 


DOCKET 50-352 LIMERICK OENERATINO STATION. UNIT 1 


A. Application/construction stage documents <( correspondence 


8501180051 FOIA request for repts resulting from listed environ 
qualification pf equipment site audits to be placed in POR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS. O. 0. JRA Associates. 84/04/05. FELTON. J. M. Division of 
Rules and Records. Ip. 28467:001. 24X Fiche: 50-000. 84/04/05. 

8501180051. 


8501300158 Partial response to FOIA request for documents re listed 
FIN filep. Forwards documents listed in App A 8 App B, 

Documents available in PDR. - ^ 

FELTON. J.M. Division of Rules and Records. FIN A^3^712, 84/oe/0<9, 

^40LLY.8, C. Union of Goncerndd Scientists. llpp. 28665: 128. 24)( 

Fiche; 50-000. 84/08/09. 8501300158, 


—8501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment. Consequence Analysis It Risk Assessment Summary." 
quarterly, progress repts for 821215-830315. 

PRATT. N.T. Brookhaven National Laboratory. FIN A-3712. 83/03/31. 

MEYER. J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


E. NRC Safety Evaluation Report (SER). suppls 8e correspondence 


8501310371 Advises that threaded taper pins for HPCI h RCIC have been 
installed. per SSER 3 (NUREG-0991 ). 

KEMPER. J.S. Philadelphia Electric Co. 85/01/25. SCHWENCER. A. 
Licensing Branch 2. 2pp. 28658:229. 24X Fiche: 50-352. 85/01/25, 

8501310371. 


F. Security, medical, emergency & fire protection plans 


8407270425 Forwards AE Boroff. solicitor for Skippack Township Board of 
Supervisors. 840622 Itr to Commonwealth of PA re radiological 
emergency response plan concerns. 

SCHWENCER. A. Licensing Branch 2. 84/07/10. BAUER. E. 0. 

Philadelphia Electric Co. 6pp. 25796:356. 24X 

Fiche: 50-352. 84/07/10. 8407270425. 


8501020126 Forwards Insp Rept 50-352/84-57 on 841002-31 & notice of 
violation. 

MARTIN. T. T. Division of Engineering 8e Technical Programs, 84/12/10. 

DALTROFF. S. L. Philadelphia Electric Co. 2pp. 28154:337. 24X 

Fiche: 50-352. 84/12/10. 8501020126. 


— 8501020136 Insp Rept 50-352/84-57 on 841002-31. Violation noted: failure 
to adhere to lOCFR50.App B. QA requirements when performing 
work on control room emergency ventilation sys. 

NIMITZ.R. L. , MILLER.M. J. . KOTTAN. J. J. Region 1, Office of 
Director. 84/11/29. 13pp. 28154:343. 24X Fiche: 50-352. 84/12/10. 

8501020126. 


8501070612 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EP-315. "Calculation of Offsite Doses 
During Radiological Emergency Using RMMS in Manual Mode. " 
W/841228 release memo. 

DALTROFF. 8. L. Philadelphia Electric Co. 84/12/12. MURLEY. T. E. 
Region 1. Office of Director. SCHWENCER. A. Licensing Branch 2. 
5pp, 28236:215. 24X Fiche: 50-352. 84/12/12. 8501070612. 


—8501070614 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-315. "Calculation of Offsite Doses During 
Radiological Emergency Using RMMS in Manuel Mode. " 

* Philadelphia Electric Co. 84/11/14. 25pp. 28236:220. 24X 

Fiche: 50-352. 84/12/12. 850 1 070612. 


8501100757 Ack receipt of 841116 (c 28 Itrs w/supporting affidavits S( 
sections of emergency plan implementing procedures. Red line 
phone number withheld (ref 10CFR2. 790). 

AMATO. C.O. Region 1. Office of Director. 84/12/27. DALTROFF. 8. L. 
Philadelphia Electric Co. 2pp. 28345:245. 24X 

Fiche: 50-352, 84/12/27. 8501100757. 


8501210083 Forwards correspondence jk doc umen ts re emergency planning 
among "applicant. NRC. 'Commbn’weart'h' oT M ’tPoTbU er resp'bn'siole 
govt agencies. 8vc list end. Related correspondence, 

CULLEN. E.J. Philadelphia Electric Co. #185 900. 84/12/31. 

ZIT2ER. P. Ecology Action of Pottstown. 150pp. 28497:149, 24X 

Fiche: 50-352. 84/12/31. 8501210083. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. 8vc list end. 

EI8ENHUT, D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc, 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09. 8501100621, 


8501300058 Summary of ACR8 Subcommittees on Limerick Sc Reliability Sc 
Probabilistic Assessment 841009 meeting w/util in 
Washington. DC re status of plant review Sc detailed security 
planning. 

4 ACRS - Advisory Committee on Reactor Safeguards. 85/01/09. 

ACR8 - Advisory Committee on Reactor Safeguards, 13pp. 28671:332. 

24X Fiche: 50-352. 85/01/09. 8501300058. 


8501170025 Forwards exerclie evaluation rept for 841120 supplemental 
axercise of offsite radiological emergeneg preparedness 
plans. Supplemental exercise conducted to correct deficiency 
identified in initial full participation exercise on 840725. 

KRIMM. jR, W. Federal Emergency Management Agency. 85/01/10. 

JORDAN. E.L> Division of Emergency Preparedness Sc Engineering 
Response (Post 83(|i03). 1^. 28426:130. 24X Fiche: 50-352. 85/01/10. 

0501170025. 


-^8501170028 Exercise evaluation rept for 841120 supplemental exercisf of 
offsite radiological emergency preparedness plans. 

4 Federal Emergency Management Agency. 84/12/07. 47pp, 

28426:131. 24X Fiche: 50-352. 85/01/10, 8501170025. 
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B501250115 Rev 6 to Emergency Plan Implementing Procedure EP-241 j 
"S ample Preparation & Handling of Highly Radioactive Liquid 
Samples" & Rev 21 to index. U/S50121 Itr. 

DALTROFF, S. L, Philadelphia Electric Co. 85/01/21. HURLEY. T. E. 
Region 1. Office of Director. SCHUENCER.A. Licensing Branch 2. 
15pp. 28552:061. 24X Fic he: 50-352. 85/01/21. 8501250115. 


8501040032 Response of Commonwealth of PA opposing Oraterford inmates 
841220 motion for full disclosure of radiological emergency 
response plan. Requests ASL5 grant extension until 850118 to 
respond to motion. Certificate of Sve end. 

FERKIN. Z. Q. Pennsylvania. Commonuiealth of.. #185 910. 84/12/30. 

Atomic Safety and Licensing Board Panel. 5pp. 28182:214. 24X 

Fiche: 50-352. 84/12/30. 8501040032. 


8501310242 Forwards Insp Rept 50-352/84-64 on 841012-1102 & notices of 
violation. Apps A Sc B. 

MARTIN. T.T, Region 1. Office of Director. 85/01/21. DALTROFF. S. L. 
Philadelphia Electric Co. 3pp. 28657:290. 24X 

Fiche: 50-352. 85/01/21. 8501310242. 


— 8501310245 App A. notice of violation from insp on 841012-1102. 

* Region 1. Office of Director. 85/01/21. Ip. 28657:293. a4X 
Fiche: 50-352. 85/01/21. 8501310242. 


— 8501310249 App B. notice of violation from insp on 841012-1 102. Portions 
withheld Cref 10CFR73. 21 & 9, 5). 

* Region 1, Office of Director. 85/01/21. Ip. 28657:294. 24X 

Fiche; 50-352. 85/01/21. 8501310242. 


“8501310254 Insp Rept 50-352/84-64 on 841012-1 102. Violations noted: 
failure to enter matl on matl accountabil ity log & failure 
to properly protect vital area. Portions withheld (ref 
10CFR73. 21 & 9. 5). 

BEALL. J.. BLUMBERO. N. . BRIGGS. L. Region 1. Office of Director. 
85/01/21. 17pp. 28657:295. 24X Fich e: 50-352. 85/01/21. 8501310242. 


8501040065 Forwards NRC request that FEMA provide to ASLB findings & 
determinations on adequacy 8c capability to implement offsite 
emergency plans 8c whether previously identified deficiencies 
resolved. Related correspondence. 

HASSELL, D.F. Hearing Branch 2. #185 914. 84/12/31. HOYT. H. F. . 

COLE. R. F. . HARBOUR. J. Atomic Safety and Licensing Board Panel. 2pp. 
28182:208. 24X Fiche : 50-352. 84/12/31 . 8501040065. 


— 8501040070 Requests that FEMA provide NRC w/findings 8c determinations 
on whether revised offsite emergency plans adequate 8c 
capable of implementation 8c whether previously identified 
deficiencies resolved. Related correspondence. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 84/12/26. KRIMM. R. U. Federal Emergency 

Management Agency. 4pp. 28182:210. 24X Fiche: 50-352. 84/12/31. 

8501040065. 


8501070577 Notice of appearance in proceeding. 

GOODWIN. M.L. Pennsylvania. Commonwealth of.. #185 944. 84/12/31. 

Ip. 28216:335. 24X Fiche: 50-352. 84/12/31. 8501070577. 


8501310333 Confirms telcon re 850205 meeting at TMI emergency operation 
facility to discuss FEMA Category A deficiencies it other 
offsite problems. 

MARTIN.!. T. Region 1. Office of Director. 85/01/23. KANKUS.R. 
Philadelphia Electric Co. 3pp. 28659:132. 24X 

Fiche: 50-000. 85/01/23. 8501310333. 


8501040221 Answer to 641220 motion of inmates of State Correctional 
Inst at Graterford for full disclosure o<f evacuation plan. 

ASLB should require inmates to follow listed steps 
before ruling on motion. Certificate of Sve end. 

RUTBERG. J. , HASSELL. D.F. Hearing Branch 2. #185 912. 85/01/02. 

Atomic Safety and Licensing Board Panel. 9pp. 28182:247. 24X 

Fiche: 50-352. 85/01/02. 8501040221. 


8501300606 Forwards correspondence 8i documents re emergency planning 
among applicant. NRC. Commonwealth of PA 8( other responsible 
govt agencies. Related correspondence, 

CULLEN.E. J. Philadelphia Electric Co. *185 303. 85/01/25. 

ZITZER.P. Ecology Action of Pottstown. 400pp. 28651:001. 24X 

Fiche: 50-352. 85/01/25. 8501300606. 


G. Adjudicatory corraspondance 


8501020146 Petitions Director of IE to proceed to revoke License NPF-27 
& issue immediate show cause order. on basis of licensee 
violations, deficiencies & willful acts. 

ANTHONY.R, L. Anthony. R. L. ANTHONY, R. L. Friands of the Earth. 

#185 874. 84/12/23. Director's Office, Office of Inspection and 

Enforcement. 6pp. 28144:150. 24X Fiche; 50-352, 84/12/23. 8501020146. 


650'lO30l'35'Forward5 appei'lint'*bri'Vf in support 'of* appeal. W/o end. 
Related correspondence. 

LOCKE. R.T. Sugarman. Oenworth it Hallegers. #185 884. 84/12/26. 

Docketing & Services Branch. Ip. 28163: 165. 24X 

Fiche: 50-352. 84/12/26. 8501030135. 


8501080297 Motion to subpoena R Uagenmann to testify as township 
manager of Upper Merion on Contention LEA-24/F0E-1 as 
applied to King of Prussia St Valley Forge Park. Related 
correspondence. 

ANTHONY. R.L. Friends of the Earth. ANTHONY, R. L. Anthony. R. L. 

#185 957. 85/01/03. Atomic Safety and Licensing Board Pantl. Ip. 

28233: 173. 24X Fiche; 50-352. 85/01/03. 8501080297. 


8501170123 Forwards resolution adopted by board of supervisors 
requesting evacuation plan in event of plant emergency be 
prepared w/PA Emergency Mgt Agency. Info reassuring that 
plans made requested. Served on 050116. 

GOLDEN, J.W. Tinicum Township. PA. #185 126. 85/01/04. FONASH. 

TRENCH Bucks County. PA. PATTEN. J. L. Pennsylvania. Commonwealth 
of.. 4pp. 28426:030. 24X Fiche: 50-352, 85/01/04. 8501 170123. 


850 1100259_ Forwards adjudication St decree nisi in case of ^Sullivan vs 
CTounty of Bucks & in case of North i^a'les Water Authority vs 
Neshaminy Water Resources Authority. Related correspondence. 

CONNER. T.B. Conner Sc Wetterhahn. CONNER. T. B. Philadelphia Electric 
Co. #185 984. 85/01/07. Office of the Secretary of the 

Commission. 47pp. 28296:152. 24X Fiche: 50-352. 85/01/07. 8501100259. 


8501020043 Informs of schedule for addl Limerick Ecology Action 
witnesses to be called to testify on 850102.03 Sc 04 when 
hearings resume in Phi ladelphia. PA. Related correspondence. 

ZITZER.P. Limerick Ecology Action. #185 877. 84/12/28. HOYT. H. F. . 

COLE.R.O. . HARBOUR. J. Atomic Safety and Licensing Board Panel. 4pp. 
28144:191. 24X Fiche: 50-352. 84/12/28. 8501020043, 


— 8501020065 Motion requesting ASLB to issue subpoenas to Limerick 
Ecology Action commanding tastimony from A Newman. J Brown. 

M Churchill Sc A Spragua on offsite emergency planning 
matters. Related correspondence. 

ZITZER.P. Limerick Ecology Action. 84/12/28. Atomic Safety and 
Licensing Board Panel. 7pp. 28144:194. 24X Fiche: 50-352. 

84/12/28.8501020043. 


8501020069 Brief in opposition to appeals of Limarick Ecology Action. 
Inc. Air S{ Water Pollution Patrol. RL Anthony Sc Friends of the 
Earth in Delaware Valley re ASLB 840829 partial initial 
decision. Certificate of Sve end, 

WETTERHAHN, M, J, Philadelphia Elactric Co, WETTERHAHN. M. J. Conner Sc 
Wetter^hahns. *l8!5:;jl|6Z^^ 84/12/28; Atomic Safaty and Licansing 

Appaal Panal. 94pp; 28143:274, 24X Fic ha; 50-352. 84/12/28. 

8501020069. 


8501020150 Applicant response to Oraterford inmates motion for order 
requiring full disclosure by PA Emergency Mgt Agency of 
evecuation plan for State Correctlonel Inst et Oraterford. 

Certificate of Sve end. 

CONNER,!. B. Philadelphia Electric Co. CONNER, T. B. Conner Sc 
Wntterhahn. #185 870. 84/12/28. Atomic Safety and Licensing 

Board Panel. 8pp. 28144:156. 24X Fiche: 50-352. 84/12/28. 8501020150. 


8501100488 Response in opposition to Air Sc Water Pollution Patrol. 
Friends of the Earth in Delaware Valley Sc Limerick Ecology 
Action appeals of 840829 second partial initial decision. 
Certificate of Sve end. 

VOGLER. B. H. . HODGDON. A. P. Hearing Branch 2. #185 993. 85/01/07. 

80pp. 28295:171. 24X Fiche: 50-352. 85/01/07. 8501100488. 


8501140014 Ack receipt of Del-Aware Unlimited Inc 841121 petition 
requiring util to provide Commission w/full disclosure of 
intended sources of interim supplemental cooling water 
for facility, 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
85/01/07. SUGARMAN. R. J. Sugarman. Denworth St Hellegers. 4pp. 
28390: 321. 24X Fiche: 50-352. 85/01/07. 8501140014. 


8501230154 Forwards resolution re lack of adequate evacuation plans 
for Bridgeton Township in case of emergency. Requests NRC 
assistance w/making realistic, appropriate St workable plan. 

Served on 850122. 

SABATINI.C. Bucks County. PA. #185 169, 85/01/10. HOYT. H. Atomic 

Safety and Licensing Board Panel. 3pp. 28514:075. 24X 

Fiche: 50-352. 85/01/10. 8501230154. 


8501170129 Informs that resolution adopted at 841226 meeting requesting 
appropriate plant emergency evecuation plans be made. Info 
assuring that plans made requested. Served on 850116. 

HAA8.J. T. Township of Buckingham. PA. #185 127. 85/01/11. Bucks 

County. PA. Ip. 28426:029. 24X Fiche; 50-352. 85/01/11. 8501170129. 


8501150281 Order extending time until 850215 for Commission to act to 
review ALAB-785. Served on 850114. 

CHILK. 8. J. Office of the Secretary of the Commission. #185 062. 
85/01/14. Commissioners. Ip. 28381:359. 24X 

Fiche: 50-352. 85/01/14. 8501150281, 



DOCKETED ITEMS 


211 


8501160564 Requests that uiord "unconfirmed" on Page 74« Footnote 189> 
Line 2 of applicant brief served on 841228 should be changed 
to "onconfined. “ 

WETTERHAHN. M. J. Conner «c Wetterhahn. WETTERHAHN, M. J. Philadelphia 
Electric Co. #185 091. 85/01/15. KOHLi C. N. , EDLE8, 0. J. . 

©□TCHY»R.L. Atomic Safety and Licensing Appeal Panel. Ip. 
28419:309. 24X Fiche: 50-352, 85/01/15, 8501160564. 


8501180240 Order advising that oral argument on appeals of Limerick 
Ecology Action, Air & Water Pollution Patrol & Friends of the 
Earth from ASLB 840829 partial initial decision will be held 
on 8503Q4 in Beth esda, ilD. Served on 850117. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 131. 
85/01/16. Limerick Ecology Action. 2pp. 28454:233. 24X 

Fiche: 50-352, 85/01/16, 8501180240. 


6501230405 Brief in opposition to appeal by Del-Aware Unlimited, Xnc 
from memorandum *c order dismissing Contentions V-14 Sc V-16. 
Certificate of Sve end. 

CONNER, T.B., RADER, R. M. , WETTERHAHN, M. J. Philadelphia Electric Co. 
#185 180. 85/01/16. Atomic Safety and Licensing Appeal Panel. 

18pp. 28512:065. 24X Fiche: 50-352, 85/01/16, 8501230405. 


8501250423 Motion to reverse ASLB 850110 oral ruling denying Friends of 
the Earth 841208 motion to include Valley Forge Park in 
emergency evacuation planning. 

ANTHONY, R.L. Anthony, R. L. ANTHONY, R. L. Friends of the Earth. 

#185 222. 85/01/17. Atomic Safety and Licensing Appeal Panel. 

Ip. 28547:304. 24X Fiche: 50-352, 85/01/17, 8501250423. 


8501230615 Memorandum in support of response of Commonwealth of PA to 
Oraterford inmates 841220 motion for full disclosure of 
Oraterford radiological emergency response plan. Motion 
should be denied. Certificate of Sve end. 

FERKIN, Z. O. , OTTO, T. J. Pennsylvania, Commonwealth of,. #185 207. 
85/01/18. 8pp. 28520:176. 24X Fiche; 50-352, 85/01/18, 8501230615. 


8501290748 Notifies that Oct 1984 Bucks County support plan not final 
draft, contrary to testimony. No existing version of support 
plan considered final form. Served on 850128. 

RZE8ER,W. H. Bucks County, PA. #185 290. 85/01/22. ASHER, J. 

Federal Emergency Management Agency. Ip. 28639:080. 24X 

Fiche: 50-352, 85/01/22, 8501290748. 


8501250408 Order dismissing Friends of the Earth 850117 appeal from 
interlocutory ruling of ASLB in OL proceeding. Served on 
850123. 

SHOEMAKER, C. U. Atomic Safety and Licensing Appeal Panel. #185 231. 
85/01/23. Friends of the Earth. 2pp. 28548:301. 24X 

Fiche; 50-352, 85/01/23, 8501250408. 


8501300606 Forwards correspondence St documents re emergency planning 
among applicant, NRC, Commonwealth of PA St other responsible 
govt agencies. Related corresoondence 

CULLeNTE. J. Philadelphia Electric Co. #r8B 303. 85/01/25. 

Z1TZER,P. Ecology Action of Pottstown. 400pp. 28651:001. 24X 

Fiche: 50-352, 85/01/25, 8501300606. 


8501300634 Provides schedule for filing proposed findings of facts St 
conclusions of law. Served on 850129. 

HOYT, H. F. Atomic Safety and Licensing Board Panel. #185 309. 
85/01/28. 2pp. 28652:186. 24X Fiche: 50-352, 85/01/28, 8501300634. 


K. Utility Final Safety Analysis Report <F8AR> St 


8501080386 Forwards Affidavit of Sve re distribution of Rev 38 to FSAR, 
per DO Eisenhut 840706 Itr. 

BRADLEY,E.J. Philadelphia Electric Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 28245:258. 

24X Fiche; 50-352, 84/12/28, 8501080386. 


8501020370 Forwards Amend 75 to application for OL, consisting of Rev 
39 to FSAR. 

BRADLEY, E.J. Philadelphia Electric Co. 84/12/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28139; 136. 
24X Fiche; 50-352, 84/12/31, 8501020370. 


—8501020375 Amend 75 to application for OL, consisting of Rev 39 to FSAR. 
Certificate of Sve end. 

* Pbiladelphla Electric COv 84/12/31, 5pp. 28139:138. 24X 

fsichei SQ^aSR, 84/12/31, 8501020370. 


—8501020379 Rev 39 to FSAR for Limerick Generating Station Units 1 St 2. 
« Philadelphia Electric Co. 84/12/31. 31pp. 28139:143. 24X 

Fiche: 50-352, 84/12/31, 8501020370. 


O. Advisory Committee on Reactor Safeguards reports St correspondence 


S501160471 Comments on PRA per ACRS 841020 meeting. Operation would not 
impose undue risk to public. 

DAVIS, P.R, Affiliation Not Assigned. DAVIS, P. R. ACRS - Advisory 
Committee on Reactor Safeguards. 84/10/24. OKRENT, D. ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 28444:356. 24X 

Fiche: 50-352, 84/10/24, 8501160471. 


8501300058 Summary of ACRS Subcommittees on Limerick St Reliability St 
Probabilistic Assessment 841009 meeting w/util in 
Washington, DC re status of plant review St detailed security 
p lanning. 

* ACRS - Advisory Committee on Reactor Safeguards. B5/01/09. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28671:332. 

24X Fiche: 50-352, 85/01/09, 8501300058. 


P. Operating license stage documents St correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Guelif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants." Sve list end. 
EISENHUT, 0. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070441 Notification of B50110 meeting w/util in Bethesda, MD to 
discuss IDVP for facilities. 

MARTIN, R, Licensing Branch 2. 84/12/27. SCHWENCER, A. Licensing 

Branch 2. 5pp. 28240:341. 24X Fiche: 50-352, 84/12/27, 8501070441. 


8501070351 Informs that all actions committed to in response to Torrey 
Pines Technology findings re IDVP satisfactorily completed. 

No further work required in support of IDVP. 

KEMPER, J.S. Philadelphia Electric Co. 84/12/28. SCHWENCER, A. 
Licensing Branch 2. 3pp. 28203:296. 24X Fiche; 50-352, 84/12/28, 

8501070351. 


8501160080 Staff requirements memo re 841220 aff irmation/diseussion & 
vote on BECY-84-14 re emergency feedwater flow indication 
in TMI-1 restart proceeding & SECY-B4-454 re review of 
ALAB~789 St petition for stay of Limerick license. 

CHILK, 8. J. Office of the Secretary of the Commission. 84/12/28. 
PLAINE, H. H. Office of the General Counsel. 2pp. 28435:348. 24X 

Fiche: 50-000, 84/12/28, 8501160080. 


8501020370 Forwards Amend 75 to application for OL, consisting of Rev 
39 to FSAR. 

BRADLEY, E.J. Philadelphia Electric Co. 84/12/31. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Diractor, 2pp. 28139; 136. 
24X Fiche; 50-352, 84/12/31, 8501020370. 


•8501020375 Amend 75 to application for 01 consisting of Rav 39 to FSAR, 
Certificate of Sve end. 

« Philadelphia Electric Co. 84/12/31. 5pp. 28139:138. 24X 

Fiche: 50-352, 84/12/31, 8501020370. 


8501110045 Requests change to NPDE8 Permit PA0051926 re temp 
monitoring of Pirkiomen Creak. Notice of intent to use three 
chemical products in cooling water sys provided. Info on 
three NALCO Chemical Co products end. 

WILLSEY,W.B. Philadelphia Electric Co. 85/01/07. HINKLE, R. 

Pennsylvania, Commonwealth of,. 17pp. 28314:286. 24X 

Fiche: 50-302, 85/01/07, 8501110045. 


8501210188 Forwards util comments re 841121 Del-Aware Unlimited, Inc 
request for action per 10CFR2. 206 concerning supplemental 
cooling water for feci lity. Request should be denied. 

CONNER, T.B. Conner 8e Wetterhahn. 85/01/15. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. llpp. 28470:023. 24X 

Fiche: 50-392, 85/01/15, B50121018B. 


8501250250 Resubmits comments, correcting typos, of Philadelphia Electric 
Co on Del-Aware request, to reflect publication of request 
for action under 10CFR2. 206 re supplemental cooling water 
for facilities. 

CONNER, T.B. Conner Sc Wetterhahn. 85/01/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. llpp. 28548:161. 24X 

Fiche; 50-352, 85/01/22, 8501250250. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501020092 Forwards Insp Rapt 50-352/84-45 on 840820-0914. No 
violption noted. 

MARTIN, T.T. Division of ^ngineerint Techn^cel ProyrfPiiSi ^4/12/10. 

DALTROFF,S.L. Philadelphia Electric Co; 4pp> ja8450;O42. 24X 

Fiche: 50-392, 84/12/10, 8501020092. 


890121^579 Forwards Affidavit of Sve rs distribution of Rev 39 to 
FSAR, per DG Eisenhut 810706 request. 

BRADLEY, E. J. Philadelphia Electric Co. 85/01/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp, 28940:203. 
24X Fiche: 50-392, 89/01/16, 8901230979. 
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—8501020100 Insp Rept 50-352/84-45 on 840820-0914. No violation noted. 
Major areas inspected: radiological control prograoit including 
chemistry! radiation protection! radioactive effluent 
control & raduaste mgt. 

MILLER! M.T., CARSON! B. H. ! KOTTAN, J. J. Region 1, Office of 
Director. 84/11/30. 35pp. 28155:046. 24X Fiche: 50-352! 84/12/10! 

8501020092. 


8501020126 Forwards Insp Rept 50-352/84-57 on 841002-31 & notice of 
violation. 

MARTIN! T. T. Division of Engineering & Technical Programs. 84/12/10. 

DALTROFF! S. L. Philadelphia Electric Co. 2pp. 28154:337. 24X 

Fiche: 50-352! 84/12/10! 8501020126. 


— 8501020129 Notice of violation from insp on 841002-30. 

♦ Region l! Office of Director. 84/12/10. 4pp. 28154:339. 24X 

Fiche: 50-352* 84/12/10! 8501020126. 


— 8501210166 Insp Rept 50-352/84-68 on 841 1 13-1204. Violation noted: 
failure to adhere to surveillance test procedures for 
Chlorine Detector C* per Tech Specs. 

NIMITZ!R. L. ! MILLER! M.! NICOLOSl!J. Region 1* Office of Director. 
85/01/10. 8pp. 28470:203. 24X Fiche: 50-352* 85/01/14! 8501210159. 


8501100655 IE Info Notice 85-003* ''Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response <Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fich e: 50-000* 85/01/15* 8501100655. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fiche: 50-000* 85/01/17* 8501160196. 


—8501020136 Insp Rept 50-352/84-57 on 841002-31. Violation noted: failure 
to adhere to 10CFR50!App B* QA requirements when performing 
work on control room emergency ventilation sys. 

NIMITZ!R. L. ! MILLER* M.J.* KOTTAN* J. J. Region 1* Office of 
Director. 84/11/29. 13pp. 28154:343. 24X Fiche: 50-352* 84/12/10* 

8501020126. 


8501290006 Forwards Insp Repts 50-352/84-72 Sc 50-353/84-15 on 
841201-31. No violation noted. 

CQLLINS!S. J. Region 1, Office of Director. 85/01/21. DALTROFF, S. L. 

Philadelphia Electric Co. 4pp. 28620:274. 24X 

Fiche: 50-352* 85/01/21* 8501290006. 


8412190503 lE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501100416 Forwards Insp Rept 50-352/84-67 on 841103-16. No violations 
noted. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/12/28. 

DALTROFF* S. L. Philadelphia Electric Co. 4pp. 28350:243. 24X 

Fiche: 50-352* 84/12/28* 8501100416. 


— 8501290010 Insp Repts 50-352/84-72 Sc 50-353/84-15 on 841201-31. No 
violation or deviation noted. Major areas inspected: fol lowup 
on outstanding insp items* general walk-through insps* 
followup on LERs Sc startup testing. 

WIGGINS* J. T. * BORCHARDT* R. W. Region 1* Office of Director. 
85/01/18. 15pp. 28620:278. 24X Fich e: 50-352* 85/01/21* 8501290006. 


8501310242 Forwards Insp Rept 50-352/84-64 on 841012-1102 Sc notices of 
violation* Apps A Sc B. 

MARTIN* T.T. Region 1* Office of Director. 85/01/21. DALTROFF, S. L. 
Philadelphia Electric Co. 3pp. 28657:290. 24X 

Fiche: 50-352* 85/01/21* 8501310242. 


—8501100423 Insp Rept 50-352/84-67 on 841103-16. No violations noted. 
Major areas inspected: previous insp findings Sc startup test 
program* including procedure review* overall program* initial 
fuel load witnessing Sc startup test witnessing. 

FLOREK*D. * BRIGGS* L.* KUCHARSKI* S. Region 1* Office of Director. 
84/12/11. 18pp. 28350:247. 24X Fiche: 50-352* 64/12/28* 8501100416. 


8501230353 Responds to NRC 841210 Itr re violations noted in Insp Rept 
50-352/84-57. Corrective actions; missing nuts Sc bolts on 
access doors replaced & program of routine monitoring of 
closures established. 

DALTROFF* S. L. Philadelphia Electric Co. 85/01/07. MARTIN* T. T. 
Region 1* Office of Director. 4pp. 28510:104. 24X 

Fiche: 50-352* 85/01/07, 8501230353. 


— 8501310245 App A* notice of violation from insp on 841012-1102. 

* Ragion 1, Office of Director. 85/01/21. Ip. 28657:293. 24X 

Fiche: 50-352* 85/01/21* 8501310242. 


— 8501310249 App B* notice of violation from insp on 841012-1102. Portions 
withheld (ref 10CFR73. 21 Sc 9.5). 

a Region 1, Office of Director. 85/01/21. Ip. 28657:294. 24X 

Fiche: 50-352* 85/01/21* 8501310242. 


—8501310254 Insp Rept 50-352/84-64 on 841012-1102. Violations notad: 
failura to enter matl on matl accountability log Sc failure 
to properly protect vital area. Portions withheld (ref 
10CFR73. 21 Sc 9. 5). 

BEALL. J.* BLUMBERG, N. , BRIGGS* L. Region 1, Office of Director. 
85/01/21. 17pp. 28657:295. 24X Fiche: 50-352* 85/01/21, 8501310242. 


8501070401 IE Info Notice 85-06lT "Contrnuou’s' Supervision "of 
Irradiators. ” Svc list end. 

GRACE* J. N, Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10, 8501070401. 


8501310434 Forwards Insp Rept 50-352/85-01 on 850102-04 Sc notices of 
violation Sc deviation. 

STAROSTECKI* R. Region 1* Office of Director. 85/01/22. 

DALTROFF* 8. J. Philadelphia Electric Co. 2pp. 28656:119. 24X 

Fiche: 50-352* 85/01/22* 8501310434. 


8501080502 IE Info Notice 85-002* "Improper Installation Sc Testing of 
Differential Pressura Transmitters. " Svc list end. 

JORDAN* E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


— 8501310438 Notice of violation from insp on 850102-04. 

« Region 1* Office of Director. 85/01/22. 2pp. 28656:121. 24X 

Fiche: 50-352* 85/01/22* 8501310434. 


8501240047 Forwards Insp Repts 50-352/84-65 Sc 50-353/04-14 on 841101-30 
Se notice of violation. 

STAROSTECKI* R. W Region 1* Office of Director. 85/01/11. 

DALTROFF, 8. J. Philadelphia Electric Co. 2pp, 28543:084. 24X 

Fiche: 50-352* 85/01/11* 8501240047. 


—8501240050 Notice of violation from insp on 841101-30. 

* Region 1, Office of Director. 85/01/11. 4pp. 28543:086. 24X 

Fiche: 50-352, 85/01/11, 8501240047. 


— 8501310441 Notice of deviation from insp on 850102-04, 

* Region 1* Office of Director. 85/01/22. 3pp, 28656:123. 24X 

Fiche: 50-352* 85/01/22* 8501310434. 


—8501310447 Insp Rept 50-352/85-01 on 850102-04. Violation St deviation 
noted: improper performance of tasting on two valves during 
preoperational test program Se failure to conform to 
preoperational testing commitments contained in FSAR. 

WIGGINS* J. T. * BORCHARDT* R. M. . GALLO* R. Region 1* Office of 
Director. 85/01/15. 15pp. 28656:126. 24X Fiche: 50-352* 85/01 /22> 

8501310434. 


— 8501240055 Insp Repts 50-352/84-65 Sc 50-353/84-14 on 841101-30. 
Violation noted; contents of floor drain Sample Tank 2 
released to cooling tower blowdown line w/discharge pipa 
sample rack not in svc. 

WIGGINS* J. T. * BORCHARDT* R. W. , PULLANI* 8. V. Region 1* Office of 
Director. 85/01/02. 19pp. 28543:090, 24X Fiche: 50-352* 85/01/11 

8501240047. 


8501210159 Forwards Insp Rapt 50-352/84-68 on 841113-1204 Sc notice of 
violation. 

MARTIN, T.T. Region 1, Office of Director. 85/01/14, DALTROFF* S, L. 
Philadelphia Electric Co, 2pp. 28470:198. 24X 

Fiche: 50-352* 85/01/14* 8501210159. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Oa. df New 

York* Inc. 108pp. 28692:186. 24X Fiche; 50-000* 85/01/23* 85015230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Enginaerlng 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche; 50-000, 85/01/23, 8501230236. 


—8501210162 Notice of violation from insp on 841113-1204, 

* Ragion 1, Office of Director. 85/01/14. 3pp. 28470:200, 24X 

Fiche: 50-352, 85/01/14* 8501210159. 
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8501250352 IE Info Notice 85->007< "Contaminated Radiography Source 
Shipments. " Svc list end. 

0RAC£« J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neui York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501220032 Monthly operating rept for Nov 1984. W/841214 Itr. 

ALDEN.W.M., ULLRICH. W.T. Phil^adelphia Electric Co. 84/11/30. 5pp, 
28507; 151. 24X Fiche: 50-352, 84/11/30. 8501220032. 


S. Reportable occurrences. LERs Sc related correspondence 


8501020409 Final Part 21 Sc Significant Deficiency Rept SDR #163 re 
potential leakage path on Rosemount pressure transmitters. 
Initially reported on 841120. Transmitters will be returned 
to Rosemount by 850601 for rework. 

KEMPER. J.S. Philadelphia Electric Co. 84/12/12. MURLEY, T. E. 
Region 1. Office of Director. 12pp. 28153:034. 24X 

Fiche: 50-352, 84/12/12. 8501020409. 


8501070602 LER 84-014-00: on 841 121. reactor end isolated due to low 
differential pressure resulting from HVAC sys deenergising. 

Caused by operator deenergizing circuit which provides power 
to temp switches. Operator counseled, U/841221 Itr. 

CLARK, B.L.. ULLRICH.U.T. Philadelphia Electric Co. 84/12/21. 4pp. 
28217:235. 24X Fiche; 50-352, 84/12/21, 8501070602. 


8501070608 LER 84-020-00; on B41123,main control room ventilation sys 
isolated. Caused by inadvertent trip of D14 emergency bus. 

Isolation reset Sc ventilation returned to normal. W/841221 
Itr. 

CLARK. B.L.> ULLRICH, W.T. Philadelphia Electric Co. 84/12/21. 4pp. 
28217; 244. 24X Fiche: 50-352, 84/12/21. 8501070608. 


8501070588 LER 84-016-00: on 841126, loop B recirculation pump motor 
started w/o test. Caused by personnel error. Investigation 
showed process to be within Tech Specs. U/841226 Itr. 

CLARK. B.L., ULLRICH, W.T. Philadelphia Electric Co. 84/12/26. 5pp. 
28217: 216, 24X Fiche: 50-352. 84/12/26. 8501070588. 


8501070600 LER 84-019-00: on 841 126, inboard RHR shutdown cooling suction 
valve isolated. Caused by inadvertent actuation of one 
reactor steam dome high pressure switch. After isolation 
signal cleared, RHR sys returned to normal. W/841226 Itr, 

CLARK.B.L., ULLRICH.U.T. Philadelphia Electric Co. 84/12/26. 5pp. 
28217: 230. 24X Fiche: 50-352, 84/12/26, 8501070600. 


8501070605 LER 84-015-00: on 841 126, outboard RHR shutdown cooling valves 
i Bolated. Caused by procedural deficiency during 
surveillance testing. Shutdown cool ing mode resftored at end 
of testi W/841226 Itr. 

CLARK.B.L., ULLRICH, W.T. Philadelphia Electric Co. 84/12/26. 5pp. 
28217: 239. 24X Fiche: 50-352, 84/12/26, 8501070605. 


8501080390 LER 84-017-00: on 841 127, improper setpoint for chlorine 
analyzer trip switch found. Caused by personnel error, Cali br 
performed Immediately it personnel course .led re procedures. 

M/a41227 Itr. 

CLARK.B.L., ULLRICH.W.T. Philadelphia Electric Co. 84/12/27. 5pp. 
28245: 253. 24X Fiche: 50-352, 84/12/27, 8501080390. 


8501250496 RD: on 841 118, alarms received in control room indicating 
downscale, upscale 8c inoperability of source range monitor 
D 8( intermediate-range monitors D 8, H detector channels. 

Caused by 20-volt dc power shorted by technician. 

ULLRICH.W.T. Philadelphia Electric Co. 84/12/27. HURLEY, T. E. 
Region 1, Office of Director. 5pp. 28562:292. 24X 

Fiche; 50-352, 84/12/27, 8501250496. 


8501080522 LER 84-023-00: on 841129. reactor protection sys initiated 
full scram while reactor vessel hydrostatic pressure test 
performed while reactor shut down. Scram caused by reactor 
high pressuYe due to operator error. W/84 12^ Itr. 

CLARK, B.L., ULLRICH.W.T. Philadelphia Electric Co. 84/12/28. 5pp, 
28244:338. 24X Fiche: 50-352. 84/12/28, 8501080522. 


8501080630 LER 84-022-00: on 841129, two reactor end fire penetrations 
discovered not sealed. Caused by failing to reinstall seal 
after const activities 8c failure of personnel to recognize 
use of spare conduit would result in violation. U/84122e Itr. 
CLARK.B.L., ULLRICH.W.T. Philadelphia Electric Co. 84/12/28. 4pp. 
28244:161. 24X Fiche: 50-352. 84/12/28, 850108Q630. 


8501100160 LER 84-018-00: on 841 128, liquid radwaste off/vent line 
independent sample missed, Caused by radwaste effluent 
monitor being out of svc. Procedures revi sed, W/B41228 Itr. 

CLARK.B.L., ULLRICH.W.T. Philadelphia Electric Co. 84/12/28. 5pp. 
283TO: 275. 24X Fiche: 50-352, 84/12/28, 8501100160. 


850ll(X)761 LER 84-027-00; on 841207, svc water sys effluent line gross 
radioactivity sample not obtained within 8 h period. Caused 
by personnel error. Supervisor counseled. W/850104 Itr. 

NAGLE, J.C., ULLRICH.W.T. Philadelphia Electric Co. 85/01/04. 5pp. 
28345: 247. 24X Fiche: 50-352, 85/01/04, 8501100761. 


8501150393 LER 84-024-00: on 841205, full nuclear steam supply shutoff 
sys Group 1 isolation signal produced. Caused by combination 
of procedural deficiency & personnel err or. Technic ian 
counseled. W/850104 Itr. 

NAGLE. J.C.. ULLRICH.W.T. Philadelphia Electric Co. 85/01/04. 5pp. 
28419:152. 24X Fiche: 50-352, 85/01/04. 8501150393. 


8501140476 Forwards LERs 84-028-00 & 84-033-00. 

ULLRICH.W.T. Philadelphia Electric Co. 85/01/08. Record Services 
Branch (Document Control Desk). 2pp. 28376:352. 24X 

Fiche; 50-352. 85/01/08. 8501140476. 


— 8501140479 LER 84-028-00: on 841209, control room chlorine detector d 
failed, causing normal ventilation to isolate & train A of 
control room emergency fresh air sys to start. Caused by 
broken sample tape. Tape -repaired. 

NAGLE. J.C. Philadelphia Electric Co. 85/01/08. 2pp. 28376:354. 
24X Fiche: 50-352. 85/01/08. 8501140476. 


— 8501140462 LER 84-033-00: on 841211, failure of control room chlorine 
detector d caused normal ventilation to isolate & train B 
of control room emergency fresh air sys to start. Caused by 
broken sample tape. Tape repaired. 

NAGLE. J.C. Philadelphia Electric Co. 85/01/08. 2pp. 28376:356. 
24X Fiche: 50-352, 85/01/08, 8501140476. 


8501180153 LER 84-030-00: on 841210. nuc lear steam supply shutoff sys 
outboard valves received inadvertent isolation signal. Caused 
by technician grounding lead wire, causing fuse failure in 
shutoff sys logic. Fuse replaced. W/890109 Itr. 

NAGLE. J.C. , ULLRICH.W.T. Philadelphia Electric Co. 85/01/09. 5pp. 
28466: 001. 24X Fiche: 50-352, 85/01/09. 8501180153. 


85011702B0 LER 84-032-00; on 841211. reactor water cleanup inboard 
suction valve closed to isolation position upon receiving 
high ambient temp signal. Caused by personnel error. Sys 
returned to svc.U/850110 Itr. 

NAGLE. J.C. . ULLRICH.W.T. Philadelphia Electric Co. 85/01/10. 5pp. 
28445: 208. 24X Fiche: 50-352. 85/01/10, 8501170280. 


8501180415 LER 84-031-00: on 841211, reactor water cleanup sys inboard 
suction valve isolated. Caused by inadvertent high 
differential flow signal due to communication failure 
between control room Sc test area. W/8501 10 Itr. 

NAOLE,J.C., ULLRICH.W.T. Philadelphia Electric Co. 85/01/10. 4pp. 
28464:348. 24X Fiche: 50-352. 85/01 / 10. 8501 180415. 


8501220077 LER 84-034-00: on 84i2i2'. reactor water cleanup sys outboard 
isolation valve HY-44-1F004 closed due to spurious isolation 
in temp differential transmitter switch TDTS-44-1N602S. 

Caused by defective switch. Signal cleared. W/8501 11 Itr, 

NAGLE.J.C., ULLRICH.U.T. Philadelphia Electric Co. 85/01/11. 4pp. 
20506: 173. 24X Fiche: 50-352. 85/01/11, 8501220077. 


8501220553 LER 84-012-00: on 841215. reactor water cleanup outboard 
isolation valve HV-44-1F004 closed during surveillance 
testing of temp differential transmitter switch. Caused by 
defect in switch. Signal cleared. W/850114 Itr. 

NAGLE/J.C.. ULLRICH.W.T. Philadelphia Electric Co. 85/01/14. Spp. 
28502: 234. 24X Fiche: 90-392, 85/01/14, 8901220553, 


8501230196 Final Part 21 rept re defective valve operators. Initially 
reported on 841030, Control valve failures resulted from 
hydraulic fluid contamination Sc improper maint procedures 
which allowed aeration of hydraulic fluid. 

ERLACH, F.U. Paul-Munroe Hydraulics, Inc. 85/01/15. HURLEY, T, E. 
Region 1, Office of Director. 6pp. 28515:349. 24X 

Fiche; 50-000, 85/01/15, 8501230198. 


8501280532 Forwards LERs 84-026-00 Sc 84-036-00. 

ULLRICH, W.T. Philadelphia Electric Co. 85/01/15. Record Services 
Branch (Document Control Desk). 3pp. 28614:138, 24X 

Fiche; 50-352, 85/01/15, 8501280532. 


— 8501280935 L^ 04H)26-OO; on 841216, reactor water cleanup »y* <RWC8) 
outboard isolation valve closed to isolation position. Caused 
by receipt of signal from high differantial temp logic 
circuit. Isolation sigjnal cleared Sc RWCS returned to. svc. 

NAOLe, J.C. Philadelphia Electric Co. 85/01/15. 2pp. 28614: 3(41. 

24X Fiche: 5p-352« 85/01/15, 8501280532, 

—8501280937 LER 84-036-00: on 841217, reactor water , cl eanu|i sys inboard 
isolation vsivt clbsad to isolation positioniCawsaCi by . 
receipt of signal from high temp differential temp logic. 

Isolation signal cleared. 

NAGLE, J.C. Philadelphia Electric Co. 85/01/15. 3pp. 28614:143. 

24X Fiche: 50-352, 85/01/15, 8501280532. 
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8501230308 LER 84-029-00: on 841220> automat ic isolation of reactor end 
ventilation sys occurred. Caused by performance of 
radiography near exhaust radiation monitors of sys. Isolation 
reset. W/eSOilS Itr. 

NAOLEiJ. C. . ULLRICH, W.T. Philadelphia Electric Co. 85/01/18. 4pp. 
28508: 336. 24X Fiche: 50-352, 85/01/18, 8501230308. 


8501300450 LER 84-040-00: on 841221, reactor protection sys channel B 
half-scram occurred coincident td/full outboard isolation of 
nuclear steam supply shutoff sys. Startup procedure revised. 

W/850118 Itr. 

NAGLE, J.C., ULLRICH,W.T. Philadelphia Electric Co. 85/01/18. 5pp. 
28677: 104. 24X Fiche: 50-352, 85/01/18, 8501300450. 


8501310519 LER 84-041-00: on 841222, reactor end HVAC isolated 
simultaneous w/ channel B lou) differential pressure 
annunciation. Caused by false input due to high winds. 

W/850121 Itr. Related correspondence. 

NAGLE,J.C.. ULLRICH,W.T. Philadelphia Electric Co. 85/01/21. 4pp. 
28685: 099. 24X Fiche: 50-352, 85/01/21, 8501310519. 


8501230234 Transcript of 850118 hearing in Phi ladelphia, PA. 

Pp 19,243-19,321. 

* Atomic Safety and Licensing Board Panel. 85/01/18. 78pp. 

28512: 299. 24X Fiche: 50-352, 85/01/18, 8501230234. 


8501240007 Transcript of 850121 hearing in Ph i ladelph ia, PA. Pp 19,322- 
19, 474. Supporting documentation end. 

» Atomic Safety and Licensing Board Panel. 85/01/21. 152pp. 

28532: 205. 24X Fiche: 50-352, 85/01/21, 8501240007. 


8501280359 Transcript of 850122 hearing in Philadelphia, PA. Pp 19,475- 
19, 692. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/22. 217pp. 

28566: 119. 24X Fiche: 50-352, 85/01/22, 8501280359. 


8501280322 Transcript of 850123 hearing in Ph i ladelph ia, PA. Pp 19,693- 
19, 936. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/23. 243pp. 

28568: 071. 24X Fiche: 50-352, 85/01/23, 8501280322. 


T. Hearing transcripts on non-anti trust matters 


8501020266 Transcript of 841220 affirmation/discussion & vote in 
Washington, DC re Limerick low power license & emergency 
feedwater flow indication per TMI-2 restart proceeding. 

Pp 1-3 

♦ Commissioners. 84/12/20. 7pp, 28164:340. 24X 

Fiche: 50-000, 84/12/20, 8501020266. 


8501090095 Transcript of 850102 hearing in Philadelphia, PA. Pp 16,528- 
16, 701. 

* Atomic Safety and Licensing Board Panel. 85/01/02, 174pp. 

28258: 255. 24X Fiche: 50-352. 85/01/02, 8501090095. 


8501100207 Transcript of 850103 hearing in Philadelphia, PA. 

Pp 16,702-16,970. 

* Atomic Safety and Licensing Board Panel. 85/01/03. 271pp. 

28291: 285, 24X Fiche: 50-352, 85/01/03, 8501100207. 


8501100229 Transcript of 850104 hearing in Philadelphia, PA. 

Pp 16,971-17,118. 

* Atomic Safety and Licensing Board Panel. 85/01/04. 146pp. 

28296:001. 24X Fiche: 50-352, 85/01/04, 8501100229. 


8501100454 Transcript of 850107 hearing in Philadelphia, PA. Pp 17,119- 
17, 309. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/07. 212pp. 

28280: 166. 24X Fiche: 50-352, 85/01/07, 8501100454. 


8501110110 Transcript of 850108 hearing in Philadelphia, PA, Pp 17,310- 
17, 580. 

* Atomic Eafety and Licensing Board Panel. 85/01/08. 272pp. 

28312:208. 24X Fiche: 50-352, 85/01/08, 8501 1 lOllO. 


8501290191 Transcript of 850124 hearing in Philadelphia, PA. Pp 19,937- 
20, 188. Related documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/24. 347pp. 

28619: 001. 24X Fiche: 50-352, 85/01/24, 8501290191, 


8501290353 Forwards portion of transcript of Commission 850108 meeting 
re status of OL proceeding. Served on 850125. 

CHILK, S. J. Office of the Secretary of the Commission. #185 268. 
85/01/25. Office of the Executive Legal Director. llpp. 

28616: 176. 24X Fiche: 50-352, 85/01/25, 8501290353. 


8501300547 Transcript of 850125 hearing in Philadelphia, PA. 

Pp 20, 189-20, 358. 

* Atomic Safety and Licensing Board Panel. 85/01/25. 170pp. 

28641: 058. 24X Fiche: 50-352, 85/01/25, 8501300547. 
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A. Application/construction stage documents Sc correspondence 


6501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A Sc App B. 

Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 
SHOLLY, S. C. Union of Concerned Scientists. llpp. 28665:128. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment, Consequence Analysis & Risk Assessment Summary," 
quarterly progress repts for 821215-830315. 

PRATT, W.T. Brookhaven National Laboratory FIN A73712. 83/03/31. 

MEYER, J.F. Reactor Systems~Branch. Sz'pp. 28668:010. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


8501150125 Transcript of 850109 hearing in Philadelphia, PA. Pp 17,581- 
17, 757. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/09, 189pp. 

28385:285. 24X Fiche: 50-352, 85/01/09, 8501150125. 


8501150087 Transcript of 850110 hearing in Philadelphia, PA. Pp 17,758- 
17,999. 

♦ Atomic Safety and Licensing Board Panel. 85/01/10. 243pp. 

28388: 193. 24X Fiche: 50-352, 85/01/10, 8501150087. 


8501150313 Transcript of 850111 hearing in Philadelphia, PA. Pp 18,000- 
18, 124. 

* Atomic Safety and Licensing Board Panel. 85/01/11. 126pp. 

28382:308. 24X Fiche: 50-352, S5/01/1 1, 8501 150313. 


8501170034 Transcript of 850114 hearing in Philadelphia, PA. Pp 18,125- 
18, 371. 

* Atomic Safety and Licensing Board Panel. 85/01/14. 247pp. 

28426:207. 24X Fiche: 50-352, 85/01/14, 8501170034. 


8501220277 Transcript of 850115 hearing in Phi ladelph ia, PA. Pp 18,372- 
18, 802. 

* Atomic Safety and Licensing Board Panel. 85/01/15. 350pp. 

28492: 100. 24X Fiche: 50-352, 85/01/15, 8501220277. 


®®J^220282 Transcript of 850116 hearing in Philadelphia, PA. Pp 18,802. 1- 

* Atomic Safety and Licensing Board Panel. 85/01/16, 116pp. 

28491:247. 24X Fiche: 50-352, 85/01/16, 8501220282. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
lOCFRSO. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants, " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070441 Notification of 850110 meeting w/util in Bethesda, MD to 
discuss IDVP for facilities. 

MARTIN, R. Licensing Branch 2. 84/12/27. SCHWENCER, A. Licensing 
Branch 2. 5pp. 28240:341. 24X Fiche: 50-352, 84/12/27, 8501070441. 


8501020370 Forwards Amend 75 to application for OL, consisting of Rev 
39 to FBAR, 

BRADLEY,E.J. Philadelphia Electric Co. 84/12/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28139:136. 
24X Fiche; 50-352, 84/12/31, 8501020370. 


— 8501020375 Amend 75 to application for OL, consisting of Rev 39 to FSAR, 
Certificate of Svc end. 

* Philadelphia Electric Co. 84/12/31. 5pp. 28139:138. 24X 

Fiche: 50-352, 84/12/31, 8501020370. 


8501210188 Forwards util comments re 841121 Del-Aware Unlimited, Inc 
request for action per 1QCFR2, 206 concerning supplemental 
cooling water for fac i lity. Request should be denied. 

CONNER, T.B. Conner Wetterhahn. 85/01/15. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. llpp. 28470:023. 24X 

Fiche: 50-352, 85/01/15, 8501210188. 


8501230218 Transcript of 850117 hearing in Philadelphia, PA. 

Pp 19, 017-19, 242. Supporting documentation end. 

Atomic Safety and Licensing Board Panel. 85/01/17. 225pp. 

24x Fiche: 50-352, 85/01/17, 8501230218. 


28513: 017. 
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8501250250 Resubmits comments< correcting typos> of Philadelphia Electric 
Co on Del-Aware request, to reflect publication of request 
for action under 10CFR2. 206 re supplemental cooling water 
for facilities. 

CONNER, T.B. Conner & Wetterhahn. 85/01/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. llpp. 28548:161. 24X 

Fiche: 50-352. 85/01/22, 8501250250. 


E. NRC Safety Evaluation Report <SER}. suppls & correspondence 


8501310371 Advises that threaded taper pins for HPC2 it RCIC have been 
installed. per SSER 3 <NUREQ-0991 ). 

KEMPER. J.S. Philadelphia Electric Co. 85/01/25. SCHWENCER, A. 
Licensing Branch 2. 2pp. 28658:229. 24X Fiche: 50-352. 85/01/25, 

8501310371. 


F, Security, medical, emergency & fire protection plans 


8407270425 Forwards AE Borof f . sol ic i tor for Skippack Township Board of 
Supervisors. 840622 Itr to Commonwealth of PA re radiological 
emergency response plan concerns. 

SCHUENCER.A. Licensing Branch 2. 84/07/10. BAUER. E. 0. 

Philadelphia Electric Co. 6pp. 25796:356. 24X 

Fiche: 50-352. 84/07/10, 8407270425. 


8501070612 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EP-315, “Calculation of Offsite Doses 
During Radiological Emergency Using RMMS in Manual Mode. " 
U/841228 release memo. 

DALTROFF. S. L. Philadelphia Electric Co. 84/12/12. MURLEY. T. E. 
Region 1. Office of Director. SCHUENCER.A. Licensing Branch 2. 
5pp. 28236:215. 24X Fiche: 50-352. 84/12/12, 8501070612. 


—8501070614 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-315. “Calculation of Offsite Doses During 
Radiological Emergency Using RMMS in Manual Mode. “ 

* Philadelphia Electric Co. 84/11/14. 25pp. 28236:220. 24X 

Fiche: 50-352, 84/12/12, 8501070612. 


8501100757 Ack receipt of 841116 it 28 Itrs w/supporting affidavits St 
, sections of emergency plan implementing procedures. Red line 
phone number withheld <ref 10CFR2. 790). 

AMATO. C.O. Region 1, Office of Director. 84/12/27. DALTROFF. S. L. 
Philadelphia Electric Co. 2pp. 28345:245. 24X 

Fiche: 50-352. 84/12/27, 8501100757. 


8501210083 Forwards correspondence St documents re emergency planning 
among app licant. NRC, Commonweal th of PA Sc other responsible 
govt agencies. Sve list end. Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. #185 900. 84/12/31. 

ZITZER.P. Ecology Action of Pottstown. 150pp. 28497:149. 24X 

Fiche: 50-352, 84/12/31, 8501210083. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621, 


6501300058 Summary of ACRS Subcommittees on Limerick St Reliability St 
Probabilistic Assessment 841009 meeting w/util in 
Mashington. DC re status of plant review Sc detailed security 
p lanning. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/09. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28671:332. 

24X Fiche: 50-352. 85/01/09, 8501300058. 


8501170025 Forwards exercise evaluation rept for 841120 supplemental 
exercise of offsite radiological emergency preparedness 
p Ians. Supplemental exercise conducted to correct deficiency 
identified in initial full participation exercise on 840725. 

KRIMM. R. W, Federal Emergency Management Agency. 85/01/10. 

JORDAN. E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). Ip. 28426:130. 24X Fiche: 50-352. 85/01/10. 

8501170025. 


— 8501170028 Exercise evaluation rept for 841120 supplemental exercise of 
offsite radiological emergency preparedness plans. 

* Federal Emergency Management Agency. 84/12/07. 47pp. 

28426; 131. 24X Fiche: 50-352. 85/01/10. 8501170025. 


8501250115 Rev 6 to Emergency Plan Implementing Procedure EP-241, 
“Sample Preparation Sc Handling of Highly Radioactive Liquid 
Samples*' Sc Rev 21 to index. U/850121 ltr. 

DALTROFF. S. L. Philadelphia Electric Co. 85/01/21. MURLEY. T. E. 
Region 1. Office of Director. SCHUENCER.A. Licensing Branch 2. 
i5pp. 28552:061. 24X Fiche: 50-352. 85/01/21, 85012501 15. 


8501300606 Forwards correspondence Sc documents re emergency planning 
among app licant, NRC, Commonweal th of PA Sc other responsible 
govt agencies. Related correspondence. 

CULLEN, E. J. Philadelphia Electric Co. #185 303. 85/01/25. 

ZITZER.P. Ecology Action of Pottstown. 400pp. 28651:001. 24X 

Fiche: 50-352, 85/01/25, 8501300606. 


G. Adjudicatory correspondence 


8501020146 Petitions Director of IE to proceed to revoke License NPF-27 
Sc issue immediate show cause order, on basis of licensee 
violations, deficiencies Sc willful acts. 

ANTHONY. R.L. Anthony, R. L. ANTHONY. R.L. Friends of the Earth. 

#185 874. 84/12/23. Director's Office. Office of Inspection and 

Enforcement. 6pp. 28144:150. 24X Fich e: 50-352. 84/12/23. 8501020146. 


8501030135 Forwards appellant brief in support of appeal. U/o end. 
Related correspondence. 

LOCKE. R.T. Sugarman, Denworth St Hellegers. #185 884. 84/12/26. 

Docketing St Services Branch. Ip. 28163:165. 24X 

Fiche: 50-352, 84/12/26, 8501030135. 


8501020043 Informs of schedule for addl Limerick Ecology Action 
witnesses to be called to testify on 850102,03 St 04 when 
hearings resume in Philadelphia, PA. Related correspondence. 

ZITZER,P. Limerick Ecology Action. #18 5 877. 84/12/28. HOYT. H. F. . 

COLE, R. G. , HARBOUR, J. Atomic Safety and Licensing Board Panel. App. 
28144: 191. 24X Fiche: 50-352, 84/12/28. 8501020043. 


— 8501020065 Motion requesting ASLB to issue subpoenas to Limerick 
Ecology Action commanding testimony from A Newman. J Brown. 

M Churchill St A Sprague on offsite emergency planning 
matters. Related correspondence. 

ZITZER.P. Limerick Ecology Action. 84/12/28. Atomic Safety and 
Licensing Board Panel. 7pp. 28144:194. 24X Fiche: 50-352, 

84/12/28. 8501020043. 


8501020069 Brief in opposition to appeals of Limerick Ecology Action. 
Inc. Air St Water Pollution Patrol. RL Anthony St Friends of the 
Earth in Delaware Valley re ASLB 840829 partial initial 
decision. Certificate of Sve end. 

WETTERHAHN, M. U. Philadelphia Electric Co. WETTERHAHN, M. J. Conner St 
Wetterhahn. #185 867. 84/12/28. Atomic Safety and Licensing 

Appeal Panel. 94pp. 28143:274. 24X Fi che: 50-352, 84/12/28, 

8501020069. 


8501020150 Applicant response to Graterford inmates motion for order 
requiring full disclosure by PA Emergency Mgt Agency of 
evacuation plan for State Correctional Inst at Graterford. 

Certificate of Sve end. 

CONNER. T.B. Philadelphia Electric Co. CONNER, T.B. Conner St 
Wetterhahn. #185 870. 84/12/28. Atomic Safety and Licensing 

Board Panel. 8pp. 28144:156. 24X Fiche: 50-352, 84/12/28, 8501020150. 


8501040032 Response of Commonwealth of PA opposing Graterford inmates 
841220 motion for full disclosure of radiological emergency 
response plan. Requests ASLB grant extension until 850118 to 
respond to motion. Certificate of Sve end. 

FERKIN, Z. 6. Pennsylvania. Commonwealth of,. #185 910. 84/12/30. 

Atomic Safety and Licensing Board Panel. 5pp. 28182:214. 24X 

Fiche: 50-352. 84/12/30, 8501040032. 


8501040065 Forwards NRC request that FEMA provide to ASLB findings Sc 
determinations on adequacy St capability to implement offsite 
emergency plans Sc whether previously identified deficiencies 
resolved. Related correspondence. 

HASSELL. D.F. Hearing Branch 2. #185 914. 84/12/31. HOYT.H. F. . 

COLE. R. F. . HARBOUR, J. Atomic Safety and Licensing Board Panel. 2pp. 
28182:208. 24X Fiche; 50-352. 84/12/31, 8501040065. 


— 8501040070 Requests that FEMA provide NRC w/findings Sc determinations 
on whether revised offsite emergency plans adequate St 
capable of implementation St whether previously identified 
deficiencies resolved. Related correspondence. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 84/12/26. KRIMM. R.W. Federal Emergency 

Management Agency. 4pp. 28182:210. 24X Fiche: 50-352. 84/12/31. 

8501040065. 


8501070577 Notice Of appearance in proceeding. 

GOODWIN.M.L. Pennsylvania, Commonwealth of.. #185 944, 84/12/31. 

Ip. 28216:335. 24X Fiche: 50-352, 84/12/31. 8501070577. 


6501040221 Answer to 841220 motion of inmates of State Correctional 
Inst at Graterford for full disclosure of evacuation plan. 

ASLB should require inmates to follow listed steps 
before ruling on motion. Certificate of Sve end, 

RUTBERG. J. . HASSELL. D.F. Hearing Branch 2, #185 912. 85/01/02. 

Atomic Safety and Licensing Board Panel, 9pp. 28182:247. 24X 

Fiche: 50-352. 85/01/02. 8501040221. 
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8501080297 Motion to subpoena R Wagenmann to testify as township 
manager of Upper Morion on Contention LEA-24/FQE-1 as 
applied to King of Prussia it Valley Forge Park. Related 
correspondence. 

ANTHONY, R.L. Friends of the Earth. ANTHONY, R.L, Anthony, R. L. 

#185 957. 85/01/03. Atomic Safety and Licensing Board Panel. Ip. 

28233: 173. 24X Fiche: 50-352, 85/01/03, 8501080297. 


8501170123 Forwards resolution adopted by board of supervisors 
requesting evacuation plan in event of plant emergency be 
prepared u/PA Emergency Mgt Agency. Info reassuring that 
plans made requested. Served on BSOlldi. 

SOLDEN,J. W. Tinicum Township, PA. #185 126. 85/01/04. FONASH, 

TRENCH Bucks County, PA. PATTEN, J. L. Pennsylvania, Commonwealth 
of,. 4pp. 28426:030. 24X Fiche: 50-352, 85/01/04, 8501170123. 


8501100259 Forwards adjudication Sc decree nisi in case of Sullivan vs 
County of Bocks 8t in case of North Wales Water Authority vs 
Neshaminy Water Resources Authority. Related correspondence. 

CONNER, T.B. Conner «t Wetterhahn, CaNNER,T.B. Philadelphia Electric 
Co. #185 984. 85/01/07. Office of the Secretary of the 

Commission. 47pp. 28296:152. 24X Fiche; 50-352, 85/01/07, 8501100259. 


8501100488 Response in opposition to Air *c Water Pollution Patrol, 
Friends of the Earth in Delaware Valley !< Limerick Ecology 
Action appeals of 840829 second partial initial decision. 
Certificate of Svc end. 

VOGLERiB. H. , HODODON, A. P. Hearing Branch 2. #185 993. 85/01/07. 

80pp. 28295:171. 24X Fiche: 50-352, 85/01/07, 8501100488. 


8501140014 Ack receipt of Del-Aware Unlimited Inc 841121 petition 
requiring util to provide Commission w/full disclosure of 
intended sources of interim supplemental cooling water 
for facility. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
85/01/07. SUOARMAN, R. J. Sugarman, Oenworth 8c Hellegers. 4pp. 
28390; 321. 24X Fiche: 50-352, 85/01/07, 8501140014, 


8501230154 Forwards resolution re lack of adequate evacuation plans 
for Bridgeton Township in case of emergency. Requests NRC 
assistance w/making real istic, appropriate 8c workable plan. 

Served on 850122. 

SABATIN1,C. Bocks County, PA. #185 169, 85/01/10. HOYT, H. Atomic 

Safety and Licensing Board Panel. 3pp. 28514:075. 24X 

Fiche; 50-352. 85/01/10, 8501230154. 


8501170129 Informs that resolution adopted at 841226 meeting requesting 
appropriate plant emergency evacuation plans be made. Info 
assuring that plans made requested. Served on 850116. 

HAAS, J. T. Township of Buckingham, PA. #185 127. 85/01/11. Bucks 

County, PA. Ip. 28426:029. 24X Fiche: 50-352, 85/01/11, 8501170129. 


8501150281 Order extending time until 850215 for Commission to act to 
review ALAB-7B5. Served on BS0114. 

CHILK,S. O. Office of the Secretary of the Commission. #185 062. 
85/01/14, Commissioners. Ip. 28381: 359. 24X 

Fiche: 50-352, 85/01/14, 8501150281. 


8501160564 Requests that word "unconfirmed" on Page 74, Footnote 189, 
Line 2 of applicant brief served on 841228 should be changed 
to "unconfined. " 

WETTERHAHN, M. J. Conner & Wetterhahn, WETTERHAHN, M. J, Philadelphia 
Elactric CP. #185 091. 85/01/15. KOHL, C. N. , EDLES, 0. J. , 

GDTCHY, R. L. Atomic Safety and Licensing Appeal Panel. Ip. 

28419:309. 24X Fiche: 50-352, 85/01/15, 8501 160564. 


8501180240 Order advising that oral argument on appeals of Limerick 
Ecology Action, Air 8c Water Pollution Patrol 9t Friends of the 
Earth from ASLB 840829 partial initial decision will be held 
on 850304 in Bethesda, MB. Served on 850117. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 131. 
85/01/16. Limerick Ecology Action. 2pp. 28454:233. 24X 

Fiche: 50-352, 85/01/16, 8501180240. 


8501230405 Brief in opposition to appeal by Dal-Aware Unlimited, Inc 
from memorandum 8t order dismissing Contentions V-14 8t V— 16. 
Certificate of Svc end. 

CONNER, T.B., RADER, R. M. , WETTERHAHN, M. J, Philadelphia Electric Co. 
#185 180, 85/01/16. Atomic Safety and Licensing Appeal Panel. 

18pp. 28512; 065. 24X Ficbf: 50-352, 85/01/16, 8501230405. 


8501250423 Motion to reverse ASLJf 850110 oral ruling danying Friends of 
the Earth 841288 mo tldh; to include Valley. Forge Park in 
emergency evacuation planning. 

ANTHONY,R. L. Anthony, R.L. ANTHONY,R. L. Friends of the Earth. 

#185 222. 85/01/17. Atomic Safety and Licensing Appeal Panel. 

Ip. 28547:304. 24X Fiche: 50-352. 85/01/ 17, 8501250423. 


8501230615 Memorandum in support of response of Commonwealth of PA to 
©raterford inmates 841220 motion for full disclosure of 
G^eterford radlologrical emergency response plan. Motion 
should be denied- Certificate, of Svc end. 

PERKIN, 2. ©.> OTTDvt.J. Pennsylvania, Commonwaalth of,. #185 207. 
85/01/18. Spp. 28520:176, 24X Fiche: 50-352, 85/01/18, 8501230615. 


8501290748 Notifies that Oct 1984 Bocks County support plan not final 
draft, contrary to testimony. No existing version of support 
plan considered final form. Served on 850128. 

RIESER.W. H. Bucks County, PA. #185 290. 85/01/22. ASHER, J. 

Federal Emergency Management Agency. Ip. 28639:080. 24X 

Fiche: 50-352, 85/01/22, 8501290748. 


8501250408 Order dismissing Friends of the Earth 850117 appeal from 
interlocutory ruling of ASLB in OL proceed ing. Served on 
850123. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 231. 
85/01/23. Friends of the Earth. 2pp. 28548:301. 24X 

Fiche: 50-352, 85/01/23, 8501250408. 


8501300606 Forwards correspondence 6 documents re emergency planning 
among applicant, NRC, Commonweal th of PA & other responsible 
govt agencies. Related correspondence. 

CULLEN, E.J. Philadelphia Electric Co. #185 303. 85/01/25. 

ZITZER,P. Ecology Action of Pottstown. 400pp. 28651:001. 24X 

Fiche: 50-352. 85/01/25, 8501300606. 


8501300634 Provides schedule for filing proposed findings of facts Sc 
conclusions of law. Served on 850129. 

HOYT, H. F. Atomic Safety and Licensing Board Panel. #185 309. 
85/01/28. 2pp. 28652:186. 24X Fiche: 50-352, 85/01/28, 8501300634. 


K. Utility Final Safety Analysis Report <FSAR) Sc amends 


8501080386 Forwards Affidavit of Svc re distribution of Rev 38 to FSAR, 
per DO Eisenhut 840706 Itr. 

BRADLEY,E.U. Philadelphia Electric Co. 84/12/28. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 3pp. 28245:258. 

24X Fiche; 50-352, 84/12/28, 8501080386. 


8501020370 Forwards Amend 75 to application for OL, consisting of Rev 
39 to FSAR. 

BRADLEY, E.J. Philadelphia Electric Co. 84/12/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28139: 136. 
24X Fiche: 50-352, 84/12/31, 8501020370. 


— 8501020379 Rev 39 to FSAR for Limerick Generating Station Units 1 Sc 2. 
* Philadelphia Electric Co. 84/12/31. 31pp. 28139:143. 24X 

Fiche: 50-352, 84/12/31, 8501020370. 


8501230579 Forwards Affidavit of Svc re distribution of Rev 39 to 
FSAR, per D© Eisenhut 810706 request. 

BRADLEY, E.J. Philadelphia Electric Co. 85/01/16. DENTON,H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 26540:203. 
24X Fiche; 50-352, 85/01/16, 8501230579. 


0. Advisory Committee on Reactor Safeguards reports Sc correspondence 


8501160471 Comments on PRA per ACRS 841020 meeting. Operation would not 
impose undue risk to public. 

DAVIS, P.R. Affiliation Not Assigned. DAVIS, P, R. ACRS - Advisory 
Committee on Reactor Safeguards. 84/10/24. OKRENT, D. ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 28444:356. 24X 

Fiche: 50-352. 84/10/24, 8501160471. 


8501300058 Summary of ACRS Subcommittees on Limerick Sc Reliability Sc 
Probabilistic Assessment 841009 meeting w/util in 
Washington, DC re status of plant review Sc detailed security 
planning. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/09. 

ACRS - Advisory Committee on Reactor Safeguards. I3pp, 28671:332. 
24X Fiche: 50-352. 85/01/09, 8501300058. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 94-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J.N. Division of Emergency Preparedness Sc Engineering Response 
tPost 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121ppi 28570:042, 24X Fiche: 50-000. 84/12/21, 8412190503. 


8501070401 XE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
DiffersntiaX Pressure Transmi tters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 930103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24 X Fiche: 50 - 000 , 85/01/11, 8501080502. 
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8501240047 Forwards Insp Repts 50-352/84-65 «c 50-353/84-14 on 841101-30 
Sc notice of violation. 

STAROSTECKI-R. W Region 1, Office of Director. 85/01/11. 

DALTROFF, S. J. Philadelphia Electric Co. 2pp. 28543:084. 24X 

Fiche: 50-352. 85/01/11* 8501240047. 


— 8501240055 Insp Repts 50-352/84-65 & 50-353/84-14 on 841101-30. 
Violation noted; contents of floor drain Sample Tank 2 
released to cooling tower blowdown line w/discharge pipe 
sample rack not in svc. 

WIGOINS, J. T. . BORCHARDT* R. W. * PULLANI, S. V. Region 1. Office of 
Director. 85/01/02. 19pp. 28543:090. 24X Fiche: 50-352, 85/01/1 1. 

8501240047. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response <Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 lE Info Notice 85-004, "Inadequate Ngt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501160196. 


8501290006 Forwards Insp Repts 50-352/84-72 Sc 50-353/84-15 on 
841201-31. No violation noted. 

COLLINS, 8. J. Region 1, Office of Director. 85/01/21. DALTROFF, S. L. 

Philadelphia Electric Co. 4pp. 28620:274. 24X 

Fiche: 50-352, 85/01/21, 8501290006. 


— 8501290010 Insp Repts 50-352/84-72 Sc 50-353/84-15 on 841201-31. No 
violation or deviation noted. Major areas inspected: followup 
on outstanding insp items, general walk-through insps, 
followup on LERs Sc startup testing. 

UIOOINS, J. T. , BORCHARDT, R. W. Region 1, Office of Director. 
85/01/18. 15pp. 28620:278. 24X Fich e: 50-352, 85/01/21, 8501290006. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Raportable occurrences, LERs Sc related correspondence 


8501020409 Final Part 21 St Significant Deficiency Rept SDR «163 re 
potential leakage path on Rosemount pressure transmitters. 
Initially reported on 841120. Transmitters will be returned 
to Rosemount by 850601 for rework. 

KEMPER, J. 8. Philadelphia Electric Co. 84/12/12, MURLEY, T. E. 
Region 1, Office of Director. 12pp, 28153:034. 24X 

Fiche: 50-352, 84/12/12, 8501020409. 


T. Hearing transcripts on non-antitrust matters 


8501090095 Transcript of 850102 hearing in Philadelphia, PA. Pp 16, 528- 
16, 701. 

* Atomic Safety and Licensing Board Panel. 85/01/()2. I74pp. 
28258:255. 24X Fiche: 50-352, 85/01/02, 8501090095. 


8501100207 Transcript of 850103 hearing in Phliildelphia, PA^ 

Pp' 16, 702^16,. '9?o; : 

a Atomic Saf ety^^ani'd .€-icensi#g 8bard'''''Panei;v. .. '^SS^/Ol/OS. 271p'p. 
28291:285. 24X Fiche: 50-352, 85/01/03, 8501100207. 


8501100229 Transcript of 850104 hearing in Philadelphia, PA. 

Pp 16,971-17,118. 

a Atomic Safety and Licensing Board Panel. 85/01/04. 146pp. 

28296: 001. 24X FlChe; 50-352, 85/01/(7t, 8501 100229. 


8501100454 Transcript of 850107 hearing in Philadelphia, PA. Pp 17,119- 
17, 309. Supporting documentation and. 

a Atomic Safety and Licensing Boerd' Penel. 85/01/07. 212pp. 

28280: 166. 24X Fiche; 50-352, 85/01/Q7, 8501 100454: 


8501110110 Transcript of 850108 hearing in Philadelphia, PA. Pp 17,310- 
17, 580. 

a Atomic Safety and Licensing Board Panel. 85/01/08. 272pp. 

28312:208. 24X Fiche: 50-352, 85/01/08, 8501110110. 


8501150125 Transcript of 850109 hearing in Philadelphia, PA. Pp 17,581- 
17, 757. Supporting documentation end. 

a Atomic Safety and Licensing Board Panel. SS/01/09. ie9pp. 
28385:285. 24X Fiche: 50-352, 85/01/09, 8501150125. 


8501150087 Transcript of 850110 hearing in Philadelphia. PA. Pp 17,758- 
17, 999. 

a Atomic Safety and Licensing Board Panel. 85/01/10. 243pp. 

28388: 193. 24X Fiche: 50-352,85/01/10, 8501150087. 


8501150313 Transcript of 850111 hearing in Philadelphia, PA. Pp 18,000- 
18, 124. 

a Atomic Safety and Licensing Board Panel. 85/01/11. 126pp. 

28382:308. 24X Fiche: 50-352, 85/01/1 1, 8501150313. 


8501170034 Transcript of 850114 hearing in Philadelphia, PA. Pp 18,125- 
18, 371. 

a Atomic Safety and Licensing Board Panel. 85/01/14. 247pp. 

28426: 207. 24X Fiche: 50-352, 85/01/14, 8501170034. 


8501220277 Transcript of 850115 hearing in Philadelphia, PA. Pp 18,372- 
18, 802. 

a Atomic Safety and Licensing Board Panel. 85/01/15. 350pp. 

28492; 100. 24X Fiche: 50-352, 85/01/15, 8501220277. 


8501220282 Transcript of 850116 hearing in Philadelphia, PA. Pp 18,802.1- 
19, 016. 

a Atomic Safety and Licensing Board Panel. 85/01/16. 116pp. 

28491: 247. 24X Fiche: 50-352, 85/01/16, 8501220282. 


8501230218 Transcript of 850117 hearing in Philadelphia, PA. 

Pp 19, 017-19, 242. Supporting documentation end. 
a Atomic Safety and Licensing Board Panel. 85/01/17. 225pp. 

28513: 017. 24X Fiche: 50-352, 85/01/17, 8501230218. 


8501230234 Transcript of 850118 hearing in Philadelphia, PA. 

Pp 19,243-19,321. 

a Atomic Safety and Licensing Board Panel. 85/01/18. 78pp. 

28512:299. 24X Fiche: 50-352, 85/01/18, 8501230234. 


8501240007 Transcript of 850121 hearing in Phi ladelphia, PA. Pp 19,322- 
19, 474. Supporting documentation end. 

a Atomic Safety and Licensing Board Panel. 85/01/21. 152pp. 

28532: 205. 24X Fiche: 50-352, 85/01/21, 8501240007. 


8501280359 Transcript of 850122 hearing in Philadelphia, PA. Pp 19,475- 
19, 692. Supporting documentation end! 

a Atomic Safety and Licensing Board Panel. 85/01/22. 217pp. 

28566:119, 24X Fiche: 50-352, 85/01/22, 8501280359. 


8501280322 Transcript of 850123 hearing in Philadelphia, PA. Pp 19,693- 
19, 936. Supporting documentation encl. 

a Atomic Safety and Licensing Board Panel. 85/01/23, 243pp. 

28568: 071. 24X Fiche: 50-352, 85/01/23, 8501280322. 


8501290191 Transcript of 850124 hearing in Philadelphia, PA. Pp 19,937- 
20, 188. Related documentation end. 

a Atomic Safety and Licensing Board Panel. 85/01/24. 347pp. 

20619; 001. 24X Fiche: 50-352, 85/01/24, 8501290191. 


8501290353 Forwards portion of transcript of Commission 850108 meeting 
re status of OL proceeding. Served on 850125. 

CHILK, S. J. Office of the Seerctery of the Commission. #165 268. 
65/01/25. Office of the Executive Legal Director, 11pp. 

28616: 176, 24X Fiche: 50-352, 85/01/25, 8501290353. 


8501300547 Transcript of 850125 hearing in Philadelphia, PA. 

Pp 20, 189-20, 358, 

a Atomic Smfety and Lleensinfl Board Panel. 85/01/25. 170pp, 

28641 : 058. 24X Fiche: 50-352, 85/01 /25, 8501300547. 


DOCKET 50-354 HOPE CREEK NtKSLEAR STATION, UNIT I 


A. Applicetion/Cpnstruction stage documents & correspondence 


6501030120 Generic Ltr 64-24 to all licensees of opereting reactors tc 
applicants for OL re certification of compliance to 
10CFR50, 49, “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EIBENHUT, D. 0. Division of Licensing. 64/12/27. Consolidated 
Edison Co, of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 
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8S01070638 Requests remittance of review costs for plant OL application 
review. 

MILLER. W.D. License Fee Management Branch. S4/12/2S. MITTL. R. L. 
Public Service Electric & Gas Co. of New Jersey. Ip. 28229:337. 

24X Fiche: 50-354. 84/12/28. 8501070638. 


8501080511 Submits proposed actions on lOVP for all CY86 Se CY87 plants. 
Draft Itrs to Duquesne Light & Comm Ed requesting compliance 
w/SAR commitments & plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R. Office of Nuclear Reactor 
Regulation. Director. 4pp. 28271:176. 24X Fi che: 50-000. 84/12/28. 

8501080511. 


8501140066 Discusses review of FSAR re compliance w/lOCFRSO. App G. 
Ferritic RCPB matls meet requirements except Paragraphs IV. A 
Sc IV. A. 1. Alternative fracture toughness data Sc data analyses 
approved. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
84/12/28. MITTL. R.L. Public Service Electric & Gas Co. of New 
Jersey. 4pp. 28390:304. 24X Fiche: 50-354. 84/12/28. 8501 140066. 


8501140310 Responds to 841116 request for addl info re plant-unique 
analysis rept. Response to Item 4 re analysis of 
drywell/wetwell Se torus attached vacuum breaker valves also 
respond to FSAR Question 480.4. 

MITTL. R.L. Public Service Electric & Gas Co. of New Jersey. 

85/01/08. SCHWENCER. A. Licensing Branch 2. 22pp. 28359:343. 24X 

Fiche: 50-354, 85/01/08. 8501140310. 


8501210179 Forwards commitment status of responses to NRC requests for 
addl info re FSAR 8c amends through Dec 1984. Amend 9 to FSAR 
will be issued by 850215. 

MITTL. R. L. Public Service Electric Sc Gas Co. of New Jersey. 

85/01/15. SCHUENCER. A. Licensing Branch 2. 20pp. 28470:038. 24X 

Fiche: 50-354. 85/01/15. 8501210179. 


8501230558 Forwards approved 841220 notice of environ assessment 8c 
finding of no significant impact re consideration of 
granting relief from 10CFR50. 55a requirements for RCPB 
equipment 8c Quality Group A components. 

DENTON. H. Office of Nuclear Reactor Regulation. Director. 85/01/16. 

MITTL. R. L. Public Service Electric 8< Gas Co. of New Jersey. 3pp. 
28536:259. 24X Fiche: 50-354. 85/01/16. 8501230558. 


— 8501230564 Notice of environ assessment 8( finding of no significant 
impact granting relief from 10CFR50. 55a re use of various 
RCPB components. 

SCHWENCER. A. Assistant Director for Licensing. 84/12/20. 7pp. 
28536: 262. 24X Fiche: 50-354. 85/01/16. 8501230558. 


8501240164 Forwards Rev 0 to draft Tech Specs, based on BWR-4 STS, 
Resolution of SER Tech Spec issues will be incorporated into 
draft by 850415. Meeting to dis«.uss rev requested. 

MITTL. R.L. Public Service Electric ft Gas Co. of New Jersey. 

85/01/17. SCHWENCER. A. Licensing Branch 2. 552pp. 28526:307. 24X 

Fiche: 50-354. 85/01/17. 8501240164. 


D. NRC Draft/Final Environmental Statements, suppls 8e correspondence 


8501020027 Forwards FES CNUREO-1074) 8c related FR notice of 
availability. W/o FES. 

SCHWENCER.A. Licensing Branch 2. 84/12/19. MITTL. R. L. Public 
Service Electric 8e Gas Co. of New Jersey, App. 28169:229. 24X 
Fiche: 50-354. 84/12/19. 8501020027. 


“8501020030 Notice of issuance 8e availability of FES <NUREG-1074). 

SCHWENCER.A. Licensing Branch 2. 84/12/19, 2pp. 28169:233. 24X 

Fiche: 50-354. 84/12/19. 8501020027, 


8501030048 Forwards FES (NUREG-1074) 8( FR notice of availability. W/o 
FES. 

SCHWENCER.A. Licensing Branch 2. 84/12/19. HIRSCH. A. 
Environmental Protection Agency. 3pp. 28194:313. 24X 
Fiche: 50-354, 84/12/19. 8501030048. 


8501030050 Forwards FR notice of availability of FES <NUREG-1074). 
SCHWENCER.A. Licensing Branch 2. 84/12/19. Congress (Joint 8< 

Rotating Committees, etc.). DAVIS. J. F. Affiliation Not Assigned. 
4pp, 28194:318. 24X Fiche: 50-354. 84/12/19, 8501030050. 


E. NRC Safety Evaluation Report (SER). suppls 8i correspondence 


8501100322 Forwards Rev 1 to Training Program TP-305C, "NRC Licensed 
Operator Requalification Program." per SER Open Item 12(b), 

“Shift Cycle Training" section will be deleted 8c training 
discontinued 12 wks prior to exam, 

MITTL. R.L. Public Service Electric 8( Gas Co, of New Jersey. 
84/12/28. SCHWENCER.A. Licensing Branch ,2. 2pp. 28290:115, 24X 

Fiche; 50-354. 84/12/28. 8501100322, 


8501140325 Forwards marked-up pages to FSAR addressing SER Open Item 
12 re training programs. Description of emergency dose 
assessment computer model also end in response to SER Open 
Item 13. Info will be included in Amend 9 to FSAR. 

MITTL. R. L. Public Service Electric 8t Gas Co. of New Jersey. 

S5/O1/07. SCHWENCER.A. Licensing Branch 2. 41pp. 28359:121. 24X 

Fiche: 50-354. B5/01/07. 8501140325. 


8501230374 Forwards Rev 6 to emergency plan. Revised Section 10 
incorporates response to SER Open Item 13 re emergency dose 
assessment computer model. 

MITTL. R. L. Public Service Electric Sc Gas Co. of New Jersey. 
85/01/16. SCHWENCER.A. Licensing Branch 2. 5pp. 28508:159. 24X 

Fiche; 50-354. 85/01/16. 8501230374. 


8501240014 Forwards supplementary response to SER Open Item 8 re 
effects of failure of shield plug while being removed before 
refueling. Crane, lifting devices 8c lift points associated 
w/plug meet failure-proof guidelines of NUREG-0612. 

MITTL. R.L. Public Service Electric 8t Gas Co. of New Jersey. 
85/01/18. SCHWENCER.A. Licensing Branch 2. 6pp. 28531:165. 24X 

Fiche: 50-354, 85/01/18. 8501240014. 


8501310137 Forwards excerpts from SER. identifying addl info needed to 
complete review. Info on some open Sc confirmatory items 
now overdue. Response schedule for each item listed on end 
requested by 850206. 

SCHWENCER.A. Licensing Branch 2. 85/01/23. MITTL, R. L. Public 

Service Electric 8c Gas Co. of New Jersey. 13pp. 28686:337. 24X 

Fiche: 50-354.85/01/23. 8501310137. 


8501310376 Forwards procedures generation package. to be incorporated 
into Amend 10 of FSAR 8< emergency operating procedures 
writers guide, dosing out SER Open Item 14. 

MITTL. R.L. Public Service Electric 8c Gas Co. of New Jersey. 
85/01/28. SCHWENCER.A. Licensing Branch 2. 2pp. 26658:044. 24X 

Fiche: 50-354. 85/01/28. 8501310376. 


--85013103S1 "Procedures Generation Package. " 

-e General Physics Corp, 84/12/18. 22pp. 28658:046. 24X 

Fiche; 50-354. 85/01/28. 8501310376. 


— 85013103B5 "Emergency Operating Procedures Writers Guide. " 

« General Physics Corp. 84/12/18. 30pp. 28658:068. 24X 

Fiche: 50-354. 85/01/28. 8501310376. 


F. Security, medical, emergency 8( fire protection plans 


8501140325 Forwards marked-up pages to FSAR addressing SER Open Item 
12 re training programs. Description of emergency dose 
assessment computer model also end in response to 8ER Open 
Item 13. Info will be included in Amend 9 to FSAR. 

MITTL, R.L. Public Service Electric 8( Qas (}o. of New Jersey. 

85/01/07, SCHWENCER.A. Licensing Branch 2. 41pp. 28359:121. 24X 

Fiche: 50-354. 85/01/07. 8501140325. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501220235 Notification of 850122 meeting w/applicant in Bethesda.MD to 
discuss SPDS program plan, 

WAGNER, D.H. Licensing Branch 2. 85/01/14. SCHWENCER.A. Licensing 

Branch 2. 3pp. 28520:109. 24X Fiche: 50-354. 85/01/14. 850122D235. 


8501230374 Forwards Rev 6 to emergency plan. Revised Section 10 
incorporates response to SER Open Item 13 re emergency dose 
assessment computer model. 

MITTL. R.L. Public Service Electric 8c Gas Co. of New Jersey. 
85/01/16, SCHWENCER.A. Licensing Branch 2. 5pp. 28508:159. 24X 

Fiche: 50-354, 85/01/16. 8501230374. 


— 8501230375 Rev 6 to emergency plan. 

* Public Service Electric & Gas Co. of New Jersey. 85/01/15, 
150pp. 20508:164. 24X Fiche; 50-354. 85/01/16, 8501230374. 


8501310376 Forwards procedures generation package. to be incorporated 
into Amend 10 of FSAR 8c emergency operating procedures 
writers guide, dosing out SER Open Item 14. 

MITTL. R.L. Public Service Electric 8c Gas Co. of New Jersey. 
85/01/28. SCHWENCER.A, Licensing Branch 2. 2pp. 28658:044. 24X 

Fiche: 50-354, 85/01/28. 8501310376. 


— 8501310381 "Procedures Generation Package. " 

* General Physics Corp. 84/12/18. 22pp. 28658:046- 24X 

Fiche; 50-354, 85/01/28. 8501310376. 



DOCKETED ITEMS 


219 


— 8501310385 "Emergency Operating Procedures Writers Guide. '' 

* General Physics Corp. 84/12/18. 30pp. 28658:068. 24X 

Fiche: 50-354, 85/01/28. 8501310376. 


0. Adjudicatory correspondence 


8501030140 Confirms 841227 telcon re counsel for applicant concern that 
Public Advocate promptly suppl & update responses to 
applicant first set of interrogatories. Responses will be 
provided by 850104. Related correspondence. 

THURBER, J, P. New Jersey. State of. #185 886. 84/12/27. RADER. R. M. 

Conner & Wetterhahn. Ip. 28163:148. 24X Fiche: 50-354, 84/12/27. 

8501030140. 


8501020158 Motion to correct 841224 record. Appl icants never agreed to 
discovery & trial preparation schedule. Certificate of Svc 
end. 

CONNER. T.B. Public Service Electric & Gas Co. of New Jersey. 
CONNER. T. B. Conner & Wetterhahn. #185 857. 84/12/28. Atomic 

Safety and Licensing Board Panel. 5pp. 28144:006. 24X 

Fiche: 50-354. 84/12/28. 8501020158. 


8501020161 Confirms 841228 telcon re revised date of submittal of 
responses to applicant first set of interrogatories. Response 
to be provided on 850104 because of unavailability of expert 
witnesses during holiday period. Related correspondence. 

LAVERTY. J. H. Conner & Wetterhahn. LAVERTY, J. H. Public Service 
Electric Sc Gas Co. of New Jersey. #185 858. 84/12/28. THURBER. J. P. 

New Jersey. State of. Ip. 28144:164. 24X Fiche: 50-354. 84/12/28. 

8501020161. 


8501030136 Clarifies understanding reached during 841218 Sc 19 telcons 
re applicant objections to intervenor 841213 second set of 
interrogatories Sc request for production of documents to 
applicant. Related correspondence. 

SHAPIRO. R.E. New Jersey. State of. #185 887. 84/12/28. 

LAVERTY, J. H. Conner Sc Wetterhahn. 2pp. 28163:163. 24X 

Fiche: 50-354. 84/12/28. 8501030136. 


8501030154 Response to applicant objections to intervenor 841213 second 
set of interrogatories Sc request for production. Document 
request Sc motion for protective order should be denied. 

W/Certif icate of Svc. Related correspondence. 

SHAPIRO.R. E, . REMIS, S. C. , THURBER. J. P. New Jersey, State of. #185 
885. 84/12/28. Public Service Electric Sc Gas Co. of New Jersey. 

22pp. 28163:001. 24X Fiche: 50-354. 84/12/28. 8501030154. 


8501030137 Order directing applicants to produce documents listed in 
Question IV. 25 of State of NJ 841213 second set of 
interrogatories Sc request for production of documents by 
850111. Served on 850102. 

MILLER. M. E. Atomic Safety and Licensing Board Panel. #484 898. 
84/12/31. Public Service Electric Sc Gas Co. of New Jersey. 4pp. 

28162: 310. 24X Fiche: 50-354. 84/12/31. 8501030137.. 


8501070318 Response to second set of interrogatories Sc request for 
production of documents. Certificate of Svc end. Related 
correspondence. 

* Public Service Electric St Gas Co. of New Jersey. #185 921. 
84/12/31. 187pp. 28204:086. 24X Fiche : 50-354. 84/12/31. 8501070318. 


8501070498 Confirms 841228 info that documents requested by public 
advocate in second set of interrogatories St request for 
production of documents will not be available for insp until 
850102. Related correspondence. 

THURBER. J.P. New Jersey. State of. #185 946. 84/12/31. FRYLING. R. 

Public Service Electric St Gas Co. of New Jersey. Ip. 28216:350. 
24X Fiche: 50-354. 84/12/31. 8501070498. 


8501080170 Forwards third set of interrogator ies St request for 
production of documents to applicants. Related 
correspondence. 

THURBER. J.P. New Jersey. State of. #185 955. 85/01/04. 

CONNER. T. B. Conner St Wetterhahn. Ip. 28231:137. 24X 

Fiche: 50-354, 85/01/04, 8501080170. 


— 85010B018Q Third sft of interrogatories St request for production of 
documents. Certificate of Svc end. Related correspondence. 

SHAPIRO. R. E. . REMIS. S.C.. THURBER. J. P. New Jersey. State of. 
85/01/04. Public Service Electric Sc Gas Co. of New Jersey. 

39pp, 28231:138. 24X Fiche: 50-354. 85/01/04, 8501080170. 


8501080287 Forward* intervenors supplemental response to applicants 
preliminary St first set of interrogatories Sc requests for 
production of do^juments. Related correspondence. 

THURBER. J.P. Nqw Uersey. State of. #185 952. 85/01/04, 

CONNER. T.B. Conner St Wetterhahn. Ip. 28232:174. 24X 

Fiche: 50-354. 85/01/04. 8501080287. 



— 8501080291 Interveners supplemental response to applicants preliminary 
Sc first set of interrogatories 8« requests for production of 
documents. Certificate of Svc end. Related correspondence, 

SHAPIRO.R. E. . REMIS, S.C.. THURBER. J. P. New Jersey, State of. 
85/01/04. Atomic Safety and Licensing Board Panel. 13pp. 

28232: 175. 24X Fiche: 50-354. 85/01/04, 8501080287, 


8501100742 Joint motion for issuance of protective order re personnel 
info. Draft protective order, unexecuted affidavit St 
Certificate of Svc end. Related correspondence. 

LAVERTY, J.H. Public Service Electric 8. Gas Co. of New Jersey. 
LAVERTY, J.H. Conner Sc Wetterhahn. #185 005. 85/01/07. Atomic 

Safety and Licensing Board Panel. 10pp. 28308:270. 24X 

Fiche: 50-354. 85/01/07, 8501100742. 


8501110493 Motion to compel responsive answer to Interrogatory III. 7 of 
Intervenor 841213 second set of interrogatories St request 
for production of documents. Certificate of Svc end. Related 
correspondence, 

SHAPIRO. R. E. . REMIS. S.. THURBER. J. P. New Jersey, State of. #185 
032. 85/01/07. Atomic Safety and Licensing Board Panel. 8pp. 

28358: 099. 24X Fiche: 50-354, 85/01/07. 8501110493. 


8501110498 Forwards document identifying open supervisory Sc managerial 
positions as of 650101. in response to request for addl info 
re Interrogatory III/18. Svc list end. Related 
correspondence. 

FRYLING, R. Public Service Electric Sc Gas Co. of New Jersey. #185 
031. 85/01/07. THURBER. J.P. New Jersay. State of. 6pp. 

28358: 107. 24X Fiche: 50-354. 85/01/07. 8501 110498. 


8501100504 Order protecting personnel info. Served on 850109. 

MILLER. M.E. Atomic Safety and Licensing Board Panel. #185 991, 
85/01/08. Office of the Executive Legal Director. 7pp. 
28289:322. 24X Fiche: 50-354. 85/01/08. 8501 100504. 


8501110099 Confirms agreement reached during 850103 telcon to reduce 
fee to be charged by util for photocopying documents 
requested through discovery by public ad vocete. Related 
correspondence. 

THURBER. J.P. New Jersey. State of. #165 Oil. 85/01/08. 

LAVERTY, J.H. Conner Sc Wetterhahn. Ip. 28310:349. 24X 

Fiche: 50-354. 85/01/08. 8501110099. 


8501110103 Confirms 850102 telcon re intervenor objections to adequacy 
of applicant 841228 responses to intervenor second set of 
interrogatories Sc request for production of documents. 

Related correspondence. 

THURBER. J.P. New Jersey. State of. #185 012. 85/01/08. 

LAVERTY, J.H. Conner Sc Wetterhahn. 2pp. 28310:361. 24X 

Fiche: 50-354, 85/01/08, 8501110103. 


8501150230 Confirms 850109 telcon re correction to Document Request 
IV. 25(h). Correction listed. Prof qualif ications of public 
advocate expert witnesses available for insp at author ofes. 

Related correspondence. 

THURBER, J.P. New Jersey. State of. #185 067, 85/01/09. LAVERTY. J. 

Conner Sc Wetterhahn. Ip. 28388:032. 24X Fiche: 50-354. 85/01/09. 

8501150230. 


8501150357 Confirms 850104 telcon re intervenor objections to applicant 
inadequate St unresponsive answer to Interrogatory III. 18 of 
intervenor second set. Response to be supplemented w/list of 
unfilled non-bargaining positions. Related correspondence. 

THURBER, J.P. New Jersey, State of. #185 066. 85/01/09. LAVERTY. J. 

Conner St Wetterhahn. Ip. 28386:138. 24X Fiche: 50-354. 85/01 /09, 

8501150357. 


8501140526 Response opposing intervenor 850107 motion to compel 
responsive answer to Interrogatory III. 7 of intervenor 
second set of interrogatories Sc request for production of 
documents. Certificate of Svc end. Rslated correspondence. 

WETTERHAHN. M. J. Public Service Electric Sc Gas Co. of New Jersey. 
WETTERHAHN. M. J. Conner Sc Wetterhahn. #184 048. 85/01/10. Atomic 

Safety and Licensing Board Panel. 9pp. 28376:227, 24X 

Fiche: 50-354, 85/01/10. B501140528. 


8501140546 Order denying intervenor 850107 motion to compel responsive 
answers to Interrogatory IXZ. 7 from second set of 
interrogatories. Applicant directed to provide responsive 
answers to Interrogatory 35. Served on 850111. 

MILLER. M. E. Atomic Safety and Licensing Board Panel. #185 038. 
85/01/11. New Jersty. State of. 3pp, 28376:264. 24X 

Fiche: 50-354.85/01/11. S501140546. 


8501160326 Motion that ASLB impose sanction of dismissal of contantions 
due to intervenor failure to respond to ASLB 841121 order 
to show cause why OL proceeding should not be dismissed. 

Related correspendence. 

WETTERHAHN. M, J. Pubiic Service Electric «c Gas of New Jersey. 
WETTERHAHN. M. J. Conner «c Wetterhahn. #185 083. 85/01/14. Atomic 

Safety and Licensing Board Panel. 21pp. 26409:336. 24X 

Fiche; 50-354. 85/01/14. 8501160326. 
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— 8901160334 Applicant objections to intervenor 850107 third set of 
interrogatories & request for production of documents to 
applicants & motion for protective order. Certificate of Svc 
end. Related correspondence. 

WETTERHAHNi M. J. Public Service Electric 8c Gas Co. of New Jersey. 
WETTERHAHN* M. J. Conner & Wetterhahn. 85/01/14. 10pp. 28409:357. 

24X Fiche: 50-354, 85/01/14,8501160326. 


8501170141 Forwards corrected svc list, ref lecting svc on DR Scbink in 
College Station, TX. Certificate of Svc end. Related 
correspondence. ^ * 

LAVERTY, J. H. Conner 8e Wetterhahn. LAVER TY, J. H. Public Service 

Electric 8c Oas Co. of New Jersey. #185 113. 85/01/14. MILLER, H.E., 

MORRIS, P. A., SCHINK/D. R. Atomic Safety and Licensing Board Panel. 
3pp. 28421:343. 24X Fiche: 50-354, 85/01/14* 8501170141. 


8501180229 Second set of interrogatories requesting production of 
documents re listed definitions 8c instructions to public 
advocate. Certificate of Svc end. Related correspondence. 

WETTERHAHN, M. J. Public Service Electric 8c Gas Co. of New Jersey. 
WETTERHAHN, M, J. Conner 8c Wetterhahn. #185 128. 85/01/15. Atomic 

Safety and Licensing Board Panel. 34pp. 28455: 167. 24X 

Fiche: 50-354, 85/01/15, 8501180229. 


8501250330 Forwards affidavits of nondisclosure executed by RE Shapiro 
8c SC Remis, per Board 850108 order. Author affidavit of 
nondisclosure executed 8t provided on 850114. W/o end. Related 
correspondence. ...... 

THURBERfJ. P. New Jersey, State of. #185 226. 85/01/16. FRYUNG, R. 

Public Service Electric 8c Gas Co. of New Jersey. Ip. 28346:209. 
24X Fiche: 50-354, 85/01/16, 8501250330. 


8501250318 Response to applicant 850114 objections to intervenor 850104 
third set of interrogatories tn request for production of 
documents 8f motion for protective order. Certificate of Svc 
end. Related correspondence. 

SHAPIRO. R. E. , REMIS, S.C., THURBER, J. P. New Jersey, State of. #185 
227. 85/01/17. Public Service Electric 8e Oas Co. of New Jersey. 

1 5pp. 28546:210. 24X Fiche: 50-354, 85/01/17, 8501250318. 


8501230386 Order denying applicant 850114 motion for protective order 
re Salem ATWS events. Served on 850122. 

MORRIS,?. A., SCHINK.D. R. , MILLER. M. E. Atomic Safety and Licensing 
Board Panel. #185 177. 85/01/lS. Public Service Electric 8c Gas 

Co. of Nectt Jersey. 2pp. 28512:083. 24X Fiche: 50-354, 85/01/18, 

8501230386. 


8501250369 Confirms 850118 telcon re intervenor response to applicant 
motion for sanctions 8t supplemental response to applicant 
preliminary 8c first set of interrogator its. Notice of 
deposition 8t fourth set end. Related correspondence. 

REMIS, S. C. New Jersey, State of, #185 223. 85/01/18. MILLER, M. E. , 

MORRIS, P. A., SCHINK, D. R. Atomic Safety and Licensing Board Panel. 
2pp. 28547:186. 24X Fiche: 50-354, 85/01/18, 8501250369. 


— 8501250375 Notice of H Sonn 390130 deposition in Trenton, NJ. Concurrent 
depositions of listed applicant employees requested. Related 
correspondence. 

SHAPIRO, R. E. , REMIS, S. C. , THURBER, J. P. New Jersey, State of. 
85/01/18. 3pp, 28547:188. 24X Fiche: 50-354, 83/01/18. 8501250369. 


— 8501250383 Fourth set of interrogatories 8c request for production of 
documents. Certificate of Svc end. Related correspondence, 

SHAPIRO, R. E. , REMIS, S.C., THURBER, J. P. New Jersey, State of. 
85/01/18. Public Service Electric Sc Oas Co. of New Jersey. 

27pp. 28547:191. 24X Fiche: 90-354, 85/01/18, 8301250369. 


8501290286 Second supplemental response to preliminary 8c first sets of 
interrogatories 8c request for production of documents. 

Certificate of Svc end. Related correspondence, 

RODRIGUEZ, J. H. New Jersey, State of. #165 252. 85/01/21. Public 

Service Electric 8t Oas Co. of New Jersey. 18pp. 28548:031. 24X 

Fiche: 50-354, 85/01/21, 8501250286. 


8501250279 Response opposing applicant motion for sanctions re 
discovery. Certificate of Svc end. Related correspondence. 

SHAPIRO, R. E. , REMIS, S.C. , THURBER, J. P. New Jersey, State of. #185 
253. 85/01/22. Atomic Safety and Licensing Board Panel. 13pp. 

28546:193. a4X Fiche: 50-394, 85/01/22, 8901230279, 


8501290455 For^iKds aiK’pl leant response to intervenor third set of 
interrog atari pq Ic request for production of documents re 
pipe cracks. Certificate of Svc end. Related correspondence. 

FRVLING, R. Public Service Electric & Gas Co, of New Jersey. #185 
274. 85/01/22. ^HAPIRO^R.E. Trenton, NJ. 3pp. 28617:066. 24X 

Fiche: 50^054. 857G1>?22/S^^^^ 


— 8501290460 Applicant response to intervenor third set of 
interrogatories 8i request for production of documents re 
pipe cracks. Related correspondence. 

RIPPE, R. D. Public Service Electric 8c Gas Co. of New Jersey. 
85/01/21. 138pp. 28617:069. 24X Fiche: 50^54, 85/01/22, 

8501290455. 


8501280112 Discusses SC Remis 850118 Itr confirming telcon w/ASLB. 
Applicant not contacted re completion of discovery & 
interrogatories by 850131. ASLB should discourage exclusive 
contact w/any party. Related correspondence. 

WETTERHAHN, M. J. Conner & Wetterhahn. WETTERHAHN, M. J. Public 
Service Electric & Oas Co. of New Jersey. #185 262. 85/01/23. 

MILLER, M.E., MORRIS, P. A. , SCHINK, D. R. Atomic Safety and Licensing 
Board Panel. 2pp. 28567:078. 24X Fich e: 50-354, 85/01/23, 85012801 12. 


8501280380 Response opposing Intervenor, Publ ic Advocate of State of NY 
notice of deposition 8e motion for protective order. 

Certificate of Svc end. Related correspondence. 

WETTERHAHN, M. J. Public Service Electric 8c Gas Co. of New Jersey. 
WETTERHAHN. M. J. Conner 8t Wetterhahn. #185 261. 85/01/23. Atomic 

Safety and Licensing Board Panel. llpp- 28566:021. 24X 

Fiche: 50-354, 85/01/23, 8501280380. 


8501290403 Confirms that documents responding to intervenor third set 
of interrogatories 8t 850104 request for production of 
documents located in same room w/840214 8c 1228 responses 
8c util Ob jections. Svc list end. Related correspondence, 

FRYLING, R. Public Service Electric 8c Gas Co. of New Jersey. #185 
275. 85/01/23. THURBER, J. P. New Jersey, State of. 15pp. 

28620; 310. 24X Fiche: 50-354, 85/01/23, 8301290403. 


8501250430 Order rescinding schedule re framework for expeditious 
handling of discovery 8c trial preparation of Contentions I 8< 

2 pending motions denied. Served on B50125. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. #186 246. 
85/01/24. 2pp. 28547:360. 24X Fiche: 50-354, 85/01/24, 8501250430. 


0. Advisory Committee on Reactor Safeguards reports 8c correspondence 


8501170020 Comments on ACRS Subcommittee on Hope Creek S4112S-29 
meetings re SSE. Selected value of SSE within acceptable 
range. 

POMEROY.P. W. Rondout Associates, Inc. POMEROY, P. W. ACRS - Advisory 
Committee on Reactor Safeguards. 84/12/10. SEISS, C. ACRS - 
Advisory Committee on Reactor Safeguards. 18pp. 28462:307. 24X 

Fiche: 50-354, 84/12/10, 8501170020. 


8501020514 Forwards ACRS rept on fad 1 ity. Licensee position requested 
re ACRS recommendations concerning turbine overspeed 
protection test program Sc applicability of ultimate plant 
protection sys. 

SCHWENCER,A. Licensing Branch 2. 84/12/21. MITTL,R. L. Public 

Service Electric 8c Oas Co. of New Jersey. 4pp. 28164:333. 24X 

Fiche: 50-354, 84/12/21, 8501020514. 


— 8412270321 Summer! *es ACRS 296th meeting on 841213-15 to review OL 
application. Open issues identified. Structured test program 
for evaluating turbine overspeed protection recommended. 
Simplified depressurization 8c venting sys discussed. 

EBERSDLE, J. C, ACRS - Advisory Committee on Reactor Safeguards. 
84/12/18. PALLADiNO, N. j. CommisslonerV 3pp. 28164:337. 24X 

Fiche: 50-354, 84/12/21, 8501020514. 


8501300266 Revised summary of ACRS Subcommittee on Hope Creek 
Generating Station Unit 1 841128-29 meetings w/NRC 8c util in 
Philadelphia, PA re OL application review. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/15, 

ACRS - Advisory Committee on Reactor Safeguards. 40pp. 28680:280. 

24X Fiche: 50-354, 85/01/15, 8501300266. 


P. Operating license stage documents 8( correspondence 


8501170284 Forwards request for addl info re review of riverborne 
missiles as discussed at 841218 meeting. Response requested 
by 850131. 

SCHWENCER, A, Licensing Branch 2. 85/01/09. MITTL, R. L. Public 

Service Electric 8c Oas Co. of New Jersey. Bpp, 28464:213. 24X 

Fiche: 50-354, 85/01/09, 8501170284. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501030377 Summary of 841126 maeting w/util 8c EGScG in Bethesda, MD re 
preservice insp program. List of attendaes, request for addl 
info 8e util progress rept end. 

WAGNER, D.H. Licensing Branch 2. 94/12/18. Licensing Branch 2. 

7pp. 28200:309, 24X Fiche; 50-^354, 84/12/18, 8501030377, 


—8501030381 "Presarvice/lnservice insp, Solution Heat Treated Corrosion 
Resistant Cladded Recirculjrting Piping, *' progress rept. 

* Public Service Electric St G*s Co, of New Jersey. 84/12/18. 

20pp. 28200; 316. 24X Ficha; 5G-r354, 84/12/18, 8501030377. 


8501020082 Forwards Insp Rept 50-3!^/84*-20 on 841030-1102. No violation 
noted. 

MARTIN, T.T. Divtsibn of Eng inberina & Technical Programs. 84/12/19. 

MARTIN, T.J. Public Sarvice Electric Sc Oas Co. of New Jersey. 4pp. 
28195:193. 24X Fiche: 50-354, 84/12/19, 8501020082. 
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— 6501020088 In»p Rept 50-354/84-20 on 841030-1 102. No violation noted. 
Major areas inspected: turnover of 5ys< schedule of testing 
activities^ preoperat ional test program requirements & tours 
of facility, 

NICHOLAS. H., WEN, P. C. . BETTENHAUSEN, L. Region 1. Office of 
Director. 84/11/27. 6pp. 28155:197. 24X Fiche: 50-354. 84/12/19. 

8501020082. 


8412190503 IE Info Notice 84-94. “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of Neu York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21, 8412190503. 


8501080155 Forwards Insp Rept 50-354/84-18 on 840917-1 101. No violation 
noted. Corrective actions will be evaluated during future 
insp. 

KISTER, H. B. Region 1. Office of Director. 85/01/04. MARTIN, T. J. 
Public Service Electric Sc Gas Co. of New Jersey. 4pp. 28231:340. 
24X Fiche: 50-354. 85/01/04, 8501080155. 


— 8501080160 Insp Rept 50-354/84-18 on 840917-1104. No violation noted. 
Major areas inspected: mechanical & piping walkdowns. 
instrumentation, torus painting, housekeeping & licensee 
action on previous insp findings. 

BATEMAN. W. H. , NICHOLAS. H. H. . STROSNIDER, J. Region 1, Office of 
Director. 84/12/20. 9pp. 28231:344, 24X Fiche: 50-354, 85/01/04. 

8501080155. 


8501160054 Notification of Significant Licensee Meeting 85-06 on 850121 
w/util in Hancocks Bridge. NJ to discuss SALP mgt. 

STROSNIDER. J. R. Region 1. Office of Director. 85/01/08. Region 
1. Office of Director. 2pp. 28437:343. 24X Fiche: 50-354. 85/01/08. 
8501160054. 


8501230541 Forwards Insp Rept 50-354/84-24 on 841 105-1216. No violations 
noted. 

KISTER. H.B. Region 1. Office of Director. 85/01/09. MARTIN. T. J. 
Public Service Electric it Gas Co. of New Jersey, 4pp. 28538:295, 

24X Fiche; 50-354. 85/01/09. 8501230541. 


—8501230549 Insp Rept 50-354/84-24 on 841 105-1216. No violations noted. 
Major areas inspected: work in progress. preoperational 
testing programs, licensee action on previous insp findings it 
preventive maint programs. 

BLOUOH. A. R. . BATEMAN. W. H. . CHAUDHARY. 8. K. Region 1. Office of 
Director. 85/01/03. lOpp, 28538:299. 24X Fiche: 50-354. 85/01/09. 

8501230541. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators." Svc list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537; 127. 24X Fiche: 50-660,85/01/10.8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502, 


8501100655 IE Info Notice 85-003. "Seperation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 


8501210111 Forwards SALP Rept 50-354/84-26 for Aug 1983 - Oct 1984. 
Applicant performance satisfactory. Meeting scheduled for 
850121 at »ite to discuss SALP. 

STAROSTECKI. R, Region 1. Oi^fice of Director. 85/01/15. MARTIN. T. J. 

Public Service Electric Sc Gas Co. of New Jersey. 4pp. 28470:138. 
24X Fiche:50-354. 85/01/15, 8501210111. 


— 850121011# SALP Rept 50-354/84^26 for Aug 1983 - Set 1984. 

* Region 1, Office of Director. 85/01/15. 41pp. 28470: 142^ 24X 

Fiche: 50-354. 85/01/15. 8501210111. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co, of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. . ' 

JORDANi^E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23: Consolidated Edison Co. of New 

York* Inc. 108pp. 286^2: 186. 24X Fich e: 50-000. 85/01/23. 8501230229, 


8501230236 IE Info Notice 85-006. “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. “Contaminated Radiography Source 
Shipments. “ Svc list end. 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


S. Reportable occurrences. LERs & related correspondence 


8501100775 Final deficiency rept re low voltage cutoff setting on 
Topaz inverters supplied by GE. Initially reported on 
841009. GE will issue field disposition instruction providing 
for testing Sc adjusting of Topaz inverters, 

MARTIN. J. J. Public Service Electric Sc Gas Co. of New Jersey. 
84/12/14. MURLEY. T. E. Region 1. Office of Director. 3pp. 
28345: 257. 24X Fiche: 50-354. 84/12/14. 8501100775. 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 Sc PC-2.3 emergency diesel 
generators. All valve holders w/improper radius will be 
replaced. 

MORIARITY. J. M. Colt Industries, Inc. 84/12/20. KEPPLER. J. G. 
Region 3, Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000. 84/12/20. 8501070316. 


V. Operator Examinations 


8501100322 Forwards Rev 1 to Training Program TP-305C. "NRC Licensed 
Operator Requalification Program." per SER Open Item 12(b). 

"Shift Cycle Training" section will be deleted Sc training 
discontinued 12 wks prior to exam. 

MITTL. R. L. Public Service Electric Sc Gas Co. of New Jersey. 
84/12/28. SCHWENCER. A. Licensing Branch 2. 2pp. 28290:115. 24X 

Fiche; 50-354. 84/12/28. 8501100322. 


—8501100327 Rev 1 to Training Procedure TP-305HC, "NRC Licensed Operator 
Requalification Program. “ 

* Public Service Electric it Gas Co. of New Jersey. 84/12/20. 

33pp. 28290:117. 24X Fiche: 50-354. 84/12/28. 8501100322. 


8501140325 Forwards marked-up pages to FSAR addressing SER Open Item 
12 re training programs. Description of emergency dose 
assessment computer model also end in response to SER Open 
Item 13. Info will be included in Amend 9 to FSAR. 

MITTL. R. L. Public Service Electric Sc Gas Co. of New Jersey. 

85/01/07. SCHWENCER. A. Licensing Branch 2. 41pp. 28359:121. 24X 

Fiche: 50-354. 85/01/07. 8501140325. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION. UNIT 1 


A. Application/construction stage documents Sc correspondence 


8501180051 FOIA request for repts resulting from listed environ 
qualification of equipment site audits to be placed in PDR, 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS. 0. 0. JRA Associates. 84/04/05. FELTON. J. M. Division of 
Rules and Records. Ip, 28467:001. 24X Fiche: 50-000. 84/04/05. 

8501180051. 


8501180069 Partial response to FOIA request for repts resulting from 
listsd qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS. O. 0. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24. 

8501180069. 


—8307X30041 Forwards Equipment Qualification Branch SER on environ 
qualification of electrical equipment important to safety it 
safsty-related mechanical equipment. Outstanding items 
identified in concluoion of rept. 

KNIGHT^ J.P, Assistant Director for Comp. & Structures Englnatring 
(Post 830201), 83/06/30, NOYAK. f, M. Assistant Director for 

Licensing. 2pp. 28467:074. 24X Flcte: 50-000. 84/05/24. 8501180069, 


— 8501180157 SER re environ qualification of electric equlpiwent , iwp»ort»nt 
to safety tc saf ety-related mechanical equipment. 

* Equipment Qualification Branch. 83/06/30. 32pp. 28467:076, 

24X Fiche: 50-000, 84/05/24, 8501180069. 


—8501180288 “Audit of Environ Qualification of Safety-Related Electrical 
Equipment at UH Zimmer Nuclear Power Station. “ 

DECKER. Q.R. I HUMPHREY. T. G. EOS^. Inc. FINA-6415. EOG-EA-6331. 

83/07/31. NRC - No Detailed Affiliation Given. 42pp. 

28467: 339. 24X Fiche: 50-000. 84/05/24. 8501180069. 
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8501150072 Responds to appeal re denial of FOIA request for info on 
p lant. Computer printout from plant allegation tracking sys 
end. 

FELTON, J.M. Division of Rules and Records. 84/06/20. HANAUER, S. A. 
Technical Analysis Corp. 3pp. 28418:129. 24X Fic he: 50-358, 

84/06/20, 8501150072. 


— 8501150073 Region III tracking sys re plant allegations. 

* Regions, Office of Director. 84/02/29. 250pp. 28418:132. 

24X Fic he: 50-358. 84/06/20, 8501150072. 


8501230195 Further response to FOIA request for documents re facility. 
Documents listed in app withheld (ref FOIA Exemption 5). 

FELTON, vJ. M. Division of Rules and Records. 84/07/16. YOON, M. , 
CLARK, L, Government Accountability Project. 2pp. 28520:333. 24X 

Fiche; 50-358, 84/07/16, 8501230195. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR5O. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants." Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01 /1 1, 8501 080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01 /1 5. 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501280077 Final response to FDIA requests for documents & 
nonconformance repts generated at facility it documents NRC 
plans to return to uti 1. Forwards documents listed on app. 

Portion withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 85/01/23. 

CARPENTER, T. E. Government Accountability Project. 3pp. 28639:005. 
24X Fiche; 50-358, 85/01 /23, 8501280077. 


—8501280109 Forwards author 831221 ltr to GF Cole re independent audit 
of program to verify quality of const & continuation of 
const plan. Portions deleted. 

SMITH, J.W. Ebasco Services, Inc. (subs, of Enserch Corp. ). 

83/12/30. FORNEY, W. Region 3, Office of Director. 3pp. 

28639; 008. 24X Fiche: 50-358, 85/01/23, 8501280077. 


Evaluation Report (SER), suppls it correspondence 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. iOBpp. 28692:186. 24X Fich #: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001, 24X Fiche: 50-000, 85/01/23, 8501230236. 


xc xnro Notice 




uunTjaminacao Kaoiography Source 


Shipments. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York# 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


85011^069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0 G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


S^^Reportable occurrences, LERs it related correspondence 




- - m**, Muiiuunrorniancc repts on 

facility from start of const to present. 

MIGDEN,J L. Ohio, State of. 84/03/08. Office of Administration. 
Ip. 28520:343. 24X Fiche: 50-358, 84/03/08, 8501230011. 


emergency it fire protection plans 

8501 1W621 Generic Ltr 85-01 to all power 'reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rep t. Svc list end. 

Licensing. 85/01/09. Consolidated 
toison Co, of New York, Inc. 138pp. 67718: 161 24X 

Fiche; 50-000, 85/01/09, 8501100621. 

Q. I nspection ^^gp o^ts, IE ^lletins 8c correspondence 

request for all Region III insp repts from Nov 1983 to 
p esent «c all communications between Region III it Bechtel, 

Dayton Power 8c Light Cincinnati Gas 8c Electric Co 
representatives re facility. 

e4%2/2 a'^' ' L ©overnment Accountability Project, 
er# K Q^*^ice of Administration, 2pp. 28639:001. 24X 

Fiche; 50-358, 84/02/28, 8501280067. wi. 

nonconfarmanc. rapt,, 
eovarnaant AccountatiUt* Projact. 


8&O1230014 Responds to FDIA request for all nonconformance repts on 
facility. Documents available at NRC headquarters it 
Region III ofc. 

FELTON, J. M. Division of Rule* and Record*. 84/06/07. MIODEN, J. L 
85012300*4'° '■ 50-358,84/04/07. 

T. Hearing transcripts on non-antitrust (pattars 

r.,u.st for 831115 transcript ra pending investigations 
of plant 1. documents prepared on or after 830701 re staff 
decision not to approve util proposed course of action for 
p lant. 

ORIM^I^FV n w .Pittman, Potts 8c Trowbridge. 83/11/23. 

ORIMSLEY,D.H. Division of Rules and Records. 2pp. 28418:081. 24X 

Fiche: 50-358, 83/11/23, 8501150048. vox. 

8501150052 Partial reply to FOIA 831123 request. FOIA requests re 
facility cannot be completed until Ofc o-f Investigations 
completes investigation of allegations, * 

84/01/18. HICKEY, J.P, 

Shaw, Pittman, Potts 8c Trowbridge, Ip. 28418*083 24X 

Fiche: 50-358, 84/01/18, 8501150052. ’ 


“rtoS B •vallat.l. in PDR. Document ll.t.d “ 

S. wii,?! Efmptiun. 5 & 7,. 

CLARK L ' Rules and Records. 84/08/06. YOON, M , 

=e437:5?i"-=4X 

Under lOCFRao. SS "sve ufriwl!' 

CPoet ioi03!.*''84/I2%i^'''“J"']! ^"•'"••'‘Ing Response 

Inc. 121pp. 28570 042 S 4 , Nem York, 

P .042. 24X Fiche; 50-000, 84/12/21, 8412190503. 


es- 9 — I w, ruxn T-aquesi: for 831115 transcri 

e pending Pi*”t investigations 8c documents prepared after 
for decision not to apprSve^til actions 

Pittman, Potts 8* Trowbridge. 84/02/10 

20418- 080 Commission. Ip. 

28418.080. 24X Fiche; 50-358, 84/02/10, 8501150041, 

°^d«um^n? response to appeal re denial of FOIA request for 

I”** concerning facility. Forwards transcript of 831115 
closed commission meeting re facility investigation 

CHILK^S J Exemption 7), 

H?^KEYf j P sJiw pfJ Secretary of the Commission. 84/07/03. 
-m Y r Pittman# Potts it Trowbridge. 2pp 26418*064 
24X Fiche: 50-358, 84/07/03,8501150058. 084. 
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— 85011S006S Transcript of Commission 831115 closed meeting in 
Mashing ton* DC re pending investigations of facility. Pp 1-99. 
* Commissioners. 83/11/15. 101pp. 28418:016. 24X 

Fiche: 50-358. 84/07/03. 8501150058. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8501030427 Advises that 841005 Revs 1 & lA to physical security plan 
consistent w/provisions of 10CFR50. 54< p ) 8c acceptable. 

SCHUSTER. M. D. Region 5. Office of Director. 84/12/17. HAYNES. J. O. 
Southern California Edison Co. 3pp. 28189:240. 24X 

Fiche: 50-206. 84/12/17. 8501030427. 


8501100210 Advises that 840918 rev to emergency plan consistent ui/ 
provisions of 10CFR50. 54((i) 8c acceptable per NUREO-0654. Rev 
1 . 

FISH. R. F. Region 5. Office of Director. 84/12/19. MEDFORD, M. 0. 
Southern California Edison Co. Ip. 28350: 184. 24X 

Fiche: 50-206.84/12/19. 8501100210. 


8501100492 Forwards Insp Repts 50-206/84-30.50-361/84-30 8c 50-362/84-31 
on 841015-19 Sc 1113-14. No violations noted. 

KIRSCH. D. F. Region 5. Office of Director. 84/12/24. BASKIN. K.B. 
Southern California Edison Co. Ip. 28348:222. 24X 

Fiche: 50-206. 84/12/24, 8501100492. 


— 8501100520 Insp Repts 50-206/84-30.50-361/84-30 8c 50-362/84-31 on 
841015-19 8c 1113-14. No violations or deviations noted. Major 
areas inspected : QA. emergency svc officer 8< operator 
training. TMI action plan requirements 8c LERs. 

HAIST, D. Region 5. Office of Director. 84/12/21. 8pp. 

28348: 223. 24X Fiche: 50-206. 84/12/24. 8501100492. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT.D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501150355 Responds to NRC 841023 request for supplemental proposed 
schedule for completion of detailed control room design 
review rept Sc program plan per Suppl 1 to NUREO-0737. Util 
proposes to submit supplemental rept by 850531. 

MEDFORD. M. 0. Southern California Edison Co. 85/01/10. 

KNIGHTON. 0. M. Licensing Branch 3. Ip. 28388:030, 24X 

Fiche: 50-361.85/01/10. 8501150355. 


8501180006 Forwards description of changes Sc Rev 3 to Aug 1783 physical 
security plan. Changes 8c rev withheld^ <ref 10CFR73. 21). 

HAYNES. J. G. Southern California Edison" Co. 85/01/11. MARTIN. J.B. 
Region 5. Office of Director. Ip. 28455:050. 24X 

Fiche: 50-206. 85/01/11. 8501180006. 


8501180280 Temporary change to emergency plan implementing procedures, 
including Rev 1 to S023-VIII-1 re recognition 8c 
classif ication of emergencies 8< Rev 0 to S0123-VIII-0. 201 
re surveillance requirements. M/850111 ltr. 

CROY.P.A. Southern California Edison Co. 85/01/11. MARTIN. U. B. 
Region 5. Office of Director. 101pp. 28453:187. 24X 

Fiche: 50-206. 85/01/11. 8501 1 80280. 


8501250193 Forwards Rev 0 to training sys description. "Meteorological 
Instrumentation Sc Seismic Monitoring Sys" Sc Rev 6 to 
Emergency Operating Procedure S023-3-5. 27. "Earthquake" in 
response to NRC 841127 ltr. 

MEDFQRD.M. O. Southern California Edison Co. 85/01/23. 

KNIGHTON. 0. W. Licensing Branch 3. Ip. 28546:150. 24X 

Fiche; 50-361. 85/01/23. 8501250193. 


—8501250206 Rev 0 to training sys description. "Meteorological 
Instrumentation Sc Seismic Monitoring Sys, " 

* Southern California Edison Co. 83/07/21, 30pp, 28546; 151. 

24X Fiche: 50-36l» 85/01/23. 8501250193. 


J. Insurance Se indemnity information 


8501100002 Forwards J Berry complaint filed in Supreme Court of State 
of CA against util. Nuclear Power Outfitters Sc Safety & 

Supply Co, seeking recovery for negligence. breach of express 
Sc implied warranty . strict liability Sc punitive damage. 

HARMARD. J. E. American Nuclear Insurers. 84/11/26. SALTZMAN. J. 
Assistant Director for State Sc Licensee Relations. 14pp. 28295:318. 

24X Fiche: 50-206.84/11/26,8501100002. 


P. Operating license stage documents Sc correspondence 


8501180284 Response to FOIA request for two categories of documents re 
plant performance clauses imposed by state regulatory 
agencies. Forwards documents listed in app. Documents also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information Sc Resource Service. 3pp. 28486:003. 24X 

Fiche: 50-000. 84/06/21. 8501180284. 


— 8311100043 Comments on productivity incentive program consistency 
ui/reactor safety. Program commendable, 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 
83/10/28. GRIMES. L.M. California. State of. Public Utilities 
Commission. Ip. 28490:089. 24X Fich e; 50-000, 84/06/21. 8501 180284. 


— 8501180397 Submits review of recent CA Public Util Commission decision 
that specifies target capacity factor for plant Sc recent 
study on const Sc performance incentives. 

PETERSEN. J. C. Assistant Director for State Se Licensee Relations. 
83/10/28. SALTZMAN. J. Assistant Director for State Sc Licensee 
Relations. 2pp. 28490:090. 24X Fich e: 50-000. 84/06/21. 8501180284. 


— 8501180402 Forwards draft ltr for CA Public Util Commission re 
productivity on incentive program instituted for plant. 

Summary o^ decision also end in draft memo. Encourages 
research into areas of incentive programs. 

ROMSOME.F. H. NRC - No Detailed Affiliation Given. 83/10/26. 
DENTON. H.R. NRC - No Detailed Affiliation Given. 6pp. 28490:092. 
24X Fiche: 50-000. 84/06/21. 8501180284. 


8501080445 Summary of 841108 meeting w/C-E Sc Core Protection 
Calculators Owners Group re long-term improvement program. 
Detailed description of program will be presented in Apr 
1985. List of attendees end. 

LEE. R.S. Operating Reactors Branch 3. 84/12/09. MILLER. J.R. 

Operating Reactors Branch 3. 3pp. 28271: 105. 24X 

Fiche: 50-000. 84/12/09, 8501080445. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants, " Svc list end. 
EISENHUT. D. 0. Division of Licensing^ 34/12/27. Consolidated 
Edison Co. of New York. Inc. ISpp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


B501170068 Forwards payment of application fee for Tech Spec changes re 
reload analysis rept St statistical combination of 
uncertainties rept for Cycle 2. per 841220 request. 

MEDFORD. M.O. Southern California Edison Co. 85/01/14. DIGGS. R. M. 
License Fee Management Branch. Ip. 28425:302. 24X 

Fiche: 50-361. 85/01/14. 8501170068. 


8501180306 Notifies that NRC will conduct one-day visit to obtain util 
views on effectiveness of LMR regulatory requirements in 
limiting risks as discussed in end 841003 FR notice. 

Details on proposed visit also end. 

ZMOLINSKI.U. A. Operating Reactors Branch 5, 85/01/16. BASKIN.K.P. 

Southern California Edison Co. HOLCOMBE. J. C. San Diego Gas & 
Electric Co. 9pp. 28454:126. 24 X Fich e; 50-206. 85/01/16. 8501180306. 


6501250104 Application for amend to Licenses NPF-IO Sc NPF-15. revising 
Tech Spec 3/4. 7. 6, "Snubbers." by deleting Tables 3, 7-4a 
Sc b. Fee paid, 

MEDFORD.M. 0, Southern California Edison Co. 85/01/23. 

KNIGHTON. G. M. Licensing Branch 3. 6pp. 28552:143. 24X 

Fiche: 50-361. 85/01/23. 8501250104. 


‘8501250213 Rev 6 to Emergency Operating Procedure 8023-3-5.27. 
"Earthquake, " 

* Southern California Edison Co. 84/08/20. 12pp. 20546: 181. 

24X Fiche: 50>-361. 85/01/23^ 8501250193. 


H. General corresponciencc 


8501300247 Opposes proposed rule change to eliminate consideration of 
earthquakes in emergency planning. Future notification of 
proposed rule chenges requested. 

HICKS. L.H. GUARD. 85/01/23. DENTON. H. Office of Nuclear Reactor 
Regulation. Director. 2pp. 28642:194. 24 X Fiche: 50-206. 85/01/23. 

8501300247 . 


—6501250112 Proposed/revised Tech Spec 3/4. 7. 6. "Snubbers. " deleting 
Tables 3- 7-4a Sc b. 

* Southern California Edison Co. 85/01/23. 44pp. 28552:149. 

24X Fiche;50-361. 85/01/23. 8501250104. 


8501250174 Forwards propriatary errata for Rev 2-P to CEN-269(S)-P. 
"Core Protection Calculatpr/Control Element Assembly 
Calculator 8ys Phase II Software Verification Test Rept." 
due to typos. Errata withheld (ref 10CFR2.79O). 

MEDFORD. M, 0. Southern California Edison Co, 85/01/23. Office of 
Nuclaar Reactor Regulation. Director. KNIGHTON. 0. M. Licensing 
Branch 3. 2pp. 28549:360. 24X Fiche: 50-361, 05/01/23. 8501250174. 
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8501290518 Forwards proprietary & nonproprietary addenda to CEN— 291<S)» 
“Response to NRC Questions on San Onofre Nuclear Generating 
Station* Units 1 & 2* Cycle 2. “ Proprietary addendum withheld 
<ref 10CFR2. 790). 

MEDFORD. M.O. Southern California Edison Co. 85/01/25. 

KNIGHTON. G. u. Licensing Branch 3. 3pp. 28616:144. 24X 

Fiche: 50-361,85/01/25. 8501290518. 


‘8501290525 Nonproprietary addendum to CEN-291<S) "Response to NRC 
Questions on San Onofre Nuclear Generating Station Units 2 
& 3. Cycle 2. " 

* Combustion Engineering. Inc. CEN-291 (S)-NP ADD. 85/01/31. 
14pp. 28616:147. 24X Fiche: 50-361. 85/01/25. 8501290518. 


8501300219 Forwards proprietary & nonproprietary versions of 
CEN-293(S). "End of Cycle 1 Shoulder Gap Evaluation. " 
Existing fuel element assembly has sufficient shoulder gap 
c learance. Proprietary rept withheld <ref 10CFR2. 790). 
MEDFORD, n. O. Southern California Edison Co. 85/01/28. 
KNIGHTON. G. N. Licensing Branch 3. 6pp. 28643:071. 24X 

Fiche: 50-361, 85/01/28, 8501300219. 


— 8501300227 Nonproprietary "End of Cycle 1 Shoulder Gap Evaluation, “ 
•e Combustion Engineering. Inc. CEN-293<S)-NP. 85/01/31. 14pp. 

28643: 077. 24X Fiche: 50-361. 85/01/28. 8501300219. 


8501310014 Application to amend Licenses NPF-10 & NPF-1 5. revising Tech 
Spec 4. 6. 1. 6. to clarify containment tendon surveillance 
requirements Sc correct Table 4.6-1 re tendon end cap 
designations. 

MEDFORD, M.O. Southern California Edison Co, 85/01/29. 

KNIGHTON. G. «. Licensing Branch 3. 2pp. 28656:028. 24X 

Fiche: 50-361, 85/01/29. 8501310014. 


— 8501310017 Proposed changes to Tech Spec 4. 6. 1.6 "Containment Tendons." 
* Southern California Edison Co. 85/01/29. 24pp. 28656:030. 

24X Fiche: 50-361. 85/01/29. 8501310014. 


Q. Inspection reports, IE Bulletins & correspondence 


8501300196 FOIA request for info re EE Kent allegations concerning 
San Onofre St Midland nuclear power plants. Waiver of fees 
requested. Response requested within 10 days. 

GARDE. B.P. Government Accountability Project. 84/05/13. Office 
of Administration. 2pp. 28673:133. 24X Fiche: 50-000, 84/05/13. 

8501300196. 


— 8501300433 Recommends that EDO 8e Director. Qfc of Investigation respond 
to allegations in GAP Itr re welding flaws. Review of 
responses will determine if further inquiry warranted. 

CUMMINGS. J. J. Office of Inspector tc Auditor. 83/07/01. PALLADINO 
Commissioners. 2pp. 28674:003. 24X Fiche: 50-000, 84/07/12, 

8501300249. 


8501070390 Forwards request for addl info re inservice insp program for 
first 10-yr insp interval. 

KNIGHTON. G. W. Licensing Branch 3. 84/12/12. BASKIN. K. P. Southern 

California Edison Co. HOLCOMBE. J. C. San Diego Gas & Electric Co 
llpp. 28225:183. 24X Fiche: 50-361. 84/12/12. 8501070390. 


8501070474 Forwards Insp Repts 50-206/84-29.50-361/84-29 fc 50-362/84-30 
on 841015-19 ft 1105-09. No violations noted. 

WENSLAWSKI. F. A. Region 5. Office of Director. 84/12/14. 

BASKIN. K. B. Southern California Edison Co. 2pp. 28217:132. 24X 

Fiche: 50-206, 84/12/14. 8501070474. 


— 8501070488 Insp Repts 50-206/84-29.50-361/84-29 & 50-362/84-30 on 
841015-19 8t 1105-09, No violations noted. Major areas 
inspected: deficiencies re Unit 1 operational radiation, 
monitoring sys Sc implementation of TMI Item II. B. 3. 

SHERMAN, C. I. . GRAYSON. W. M. , NORTH. H. S. Region 5. Office of 
Director. 84/12/11. 16pp. 28217:134. 24X Fiche: 50-206. 84/12/14, 

8501070474. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list end. 

GRACE. U. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501100144 Forwards Insp Repts 50-206/84-24. 50-361/84-27 8c 50-362/84-28 
on 841015-1113, No violation or deviation noted. 

KIRSCH. D. F. Region 5, Office of Director. 84/12/21. BASKIN. K. P. 
Southern California Edison Co. 2pp. 28350:280. 24X 

Fiche: 50-206. 84/12/21, 8501100144. 


—8501100155 Insp Repts 50-206/84-24,50-361/84-27 8c 50-362/84-28 on 
841015-11 13. No violation or deviation noted. Major areas 
inspected: operations program, including operational safety 
verification tt monthly surveillance Sc maint activities. 

HUEY.F. R. . CHAFFEE. A. E. , STEWART, J. P. Region 5, Office of 
Director. 84/12/21. 13pp. 28350:282. 24X Fiche: 50-206, 84/12/21, 

8501100144. 


8501300171 Appeals denial of FOIA request for documents re EE Kent 
allegations. No response received to 840514 FOIA request. NRC 
failure to voluntarily notify of completion of investigation 
considered unacceptable treatment of EE Kent. 

GARDE, B. Government Accountability Project, 84/05/30. DIRCKS, W. 
Office of the Executive Director for Operations. Ip. 28673:132. 
24X Fiche: 50-361, 84/05/30, 85dl30bi7r. ‘ 


8501300249 Responds to FOIA request for info re EE Kent allegations 8c 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 8c 7c). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

CHILK. S. U. Office of the Secretary of the Commission. 84/07/12. 
GARDE. B. Government Accountability Project. 4pp. 28673:135. 24X 

Fiche: 50-000, 84/07/12, 8501300249. 


•8501300287 Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performance procedural 8c 
administrative in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation. 

MESSENGER. Q. H. Office of Inspector 8c Auditor. 84/04/04. 
PALLADINO Commissioners. 3pp, 28673:139, 24X 

Fiche: 50-000,84/07/12. 8501300249. 


investigation. "OIA Review of GAP Complaint re NRC 
Treatment of EE Kent. “ Oase summary 8( record of 840508 
telcon end. 

PUGLIA. A. B. Office of Inspector 8c Auditor, 84/04/03. 206pp. 

28673:142. 24X Fiche: 50‘r^0<>ik. 84/07/ 12, 8501300249. 


—8501300392 Discusses review of Case File 83-82 re investigation of 
Region V insp of EE Kent allegations concerning welding 
flaws. Plans for travel 8i interviews noted. Rept anticipated 
by 840210. 

Inspector 8t Auditor! 83/12/21. 

M^ENOER. O H. Office of InspectOT 8c Auditor. Ip. 28673:359, 
24X Fiche; 50-000. 84/07/12, 6501300249. 


—8501300405 Discusses review o^; File 83^B2 ^o^ Kent allegations 

re Region y « San On^pPra. A'S^lstaln-ec' may be necessary for 
investigation 8c response to T^eq.uest. 

MCK^A, P. Office of In^ect^pr 8c Awl i tor. e3‘/10/17. MESSENGER, G. 

Off iew oP Instactor 8f Aotfitbr. 2pp. ' ’28673:360. 24X 

Fiohet30^<)0|Pi84/07/12,85p5ji3i^^.A^^^ ; . ' 


8501100492 Forwards Insp Repts 50-206/84-30.50-361/84-30 8c 50-362/84-31 
on 841015-19 8c 1113-14. No violations noted. 

KIRSCH. D.F. Region 5. Office of Director. 84/12/24. BASKIN. K. B. 
Southern California Edison Co. Ip. 28348:222. 24X 

Fiche: 50-206, 84/12/24. 8501100492. 


— 8501100520 Insp Repts 50-206/84-30.50-361/84-30 8c 50-362/84-31 on 
841015-19 8c 1113-14. No violations or deviations noted. Major 
areas inspected: QA. emergency svc officer 8c operator 
training.TMI action plan requirements 8c LERs. 

HAI8T. D. . KANOW. R. . JOHNSON. P. Region 5. Office of Director. 
84/12/21. 8pp. 20348:223. 24X Fiche ; 50-206. 84/12/24. 8501 100492. 


8501100781 Forwards Insp Rapt 50-361/84-34 on 841203-05. No violation 
noted. 

KIRSCH, D.F. Division of Resident. Reactor Project Sc Engineering 
Programs. 84/12/24. BASKIN, K.B. Southern California Edison Co. 
2pp. 28345:262. 24X Fiche: 50-361. 84/12/24, 8501 100781. 


— 8501100786 Insp Rept 50-361/84-34 on 841203-05. No violation noted. 
Major areas inspected: inservice insp work on pressure 
boundary piping welds Sc supports during Cycle 1. Outage 1 8c 
allegation followup. 

CASELLA. F. A. . YOUNG. T. . JOHNSON. P. H. Region 5. Office of Director. 
84/12/20. 6pp. 28345:264. 24X Fiche: 50-361. 84/12/24. 8501100781. 


8501150019 Responds to NRC 841207 Itr re violations noted in Insp Repts 
50-206/04-19.50-361/84-24 Sc 50-362/84-24. Corrective actions: 
foreign matl exclusion area clsaned up. training program 
improved 8c Procedure S0123-VI-23. 0 being revised. 

BASKIN. K.P. Southern California Edison Co. 85/01/02. MARTIN, J.B. 
Region 5, Office of Director. 5pp. 28379:270. 24X 

Fiche: 50-206. 85/01/02. 8501150019, 


8501070401 IE Info Notice 05-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8t Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation 8c Testing of 
Differential PrtsBure Transmitters." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 030103). 05/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 
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8501280095 Notification of 850117 meeting u/util in Bethesda^MD to 
discuss steam generator tube insps. 

ROODiH. Licensing Branch 3. 85/01/14. KNIGHTON, O. W, Licensing 

Branch 3. 2pp. 28615:320. 24X Fic he: 50-361, 85/01/14, 8501280095. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fi ch e: 50-000, 85/01/15. 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness te Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fi ch e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 106pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 lE Info Notice 85-006, "Contamination of Breathing Air 
Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501100796 Advises that results of evaluation to determine cause Sc 
corrective action re spurious actuation of containment purge 
isolation sys inconclusive. Testing Sc evaluation of ground 
sys required before corrective actions taken. 

HAYNES, J.G. Southern California Edison Co. 84/12/27. Record 
Services Branch (Document Control Desk). 2pp. 28345:270. 24X 

Fiche: 50-361, 84/12/27, 8501100796. 


8501100706 LER 84-072-00: on 841 130, rad iati on monitors 2/3 RI-7825 Sc 
2/3 RI-7824 found in alarm defeat. Cause unknown. Monitors 
immediately placed in normal mode. W/84122S Itr. 

HAYNES. J.G. Southern California Edison Co. 84/12/28. 3pp. 
28345: 225. 24X Fiche: 50-361, 84/12/28, 8501 100706. 


8501110079 LER 84-074-00: on 841203, fuel handling isolation sys train A 
actuated due to noise spike on airborne monitor gas detector 
2RE-7822B. Caused by monitor sensitivity to random noise. 
Investigation underuiay. W/841228 Itr. 

HAYNES, J.G. Southern California Edison Co. 84/12/28. 2pp. 

28362: 107. 24X Fiche: 50-361, 84/12/28, 8501110079. 


8501160152 Special Rept: on 841218, seismic switches calibr to slightly 
different setpoints than specified in Tech Spec Table 3.3-7, 
resulting in degradation in threshold sensitivity to seismic 
events. Cause under investigation. Switches recalibr. 

HAYNES. J.G. Southern California Edison Co. 84/12/28. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 28410:264. 24X 

Fiche: 50-361, 84/12/28, 8501160152. 


8501250352 IE Info Notice 85-007, “Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501220016 Monthly operating repts for Nov 1984. U/841213 Itr. 
MAYMEATHER, L. I. , HAYNES, J. G. Southern California Edison Co. 
84/11/30. 11pp. 28507:120. 24X Fiche: 50-361, 84/11/30, 8501220016. 


8501110105 LER 84-075-00; on 841130, during routine review, found check 
valve bypass closed. Caused by error in procedure checklist 
for placing alternate electric fire pump in svc. Procedure 
revised to include valve on checklist. W/841231 Itr. 

HAYNES, J.G. Southern California Edison Co. 84/12/31. 3pp. 
28362:131. 24X Fiche: 50-361, 84/12/31, 8501 1 10105. 


8501210441 ROrfull implementation of revised physical security plan 
will not be achieved until approx 6 months after issuance 
of Amends 23 St 12 to Licenses NPF-10 St NPF-15, respectively . 

Addl computer software mods must be made. 

RAY, H. B. Southern California Edison Co. 85/01/02. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 28498:341. 24X 

Fiche: 50-361, 85/01/02, 8501210441. 


8501210135 Forwards auxiliary feedwater sys outage monthly rept for 
841116-1215. List of component involved, cause of outage, 
outage duration & corrective actions taken to return 
equipment to operable status end. 

MEDFORD, M.O. Southern California Edison Co. 85/01/14. 

KNIGHTON, 0. W. Licensing Branch 3. 3pp. 28501:335. 24X 

Fiche; 50-361, 85/01/14, 8501210135. 


S. Reportable occurrences, LERs St related correspondence 


8501220480 Forwards Technical Review Rept ’AEQD/T424, "Fire Water Main 
Leakage Into 4 kV Switchgear Room. " 

CINTULA, T. C. Reactor Operations Analysis Branch. 84/11/20. 

SEYFRIT, K. V. Reactor Operations Analysis Branch. Ip. 28518:335. 

24X Fiche: 50-206, 84/11/20, 8501220480. 


— 8501220490 "Fire Water Main Leakage Into 4 kV Switchgear Room, " 
technical review rept. 

CINTULA, T.C. Director's Office. 84/11/20. 2pp. 28518:336. 24X 

Fiche: 50-206, 84/11/20, 8501220480. 


8501170244 LER 84-077-00: on 841210, control room isolation sys (CRIS) 
train B inadvertently actuated while instrumentation St 
control technicians performed 31-day surveil lance. Caused by 
failure to fully depress CRIS switch. W/B50109 Itr. 

HAYNES, J.G. Southern California Edison Co. 85/01/09. 2pp. 

28445: 099. 24X Fiche: 50-361, 85/01/09, 8501170244. 


8501280621 LER 84-080-00; on 841219, when power interrupted to associated 
ac bus during functional testing of battery charger 2B001, 
both containment purge isolation sys Sc fuel handling 
isolation sys train A aduated. W/850ll6' Itr. 

HAYNES, J.G. Southern California Edison Co. 85/01/16. 3pp. 

28614; 096. 24X Fiche: 50-361, 85/01/16, 8501280621. 


8501230421 PNO-V-85-001: release of 306 Ci noble gas, Xe-133 equivalent, 
occurred when north gas stripper placed in svc. Release 
resulted in 4. 42 mpe at boundary averaged over 1 h. Release 
confined to ventilation sys. Cause unknown. 

NORTH,H. , YUHAS,0. Region 5, Office of Director. 85/01/17. Ip, 
28511: 042. 24X Fiche; 50-361, 85/01/17, 8501230421. 


8501160170 Special rept: on 841 109, during Mode 6, purge/vent stack 
wide-range monitor 2RE-7865 removed from svc for planned 
design mods Sc i8-month surveillance testing. Alternate 
monitoring will remain in effect until completion of maint. 

HAYNES, J.G. Southern California Edison Co. 84/12/14. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 28410:293. 24X 

Fiche: 50-361, 84/12/14, 8501160170. 


8501040145 LER 84-071-00: on 841020 w/unit de^ueled Sc coiitainment purge 
in progress, train A containment purge isplation sys 
actuated. Caused by electrical noise on containment enea 

radiation monitor 2RT-7S56. Noise investigated, W/841217 Itr, 

HAYNES, J,0. Southern California Edison Co. 84/12/17. 2pp. 

28209: 035. 24X Fiche: 50-361, 84/12/17, 8501040145. 


8501160240 Followup rept of fire-rated assemblies Cspeciflcail|.. j 
fire doors) found inoperable during routine surveillancas ^ 

in Nov 1984. Rept for Dec 1984 will bf submitted by 
850121. 

HAYNES, J. 0. Southern California Edison Co; 84/12/18. MARTIN, J. 5. 
Region 5, Office of Director. 5pp. 28410:307, 24X 

Fiche: 50-361,84/12/18, 8501160240. 


8501080616 LER 84-073-00: on 841 130, control room isolation sys train B 
spuriously actuated by radiation monitor 2/3 R1-7B25. Caused 
by electrical noise spike of unknown origin. Cause being 
investigated. Sys reset 8c secured. W/841226 Itr. 

HAYNES, J, 0. Southern California Edison Co. 84/12/26. 2pp. 

28244: 165. 24X Fiche; 50-361, 84/12/26, 8501080616. 


V. Operator Examinations 


8501240183 Responds to 840511 Generic Ltr 84-14. Requested copies of 
reactor oparator/assistant control operator 8c senior reactor 
oparator/control room supervisor training programs 8< 
licensed operator requalification program and. 

MEDFORD, M.O. Southern Celifornia Edison Co. 85/01/22. 

E18ENHUT, D. G. Division of Licensing. Ip. 28531:307. 24X 

Fiche: 50-206, 85/01/22, 8501240183. 


— ^8501240190 Rev 0 to Procedure 0P5, "Licensed Operator Requalification 
Program. " 

KIRBY*M. J. , KINGSLEY, W. C. , METTE, R. J. Southern California Edison 
Co. 84/11/08. 20pp. 28531:308. 24X Fiche: 50-206, 85/01/22, 

8501240183. 


— 8501240194 Rev 0 tp PrpeeduTe 0PCW|3, "Senior Reactor Operator/Control 
Room Supervisor Training Program. " 

METTE, R.J., MATHIS, H. L, , MARSH, W. C. Sqrutharn California Edison Co. 

85/01/03. 37pp. 28531:328. 24^ Fjlche: 50-206, 85/01/22, 

^ 12401 ^ 3 . 


— ^85012401^8 Rev O to Procedure 0PCW2, "Reactor Operator /Assistant 
Control Operator Training Program." . 

METTE, R.J., MARTHIS, H. L. , MARSH, W. 0, So nth ern California Edison 
Co. 85/01/04. 67pp. 28532:003. ?4X Fiche; 50-206, 85/01/22, 

8501240183. 
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F. Securittj, netfical, emergency & fire protection plans 


B501030427 Advises that B41005 Revs 1 Se lA to physical security plan 
consistent w/provisions of 10CFR50. 54<p ) & acceptable. 

SCHUSTER. M. D, Region 5. Office of Director. 84/12/17. HA/NES, J. S. 
Southern California Edison Co. 3pp. 28189:240. 24X 

Fiche; 50-206, 84/12/17, 8501030427. 


J. Insurance & indemnity information 


B501100002 Forwards J Berry complaint filed in Supreme Court of State 
of CA against util, Nuclear Power Outfitters it Safety & 

Supply Co, seeking recovery for neg 1 igenc e, breach of express 
& implied warranty, strict liability & punitive damage. 

HARWARD, J.E. American Nuclear Insurers. 84/11/26. SALTZMAN, U. 
Assistant Director for State it Licensee Relations. 14pp. 28295:318. 

24X Fiche: 50-206. 84/11/26. 8501 100002. 


S501100210 Advises that 840918 rev to emergency plan consistent w/ 
provisions of 10CFR50. 54<<i) & acceptable per NUREG-0654, Rev 
1 . 

FISH. R.F. Region 5, Office of Director. 84/12/19. MEDFORD, M. 0. 
Southern California Edison Co. Ip. 28350: 184. 24X 

Fiche; 50-206,84/12/19, 8501100210. 


8501100492 Forwards Insp Repts 50-206/84-30.50-361/94-30 it 50-362/84-31 
on 841015-19 & 1113-14. No violations noted. 

KIRSCH, D. F. Region 5. Office of Director. 84/12/24. BASKIN, K. B. 
Southern California Edison Co. Ip. 28348:222. 24X 

Fiche: 50-206, 84/12/24, 8501100492. 


— 8501100520 Insp Repts 50-206/84-30,50-361/84-30 it 50-362/84-31 on 
841015-19 te 1113-14. No violations or deviations noted. Major 
areas inspected: QA, emergency sve officer it operator 
training, TMI action plan requirements & LERs. 

HAIST, D. Region 5, Office of Director. 84/12/21. Spp. 
28348:223. 24X Fiche; 50-206, 84/12/24. 8501100492. 


8501100621 Ocneric Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT. D. C. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000.85/01/09, 8501100621. 


8501150355 Responds to NRC 841023 re<iuest for supplemental proposed 
schedule for completion of detailed control room design 
review rept it program plan per Suppl 1 to NUREe-0737. Util 
proposes to submit supplemental rept by 850531, 

MOT0RD,«.0. Southern California Edison Co. 85/01/10. 

KNIOHTCny. O. W. Licensing Branch 3. Ip, 28388:030. 24X 

Fiche; 50-361, 85/01/10, 8501150355. 


8501180006 Forwards description of changes & Rev 3 to Aug 1983 physical 
secwitq plan. Changes it rev withheld tref 10CFR73. 21). 

HAyi«S, J, e. Southern California Edison Co. 85/Oi/ll. MARTIN, J.B 
Region 5, Office of Director. Ip, 1^455-050 24X 

Fiche: 50-206, 85/01/11, 8501180006 


P. Operating license stage documents & correspondence 


8501080445 Summary of 841108 meeting w/C-E it Core Protection 
Calculators Owners Group re long-term improvement program. 
Detailed description of program will be presented in Apr 
1985. List of attendees end. 

LEE,R. S. Operating Reactors Branch 3. 84/12/09. MILLER, U. R. 

Operating Reactors Branch 3. 3pp, 28271: 105, 24X 

Fiche: 50-000, 84/12/09, 8501080445. 


8501030249 Forwards executed Certificate for Pollution Control 
Facil ities, per 841117 request. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/14. CHANDLER, D. E. California, State of. Spp. 28200:290. 
24X Fiche: 50-362. 84/12/14, 8501030249. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49, “Environ Qualification of Electric Eq,uipmant 
Important to Safety of Nuclear Power Plants. *' Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, B501030120. 


8501170068 Forwards payment of application fee for Tech Spec changes re 
reload analysis rept it statistical combination of 
uncertainties rept for Cycle 2, per 841220 request. 

MEDFORD,M. 0. Southern California Edison Co. 85/01/14. DI008, R, M. 

License Fee Management Branch. ip, 28425:302. 24X 

Fiche: 50-361, 85/01/14, 8501170068. 


: i: r: ' conouev one-oay visit to Obtain util 

views on effectiveness of LWR regulatory raquirements in 
limiting risks as discussed in end 841003 FR notice. 

Details on proposed visit also end. 

ZWOLINSKI.U. A. Operating Reactors Branch 5. 85/01/16. BASKIN,K. P, 

Southern California Edison Co. HOLCOMBE, J. C. San Diego Gas it 
Electric Co. 9pp. 28454:126. 24X Fich #: 50-206. 85/01/16, 8501 180306. 


85011^^ Temporary change to emergency plan implementing proceduri 
including Rev 1 to SD23-VIII-1 VAecognition 6 «eouri 

classification of emergencies it Rev 0 to S0123-VIII-0 201 
re surveillance requirements. W/SSOlll ltr. 

SS/Ol/ll. MARTIN, J.B. 

Region 5, Office of Director. lOlpp, 28453- 187 24X 

F i c h e : 50-206, 85/01 / 1 1 , 8501 1 80280 


8501250193 Forwrds Rev 0 to training sys description. 
Instrumentation it Seismic Monitoring Sys" it Rev 6 to 
Emergency Operating Procedure S023-3-5.27, "Earthquake 
response to NRC 841127 ltr. tarsnquake 

C-lifornia Edison Co. 85/01/23. 
KrciflHTOn, G. w. Licensing Branch 3 . lo 2854A*iBn 

Fiche: 50-361, 85/01/23. 8501250193 28546.150. 24X 


'Meteorologi( 

in 


—8501250206 Rev O to training sys description, 
Instruwntation i Seismic Monitoring Sys. " 
Oi¥^ff*^*^*^!L^***^**^”^* Edison Co, 83/07/21 

24X Fiche; 50-361,85/01/23, 8501250193. 


"Meteorological 
30pp. 28546; 151, 


*° Procaur. S023-3-8.27. 


H. General: correspondence 


85023^47 Opposes proposed rule chana 
«»Tgei»cy planning, f! 

HICKS ’••*****«'*«d. 

HICKS, L.H. GUAI®. 85/01/23. BENTC 

Regulation, Director. 2aD 28642 - i 
8501300247. SB642. 1 


eliminate consideration of 
notification of 

Office of Nuclear Reactor 
24X Fiche: 50-206,89/01/23, 


by deleting Tables 3. 7-4a 


Tech Spec 3/4. 7, 6, "Snubbers, 

8c b. Fee paid. 

California Edison Co. 85/01/23, 

28552:143. 24X 

Fiche: 50-361, 89/01/23, 8501250104. 


laoies 3. 7-4a 8c b. 

* Southern California Edison Co. 85/01/ 
24X Fiche: 50-361, 85/01/23, 8501250104. 


"Snubbers, " deleting 
44pp. 28952: 149. 


-rn,.- pZ«’4.I;.Z7 I ■rrasa ror Rev a-p to CEN-269<S>-P, 
Calculator/Control Element Aseembly 
Calculator Sys Phase II Software Verification Test Rept," 
withheld (ref 10CFR2. 790). 

MEDFORD, M.O. Southern California Edison Co. 85/01/23. Office of 

B^aiers ** 20 ^ KNIGHTON, O. W. Licensing 

rancho. 2 pp. 28549:360. 24X Fiche: 50-361, 85/01/23, 0SO125O174, 

2 "»DP”P’'CP‘«P1I t» CEN-WKS), 

11 r! NRC Questions on San Onofre Nuclear Generating 
(ref lOCFRi**?©)** " PT-opT^i^tary addendum withheld 

California Edieon Co. 85/01/25. 

KNIWTON.G.W. Liceneing Branch 3. 3pp, 28616' 144 24X 

Fiche: 50-361, 85/01/25, 8501290518. wo 16 . 144. 24X 


Kn™ton”o°li C,ll,OTnl« Ediion Co. 83/01/38 
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— 8501300227 Nonproprietary "End of Cycle 1 Shoulder Oap Evaluation. " 
* Combustion Engineering, Inc. CEN~293(S)-NP. 85/01/31. 14pp. 

28643; 077. 24X Fiche: 50-361. 85/01/28, 8501300219. 


8501310014 Application to amend Licenses NPF-10 tc NPF-15. revising Tech 
Spec 4. 6. 1. 6, to clarify containment tendon surveillance 
req.ulrements & correct Table 4. 6-1 re tendon end cap 
designations. 

MEDFORD, M.O. Southern California Edison Co. 95/01/29. 

KNIGHTON, G. W. Licensing Branch 3. 2pp. 28656:028. 24X 

Fiche: 50-361, 85/01/29. 8501310014. 


— 8501310017 Proposed changes to Tech Spec 4. 6. 1. 6 “Containment Tendons. ” 
a Southern California Edison Co. 85/01/29. 24pp. 28656:030. 

24X Fiche: 50-361, 85/01/29, 8501310014. 


Q. Inspection reports, IE Bulletins tc correspondence 


8501300196 FOIA reciuest for info re EE Kent allegations concerning 
San Onofre & Midland nuclear pouer p lants. Waiver of fees 
reiiuested. Response requested uithin 10 days. 

GARDE, B. P. Government Accountability Project. 84/05/13. Office 
of Administration. 2pp. 28673:133. 24X Fiche: 50-000, 84/05/13, 

8501300196. 


8501300171 Appeals denial of FOIA request for documents re EE Kent 
allegations. No response received to 840514 FOIA request. NRC 
failure to voluntarily notify of completion of investigation 
considered unacceptable treatment of EE Kent. 

GARDE, B. Government Accountability Project. 84/05/30. DIRCKS.W. 
Office of the Executive Director for Operations. Ip. 28673: 132. 
24X Fiche; 50-361, 84/05/30, 8501300171. 


8501300249 Responds to FOIA request for info re EE Kent allegations ^ 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld <ref FOIA Exemptions 6 Sc 7c). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

GHILK, S. J. Office of the Secretary of the Commission. 84/07/12. 
GARDE, B. Government Accountability Project. 4pp. 28673:135. 24X 

Fiche: 50-000, 84/07/12, 8501300249. 


‘8501300287 Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performance procedural Sc 
administrative in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation. 

MESSENGER, 0. H. Office of Inspector Sc Auditor. 84/04/04. 
PALLADINO Commissioners. 3pp. 28673: 139. 24X 

Fiche: 50-000, 84/07/12, 8501300249. 


— 8501300363 Rept of investigation, "OIA Review of GAP Complaint re NRC 
Treatment of EE Kent. " Case summary Sc record of 840508 
telcon end. 

PUGLIA, A. B. Office of Inspector Sc Auditor. 84/04/03. 206pp. 

28673:142. 24X Fiche: 50-000, 84/07/1 2,'850i300249. 


— 8501300392 Discusses review of Case File 83-82 re investigation of 
Regi on V insp of EE Kent allegations concerning welding 
flaws. Plans for travel Sc interviews noted. Rept anticipated 
by 840210. 

PUGLIA.A.B. Office of Inspector Sc Auditor. 83/12/21. 

MESSENGER, G. H. Office of Inspector Sc Auditor. Ip. 28673:359. 
24X Fiche: 50-000, 84/07/12, 8501300249. 


—8501300405 Discusses review of File 83-82 on EE Kent allegations 
re Region V Sc San Onofre. Assistance may be necessary for 
investigation Sc response to FOIA request, 

MCKENNA, P, Office of Inspector Sc Auditor. 83/10/17. MESSENGER, G. 

Office of Inspector Sc Auditor. 2pp. 28673:360. 24X 

Fiche: 50-000, 84/07/12, 8501300249. 


— 8501300433 Recommends that EDO Sc Director, Ofc of Investigation respond 
to allegations in GAP Itr re welding flaws. Review of 
responses will determine if further inquiry warranted. 

CUMMINGS, J. J. Office of Inspector Sc Auditor. 83/07/01. PALLADINO 
Commissioners. 2pp. 28674:003. 24X Fiche: 50-000, 84/07/12, 

8501300249. 


8501070390 Forwards request for addl info re inservice ln»p program for 
first 10-yr insp interval, 

KNIGHTON, G. W. Licensing Branch 3. 84/12/12. BASKIN, K. P, Southern 

California Edison Co. HOLCOMBE, J. C. San Diego Gas Sc Electric Co. 
11pp. 28225:183. 24X Fiche: 50-361, 84/12/12, 8501670390. 


8501070474 Forwards Insp Repts 50-206/84-29, 50-361/84-29 Sc 50-362/84-30 
on 841015-19 Sc 1105-09. No violations noted. 

WENSLAWSkz, F. A. Region 5, Office of Director. 84/12/14. 

BASKIN, K.B. Sbuthdrn California Edison Cp. 2PP, 2B217; 132, 24, X 

Fiche: 50-206, B4/12/14, 8501070474. 


— 8501070488 Insp Repts 50-206/84-29,50-361/84-29 Sc 50-362/84-30 on 
841015-19 Sc 1105-09. No violations noted. Major areas 
inspected: deficiencies re Unit 1 operational radiation, 
monitoring sys Sc implementation of TMI Item II. B. 3. 

SHERMAN, C. I. , GRAYSON, W. M. , NORTH. H. S. Region 5, Office of 
Director. 84/12/11. 16pp. 28217:134. 24X Fiche: 50-206, 84/12/14, 

8501070474. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501100144 Forwards Insp Repts 50-206/84-24,50-361/84-27 Sc 50-362/84-28 
on 841015-1113. No violation or deviation noted. 

KIRSCH,D. F. Region 5, Office of Director. 84/12/21. BASKIN, K. P. 
Southern California Edison Co. 2pp. 28350:280. 24X 

Fiche: 50-206, 84/12/21, 8501100144. 


—8501100155 Insp Repts 50-206/84-24,50-361/84-27 Sc 50-362/84-28 on 
841015-1113. No violation or deviation noted. Major areas 
inspected: operations program, including operational safety 
verification Sc monthly surveillance Sc maint activities. 

HUEY,F. R. , CHAFFEE, A. E. , STEWART, J. P. Regions, Office of 
Director. 84/12/21. 13pp. 28350:282. 24X Fiche: 50-206, 84/12/21, 

8501100144. 


8501100492 Forwards Insp Repts 50-206/84-30,50-361/84-30 Sc 50-362/84-31 
on 841015-19 Sc 1113-14. No violations noted. 

KIRSCH, D. F. Region 5, Office of Director. 84/12/24. BASKIN, K. B. 
Southern California Edison Co. Ip. 28348:222. 24X 

Fiche; 50-206, 84/12/24, 8501100492. 


— 8501100520 Insp Repts 50-206/84-30, 50-361/84-30 Sc 50-362/84-31 on 
841015-19 Sc 1113-14. No violations or deviations noted. Major 
areas inspected: QA, emergency sve officer Sc operator 
training, TMI action plan requirements Sc LERs. 

HAIST, D. , KANOW, R. , JOHNSON,?. Region 5, Office of Director. 
84/12/21. 8pp. 28348:223. 24X Fiche: 50-206, 84/12/24, 8501 100492. 


8501150019 Responds to NRC 841207 Itr re violations noted in Insp Repts 
50-206/84-19,50-361/84-24 Sc 50-362/84-24. Corrective actions: 
foreign matl exclusion area cleaned up, training program 
improved Sc Procedure S0123-VI-23. 0 being revised. 

BASKIN, K.P. Southern California Edison Co. 85/01/02. MARTIN, J.B. 
Region 5, Office of Director. 5pp. 28379:270. 24X 

Fiche: 50-206, 85/01/02, 8501150019. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche:'50-OO6, feS/Ol/'lO, 8501070401. 


8501080502 lE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501280095 Notification of 850117 meeting w/util in Bethesda.MD to 
discuss steam generator tube insps. 

ROOD, H. Licensing Branch 3. 85/01/14. KNIGHTON, 0. W. Licensing 

Branch 3. 2pp. 28615:320. 24X Fiche: 50-361, 85/01/14, 8501280095. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. “ Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co, of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate ligt of Security Response 
Drills. " SVC list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp, 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Pdst 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpR, 28692:186. 24 X Fiche; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Noticie 85-006, "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 8(5/01/23. Consolidated Edison Co, of New 

York, Inc. 109pp, 28692:001, 24X Fiche: 50^000, 85/01/23* S»0123p236. 
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B501250352 IE Info Notice 85-007, "Contajninated Radiography Source 
Shipments, “ Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 

(S301 03-85021 2). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000. 85/01/29. 8501250352. 


R. Periodic operating reports & related correspondence 


8501220016 Monthly operating repts for Nov 1984. W/841213 Itr, 
MAYWEATHER. L. I. , HAYNES. J. O. Southern California Edison Co. 
84/11/30. 11pp. 28507:120. 24X Fiche: 50-361. 84/1 1/30. 8501220016. 


8501210135 Forwards auxiliary feedwater sys outage monthly rept for 
841116-1215. List of component involved, cause of outage, 
outage duration it corrective actions taken to return 
eq,uipment to operable status end. 

MEDFORD. M. 0. Southern California Edison Co. 85/01/14. 

KNIGHTON. 0. w. Licensing Branch 3. 3pp. 28501:335. 24X 

Fiche: 50-361. 85/01/14, 8501210135. 


S. Reportable occurrences. LERs it related correspondence 


8501220480 Forwards Technical Review Rept AE0D/T424. "Fire Water Main 
Leakage Into 4 kV Switchgear Room. " 

CINTULA. T. C. Reactor Operations Analysis Branch. 84/11/20. 
SEYFRIT.K. V. Reactor Operations Analysis Branch. Ip. 28518:335. 

24X Fiche: 50-206. 84/11/20. 8501220480. 


— 8501220490 "Fire Water Main Leakage Into 4 kV Switchgear Room. " 
technical review rept. 

CINTULA. T.C. Director's Office. 84/11/20. 2pp. 28518:336. 24X 

Fiche; 50-206. 84/11/20. 8501220480. 


8501160240 Followup rept of fire-rated assemblies (specifically 
fire doors) found inoperable during routine surveillances 
in Nov 1984. Rept for Dec 1984 will be submitted by 
850121. 

HAYNES. J.G. Southern California Edison Co. 84/12/18. MARTIN. J.B. 
Region 5. Office of Director. 5pp. 28410:307. 24X 

Fiche: 50-361. 84/12/18. 8501160240. 


8501080446 LER 84-041-00: on 841 126. containment purge isolation sys 
train actuated. Caused by grounding of ac power cord damaged 
by drawer removal from plant protaction sys. Personnel 
cautioned. W/841221 Itr. 

HAYNES. J.O. Southern Celifornie Edison Co. 84/12/21. 2pp. 
28245: 270. 24X Fiche: 50-362. 84/12/21. 8501080446. 


8501160152 Special Rept: on 841218. seismic switches calibr to slightly 
different setpoints than spacified in Tech Spec Table 3. 3-7. 
resulting in degradation in threshold sensitivity to seismic 
events. Cause under investigation. Switches recalibr, 

HAYNES, J.G. Southern California Edison Co. 84/i2/2S! " MARTIN. J. B. 
Region 5. Office of Director, 2pp. 28410:264. 24X 

Fiche; 50-361. 84/12/28. 8501160152. 


85011(X>7ie LER 84-042-00: on 841203. control room supervisor recognised 
failure to perform required surveillance of filled safety 
injection tank. Caused by unclear instructions. Procedures 
revised to clarify requirements. W/841231 Itr, 

HAYNES. J.O. Southern California Edison Co. 84/12/31. 2pp, 

28362: 063. 24X Fiche; 50-362. 84/12/31. 8501100718. 


8501210441 RO;full implementation of revised physical security plan 
will not be achieved until approx 6 months after issuance 
of Amends 23 St 12 to Licenses NPF-10 St NPF-15. respectively. 

Addl computer software mods must be made. 

RAY.H. B. Southern California Edison Co. 85/01/02. MARTIN, J.B, 
Region 5. Office of Director. 2pp. 28498:341. 24X 

Fiche: 50-361.85/01/02. 8501210441, 


8501140036 LER 84-040-00: pn 841206. reactor tripped. Caused by turbine 
loss of laad due to failed power supply. Power supplies S< 
circuit cards on load rejfction trip panel replaced St 
tested. W/S30I04 Itr. 

HAYNES. J.G, Southern California Edison Co. 85/01/04. 2pp. 
28377:197. 24X Fiche: 50^362. 85/01/04. 8501140036. 


8501230421 PtlO-y-ei!H><>i: release of 306 Ci noble gas. Xe-133 aquivalent. 
occurred i^en noirth gas: stripper placed in svc. Release 
resulted in 4,42 mpe at boundary averaged over 1 h. Release 
confined to ventilation sys. Ceuse unknown. 

NORTH, H. , YUHAS. 0. Region 5. Office of Director. 85/01/17. Ip. 
28511: 042. 24X Fiche: 50-361. 85/01/17. 8501230421. 


T. Hearing transcripts on non-anti trust matters 


8501300314 Final response to FOIA request for two categories of 
documents re plant performance clauses imposed by state 
regulatory agenc ies. Documents listed on app available in 
FDR. 

FELTON. J. M. Division of Rules and Records. 84/08/01. BELL. N. 
Nuclear Information it Resource Service. 2pp. 28675:022. 24X 

Fiche: 50-206, 84/08/01. 8501300314. 


— 8501300320 Ack receipt of info re incentive regulation. Forwards 
transcript of 830916 public meeting re facility. 

PETERSEN. J. C. Assistant Director for State & Licensee Relations. 
83/10/31. CAVAONARO. W. California. State of. Public Utilities 
Commission. llpp. 28675:024. 24X Fi che: 50-362. 84/08/01. 

8501300314. 


V. Operator Examinations 


8501240183 Responds to 840511 Generic Ltr 84-14. Requested copies of 
reactor operator/assistant control operator & senior reactor 
operator/control room supervisor training programs & 
licensed operator requalif ication program end. 

MEDFORD.M. 0. Southern California Edison Co. 85/01/22. 

EISENHUT. D. G. Division of Licensing. Ip. 28531:307. 24X 

Fiche: 50-206, 85/01/22, 8501240183. 


— 8501240190 Rev O to Procedure OPS, “Licensed Operator Requalification 
Program. " 

KIRBYiM. J. , KINGSLEY, W. C. , METTE, R. J. Southern California Edison 
Co. 84/11/08. 20pp. 28531:308. 24X Fiche: 50-206, 85/01/22, 

8501240183. 


— 8501240194 Rev 0 to Procedure OPCWS, "Senior Reactor Operator /Control 
Room Supervisor Training Program. “ 

METTE,R.J. I MATHIS, H.L., MARSH, W, C. Southern California Edison Co. 

85/01/03. 37pp. 28531:328. 24X Fiche: 50-206, 85/01/22, 

8501240183. 


—8501240198 Rev 0 to Procedure 0PCW2, "Reactor Oparator /Assistant 
Control Operator Training Program. " 

METTE, R. J. , MARTHIS, H. L. , MARSH, W. C. Southern California Edison 
Co. B5/01/04. 67pp. 28532:003. 24X Fiche: 50-206, 85/01/22, 

8501240183. 
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F. Security, medical, emergency 8( fire protection plans 


8501090104 Forwards 1985 schedule of emergency on-call coverage of 
plant sves dept. 

ROBERTS, R.G. Alabama Power Co. 84/12/26. MCDONALD, R. P. Alabama 
Power Co. 13pp. 28257:205. 24X Fiche: 50-348. 84/12/26, 0501090104. 


8501020248 Forwards Rev 9 to General Ofc Emergency Implementing 
Procedure GQ-EIP-111, "Corporate Activation St Notification 
Procedures. " Requests document transmittal ack form be 
signed Sc returned. 

MUDD, C. H. Alabama Power Co. 84/12/27. Record Services Branch 
(Document Control Desk). Ip. 28143:026. 24X Fiche; 50-348, 84/12/27, 

8501020248. 


—8501020254 Rev 9 to General Ofc Emergency Implementing Procedure 
GO-EIP-111, "Corporate Activation Sc Notification 
Procedures. " 

* Alabama Power Co. 84/12/27. 44pp. 28143:027. 24X 

Fiche: 50-348, 84/12/27, 8501020248. 


8501020262 Forwards Rev 5 to General Ofc Emergency Implementing 
Procedure OO-EIP-131, "Emergency Operations Ctr - Flintridge 
Emergency Equipment Sc Supplies. “ Requests document 
transmittal ack form be signed St returned. 

MUDD, C. H. Alabama Power Co. 84/12/27. Record Services Branch 
(Document Control Desk). Ip. 28142:259. 24X Fiche: 50-348, 84/12/27, 

8501020262. 


— 8501020264 Rev 5 to General Ofc Emergency Implementing Procedure 
OO-EIP-131, "Emergency Operations Ctr - Flintridge Emergency 
Equipment Sc Supplies. " 

* Alabama Power Co. 84/12/27. 9pp. 28142:260. 24X 

Fiche: 50-348, 84/12/27, 8501020262. 


8501080096 Requests that 841221 ltr, stating that all App R mods will be 
completed no later then Unit 1 sixth refueling outage, be 
replaced w/encl corrected ltr stating that all mods will ba 
completed by Unit 1 seventh refueling outage. 

MCDONALD, R. P. Alabama Power Co. 85/01/02. VARGA, S. A. Office of 
Nuclear Reactor Regulation, Director. Ip. 28232: 193. 24X 

Fiche: 50-348, 85/01/02, 8501000096. 
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8901110205 Updattd on-call schedule* to be inserted into controlled 
copies of FNP-O-EIP-8* “Notification Roster. " W/890107 Itr. 
WOODWARD* J. D. * HUDSPETH* J. B. Alabama Pouier Co. 85/01/07. 
MCKNIOHT* U. Record Services Branch <Document Control Desk). 6pp. 
28310; 339. 24X Fiche: 50-348, 85/01/07* 8501110205. 


8501100621 Generic Ltr 85-01 to all pouer reactor licensees & all 
applicants for pouer reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co, of New York* Inc. ISSpp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501250120 Forwards Rev 9 to security plan. Rev withheld. 

MCDONALD* R. P. Alabama Pouer Co. 85/01/16. O'REILLY* J. P. Region 2* 
Office of Director. Ip. 28551:399. 24X Fiche: 90-348* 85/01/16* 

8501250120. 


J. Insurance Sc indemnity information 


8501290364 Forwards Endorsements 10*14 Sc 47 to NELIA Policy NF-238. 
DUCK* J. R. Marsh Sc McLennan* Inc. 89/01/21. DINITZ* I. Assistant 
Director for State Sc Licensee Relations. 8pp. 28616:015. 24X 

Fiche: 90-348* 85/01/21* 8901290364. 


P. Operating license stage documents Sc correspondence 


8901150200 FOIA request for computer printout of SALP* const audit team 
Sc 90. 55e repts for facilities built by Alabama Power. 

CORNELL* B. Kansas City Star/Kansas City Times* Kansas City* MO. 
84/06/21. FELTON* J. Division of Roles and Records. Ip. 28392:277. 
24X Fiche: 50-348* 84/06/21* 8501190200. 


8501190204 Responds to FOIA request for computer printout of SALP* const 
audit team Sc 90. 99e repts. Forwards computer printouts. 

Documents available in PDR. W/o end. 

FELTON, J.M. Division of Rules and Records. 84/07/05. CORNELL* B. 
Kansas City Star/Kansas City Times* Kansas City* MO. Ip. 28392:278. 
24X Fiche: 50-348* 84/07/09* 8501150204. 


8901300198 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A Sc App B. 

Documents available in PDR. 

FELTON* J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 

8HaLLY*S. C., Union of Concerned Scientists. 11pp. 28669:128. 24X 

Fiche: 90-000* 84/08/09* 8901300198. 


— 8901300628 "Severe Accident Progression Analysis Radionuclide Release 
Assessment* Consequence Analysis Sc Risk Assessment Summary*" 
quarterly progress repts for 821219-830319. 

PRATT* W.T. Brookhaven National Laboratory. FIN A-3711. 83/03/31. 

MEYER. J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche: 90-000* 84/08/09* 8901300198. 


8901080347 Forwards Amends 99 Sc 46 to Licenses NPF-2 Sc NPF-8* 
respectively Sc safety evaluation. Amends modify Tech Specs 
to remove listing of snubbers per Generic Ltr 84-13 Sc 
to make other minor administrative changes. 

REEVES* E. A. Operating Reactors Branch 1. 84/12/19. MCDONALD* R. P. 

Alabama Power Co. 3pp. 28271:233. 24X Fiche: 90-348* 84/12/19* 

8901080347. 


—8901080354 Amends 95 Sc 46 to Licenses NPF-2 Sc NPF-8* respectively, 
removing list of snubbers from OL. 

VAROA.S. A. Operating Reactors Branch 1. 84/12/19. 34pp. 

28271:236. 24X Fiche; 90-348* 84/12/19* 8901080347. 


8901080360 Safety evaluation supporting Amends 95 Sc 46 to Licenses 
NPF-2 Sc NPF-8, respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/12/19. 2pp. 
28271 : 270. 24X Fiche: 90-348* 84/12/19* 8901080394. 


8901070237 Forwards Amends 96 Sc 47 to Licenses NPF^2 Sc NPF-S* 
respectively Sc safety evaluation, Amends modify Teqh Spec 
Section 6 to delete 8 h day but maintain nominai 40 h work 
wk. 

REEVES* E, A. Operating Reactdrs Branch 1. 84/12/26. MCDONALD* R. P. 

Alabama Power Co. 3pp. 28229:349. 24X Fiche: 90-348* 84/12/26* 

8961070237, 


—8901070296 Amends 96 Sc 47 to Licenses NPF-2 Sc NPF-8* respectively* 
modifying Tech Spec Section 6 to delete 8 h day but maintain 
nominal 40 h work uk. 

VAR0A*8. A. Operating Reactors Branch 1. 84/12/26. Spp. 

28229 : 348. 24X Fiche; 90-348* 84/12/26* 8901 070237. 


— 8901070262 Safety evaluation supporting Amends 96 Sc 47 to Licenses 
NPF-2 Sc NPF-8* respectively. 

* Office of Nuclear Reactor Regulation* Director. 84/12/26. 2pp, 
28229:396. 24X Fi che: 90-348* 84/12/26* 8901070237. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501160410 Notification of 850122 meeting w/util in Bethesda*MD to 
discuss util 841218 proposed schedule for installing reactor 
vessel water level instrument per TMI Item II. F. 2. 

REEVES. E. A. Operating Reactors Branch 1. S5/01/0B. VARGA* S. A. 

Operating Reactors Branch 1. 2pp. 28432:358. 24X 

Fiche: 50-348* 85/01/08* 8501160410. 


8901280717 Informs that 840706 request to withdraw 831208 application 
for amend to License NPF-8 granted. Amend request concerned 
revising & correcting Tech Spec Table 3. 7-4a* listing 
hydraulic snubbers. FR notice end. 

VARGA* S. A. Operating Reactors Branch 1. 85/01/16. MCDONALD* R. P. 

Alabama Power Co. 2pp. 28^33:359. 24X Fiche: 50-364* 85/01/16* 

8501280717. 


— 8501280720 Notice of withdrawal of application for amend to License 
NPF-8, revising Tech Specs to correct Table 3. 7-4a listing 
hydraulic snubbers. 

VARGA* 8. A. Operating Reactors Branch 1. 85/01/16. 2pp. 

28633: 361. 24X Fiche: 50-364* 85/01/16* 8501280717, 


8901290111 Forwards NRR SALP input re licensing activities for 
Aug 1983 - Dec 1984. 

REEVES.E. A. Operating Reactors Branch 1. 85/01/21. Region 2* 

Office of Director. 10pp. 28646:156. 24X Fiche; 50-348* 85/01/21, 

8501290111. 


0. Inspection reports* IE Bulletins St correspondence 


8901210290 Forwards Insp Repts 50-348/84-28 Sc 50-364/84-28 on 
84101 1-1 110. No violations or deviations noted. 

VERRELLI.D. M. Region 2* Office of Director. 84/12/06. 
MCDONALD* R. P. Alabama Power Co. 2pp. 28500:286. 24X 

Fiche: 50-348* 84/12/06* 8501210290. 


— 8501210297 Insp Repts 50-348/84-28 St 50-364/84-28 on 84101 1-1110. No 
violations or deviations noted. Major areas inspected: monthly 
maint observation* operational safety verification* 
independent insp effort Sc Unit 1 spent fuel pool reracking. 
BRADFORD* W. H. * RULAND* W. H. * CANTRELL* F. S. Region 2* Office of 
Director. B4/12/05. 7pp. 28500:288. 24X Fiche: 50-348* 84/12/06, 

8501210290. 


8501210119 Ack receipt of 841127 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-340/84-23 St 
50-364/84-23. 

0L8HINSKI* J. A. Region 2* Office of Director. 84/12/20. 

MCDONALD* R. P. Alabama Power Co, Ip. 28501:135. 24X 

Fiche: 50-348* 84/12/20* 8501210119. 


— 8501210149 Responds to NRC 841102 ltr re violations noted in Insp Repti 
50-348/84-23 St 50-364/84-23. Corrective actions: Procedure 
MSO-OOl revised to provide adequate guidance for placement 
of mechanical stops Sc in«p points. 

MCDONALD* R. P. Alabama Power Co. 84/11/27. OLSHINSKI* J. A. Region 
2* Office of Director. 3pp. 28501:136. 24X Fiche: 50-348* 

84/12/20* 8501210119. 


— 8501210156 Forwards Insp Repts 50-348/84-23 St 50-364/84-23 on 
840911-1010 Sc notice of violation, 

OLSHINSKI* J. A. Region 2, Office of Director. 84/11/02. 
MCDONALD* R. P. Alabama Power Co. 2pp. 28501:139. 24X 

Fiche: 50-348,84/12/20* 8501210119. 


— 8501210167 Insp Repts 50-348/84-23 St 50-364/84-23 on 840911-1010. 
Violation noted: torque wrench w/broken dial found in spent 
fuel pool area w/o label Sc inadequate measures to ensure 
purchase eves conform to procurement documents. 

BRADFORD* W. H. * RULAND* W. H. * CANTRELL* F. S. Region 2. Office of 
Director. 84/11/01. 11pp. 28501:143. 24X Fiche: 50-348* 84/12/20* 

8501210119. 

8412190503 IE Info Notice 84-9^* ''Reeoncentration of Rmdionucl ideis 
involving DifchiTges Into Sanitary Sewagq Sys Permitted 
Under lOCFRSra. 309. " Syc list end. 

GRACE* J. N. Divieion of Emergency Preparednasq Sc Engineering Rpep one* 
<Post 830103), 84/12/21. Consolidated Ediemn Cp, of New Yort^ 

Tnc. 12lpp, 28570:042. 24X Fiche: 50-000, 84/12/21* 84 121 9090S. 


8901070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators, " Svc list end. 

- GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co, of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 
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DOCKETED ITEMS 


S!W)1O0OSOZ IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Trarnsmi tiers. " Sve list end. 

JCJRDAhl, E, U- Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537.193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Prioary Reactor 
Coolant Pump Shaft Sc Impeller. " Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness St Engineering 
Response (Post 830203). 85/01/15. Consolidated Edison Co. of Neu 

York. Inc 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15. 8501100655. 


6501220280 Forwards draft NRR input to SALP review for Aug 1983 - Dec 
1984. Review It comments reguested. Comments received by 850118 
Will be considered in final rept. 

REEVES, E. A. Operating Reactors Branch 1. 85/01/15. E2SENHUT. D. 0. 

Division of Licensing. 0ERNERO, R. M. Division of Systems Integration 
(post 811005). VOLLMER.R. H. Division of Engineering. 11pp. 

28519; 352. 24X Fiche. 50-348, 85/01/15, 8501220280. 


8501160196 IE Info Notice 85-004, "Inadequate Mgi of Security Response 
Drills. • Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche; 50-000,85/01/17. 8501160196. 


8501230229 IE Info Notice ®5-O05, “Pipe Mhip Restraints. “ Sve list 
end, 

iJOROAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York, Inc. iOSpp. 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229. 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency It fire protection plans 


8501230566 Forwards Safeguards Insp Repts 50-321/84-12 & 50-366/84-12 
on 840405-06 It notice of violation. Rept details 8t notice 
of violation withheld (ref 10CFR2. 790 & 73.21). 

0 'REILLY, J. P. Region 2, Office of Director. 84/06/07. KELLY, R. J. 
Oeorgia Power Co. 2pp. 28540:220. 24X Fiche: 50-321, 84/06/07, 

8501230566. 


— 8501230573 Safeguards Insp Repts 50-321/84-12 It 50-366/84-12 on 840405* 
06. No noncompliance noted. Major areas inspected : 840404 
security incident re protected & vital areas access 
controls. Details withheld (ref 10CFR2. 790 It 73.21). 

TOBIN, W.J. Region 2, Office of Director. 84/04/26, Ip. 

28540: 222. 24X Fiche: 50-321, 84/06/07, 8501230566. 


8501210175 Discusses Safeguards Insp Repts 50-321/84-18 It 50-366/84-18 
on 840530 It forwards notice of violation It proposed 
imposition of civil penalty. End withheld (ref 10CFR73. 21). 

O'REILLY, U. P. Region 2, Office of Director. 84/07/10. KELLY, R. J. 
Oeorgia Power Co. 3pp. 28470:073. 24X Fiche: 50-321, 84/07/10, 

8501210175. 


8501240035 Forwards Safeguards Insp Repts 50-321/84-18 Ic 50-366/84-18 
on 840530. Enforcement action re insp addressed in JP 
O'Reilly 840710 Itr. 

LEWIS, R.C. Regions, Office of Director. 84/07/10. KELLY, R. J. 
Oeorgia Power Co. 2pp. 28543:213. 24X FI c he; 50-321 , 84/07/10, 

8501240035. 


"Contamination of Breathing Air 


8501230236 XE Info Notice 85-006. 

Sys. • Sve list end. 

JORDAN, E.L Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. i09pp. ^692:001. 24X Fiche; 50-000. 85/01/23, 8501230236. 


"Contaminated Radiography Source 


8501250352 IE Info Notice 85-007. 

Shipments. " Sve list end. 

ORACE.J. N. Division of OA, Safeguards & Insp Programs 
(830103-85(^12). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000, 85/01/29. 8501250352. 


S. Repo rtable occurrences, LERs ft related correspondence 


8501240041 Safeguards Insp Repts 50-321/84-18 I, 50-366/84-18 on 
840530. Non compliance noted; introduction of unauthorized 
weapon into protected area. Details withheld (ref 
10CFR73. 21). 

TILLMAN, A, Region 2, Office of Director. 84/06/07. Ip. 
28543:215. 24X Fi ch e: 50-321 , 84/07/10, 8501240035. 

8501240144 Confirms util commitment to provide further response to 
violation noted in Special Security Insp Repts 50-321/84-12 
included in response to NRC 

840710 Itr. 

LEWIS, R. C. Region 2, Office of Director. 84/07/16. KELLY, R. J. 
BSOllloiJr*’' Fiche: 50-321, 84/07/16, 


85010^316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 & PC-2.3 emergency diesel 
generators. All valve holders w/iaaroper radius will be 
replaced. 

WRIARITY, J. «. Colt Industries, Inc, 84/12/20. KEPPLER, J, 0. 
Region 3, Office of Director. 7pp. 28202:085 24X 

Fiche: 50-000, 84/12/20, 8501070316. ^ 

850108^7 LER S4-014HD0; on 841206, containment purge supply fin line 
isolation valve found opened It line uncapped. Caused by 
£7s4122l\tr**'‘ counseled re procedure adherence. 

Alabama Power Co. 84/12/21. 3pp 

28245:2^. 24X Fiche; 50-354, 84/12/21. KK)1080467. 

^ «« «tch not 

If. ^ i-.in.truct.d 

*" U,8a)ll0 Itr. 

op«ratjiS,M/850a7^l™*’^‘*^ returned to power 

. Ale*^ P«eer Co, 85/01/17. 3pp 

28562.191. Fiche; 50-^a64» 85/01/17, 8501250502. 

V. Operator ' 

-SS!* 


—8501240154 Responds to security violetion noted in Speciel Security 
10CFR2*790)^°~^^^'^®^”^^ ** withheld (rtf ^ 

84/07/05. O'REILLY, J.P. Region 2, 
8501240144 !^^^*'^ ^^*^1=^29. 24X Fiche: 50-321, 84/07/16, 

reactor licensees & all 

St o • licenses re Fire Protection 

Policy Steering Committee rept. Sve list end. 

EISENHUT, D. e. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718; 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 

Forwards environ assessment & finding of no significant 
froS fiS! ®40904 request for scheduler exemption 

from fire protection requirements of 10CFR50. 48< c ) , as 
supplemented by 841002, 19 Ic 1220 Itrs. 

Operating Reactors Branch 4. 85/01/10, BECKHAM, J T 

“8644:273. =4X Fich.: SO-si?. 

of no .Ijnificnt impact r. 
Add R Setting ttt J schedular deferment from 10CFR50, 

App R, Section III. 0 for fire protection equipment used for 
i IlLl ;; 1°"" *“ 8*1130. BIS unwarrant.d. 

LAXNAS^O C _A«»Utant Dir.ctor for Dpar.tinj R.actor,. eS/Ol/tO. 
pp. 28644.276. 24X Fi che: 50-321, 85/01/10, 8501290676, 

°*locralo^4pifri‘'’ <’’■»'« ttlniiolar i-anuiTamanta o, 

"Mllin, for in.tallation of fir. 
protection mods until 861130, ^ 

STOLZ, J. F. Operating Reactors Branch 4. 85/01/16 BECKHAM j t 


shutdown until 861130. 

85/oi/16 ^^Oeoroia Reactor Regulation, Director. 

Oeorgia Power Co. 5pp. 28649*008 say 

Fiche: 50-321, 85/01/16, 8501290557. ' ^ 


xtend 
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8501290158 Responds to 850116 order 8c provides rev to interim 
mitigation factors for nonoutage related App R mods>per 
850117 telcon. 

GUCWA# L. T. Georgia Power Co. 85/01/17. STOLZ. J. F. Operating 
Reactors Branch 4. 2pp. 28618:344. 24X Fiche: 50-321^ 85/01/17, 

8501290158. 


8501280014 Revised emergency plan implementing procedures, including 
Rev 22 to HNP-SOOS re radiation work permit. Rev 13 to 
HNP*-8050 re survey frequency Sc Rev 8 to HNP-S003 re 
radiation control area c lassif ications. W/850122 Itr. 

SORRELL, E.C. Georgia Power Co. 85/01/22. 300pp. 28567:226. 24X 

Fiche: 50-321, 85/01/22, 8501280014. 


P. Operating license stage documents Sc correspondence 


8501280520 Further response to FOIA request for documents re failures 
in electrical relays. Forwards App A documents. First document 
in App B partially withheld (ref FOIA Exemption 4). Second 
document in App B completely withheld (ref 10CFR9. 9). 

FELTON, J. M. Division of Rules and Records. 84/08/08. BELL, N. 
Nuclear Information Sc Resource Service. 4pp. 28637:237. 24X 

Fiche: 50-000, 84/08/08, 8501280520. 


— 8501280533 Informs that review of FOIA 84-316 request complete. Addl 
documents determined to be covered by request re HFA relays 
at facilities end. 

GOODE, R. W. Division of Resource Management Sc Administration. 
84/07/23. PHILIPS, J. D. Division of Rules and Records. Ip. 
28637: 241. 24X Fiche: 50-000. 84/08/08. 8501280520. 


8501210078 Forwards summary of 841023 meeting w/util in Atlanta, GA re 
util plans for accelerated licensed operator requalification 
training program Sc Interpretation of Tech Specs. Attendance 
list Sc program outline end. 

OLSHINSKl, J. A. Region 2, Office of Director. BROCKMAN, K. E. NRC - 
No Detailed Affiliation Given. 84/12/13. KELLY, R.J. Georgia Power 
Co. 18pp. 28501:312. 24X Fiche: 50-321, 84/12/13, 8501210078. 


8501020231 Advises of intent to submit rapt during Second Quarter 1985 
re recirculation sys piping replacement during 1984 maint/ 
refueling outage. 

GUeWA, L. T. Georgia Power Co. 84/12/21. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 28143:025. 24X Fiche: 50-366, 84/12/21. 

8501020231. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT.D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501160123 Forwards Amend 104 to License DPR-57. Amend changes 
surveillance requirements Sc supporting bases for HPCI steam 
line high differential pressure trip function, in response to 
841018 Sc 0905 submittals. 

HERMANN, R. A. Operating Reactors Branch 4. 84/12/27. BECKHAM, J. T. 

Georgia Power Co. 2pp. 28444:289. 24X Fiche: 50-366, 84/12/27, 

8501160123. 


— 8501160127 Amend 104 to License DPR-57, c hanging limiting condition for 
operation, surveillance requirements S< supporting bases for 
HPCI steam line high differential pressure trip function. 

STOLZ, J. F. Operating Reactors Branch 4, 84/12/27. 8pp. 

28444: 291, 24X Fiche: 50-366, 84/12/27, 8501160123. 


8501040136 Provides documentation of program details discussed in 
841226 telcon w/8tolz, Nalker, Panciera Sc Hermann re 
verification of operability of cable tray supports. 

GUeWA, L. T. Georgia Power Co. 84/12/28. STOLZ, J. F. Operating 
Reactors Branch 4. 7pp. 28181:257. 24X Fiche: 50-321, 84/12/28, 

8501040136. 


8501080251 Advises that schedule for implementation of radiological 
effluent Tech Specs (RETS) modified due to substantial 
differences in reporting criteria. RETS will be implemented 
at first semiannual period following NRC issuance. 

GUCWA,L. T, Georgia Power Co. 85/01/02. STOLZ, J. F. Operating 
Reactors Branch 4. Ip. 28232:345. 24X Fiche: 50-321, 85/01/02, 

8501080251. 


8501180525 Requests fee for review of 830812 application requesting 
relief from certain ASME Code requirements. 

DIG08, R. M. License Fee Management Branch. 85/01/10. BECKHAM, J. T. 
Georgia Potter Co. Ip. 28483:358, 24X Fiche; 50-321, 85/01/10, 

8501180525. 


8501240117 Provides addl details on long-term program for corrective 
action re cable tray support verification program. Schedule 
for walkdowns end. 

GUCUA, L. T. Georgia Power Co, 85/01/16. STOLZ, J. F. Operating 
Reactors Branch 4. 3pp. 28530:359. 24X Fiche: 50-321, 85/01/16, 

8501240117. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8501230566 Forwards Safeguards Insp Repts 50-321/84-12 & 50-366/84-12 
on 840405-06 St notice of violation. Rept details & notice 
of violation withheld (ref 10CFR2. 790 8t 73.21). 

□ "REILLY, J. P. Region 2, Office of Director. 84/06/07. KELLY, R. J. 
Georgia Power Co. 2pp. 28540:220. 24X Fiche: 50-321, 84/06/07, 

8501230566. 


— 8501230573 Safeguards Insp Repts 50-321/84-12 Sc 50-366/84-12 on 840405- 
06. No noncompliance noted. Major areas inspected: 840404 
security incident re protected Sc vital areas access 
controls. Details withheld (ref 10CFR2. 790 Sc 73.21). 

TOBIN, W.J., MCGUIRE, D. R. Region 2, Office of Director. 84/04/26. 

Ip. 28540:222. 24X Fiche: 50-321, 84/06/07, 8501230566. 


8501210175 Discusses Safeguards Insp Repts 50-321/84-18 Sc 50-366/84-18 
on 840530 Sc forwards notice of violation St proposed 
imposition of civil penalty. Enel withheld (ref 10CFR73. 21). 

□ "REILLY, J. P, Region 2, Office of Director. 84/07/10. KELLY, R. J. 
Georgia Power Co. 3pp. 28470:073. 24X Fiche: 50-321, 84/07/10, 

8501210175. 


8501240035 Forwards Safeguards Insp Repts 50-321/84-18 Sc 50-366/84-18 
on 840530. Enforcement action re insp addressed in JP 
□ "Reilly 840710 ltr. 

LEWIS, R.C. Region 2, Office of Director. 84/07/10. KELLY, R. J. 
Georgia Power Co. 2pp. 28543:213. 24X Fiche: 50-321, 84/07/10, 

8501240035. 


— 8501240041 Safeguards Insp Repts 50-321/84-18 Sc 50-366/84-18 on 
840530. Noncompliance noted: introduction of unauthorized 
weapon into protected area. Details withheld (ref 
10CFR73.21). 

TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director. 84/06/07. 
Ip. 28543:215. 24X Fiche: 50-321, 84/07/10, 8501240035. 


8501240144 Confirms util commitment to provide further response to 
violation noted in Special Security Insp Repts 50-321/84-12 
Sc 50-366/84-12. Response may be included in response to NRC 
840710 ltr. 

LEWIS, R.C. Region 2, Office of Director. 84/07/16. KELLY, R. J. 
Georgia Power Co. Ip. 28541:328. 24X Fiche: 50-321, 84/07/16, 

8501240144. 


— 6501240154 Responds to security violation noted in Special Security 
Insp Repts 50-321/84-12 Sc 50-366/84-12. Enc i withheld (ref 
10CFR2. 790). 

GUCWA.L.T. Georgia Power Co. 84/07/05. 0 "REILLY, U. P. Region 2, 

Office of Director. Ip. 28541:329. 24X Fiche: 50-321, 84/07/16, 

8501240144. 


8501170260 Forwards Insp Repts 50-321/84-44 Sc 50-366/84-44 on 
841105-08. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/30. KELLY, R. J. 
Georgia Power Co. 2pp. 28445:234. 24X Fiche: 50-321, 84/11/30, 

8501170260. 


— 8501170264 Insp Repts 50-321/84-44 Sc 50-366/84-44 on 841105-08. No 
violation or deviation noted. Major areas inspected: response 
to Generic Ltr 84-11, IE Bulletin 80-13, cracking in core 
spray sparger Sc core dry tube cracks SIL-409. 

ECONOMOS,N. , BLAKE, J.J. Region 2, Office of Director. 84/11/29. 
4pp. 28445:236. 24X Fiche; 50-321, 84/11/30, 8501 170260. 


8501180151 Forwards Insp Repts 50-321/84-45 Sc 50-366/84-45 on 
841113-16. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/30. KELLY, R. J. 
Georgia Power Co. 2pp. 28465: 157. 24X Fiche: 50-321, 84/11/30, 

8501180151. 


— 8501180159 Insp Repts 50-321/84-45 Sc 50-366/84-45 on 841113-16. No 
violations or deviations noted. Major areas inspected : Types B 
Sc C leak rate testing. 

MELLEN,L. 8. , JAPE, F. Region 2, Office of Director. 84/11/28. 
3pp. 28465:159. 24X Fiche: 50-321, 84/11/30, 8501 180151. 


8501160283 Final response to IE Bulletin 83-08, "Electrical Circuit 
Breakers W/Undervoltage Trip Feature in Use in 
Safety-Related Applications Other Than Reactor Trip Sys. " 
Westihghouse has no info re design margin. 

GUeWA, L. T. Georgia Power Co. S4/12/14. O'REILLY, J. P. Regions, 
Office of Director. 2pp. 28411:244, 24X Fic he; 50-321, 84/12/14, 

8501160283. 
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6501020S67 Corrects contradictory statement in util 840727 submittal re 
inservice insp of selected Inconel i82-buttered 
recirculation sys nozzles during 1984 ma int/ref uel ing 
outage. 

GUCWA,L. T. Georgia Power Co. 84/12/18. STQLZ.J. F. Operating 
Reactors Branch 4. 2pp. 28142:257. 24X Fiche: 50-366, 84/12/18, 

8501020267. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche; 50-000, 84/12/21, 8412190503. 


8501180524 Confirms 841220 telcon arrangement for 850111 meeting w/util 
in Atlanta,GA to discuss failure to comply w/Tech Specs 
pertaining to RCS leakage & maint activi ties. Proposed agenda 
end. 

O'REILLY, J. P. Region 2, Office of Director. 84/12/28. KELLY, R. J. 
Georgia Power Co. 2pp. 28464:282. 24X Fiche: 50-366, 84/12/28, 

8501180524. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, U. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadeiiuate Ngt of Security Response 
Drills. ” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of <JA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501160067 Interim annual operating rept for 1977. W/780213 Itr. 
HANRY.M, Georgia Power Co. 77/12/31. O'REILLY, J, P. Region 2, 
Office of Director. 56pp. 28437:277. 24X Fiche: 50-321, 77/12/31. 

8501160067. 


8501240207 Monthly operating repts for Nov 1984. W/84 1207 Itr. 

MCBAY, M. G. , NIX,H. C, Georgia Power Co. 84/11/30. 14pp. 28554:334. 

24X Fiche: 50-321, 84/11/30, 8501240207. 


8. Reportable occurrences, LERs Sc related correspondence 


8501230070 FOIA request for seven categories of documents, including 
1983 Class IE relay failures at three plants, relay failures 
discussed in IE Bulletin 84-02 tt NRC responses to QE SILs 8e 
SALs, 

BELL, N. Nudsar Information tc Resource Service. 84/04/25. 
FELTON, J.M, Office of Administration. 2pp, 26536:001. 24X 

Fiche: 50-'000, 84/04/25, 8501230070. 


850130026;9 FOIA requfst for copies of 11 specific documents, including 
ROs, LERs, insp repts & IMPQ repts. 

W1^L1AMS, 0. G. JRA Associates. 84/06/15, FELTON, J. M. Division of 
Rules and Records. 2pp, 28684:037. 24X Fiche: 50-000, 84/06/15, 

85Ol;30(^9, 


8501020289 Submits supplemental info re util 841214 Itr concerning 
discrepancies in analysis of seismic floor response spectra. 
Based on listed exams of supports during 10CFR21 evaluation, 
units operated in proper manner. 

GUCUA, L. T. Georgia Power Co. 84/12/21. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 28142:181. 24X Fiche: 50-321, 84/12/21, 

8501020289. 


8501040038 LER 84-036-00: on 841129, scram occurred on spurious reactor 
low water trip signal. Caused by personnel opening SPDS water 
level transmitter equalizing valve before closing isolation 
valve. Personnel counseled. W/841221 Itr. 

ELTON. T.L., NIX, H. C. Georgia Power Co. 84/12/21. 3pp. 28208:359. 
24X Fiche: 50-366, 84/12/21, 8501040038. 


8501080659 LER 84-030-01 : on 8411 15, monthly channel functional test not 
performed on main steam line instrumentation for Sept & Oct 
1984. Caused by personnel error. Surveillance coordinator 
data base discrepancies corrected. W/841226 Itr. 

ELTON, T.L., NIX,H. C. Georgia Power Co. 84/12/26. 4pp. 28244:086. 
24X Fiche: 50-366, 84/12/26, 8501080659. 


8501150468 LER 81-093/03X-1: on 811006, while performing normal 
surveil lance, pressure switch 2B21-N015D found to actuate at 
5 psig lower than Tech Spec limit. Caused by setpoint drift. 
Pressure switch recalibr. W/841226 Itr. 

ELTON, T.L., NiXiH.C. Georgia Power Co. 84/12/26. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28414:266. 24X 

Fiche; 50-366, 84/12/26, 8501150468. 


8501170106 LER B1-096/03X-1: on 810929, HPC I turbine exhaust diaphragm 
pressure switch 2E41-N012D found out of tolerance. Caused 
by corroded switch mechanisms. Switch rep laced. U/850104 Itr. 

ELTON, T.L., NIX,H. C. Georgia Power Co. 85/01/04. O'REILLY, J, P. 
Region 2, Office of Director. 4pp. 28445:161, 24X 

Fiche: 50-366, 85/01/04, 8501170106. 


8501140412 LER 84-035-00: on 841213, RCIC declared Inoperable when 
inboard steam supply isolation valve 2E51-F007 
auto-isolated. Caused by failed card (electronic circuit 
board ). Failed card rep laced. W/850106 Itr. 

ELTaN,T. L. < NIX.H. C. Georgia Power Co. 85/01/06. 3pp. 28378:037. 
24X Fiche: 50-366,85/01/06, 8501 140412. 


8501230210 Requests 830708 confirmatory order re existing cracks in 
recirculation sys pipe welds be rescinded. Recirculation sys 
piping replaced, negating need for provisions of order. 

6UCWA, L. T. Georgia Power Co. 85/01/10. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 28515:344. 24X Fiche; 50-366, 85/01/10. 

8501230210. 


8501220544 LER 84-033-00: on 841213, determination made that personnal 
failed to submit LERs re 840930 & 1117 reactor scrams, per 
Deficiency Control Sys Procedure HNP-444. Personnel counseled 
to complete deficiencies in timely manner. W/850H2 I'tr. 

ELTON, T.L., NIX.H. C. Georgia Power Co. 85/01/12. 4pp. 28502:185. 
24X Fiche: 50-366,85/01/12,8501220544. 


8501250013 LER 81-102/03X-1: on 81 1026, primary containment analyzer 
operated erratical ly. Caused by component fai lure. Analyzer 
valve body, valve disc R valve body 0-rings replaced & 
analyzer calibr. W/850112 Itr. 

ELTON, T.L., NIX, H. C. Georgia Power Co. 85/01/12. 4pp. 28561:167. 
24X Fiche: 50-366, 85/01/12, 8501250013. 


8501250453 LER 84-037-00: on 841218, airlock leaked in excess of Tech 
Spec 1 imits. Caused by loose packing follower on inner door 
shaft seal. Seal repaired. W/850115 Itr. 

ELTON, T.L., NIX, H. C. Georgia Power Co. 85/01/15. 3pp. 28561:009. 
24X Fiche: 50-366, 85/01/15, 8501250453. 


8501240077 Forwards "Recommended Piping Sys Damping Values" & 
"Recommended Cable Tray Support Damping, " describing revised 
damping value changes Sc basis of 10CFR50. 59 evaluation re 
discrepancies in analysis of floor response spectra. 

OUeWA, L. T. Georgia Power Co. 85/01/16. STOLZ, J. F. Operating 
Reactors Branch 4. 2pp. 28528:270. 24X Fiche: 50-321, 85/01/16, 

8501240077, 


— 8501240079 "Recommended Piping Sys Damping Values. " 

« Georgia Power Co. 85/01/31. 7pp. 28528:272. 24X 

Fiche: 50-321, 05/01/16, 8501240077. 


— 8501240082 "Recommended Cable Tray Support Damping. " 

* Georgia Power Co. 85/01/31. 12pp. 28528:279. 24X 

Fiche: 50-321, 85/01/16, 8501240077. 
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V. Operator Examinations 


8S01210078 Forwards summary of 841023 meeting w/util in Atlanta<OA re 
util plans for accelerated licensed operator reqLual if ication 
training program Sc interpretation of Tech Specs. Attendance 
list St program outline end. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/13. KELLY.R. J. 
Oeorgia Power Co. 3pp. 28501:312. 24X Fiche: 50-321. 84/12/13, 

8501210078. 


8501180516 Notifies of schedule of operator license exams for wk of 
850311. Ref matl from list in End 1 requested by 850118. 
Applications requested at least 60 days prior to exam. NRC 
requirements for exam administration end. 

BROWNLEE. V. L. Region 2. Office of Director. 84/12/24. KELLEY. R. J. 
Oeorgia Power Co. 5pp. 28500:307. 24X Fic he: 50-321. 84/12/24. 

8501180516. 
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F. Security, medical, emergency tc fire protection plans 


8501310213 Forwards corrected list of objectives for 1984 emergency 
preparedness exercise. Item 36 from original list deleted per 
840319 telcon. 

MARSHALL. J. R. Arkansas Power & Light Co. 84/04/03. DENISE. R. P. 
Region 4. Office of Director. 4pp. 28685:300. 24X 

Fiche: 50-313# 84/04/03, 8501310213. 


8501250248 Forwards Rev 6 to industrial security plan. Change 15 
in main text reduces number of armed response individuals. 

Rev withheld <ref 10CFR2. 790). 

MARSHALL. J. R. Arkansas Power St Light Co. 84/05/16. COLLINS. J.T. 
Region 4. Office of Director. 2pp. 28548: 159. 24X 

Fiche: 50-313. 84/05/16. 8501250248. 


8501290327 Advises that 840516 Rev 6 to physical security plan 
consistent w/provisions of 10CFR50. 54(p} & acceptable. 

HUNTER. D.R. Region 4. Office of Director. 84/10/23. ORIFFIN. J. M. 
Arkansas Power St Light Co. Ip. 28640:005. 24X 

Fiche: 50-313. 84/10/23. 8501290327. 


8501100455 Forwards emergency operating procedures guideline. Emergency 
proctdures Sc guideline will be updated by Mar 1985 to 
incorporata Outage 2R4 mods S< SPDS. Rsquests to give 
presentation of guideline prior to review. 

ENOS. J.T. Arkansas Power St Light Co. 84/12/05. EISENHUT. D. 0. 
Division of Licensing. 2pp. 28279:003. 24X Fiche: 50-368. 84/12/05. 

8501100455. 


— 8501100461 "Arkansas Nuclear One. Unit 2. Emergency Operating Procedure 
Technical Ouidelines. " 

« Arkansas Power Sc Light Co. 84/12/05. 521pp. 28279:005. 24X 

Fiche: 50-368. 84/12/05. 8501100455. 


8501070299 Forwards Physical Security Insp Repts 50-313/84-32 St 
50-368/84-32 on 841113-16. No violation or deviation noted. 

HUNTER. D.R. Region 4. Office of Director. 84/12/26. ORIFFIN, J.M. 
Arkansas Power Sc Light Co. 2pp. 28218; 180. 24X 

Fiche: 50-313# 84/12/26# 8501070299. 


—8501070308 Physical Security Insp Repts 50-313/84-32 St 50-368/84-32 on 
841113-16. No violation noted, Major areas inspected: security 
program audit, testing St maint access control detection aids 
St communications. Details withheld (ref 10CFR73. 21). 

EVANS. C. A.# MARTIN. L. Region 4. Office of Director. 84/12/26. 

2pp. 28218:182. 24X Fiche: 50-313# 84/12/26# 8501070299. 


8501100621 Generic Ltr 85-01 to all power reactor liceneees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list epCl. 

EISENHUT. D. 0. Division of Licensing. f5/()l/09. Consolidated . V 
Edison Co. of New York, Inc. 138pp. 677181161. \ 

Fiche: 50-000. 85/01/09. 8501100621. 


8501180215 Rev 0 to Procedure 1905.003 "Radiological Protection 
Requirements for Post-Accident Sampling of Reactor Coolant. " 

LEVINE. J.M. Arkansas Power Sc Light Co. 85/01/10. 8pp. 28455:157. 
24X Fiche: 50-313. 85/01/10. 8501180215. 


8501240387 Rev 1 to Emergency Plan Implementing Procedure 1903. 03. 
"Assignment of Personnel to Emergency Respohsf 
Organiiation. " 

* Arkansas Power Sr Light Co. 85/01/14. Ejlp. 28526:170. 24X 

Fiche: 50-313# 85/01/14# 8501240387. 


8501290592 Informs that IAEA representative U Thies will visit site on 
850121 to svc IAEA surveillance camera installed in spent 
fuel pool area. W Thies will take health physics training on 
morning of 850121, 

MILLER. J.R. Operating Reactors Branch 3. 85/01/18. GRIFFIN. J. M. 

Arkansas Power St Light Co. 2pp. 28650:001. 24X 

Fiche: 50-368, 85/01/18. 8501290592. 


6501280163 Forwards FEMA final radiological emergency preparedness 
exercise rept evaluation of offsite emergency response 
capabi lities. Rept contains evaluations of 840321 exercise Sc 
840531 remedial exercise by State of AR. W/o end 

HUNTER. D.R. Region 4. Office of Director. 85/01/21. GRIFFIN, J.M. 
Arkansas Power St Light Co. Ip. 28569:354. 24X 

Fiche: 50-313. 85/01/21, 8501280163. 


8501280281 Requests assistance in arranging for personnel access to 
site during wk of 850128 to make mods to Health Physics 
Network equipment. 

KAY.B. J. Region 4. Office of Director. 85/01/22. ORIFFIN. J.M. 
Arkansas Power Sc Light Co. Ip. 28569:007. 24X 

Fiche: 50-313, 85/01/22. 8501280281. 


P. Operating license stage documents Sc correspondence 


8501020464 Forwards Amends 88 Sc 60 to Licenses DPR-51 S< NPF-6. 
respectively, safety evaluation Sc EGScG technical evaluation 
rept. Amends incorporate requirements of 10CFR50. App I re 
radiological effluent Tech Specs. 

MILLER. J.R. Operating Reactors Branch 3. STOLZ. J. F. Operating 
Reactors Branch 4. 84/12/14. GRIFFIN. J.M. Arkansas Power Sc Light 

Co. 2pp. 28179:013. 24X Fiche: 50-313. 84/12/14. 8501020464. 


— 8501020473 Amends 88 Sc 60 to Licenses DPR-51 Sc NPF-6. respectively, 
incorporating requirements of 10CFR50. App I re radiological 
effluent Tech Specs. 

STOLZ. J. F. Operating Reactors Branch 4, 84/12/14. 163pp. 

28179: 015. 24X Fiche: 50-313, 84/12/14, 8501020464. 


—8501020478 Safety evaluation supporting Amends 88 Sc 60 Licenses DPR-51 
Sc NPF-6# respectively. 

* Office of Nuclear Reactor Regulation, Director. 84/12/14. 8pp. 
28179:178. 24X Fiche: 50-313. 84/12/14. 8501020464, 


— 8406270044 "Radiological Effluent Tech Specs (RETS) Implementation - 
Arkansas Nuclear One. Units 1 Sc 2. " 

SERRANO. W.. DUCE. S. W. . HANDLER. J. W. EOScG. Inc. FIN A-6459. 
EGO-PBS-6628. 84/05/31. NRC - No Detailed Affiliation Given, 

36pp. 28179:186. 24X Fiche; 50-313. 84/12/14, 8501020464. 


8501080652 Forwards request for addl info on TMI Action Item II. D. 1 re 
performance testing of relief Si safety valves. Response 
requested within 30 days. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/18. ORIFFIN, J.M. 

Arkansas Power Si Light Co. 7pp. 28243: 351. 24X 

Fiche: 50-313, 84/12/18, 8501080652. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49# "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080492 Requests submittal of addl fee for review of 830914 
application for amend to Licenses DPR-51 Sc NPF-6. Final 
review determined that Class III fee required instead of 
Class II, 

DIOOS.R. M. License Fee Management Branch. 84/12/31. ORIFFIN. J.W. 
Arkansas Power Sc Light Co. Ip. 28264:354. 24X 

Fiche: 50-313. 84/12/31. 8501080492. 


8501110115 Forwards brief description of safety evaluation for design 
changes completed in 1,983. per 10CFR50. 59. 

ENOS. J.T, Arkansas Power Sc Light Co. 84/12/31. STOLZ. J, F, 
Operating Reactors Branch 4. MILLER, J.R. Operating Reactors Branch 
3. 18pp. 28314:303. 24X Fiche: 50-313, 84/12/31, 8501110115, 


8501160044 Forwards safety evaluation re verification of CECOR 
coefficient methodology for application to facility. 

Methodology used by Middle South Svcs for generation of 
cycle-dependent update for CECOR program acceptablf« 

MILLER. J.R. Operating Reactors Branch 3. 85/01/08. ORIFFIN. J. M. 

Arkansas Power St Light Co. 2pp. 28437:347. 24X. 

Fiche; 50-368. 85/01/08. 8501160044. 


— ’!^858il'6005O Se4etiy<'''''eYei'i(ie>tlon. rs' verification of 

methodology for application to facil ity. Methodology used by 
Middle South Svc to generate input data library for CECOR 
program acceptable. 

a Office of Nurleer Reactor Regulation. Director. 85/01/08. 4pp. 
28437: 349. 24X Fiche: 50-368. 85/0 1 /OB, 850 1 160044. 
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8501180382 Informs that no addl Tech Spec changes necessary to further 
reduce number of req,uired cold fast diesel generator 
starts for surveillance testing* per Generic Ltr 84-15. Cold 
fast starts not required to satisfy testing requirements. 

ENOS* J. T. Arkansas Power it Light Co. 85/01/09. EISENHUT. D. G. 
Division of Licensing. 2pp. 28454; 145. 24X Fiche: 50—313* 85/01/09* 

8501180382. 


8501300685 Forwards Page 8 to safety evaluation & Tech Spec Pages XVII 
it 1-9* inadvertently omitted from Amends 88 & 60 to Licenses 
DPR-51 It NPF-6* respectively, doe to reproduction error. 

MILLER* J.R. Operating Reactors Branch 3. 85/01/16. GRIFFIN, J.M. 

Arkansas Power & Light Co. 2pp. 28671:213. 24X 

Fiche: 50-313*85/01/16, 8501300685. 


— 8501300694 Page 8 to safety evaluation covering environ considerations, 
inadvertently omitted from Amends 88 Sc 60 to Licenses DPR-51 
It NPF-6, respectively * due to reproduction error. 

* NRC - No Detailed Affiliation Given. 85/01/16. 3pp. 

28671:215. 24X Fiche: 50-313, 85/01/16* 8501300685. 


Q. Inspection reports* IE Bulletins It correspondence 


8501020454 Forwards Insp Repts 50-313/84-31 It 50-368/84-31 on 841101-23 
It notice of violation. 

HUNTER* D.R. Region 4* Office of Director. 84/12/18. GRIFFIN, J. M. 
Arkansas Power Sc Light Co. 2pp. 28156; 140. 24X 

Fiche: 50-313* 84/12/18. 8501020454. 


— 8501020459 Notice of violation from insp on 841101-23. 

* Region 4, Office of Director. 84/12/18. 12pp. 28156:142. 24X 

Fiche: 50-313, 84/12/18, 8501020454. 


— 8501020465 Insp Repts 50-313/84-31 It 50-368/84-31 on 841101-23. 
Violation noted; excessive combustibles found in Elevation 
317 general access area. 

JOHNSON* W. D. * HARRELL* P. H. * MARTIN, L. E. Region 4* Office of 
Director. 84/12/13. 9pp, 28156:143. 24X Fiche: 50-313, 84/12/18, 

8501020454. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 1QCFR20. 303. “ Sve list end. 

GRACE, J. N. Division of Emergency Preparedness It Engineering Response 
<Post 830103). 84/12/21, Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501080169 Forwards Insp Repts 50-313/84-28 It 50-368/84-28 on 
840918-21. No violation or deviation noted. 

HUNTER, D.R. Region 4. Office of Director. 84/12/24. GRIFFIN, J. M. 
Arkansas Power It Light Co. 2pp. 28246:207. 24X 

Fiche: 50-313* 84/12/24* 8501080169. 


“8501080181 Insp Repts 50-313/84-28 It 50-368/84-28 on 840918-21. No 
violation or deviation noted. Major areas inspected: 
surveillance program (Unit 1), welding program (Units 1 It 2) 

It followup on previously identified item. 

STEWART* R. C. * NORMAN* D.E.* HUNTER* D. R. Region 4* Office of 
Director. 84/12/17. 7pp. 28246:209. 24X Fiche: 50-313* 84/12/24* 

8501080169. 


8501070299 Forwards Physical Security Insp Repts 50-313/84-32 It 
50-368/84-32 on 841113-16. No violation or deviation noted. 

HUNTER* D.R. Region 4* Office of Director. 84/12/26. GRIFFIN* J.M. 
Arkansas Power It Light Co. 2pp. 28218: 180. 24X 

Fiche; 50-313* 84/12/26* 8501070299. 


—8501070308 Physical Security Insp Repts 50-313/84-32 St 50-368/84-32 on 
841113-16. No violation noted. Major areas inspected: security 
program audit* testing & maint access control detection aids 
It communications. Details withheld (ref 10CFR73. 21). 

EVANS* C. A,* KELLY, J. A.* EVERETT, R. J. Region 4, Office of Director. 
84/12/26. 2pp. 28218:182. 24X Fiche: 50-313* 84/12/26* 8501070299. 


8501080141 Forwards Insp Repts 50-313/84-30 It 50-368/84-30 on 
841022-26. No violation or deviation noted. 

HUNTER* D.R. Region 4* Office of Director. 84/12/26. GRIFFIN* J. M. 
Arkansas Power It Light Co. 2pp. 28245:331. 24X 

Fiche: 50-313, 84/12/26* 8501OSO1 Ai 


8501040011 Ack receipt of 841116 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-313/84-26 St 
50-368/84-26. 

HUNNICUTT* D. M. Region 4* Office of Director. 84/12/31. 

GRIFFIN* J.M. Arkansas Power Sc Light Co. 2pp. 28182:076. 24X 

Fiche: 50-313* 84/12/31* 8501040011. 


— 8501040025 Responds to NRC 841017 ltr re violations noted in Insp Repts 
50-313/84-26 It 50-368/84-26. Corrective actions: Procedure 
2405. 17 re reactor trip sys breaker insp revised to 
emphasize need to measure Sc record as-left condition. 

ENOS, J. T. Arkansas Power Sc Light Co. 84/11/16. DENISE* P. P. 

Division of Resident* Reactor Project St Engineering Programs. 4pp. 
28182:078. 24X Fiche: 50-313* 84/12/31, 8501040011. 


8501110302 Forwards "Arkansas Nuclear One-Unit 2 Gap Insp Plan for 
Fourth Refueling Outage,” per 840224 1 tr. Prel iminary results 
of exam will be verbally relayed prior to replacing reactor 
vessel head. 

ENOSiJ. T. Arkansas Power It Light Co. 85/01/04. MILLER* J.R. 
Operating Reactors Branch 3. 6pp. 28309:304. 24X 

Fiche: 50-368* 85/01/04* 8501110302. 


— 8501110312 "Arkansas Nuclear One-Unit 2 Gap Insp Plan for Fourth 
Refueling Outage. ” 

* Arkansas Power It Light Co. 84/01/03. 5pp. 28309:305. 24X 

Fiche: 50-368* 85/01/04* B5011 10302. 


8501150287 Ack receipt of 840615*0629 Sc 1031 Itrs informing NRC of 
steps taken to correct violations noted in Insp Repts 
50-313/84-11 St 50-368/84-11. Factors for deviating from 
vendor maint requirements listed. 

HUNTER* D.R. Region 4* Office of Director. 85/01/08. GRIFFIN* J.M. 
Arkansas Power Sc Light Co. 2pp. 28382:042. 24X 

Fiche; 50-313* 85/01/08* 8501150287. 


— 8501150292 Forwards addl response to Insp Repts 50-313/84—11 St 
50-368/84-11. Error noted in Item A. 3. Original stud mat! 
erroneously referred to as ASTM-A- 194* Grade 7. Review of 
cleanliness control completed as stated in Item 4. 

ENOSiJ. T. Arkansas Power Sc Light Co. 84/10/31. HUNTER* D. R. 
Region 4* Office of Director. 8pp. 28382:044. 24X 

Fiche: 50-313, 85/01/08* 8501150287. 


8501250505 Forwards Insp Repts 50-313/84-33 St 50-368/84-33 on 
841114-15. No violation or deviation noted. 

HUNTER, D.R. Region 4* Office of Director. 85/01/09. GRIFFIN, J.M. 
Arkansas Power Sc Light Co. 2pp. 28562:297. 24X 

Fiche: 50-313* 85/01/09, 8501250505. 


—8501250509 Insp Repts 50-313/84-33 Sc 50-368/84-33 on 841114-15. No 
violation or deviation noted. Major areas inspected: radiation 
protection activities during refueling outage* including 
training Sc qualifications of new personnel. 

HOLLEY* W.L.* CHANEY* H. D. * MURRAY**B. Region 4, ‘ Of f 'i ce of Director. 
85/01/07. 6pp. 28562:299. 24X Fiche: 50-313* 85/01/09* 8501250505. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501150109 Forwards QA Program Insp Repts 99900400/84-03*99900023/84-01 
St 9990087^/84-01. Requests evaluation of findings re quality 
St acceptability of product or sve provided by vendors. W/o 
end. 

HUNTER. D.R. Region 4* Office of Director. 85/01/10. GRIFFIN.J.M. 
Arkansas Power Sc Light Co. 2pp. 28385:269. 24X 

Fiche: 50-313, 85/01/10, 8501150109, 


8501080502 IE Info Notice 85-002* "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


B501250557 Forwards Insp Repts 50-313/84-37 7 50-368/84-37 on 
841214-31, No violation or deviation noted. 

HUNTER, D.R. Region 4, Office of Director. 85/01/14. GRIFFIN.J.M, 
Arkansas Power Sc Light Co. 2pp. 28561:313. 24X 

Fiche: 50-313* 85/01/14, 8501250557. 


0 on 841022-26. No 
cted; radiation 

outage, —8501250564 Insp Repts 50-313/84-37 Sc 50-368/84-37 on 841210-31. No 

violation or deviation noted. Major areas inspected: 
ffice of Director. operational safety verification, maint, survcil lance St 

=»- '^-*'26, 8501080141. facility mods. 

JOHNSON* W. D. , HARRELL* P. H. * MARTIN*L, E. Region 4* Office of 
Director, 85/01/14. 7pp. 28561:315. 24X Fiche: 50-313* 85/01/14* 

8501250557. 
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8501100655 IE Info Notice 05-003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 85/01/15. Consolidated Edison Co. of Neui 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 


8501230141 Forwards Exam Rept 50-368/0L-85-01 of exams administered on 
841211. 

HUNTER. D.R. Region 4. Office of Director. 85/01/16. GRIFFIN. J.M. 
Arkansas Power & Light Co. 2pp. 28513: 330. 24X 

Fiche: 50-368. 85/01/16. 8501230141. 


— 8501230145 Exam Rept 50-368/0L-85-01 of exams administered on 841211. 
Exam results: all senior reactor operator & reactor operator 
candidates passed. 

MCCRORY, S. L. . COOLEY, R. A. Region 4, Office of Director. 85/01/11. 
99pp. 28513:332. 24X Fiche: 50-368. 85/01/16, 8501230141. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fich e: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501240210 Monthly operating rept for Nov 1984. W/84iai5 Itr. 

BRAMLETT. L. S. . ENOS, J. T. Arkansas Power tk Light Co. 84/11/30. 
BASSETT. H.S. Division of Automated Information Services. 6pp. 
28541: 345. 24X Fiche: 50-368. 84/11/30. 8501240210. 


S. Reportable occurrences. LERs & related correspondence 


3501070596 LER 84-029-00: on 841129. fire door self-closing mechanism 
found out of ad justment. Caused by high usage, oil cylinders tt 
worn seals. Self-closing mechanism replaced. W/841220 Itr. 

ROGERS. P.C.. ENOS. J. T. Arkansas Power «< Light Co. 84/12/20. 2pp. 
28217: 228. 24X Fiche: 50-368, 84/12/20. 8501070596. 


U. Operator Examinations 


8501230141 Forwards Exam Rept 50-368/OL-85-01 of exams administered on 
841211. 

HUNTER. D.R. Region 4. Office of Director. 85/01/16. GRIFFIN. J.M. 
Arkansas Power & Light Co. 2pp. 28513: 330. 24X 

Fiche; 50-368. 85/01/16. 8501230141. 


—8501230145 Exam Rept 50-368/0L-85-01 of exams administered on 841211. 
Exam results: all senior reactor operator S( reactor operator 
candidates passed. 

MCCRORY, S. L. . COOLEY. R. A. Region 4. Office of Director. 85/01/11. 
99pp. 28513:332. 24X Fiche: 50-368. 85/01/16. 8501230141. 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8501210039 Forwards Insp Repts 50-369/84-31 it 50-370/84-28 on 841027- 
30, No violations or deviations noted. 

QL8HINSKI. J. A. Region 2. Office of Director. 84/12/14. TUCKER. H. B. 

Duke Power Co. 2pp. 28501:164. 24X Fiche: 50-369. 84/12/14. 

8501210039. 


—8501210041 Insp Repts 50-369/84-31 & 50-370/84-28 on 841027-30. No 
violations or deviations noted. Major areas inspected: limited 
scale radiological emergency preparedness exercise Sc 
contaminated emergency medical drill. 

CUNNINGHAM. A. . CLINE. W. E. Region 2. Office of Director. 84/12/12. 
llpp, 28501:166. 24X Fiche: 50-369. 84/12/14. 8501210039. 


8501030229 Forwards request for addl info re specific parameters 
proposed for display Sc adequacy w/respect to five safety 
functions listed in Suppl 1 to NUREG-0737. Section 4.1 (F). 

Response requested within 45 days. 

ADENSAM. E. G. Licensing Branch 4. 84/12/19. TUCKER, H. B. Duke Power 

Co. 3pp. 28200:306. 24X Fiche: 50-369, 84/12/19, 8501030229. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


P. Operating license stage documents Sc correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000. 84/06/21 . 8501230 111. 


— 8501230151 Submits review of proposed notice Sc NSHC for license amend 
involving reracking McGuire spent fuel pits w/o concurrence. 

Generic bases not sufficient to support NSHC question on 
case-by-case basis. Staff may use Sc adopt Duke NSHC bases. 

GRAY. J, Office of the Executive Legal Director. 84/06/05. 

BIRKEL. R. NRC - No Detailed Affiliation Given. Ip. 28525:246. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230188 Informs that concurrence withheld until decision made on 
implication of Generic Issue 82. "Beyond Design Basis 
Accidents in Spent Fuel Pools. " in response to initial 
notices Sc NSHC findings for reracks. 

GRAY. J. R. Office of the Executive Legal Director. 84/05/03. 
BIRKEL. R. NRC - No Detailed Affiliation Given. Ip. 28525:259. 
24X Fiche: 50-000.84/06/21.8501230111, 


— 8501230244 Comments on proposed notice Sc NSHC finding for license amend 
authorizing reracking of spent fuel pool. Establishing that 
amend will not create possibility of any new accident 
important. 

GRAY. J. R. Office of the Executive Legal Director. 84/06/21. 

BIRKEL. R. NRC - No Detailed Affiliation Given. 2pp. 28525:269. 

24X Fiche: 50-000, 84/06/21. 8501230111. 


8501020346 Forwards revised description/ justification for proposed 
piping seismic analysis changes originally submitted 840801. 

Delay in response to 841016 Sc 18 telcons due to difficulty 
in obtaining Code Case N-411. 

TUCKER. H.B. Duke Power Co. 84/12/20. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4 ; 3pp. 28138:310. 24X Fiche: 50-369, 84'/ 12/20. 8501020346. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D, G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070184 Informs that review of vendor engineering recommendations 
to ensure that appropriate test guidance incorporated into 
station procedures for reactor trip breaker sys components 
will be completed for facilities by 850331. 

TUCKER. H.B. Duke Power Co. 84/12/31. EISENHUT. D. G. Division of 
Licensing. 2pp. 28204:344. 24X Fiche: 50-000. 84/12/31. 8501070184. 


8501140153 Notification of 850124 meeting w/util in Bethesda. MD to 
discuss plans to delete upper head injection sys. 

HOOD. D. S. Licensing Branch 4. 85/01/08. ADENSAM. E, 0. Licensing 

Branch 4. 2pp. 28378:295. 24X Fiche; 50-369. 85/01/08. 8501 140153. 


8501250226 Application for amend to Licenses NPF-9 it NPF-17. changing 
Tech Specs re replacement of std fuel assemblies w/optimized 
fuel assemblies. Fee paid. 

TUCKER. H.B. Duke Power Co. 85/01/11. DENTON, H. R, Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 

4. 4pp. 28548:052. 24X Fiche; 50-369. 85/01/11, 8501250226. 


— 8501250236 Proposed Tech Specs re replacement of std fuel assemblies 
w/optimized fuel assemblies. 

a Duke Power Co. 85/01/11. 26pp. 28548:056. 24X 

Fiche: 50-369. 85/01/11. 8501250226. 


— 8501250241 "Reload Safety Evaluation. McGuire Nuclear Station Unit I 
Cycle 3. " 

SCHUEREN. P. ♦ NOVENDSTERN, E. Duke Power Co. 84/12/31. 71pp. 

28548:062. 24X Fich e; 50-369. 85/01/1 1. 8501250226. 
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8501240180 Application for amends to Licenses NPF-9 & NPF-17* chang ing 
Tech Spec surveillance requirements re preparation of 
projected doses for liquid it gaseous releases to 
unrestricted areas. Fee paid. 

TUCKERiH. B, Duke Power Co. 85/01/17. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. A DENS AM, E. 0. Licensing Branch 
4. 3pp. 28532:131. 24X Fiche: 50-369, 85/01/17, S501240180. 


— 8501240186 Proposed Tech Specs, changing surveillance requirements re 
preparation of projected doses for liquid & gaseous releases 
to unrestricted areas. 

* Duke Power Co. 85/01/17. 4pp. 28532: 134. 24X 

Fiche: 50-369, 85/01/17. 8501240180. 


Gi. Inspection reports, IE Bulletins Sc correspondence 


8501180103 Forwards Insp Repts 50-369/84-30 Sc 50-370/84-27 on 
840920-1020. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/29. TUCKER, H. B. 
Duke Power Co. 2pp. 28465:204. 24X Fiche: 50-369, 84/1 1/29, 

8501180103. 


— 8501180109 Insp Repts 50-369/84-30 Sc 50-370/84-27 on 840920-1020. No 
noncotnpliance or deviations noted. Major areas inspected: 
operations safety verification, surveillance testing Sc maint 
activities. 

ORDERS,W., PIERSON.R. , DANCE, H. C, Region 2, Office of Director. 
84/11/27. 7pp. 28465:206. 24X Fiche: 50-369, 84/11/29, 8501 180103. 


8501180107 Forwards Insp Repts 50-369/84-33 Sc 50-370/84-30 on 
841105-09, No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/12. TUCKER, H. B. 
Duke Power Co. 2pp. 28465:065. 24X Fiche: 50-369, 64/12/12, 

8501180107. 


—8501180113 Insp Repts 50-369/84-33 Sc 50-370/84-30 on 841105-09. No 
violation or deviation noted. Major areas inspected: 
surveillance testing Sc calibr control. 

SMITH, C.F., UPRIGHT, C.M. Region 2, Office of Director. 84/12/04. 
9pp. 28465:067. 24X Fiche: 50-369, 84/12/12, 8501180107. 


8501210039 Forwards Insp Repts 50-369/84-31 Sc 50-370/84-28 on 841027- 
30. No violations or deviations noted. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/14. TUCKER, H.B. 

Duke Power Co. 2pp. 28501:164. 24X Fiche: 50-369, 84/12/14, 

8501210039. 


— 8501210041 Insp Repts 50-369/84-31 Sc 50-370/84-28 on 841027-30. No 
violations or deviations noted. Major areas inspected: limited 
scale radiological emergency preparedness exercise Sc 
contaminated emergency medical drill. 

CUNNINGHAM, A. , CLINE, W. E. Region 2, Office of Director. 84/12/12. 
11pp. 28501:166. 24X Fiche: 50-369,84/12/14,8501210039. 


8501210123 Confirms 841128 telcon between NA Rutherford Sc HC Dance 
re 850108 mgt meeting w/util in Charlotte, NC to review 
results of SALP program. Proposed agenda end. 

O'REILLY, U. P. Region 2, Office of Director. 84/12/18. TUCKER, H. B. 
Duke Power Co. 5pp. 28501:116. 24X Fi che: 50-000, 84/12/18, 

8501210123. 


8412190503 IE Info Notice 84-94, "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. » Svc list end. 

GRACE, U. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc, 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501180063 Forwards Exam Rept 50-369 /OL-84 -01 of exams administered 
on 841030-1102, 

BROWNLEE. V. L. Region 2, Office of Director. 84/12/27. TUCKER, H.B. 
Duke Power Co. 2pp. 28465:089. 24X FI che: 50-369, 84/12/27, 

8501180063. 


850118^70. Exam Rept 50-369/0L-84-01 on 841030-1102. Exam results: seven 
candidates passed oral exam, one candidate passed reexam Sc 
four candidates passed initial exam Sc two failed. 

N0RRI8, T. L, , WILSON, B. A. Region 2, Office of Director. 84/12/26. 
42pp. 28465:091. 24X Fiche: 50-369, 84/12/27, 8501180063. 


850 1 1 60P57 Disc ufdfs refueling cavity water seal capacity tests 
p erfoTs^eii Pit 8#i217— 21, per 841121 response to IE Bulletin 
84-03. Results will be farwarded by 850131, Preliminary 
results indicate McGuire seals adequate. 

TUCKER, H.B. Duke Power Co. 84/12/31, O 'REILLY, J. P. Region 2, 
Office of Director. 2pp. 28406:357. 24X Fiche: 50-000, 84/12/31, 

8501160357. 


6501080116 Forwards fee as specified by 10CFR170, 170. 12 S< 170.21 for 
840925 inservice insp plan for second 10-yr interval, in 
response to 841212 Itr. Fee paid. 

SIMMONS, J.W. Duke Power Co. 85/01/03. DIGGS, R. M. Office of 
Administration. Ip. 28233:220. 24X Fi che: 50-000, 85/01/03, 

8501 080 116. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, U. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, £. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. ’• Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501240151 Forwards revised request for relief from ASME Code, Section 
XI snubber testing requirement to be performed as part of 
augmented inservice insp program, addressing issue of 
impracticality, per 10CFR50. 55a (g)(5)(iii) & (g)(6)(i). 

TUCKER, H.B. Duke Power Co. 85/01/17. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 

4. 3pp. 28532:078. 24X Fiche: 50-369, 85/01/17, 8501240151. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports S< related correspondence 


8501220042 Monthly operating repts for Dec 1984. W/850115 Itr. 
REAVIS, J, A., TUCKER, H.B. Duke Power Co. 84/12/31. 12pp, 

28507: 189. 24X Fiche: 50-369, 84/12/31, 8501220042. 


S. Reportable occurrences, LERs St related correspondence 


8501070586 Suppl to LER 84-030; review revealed installation error that 
would result in failure of upper head injection accumulator 
discharge valves to isolate on low level. Analysis of safety 
significance St 841219 Itr end. 

TUCKER, H.B. Duke Power Co. 84/12/19. 6pp. 28217:196. 24X 

Fiche: 50-369, 84/12/19. 8501070586. 


8501160192 Forwards evaluations of complete draindown of upper head 
injection sys water accumulator St poor performance of 
Kerotest valves for compliance w/Tech Spec 4. 5. 1. 2c. Channel 
calibr overlapping surveillance satisfies Tech Specs. 

TUCKER, H.B. Duke Power Co. 84/12/20. O'REILLY, J. P. Region 2, 
Office of Director, 6pp. 28420:317. 24X Fi che; 50-369, 84/12/20, 

8501160192. 


8501070061 Deficiency St Part 21 rept re quench cracks discovered in 
Sure Loc, Inc ASME Class 2 hex nuts. Suppl ier notified. Nuts 
will be replaced as necessary. 

TUCKER, H.B. Duke Power Co. 84/12/26. O'REILLY, J. P. Region 2, 
Office of Director. 2pp. 28234:024. 24X Fiche: 50-369, 84/12/26, 

8501070061. 
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8901160356 Informs of delay in submittal of tuio LERs re CRD mechanism 
fabrication error & inconsistency betuieen emergency 
procedure 8t refueling water storage tank. LERs will be 
submitted by 850118. 

TUCKER/ H. B. Duke Power Co, 85/01/07. Record Services Branch 
<Oocument Control Desk). Ip. 28420:250. 24X Fic he: 50-369/ 85/01 /07> 

8501160356. 


V. Operator Examinations 


8501180063 Forwards Exam Rept 50-369 /□L-84 -01 of exams administered 
on 841030-1102. 

BROWNLEE. V. L. Region 2/ Office of Director. 84/12/27. TUCKER.H.B. 
Duke Power Co. 2pp. 28465:089. 24X Fi c he: 50-369. 84/12/27. 

8501180063. 


— 8501180070 Exam Rept 50-369/0L-84-01 on 841030-1102. Exam results: seven 
candidates passed oral exam. one candidate passed reexam & 
four candidates passed initial exam & two failed. 

NORRIS. T.L./ WILSON. B. A. Region 2. Office of Director. 84/12/26. 
42pp. 28465:091. 24X Fiche: 90-369. 84/12/27. 8501180063. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 


8501210039 Forwards Insp Repts 50-369/84-31 & 50-370/84-28 on 841027- 
30. No violations or deviations noted. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/14. TUCKER.H.B. 

Duke Power Co. 2pp. 28901:164. 24X Fiche: 90-369. 84/12/14. 

8501210039. 


— 8501210041 Insp Repts 50-369/84-31 Sc 50-370/84-28 on 841027-30. No 
violations or deviations noted. Major areas inspected: limited 
scale radiological emergency preparedness exercise Sc 
contaminated emergency medical drill. 

CUNNINGHAM. A. Region 2. Office of Director. 84/12/12. 11pp. 

28501: 166. 24X Fiche: 50-369. 84/12/14. 8501210039. 


8901030229 Forwards req.uest for addl info re specific parameters 
proposed for display Sc adeq.uacy w/respect to five safety 
functions listed in Suppl 1 to NUREO-0737. Section 4.1 <F). 

Response requested within 49 days. 

ADENSAM. E. G. Licensing Branch 4. 84/12/19. TUCKER.H.B. Duke Power 

Co. 3pp. 28200:306. 24X Fiche: 90-369. 84/12/19. 8901030229. 


8901100621 Generic Ltr 89-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT. D. 0. Division of Licensing. 89/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8901100621. 


P. Operating license stage documents Sc correspondence 


8901230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend'* to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information Sc Resource Service. 9pp. 28529:241. 24X 

Fiche: 90-000. 84/06/21. 8501230111. 


— 8901230191 Submits review of proposed notice Sc NSHC for license amend 
involving reracking McGuire spent fuel pits w/o concurrence. 

Generic bases not sufficient to support N8HC question on 
case-by-case basis. Staff may use Sc adopt Duke NSHC bases. 

GRAY. J. Office of the Executive Legal Director. 84/06/09. 
filRKEL. R. NRC - No Detailed Affiliation Given, Ip. 28929:246. 

24X Fiche: 90-000. 84/06/21. 8901230111. 


— 8901230188 Informs that concurrence withheld until decision made on 
implication of Generic Issue 82. "Beyond Design Basis 
Accidents in Spent Fuel Fdols. *' in response to initial 
notices tc NSHC findings for reracks. 

GRAY. J. R. Office of the Executive LSgal Director. 84/05/03, 
BIRKSL.R. NRC - No Detailed Affiliation Given. Ip. 28929:299. 
24X Fi c he: 50-000. 84/06/21 . 85012301 1 1 . 


— 89012308i44 Comments prof#«e 4 notie^ Sr NSHC finding for license amend 

authorlxifig reracking of spent fuel pool. Sstablishinf that 
amend will not create possibility of dny new accident 
important. 

GRAY. J. R. Office of the Executive Legal Director. , 84/06/21. 
B1RKEL*R. NRC - No Detailed Affiliation Given. 2pp. 28929:269. 

24X Fiche: 50-000. 84/06/21. 8901230111. 


8501020346 Forwards revised description/justif ication for proposed 
piping seismic analysis changes originally submitted 840801. 

Delay in response to 841016 & 18 telcons due to difficulty 
in obtaining Code Case N-411. 

TUCKER.H.B. Duke Power Co. 84/12/20. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. 3pp. 28138:310. 24X Fiche: 50-369, 84/12/20, 8501020346. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche; 50-000. 84/12/27. 8501030120. 


8501070184 Informs that review of vendor engineering recommendations 
to ensure that appropriate test guidance incorporated into 
station procedures for reactor trip breaker sys components 
will be completed for facilities by 850331. 

TUCKER.H.B. Duke Power Co. 84/12/31. EISENHUT. D. G. Division of 
Licensing. 2pp. 28204:344. 24X Fiche: 90-000. 84/12/31. 8901070184. 


8501140153 Notification of 850124 meeting w/util in Bethesda. MD to 
discuss plans to delete upper head injection sys. 

HOOD. D. S. Licensing Branch 4. 85/01/08. ADENSAM. E. G. Licensing 

Branch 4. 2pp. 28378:295. 24X Fiche: 50-369, 89/01/08, 8501140193. 


8501160004 Requests review of WCAP-9561. Ad dendum 1, "Addendum to BART 
Al: Computer Code for Best Estimate Analysis of Reflood 
Transients. " in support of anticipated startup in late Mar 
1985. 

RAHE. E. P. Westinghouse Electric Corp. 85/01/09. THOMAS. C. 0. NRC - 
No Detailed Affiliation Given. 2pp. 28414:239. 24X 

Fiche: 50-370. 85/01/09. 8501160004. 


8501290226 Application for amend to Licenses NPF-9 6 NPF-17. changing 
Tech Specs re replacement of std fuel assemblies w/optimized 
fuel assemblies. Fee paid. 

TUCKER.H.B. Duke Power Co. 85/01/11. DENTON. H. R. Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. 4pp. 28948:092. 24X Fiche: 50-369. 89/01/11. 8501250226. 


— 8501250236 Proposed Tech Specs re replacement of std fuel assembliet 
w/optifflized fuel assemblies. 

» Duke Power Co. 85/01/11. 26pp. 28548:056. 24X 

Fiche: 50-369. 85/01 / 1 1 . 8901250226. 


8501240180 Application for amends to Licenses NPF-9 NPF-17. changing 
Tech Spec surveillance requirements re preparation of 
projected doses for liquid tt gaseous releases to 
unrestricted areas. Fee paid. 

TUCKER.H.B. Duke Power Co. 85/01/17. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E.G. Licensing Branch 
4. 3pp. 28932:131. 24X Fichs: 90-369;89/0i/17. 8901240180. 


—8501240186 Proposed Tech Specs, changing surveillance requirements re 
preparation of projected doses for liquid 6 gaseous releases 
to unrestricted areas. 

* Duke Power Co. 85/01/17. 4pp. 28532: 134. 24X 

Fiche: 90-369, 85/01/17, 8901240180. 


Q. Inspection reports, IE Bulletins & correspondence 


8501020044 Ack receipt of 841029 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-370/79-18. 

QA training for electrical design personnel reduced from 
quarterly to annually. 

BROWNLEE, V. L. Division of Project & Resident Programs. 64/11/23. 
TUCKER.H.B. Duke Power Cp, Ip. 28153:304. 24X 

Fiche; 50-370. 84/11/23. 8901020044. 


— ^501(^0049' Responds to NRC 790908 ltr re violations noted in Insp Rept 
90-370/79^18. Corrective actions: electrical design training 
program provided quarterly since 1979, 

TUCKER.H.B. Duke Power Co, 84/10/25. O^REILLY, J. P. Region 2. 
Office of Director. 2pp. 28153:305. 24X Fiche; 50-370. 84/1 1/23. 

8501020044. 


8501180103 Forwards , Insp Rap^n 50^f369/84’^30 St 50-370/84-27 on 
840920-1020. No violations or deviations noted. 

BROWNLEE. U. L. Region 2. Office of Director. 84/11/29. TUCKER.H.B. 
Duke Power Co. 2pp. 28465:204. 24X Fi c he; 50-369, 84/11/29, 

8501180103. 


— 8501180109 Insp Repts 5.0-369/84-30 St 50-370/84-27 on 840920-1020. No 
noncompliance or deviations noted. Major areas inspected: 
operations safety verification, surveil lance test.lng St maint 
activities. 

ORDERS. W. . PIERSON, R. . DANCE. H. C, Reg ion 2. Office of Director. 
84/11/27, 7pp, 2846i5; 206v 24X Fiche: 50^369. 84/11/29, 8501180103. 
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8301180107 Forwards Insp Repts 50-369/84-33 & 50-370/84-30 on 
841105-09. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/12. TUCKER,H. B. 
Duke Power Co. 2pp. 28465:065. 24X Fiche: 50-369, 84/12/12, 

8501180107. 


— 8501180113 Insp Repts 50-369/84-33 & 50-370/84-30 on 841105-09. No 
violation or deviation noted. Major areas inspected; 
surveillance testing calibr control. 

SMITH, C.F., UPRIOHT, C. M. Region 2, Office of Director. 84/12/04, 
9pp. 28465:067. 24X Fic he: 50-369. 84/12/12, 8501 180107. 


8501210039 Forwards Insp Repts 50-369/84-31 & 50-370/84-28 on 841027- 
30. No violations or deviations noted. 

OLSHINSKI, J, A. Region 2, Office of Director. 84/12/14. TUCKER. H. B. 

Duke Power Co. 2pp. 28501:164. 24X Fiche: 50-369, 84/12/14, 

8501210039. 


—8501210041 Insp Repts 50-369/84-31 & 50-370/84-28 on 841027-30. No 
violations or deviations noted. Major areas inspected: limited 
scale radiological emergency preparedness exercise & 
contaminated emergency medical drill. 

CUNNINGHAM, A, , CLINE, W, E. Region 2, Office of Director. 84/12/12. 
11pp. 28501: 166. 24X Fiche: 50-369, 84/12/14, 8501210039. 


8501210123 Confirms 841128 telcon between NA Rutherford & HC Dance 
re 850108 mgt meeting w/util in Charlotte, NC to review 
results of SALP program. Proposed agenda end. 

0 'REILLY, J. P. Region 2, Office of Director. 84/12/18. TUCKER, H.B. 
Duke Power Co. 5pp. 28501:116. 24X Fiche: 50-000. 84/12/18. 

8501210123. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Sve list end. 

GRACE. J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc, 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501160357 Discusses refueling cavity water seal capacity tests 
performed on 641217-21. per 841121 response to IE Bulletin 
84-03. Results will be forwarded by 850131. Prel iminary 
results indicate McGuire seals adequate. 

TUCKER, H.B. Duke Power Co. 84/12/31. O'REILLY, J. P. Region 2, 
Office of Director, 2pp. 28406:357. 24X Fiche: 50-000, 84/12/31, 

8501160357. 


8501080116 Forwards fee as specified by 10CFR170. 170. 12 & 170.21 for 
840925 inservice insp plan for second 10-yr interval, in 
response to 841212 Itr. Fee paid. 

SIMMONS, J.W. Duke Power Co. 85/01/03. DIGGS, R. M. Office of 
Administration. Ip. 28233:220. 24X Fi che: 50-000, 85/01/03, 

8501080116. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J, N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 35/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters, " Sve list end. 

UORDAN,E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. .24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Si Engineering 
Response (Post S30103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche; 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list and. 

JORDAN,E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501240151 Forwards revised request for relief from ASME Code, Section 
XI snubber testing requirement to be performed as part of 
augmented inservice insp program, addressing issue of 
impractic«lity,per 10CFR50. 55e «g)<5)<iii) Sc <g)(6)Ci). 

TUCKER. H.B, Duke Power Co. 85/01/17. DENTON, H.R. Office of 
Nuclear Reector Regulation, Director, ADENSAM.E, 0. Licensing Branch 
4. 3pp, 28532:078, 24X Fiphe: 5(}-369, 85/01/17, 8501240151. 

8501230229 IE Info Notice 83-00;5, ’■pipe Wh ip Restraints. " Sve list 
end. ■ ' 

Jordan, E. L, Division of Emergency Preparedness Sc Engineering 
Retponse (Post 830103). 85/01/23. Consolidated Edison Cp, of New 

York, Inc, 108pp. 28692:186, 24X Fiche: 50-000,85/01/23, 8501230229, 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001, 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Sve list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


8501220042 Monthly operating repts for Dec 1984. W/ 8501 15 Itr, 
REAVIS. J. A. , TUCKER. H.B. Duke Power Co. 84/12/31. 12pp. 

28507:189. 24X Fiche: 50-369, 84/12/31. 8501220042, 


S. Reportable occurrences, LERs Sc related correspondence 


8501020485 LER 84-028-00: on 841113, upper head injection hydraulic sys 
alarm for train B received in control room. Caused by 
component malfunction. Calibr procedure revised. W/S41213 Itr. 
GEWEHR.S, , TUCKER.H. B. Duke Power Co. 84/12/13. 4pp. 28156:152. 
24X Fiche; 50-370, 84/12/13, 8501020485. 


8501250450 LER 84-028-01: on 841113, upper head injection hydraulic sys 
alarm received in control room for train B while train A 
instruments cal ibr. Caused by crossover connection between 
trains allowing pressure surges. W/8501 14 Itr. 

GEWEHR.S., TUCKER.H. B. Duke Power Co. 84/12/13. 4pp. 28560:239. 
24X Fiche: 50-370, 84/12/13, 8501250450. 


8501210360 Ack receipt of 841212 Itr summarizing 841207 talcon re CRD 
mechanism fabrication error. Basis Sc plans for continued 
operation through remainder of current fuel cycle 
acceptable. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/14. TUCKER, H. B. 

Duke Power Co. Ip. 28494:276. 24X Fi che: 50-370, 84/12/14, 

8501210360. 


8501040062 LER 84-029-00: on 841 115, manual trip occurred when feedwater 
pump FWP-2B tripped on low condenser vacuum. Caused by 
leaking valve on pump FWP-2A, isolated for maint. Valve will 
be repaired. W/841217 Itr. 

GEWEHR.S., TUCKER.H. B. Duke Power Co. 84/12/17. 7pp. 28209:001. 
24X Fiche: 50-370, 84/12/17, 8501040062. 


8501160192 Forwards evaluations of complete draindown of upper head 
injection sys water accumulator Sc poor performance of 
Kerotest valves for compliance w/Tech Spec 4. 5. 1. 2c. Channel 
calibr overlapping surveillance satisfies Tech Specs. 

TUCKER, H.B. Duke Power Co. 84/12/20. ' 6 'REILLY, J. PT Region 2, 

Office of Director. 6pp. 28420:317. 24X Fiche: 50-369, 84/12/20, 

8501160192. 


8501090274 LER 84-030-00: on 841 126, following 841124 reactor trip, 
jumpers on two lead/lag cards found not instal led. Caused by 
deficient vendor drawings St documents. Adequacy of current 
testing procedures checked. 

GEWEHR.S., TUCKER, H.B, Duke Power Co. 84/12/21. 10pp. 28300:265. 

24X Fiche: 50-370, 84/12/21, 8501090274. 


8501070061 Deficiency St Part 21 rept re quench cracks discovered in 
Sure Loc, Inc ASME Class 2 hex nuts. Suppl ler notified. Nuts 
will be replaced as necessary. 

TUCKER.H. B. Duke Power Co, 84/12/26. O'REILLY, J, P, Region 2, 
Office of Director. 2pp. 28234:024. 24X Fiche: 50-369, 84/12/26, 

8501070061. 


8501080577 LER 84-031-00: on 841124, trip occurred due to failure of loop 
power supply card in process control sys causing downward 
spike in channel of overtemp differential temp setpoint 
circuit. Caused by poor cable connection. W/841226 Itr. 

QEWEHR, S. , TUCKER, H. B. Duke Power Co. 84/12/26. 7pp. 28245: 141. 
24X Fiche: 50-370, 84/12/26, 8501080577. 


8501160356 Informs of delay in submittal of two LERs re CRD mechanism 
fabrication error St inconsistency between emergency 
procedure St refueling water storage tank. LERs will be 
submitted by 850118. 

TUCKER.H. B. Duke Power Co. 85/01/07. Record Services Branch 
(Document Control Desk). Ip. 28420:250. 24X Fiche: 50-369, 85/01/07, 

8501160356. 


8501230083 LER 84-032-00: on 841205, notification received of event at 
Korean Unit 5 re CRD mechanism design similar to mechanism 
installed at facility. Safety implications of continued 
operation evaluated & interim actions taken. W/850109 Itr. 

GILL,R. L. . TUCKER.H. B. Duke Power Co. 85/01/10. 10pp. 28540:234. 

24X Fiche: 50-370, 85/01/10# 8501230083. 
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8501310489 LER 84-033-00: on 841217. reactor tripped on lo-lo level in 
steam generator C signal. Caused by procedural deficiency in 
condenser tube cleaning sys, Procedure revised to identify 
type of Amertap balls used in condenser, W/850117 Itr. 

GEWEHR.S. . TUCKER. H.B. Duke Power Co. 85/01/16. Spp. 28685:144. 
24X Fiche: 50-370.85/01/16.8501310489. 


DOCKET 50-373 LASALLE COUNTY STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8501040027 Revised emergency plan implementing procedures. including 
LZP-1320-2. "Operational Check of GSEP Activation Phone 
List. " 8c L2P-1550-11. "Post-Accident Sampling Equipment 
Inventory. " W/revised index. 

* Commonwealth Edison Co. 84/09/24. 50pp. 28182:114. 24X 

Fiche: 50-373. 84/09/24. 8501040027. 


8501230191 Revised LZP index. Rev 9 to Procedure LZP-1310-1. 
"Notifications." 8c Rev 2 to Procedure LZP-1550-4, "St Mary 
Hosp Health Physics Supplies Quarterly Surveillance. " 
a Commonwealth Edison Co. 84/09/24. 42pp. 28512:228. 24X 

Fiche: 50-373. 84/09/24. 8501230191. 


8412210259 Forwards public version of revised emergency plan telephone 
d irec tory. W/841217 release memo. 

MOORE. R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 24X 

Fiche: 50-000. 84/11/30, 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
directory. 

GALLE. D. P. Commonwealth Edison Co. 84/10/31. S2pp. 28234:031. 
24X Fiche: 50-000. 84/11/30. 8412210259. 


8501140040 Revised emergency plan implementing procedures. including 
Rev 10 to TSN-CCC-1 re corporate command ctr director. Rev 4 
to TSN-CCC-2 re intelligence director & Rev 3 to TSN-CCC-3 
re medical director. 

MOORE. R.D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche: 50-000. 84/ 1 1 /30, 85011 40040. 


8501020229 Ac k receipt of 841212 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-373/84-18 8c 
50-374/84-24. 

PAPER lELLO. C. J. Region 3, Office of Director. 84/12/17. REED. C. 
Commonwealth Edison Co. Ip. 28153:223. 24X Fiche: 50-373. 84/12/17. 

8501020229. 


— 8501020237 Responds to NRC 841107 Itr re violations noted in Insp Repts 
50-373/84-18 tt 50-374/84-24. Corrective actions: procedure 
will be revised to provide followup messages to offsite 
authorities by 850101, 

FARRAR. D.L. Commonwealth Edison Co. 84/12/12. KEPPLER, J. 0. 

Region 3. Office of Director. 4pp. 28153:224. 24X 

Fiche: 50-373, 84/12/17. 8501020229. 


8501090164 Revs to Emergency Plan Implementing Procedures LZP-lllO-1. 
"Station Director Implementing Procedure" & LZP-1330-22. 

"Calibr of Model 10 Dionex Ion Chromatograph. " 

« Commonwealth Edison Co. 84/12/28. 38pp. 28254:237. 24X 

Fiche: 50-373.84/12/28. 8501090164. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8* all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. AT8(T will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr, 

HIND. J. A. Region 3. Office of Director. 85/01/11. REED. C. 
Commonwealth Edison Co, 2pp. 28426:122. 24X Fiche: 50-000. 85/01/11. 

8501170042, 


H. General correspondence 


8501310197 Requests that Jw McCaffrey be added to distribution list for 
facilities. 

MCCAFFREY. J. N, Illinois. State of. 85/01/23. SCHWENCER. A. 

Licensing Branch 2. Ip. 28655:149. 24X Fiche: 50-373. 85/01/23. 

8501310197. 


J. Insurance 8« indemnity information 


8501280175 Forwards Endorsements 13.163.32.83 Sc 70 to NELIA Policies 
NF-277. NF-43. NF-253. NF-187 8c NF-201. resp ectively 8t 
Endorsements 7.139.16.68 8c 59 to MAELU Policies MF-114. 

MF-22. MF-104, MF-54 8c MF-64. respectively. 

OSTER. J. Commonwealth Edison Co. 85/01/16. SALTZMAN. J. Assistant 
Director for State 8c Licensee Relations. llpp. 28569:018. 24X 

Fiche: 50-000. 85/01/16. 8501280175. 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 8c NELIA 
Certificate N-93. Endorsement 3 to MAELU Certificate M-83 Sc 
NELIA Certificate N-83 8< Endorsement 5 to MAELU Certificate 
M-71. 

OSTER. J. Commonwealth Edison Co. 85/01/16. SALTZMAN. J. Assistant 
Director for State 8c Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000. 85/01/16. 8501280262. 


O. Advisory Committee on Reactor Safeguards reports 8c correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Nash ington. DC re recent experiences at operating 
plants. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. I3pp. 28678:349. 
24X Fiche: 50-000,84/12/15.8501300274. 


P, Operating license stage documents 8c correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI— I steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information 8c Resource Service. Spp. 28525:241. 24X 

Fiche: 50-000. 84/06/21. 8501230111. 


—8501230158 Submits concurrence for proposed amend for plant involving 
numerous changes to Tech Specs. Format 8c approach to 
handling large vol of changes acceptab le. Suggests areas of 
notice that need mod. 

GRAY. J. Office of the Executive Legal Director. 84/05/18. 

BOURNIA. A. NRC - No Detailed Affiliation Given. 6pp. 28525:247. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


—8501230321 Opposes proposed NSHC finding for Tech Specs rev for Unit 1 
since sufficient support lacking. Not clear that Units 1 8c 2 
Tech Spec changes identical. 

WOODHEAD. C. P. NRC - No Detailed Affiliation Given. 84/02/06. 
BOURNIA, T. NRC - No Detailed Affiliation Given. Ip. 28525:286. 

24X Fiche: 50-000.84/06/21,8501230111. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8c 
applicants for QL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501140159 Forwards Amends 20 8c 7 to Licenses NPF-11 it NPF-18. 
respectively 8c safety evaluation. Amends eliminate reactor 
water cleanup pump room ambient 8c differential temp 
monitoring requirements. 

SCHWENCER.A. Licensing Branch 2. 85/01/08. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28378:272. 24X Fiche: 50-373, 85/01/08, 

8501140159. 


— 8501140166 Amends 20 8c 7 to Licenses NPF-11 8c NPF-18, respect! vely. 
eliminating reactor water cleanup pump room ambient 8< 
differential temp monitoring requirements. 

SCHWENCER.A. Licensing Branch 2. 85/01/08. 16pp. 28378:276. 

24X Fiche: 50-373. 85/01/08. 0501140X59. 


—8501140172 Safety evaluation supporting Amends 20 8c 7 to Licenses 
NPF-11 8c NPF-18. respectively. 

* Office of Nuclear Reactor Regulation. Director. 85/01/08. Spp. 
28370:292. 24X Fiche: 50-373. 85/01/08. 8501140159. 


8501160291 Application for amends to Licenses NPF-11 8c NPF-18, extend ing 
deadline until 851130 for full compliance w/lOCFRSO. 49 re 
environ qualification of electrical equi pment. Justification 
end. Fee paid. 

Marshall. J, 0. commonwealth Edison Co. 85/01/08. DENTON. H.R. 

Office of Nuclear Reactor Regulation. Director. 6pp. 28411:246. 

24X Fiche: 50-373. 85/01/08, 8501160291. 
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8501170202 Reciuests extension of scheduler requirements for 
mod & test completion for environ qualification of 
electrical equipment. Equipment will be in full compliance 
UJ/10CFR50. 49 by 851130. Justification end. 

MARSHALL* J. 6. Commonuiealth Edison Co. 85/01/08. DENTON* H.R. 
Office of Nuclear Reactor Regulation* Director. 11pp. 28422:001. 

24X Fiche: 50-373* 85/01/08* 8501170202. 


8501150305 Confirms 850108 telcon re util commitment to implement mods, 
per Generic Ltr 84-23. prior to restarting after second 
refueling outage for Unit 1 8e first refueling outage for 
Unit 2. 

ALEXANDER*G. Commonwealth Edison Co. 85/01/09. DENTON. H. R. Office 
of Nuclear Reactor Regulation* Director. Ip, 28388:105. 24X 

Fiche: 50-373.85/01/09* 8501150305. 


8501240295 Application for amend to Licenses NPF-11 & NPF-18. revising 
Tech Specs to correct kW capacity for voltage variation in 
standby gas treatment sys duct heater. Fee paid. 

RYBAK. B. Commonwealth Edison Co. 85/01/15. DENTON. H. R. Office of 
Nuclear Reactor Regulation* Director. 4pp, 28532: 150. 24X 

Fiche: 50-373. 85/01/15. 8501240295, 


— 8501240303 Proposed Tech Spec correcting kW capacity for voltage 
variation in standby gas treatment sys duct heater. 

* Commonwealth Edison Co. 85/01/15. 3pp. 28532:154. 24X 

Fiche: 50-373*85/01/15* 8501240295. 


8501280130 Notification of 850205 meeting w/util in Bethesda.MD to 
discuss slenderness ratio it unbraced length. Agenda end. 

BOURNZA.A. Licensing Branch 2. 85/01/22. SC H WENGER. A. Licensing 

Branch 2. 5pp. 28574:343. 24X Fiche: 50-373. 85/01/22. 8501280130. 


Q. Inspection reports. IE Bulletins & correspondence 


8501080528 Forwards Insp Repts 50-237/84-15*50-249/84-14*50-254/84-15* 
50-265/84-13. 50-295/84-19. 50-304/84-20, 50-373/84-25 it 
50-374/84-32 on 840815-1207 St notice of violation. 

SPESSARD* R. L. Region 3* Office of Director. 84/12/11. REED* C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche: 50-000. 84/12/11* 

8501080528. 


—8501080544 Xnsp Repts 50-237/84-15*50-249/84-14*50-254/84-15* 
50-265/84-13, 50-295/84-19, 50-304/84-20* 50-373/84-25 & 
50-374/84-32 on 840815-1207. Noncompliance noted: failure to 
implement procurement QA program. 

HASSE*R.A. Region 3, Office of Director. 84/12/11. 13pp. 

28244:348. 24X Fiche: 50-000* 84/ 12/1 1* 8501080528. 


8501020229 Ack receipt of 841212 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-373/84-18 k 
50-374/84-24. 

PAPER lELLO* C. J. Regions, Office of Director. 84/12/17. REED, C. 
Commonwealth Edison Co. Ip. 28153:223.* 24X Fiche: 50-373, 84/12/17, 

8501020229. 


—8501020237 Responds to NRC 841107 ltr re violations noted in Insp Repts 
50-373/84-18 Sc 50-374/84-24, Corrective actions: procedure 
will be revised to provide followup messages to offsite 
authorities by 850101. 

FARRAR. D.L. Commonwealth Edison Co. 84/12/12. KEPPLER, J. G. 

Region 3, Office of Director. 4pp. 28153:224. 24X 

Fiche: 50-373, 84/12/17* 8501020229. 


8412190503 IE Info Notice 84-94* ’^Reconccntration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE* J.N, Division of Emergency Preparedness & Engineering Response 
(Post 830103), 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042, 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501300674 Inform* that use of preprinted ack ltr re items of 
noncompliance referenetd in 840803 ltr will be discontinued 
as of B50101 in effort to further reduce unnecessary 
pa;perW)ork, If responaa adequate*no Ack ltr will be issued. 

KEPPLER* a «, RfSiw 3* Office of Director. 84/12/21. 

CommoniMmal# Etfisbn Co; 3pp, 28677:067. 24X Fiche: 50-000* 84/12/21* 

8501300d^74.' 


8501170126 Forwards Insp Repts 50-373/84-28 k 50-374/84-36 on 
841030-1204. 

NORELIUS* C. E, Region s, Offiep of Director. 84/12/26. 

Q'CONNOR, J. CoininoniireaLth Edison Co. 2pp. 28445:172. 24X 

Fiche: 50-373^ 84/12/26; 8501170126. 

-8501170128 Insp Reipts 50^373/84-28 k 50-374/84-36 on 841030-1204. 
Noncompliance noted: failure of operator to recognize 
•bnpTOjal condition, fe standby gas treatment train k failure 
to coiildiuct proper' shift “turnover. 

^ ,;C!|ilt^OTIMPS,tNv Region 3, Office of Director. 84/12/14. 13pp. 

Fiche: 50-373,84/12/26* 8501170126. 


8501100363 Forwards listed charts re history of plant enforcement 
actions, per Region III 841207 enforcement conference. 

Modified charts will be sent w/notice of violation. 

NORELIUS, C. E. Region 3, Office of Director. 84/12/27. REED. C. 
Commonwealth Edison Co. 6pp. 28350:160. 24X Fiche: 50-373* 84/12/27, 

8501100363. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J.Q. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28, 

8501100475. 


8501160575 Forwards Insp Repts 50-373/84-29 Sc 50-374/84-37 on 
841030-1217 Sc notice of violation. 

SHAFER, W.D. Region 3. Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 29420:161; 24X Fiche: 50-373, 84/12/28, 

8501160575. 


— 8501160590 Notice of violation from insp on 841030-1217. 
SHAFER, W. Region 3, Office of Director. 84/12/28. Ip. 
28420:163. 24X Fiche: 50-373, 84/12/28. 8501160575. 


— 8501160599 Insp Repts 50-373/84-29 Sc 50-374/84-37 on 841030-1217. 
Noncompliance noted: failure to adhere to Procedures 
LIS-RT-05 Sc LCP 820-22 re reactor water cleanup Sc high 
differential flow Sc source response testing, respectively . 
CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/28. 9pp. 
28420:164. 24X Fiche: 50-373, 84/12/28, 8501160575. 


8501220005 Forwards Insp Repts 50-373/84-31 Sc 50-374/84-38 on 841126-29 
Sc 1203-04 Sc notice of violation. 

PAPERIELLO* C. J. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28507:267. 24X Fiche: 50-373, 84/12/28, 

8501220005. 


— 8501220006 Notice of violation from insp on 841126-29 Sc 1203-04. 
PAPERIELLO, C. J. Region 3. Office of Director. 84/12/28. Ip. 
28507: 269. 24X Fiche: 50-373, 84/12/28, 8501220005. 


—8501220007 Insp Repts 50-373/84-31 Sc 50-374/84-38 on 841126-29 Sc 
1203-04. Violation noted; failure to establish proper liquid 
monitor alarm/trip setpoint. 

MILLER, D.E., OREGER, L. R. Regions* Office of Director. 84/12/28. 
9pp. 28507:270. 24X Fiche: 50-373, 84/12/28, B501220005. 


8501160163 Responds to NRC 841128 ltr re violations noted in Insp Repts 
50-373/84-26 Sc 50-374/84-33. Correc tive actions; feedwater 
check valves repaired Sc passed leak rate tests. Unit 2 valves 
will be tested at next outage of sufficient duration. 

FARRAR* D.L. Commonwealth Edison Co. 85/01/04. KEPPLER* J. 0. Region 
3* Office of Director. 3pp. •28410:257. 24X Fiche: 50-373* 85/01/04, 

8501160163. 


8501220210 Forwards Insp Repts 50-373/84-32 Sc 50-374/84-39 on 
841127-1211 Sc notice of violation. 

LITTLE, W.S. Regions, Office of Director, 85/01/04. REED, C. 
Commonwealth Edison Co. 2pp. 28504:344. 24X Fiche: 50-373, 85/01/04, 

8501220210. 


— 8501220216 Notice of violation from insp on 841127-1211. 

LITTLE, W.S. Region 3, Office of Director. 85/01/04. 2pp. 
28504: 346. 24X Fiche: 50-373* 85/01/04* 8501220210. 


“8501220227 Insp Repts 50-373/84-32 Sc 50-374/84-39 on 841127-1211. 
Noncompliance noted; failure to provide adequate control of 
calibr tools Sc gauge instruments Sc failure to follow 
documented procedure*. 

WALKER* H. A., MALLOY* J. A. * TAYLOR, T. E. Regions* Office of 
Director. 85/01/04. 14pp. 28504:348. 24X Fiche: 50-373* 85/01/04, 

8501220210. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J.N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc, 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitter*. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Sve list end, 

JORDAN* E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103), 85/01/15, Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche; 50-000* 85/01/15*8501100659, 
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8501160196 IE Info Notice 85-004f "Inadequate Mgt of Security Response 
Drills. " Svc list end, 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

Yorif* Inc. 109pp. 28613:169. 24X Fic he; 50-000* 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints. " Svc list 
end. 

JORDAN* E, L. Division of Emergency Preparedness (t Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fic he: 50-000* 85/01/23* 8501230229. 


6501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fiche: 50-000* 85/01/23* 8501230236. 


8501310289 Ac k receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50*App B requirements* per 840111 St 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD* R. L. Region 3* Office of Director. 65/01/28. REED* C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000* 85/01/28* 

8501310289. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. " Svc list end. 

ORACE* J. N. Division of QA* Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352. 


R. Periodic operating reports St related correspondence 


8501240056 Monthly operating repts for Nov 1984. W/841211 Itr. 

DU8.R. S. * DIEDERICH* 0. J. Commonwealth Edison Co. 84/11/30. 29pp. 

28543: 111. 24X Fiche; 50-373* 84/11/30* 8501240056. 


S. Reportable occurrences* LERs St related correspondence 


8501180247 Responds to FOIA request for docupients re operation of plant 
produced since 840101 St operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR, 

FELTON* J.M. Division of Rules and Records. 84/07/10. BELL* N, 
Nuclear Information St Resource Service. 2pp. 28482:227. 24X 

Fiche: 50-000* 84/07/10* 8501180247. 


— 8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events occurred at Grand <3ulf during Sept 1983. 

BLACK* K,M. Director's Office. 83/10/04. IPPOLITO, T. Director's 
Office, 4pp. 28482:286. 24X Fiche: 50-000* 84/07/10* 8501180247. 


8501030394 LER 84-064-01: on 841004* valve 1B21-F010A discovered not 
fully seated St containment leakage limit exceeded. Caused by 
loose hinge pin bushing. Valves 1B21-F032B St 1E51-F064 also 
exceeded Tech Spec limits. W/841210 Itr. 

KOENI(»*R. D. * DIEDER1CH*0. J. Commonwealth Edison Co. 84/12/10. 4pp. 
28189:354. 24X Fiche: 50-373* 84/12/10* 8501030394. 


8501040209 LER 84-080-00: on 841 120* seismic analysis of Gould batteries 
declared invalid due to excessive gaps between cells St 
battery racks. Cause not stated. Fire retardant plywood used 
to reduce gaps. W/B41217 Itr. 

NAGLE* J.* DIEDERICH* 0. J. Commonwealth Edison Co. 84/12/17. 4pp. 
28209:045. 24X Fiche: 50-373* 84/12/17* 8501040209. 


8501020429 LER 84-081-00; on 841123* HPCS pump suction valve to 
suppression pool opened while nc^mal suction valve t^o 
cycled condensate tank closed. Cdused by high suppression 
pool level. Pool level lowered. W/841219 Itr. 

KOENIG* R.D.* DIEDERICH* O.J. Commonwealth Edison Co. 84/12/19. 3pp. 
28153:061. 24X Fiche; 50-373* 84/12/19* 8501020429. 


8501030083 LER 84-082-00: on 841 124* reactor water cleanup sys isolated 
on high differential flow. Caused by reactor startup due to 
water temp* pressure Sc density differences between startup 
operations Sc instrument calibr. W/841219 Itr. 

REI8*J. B. * DIEDERICH* G. J. Commonwealth Edison Co. 84/12/19. 4pp. 
28188:214. 24X Fiche: 50-373* 84/12/19* 8501030083. 


8501080118 LER 84-084-00: on 841 13G* control room HVAC chlorine detector 
actuated. Ceueed by undetermined spurloos condition. ESF reset 
Sc instrumentation tested Batisfactoirv.<W/841224 Itr. 

MASTERSON* V. * DZEDERICfF* G. J. Commonwealth Edison Co. 84/12/24. 

4pp. 28245:341. 24X Fiche: 50-373* 84/12/24* 850108011& 


8501100123 LER 84-085-00: on 841129* rev to LOA-FW-01 ("Loss of Feedwater 
Heater") made due to determination that present limit of 
150 F temp change caused by loss in feedwater heating 
nonconservative w/respect to GE analysis. W/B41226 Itr. 

RICHTER* M.* DIEDERICH, G. J. Commonwealth Edison Co. 84/12/26. 4pp. 
28349:358. 24X Fiche: 50-373* 84/12/26* 8501100123. 


8501140390 LER 84-086-00: on 840927, liquid radwaste Discharge Batch 
45—84 discharged to Illinois River w/nonconservative 
process radiation monitor hi-hi trip setpoint. Caused by 
failure to lower monitor setpoint. W/841228 Itr. 

DAVIS* S. K. * DIEDERICH* G. J. Commonwealth Edison Co. 84/12/28. 4pp. 
28378: 046. 24X Fiche: 50-373* 84/12/28* 8501140390. 


8501160505 LER 84-088-00: on 841212* misappl ication of pipe thermal 
expansion design criteria discovered in two areas creating 
potential for thermal overstress. Caused by error in thermal 
expansion analysis. Rcanaly sis performed. W/850102 Itr. 

SZUMSKI* D. R. * DIEDERICH* G. J. Commonwealth Edison Co. 65/01/02. 
4pp. 28420:097. 24X Fiche: 50-373* 85/01/02* 8501160505. 


8501250007 LER 84-089-00: on 841225* high ammonia alarm received in 
control room ventilation/auxiliary electric equipment room 
ventilation sys. Cause could not be determined. Alarm reset. 
W/850109 Itr. 

MASTERSON* V. , DIEDERICH* 0. J. Commonwealth Edison Co. 85/01/09. 
4pp. 28561:014. 24X Fiche: 50-373* 85/01 /09* 8501250007. 


8501280214 LER 84-087-00: on 841222* HPCS pump suction valve to 
suppression pool opened while normal suction valve to cycled 
condensate tank closed. Caused by high suppression pool level 
due to valve cycling & leakage. W/850109 Itr. 

KOENIG* R.D.* DIEDERICH. G. J. Commonwealth Edison Co. 85/01/09. 3pp. 
28614: 340. 24X Fiche; 50-373* 85/01/09* B5012B0214. 


8501250512 LER 84-091-00: on 841220* train B ammonia-chlorine alarm 
tripped. Caused by broken chemcassette tape. Chemcassette 
replaced w/new tape & detector reset. W/850111 Itr. 

MASTERSON* V. , DIEDERICH* 0. J. Commonwealth Edison Co. 85/01/11. 
4pp. 28562:176. 24X Fiche: 50-373* 85/01/11* 8501250512. 


8501230138 PNO- I I 1-85-007: on 850114* alert declared due to standby gas 
treatment sys trains being inoperable. Caused by licensee 
replacing heaters on trains to meet 20 kW surveillance 
requirements. Alert removed 8c power reduction stopped. 

CHRISSOTIMOS* N. * SHAFER* W, Region 3* Office of Director. 85/01/15. 
Ip. 28513:281. 24X Fiche: 50-373, 85/01/15* 8501230138. 


DOCKET 50-374 LASALLE COUNTY STATION* UNIT 2 


F, Security* medical* emergency *c fire protection plans 


8501040027 Revised emergency plan implementing procedures* including 
LZP-1320-2* "Operational Check of GSEP Activation Phone 
List*" 8c LZP-1550-11* "Post-Accident Sampling Equipment 
Inventory. " W/rsvised index. 

* Commonwealth Edison Co. 84/09/24. 50pp. 28182:114. 24X 

Fiche: 50-373* 84/09/24* 8501040027. 


8501230191 Revised LZP index* Rev 9 to Procedure LZP-1310-1* 
"Notifications* " 8c Rev 2 to Procedure LZP-1550-4* "St Mary 
Hosp Health Physics Supplies Quarterly Surveillance, " 

« Commonwealth Edison Co. 84/09/24, 42pp. 28512:228. 24X 

Fiche: 50-373* 84/09/24, 8501230191. 


8412210259 Forwards public version of revised emergency plan telephone 
directory. W/841217 release memo. 

MOORE* R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Dask). 5pp. 28234:029. 24X 

Fiche: 50-000*64/11/30* 8412210259. 


—8412210293 Public version of revised emergency plan telephone 
directory. 

0ALLE*0. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031. 

2#X Fiche: 50-000, 84/i 1/30* 8412210259. 


8501140040 Revised emergency plain implementing procedures* including 
10 to T8N-CCC?-1 re corporate command ctr director* Rev 4 
tp"T8'N'T,CCC':^, 're inta;ll;ig;#ir|iea'i-dir:eotor' Ik: Rfv 3 to tSNi^CCC-3 
. re- med’lca:i''d' ir actor. .''.-h 

MOORE* R.b. Commenwealth Edison Co. 84/11/30. 106pp^ 28360; 249. 

24X Fiche: 50-000* 84/11/30* 8501140040. 


8501020229 Ack receipt of 841212 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-373/84-18 8i 
50-374/84-24. 

PAPERIELLO* C. J. Region 3* Office of Dlractor. 84/12/17. REED* C. 
CoiMionwsalth Edison Co. Ip. 28153:223. 24X Fiche: 3GK373* 84/12/17* 

8501020229. 
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— 8501020237 Responds to NRC 841107 Itr re violations noted in Insp Repts 
50-373/84-18 & 50-374/84-24. Corn ec tive actions: procedure 
will be revised to provide followup messages to offsite 
authorities by 850101. 

FARRAR I D. t-. Commonwealth Edison Co. 84/12/12, KEPPLERj J. G. 

Region 3 * Office of Director. 4pp. 28153:224. 24X 

Fiche: 50-373, 84/12/17, 8501020229. 


8501090164 Revs to Emergency Plan Implementing Procedures L2P-1110-1, 
“Station Director Implementing Procedure" 8e LZP-1330-22, 

"Calibr of Model 10 Dionex Ion Chromatograph. " 

* Commonwealth Edison Co. 84/12/28. 3Spp. 28254:237. 24X 

Fiche: 50-373, 84/12/28, 8501090164. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. AT&T will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Trouble 
repts now should be submitted to NRC Operations Ctr. 

HIND, J. A. Region 3, Office of Director, 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche; 50-000, 85/01/1 1, 

8501170042. 


H. General correspondence 


— 8501020003 Amend 6 to License NPF-IS, revising Tech Specs to reflect 
reactor scram on low CRD pump discharge pressure mod as 
required for completion by License Condition 2. C. <7>. 

SCHWENCER, A. Licensing Branch 2. 84/12/17. 10pp. 28169:252. 

24X Fiche: 50-374, 84/12/17, 8501020002. 


— 8501020004 Safety evaluation supporting Amend 6 to License NPF— 18. 

* Office of Nuclear Reactor Regulation, Director. 84/12/17. 3pp. 
28169:262. 24X Fi c he : 50-374, 84/12/17, 8501020002. 


6501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. ’’ Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501140159 Forwards Amends 20 & 7 to Licenses NPF-11 & NPF-IS, 
respectively & safety evaluation. Amends eliminate reactor 
water cleanup pump room ambient & differential temp 
monitoring requirements. 

SCHWENCER, A. Licensing Branch 2. 85/01/08. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28378:272. 24X Fiche: 50-373, 85/01/08, 

8501140159. 


— 8501140166 Amends 20 & 7 to Licenses NPF-ll & NPF— 18, respectively, 
eliminating reactor water cleanup pump room ambient & 
differential temp monitoring requirements. 

SCHWENCER, A. Licensing Branch 2. 85/01/08. 16pp. 28378:276. 

24X Fiche: 50-373, 85/01/08, 8501140159. 


8501310197 Requests that JU McCaffrey be added to distribution list for 
facilities. 

MCCAFFREY. J. W. Illinois, State of. 85/01/23. SCHWENCER, A. 

Licensing Branch 2. Ip. 28655:149. 24X Fiche: 50-373, 85/01/23, 

8501310197. 


— 8501140172 Safety evaluation supporting Amends 20 & 7 to Licenses 
NPF-11 & NPF-IB, respectively. 

* Office of Nuclear Reactor Regulation, Director. 85/01/08. 3pp. 
28378:292. 24X Fi c he: 50-373, 85/01/08, 8501 140159. 


J. Insurance & indemnity information 


8501280262 Forwards Endorsement 2 to MAELU Certificate M-93 & NELIA 
Certificate N-93, Endorsement 3 to MAELU Certificate M-83 & 

NELIA Certificate N-83 & Endorsement 5 to MAELU Certificate 
M-71. 

□STER, U. Commonwealth Edison Co. 85/01/16. SALTZMAN, J. Assistant 
Director for State & Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000, 85/01/16, 8501280262. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Washington, DC re recent experiences at operating 
plants. List of attendees end. _ 

e ACRS - Advisory Committee on Reactor Safeguards. 84/12/15, 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche: 50-000, 84/12/15, 8501300274. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FOZA request for six categories of 
documents re application of “Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information & Resource Service. 5pp, 28525:241. 24X 

Fiche: 50-000,84/06/21. 8501230111. 


—8501230158 Submits concurrence for proposed amend for plant involving 
numerous changes to Tech Specs. Format & approach to 
handling large vol of changes acceptab le. Suggests areas of 
notice that need mod. 

GRAY, jr. Office of the Executive Legal Director. 84/05/18. 
BOURNIAiA. NRC - No Detailed Affiliation Given. 6pp. 28525:247. 
24X Fiche: 50-000, 84/06/21, 8501230111, 


—8501230321 Opposes proposed NSHC finding for Tech Specs rev for Unit 1 
since ibvfficient support lacking. Not dear that Units 1 & 2 
Tech Spec ch*ng»5 identical. 

WDODHEAD, C. P. NRC - No Detailed Affiliation Given. 84/02/06. 
BOURNIAiT. NRG - No Detailed Affiliation Given. Ip. 28525:286. 

24X Fiche; 50-000^ 84/06/21, 8501230111. 


8501020002 Forurards Amend: 6 to License NPF-18 & safety evaluation. Amend 
revises Tech Specs to reflect reactor scram on low CRD pump 
discharge pressure mod as required for completion by 
License Condition 2, C. ( 7 ).. 

SCHWENCER, A. Licensing fliranch 2. 84/12/17. FARRAR, D.L, 

Commonwealth Edison Co. 2pp. 28169:250. 24X Fiche: 50-374, 84/12/17, 

8501020002. 


8501160291 Application for amends to Licenses NPF-ll & NPF-IB, extending 
deadline until 851130 for full compliance w/lOCFRSO. 49 re 
environ qualification of electrical equi pment. Justification 
end. Fee paid, 

MARSHALL, J. 0. Commonwealth Edison Co. 85/01/08. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 6pp. 28411:246. 

24X Fiche: 50-373, 85/01/08, 8501160291. 


8501170202 Requests extension of scheduler requirements for 
mod & test completion for environ qualification of 
electrical equipment. Equipment will be in full compliance 
W/10CFR50. 49 by 851 130. Justification end, 

MARSHALL, J. G. Commonwealth Edison Co. 85/01/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 11pp. 28422:001. 

24X Fiche: 50-373, 85/01/08, 8501170202. 


8501150305 Confirms 850108 telcon re util commitment to implement mods, 
per Generic Ltr 84-23, prior to restarting after second 
refueling outage for Unit 1 & first refueling outage for 
Unit 2. 

ALEXANDER, G. Commonwealth Edison Co. 85/01/09. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. Ip. 28388: 105. 24X 

Fiche: 50-373, 85/01/09, 8501150305. 


8501240295 Application for amend to Licenses NPF-11 & NPF-18, revising 
Tech Specs to correct kW capacity for voltage variation in 
standby gas treatment sys duct heater. Fee paid. 

RYBAK, B. Commonwealth Edison Co. 85/01/15. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 28532: 150. 24X 

Fiche: 50-373,85/01/15, 8501240295. 


— 8501240303 Proposed Tech Spec correcting kW capacity for voltage 
variation in standby gas treatment sys duct heater. 

* Commonwealth Edison Co. 85/01/15. 3pp. 28532:154. 24X 

Fiche; 50-373, 85/01/15, 8501240295. 


8501280130 Notification of 850205 meeting w/util in Bethesda, MO to 
discuss slenderness ratio & unbraced length. Agenda end. 

BOURNIA,A. Licensing Branch 2. 85/01/22. SCHWENCER, A. Licensing 

Branch 2. 5pp. 28574:343. 24X Fiche: 50-373, 85/01/22, 8501280130. 


Q. Inspection reports, IE Bulletins & correspondence 


BS0108052B Forwards Insp Repts 50-237/84-15,50-249/84-14,50-254/84-15, 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 & 

50-374/84-32 on 840815-1207 & notice of violation. 

SPESSARD, R. L. Region 3. Office of Director. 84/12/11. REED, C. 
Commonwealth Edison Co. 2pp. 28244:343. 24X Fiche; 50-000, 84/12/11, 

8501080528. 
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—8501080544 Insp Repts 50“237/84-15> 50-249/84-14, 50-254/84-1 5i 
50-265/84-13, 50-295/84-19, 50-304/84-20, 50-373/84-25 & 
50-374/84-32 on 840815-1207. Noncompliance noted: fai lure to 
implement procurement QA program. 

HASSE, R. A. Region 3, Office of Director. 84/12/11. 13pp. 

28244: 348. 24X Fiche: 50-000, 84/12/11, 8501080528. 


8501020229 Ack receipt of 841212 Itr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-373/84-18 & 

50-374/84-24. 

PAPERIELLO, C. J. Region 3, Office of Director. 84/12/17. REED, C. 
Commonwealth Edison Co. Ip. 28153:223. 24X Fiche: 50-373, 84/12/17, 

8501020229. 


— 8501020237 Responds to NRC 841107 Itr re violations noted in Insp Repts 
50-373/84-18 8e 50-374/84-24. Correc tive acti ons: procedure 
will be revised to provide followup messages to offsite 
authorities bg 850101. 

FARRAR, O.L. Commonwealth Edison Co. 84/12/12. KEPPLER, J. G. 

Region 3, Office of Director. 4pp. 28153:224. 24X 

Fiche: 50-373, 84/12/17, 8501020229. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack Itr will be issued. 

KEPPLER, J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


8501170126 Forwards Insp Repts 50-373/84-28 & 50-374/84-36 on 
841030-1204. 

NORELZUS, C. E. Region 3, Office of Director. 84/12/26. 

O'CONNOR, J. J. Commonwealth Edison Co. 2pp. 28445:172. 24X 

Fiche: 50-373, 84/12/26, 8501170126. 


— 8501170128 Insp Repts 50-373/84-28 & 50-374/84-36 on 841030-1204. 
Noncofflpliance noted; failure of operator to recognize 
abnormal condition, re standby gas treatment train & failure 
to conduct proper shift turnover. 

CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/14. 13pp. 

28445: 174. 24X Fiche: 50-373, 84/12/26, 8501170126. 


8501100363 Forwards listed charts re history of plant enforcement 
actions, per Region III 841207 enforcement conference. 

Modified charts will be sent w/notice of violation. 

NORELIUS, C. E. Region 3, Office of Director. 84/12/27. REED, C. 
Commonwealth Edison Co. 6pp. ■28350:166. 24X Fiche: 50-373, 84/12/27, 

8501100363. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J.O. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche; 50-000, 84/12/28, 

8501100475. 


8501160575 Forwards Insp Repts 50-373/84-29 & 50-374/84-37 on 
841030-1217 Sc notice of violation. 

SHAFER, W.D. Region 3. Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28420:161. 24X Fiche; 50-373, 84/12/28, 

8501160575. 


—8501160590 Notice of violation from insp on 841030-1217. 
SHAFER, W. Region 3, Office of Director. 84/12/28. Ip. 
28420: 163. 24X Fiche: 50-373, 84/12/28, 8501160575. 


— 8501160599 Insp Repts 50-373/84-29 & 50-374/84-37 on 841030-1217. 
NancompXiance noted: failure to adhere to Procedures 
LJS-RT-OO tt LCP 820-22 re reactor water cleanup & high 
differential flow St source response testing, respectively. 
CHRISSOTIMOS, N. Region 3, Office of Director. 84/12/28. 9pp. 
28420; 164. 24X Fiche: 50-373, 84/12/28, 8501160575. 


8501220005 Forwards Insp Repts 50-373/84-31 Sc 50-374/84-38 on 841126-29 
Sc 1203-04 St notice of violation. 

PAPERIELLO, C.U. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28507:267. 24X Fiche: 50-373, 84/12/28, 

8501220005, 


— 8501220006 Notice of violation from insp on 841126-29 Sc 1203-04. 
PAPERIELLO, C. J. Region 3, Office of Director. 84/12/28. Ip. 
28507; 269. 24X Fiche; 50-373, 84/12/28, 8501220005. 


— 8501220007 Insp Repts 50-373/84-31 Sc 50-374/84-38 on 841126-29 Sc 
1203-04. Violation noted: fai lure to establish proper liquid 
monitor alarm/trip setpoint. 

MILLER, D.E., GREGER, L. R. Region 3, Office of Director. 84/12/28. 
9pp. 28507:270. 24X Fiche: 50-373, 84/12/28. 8501220005. 


8501160163 Responds to NRC 841128 Itr re violations noted in Insp Repts 
50-373/84-26 Sc 50-374/84-33. Corrective actions: feedwater 
check valves repaired Sc passed leak rate tests. Unit 2 valves 
will be tested at next outage of sufficient duration. 

FARRAR. D.L. Commonwealth Edison Co. 85/01/04. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 28410:257. 24X Fiche: 50-373, 85/01/04, 

8501160163. 


8501220210 Forwards Insp Repts 50-373/84-32 Sc 50-374/84-39 on 
841127-1211 Sc notice of violation. 

LITTLE, W.S. Region 3, Office of Director. 85/01/04. REED, C. 
Commonwealth Edison Co. 2pp. 28504:344. 24X Fiche: 50-373, 85/01 /04, 
S501220210. 


— 8501220216 Notice of violation from insp on 841127-1211. 

LITTLE, W.S. Region 3, Office of Director. 85/01/04. 2pp. 
28504:346. 24X Fiche: 50-373, 85/01/04, 8501220210. 


— 8501220227 Insp Repts 50-373/84-32 Sc 50-374/84-39 on 841127-1211, 
Noncompliance noted: failure to provide adequate control of 
calibr tools Sc gauge instruments Sc failure to follow 
documented procedures. 

WALKER, H. A., MALLOY, J. A. , TAYLOR, T. E. Regions, Office of 
Director. 85/01/04. 14pp. 28504:348. 24X Fiche: 50-373, 85/01/04, 

8501220210. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e; 50-000, 85/01/1 5, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 

Response (Post 830103). 85/01/17. Consolidatecf Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 65/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 20692:186. 24X Fiche; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN/ E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York/ Inc. ia9pp. 28692:001, 24X Fiche; 50-000/ 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rapt CE-i-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 20692:295. 24X Fiche: 50-000/ 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501240056 Monthly operating repts for Nov 1984. W/B4121 1 Itr. 

DUS,R. S. , DIEOERIGH, 0. J. Commonwealth Edison Co. 84/11/30, 29pp. 

28543:111. 24X Fiche: 50-373, 84/11/30, 8501240056. 
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S. Reportable occurrences, LERs it related correspondence 


8501180247 Responds to FQIA request for documents re operation of plant 
produced since 840101 Sc operation ui/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
FDR. 

FELTON, J, M. Division of Rules and Records. 84/07/10. BELL# N. 
Nuclear Information & Resource Service. 2pp. 28482:227. 24X 

Fiche: 50-000, 84/07/10, 8501180247. 


— 8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events occurred at Grand Oulf during Sept 1983. 

BLACK. K.N. Director's Office. 83/10/04. IPPOLITO, T. Director's 
Office. 4pp. 28482:286. 24X Fiche: 50-000, 84/07/10, 8501 180247. 


8501020425 LER 84-076-00: on 841120, turbine bypass sys declared 
inoperable when solenoid on bypass valves showed infinite 
resistance. Caused by malfunctioning solenoid. Solenoid 
valve assembly replaced. W/841217 Itr. 

ULLRICH, J.# DIEDERICH. 0- J. Commonwealth Edison Co. 84/12/17. 3pp. 
28153: 058. 24X Fiche: 50-374, 84/12/17, 8501020425. 


8501030253 LER 84-079-00: on 841121, reactor water cleanup sys isolated 
on high differential flow. Caused by addl sys perturbation. 

Sys restarted. W/841218 Itr. 

REIS, J. B. , DIEDERICH, 0. J. Commonwealth Edison Co. 84/12/18. 4pp. 
28190:205. 24X Fiche: 50-374. 84/12/18, 8501030253. 


8501030400 LER 84-080-00; on 841121, vacuum breaker 2PC001A tripped & 
containment venting occurred. Caused by primary containment 
chiller trip. Pressure equalized tt breaker closed. W/841218 
Itr. 

SPRUNGER, C. K. , DIEDERICH, G. U. Commonwealth Edison Co. 84/12/18. 
4pp. 28208: 094. 24X Fiche: 50-374, 84/12/18, 8501030400. 


8501080541 LER 84-081-00: on 841 127, vacuum breaker valve 2PC001A opened 
to equalize slight differential pressure between primary 
containment Ic suppression pool. Caused by venting of primary 
containment w/vent it purge sys. Breaker closed, W/841220 Itr. 

SPRUNGER, C. K. , DIEDERICH, G. J. Commonwealth Edison Co. 84/12/20. 

4pp. 28244:313. 24X Fiche: 50-374, 84/12/20, 8501080541. 


8501140369 LER 84-069-01: on 840912, turbine stop valves 1,3 *e 4 opened, 
giving Group I isolation signal & closing main steam drains. 

Caused by lug on electro-hydraulic control 2 not crimped 
correctly. W/841228 Itr. 

FOSTER, J.H., DIEDERICH, G. J. Commonwealth Edison Co. 84/12/28. 4pp. 
28378:053. a4X Fiche: 50-374, 84/12/28, 8501140369. 


8501180149 LER 84-082-00: on 841207, rectangular hold discovered in top 
of entrance way to condenser water box, compromising positive 
control over high radiation entry. Caused by design 
oversight. Hole blocked. W/641228 Itr. 

LAWLESS, F. R. , DIEDERICH, G. U. Commonwealth Edison Co. 84/12/28. 

3pp. 28465:162. 24X Fiche: 50-374, 84/12/28, 8501180149. 


8501210170 LER 84-083-00: on 841208, primary containment vacuum 
breaker A cycled open it closed. Caused by differential 
pressure between suppression pool & drywell. No corrective 
action needed. W/841228 Itr. 

WITTENBURG,K. C. , DIEDERICH, G. J. Commonwealth Edison Co. 84/12/28. 
3pp. 28501:189. 24X Fiche; 50-374, 84/12/28, 8501210170. 


8501160495 LER 84-084-00: on 841214, eetpoint for trip of 2E31-N602B 
module actuated outside allowable tolerance. Cause unknown. 

Spars module calibr & installed. Work request written to 
continue investigation, W/B50102 Itr. 

WITTENBURO, K. C, , DIEDERICH, G. J. Commonwealth Edison Co. 85/01/02. 
3pp. 28420:094. 24X Fiche; 50-374, 85/01/02, 8501160495. 


0501170288 LER 84-085-00; on 841214, reactor scram 8t turbine trip 
occurred. Caused by vibration trip signal from loose circuit 
board connection in turbine supervisory sys. Vibration card 
reinstalled. W/8501Q3 Itr. 

KOENIG, R., DIEDERICH, G. J. Commonwealth Edison Co. 85/01/03. 3pp. 
28445: 203. 24X Fiche: 50-374, 85/01/03, 8501170288, 


85012803:^ lER 84-086-00: on 841217* damaged strut discovered on RHR sys 
2C test return line to suppression pool. Caused by removal of 
bolt. Strut reinstalled If support connections inspected. 

w/esoloe itr. 

SZUliSKl, D. R. , DIEDERICH, G. J. Commonwealth Edison Co. 85/01/00. 

7p p . 2B614: 1 59. 24X Fi ch # : 50-374, 05/01 /d&, 050 1 280339. 

8501250539 LER 84'!^8-00: on 84122 b, vacuum breaker valve opened to 
equalize pressure difference between suppression pool it 
drywell. Caused by operating hydrogen recomb Iner. No further 
action required. U/850109 Itr. 

SPRUNGER, C. K. , DIEDERICH. G. J. Commonwealth Edison Co. 85/01/09. 

3pp. 28562:204. 24X Fiche; 50-374, 85/01/09. 8501250539. 


8501280354 LER 84-087-00: on 841224, HPCS pump suction valve to 
suppression pool opened. Caused by high suppression pool 
level due to valve cycling Sc minor leakage. Pool level 
lowered to normal level. W/8501 09 Itr. 

KOENIG, R.D., DIEDERICH, G. J. Commonwealth Edison Co. 85/01/09. 3pp. 
28614:166. 24X Fiche: 50-374, 85/01/09, 8501280354. 


8501240013 LER 84-089-00: on 84121 5, reactor water cleanup sys isolated 
on high differential flow. Caused by density difference 
between actual process water it calibr setpoints. Isolation 
setpoint basis investigation continuing. W/8501 10 Itr. 

SHIELDS, J. M. , DIEDERICH, G. J. Commonwealth Edison Co. 85/01/10. 
3pp. 28542:171. 24X Fi che: 50-374. 85/01 /lO, 8501240013. 


8501240278 LER 84-090-00: on 841216, primary containment vacuum breaker 
A cycled open & then c losed. Caused by temp/pressure decrease 
in primary containment due to operation of vent Sc purge sys 
or startup of containment chiller. W/850110 Itr. 

WITTENBURG, K. C. , DIEDERICH, G. J. Commonwealth Edison Co. 85/01/10. 
3pp. 28542:259. 24X Fiche: 50-374, 85/01 / 10, 8501240278. 


8501290263 LER 84-091-00: on 841219, vacuum breaker 2PC001A cycled as 
result of equalizing pressure difference between primary 
containment drywell Sc suppression pool. Caused by increased 
water level in suppression pool. W/850111 Itr. 

SPRUNGER, C. K. , DIEDERICH, G. J. Commonwealth Edison Co. 85/01/11. 
3pp. 28640:006. 24X Fiche: 50-374, 85/01/11, 8501290263. 


8501290342 LER 84-092-00: on 841220, primary containment chiller A 
tripped, causing containment air temp Sc pressure to increase. 
Vacuum breake-r 2PC001A opened. Caused by error in 
troubleshooting. W/8501 11 Itr. 

SPRUNGER, C. K. , DIEDERICH, 0. J. Commonwealth Edison Co. 85/01/11. 
3pp. 28639:273. 24X Fiche: 50-374, 85/01 /ll, 8501290342. 


8501230138 PNO-I I 1-85-007: on 850114, alert declared due to standby gas 
treatment sys trains being inoperable. Caused by licensee 
replacing heaters on trains to meet 20 kW surveillance 
requirements. Alert removed Sc power reduction stopped. 

CHRISSOTIMDS,N. , SHAFER, W. Region 3, Office of Director. 85/01/15. 
Ip. 28513:201. 24X Fiche: 50-373, 85/01/ 15, 8501230138. 


8501230287 PNO-I 12-85-006: on 850114, two automatic depressurization 
valves Sc one LPCI pump inoperable. Caused by low pressure in 
valve accumulators due to maint. Pressure found acceptable. 

No corrective action planned. 

CHRZSS0T1M0S,N, , SHAFER, W. Region 3, Office of Director. 85/01/15. 
Ip. 28514:073. 24X Fi che: 50-374, 85/01/15, 8501230287. 


8501250532 LER 84-093-00: on 841220, reactor water cleanup sys isolated 
on high differential flow. Caused by sys flow perturbations 
combined w/watcr temp, pressure & density differences. Sys 
restarted. W/850116 Itr. 

REI8,J. B. , DIEDERICH, G. U. Commonwealth Edison Co. 85/01/16. 6pp. 
28562:170. 24X Fiche; 50-374, 85/6I/16,"e501250532. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


A. Applicetion/construction stage documents Sc correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be pieced 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24. WILLIAMS, O. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— B50118010B SER re environ qualif ication of electric equipment important 
to safety St safety-related mechanical equipment. 

* Equipment Qualification Branch, 83/03/02. 55pp. 28467:006. 

24X Fiche; 50-000, 84/05/24, 8501180069. 


— 8501180272 "Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Waterford Steam Electric Station, Unit 3." 

HOLLOWAY, E. R. , YOST, M. W. EGScG, Inc. FIN A-6415. EOG-EA-^200. 

83/03/31. NRC - No Detailed Affiliation Given. 31pp. 

28467: 245. 24X Fiche; 50-000, 84/05/24, 8501 1 80069. 


8501280154 FOIA request for documents re review of util proposed fuel 
loading. 

GARDE, B. P. Government Accountabi lity Project. 84/05/31. Division 
of Rules and Records. 2pp. 28633:335. 24X Fiche: 50-382, 84/05/3 

8501280154. 


8501280366 FOIA request for ell documentation re formation of Waterford 
3 it Comanche Peak task forces. 

GARDE, B.P, Government Accbuntebility Project, 1^4/05/31, Office 
of Administration. 2pp. 28635:139, 24X Fiche: 50-000, 84/05/31, 

8501280366. 
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8501280376 Responds to FOIA request for all records re formation of 
Waterford 3 & Comanche Peak task forces. Foruiards documents 
listed in app. Documents also available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/08/07. GARDE. B. P. 
Government Accountability Project. 2pp. 28635:141. 24X 

Fiche: 50-000, 84/08/07. 8501280376. 


— 8501280386 Notifies of changes in div organizational alignment due to 
(Workload, limited resources & high priority projects. 

Permanent alignment & temporary task forces for Waterford & 
Comanche Peak projects presented. 

DENISE. R.P. Division of Resident. Reactor Project U Engineering 
Programs. 84/03/22. Division of Resident. Reactor Project & 
Engineering Programs. 10pp. 28635:143. 24X Fiche: 50-000. 

84/08/07. 8501280376. 


— 8501280407 Unapproved "Waterford Unit 3 Open Items Mgt Program. " 
DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. COLLINS. J. T. Region 4. Office of Director. 

84/04/30. 14pp. 28635:157. 24X Fich e: 50-000. 84/08/07. 8501280376. 


8501280160 Responds to FOIA request it 840706 Itr for documents re 
view of util proposed fuel loading. Documents in app 
available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/08/09. GARDE. B. P. 
Government Accountability Project. 2pp. 28633:337. 24X 

Fiche: 50-382. 84/08/09. 8501280160. 


8501030398 Forwards draft License NPF-26 for fac i lity. Draft license 
should be reviewed to ensure that info accurately reflects 
commitments required by applicant as described in FSAR it 
other documentation. Comments requested by 841129. 

NOVAK. T. M. Assistant Director for Licensing. 84/11/27. 

LEDDICK. R. 8. Louisiana Power it Light Co. 11pp. 28201:001. 24X 

Fiche; 50-382. 84/11/27, 8501030398. 


8501080445 Summary of 841108 meeting w/C-E & Core Protection 
Calculators Owners Group re long-term improvement program. 
Detailed description of program will be presented in Apr 
1985. List of attendees end. 

LEE. R. S. Operating Reactors Branch 3. 84/12/09. MILLER, J.R. 

Operating Reactors Branch 3. 3pp. 28271:105. 24X 

Fiche: 50-000, 84/12/09. 8501080445. 


8501220436 Forwards executed certificate of pollution control 
facilities for plant. described in Exhibit A to 841127 
request, 

DENTON, H. R. Office of Nuclear Reactor Regulation. Director, 
64/12/14. LEDDICK. R. S. Louisiana Power Sc Light Co. 3pp. 
28518:360. 24X Fiche: 50-382. 84/12/14. 8501220436. 


8501300445 Responds to Generic Ltr 84-24 certifying environ 
qualif ication program. Gualificatipn prpgrain encompasses all 
safety-related equipment located in harsh environ. 

COOK.K. W. Louisiana Power Sc Light Co. 85/01/28. EISENHUT. D. G. 
Division of Licensing. 4pp. 28641:349. 24X Fiche: 50-382. 85/01/28. 

8501300445. 


E. NRC Safety Evaluation Report (8ER). suppls Sc correspondence 


85011B0069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS. 0. 0. 

JRA Associates, 3pp. 28467:002, 24X Fiche: 50-000. 84/05/24. 

8501180069. 


8501080038 Forwards S8ER 8 (NUREO-0787) re application for OL. W/o end. 
KNIGHTON, G. W. Licensing Branch 3, 84/12/13. LEDDICK. R. 8. 

Louisiana Power Sc Light Co. 3pp. 28268:301. 24X 

Fiche: 50-382. 84/12/13. 85010800:^. 


8501220269 Forwards 88ER 9 (NURe 6-07B7). W/o end. 

KNIGHTON. G. W. Licensing Branch 3. 85/01/11. LEDDICK. R. 8. 

Louisiana Power Sc Light Go. 3pp. 28520:088. 24X 

Fiche: 50-382. 85/01/11. 8501220269. 


8501180052 Board Notification 85-006: informs Commission of issuance of 
end 88ER <NURE0-0787) . 8upp 1 grovides results of NRC 
evaluation of approx 350 allegations Sc const of basemat. 

EISENHUT. D. 0. Division of Licensing. 85/01/14. PALLADINO. ROBERTS. 
A88ELST1NE Commissioners. 2pp. 28679:001. 24X 

Fiche: 50-382. 85/01/14. 8501180052. 


F. Security, medical, emergency & fire protection plans 


8501160323 Ack receipt of 840618 ltr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness Appraisal 
Rept 50-382/84-23. Review of comments to 840507-11 followup 
appraisal complete. 

GAGLIARDO. J. E. Region 4, Office of Director. 84/07/24. 

LEDDICK. R.S. Louisiana Power Sc Light Co. 2pp. 28420:238. 24X 

Fiche: 50-382. 84/07/24. 8501160323. 


8501160333 Responds to NRC 840511 insp exit meeting re violations noted 
in Emergency Preparedness Appraisal Rept 50-382/84-23. 

Corrective actions: responsibilities Sc authorities of shift 
supervisor clarified. 

LEDDICK. R.S. Louisiana Power Sc Light Co. 84/06/18. JOHNSON, E. H. 
Region 4. Office of Director. 8pp. 28420:240. 24X 

Fiche: 50-382. 84/07/24. 8501160323. 


8501160251 Ack receipt of undated ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-382/84-23. 

Implementation of corrective actions will be reviewed during 
future insp. 

GAGLIARDO. J. E. Region 4. Office of Director. 84/08/02. 

LEDDICK. R.S. Louisiana Power Sc Light Co. 2pp. 28420:281. 24X 

Fiche: 50-382. 84/08/02, 8501160251. 


— 8501160262 Responds to NRC 840607 ltr re deviations noted in Insp Rept 
50-382/84-23. Corrective actions: flashing strobe lights will 
suppl public address sys in high-noise areas Sc onsite 
personnel training will be completed by fuel load. 

LEDDICK. R.S. Louisiana Power Sc Light Co. 84/08/22. COLLINS. J.T. 
Region 4. Office of Director. 2pp. 28420:283. 24X 

Fiche: 50-382. 84/08/02, 8501160251. 


8501030289 Ack receipt of 840906 ltr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness Appraisal 
Rept 50-382/83-08. 

GAGLIARDO. J. E. Region 4, Office of Director. 84/12/19. 

LEDDICK, R.S. Louisiana Power Sc Light Co. Ip. 28189:070. 24X 

Fiche: 50-382. 84/12/19. 8501030289. 


—8501030298 Responds to violations noted in Emergency Preparedness 
Appraisal Rept 50-382/83-08. Corrective actions: operator 
walk-throughs of radiation monitoring sys completed 840830. 

COOK, K. W. Louisiana Power Sc Light Co. 84/09/06. COLLINS, J. T. 
Region 4. Office of Director. Ip. 28189:071. 24X 

Fiche: 50-382. 84/12/19. 8501030289. 


8501070113 Forwards Physical Security Insp Rept 50-382/84-44 on 
841029-1102. No violation noted. 

GAGLIARDO. J. E. Region 4. Office of Director. 84/12/26. 

LEDDICK. R.S. Louisiana Power Sc Light Co. 2pp. 28218:291. 24X 

Fiche: 50-382. 84/12/26. 8501070113. 


— 8501070117 Physical Security Insp Rept 50-382/84-44 on 841029-1102. No 
violation noted. Major areas inspected: security-related 
testing S* maint assessment aids Sc action on previous Insp 
findings. Details withheld <ref 10CFR73.21). 

KELLY. J. A., CALDWELL. R. A. . EVANS. A. Region 4. Office of Director. 
84/12/26. 2pp. 28218:293. 24X Fiche : 50-382. 84/12/26. 8501070113. 


8501220447 Requests addl info re spurious signals analysis for 
post-fire safe shutdown. based on review of 841130 
“Associated Circuits Analysis, " Response requested by 
850111. 

KNIGHTON. G. W, Licensing Branch 3, 84/12/26. LEDDICK. R. S. 

Louisiana Power Sc Light Co. 5pp. 28519:320. 24X 

Fiche: 50-382. 84/12/26. 8501220447. 


8501070347 Forwards proprietary Sc nonproprietary versions of Revs 5. 4 Sc 
4 to Emergency Plan Implementing Procedures EP-2-130. 

EP-2-190 Sc EP‘^3-070. respectively. Proprietary version 
containing personal info withheld. 

COOK. K, W. Louisiana Power tc Light Co. 85/01/03. KNIGHTON. G. W, 
Licensing Branch 3, 3pp. 28204:023. 24X Fiche: 50-382, 85/01/03. 

8^01070347, 


— 8501070352 Revs 5. 4 Sc 4 to Emergency Plan Implementing Procedures 
EP-2-130 re emergency team assignments. EP-2-190 re personnel 
accountability Sc J^-3 t> 070 re emergency communications sys 
r out in-a testing, rasp tetiveiy, Personal info withheld, 
BARKHURST.R.P., KENNING. R.W. Louisiana Power Sc Light Co. 

85/01/03. 63pp. 28204: 027. 24X Fiche: 50-382. 85/01/03. 8501070347. 


8501090262 Forwards scheduli of corrective act ions for Category B 
deficiencies identified during 840208 offsite rediolpgicel 
emergency preparedness exercise. Based on exercise results Sc 
corrective action schedule, preparadness considtred adaquata, 
KRIMM. R. W. Federal Emergency Menagement Agancy. 85/01/07. 
JORDAN.E. L. Division of Emtrgency Preparadness Sc Engineering 
Response (Post 830103). 12pp. 28258:237. 24X Fiche: 50-382. 

85/01/07. 8501090262. 
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B501100&21 Generic Ltr 85-01 to all power reactor licensees It all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718:161. 24X 

F i c h e : 50-000* 85/01 /09. 8501 1 0062 1 . 


8501140207 Requests extension of deadline for submittal of addl info re 
App R spurious signal analysis* from 850111 to 0211. Initial 
review indicates relatively few hot standby components 
susceptible to fuse blowing scenario. 

COOK* K. W. Louisiana Power It Light Co. 85/01/10. KNIGHTON* G. W. 
Licensing Branch 3. 2pp. 28361:231. 24X Fiche: 50-382* 85/01/10* 

8501140207. 


85012B0357 Notifies that telephone company will modify Health Physics 
Network equipment at site during wk of 850128. Requests 
personnel access to site It util contact for equipment 
locations. 

KAY. B. J. Region 4* Office of Director. 85/01/22. LEDDICK* R. S. 
Louisiana Power St Light Co. Ip. 28565: 176. 24X 

Fiche: 50-382* 85/01/22* 8501280357. 


8501290324 Requests exemption from 10CFR50*App E. Section IV. F, 1 re 
requirement that full participation emergency preparedness 
exercise be conducted within 1 yr prior to amend removing 
5% power limitation license condition. 

LEDDICK, R.S. Louisiana Power It Light Co. 85/01/25. KNIGHTON* G. W. 
Licensing Branch 3. 4pp. 28616:033. 24X Fiche: 50— 382* 85/01/25, 

8501290324. 


G. Adjudicatory correspondence 


8501280367 Further response to 830628 FOIA request for all SECY papers 
issued in 1982. Forwards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOIA Exemption 
5). 

FELTON, J.M. Division of Rules and Records. 84/06/13. WEISS, E, R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche: 50-293* 84/06/13* 8501280367. 


— 8501280411 Commission paper re sua sponte issue concerning need for 
addl primary sys depressurization capability. Info partially 
withheld. 

MALSCH, M. G, Office of the General Counsel. REMICK, F. J. Office of 
Policy Evaluations. SECY-82-160. 82/04/15. Commissioners. 

App. 28636:008, 24X Fiche: 50-000, 84/06/13, 8501280367. 


8501070001 provides response to ASLAB 641219 communication. No info 
which might be disclosed to parties under protective order 
available. Served on 850104. 

HAYES, B.B. Office of Investigation. #185 928. 84/12/24, 

KOHL, C. N, * JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. 2pp. 28205:357. 24X Fiche: 50-382, 84/12/24, 

8501070001. 


8501040076 Forwards fully executed affidavit of M Reich, CA Miller Ic 
CJ Costantino re review of design issues concerning adequacy 
Ic structural integrity of base mat in response to ALAB-786. 

TURK,S, E. Hearing Branch 3. #185 913. 84/12/31. KOHL, C. N, , 

WILBER/H. A. , JOHNSON, W.R. Atomic Safety and Licensing Appeal Panel. 
Ip. 28182:199. 24X Fiche; 50-382. 84/12/31, 8501040076. 


—8501040084 Affidavit of M Reich, CA Miller l< CJ Costantino re review of 
design issues concerning adequacy Ic structural integrity of 
base mat. Concrete cracks Ic vertical walls on base mat do not 
present significant issue affecting safety. 

REICH, M.> MILLER, C. A. NRC - No Detailed Affiliation Given. 

REICH, M. BrooVhaven National Laboratory. 84/12/19. 7pp. 

28182: 200. 24X Fiche: 50-382, 84/12/31, 8501040076. 


8501070610 Advises that 841224 ltr insufficient response to ASLAB 
841219 order directing that info re investigations of 
facility be supplied in writing by 850114. Confidentiality of 
matl presented will be protected. Served on 850104. 

KOHL, C. N. , JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. #185 943. 85/01/03. HAYES, B.B. Office of 

Investigation. 2pp. 28216:342. 24X Fi che: 50-382, 85/01/03, 

8501070610. 


8501090224 Advises that citation of ALAB-72B Ic CLI-B3-32 inadvertently 
omitted from 841221 response to pending motion to reopen 
record Ic admit three new contentions. 

TURK. S. E. hearing Branch 3. #185 976. 85/01/04. KOHL, C. N. , 

WILBER, H. A., JOHNSON, W. R. Atomic Safety end Licensing Appeal Panel. 
Ip, 28254:193. 24X Fiche: 50-382, 85/01/04, B501090224. 


8501100410 Forwards listed documents re facility basemat cracking. Svc 
list encl. Related correspondence. 

CHURCHILL, B, W. Shaw, Pittman, Potts Sc Trowbridge. CHURCHILL, B. W. 

Louisiana Power Ic Ligh t Co. #185 987. 85/01/04, KOHL, C. N. , 

JOHNSON, W. R, , WILBER, H. A. Atomic Safety and Licensing Appeal Panel. 
77pp. 28297:178. 24X Fiche: 50-382, 85/01/04, 8501100410. 


8501100309 Applicant reply to NRC 841217 basemat submittal in answer to 
Joint Intervenor 831212 motion to reopen record in 
proceeding & in response to ALAB-786. Crac k s do not affect 
structural adequacy of basemat. 

CHURCHILL, B. W. Louisiana Power & Light Co. CHURCHILL. B. W. Shaw, 
Pittman, Potts & Trowbridge. #185 986. 85/01/07. 16pp. 28297:255. 

24X Fiche: 50-382, 85/01/07, 8501100309. 


— 8501100324 Affidavit of JL Ehasz supporting conclusion that cracks 
do not significantly affect structural adequacy of facility 
basemat. Related correspondence. 

EHASZ, J. L. Louisiana Power Sc Light Co. EHASZ, J. L. Ebasco 
Services, Inc. (subs, of Enserch Corp. ). 85/01/07. 67pp. 

28297: 271. 24X Fiche: 50-382, 85/01/07, 8501100309. 


— 8501100329 Affidavit of MJ Holley supporting conclusion that cracks 
do not significantly affect structural adequacy of facility 
basemat. Related correspondence. 

HOLLEY, M.J. Louisiana Power & Light Co. HOLLEY, M. J. Hansen, 
Holley & Biggs, Inc. 85/01/04. 27pp. 28297:339. 24X 

Fiche: 50-382, 85/01/07, 8501100309. 


— 8501100334 Affidavit of KU Cook supporting conclusion that cracks 
do not significantly affect structural adequacy of facility 
basemat. Related correspondence. 

COOK.K, W. Louisiana Power Ic Light Co. 85/01/03. 7pp. 28298:004. 
24X Fiche; 50-382, 85/01/07, 8501 100309. 


— 8501100343 Affidavit of RF Burski supporting conclusion that cracks 
do not significantly affect structural adequacy of facility 
basemat. Certificate of Svc encl. Related correspondence. 

BURSKI, R.F. Louisiana Power le Light Co. 85/01/03. 7pp. 

28298: Oil. 24X Fiche: 50-382, 85/01/07, 8501100309. 


8501100752 Applicant answer to NRC staff motion for clarification 
le/or reconsideration re concrete basemat & QA. QA motion 
lacks presentation of matters. Decision on QA motion should 
be reconsidered. Certificate of Svc encl. 

CHURCHILL, B. W. Shaw, Pittman, Potts & Trowbridge. CHURCHILL, B. W. 
Louisiana Power Ic Light Co. #185 004. 85/01/08. Atomic Safety 

and Licensing Appeal Panel. 9pp. 28308:281. 24X 

Fiche: 50-382, 85/01/08, 8501100752. 


8501180187 Responds to ASLAB 841219 order requesting info re 11 ongoing 
investigations by Ofc of Investigations (01 ). Submission of 
01 l( OELD written rept Ic 01 views on disclosure provides 
adequate response. 

TUCK, S. E. Hearings Division. #185 155. 85/01/14. KOHL, C. N. , 

JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing Appeal Panel. 
2pp. 26455:060. 24X Fich e: 50-382, 85/01 /14, 8501 180167. 


8501170223 Forwards rept summarizing 12 investigations concluded by Ofc 
of Investigations. Info in rept may not be disclosed to 
parties under protective order. Rept to be treated as ex 
parte in camera commun i cati on. W/o end. Served on 850116. 

HAYES, B.B. Office of Investigation. #185 125. 85/01/15. 

KOHL, C. N. * JOHNSON, W. R. , WILBER, H. A. Atomic Safety and Licensing 
Appeal Panel. Ip. 28421:342. 24X Fich e; 50-382, 85/01/15, 8501 170223. 


8501210395 Forwards that encl 850116 ltr be served on all parties in 
proceeding. Served on 850118. 

KOHL, C. N. Atomic Safety and Licensing Appeal Panel. #185 165. 
85/01/16. CLEMENTS* W. L. Docketing Ic Services Branch. Ip. 

28498: 146, 24X Fiche: 50-382* 85/01/16* 8501210395. 


— 8501210398 Concurs w/ELD analysis re G Harstead conflict of interest. 
DIRCKS*W. J. Office of the Executive Director for Operations. 
85/01/16. KOHL*C. N, , JOHNSON* W. R. * WILBER* H. A. Atomic Safety and 
Licensing Appeal Panel. ip. 28498:147. 24X Fiche: 50-382* 

85/01/16* 8501210395. 


—8501210402 Discusses allegation re G Harstead violation of criminal 
conflict of interest laws while employed at NRC. 

Harstead action not egregious. Harstead will not work on 
Waterford project if appointment renewed. 

CUNNINGHAM, G, H. Office of the Executive Legal Director. 85/01/14. 

DlRCKSiW, J, Office of the Executive Director for Operations. 

2pp. 28498:148. 24X Fiche: 50-382, 85/01/16, 8501210395. 


8501210390 Memorandum St order granting clarification Se/or 
reconsideration of ALAB-792 re Joint Interveners S41108 
motion to reopen record in OL proceeding. Served on 850118. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 159. 
85/01/17. TURK,S. E. Office of the Executive Legal Director. 
CHURCHILL, B. W. Long Island Lighting Co. 6pp, 28498:150. 24X 

Fiche: 50-382, 05/01/17, 8501210390. 


8501230371 Forwards NRC staff motion for clarification St/or 
reconsideration of Appeal Board 841212 Memorandum ALAB-792, 
per request. W/o encl. 

TURK, S. E. Hearing Branch 3. #185 199. 85/01/17. BERNABEI/L. 

Government Accountability Project. Ip. 26512:036. 24X 

Fiche: 50-382, 85/01/17, 8501230371. 
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8501210365 Order extending time until 850221 for Commission to act to 
review ALAB-792. Served on 850118. 

CHlLKf S. J. Office of the Secretary of the Commission. #185 164. 
85/01/18. Commissioners. Ip. 28494:262. 24X 

Fiche: 50-382< 85/01/18/ 8501210365. 


8501250370 Motion for leave to file 850111 supplemental affidavit of 
JJ Harrison re Joint Intervener motion to reopen record & 
admit three contentions for litigation. Certificate of Sve 
end. 

BOROENICK/ B. M. Hearing Branch 3. #185 217. 85/01/18. Atomic 

Safety and Licensing Appeal Panel. 5pp. 28549:001. 24X 

Fiche: 50-382/ 85/01/18, 8501250370. 


— 8501250378 Affidavit of JJ Harrison re Joint Intervener motion to 
reopen record & admit three contentions re QA breakdown & 
lack of character & competence to operate plant for 
litigation. 

HARRISON, J. J. Region 3, Office of Director. 85/01/11. 12pp. 

28549: 006. 24X Fiche: 50-382, 85/01/18, 8501250370. 


H. Oeneral correspondence 


8501030164 Informs of establishment of vendor QA organization to 
strengthen util QA program. Summary of changes listed & 
reflected on end organizational chart. Changes will be 
incorporated into future FSAR amend. 

COOK, K. W. Louisiana Power & Light Co. 84/12/27. KNIGHTON, O. U. 
Licensing Branch 3. 2pp. 28162:360. 24X Fiche: 50-382, 84/12/27, 

8501030164. 


8501090251 Requests author addition to correspondence list for listed 
facilities. 

BRINKMAN, C. B. Combustion Engineering, Inc. 85/01/04. KNIGHTON, 6. 
Licensing Branch 3. Ip. 28254:138. 24X Fiche: 50-000, 85/01/04, 

8501090251. 


J. Insurance & indemnity information 


8501110459 Unexecuted Amend 2 to Indemnity Agreement B-92. 

SALTZMAN, J. Assistant Director for State & Licensee Relations. 
84/12/14. 2pp. 28368:352. 24X Fiche: 50-382, 84/12/14, 8501110459. 


P. Operating license stage documents & correspondence 


8501100799 Board Notification 84-190: forwards License NPF-26 & Tech 
Specs authorizing operation at 5% power. Authorization to 
operate at full power requires Commission approval. 

EISENHUT, D. G. Division of Licensing. 84/12/24. Atomic Safety and 
Licensing Appeal Panel. 2pp. 28346:001. 24X Fiche: 50-382, 84/12/24, 

8501100799. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants . " Sve list end. 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120, 


8501030334 TECHNICAL SPECIFICATIONS FOR WATERFORD STEAM ELECTRIC 
STAT10N,UNIT NO. 3. Docket No. 50-382. (Louisiana Power And 
Light Company) 

HOFFMAN, D.R. Office of Nuclear Reactor Regulation, Director. 
NUREG-0973. 84/12/31. 501pp. Available at NRC. *10.00. 

28199: 001. 24X Fiche: 50-382, 84/12/31, 8501030334. 


8501070378 Submits addl info on basemat hairline cracks at facility. 
Cracks documented on 771013,821123 & 820323 not absolutely 
identified w/cracks on 1983 map. Repairs neither structurally 
significant nor pertinent to basemat evaluation. 

COOK, K. W. Louisiana Power & Light Co. 85/01/03. CRUTCHFIELD, D. 
Assistant Director for Safety Assessment, 2pp. 28204:303. 24X 

Fiche: 50-382, 85/01/03, 8501070378. 


6501080084 Forwards tabulation of mi lestones, pro jected & actual dates, 
for sequence of events at faci lity. Amended license granting 
full power operation needed by 850226 to assure commercial 
operation in early June. 

LEDDICK, R. S. Louisiana Power & Light Co. 85/01/04. KNIGHTON, G. W, 
Licensing Branch 3. 3pp. 28233:293. 24X Fiche; 50-382, 85/01/04, 

8501080084. 


6501150119 Forieards Rev 2 to "Pump Sc Valve Inservice Test Plan, " for 
approval. Requests relief from ASME Code, Section XI re 
testing requirements, per 10CFR50. 55, 

COOK, K. W. Louisiana Power Sc Light Co. 85/01/11. KNIGHTON, 0. W, 
Licensing Branch 3. 4pp. 28379:299. 24X Fiche: 50-382, 85/01/11, 

8501150119. 


— 8501150124 Rev 2 to "Pump Sc Valve Inservice Test Plan. " 

* Louisiana Power Sc Light Co. 85/01/07. 180pp. 28379:303. 24X 

Fiche: 50-382, 85/01/1 1 . 8501 1 501 19. 


6501220278 Forwards Rev 2 to response to Issue 19, "Water in Basemat 
Instrume-ntation Conduit. " Final rept on 23 issues will be 
submitted by end of Jan 1985. 

CAIN, J. M. Louisiana Power & Light Co. 85/01/15. EISENHUT, D. G. 
Division of Licensing. 21pp. 28494:016. 24X Fiche: 50-382. 85/01/15, 

8501220278. 


8501230348 Forwards Insp Rept 50-382/84-41 on 840901-1031. No violations 
or deviations identified. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/15. LEDDICK. R.S. 
Louisiana Power S< Light Co. 2pp. 28512:026. 24X 

Fiche: 50-382, 85/01/15, 8501230348. 


— 8501230351 Insp Rept 50-382/84-41 on 840901-1031. No violations or 
deviations noted. Major areas inspected : pump valve 
inservice test program, IE bulletins, plant protection 
sys/computer interface Sc followup on previous findings. 

CONSTABLE, G. L. , FLIPPO.T. A. . WHITTLESEY, K. A. Region 4, Office of 
Director. 84/12/19. 5pp. 28512:028. 24X Fiche: 50-382, 85/01/15, 

8501230348. 


8501220292 Forwards rept on License Condition 16 evaluating potential 
adverse effects of failure of containment coatings on 
post-accident fluid sys. 

COOK,K. W. Louisiana Power & Light Co. 85/01/17. KNIGHTON, G. W. 
Licensing Branch 3. 31pp. 28491:216. 24X Fiche: 50-382, 85/01/17, 

8501220292. 


8501230066 Informs of delay of approx 10 days in achieving Mode 4 (hot 
shutdown) milestone event. Delay due to replacement of 
reactor coolant pump seals & rework of in-core detector 
thermocouple cables. Operation date of 650108 unchanged. 

DRUMMOND, F. J. Louisiana Power 8t Light Co. 85/01/21. KNIGHTON, G. W. 
Licensing Branch 3. Ip, 28516:002. 24X Fiche: 50-382, 85/01/21, 

8501230066. 


Q. Inspection reports, IE Bulletins & correspondence 


8501070053 Responds to IE Bulletin 83-08 re electrical circuit breakers 
w/undervoltagc trip feature. Subj circuit breakers at plant 
do not utilize undervoltage trip feature. Action on bulletin 
complete. 

COOK,K. W. Louisiana Power 8( Light Co. 84/04/04. COLLINS, J.T. 

Region 4, Office of Director. 3pp. 28207:180. 24X 

Fiche: 50-382, 84/04/04. 8501070053, 


8501160323 Ack receipt of 840618 ltr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness Appraisal 
Rept 50-382/84-23. Review of comments to 840507-11 followup 
appraisal complete. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/07/24. 

LEDDICK, R. S. Louisiana Power <( Light Co. 2pp. 28420:238. 24X 

Fiche: 50-382, 84/07/24, 8501160323. 


— 8501160333 Responds to NRC 840511 insp exit meeting re violations noted 
in Emergency Preparedness Appraisal Rept 50-382/84-23. 

Corrective actions: responsibilities & authorities of shift 
supervisor clarified. 

LEDDICK, R.S. Louisiana Power ft Light Co. 84/06/18. JOHNSON, E. H. 
Region 4, Office of Director. 8pp. 28420:240. 24X 

Fiche: 50-382, 84/07/24, 8501160323. 


8501160251 Ack receipt of undated ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-382/84-23. 

Implementation of corrective actions will be reviewed during 
future insp. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/08/02. 

LEDDICK, R.S. Louisiana Power 9t Light Co. 2pp. 28420:281. 24X 

Fiche: 50-382, 84/08/02, 8501160251. 


— 8501160262 Responds to NRC 840607 ltr re deviations noted in Insp Rept 
50-382/84-23. Corrective actions: flashing strobe lights will 
suppl public address sys in high-noise areas & onsite 
personnel training will be completed by fuel load. 

LEDDICK, R.S. Louisiana Power Sc Light Co. 84/08/22. COLLINS, J, T, 
Region 4, Office of Director. 2pp. 28420:283. 24X 

Fiche: 50-382, 84/08/02,8501160251. 


— 8501160264 Responds to NRC 84p607 ltr re deviations noted in Insp Rept 
50-382/84-23. Corrective actions: offsite training will be 
completed by 840730, upgrade of training records completed on 
840510 St public info brochure distributed 840510. 

LEDDICK,R. S. Louisiana Power Ik Light Co. 84/07/05. COLLINS, J. T. 
Region 4, Office of Director. 3pp. 28420:287. 24X 

Fiche: 50-382, 84/08/02, 85611^0251, 
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8501070070 Revises comini tment made in util 840713 Itr re IE Bulletin 
84-02. "Failures of OE Type HFA Relays in Use in Class IE 
Safety Sys. " Replacement of Lexan coil spools to Century 
Series type not recommended. 

COOK, K, W. Louisiana Power Sc Light Co. 84/09/05. COLLINS, 0. T. 
Region 4, Office of Director. Spp. 28204:356. 24X 

Fiche: 50-382, 84/09/05, 8501070070. 


8412200622 Informs of upcoming insp of mechanical interlock starters at 
listed facilities. 

KNOCKiR. B. Gould, Inc. 84/11/26. LAUOAN, W. NRC - No Detailed 
Affiliation Given. 2pp. 28485:345. 24X Fiche; 50-000, 84/1 1/26. 
8412200622. 


8501030289 Ack receipt of 840906 Itr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness Appraisal 
Rept 50-382/83-08. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/12/19. 

LEDDICK, R. S. Louisiana Power Sc Light Co. Ip. 28189:070. 24X 

Fiche: 50-382, 84/12/19, 8501030289. 


— 8501030298 Responds to violations noted in Emergency Preparedness 
Appraisal. Rept 50-382/83-08. Corrective actions: operator 
walk-throughs of radiation monitoring sys completed 840830. 

COOK, K. W. Louisiana Power «c Light Co. 84/09/06. COLLINS. U. T. 
Region 4, Office of Director. Ip. 28189:071. 24X 

Fiche: 50-382, 84/12/19,8501030289. 


8501030389 Notifies that Insp Rept 50-382/84-03 canceled. 

JOHNSON, E,H. Region 4, Office of Director. 84/12/19. LEDDICK. R. S. 
Louisiana Power & Light Co. Ip. 28189:353. 24X 

Fiche: 50-382, 84/12/19, 8501030389. 


8501030419 Notifies that Insp Rept 50-382/84-27 canceled. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/19. LEDDICK. R.S. 
Louisiana Power & Light Co. Ip. 28189:351. 24X 

Fiche; 50-382, 84/12/19, 8501030419. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness It Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501070401 IE Info Notice 85—001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation It Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft It Impeller. " Sve list end. 

JORDAN, £. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


B501230348 Forwards Insp Rept 50-382/84-41 on 840901-1031. No violations 
or deviations identified. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/15. LEDDICK, R 8 
Louisiana Power It Light Co. 2pp. 28512:026. 24X 

Fiche: 50-382. 85/01/15. 8501230348. 


-8501230351 Insp Rept 50-382/84-41 on 840901-1031. No violations or 
deviations noted. Major areas inspected : pump It valve 
inservice test program, IE bul letins, plant protection 
sys/computer interface It followup on previous findings. 

CONSTABLE, G. L. , FLIPPO, T. A. , WHITTLESEY, K. A. Region 4. Office of 
Director. 84/12/19. 5pp. 28512:028. 24X Fiche: 50-382, 85/01/15, 

8501230348. 


^^Drills^" ^ Info^Notice 85-004, "Inadequate Mgt of Security Response 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230164 Ack receipt of 841114 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-382/84-31. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/17. LEDDICK, R 8 
Louisiana Power It Light Co. 2pp. 28515:230. 24X 

Fiche: 50-382, 85/01/17, 8501230164. 


8501070113 Forwards Physical Security Insp Rept 50-382/84-44 on 
841029-1 102. No violation noted. 

GAGLIARDO, J. E. Region 4, Office of Director. 84/12/26. 

LEDDICK, R.S. Louisiana Power & Light Co. 2pp. 28218:291, 24X 

Fiche: 50-382, 84/12/26, 8501070113. 


—8501070117 Physical Security Insp Rept 50-382/84-44 on 841029-1102. No 
violation noted. Major areas inspected : security-related 
testing & maint assessment aids it “action on previous insp 
findings. Details withheld (ref 10CFR73. 21). 

KELLY, J. A., CALDWELL, R. A. , EVANS, A. Region 4, Office of Director. 
84/12/26. 2pp. 28218:293. 24X Fiche: 50-382, 84/12/26, 8501070113. 


T-* viojiaTions noiiea in insp 

50-382/84-31. Corrective actions; list of selected plant 
procedures requiring QA review established Ic executive 
directive sys manuals verified complete Ic updated. 

COOK,K. W. Louisiana Power Ic Light Co. 84/11/14. COLLINS, J. T. 
Region 4, Office of Director. 6pp. 28515:232 24X 

Fiche: 50-382,85/01/17, 8501230164. 


B50123020B Ack receipt of 841 121 Itr informing NRC of steps taken to 
correct violations noted in Insp Rep't ^^0-382/84-^9. 

JOHNSON, E. H. Region 4, Office of Director. B5/01/17. LEDDICK, R S 
Louisiana Power It Light Co. 2pp. 28512:292 24X 

Fiche: 50-382, 85/01/17, 8501230208 


8501080214 Forwards Insp Rept 50-382/84-45 on 841105-16. No violation 
or deviation noted. 

GAGLIARDO, J. E. Region 4, Office of Director. 85/01/02, 

LEDDICK, R.S. Louisiana Power Ic Light Co. 2pp. 28231:246. 24X 

Fiche: 50-382, 85/01/02, 8501080214. 


—8501080221 Insp Rept 50-382/84-45 on 841105-16. No violation or 
deviation noted. Major areas inspected : operational QA Ic QC 
programs. 

constable, G. L. , BESS, J. E. > GILBERT, L. D. Region 4. Office of 
Director. 84/12/20. 25pp. 28231:248. 24X Fiche: 50-382, 85/01/02, 

8501080214. 


8501140123 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-382/84-38. 

JOHNSON, E.H. Region 4, Office of Director. 84/01/07. LEDDICK, R.S. 
Louisiana Power Ic Light Co. Ip. 28361:205. 24X 

Fiche; 50-382, 85/01/07, 8501 140123. 


—8501140129 Responds to violations noted in Insp Rept 50-382/84-38. 
Corrective actions: Form NRC-3 relocated to more conspicuous 
location in primary access point. Addl copies posted at 
entrance to radiation controlled a?rea.. 

COOK,K. M. Louisiana Power St Liglit Co. 84/11/16. COLLINS, J, T, 
Region 4, Office of Director. 3ppi? 28361; 206. 24X 

Fi c h e : 50-382, 85/01 /07, 8501140123^ > 


t ;'v i . 

8501150358 Forwards QA Program Insp Rept ^9900882/84-01. Requests 
evaluation re quality It acceptability 'ttf prbdwc sve 
provided by vendor. W/o end. 

JOHNSON, E,H. Region 4, Office of Director. 85/01/08. LEDDICK,R, S. 
Louisiana Power It Light Co. Ip. 28386:139. 24X 

Fiche: 50-382,85/01/08, 8501150358. 


0^1102 Itr re violations noted In 
50-382/84-39, Corrective actions: Condition Identification It 
Work Authorization (CIWA) 008402 removed from control room 
CIWA files. 


Insp Rept 


K. W. Louisiana Power It Light Co. 84/11/21. COLLINS, J. T 
Region 4, Office of Director. 5pp, 28512:294 
Fiche: 50-382, 85/01/17, 8501230208 


deviation noted. " " no violation oi 

JOHNSON, E. H. Region 4, Office of Director. 85/01/18. LEDDICK, R S 
Louisiana Power It Light Co. 2pp. 28677: 187. 24X 

Fiche: 50-382, 85/01/18, 8501300492 


i TL" ►J on D*»Aui-»-ia. NO violation or 

deviation noted. Major areas inspected : previous insp findings 


& significent const deficiencies. 

BESS, J. E. , MULLIKIN, R. P, , CROSSMAN, W. A. 
Director. 84/11/27. 7pp. 2B677: 189 
8501300492. 


Region 4, Office of 
24X Fiche: 50-382,85/01/18, 


"Pipe Whip Restraints, " Sve list 


8501230229 IE Info Notice 85-005, 
end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineering 

tPojt 030103). 85/01/23. Consolidated Edison Co of New 

York, Inc. lOSpp. 28692; 186, 24X Fiche: 50-000, «5/01/23, 8501230229. 


"Contamination o# Breathing Air 


8501230236 IE Info Notice 85—006, 

Sys, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness It Engineerino 

85/01/23. Cor..aU<)»««l eSuoit Co », N.o 

York, Inc, 109pp. 28692:001. 24X Fiche; 50^00, #5/01/23, 8501230236. 
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8501310388 Forwards Insp Rept 50-382/84-36 on 840705-06. No violations 
or deviations notied. 

JOHNSON* E. H. Region 4* Office of Director. 85/01/25. LED0ICK>R. S. 
Louisiana Power Sc Light Co. 2pp, 28656: 112. 24X 

Fiche; 50-382* 85/01/25, 8501310388. 


— 8501310395 Insp Rept 50-382/84-36 on 840705-06. No violations or 
deviations noted. Major areas inspected : ZDVP & evaluation of 
integrated leak rate test results. 

TAPIA* J. I.* CROSSMAN* U. A. Region 4* Office of Director. 85/01/18. 
5pp. 28656:114. 24X Fiche: 50-382* 85/01/25* 8501310388. 


8501310308 Ack receipt of 840913 S 1012 Itrs informing NRC of steps 
taken to correct violations noted in Insp Rept 50-382/84-25. 

JOHNSON* E.H. Region 4* Office of Director. 85/01/28. LEDDICK, R. S. 
Louisiana Power 8< Light Co. 2pp. 28658:003. 24X 

Fiche: 50-382* 85/01/28* 8501310308. 


— 8501310314 ConfiTins 840830 telcon granting request for extension of 
date for response to violations from Insp Rept 50-382/84-25* 
per 840830 tele on. Responses to violations end. 

COOK.K. M. Louisiana Power & Light Co. 84/08/30. COLLINS* J. T. 
Region 4* Office of Director. 12pp. 28658:005. 24X 

Fiche: 50-382* 85/01/28* 8501310308. 


— 8501310321 Responds to NRC 840731 Itr re violations noted in Insp Rept 
50-382/84-25. Corrective actions not stated. U/o stated end. 

COOK*K. W. Louisiana Power Sc Light Co. 84/09/13. COLLINS* J. T. 
Region 4* Office of Director. 3pp. 28658:017. 24X 

Fiche: 50-382* 85/01/28* 8501310308. 


—8501310327 Clari-Pies 840913 Itr informing that Change 2 to Rev 0 to 
Procedure MM-06»— 012 initiated on 840523 to ref ANSI 
N45. 2. 5-1974 issued on 840716, Procedure MI-5-118 revised St 
issued on 841002* per Insp Rept 50-382/84-25* Item 4.2.6. 

COOK. K. M. Louisiana Power St Light Co. 84/10/12. COLLINS* J. T. 
Region 4* Office of Director. Ip. 28658:020. 24X 

Fiche: 50-382* 85/01/28* 8501310308. 


8501250352 IE Info Notice 85-007* “Contaminated Radiography Source 
Shipments." Sve list end. 

GRACE* J. N. Division of QA* Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Go. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352. 


R. Periodic operating reports S< related correspondence 


8501160584 Monthly operating rept for Dec 1984. W/8501 1 1 Itr. 
MILLER* 0.* COOK. K. W. Louisiana Power St Light Co. 84/12/31. 
BARRY* L. W. Office of Resource Management* Director, 6pp. 
28420: 173. 24X Fiche: 50-382* 84/12/31*8501160584. 


8. Reportable occurnences* LERs St related correspondence 


8501020279 Interim Potentially Reportable Deficiency Rept 180 re 
failure to maintain adequate document control of vendor 
manuals. Initially reported on B40918.Next rept will be 
submitted by 850116. 

COOK*K. W. Louisiana Power St Light Co. 84/12/19, MARTIN, R. D, 
Region 4* Office of Director, Ip. 28153:275. 24X 

Fiche: 5Q-382* 84/12/19* 8501020279. 


8501020251 PNO-IV-B4-031: on 841220* coupl ing on spent fuel pool fuel 
handling machine cracked S< missing nut found on underwater 
light. Site tour conducted for local media. 

JOHNSON.E. H. Region 4, Office of Director. 84/12/20. Ip. 

28153: 238. 24X Fiche: 50-382* 84/12/20* 8501020251. 


8501020223 PN0-IV-S4— 031A: on 841223* fuel loading comp leted. Fuel 
assembly location verified. Reactor upper Internals St head 
installation scheduled to begin on 841225. Licensee approx 2 
days ahead of sehedylf. 

JOHNSDN.E. H. Region 4* Office of Director. 84/12/24. Ip. 
28141:291. 24X Fi Che: 50-382* 84/12/24* 8501020223. 


8501280606 Deficiency Rept PRD-180 re failure to maintain adequate 
document control of vendor manuals. Initially reported on 
840918. Safety-related St environmentally qualified equipment 
manuals to be revi euied. Next rept anticipated by 850228. 

COOK* K. W. Louisiana Power Ik Light Co. 85/01/14. MARTIN* R. D. 
Region 4* Office of Director. 2pp. 28614:080. 24X 

F i c h e : 50-382* 85/0 1 / 1 4. 8561280606, 


8501280201 PN0-1V-8J4-O31B: on 850117* leakage from vapor seal on reactor 
coolant pump lA d iscoyered. 8fal will be replaced. Filling St 
venting will commence on 501 19. 

JOHNSON* E. H. Region 4* .Office of Director. 85/01/18, Ip. 
28569:304. 24X FI Che: 50-^82* 89/01/10' ©901280201. 


U. Congressional/Executive Correspondence 


8501180301 FOIA request for all records from State of LA congressional 
delegation on Waterford 3. 

CUNNINGHAM* L. Times-Picayune* La Place* LA. 84/06/13. FELTON* J. 
Division of Rules and Records. Ip. 28466:317. 24X 

Fiche; 50-382* 84/06/13, 8501180301. 


8501180310 Responds to FOIA request for all records from State of LA 
congressional delegation on Waterford 3. Forwards App A 
documents. Search continuing for addl records subj to 
request. 

FELTON* J.M. Division of Rules and Records. 84/07/03. CUNNINGHAM* L. 

Times-Picayune* La Place* LA. 2pp, 28466:318. 24X 

Fiche: 50-382* 84/07/03* 8501180310. 


— 8308180621 Forwards constituents R & C Burch Itr expressing concern r 
cracks in plant foundation slab* for findings. 

LONG*R. Senate. 83/07/20. KAMMERER, C. Office of Congressional 
Affairs. 2pp. 28466:323. 24X Fiche: 50-382* 84/07/03* 8501180310. 


— 8308180638 Forwards constituents R & C Burch Itr re cracks in base ma 
for response. 

LONG* G. House of Rep. 83/07/06. Office of Congressional 
Affairs. 6pp. 28466:320. 24X Fiche: 50-382* 84/07/03* 8501180310. 


— 8501180325 Forwards D Gannuch 831011 Itr expressing concern re presen 
condition of facility* for comment. 

* Senate. 83/10/19. NRC - No Detailed Affiliation Given. 3pp. 
28466:325. 24X Fic he: 50-382, 84/07/03* 8501 180310. 


V. Operator Examinations 


8501030289 Ack receipt of 840906 Itr informing NRC of steps taken to 
correct violations noted in Emergency Preparedness Appraisal 
Rept 50-382/83-08. 

GAGLIARDD* J. E. Region 4* Office of Director. 84/12/19. 

LEDDICK* R.S. Louisiana Power & Light Co. Ip. 28189:070. 24X 

Fiche: 50-382* 84/12/19, 8501030289. 


—8501030298 Responds to violations noted in Emergency Preparedness 
Appraisal Rept 50-382/83-08. Corrective actions: operator 
walk-throughs of radiation monitoring sys completed 840830. 

COOK, K. W, Louisiana Power Sc Light Co. 84/09/06. COLLINS* J. T. 
Region 4* Office of Director. Ip. 28189:071. 24X 

Fiche: 50-382* 84/12/19, 8501030289. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


F. Security* medical* emergency Sc fire protection plans 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON* J.M. Division of Rules and Records. 84/06/21. BELL* N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230457 Opposes concurrence to proposed notice Sc preliminary NSHC 
determination for license amend re fire protection. 

Suggested changes listed. 

GRAY.J. R. Office of the Executive Legal Director. 84/06/21. 

PERCH* R. NRC - No Detailed Affiliation Given. 2pp. 28525:301. 
24X Fiche: 50-000*84/06/21, 8501230111. 


8501020105 Forwards Insp Repts 50-387/84-34 Sc 50-388/84-41 on 
840915-1106 Sc notice of violation. 

KISTER/H. B. Division of Project Sc Resident Programs. 84/12/18, 
KENYONiB. D. Pennsylvania Power Sc Light Co. 2pp. 28154:252, 24X 

Fiche: 50-387, 84/12/18* 8501020105. 


—8501020114 Notice of violation from insp 840915-1106. Portions deleted > 
(ref 10CFR73. 21 Sc 9. 5). i 

* Region 1* Office of Director, 84/12/18. Ip. 28154:254. 24X 

Fiche: 50-387,84/12/18*8501020105. 


—8501020122 Insp Repts 50-387/84-34 Sc 50-388/84-41 on 840915-1106. 

Violation noted re security. Portions deleted I 

(ref 10CFR73. 21 Sc 9. 5). S 

JACOBS* R.H.* PLISCO*L. R. , STROSNIDER* J. Region 1* Office of i 

Director. 84/11/28. 18pp. 20154:255. 24X Fiche: 50-387* 84/12/18* 

8501020105. I 


6501020384 Rev 1 to Emergency Plan Implementing Procedure EP-IP-017* 
“Hazardous Matl Release Response During Emergency. " 

* Pennsylvania Power Sc Light Co. 84/12/18. 6pp, 28139:096, 24X 

Fiche: 50-367* 84/12/18* 8501020384. 
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8501030176 Forwards Amend 27 to License NPF-14 it safety evaluation. 
Amend changes Paragraph 2.0 to be consistent w/840l01 NRC 
rule changes & incorporates Change 8 to physical security 
plan t( License Condition 2. D. 

SCHWENCER.A, Licensing Branch 2. 84/12/20. CURTIS. N. W. 

Pennsylvania Power St Light Co. 6pp. 28194:328. 24X 

Fiche: 50-387. 84/12/20. 8501030176. 


— 8501030182 Amend 27 to License NPF-14. changing Paragraph 2.0 to be 
consistent w/840101 NRC rule changes & incorporating 
Change S to physical security plan Sc License Condition 2.0. 
EISENHUT. 0. G. Division of Licensing. 84/12/20. 5pp. 28194:334. 
24X Fiche: 50-387. 84/12/20. 8501030176. 


— 8501030184 Safety evaluation supporting Amend 27 to License NPF-14. 

* Office of Nuclear Reactor Regulation. Director. 84/12/20. 3pp. 
28194:339. 24X Fiche: 50-387. 84/12/20. 8501030176. 


8501020365 Rev 61 to table of contents 8« Rev 24 to forms index of 
emergency plan implementing procedure manual & revised 
emergency implementing procedures, including EP-1P-03S & 
EP-IP-053. W/841227 Itr. 

KENYON. B.D. Pennsylvania Power 8c Light Co. 84/12/27. 55pp. 

28138: 140. 24X Fiche: 50-387. 84/12/27. 8501020365. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 13app. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501170071 Table of contents for emergency plan implementation 
procedure manual. W/SSO 109 ltr. 

KENYON. B.D. Pennsylvania Power 8c Light Co. 85/01/09. 5pp. 
28425: 310. 24X Fiche: 50-387. 85/01/09, 8501170071. 


8501240203 Confirms 850211-15 fire protection safe shutdown insp. 
Arrangements for needed matls it util point of contact 
discussed. 

MARTIN. T.T. Region 1. Office of Director. 85/01/11. KENYON. B. D. 
Pennsylvania Power it Light Co. 2pp. 28541:354. 24X 

Fiche: 50-387. 85/01/11. 8501240203. 


8501230424 Forwards Rev 8 to emergency plan. Rev corrects typos. revises 
tense, corrects various agency names 8c grammatical errors 8c 
reflects current status of facility. 

KENYON. B.D. Pennsylvania Power it Light Co. 85/01/17, MURLEY.T. E. 
Region 1, Office of Director. 6pp. 28509:178. 24X 

Fiche; 50-387. 85/01/17. 8501230424. 


— 8501230426 Rev 8 to emergency plan. 

» Pennsylvania Power 8c Light Co. 85/01/17. 170pp. 28509:184. 

24X Fiche: 50-387. 85/01/17. 8501230424. 


8501250234 Rev 3 to Emergency Plan Implementing Procedure EP-IP-046, 
"Pass lodine/Particulate Sample. " W/850122 ltr. 

KENYON. B.D, Pennsylvania Power it Light Co. 85/01/22. 6pp, 

2B54S: 153. 24X Fiche; 50-387. 85/01/22. 8501250234. 


8501290346 Confirms telcon re 850205 meeting of TMI emergency 
operations facility to discuss FEMA Category A deficiencies 
«t other offsite problems. 

MARTIN, T.T. Region 1. Office of Director. 85/01/23. WIKE, C. 
Pennsylvania Power Sc Light Co. 2pp. 28616:005. 24X 

Fiche: 50-387, 85/01/23. 8501290346. 


8501300262 Forwards Rev 3 to fire protection review rept. Fee paid. 
CURTIS. N.W. Pennsylvania Power 8< Light Co. 85/01/23. SCHWENCER, A. 
Licensing Branch 2. 6pp. 28643:091. 24X Fiche: 50-387. 85/01/23, 

8501300262. 


—8501300271 Rev 3 to fire protection review rept. 

* Pennsylvania Power Sc Light Co. 84/12/31. 400pp. 28643:097. 

24X Fiche: 50-387. 85/01/23. 8501300262. 


G, Adjudicatory correspondence 


8501230275 Expresses opposition to any proposed plans for dumping 
nuclear waste or matls in Wilkes-Barre or northeast 
Pennsy Ivania. Served oh 850122. 

BRACE. W.G. Wilkes-Barre. PA. #185 172. 85/01/10. Office of the 

Executive Legal Director. Ip. 28514:195. 24X Fiche: 50-387, 

85/01/10.8501230275. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FOIA req^uest for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information & Resource Service. Spp. 28525:241. 24X 

Fiche: 50-000,84/06/21. 8501230111. 


— 8501230274 Opposes concurrence on amend to modify diesel start test 
req.uirements. Notice of NSHC determination needs to be 
modified to expand discussion. 

CUTCHIN, M. Office of the Executive Legal Director. 83/07/18. 
PERCH. B. NRC - No Detailed Affiliation Given. Ip. 28525:278. 
24X Fiche: 50-000.84/06/21.8501230111. 


— 8501230482 Requests individual notice of issuance. under 10CFR2. 106. 
providing opportunity for hearing it public comment. Final 
NSKC determination must be made in SER. 

WAGNER, M.E. NRC - No Detailed Affiliation Given. 83/11/07. 
PERCH, R. NRC - No Detailed Affiliation Given. Ip. 28525:317. 
24X Fiche: 50-000, 84/06/21.8501230111. 


8412180621 Forwards applications for Proposed Amends 57 it 12 to 
Licenses hflPF-14 8e NPF-22. respectively. Amends change Tech 
Specs to separate Unit I it 2 battery loads to avoid forced 
shutdown of Unit 2 during Unit 1 refueling outage. 

CURTIS. N.W. Pennsylvania Power it Light Co. 84/12/06. SCHWENCER. A. 
Licensing Branch 2. 4pp. 27962:175. 24X Fiche: 50-387. 84/12/06. 

8412180621. 


— 8412180623 Applications for Proposed Amends 57 it 12 to Licenses NPF-14 
it NPF-22. respectively, changing Tech Specs to separate Unit 1 
it 2 battery loads to avoid forced shutdown of Unit 2 during 
Unit 1 refueling outage. 

CURTIS. N.W. Pennsylvania Power it Light Co. 84/12/06. Spp. 

27962; 179. 24X Fiche; 50-387. 84/12/06. 8412180621. 


—8412180625 Proposed Tech Specs separating Unit 1 from Unit 2 battery 
loads to avoid forced shutdown of Unit 2 during Unit 1 
refueling outage. 

* Pennsylvania Power it Light Co. 84/12/06. 35pp. 27962; 184. 

24X Fiche: 50-387. 84/12/06. 8412180621. 


8501280146 Forwards application fees to cover 841018 it 30 submittals re 
testable spectacle flange design it request for closure of 
license condition, respectfully, in response to 841206 
request. 

CURTIS. N. W. Pennsylvania Power it Light Co. 84/12/19. DIGGS. R, M. 
License Fee Management Branch. Ip. 28567:076. 24X 

Fiche: 50-387. 84/12/19. 8501280146. 


8501030176 Forwards Amend 27. to License NPF-14 it safety evaluation. 
Amend changes Paragraph 2.0 to be consistent w/840i01 NRC 
rule changes it incorporates Change 8 to physical security 
plan & License Condition 2.0. 

SCHWENCER. A. Licensing Branch 2. 84/12/20. CURTIS, N. W. 

Pennsylvania Power & Light Co. 6pp. 28194:328. 24X 

Fiche: 50-387, 84/12/20, 8501030176, 


— 8501030182 Amend 27 to License NPF-14. changing Paragraph 2,0 to be 
consistent w/840101 NRC rule changes & incorporating 
Change S to physical security plan it License Condition 2. D. 
EISENHUT. D. 0. Division of Licensing. 84/12/20. 5pp. 28194:334. 
24X Fiche: 50-387, 84/12/20. 8501030176. 


— 8501030184 Sa-fety evaluation supporting Amend 27 to License NPF-14. 

* Office of Nuclear Reactor Regulation. Director. 84/12/20. 3pp. 
28194:339. 24X Fiche: 50-387, 84/12/20. 8501030176. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end, 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27. 8501030120. 


8501080151 Reiterates comments submitted in 841210 ltr 8t clarifies 
final statement of previous comments re ATW8 equipment QA 
guidance. Proposed generic ltr should be revised to endorse 
normal util practice. 

CURTIS. N.W. Pennsylvania Power «c Light Co, 85/01/03. GOLDBERG, 8. M. 

Director's Office. Office of Inspection and Enforcement. 2pp. 
28231:338. 24X Fiche; 50-387, 85/01/03. 8501080151. 
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8S01110323 Submit# addl info re proposed Amends 47 & 8 to Licenses 
NPF~14 8c NPF-22 j respectively* per request. Amends result from 
mods to add two 8-inch motor operated butterfly valves in 
Unit 1 reactor bldg in emergency svc water return lines. 

CURTIS* N.W. Pennsylvania Power Sc Light Co. 85/01/08. SCHWENCER. A. 
Licensing Branch 2. 2pp. 28309:301. 24X Fiche: 50-387* 85/01/08, 

8501110323. 


6501170145 Forwards application for amend to License NPF-14* changing 
Tech Specs to allow use of fuel assemblies designed 8c mfg 
by Exxon Nuclear Co* Inc. Fee paid. 

KENYON* B. D. Pennsylvania Power Sc Light Co. 85/01/15. SCHMENCER* A. 
Licensing Branch 2. 3pp. 28422:171. 24X Fiche: 50-387* 85/01/15* 

8501170145. 


•8501170149 Application for amend to License NPF-14* changing Tech Specs 
to allow use of fuel assemblies designed Sc mfg by Exxon 
Nuc lear Co* Inc. 

KENYON* B. D. Pennsylvania Power Sc Light Co. 85/01/15. Ip. 

28422: 174. 24X Fiche: 50-387* 85/01/15* 8501170145. 


— 8501170154 Proposed Tech Specs* revising definitions, reactivity 
anomalies* average planar linear heat generation rate* APRM 
setpoints* min critical power ratio Sc linear heat generation 
rate. Basis for NSHC determination end. 

* Pennsylvania Power Sc Light Co. 85/01/15. 48pp. 28422: 175. 

24X Fiche: 50-387* 85/01/15* 8501170145. 


— 8501170158 "Susquehanna SES Unit 1 Cycle 2 Reload Summary Rept. " 

ROSE*R. M. * ROSCIOLI* A. J. * KULICK* J. M. Pennsylvania Power Sc Light 
Co. NPE-84-015. 84/12/31. 23pp. 28422:223, 24X 

Fiche: 50-387* 85/01/15* 8501170145, 


— 8501170162 "Susquehana Unit 1 Cycle 2 Reload Analysis* Design Sc Safety 
Analyses for ENC XN-1 8x8 Reload Fuel. " 

JENSEN, S.E.* COLLINOHAM* R. E. * KRYSINSKI* T. L. Exxon Nuclear Co. * 

Inc. (subs, of Exxon Corp. ). XN-NF-84-116. 84/12/14. 26pp. 

28422:246. 24X Fiche: 50-387* 85/01/15* 8501170145. 


— 8501170166 "Susquehanna Unit 1 Cycle 2 Plant Transient Analysis. " 

KEHELEY* T. H. * JENSEN* S. E. * COLLINOHAM* R. E. Exxon Nuclear Co. * Inc. 
(sobs, of Exxon Corp. ). XN-NF-84-lie. 84/12/03. 49pp. 

28422:272. 24X Fiche: 50-387* 85/01/15* 8501170145. 


— 8501170170 Suppl 1 to "Susquehanna Unit 1 Cycle 2 Transient Analysis 
Recirculation Pump Run Up Results." 

KEHELEY* T. H. * OENO* S. F. * JENSEN, S. E. Exxon Nuclear Co. * Inc. 

(subs, of Exxon Corp. ). XN-NF-S4-118 SOI. 84/12/14. 29pp. 

28422:321. 24X Fiche: 50-387* 85/01/15* 8501170145. 


— 8501170175 "Susquehanna Unit 1 LOCA ECCS Analysis MAPLHOR Results. " 
BRAUN* D.J.* KRAJICEK* J. E. * JENSEN* S. E. Exxon Nuclear Co.* Inc. 
(subs, of Exxon Corp. ). XN-NF-84-119. 84/12/14. 51pp. 

28422:350. 24X Fiche; 50-387* 85/01/15* 8501170145. 


— 8501170180 "Susquehanna SES Unit 1 Cycle 2 Proposed Startup Physics 
Tests Summary Description. " 

* Pennsylvania Power & Light Co, 84/12/31. 3pp. 28423:039. 24X 

Fiche: 50-387* 85/01/15*8501170145. 


8501230044 Foruiards Amends 28 & 5 to Licenses NPF-14 & NPF-22* 
respectively & safety evaluation. Amends revise License 
Conditions 2. C. (23)(b) Si 2. C. (8)(b). 

SCHWENCER*A. Licensing Branch 2. 85/01/15. CURTIS* N. W. 

Pennsylvania Power Si Light Co. 5pp. 28535:329. 24X 

Fiche: 50-387* 85/01/15* 8501230044. 


— 8501230047 Amends 28 Si 5 to Licenses NPF-14 Si NPF-22* respectively* 
revising License Condition 2.C. (23>(b} re qualification* 
documentation 8i installation of in-vessel rack*prior to use. 
EISENHUT* D. 0. Division of Licensing. 85/01/15. 2pp. 28535:334. 
24X Fiche: 50-387* 85/01/15* 8501230044. 


‘8501230052 Safety evaluation supporting Amends 28 Si 5 to Licenses 
NPF-14 St NPF-22* respectively. 

* Office of Nuclear Reactor Regulation* Director. 85/01/15. 2pp. 
28535:336. 24X Fiche: 50-387* 85/01/15* 8501230044. 


8501230080 Notification of 840122 meeting w/util in Bethesda*l1D to 
discuss submittal re reload amend package. 

CAMPAGNONE* M. Licensing Branch 2. 85/01/15. SCHWENCER* A. 

Licensing Branch 2, 5pp. 28525:358. 24X Fiche: 50-387* 85/01/15, 

8501230080. 


8501300490 Forwards comments on 841126 draft NPDES Permit PA0047325. 
Flow Si ph monitoring requested to be required only on days 
that discharges made to Sedimentation Pond 8-2. Requests 
deletion of max daily Sc instantaneous max iron limits. 

FIELDS* J.S. Pennsylvania Power Sc Light Co, 85/01/21. AUQUSTINI*D. 
Pennsylvania* Commonwealth of*. 11pp. 28677:196. 24X 

Fiche: 50-387* 85/01/21* 8501300490. 


Q. Inspection reports* IE Bulletins & correspondence 


8501020105 Forwards Insp Repts 50-387/84-34 Sc 50-388/84-41 on 
840915-1106 Sc notice of violation. 

K1STER*H. B. Division of Project Sc Resident Programs. 84/12/18. 
KENYON* B.D. Pennsylvania Power 8< Light Co. 2pp. 28154:252. 24X 

Fiche: 50-387* 84/12/18* 8501020105. 


— 8501020114 Notice of violation from insp 840915-1106. Portions deleted 
(ref 10CFR73. 21 Sc 9. 5). 

e Region 1, Office of Director. 84/12/18. Ip. 28154:254. 24X 

Fiche: 50-387* 84/12/18* 8501020105. 


— 8501020122 Insp Repts 50-387/84-34 8i 50-388/84-41 on 840915-1106. 
Violation noted re security. Portions deleted 
(ref 10CFR73. 21 Sc 9. 5>. 

JACOBS* R.H.* PLISCO*L. R. * STROSNIDER* J, Region 1* Office of 
Director. 84/11/28. 18pp. 28154:255. 24X Fiche: 50-387* 84/12/18* 

8501020105. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501280502 Proposes alternative to disassembly of all check valves* per 
830609 response to IE Bulletin 83-03* "Check Valve Failures 
in Raw Water Cooling Sys of Diesel Generators. " Insp of as 
many check valves as practical suggested. 

KENYON* B. D. Pennsylvania Power Sc Light Co. 84/12/26. HURLEY* T, E. 
Region 1, Office of Director. 3pp. 28565:144. 24X 

Fiche: 50-387* 84/12/26* 8501280502. 


8501070326 Forwards Rev 3 to Unit 1 pump Sc valve inservice insp program 
Sc original Unit 2 pump Sc valve inscrvice insp program. 

Justifications for changes end. Fee paid. 

CURTIS* N.W. Pennsylvania Power Sc Light Co. 84/12/31. SCHWENCER* A. 
Licensing Branch 2. 10pp. 28202:094. 24X Fiche: 50-387* 84/12/31, 

8501070326. 


— 6501070330 Rev 3 to "Inservice Insp for Pumps Sc Valves. " 

* Pennsylvania Power Sc Light Co. 84/11/30. 113pp. 28202:104. 

24X Fiche: 50-387* 84/12/31* 8501070326. 


— 8501070338 Rev 0 to "Inservice Insp for Pumps Sc Valves. " 

s Pennsylvania Power Sc Light Co. 84/11/30. 108pp. 28202:217. 

24X Fiche: 50-387* 84/12/31* 8501070326. 


8501100001 Forwards Insp Repts 50-387/84-36 Sc 50-388/84-46 on 
841113-16. No violations noted. 

MARTIN* T.T. Region 1* Office of Director. 85/01/02. KENYON* B. D. 
Pennsylvania Power Sc Light Co. 2pp. 28289:352. 24X 

Fiche: 50-387, 85/01/02* 8501 1 0000 1 . 


—8501100004 Insp Repts 50-387/84-36 Sc 50-388/84-46 on 841113-16. No 
violations noted. Major areas inspected : c ivil/structural 
activities re const of new emergency diesel generator bldg. 
VARELA* A. A.* DURR* J. P, Region 1* Office of Director. 84/12/12. 
4pp. 28289:354. 24X Fiche; 50-387* 85/01/02* 8501100001. 


8501140025 Discusses insp on 841013-22 Sc forwards notice of violation. 
STAROSTECKI*R. Region 1* Office of Director. 85/01/04. KENYON* B. 
Pennsylvania Power Sc Light Co. 3pp. 28361:212. 24X 

Fiche: 50-387* 85/01/04* 8501140025. 


— 8501140033 Notice of violation from insp on 841013-22. Violation noted: 
control rods w/slower than average insertion times not 
declared inoperable Sc reactor allowed to operate in 
Operational Condition 1 between 840625 Sc 1006. 

* Region 1* Office of Director. 85/01/04. 2pp. 28361:215. 24X 

Fiche: 50-387* 85/01/04* 8501140025. 


8501150376 Submits results of investigations Sc resolution of T-ASCO 
scram pilot solenoid valve failures* per Confirmatory Action 
Ltr 84-18. Special surveillances of valves will be 
discontinued if 850111 results satisfactory. 

KENYON* B.D. Pennsylvania Power Sc Light Co. 85/01/09. 

STAROSTECKI, R, Region 1* Office of Director. 2pp. 28379:119. 24X 

Fiche: 50-387* 85/0 1 /09* 8501 1 50376. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators, " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10* 8501070401, 
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8501240465 Forwards Enforcement Conference Rept 50-387/84-35 on 841130. 
STAROSTECKIi R. Region 1. Office of Director. 85/01/10. KENYON, B. D. 

Pennsylvania Power & Light Co. 2pp. 28554:359. 24X 

Fiche: 50-387, 85/01/10, 8501240465. 


— 8501240475 Enforcement Conference Rept 50-387/84-35 on 841130. Major 
areas discussed: violation noted in Insp Rept 50-387/84-35 re 
single 2x2 control rod assay that exceeded Tech Spec 
average scram insertion time limit. 

KELLY,E. , STROSNIDER, J. Region 1, Office of Director. 85/01/03. 
3pp. 28554:361. 24X Fiche: 50-387, 85/01/10, 8501240465. 


8501080502 IE Info Notice 85-002, "Improper Installation 8e Testing of 
Differential Pressure Transmitters. ” Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24 X Fi che: 50-000, 85/01 /1 1, 8501080502. 


8501240203 Confirms 850211-15 fire protection safe shutdown insp. 
Arrangements for needed matls *e util point of contact 
discussed. 

MARTIN, T.T. Region 1, Office of Director. 85/01/11. KENYON, B. D. 
Pennsylvania Power & Light Co. 2pp. 28541:354. 24X 

Fiche: 50-387, 85/01/11, 8501240203. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. *' Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24 X Fich e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engiheering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295, 24X Fiche : 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports St related correspondence 


8501220027 Monthly operating repts for Nov 1984. W/841210 Itr. 
KUCZYNSKI,L. A. , KENYON, B. D. Pennsylvania Power St Light Co. 
84/11/30. BEEBE, R. Division of Automated Information Services. 
9pp. 28507:142. 24X Fiche: 50-387, 84/11/30, 8501220027. 


S. Reportable occurrences, LERs St related correspondence 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 St operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR, 

FELTON, J. M. Division of Rules and Records. 84/07/10. BELL, N. 
Nuclear Information St Reeource Service. 2pp. 28482:227. 24X 

Fiche: 50-000, 84/07/10, 8501180247. 


—8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events pccorred at Grand Gulf during Sept 1983. 

BLACK, K-M, Director/ s Off ice^ 83/10/04. IPPOLITO, T. Director's 
Office. 3pp. 28482:286. 24X Fiche: 50-000. 84/07/10, 8501180247. 


8501150462 LER 83-076/01X^1: on 830527, control room emergency air 
ventilation envalop breached. Caused by cables blocking 
doorway, open due to teet personnel not being aware of effect 
on S^. Catles removed. Wy84i 217 Itr. 

MILKS, B.L., KEIS^, H. w, Pennsylvania Power St Light Co. 84/12/17. 
MURLEY, T.E. Region 1, Office of Director. 3pp. 28414:256. 24X 

Fiche : 5.0-387, 84/15^17, 8501150462. 


850103009'4 PN0-Ir84-10a: on. Bjil224 unit shut down due to potential 
problem .purge Sc Vent valves. Leak rate testing 

found tpet cbeeber purge, outboard isolation 

;vaive .IdeJfing;, '■ 

■ 1, Office of Director. 84/12/27. 

, JpV ^ Fiche: 50-387, 84/12/27, 8501030094. 


8501210413 LER 84-049-00: on 841214, suppression chamber purge initiated 
w/o required sampling Sc analyses. Caused by personnel error. 

Procedure rev initiated St personnel counseled. W/85011i Itr. 
KUeZYNSKI, L. A. , KEISER, H. W. Pennsylvania Power St Light Co, 

85/01/11. 3pp. 28498:357. 24X Fiche: 50-387, 85/01/11, 8501210413. 


8501290026 LER 82-025/01 X-1: on 821012, during startup testing outage, 
both trains of control room emergency outside air supply sys 
remained out of svc. Caused by differing Tech Specs. Operators 
cautioned about procedural controls. W/8501 16 Itr. 

W1LKS,B. L., KEISER, H.W. Pennsylvania Power Sc Light Co. 85/01/16. 
MURLEY. T. E. Region 1, Office of Director. 3pp, 28639:321. 24X 

Fiche: 50-387,85/01/16, 8501290026. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency Sc fire protection plans 


8501230111 Partial response to FOIA request for six categories of 
documents re application of “Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A, Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000,84/06/21, 8501230111. 


— 8501230457 Opposes concurrence to proposed notice Sc preliminary NSHC 
determination for license amend re fire protection. 

Suggested changes listed. 

GRAY, J. R. Office of the Executive Legal Director. 84/06/21. 

PERCH, R. NRC - No Detailed Affiliation Given. 2pp. 28525:301. 
24X Fiche: 50-000,84/06/21,8501230111. 


8501020105 Forwards Insp Repts 50-387/84-34 St 50-388/84-41 on 
840915-1106 Sc notice of violation. 

KISTER, H. B. Division of Project Sc Resident Programs. 84/12/18. 
KENYON, B.D. Pennsylvania Power Sc Light Co, 2pp. 28154:252. 24X 

Fiche: 50-387, 84/12/18, 8501020105. 


— 8501020122 Insp Repts 50-387/84-34 Sc 50-388/84-41 on 840915-1106. 
Violation noted re security. Portions deleted 
(ref 10CFR73. 21 St 9. 5). 

JACOBS, R.H. Region 1, Office of Director. 84/11/26, 18pp. 

28154: 255. 24X Fiche: 50-387, 84/12/18, 0501020105. 


8501020384 Rev 1 to Emergency Plan Implementing Procedure EP-IP-017, 
“Hazardous Matl Release Response During Emergency. " 

* Pennsylvania Power St Light Co. 84/12/18. 6pp. 28139:096. 24X 

Fiche: 50-387, 84/12/18, B501020384. 


8501030260 Forwards Amend 4 to License NPF-22 Sc safety evaluation. 
Amend incorporates Change S to physical security plan Sc 
License Condition 2. D. 

SCHWENCER, A. Licensing Branch 2. 84/12/20. CURTIS, N. W. 

Pennsylvania Power Sc Light Co. 5pp. 28201:278. 24X 

Fiche: 50-388, 84/12/20, 8501030260. 


— 8501030263 Amend 4 to License NPF-22, incorporating Change S to physical 
security plan Sc License Condition 2. D. 

EISENHUT, D. G. Division of Licensing. 84/12/20. 3pp. 28201:283. 

24X Fiche; 50-388, 84/12/20, 8501030260. 


— 8501030264 Safety evaluation supporting Amend 4 to License NPF-22. 
a NRC - No Detailed Affiliation Given. 84/12/20, 3pp, 

28201 ; 286. 24X Fiche: 50-388, 84/12/20, 8501030260. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501170071 Table of contents for emergency plan implementation 
procedure manual. W/850109 ltr. 

KENYON, B.D. Pennsylvania Power Sc Liight Cb. 85/01/09. 5pp. 
28425: 310. 24X Fiche: 50-387, 85/01/0^ B!K)1tl7Q071. 


8501240203 Confirms 850211-15 fire protection safe shutdown insp. 
Arrangements for needed matls Sc util point of contact 
discussed. 

MARTIN, T.T. Region 1, Office of Director. 85/01/11. KENYON,B, D. 
Pennsylvania Power Sc Light Co. 2pp. 28541:354. 24X 

Fiche: 50-387, 85/01/11, 8501240203. 


8501230424 Forwards Rev 8 to emergency planii R'ev corrects typos, revises 
tense, corrects various agency names St graiinmatical errors Sc 
reflects current status of facility. " 

KENYON, B.D. Pennsylvania Power Sc Ligitt Co. 85/01/17. MURLEY, T. E- 
Region 1, Office of Director. 6pp. 2858^; 178. 24X 

Fiche; 50-387, 85/01/17, 8501230424. 
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— S501230426 Rev 8 to emergency plan. 

* Pennsylvania Power it Light Co. 85/01/17. 170pp. 28509: 184. 

24X Fiche: 50-387# 85/01/17. 8501230424. 


8501250234 Rev 3 to Emergency Plan Implementing Procedure EP-IP-046. 
"Pass lodine/Particulate Sample. " W/850122 Itr. 

KENYON. B.D. Pennsylvania Power & Light Co. 85/01/22. 6pp. 

28548; 153. 24X Fiche: 50-387. 85/01/22. 8501250234. 


8501290346 Confirms telcon re 850205 meeting of THZ emergency 
operations facility to discuss FEMA Category A deficiencies 
& other offsite problems. 

MARTIN. T.T. Region 1. Office of Director. 85/01/23. WIKE. C. 
Pennsylvania Power & Light Co. 2pp. 28616:005. 24X 

Fiche: 50-387, 85/01/23. 8501290346. 


8501300262 Forwards Rev 3 to fire protection review rept. Fee paid. 
CURTIS. N.W. Pennsylvania Power & Light Co. 85/01/23. SCHWENCER. A. 
Licensing Branch 2. 6pp. 28643:091. 24X Fiche: 50-387. 85/01/23. 

8501300262. 


— 8501300271 Rev 3 to fire protection review rept. 

e Pennsylvania Power & Light Co. 84/12/31. 400pp. 28643:097. 

24X Fiche: 50-387. 85/01/23. 8501300262. 


O. Adjudicatory correspondence 


8501230275 Expresses opposition to any proposed plans for dumping 
nuclear waste or matls in Wilkes-Barre or northeast 
Pennsylvania. Served on 850122. 

BRACE. W.G. Wilkes-Barre. PA. #185 172. 85/01/10. Office of the 

Executive Legal Director. Ip. 28514:195. 24X Fiche: 50-387. 

85/01/10. 8501230275. 


P. Operating license stage documents & correspondence 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON. J. 11. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000. 84/06/21. 8501230111. 


— 8501230274 Opposes concurrence on amend to modify diesel start test 
requirements. Notice of NSHC determination needs to be 
modified to expand discussion. 

CUTCHIN.M. Office of the Executive Legal Director. 83/07/18. 
PERCH. B. NRC - No Detailed Affiliation Given. Ip. 28525:278. 
24X Fiche: 50-000. 84/06/21. 8501230111. 


— 8501230482 Requests individual notice of issuance, under 10CFR2. 106, 
providing opportunity for hearing & public comment. Final 
NSHC determination must be made in SER. 

WAONER.M. E. NRC - No Detailed Affiliation Given. 83/11/07. 
PERCH. R. NRC - No Detailed Affiliation Given. Ip. 28523:317. 
24X Fiche: 50-000. 84/06/21. 8501230111. 


8412180621 Forwards applications for Proposed Amends 57 & 12 to 
Licenses NPF-14 & NPF-22. respectively. Amends change Tech 
Specs to separate Unit 1 & 2 battery loads to avoid forced 
shutdown of Unit 2 during Unit 1 refueling outage. 

CURTIS.N. W. Pennsylvania Power «< Light Co. 84/12/06. SCHWENCER. A. 
Licensing Branch 2. 4pp. 27962:175. 24X Fiche: 50-387. 84/12/06. 

8412180621. 


■8412180623 Applications for Proposed Amends 57 it 12 to Licenses NPF-14 
<c NPF-22. respectively, changing Tech Specs to separate Unit 1 
2 battery loads to avoid forced shutdown of Unit 2 during 
Unit 1 refueling outage. 

CURTIS.N.W, Pennsylvania Power it Light Co. 84/12/06, 5pp. 

27962: 179. ■ 24X Fijc^e: 50-387. 84/12/06, 8412180621, 


— 8412180625 Proposed Tech Specs separating Unit 1 from Unit 2 battery 
loads to avoid forced shutdown of Unit 2 during Unit 1 
refueling outage. 

* Pennsylvania Power it Light Co. 84/12/06. 35pp. 27962: 184. 

24X Fiche; 50-387. 84/12/06. 8412180621. 


8501280146 Forwards application fees to cover 841018 Sc 30 submittals re 
testable spectacle fla'nge design tc request for closure of 
license condition. respectfully . in response to 841206 
request. 

CURTIS. N.W. Pennsylvania Power it Light Co. 84/12/19, DIO^. R.M. 
License Fee Management Branch. Ip. 28567:076. 24X 

Fiche: 50-387. W12/19r 8501280146. 


8501030260 Forwards Amend 4 to License NPF-22 & safety evaluation. 
Amend incorporates Change S to physical security plan & 

License Condition 2. D. 

SCHWENCER. A. Licensing Branch 2. 84/12/20. CURTIS. N. W, 

Pennsylvania Power it Light Co. 5pp. 28201:278. 24X 

Fiche: 50-388. 84/12/20. 8501030260. 


8501030263 Amend 4 to License NPF-22. incorporating Change S to physical 
security plan & License Condition 2. D. 

EISENHUT. D. G. Division of Licensing. 84/12/20. 3pp. 28201:283. 

24X Fiche: 50-388. 84/12/20. 8501030260. 


8501030264 Safety evaluation supporting Amend 4 to License NPF-22. 
* NRC - No Detailed Affiliation Given. 84/12/20. 3pp. 
28201:286. 24X Fi ch e: 50-388. 84/12/20. 8501030260. 


8501030339 Informs that 841102 request for relief from required 
hydrostatic test following cut it reweld of ASME Class 2 
nonsafety-related main steam drip leg drain line granted. 

SER it FR notice end. 

NOVAK. T.M. Assistant Director for Licensing. 84/12/24. CURTIS, N. W. 

Pennsylvania Power it Light Co. 4pp. 28201:310. 24X 

Fiche: 50-388. 84/12/24. 8501030339. 


8501030340 SER supporting util 841102 request for relief from required 
ASME Code. Section XI hydrostatic test following cut it rcweld 
of ASME Class 2 nonsafety-related main steam drip leg drain. 

* NRC - No Detailed Affiliation Given. 84/12/24, 4pp. 

28201: 314. 24X Fiche: 50-388. 84/12/24. 8501030339. 


8501030342 Notice of granting of relief from required ASME Code. Section 
XI hydrostatic test following cut St reweld of ASME Class 2 
nonsafety-related main steam drip leg drain line. 

SCHWENCER. A. Licensing Branch 2. 84/12/24. 4pp. 28201:318. 24X 

Fiche: 50-388. 84/12/24. 8501030339. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT.D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. IBpp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501100240 Revises 840831 commitment providing short St long-term 
actions to resolve spray pond piping freezing problem. All 
physical work completion expected by 850104. Preoperational 
testing will follow before sys fully operational. 

KENYON. B.D. Pennsylvania Power St Light Co, 84/12/27. MURLEY, T. E. 
Region 1. Office of Director. 2pp. 28295:359. 24X 

Fiche: 50-388. 84/12/27, 8501100240. 


8501080151 Reiterates comments submitted in 841210 ltr St clarifies 
final statement of previous comments re ATWS equipment QA 
guidance. Proposed generic Itr should be revised to endorse 
normal util practice. ^ 

CURTIS. N.W. Pennsylvania Power Sc Light Co. 85/01/03. GOLDBERG. S. M, 
Director's Office. Office of Inspection and Enforcement. 2pp. 

28231: 338. 24X Fiche: 50-387, 85/01/03. 8501080151. 


8501230044 Forwards Amends 28 «t 5 to Licenses NPF-14 Sc NPF-22. 
respectively Sc safety evaluation. Amends revise License 
Conditions 2. C. (23) (b) Sc 2. C. (8}(b>. 

SCHWENCER. A. Licensing Branch 2, 85/01/15. CURTIS. N. W. 

Pennsylvania Power Sc Light Co. 5pp. 28535:329. 24X 

Fiche: 50-387. 85/01/15. 8501230044. 


■8501230047 Amends 28 Sc 5 to Licenses NPF-14 Sc NPF-22. respectively, 
revising License Condition 2, C. <23)(b) re qualification, 
documentation Sc installation of in-vessel rack, prior to use, 
EISENHUT. D. G. Division of Licensing. 85/01/15. 2pp. 28535:334. 
24X Fiche: 50-387i 85/01/15. 8501230044. 


—8501230052 Safety evaluation supporting Amends 28 Sc 5 to Licenses 
NPF-14 Sc NPF-22, respectively. 

* Office of Nuclear Reactor Regulation. Director. 85/01/15. 2pp. 
28535:336. 24X Fiche: 50-387. 85/01/15. 8501230044. 


8501300490 Ferrwards comments on 841126 draft NPDES Permit PA0047325. 
Flow Sc ph mpnitoring requestpd to be required only on days 
that discharges isad to; Sedimentation Pond S-2. Requests 
deletion of max daily Sc instantaneous max iron limits, 

FIELDS. U. 8. Pennsylvania Power & Llfltt Co. 85/01/21. AUGUSTIN!, D. 
Pennsylvania. Commonwealth of.. llpp; 28677:196. 24X 

Fiche: 50-387, 85/01/21, 8501300490. 
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Q. Inspection reports* IE Bulletins & correspondence 


8501020105 Forwards Insp Repts 50-387^84-34 Sc 50-388/84-41 on 
840915-1106 8e notice of violation, 

KISTER* H, B. Division of Project & Resident Programs. 84/12/18. 
KENYON* B. D. Pennsylvania Power Sc Light Co. 2pp. 28154:252. 24X 

Fiche: 50-387, 84/12/18* 8501020105. 


—8501020122 Insp Repts 50-387/84-34 Sc 50-388/84-41 on 840915-1106. 
Violation noted re security. Portions deleted 
<ref 10CFR73. 21 Sc 9. 5). 

JAC0BS,R.H. * PLISCO,L.R.* STROSNIDER* J. Region 1* Office of 
Director. 84/11/28. ISpp. 28154:255. 24X Fich e: 50-387, 84/12/18* 

8501020105. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. '* Svc list end, 

GRACE* J.N. Division of Emergency Preparedness Se Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501280502 Proposes alternative to disassembly of all check valves* per 
830609 response to IE Bulletin 83-03, “Check Valve Failures 
in Raw Mater Cooling Sys of Diesel Generators. '• Insp of as 
many check valves as practical suggested. 

KENYON, B.D. Pennsylvania Power «e Light Co. 84/12/26. HURLEY, T. E. 
Region 1* Office of Director. 3pp. 28565: 144. 24X 

Fiche: 50-387, 84/12/26, 8501280502. 


8501070326 Forwards Rev 3 to Unit 1 pump & valve inservice insp program 
Sc original Unit 2 pump & valve inservice insp program. 

Justifications for changes end. Fee paid. 

CURTIS. N.W. Pennsylvania Power Light Co. 84/12/31. SCHWENCER, A, 
Licensing Branch 2. 10pp. 28202:094. 24X Fiche: 50-387* 84/12/31, 

8501070326. 


— 8501070338 Rev 0 to "Inservice Insp for Pumps & Valves. " 

* Pennsylvania Power & Light Co. 84/11/30. lOBpp. 28202:217. 
24X Fiche: 50-387, 84/12/31, 8501070326. 


8501100001 Forwards Insp Repts 50-387/84-36 & 50-388/84-46 on 
841113-16. No violations noted. 

HARTIN, T. T. Region 1, Office of Director. 85/01/02. KENYON, B. D. 
Pennsylvania Power & Light Co. 2pp. 28289:352. 24X 

Fiche: 50-387, 85/01/02, 8501100001. 


—8501100004 Insp Repts 50-387/84-36 & 50-388/84-46 on 841113-16. No 
violations noted. Major areas inspected : civil/structural 
activities re const of new emergency diesel generator bldg. 
VARELA*A. A. , DURR.J.P. Region 1, Office of Director. 84/12/12. 
4pp. 28289:354. 24X Fiche; 50-387, 85/01/02, 8501 100001. 


8501150376 Submits results of investigations & resolution of T-ASCO 
scram pilot solenoid valve failures, per Confirmatory Action 
Ltr 84-18. Special surveillances of valves will be 
discontinued if 850111 results satisfactory. 

KENYON.B. D. Pennsylvania Power & Light Co. 85/01/09. 

STAROSTECKI, R. Region 1, Office of Director. 2pp. 28379:119. 24X 

Fiche: 50-387* 85/01/09, 8501150376. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness tt Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation 8c Testing of 
Differential Pressure Transmitters, " Svc list end. 

JORDAN,E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. I09pp. 28537:193. 24X Fich e: 50-000* 85/01/11, 8501080502. 


8501240203 Confirms 850211-15 fire protection safe shutdown insp. 
Arrangements for needed matls Sc util point of contact 
discussed. 

MARTIN, T.T. Region 1. Office of Director. 85/01/11. KENYON, B. D. 
Pennsylvania Power Sc Light Co. 2pp. 28541:354. 24X 

Fiche: 50-387, 85/01/11, 8501240203. 


8501100655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226, 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501240157 Forwards response to Enforcement Action 84-109 resulting 
from violations Sc deviation noted in Insp Rept 
50-388/84-34. Corrective action: addl training conducted re 
proper procedures for racking out breakers. Fee paid. 

KENYON, B. D. Pennsylvania Power Se Light Co. 85/01/17. TAYLOR, J. M. 
Director's Office, Office of Inspection and Enforcement. 9pp. 
28526: 001. 24X Fiche: 50-388, 85/01/17, 8501240157. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E.L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. lOSpp. 28692:186. 24X Fiche: 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fich c: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE* J. N. Division of QA* Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc, 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501220027 Monthly operating repts for Nov 1984. U/841210 ltr. 
KUCZYNSKI,L. A. , KENYON, B. D. Pennsylvania Power St Light Co. 
84/11/30. BEEBE, R. Division of Automated Information Services. 
9pp. 28507:142. 24X Fiche: 50-387, 84/1 1 /30, 8501220027. 


S. Reportable occurrences, LERs Sc related correspondence 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 St operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/10. BELL, N. 

Nuclear Information St Resource Service. 2pp. 28482:227. 24X 

Fiche: 50-000, 84/07/10, 8501180247. 


— 8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events occurred at Grand Gulf during Sept 1983. 

BLACK, K.M. Director's Office. 83/10/04. IPPOLITO, T. Director's 
Office. 3pp. 28482:286. 24X Fiche: 50-000, 84/07/10, 8501180247. 


8501220401 LER 84-010-01: on 840627, pressure drop occurred on HPCI pump 
suction piping during heatup plateau review. Caused by 
blockage in startup strainer. Strainers removed. W/8501 11 ltr. 

STANLEY, R. W. , KEISER,H. W. . Pennsylvania Power St Light Co. 85/01/15. 
3pp. 28502:356. 24X Fiche; 50-388, B5?01/15, 8501220401. 


8501250446 LER 84-027-01: on 841026, fire watch not provided for 
inoperable fire barriers per Tech Specs. Caused by 
administrative errors. Affected fire barriers restored. 

Incident discussed w/unit supervisor. W/850115 ltr. 

BAILEYS, T. P. , REISER, H.W. Pennsylvania Power St Light Co. 85/01/15. 
2pp. 28561:012. 24X Fiche: 50-388, 85/01/15, 8501250446. 


8501290054 LER 84-023-00: on 841206, fire watch discontinued following 
completion of one of two independent work activities. Caused 
by failure to ref two work activities in fire watch log. 

Evaluation being conducted. W/850117 ltr. 

BAILEYS, T. P, , REISER, H.W. Pennsylvanie Power St Light Co. 85/01/16. 
2pp. 28639:267. 24X Fiche: 50-388, 85/01/16, 8501290054. 


8501310562 LER 84-015-01; on 840802, reactor water cleanup sys isolated 
on high flow. Caused by instrument drift. Switch 
PD1S-G33-2N044A recalibr. W/a50122 ltr. 

WILKS, B.L., REISER, H.W. Pennsylvania Power Sc Light Co. 85/01/22. 
3pp. 28693:001. 24X Fiche: 50-388, 85/01/22, 8501310562. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 

F. Security, medical, emergency Sc fire protect|pn plans 


8501210010 Forwards Safeguards Insp Repts 50-3135/84-11 St 50-389/84-13 
on 840417-20. No violations or deviations identified, 

DANCE, H. C. Region 2, Office of Director. 84/05/07. WILLIAMS, J. W. 
Florida Power St Light Co. 2pp. 28501:014. ,2^)( 

Fiche: 50-335, 84/05/07, 8501210010, : „ 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN,E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


— 8501210015 Safeguards Insp Repts 50-335/84-11 St 50-389/84-13 on 
840417-20. No noncomp 1 iance noted. Major areas inspected: 
review of Rev 8 to physical security plan St implementing 
instructions. Details withheld (ref 10CFR2. 790 «e 73.21). 
TILLMAN, A. Region 2, Office of Director. 84/05/03. Ip. 
28501: 016. 24X Fiche: 50-335, 84/05/07, 8501210010. 
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8410100065 Forwards FEMA 44CFR350 findings on State of FL «i associated 
local emergency plans re facilities. 

DANCE, H.C. Region 2, Office of Director. 84/06/08. WILLIAMS, J. W. 
Florida Power Sc Light Co. Ip. 26896:140. 24X Fiche: 50-000, 

84/06/08, 8410100065. 


— 8410100312 Approves state Sc local plans Sc preparedness for alerting Sc 
protecting public in event of radiological emergency. 

Approval conditional on verification of alert Sc notification 
sys,per criteria of App 3 of NUREG-0654/FEMA-REP-1, Rev 1. 

SPECK, S. W. Federal Emergency Management Agency. 84/02/15. 

DIRCKS, W. J. Office of the Executive Director for Operations. Ip. 
26896: 141. 24X Fiche: 50-000, 84/06/08. 8410100065. 


8501080503 Forwards draft SER re procedures generation package. Open 
items should be addressed to complete review. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/18. WILLIAMS, J. W. 

Florida Power Sc Light Co. 2pp. 28264:327. 24X 

Fiche: 50-335, 84/12/18, 8501080503. 


— 8501080508 Draft SER re procedures generation package. 

* Office of Nuclear Reactor Regulation, Director. 84/12/18. 
11pp. 28264:329. 24X Fiche: 50-335, 84/12/18, 8501080503. 


8501180054 Ack receipt of 841204 response to 841005 notice of violation 
Sc addl example identified on 841101. Implementation of 
corrective actions will be examined during future insps. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/18. 

WILLIAMS, J. W. Florida Power Sc Light Co. 2pp. 28465:229. 24X 

Fiche: 50-335, 84/12/18, 8501180054. 


•8501180076 Forwards Insp Repts 50-335/84-25 Sc 50-389/84-27 on 
840812-0915 Sc notice of violation. 

LEWIS, R.C. Region 2, Office of Director. 84/10/05. WILLIAMS, J. W. 

Florida Power Sc Light Co. 2pp. 28465:234. 24X 

Fiche: 50-335, 84/12/18, 8501180054. 


—8501180093 Insp Repts 50-335/84-25 Sc 50-389/84-27 on 840812-0915. 
Violation noted; control of activities not sufficient to 
prevent damage to safety-related electrical cables during 
removal of flamastie fire barrier. 

FEl ER ABEND, C. 0. Region 2, Office of Director. 84/10/03. 10pp. 

28465:238. 24X Fiche; 50-335, 84/12/18, 8501 180054. 


8501020353 Informs of schedule for submittal of supplemental detailed 
control room design review summary repts, per 841106 
reciuest Sc as discussed at 841002 meeting. Items to be 
addressed in suppl listed. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/12/26. EISENHUT, D. 0. 
Division of Licensing. 3pp. 28138:021. 24X Fiche: 50-000, 84/12/26, 

8501020353. 


8501210237 Ack receipt of 841129 Itr informing NRC of steps taken to 
correct deviation noted in Insp Rept 50-389/83-57. Response 
to App R will be evaluated during 850218-22 insp. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/27. 

WILLIAMS, J. W. Florida Power Sc Light Co. Ip. 28500:057. 24X 
Fiche; 50-389, 84/12/27, 8501210237. 


-8501210240 Responds to NRC 831019 Itr re violations noted in Insp Rept 
50-389/83-57, Corrective actions: formal interpretation of 
sprinkler design re obstructions requested from NFPA, 

WILLIAMS, J. W. Florida Power Sc Light Co, 84/11/29. 0 "REILLY, J. P. 

Region 2, Office of Director. 3pp. 28500:058. 24X 

Fiche: 50-389, 84/12/27, 8501210237. 


8501030079 Forwards Rev 4 to fire hazard analysis. Submittal of formal 
disposition of all deviations through Rev 4 by second wk 
of Jan 1985 requested. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/12/31. EISENHUT, D. 0. 

Division of Licensing. 4pp. 28163:043. 24X Fiche: 50-389, 84/12/31, 
8501030079. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150181 Revised emergency plan implementing procedures, including 
1103 re duties of emergency info manager, offsite emergency 
organization Sc 1104 fe duties >f emergency security manager, 
offsite emergency organization. W/850i09 ltr, 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/09. 42pp. 

28380:232. 24X Ficbei 50-000, 85/01/09, 8501150181. 


8501180048 Forwards info supplementing 841004 Sc 1101 Itrs providing 
addl info re 8P08 implementation plan Sc parameter selection 
rept, per 840815 Sc 0914 requests. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/14. EISENHUT, D, 0. 
Division of Licensing. 3pp. 28455:007, 24X Fiche; 50-000, 85/01/14, 

8501180048 . 


8501250110 Rev 7 to Emergency Plan Implementing Procedure 3100032E, 
"On-Site Support Ctrs. *' W/850121 ltr. 

* Florida Power Sc Light Co. 85/01/21. O'REILLY, J. P. Region 2, 
Office of Director. 8pp. 28551:351. 24X Fiche; 50-335, 85/01/21, 
8501250110. 


P. Operating license stage documents Sc correspondence 


8501080488 Requests addl info Sc clar if icat ion re license amend 
applications by 841228. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/07. WILLIAMS, J. W. 

Florida Power Sc Light Co. 5pp. 28264:356. 24X 

Fiche: 50-335, 84/12/07, 8501 080488. 


8501040066 Forwards notice of consideration of issuance of amend to 
License NPF-16 Sc opportunity for prior hearing re 841121 
application increasing power level to 2,700 MWt. 

SELLS, D.E. Operating Reactors Branch 3. 84/12/18. WILLIAMS, J. W. 

Florida Power Sc Light Co. 2pp. 28207:334. 24X 

Fiche: 50-389, 84/12/18, 8501040066. 


— 8501040071 Notice of consideration of issuance of amend to License 
NPF-16 Sc proposed NSHC determination Sc opportunity for 
hearing. NSHC available in Central Files. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/19. 5pp. 

28207:336. 24X Fiche: 50-389, 84/12/18, 8501040066. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080108 Forwards license amend fee in response to 841212 ltr, Fee 
paid. 

WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/03. DIGGS, R. M. 
License Fee Management Branch. Ip. 28233:217. 24X 

Fiche: 50-389, 85/01/03, 8501080108. 


8501160018 Forwards request for addl info re 831108 response to Generic 
Ltr 03-28, Items 4. 2. 1 Sc 4. 2. 2 re reactor trip breakers. Info 
requested within 30 days. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/07. WILLIAMS, J. W. 

Florida Power Sc Light Co. 6pp. 28437:353. 24X 

Fiche: 50-335,85/01/07, 8501160018. 


8501170204 Forwards license amend fee, in response to 841221 request. 
WILLIAMS, J. W. Florida Power Sc Light Co. 85/01/11. DIGGS, R. M. 
License Fee Management Branch. ip. 28421:351. 24X 

Fiche: 50-335, 85/01/11, 8501170204. 


8501280743 Informs of proposed 1-day visit to corporate ofcs to discuss 
util views on NUREO-0885 re regulatory requirements believed 
to have marginal importance to safety which have high 
burdens on utils or NRC. Proposed rule end. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/14. WILLIAMS, J. W. 

Florida Power Sc Light Co. 8pp. 28629:096. 24X 

Fiche: 50-000, 85/01 / 1 4. 8501280743. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501210010 Forwards Safeguards Insp Repts 50-335/04-11 Sc 50-309/84-13 
on 840417-20. No violations or deviations identified. 

DANCE, H.C. Region 2, Office of Director. 84/05/07. WILLIAMS, J. W, 
Florida Power Sc Light Co. 2pp. 28501:014. 24X 

Fiche: 50-335, 84/05/07, 0501210010. 


— 0501210015 Safeguards Insp Repts 50-335/84-11 Sc 50-389/84-13 on 
840417-20. No noncomp liance noted. Major areas inspected; 
review of Rev 8 to physical security plan Sc implementing 
instructions. Details withheld (ref 10CFR2. 790 Sc 73.21). 

TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director. 84/05/03. 
Ip. 28501:016. 24X Fiche; 50-335, 84/05/07, 8501210010. 


8501210005 Forwards Insp Repts 50-335/84-31 S< 50-389/04-37 on 
841014-1117. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/29. 

WILLIAMS, J. W. Florida Power Sc Light Co, 2pp. 28501:209. 24X 

Fiche; 50-335, 84/11/29, 8501210005. 

— 0501210007 Insp Repts 50-335/84-31 ?« 50-389/84-37 on 841014-1117. No 
violations or deviations noted. Major areas inspected: plant 
operation, surveillance observation, maint obssrvation, IE 
bulletins, refueling activities Sc license conditions. 

FEIERABEND, C. D. , BIBB, H. E. , STETKA,T, F. Region 2, Office of 
Director. 84/11/28. lOpp, 28501:211. 24X Fiche; 50-335, 84/11/29, 

8501210005. 
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8501210002 Forwards Insp Repts 50-335/84-32 50-389/84-32 on 

841105-08. No violations or deviations noted. 

BROWNLEE* V. L. Region 2* Office of Director. 84/11/30. 

WILLIAMS. J. W. Florida Power & Light Co. 2pp. 28501:221. 24X 

Fiche: 50-335. 84/11/30, 8501210002. 


—8501210004 Insp Repts 50-335/84-32 Sc 50-389/84-32 on 841105-08. No 
violations or deviations noted. Major areas inspected: 
licensee action on previous enforcement matters# inservice 
insp. IE bulletins & inspector followup items. 

CROWLEY. B. R. . BLAKE, J. J. Region 2, Office of Director. 84/11/29. 
10pp. 28501:223. 24X Fiche; 50-335. 84/11/30. 8501210002. 


8501180442 Forwards Insp Rept 50-389/84-38 on 841107-09. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/03. 

WILLIAMS, J. W. Florida Power 8t Light Co. 2pp. 28464:289. 24X 

Fiche: 50-389# 84/12/03# 8501180442. 


—8501180449 Insp Rept 50-389/84-38 on 841 107-09. No violations or 
deviations noted. Major areas inspected:-followup on IE 
Bulletin 80-11 snubbers surveillance program. 

LENAHAN# J. J. . JAPE# F. Region 2, Office of Director. 84/11/29. 
5pp. 28464: 291. 24X Fiche: 50-389# 84/ 12/03# 8501 180442. 


8501180054 Ack receipt of 841204 response to 841005 notice of violation 
& addl example identified on 841101. Implementation of 
corrective actions will be examined during future insps. 

OLSHINSKI# J. A. Region 2# Office of Director. 84/12/18. 

WILLIAMS. J. W. Florida Power Sc Light Co. 2pp. 28465:229. 24X 

Fiche: 50-335# 84/12/18# 8501180054. 


■8501180067 Responds to I^RC 841005 Itr re violations noted in Insp Repts 
50-335/84-25 Sc 50-389/84-27. Corrective action: personnel who 
failed to follow initial precautions given disciplinary 
action. 

WILLIAMS# J. W. Florida Power Sc Light Co. 84/12/04. O'REILLY, J. P. 
Region 2# Office of Director. 3pp. 28465:231. 24X 

Fiche: 50-335, 84/12/18, 8501180054. 


— 8501180076 Forwards Insp Repts 50-335/84-25 Sc 50-389/84-27 on 
840812-0915 Sc notice of violation. 

LEWIS# R.C. Region 2, Office of Director. 84/10/05. WILLIAMS# J. W. 

Florida Power Sc Light Co. 2pp. 28465:234, 24X 

Fiche: 50-335# 84/ 1 2/ 1 8, 850 1 1 80054. 


•8501180081 Notice of violation from insp on 840812-0915. 

♦ Region 2, Office of Director. 84/10/05. 2pp. 28465:236, 24X 

Fiche: 50-335, 84/12/18, 8501180054. 


— 8501210106 Responds to NRC 841107 Itr re violations noted in Insp Repts 
50-335/84-29 Sc 50-389/84-35. Corrective actions: individuals 
involved instructed to wear proper protective clothing Sc to 
comply w/all requirements. 

WILLIAMS, J. W. Florida Power Sc Light Co. 84/12/07. O 'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28494:318. 24X 

Fiche: 50-335, 84/12/24, 8501210174. 


— 8501210190 Forwards Insp Repts 50-335/84-29 Sc 50-389/84-35 on 
841015-19 Sc notice of violation. 

OLSHINSKI# J. A. Region 2# Office of Director. 84/11/07. 
WILLIAMS# J. W. Florida Power Sc Light Co. 2pp. 28494:320. 24X 

Fiche: 50-335# 84/12/24# 8501210174. 


— 8501210200 Notice of violation from insp on 841015-19, 

■* Region 2, Office of Director. 84/11/07. Ip. 28494:322. 24X 

Fiche: 50-335. 84/12/24# 8501210174. 


— 8501210208 Insp Repts 50-335/84-29 Sc 50-389/84-35 on 841015-19. 
Violation noted: fai 1 ure to follow radiation work permit 
procedure. 

HOSEY# C. M. # JENKINS# G. R. Region 2# Office of Director. 84/11/02. 
7pp. 28494:323. 24X Fiche: 50-335# 84/12/24# 8501210174. 


6501210237 Ack receipt of 841129 Itr informing NRC of steps taken to 
correct deviation noted in Insp Rept 50-389/83-57. Response 
to App R will be evaluated during 850218-22 insp. 

OLSHINSKI# J. A, Region 2# Office of Director. 84/12/27. 

WILLIAMS# J. W. Florida Power Sc Light Co. Ip. 28500:057. 24X 
Fiche: 50-389# 94/12/27. 8501210237. 


•8501210240 Responds to NRC 831019 Itr re violations noted in Insp Rept 
50-389/83— 57. Correct ive actions: formal interpretation of 
sprinkler design re obstructions requested from NFPA. 

WILLIAMS# J. W. Florida Power Sc Light Co. 84/11/29. O'REILLY# J. P. 
Region 2# Office of Director. 3pp. 28500:058. 24X 

Fiche: 50-389# 84/12/27, 8501210237. 


8501070401 IE Info Notice 85-001# "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE# J.N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York# 

Inc. 67pp. 28537:127. 24X Fiche: 50-000# 85/01/10, 8501070401. 


8501080502 IE Info Notice 05-002# "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York# Inc. 109pp. 28537:193. 24X Fiche: 50-000# 85/01/1 1# 8501080502. 


— 8501180093 Insp Repts 50-335/84-25 Sc 50-389/84-27 on 840812-0915, 
Violation noted; control of activities not sufficient to 
prevent damage to safety-related electrical cables during 
removal of flamastic fire barrier. 

FEIERABEND, C. D. I BIBB# H, E. , ELROD# S. A. Region 2# Office of 
Director. 84/10/03. 10pp. 28465:238. 24X Fiche: 50-335, 84/12/18# 

8501180054. 


8412190503 IE Info Notice 84-94# "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

grace, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000# 84/12/21, 8412190503, 


8501210307 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct violations St deviations noted in Insp Repts 
50-250/84-25 Sc 50-251/84-26. 

OLSHINSKI Region 2# Office of Director. 84/12/21. WILLIAMS, J. W. 
Florida Power Sc Light Co. Ip. 28607:311, 24X Fiche: 50-000. 

84/12/21# 8501210307, 


— 8501210314 Forwards Jnsp Repts 50-250/84-25# 50'x251/B4-26# 50-335/84-26 Sc 
50-389/84-28 on 840813-0907 Sc notices of violation Sc 
deviation. Weaknesses identified in some areas o'f training 
organixation. 

LEWIS#R. C. Region 2# OffUe of Director. 84/il/OI. WILLIAMS, J. W. 

Florida Power Sf 2pp. 28<E«07: 316/ Z4X 

Fiche: 50-000# 84/12/21# ^i2i03O7. 


8501210323 Insp Repts 50-250/84-25, 50-251/84-26# 50-335/84-26 Sc 
50-389/84-28 on 840813-0907. Violation Sc deviation noted: 
failure to follow procedure specifying required on-the-job 
training raquireceensts for shift technical advisors. 
FALCONER.D. Region «# Office of Director, 84/10/15. 24pp. 

28607 : 321 . 24X Fich a ; 50-0DGi, 84/ 1 2/21 # 8501210307. 


8501210174 Ack rece'ip’t ;bf 841207 Itr informing NRC of steps taken 
correct violations noted, in Insp Repts 50-335/84-29 Sc 
50-389/84-35. 


OLSHINSKI, J. A. Region 2, Office of Director. 
WILLIAMS, J. W. . Florida Power i Light (io’ Ip 
Fiche: 50-335# 84/12/24, 8501210174. 


84/12/24. 
28494: 317. 


24X 


to 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85—004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York# Inc, 109pp. 28613:169. 24X Fiche; 50-000# 85/01/17, 8501160196. 


8501230229 IE Info Notice 85—005# "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000# 85/01/23, 8501230229. 


8501230236 IE Info Notice 85—006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fiche: 50-000# 85/01/23# 8501230236. 


B501250352 IE Info Notice 85—007# "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE# J. N. Division of QA# Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York# 

Inc. 67pp. 28692:295. 24X Fiche ; 50-000# 85/01/29, 8501250352. 


R. Periodic operating reports Sc related correspondence 


8501240010 Monthly operating repts for Nov 1984. W/841217 Itr. 

GRANT, N.W. Florida Power 6 Light Co. 84/11/30. I7pp. 28542:153. 
24X Fiche: 50-000# 84/ 1 1 /30# 850 1 2400 1 0. 



DOCKETED ITEMS 


257 


S. Reportable occurrences/ LERs & related correspondence 


B501030195 LER 84-013-00: on 841 119» uiide-range nuclear instrumentation 
circuitry noise caused spurious high startup rate trip. 

Cause of noise indeterminate. No corrective actions taken. 

W/841219 Itr. 

WEST. D. / WILLIAMS, W. Florida Power & Light Co. 84/12/19. 2pp. 
28188: 263. 24X Fiche: 50-389. 84/12/19. 8501030195. 


8501040033 LER 84-012-00: on 841 1 19, manua 1 trip occurred after seizure 
of condensate pump 2C. Caused by impeller fai lure. W/841219 
Itr. 

WEST.D. / WILLIAMS, J. W. Florida Power & Light Co. 84/12/19. 2pp. 
28208: 362. 24X Fiche: 50-389. 84/12/19. 8501040033. 


8501080296 LER 84-010-00: on 841 1 19, inservi ce insp surveillance 
requirements of Tech Spec 4. 7. 9 performed & 19 snubbers 
declared inoperable as result. All inoperable snubbers 
replaced or repaired. W/841226 Itr. 

WALLINO/C. E. , WILLIAMS. J. W. Florida Power & Light Co. 84/12/19. 
4pp. 28245:296. 24X Fiche: 50-389, 84/12/19, 8501080296. 


8501080307 LER 84-011-00: on 841 121. reactor tripped due to loss of 
turbine load & auxiliary feed pump C tripped on overspeed. 

Caused by generator exciter bearing failure Se steam leakage, 
respectively. Bearing replaced. W/841226 Itr. 

FERREL, S. D. , WILLIAMS. J. W. Florida Power & Light Co. 84/12/26. 
2pp. 28246:243. 24X Fiche: 50-389, 84/12/26, 8501080307. 


8501100056 LER 84-014-00: on 841129, while at 68-/. power, ESF Channel A 
actuated due to blown fuse. Cause of blown fuse unknown. Fuse 
it diode replaced. W/850102 Itr. 

MCLAUGHLIN, L. , WILLIAMS, J. W. Florida Power it Light Co. 85/01/02. 
2pp. 28348:362. 24X Fiche: 50-389, 85/01/02, 8501100056. 


8501280613 LER 84-015-00: on 841218, reactor trip occurred due to low 
steam generator level. Caused by poor suction strainer 
venting technique. W/8501 17 Itr. 

STEWART, D., WILLIAMS, J. W. Florida Power it Light Co. 85/01/17. 2pp. 
28614: 048. 24X Fiche: 50-389. 85/01/17, 8501280613. 


8501290420 LER 84-016-00; on 841219, turbine/reactor trip occurred on low 
vacuum due to condensate pump 2B recirculation line crack. 

Cause not stated. Rec irculation line, breaker & reactor 
coolant pressure seals replaced. W/8501 18 Itr. 

WEST.D., WILLIAMS. U. W. Florida Power it Light Co. 85/01/18. 2pp. 
28639: 276. 24X Fiche; 50-389. 85/01/18. 8501290420. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents it correspondence 


8501180101 ''Justification of Seismic Design Criteria Used for Sequoyah. 
Watts Bar St Bellefonte Nuclear Power Plants, Phase I." 

HAND. F. 8. Tennessee Valley Authority, 78/04/30. 62pp. 28483:265. 

24X Fiche: 50-000, 78/04/30, 8501180101. 


8501180131 "Supplemental Rept: Prediction of Strong Motions for Eastern 
North America on Basis of Magnitude" to TVA rept, 

"Justification of Seismic Design Criteria Used for Sequoyah, 

Watts Bar Sc Bellefonte Nuclear Power Plants, Phase II. " 

HOLT, R. J. Weston Geophysical Corp. 78/08/03. 77pp. 28485:216. 

24X Fiche: 50-000, 78/08/03, 8501180131. 


8501180112 "Justification of Seismic Design Criteria Used for Sequoyah. 
Watts Bar Sc Bellefonte Nuclear Power Plants, Phase II. " 

HAND, F. R. Tennefsee Valley Authority. 78/08/31. 157pp. 28483:108. 

24X Fiche: 50-000, 78/08/31, 8501180112. 


8501180123 Errata to "Justification of Seismic Design Criteria Used for 
Sequoyah, Watts Bar Sc Bellefonte Nuclear Power Plant, Phase 
II. " 

* Tennessee Valley Authority. 78/08/31, 2pp. 28483:342. 24X 

Fiche: 50-000, 78/08/31, 8501180123. 


8501040148 Forwards request for addl info re initial test program based 
on FSAR review through Amend 53. Response by 850131 requested 
to support fuel load date. 

ADENSAM,E.G. Licensing Branch 4. 84/12/19. PARRIS, H. G. Tennessee 

Valley Authority. 3pp. 28209:327. 24X Fiche: 50-390, 84/12/19, 

8501040148. 


8412270114 Forwards info addressing concerns re equipment qualification 
efforts raised at 840905 meeting w/NRC Sc updating info 
submitted on 840724 Sc 0814. Info includes util safety 
evaluation re submergence of Class IE electrical equipment. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/20. ADENSAM, E. 
Licensing Branch 4. 885pp. 28091:183. 24X Fiche; 50-390, 84/12/20, 

8412270114 . 


8501180363 Forwards nonproprietary Sc proprietary WCAF-10750 Sc 
WCAP-10698, respective! y. "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU. A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000.84/12/20. 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT,D. 0. Division of Licensing, 84/12/27. Consolidated 
Edison Co. of New York. Inc. ISpp. 28464:230. 24X 

Fiche: 50-000,84/12/27, 8501030120. 


8501080260 Forwards response to items identified at 840907 meeting re 
possible discrepancies between draft Tech Specs, FSAR Sc SER, 
per NRC 840822 ltr. 

DOMER.J. A. Tennessee Valley Authority. 85/01/03. ADENSAM, E. 
Licensing Branch 4. 42pp. 28231:052. 24X Fiche: 50-390, 85/01/03, 

8501080260. 


8501090361 Ack receipt of 841119 application for extension of const 
completion dates. Remittance of 10CFR170 fees requested. 

MILLER. W.O. License Fee Management Branch. 85/01/03, PARRIS, H. E. 
Tennessee Valley Authority. Ip. 28307:338. 24X 

Fiche: 50-390, 85/01/03, 8501090361. 


8501230337 Advises that Startup Test (SU) 1. 1 submitted w/841120 ltr. 
Other info requested in 841219 ltr re initial test program 
provided in Amend 54 to FSAR submitted on 850109. 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/14. ADENSAM, E. 
Licensing Branch 4. Ip. 28510:096. 24X Fiche: 50-390, 85/01/14, 

8501230337. 


8501210354 Forwards request for addl info re main steam line break 
accident inside ice condenser containments analysis. Response 
requested by 850215. 

ADENSAM, E.G. Licensing Branch 4. 85/01/15. PARRIS, H. G. Tennessee 

Valley Authority. 3pp. 28495:355. 24X Fiche: 50-390, 85/01/15, 

8501210354. 


8501230148 Forwards configurations of facility underground barriers, 
resolving NRC concerns re mitigation of adverse affects due 
to potentially liquefiable soil along ERCW pipeline. W/ten 
oversized graphs. Aperture cards available in PDR. 

DOMER, J. A. Tennessee Valley Authority. 85/01/16. ADENSAM, E. 
Licensing Branch 4. 25pp. 28510:172. 24X Fiche: 50-390, 85/01/16, 

8501230148. 


8501230182 Forwards addl info re Power Sys Branch open items, per NRC 
841127 request. 

DOMER.J. A. Tennessee Valley Authority. 85/01/16. ADENSAM, E. 
Licensing Branch 4. 5pp. 28515:261. 24X Fiche: 50-390, 85/01/16, 

8501230182. 


8501230251 Advises that replacement 8(/or mod of six lifting devices 
will be completed by 850915, in response to NRC Question 2. 1 
in order to achieve compliance w/NUREG-0612. 

DOMER. J. A. Tennessee Valley Authority. 85/01/16. ADENSAM.E. 
Licensing Branch 4. Ip. 28515:252. 24X Fiche: 50-390. 85/01/16, 

8501230251. 


8501230503 Provides cost analysis for OL application rpview through 
840623. Revised Part 170 encl.W/o end. 

MILLER, W.O. License Fee Management Branch. 85/01/17. PARRIS, H. G. 
Tennessee Valley Authority. Ip. 28536:359. 24X 

Fiche; 50-390, 85/01/17, 8501230503. 


— 8501230505 Forwards summary of OL review costs through 840623, 

HOLLOWAY, C. J. License Fee Management Branch. 85/01/17. License 
Fee Management Branch. 2pp. 28536:360. 24X Fiche: 50-390, 

85/01/17, 8501230503. 


8501290125 Notification of 850122 meeting w/util in Bethesda, MD to 
discuss Tech Spec issues re containment sys, power sys. 
instrumentation & controls & mechanical engineering. 

KENYON, T.J. Licensing Branch 4. 85/01/18. ADENSAM, E. Licensing 

Branch 4. 3pp. 28646:147. 24X Fiche: 50-390, 85/01/18, 8501290125. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8501210225 Forwards Insp Repts 50-390/84-82 it 50-391/84-56 on 841021- 
1120. No .violations or deviations noted. 

VERRELLI,D. M. Region 2, Office of Director. 84/12/12. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 28494:346. 24X 

Fiche: 50-390,84/12/12, 8501210225, 
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K. Utility Final Safety Analysis Report (FSARJ & amends 


8501230292 Forwards Amend 54 to FSAR. Amend includes Sections 8. 1 8c 8. 3 
in response to Power Sys Branch informal questions* Chap ter 
13 re organization 8e Table 14.2-1 re preoperat ional test 
program. 

DOMER. J. A. Tennessee Valley Authority. 85/01/09. ADENSAM, E. 
Licensing Branch 4. 2pp. 28514:257. 24X Fiche: 50-390* 85/01/09, 

8501230292. 


— 8501230298 Amend 54 to FSAR for Watts Bar. 

* Tennessee Valley Authority. 85/01/09. 350pp. 28514:259. 24X 

Fiche: 50-390, 85/01/09, 8501230292. 


—8501210236 Insp Repts 50-390/84-82 8( 50-391/84-56 on 841021-1120. No 
violations or deviations noted. Major areas inspected: 
followup on inspector identified 8e licensee identified 
items, fire protection it prevention 8c SER followup. 

SHYMLOCK. M. B. , WEISE, S. P. Region 2, Office of Director. 84/12/12. 
7pp. 28494:348. 24X Fiche: 50-390, 84/12/12, 8501210225. 


8501150373 Forwards main control room panel photographs, per SER, App D 8c 
810820 commitment. Photographs include panels that have not 
received human factors review. W/o end. 

MCCLOUD, D.E. Tennessee Valley Authority. 85/01/09. ADENSAM, E. 
Licensing Branch 4. 2pp. 28379:116. 24X Fiche: 50-390, 85/01/09, 

8501150373. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8501160403 Forwards "IE Bulletin 79-14 Phase II Insp Summary Rept, " as 
final response to IE Bulletin 79-14. Phase II insps performed 
by Teledyne Engineering Svcs verified util Phase I insp 
program adequate 8c demonstrated compliance. 

HUFHAM, U. W. Tennessee Valley Authority. 84/11/19. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28405:001. 24X 

Fiche; 50-390, 84/11/19, 8501160403. 


— 8501160408 Rev 1 to **IE Bulletin 79-14 Phase II, Insp Summary Rept," 
CHUNG, C. K. , HANSEN, J. , KAGARY, W. J. Tennessee Valley Authority. 
CEB 83-31 ROl. 84/04/02. 360pp. 28405:003. 24X 

Fiche: 50-390, 84/11/19, 8501160403. 


8501210355 Forwards request for addl info re 840321 submittal 8c FSAR 
Amends 52 8c 53 re SER Open Items 13 8c 14 concerning diesel 
generators 8c testing of communication sy s, respectively . 

Response requested by 850208. 

ADENSAM.E.G. Licensing Branch 4. 85/01/14. PARRIS, H.G. Tennessee 

Valley Authority. 4pp. 28495:351. 24X Fiche: 50-390, 85/01/14, 

8501210355. 


8501230352 Provides analysis to ensure that switchover of 

safety-related ERCW to auxiliary feedwater pumps will occur 
in manner which assures adequate NPSH furnished, per SER 
Section 10.4.9. 

DOMER. J. A. Tennessee Valley Authority. 85/01/16. ADENSAM, E. 
Licensing Branch 4. 2pp. 28510:102. 24X Fiche: 50-390, 85/01/16, 

8501230352. 


8501210033 Forwards Insp Rept 50-390/84-83 on 841106-09. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/28. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28501:249. 24X 

Fiche; 50-390, 84/11/28, 8501210033. 


— 8501210038 Insp Rept 50-390/84-83 on 841106-09. No violation or 
deviation noted. Major areas inspected: seismic analysis for 
as— built safety-related piping sys 8c pipe support base plate 
designs using concrete expansion anchor bolts. 

VIAS.S. J. , MODENQS.L. P. , BLAKE, J. J. Region 2, Office of Director. 
84/11/26. 3pp. 28501:251. 24X Fiche: 50-390, 84/11/28, 8501210033. 


8501210051 Forwards Insp Rept 50-390/84-78 on 841023-26. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/29. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28501:288. 24X 

Fiche: 50-390, 84/11/29. 8501210051. 


—8501210062 Insp Rept 50-390/84-78 on 841023-26, No violations or 
deviations noted. Major areas inspected : sei smic analysis for 
as-built safety-related piping sys 8c piping support base 
plate designs using concrete expansion anchor bolts. 

MODENOS, L, P. , VIASiS. J., BLAKE, J.U.’ Region Office of Director, 
84/11/28. 5pp. 28501:290. 24X Fiche : 50-390, 84/1 1/29, 8501210051. 


8501210225 Forwards Insp Repts 50-390/84-82 8c 50-391/84-56 on 841021- 
1 120. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director, 84/12/12. PARRIS.H. G. 
Tennessee Valley Authority. 2pp. 28494:346. 24X 

Fiche: 50-390, 84/12/12, 8501210225. 


— 8501210236 Insp Repts 50-390/84-82 8c 50-391/84-56 on 841021-1120. No 
violations or deviations noted. Major areas inspected: 
followup on inspector identified 8c licensee identified 
items, fire protection 8c prevention it SER followup. 

SHYMLOCK, M. B. , HOLLAND, W. E. , CALDWELL, C. W. Region 2, Office of 
Director. 84/12/12. 7pp. 28494:348. 24X Fiche: 50-390, 84/12/12, 

8501210225. 


8501180435 Discusses 841213 meeting re status of programmatic changes 
concarning NRC licensed activities. Observed managerial 
improvements 8c improvements in regulatory performance 
discussed, 

O'REILLY, J. P. NRC - No Detailed Affiliation Given. 84/12/19. 
PARRIS.H. G. Tennessee Valley Authority. 3pp. 28464:286. 24X 

Fiche; 50-000, 84/12/19, 8501180435. 


8501160314 Advises that final rept It revised response to IE Bulletin 
79-02. "Pipe Support Base Pikte Designs Using Concrete 
Expansion Anchor Bolts," fob mi t ted 830826 it 840620, 
respectively. 

HUFHAM.U.W. Tennessee Valley Authority. 84/12/20. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 28410:016. 24X 

Fiche: 50-390, 84/12/20, 8501160314. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. '• Svc list end. 

0^ Emergency Preparedness 8c Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


F. Security, medical, emergency 8c fire protection plans 


8501210225 Forwards Insp Repts 50-390/84-82 8c 50-391/84-56 on 841021- 
1120. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/12. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 28494:346. 24X 

Fiche: 50-390, 84/12/12, 8501210225. 


— 8501210236 Insp Repts 50-390/84-82 8c 50-391/84-56 on 841021-1 120. No 
violations or deviations noted. Major areas inspected; 
followup on inspector identified 8c licensee identified 
items, fire protection 8c prevention 8c SER followup. 

SHYMLOCK, M. B. , HOLLAND, W. E. , CALDWELL, C. W. Region 2, Office of 
Director, 84/12/12. 7pp. 28494:348. 24X Fiche: 50-390, 84/12/12, 

8501210225. 


8501100040 Summary of 841204 meeting w/utll re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility 8c detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON, T. J. Licensing Branch 4, 84/12/27. Licensing Branch 4, 

8pp. 28355:349. 24X Fiche: 50-000, 84/12/27, 8501100040, 


8501020339 Revises 841127 response to NR<i Question 010.40 re review of 
associated circuit analyses in fire protection program per 
10CFR50, App R. 

HUFHAM. J. W, Tennessee Valley Authority. 84/12/28. ADENSAM, E. 
Licensing Branch 4. 10pp. 28138:313. 24X Fiche: 50-390, 84/12/28, 

8501020339. 


8501140163 Forwards revised responses to Items 2 8c 17 of NRC 840814 
concerns re fire protection program Ic revised requests for 
deviation from 1OCFR50, App R, including new request 
(Deviation 16). 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/04. ADENSAM, E. 
Licensing Branch 4. 36pp. 28361:242. 24X Fiche: 50 - 390 , B5/0 1/04, 

8501140163. 


8501100621 Generic Ltr 85-01 to all power reactor lieenssss 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc, 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, B501 100621. 


8501140520 Forwards request for addl info re fire protection progrem. 
Potential deviations from guidelines of App A to Branch 
Technical Position 9.5-1 not justified. Response requested by 
850125 in order to support fuel load date. 

NOVAK, T.M. Assistant Director for Licensing. 85/01/09. PARRIS, H.G. 

Tennessee Valley Authority. 3pp. 28378:353. 24X 

Fiche: 50-390, 85/01/09, 8501140520. 


8501150373 Forwards main control room panel photographs, per SER, App D 8c 
810820 commitment. Photographs include panels that h*ve not 
received human factors review. W/o end. 

MCCLOUD, D.E. Tennessee Valley Authority. 85/Of/(>9. ADENSAM, E. 
Licensing Branch 4. 2pp. 28379:116. 24X Fiche: 50-390, 85/01 /09i 

8501150373. 
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8501210160 Ack receipt of 841203 supplemental response to violations 
noted in Insp Rept 50-390/84-42. Corrective actions mill be 
examined during future insps. 

OLSHINSKI. J. A. Region 2, Office of Director. 84/12/24. PARRIS^ H. G. 

Tennessee Valley Authority. ip. 28501:262. 24X 

Fiche; 50-390i 84/12/24, 8501210160. 


8501210383 Forwards Exam Rept 50-390 /□L-84 -03 of exam administered 
during wk of 841022, table summarizing results & written 
exam questions it answer key. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/27. PARRIS,H.Q. 
Tennessee Valley Authority. 3pp. 28498:231. 24X 

Fiche: 50-390, 84/12/27, 8501210383. 


’85012103B8 Exam Rept 50-390 /0L-S4-03 on 841022-25. Exam results: four 
reactor operators ic five senior operators passed oral exam. 

Five reactor operators & four senior operators passed 
written exam. Exam questions it answer key end. 

COOK, E. A., WILSON, B. A. Region 2, Office of Director. 84/12/26. 
78pp. 28498:234. 24X Fiche: 50-390, 84/12/27, 8501210383. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irrad iators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
• <Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401, 


8501080502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, “Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs & related correspondence 


8501170250 Third interim deficiency rept re spurious valve operation 
due to fire damage. Initially reported on 840730. 

Investigation continuing. Next rept anticipated on 850125. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/04. □ ^REILLY, J. P. 

Region 2, Office of Director. Ip. 28445:253. 24X 

Fiche: 50-390, 84/12/04, 8501170250. 


8501150463 Final deficiency it Part 21 rept re OH Bettis valve actuators 
w/potential stroking speeds greater than 15 s, Initially 
reported on 840917. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/05. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28414:259. 24X 

Fiche: 50-000, 84/12/05, 8501150463. 


8501160161 First interim deficiency rept re insulation not considered 
in analysis of 1-inch boration piping. Initially reported on 
841114. Supports being reanalyzed to meet seismic 
qualifications. Next rept anticipated by 850118. 

HUFHAM, J.W, Tennessee Valley Authority. 84/12/07. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28420:279. 24X 

Fiche: 50-390,84/12/07, 8501160161. 


8501170201 Interim Deficiency Rept NCR 5864 re incorrect positioning of 
overcurrent protection devices. Initially reported on 841128. 

Work plan initiated to reinspect 4S0-volt rack-out-type 
Westinghouse breakers. Next rept by 850201. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/26. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28445:103. 24X 

Fiche: 50-390, 84/12/26, 8501170201. 


8501090060 First interim deficiency rept re steel containment vessel 
response spectra. Initially reported on 841 128. Plotted 
locations where corrected spectra exceed original spectra 
will be assessed. Next rept will be submitted by 850131. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/28. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28276:361. 24X 

Fiche: 50-390, 84/12/28, 8501090060. 


V. Operator Examinations 


8501210383 Forwards Exam Rept 50-390 /OL-84 -03 of exam administered 
during wk of 841022, table summarizing results & written 
exam questions it answer key. 

VERRELLI.D. M. Region 2, Office of Director. 84/12/27. PARRIS, H. G. 
Tennessee Valley Authority. 3pp. 28498:231. 24X 

Fiche: 50-390, 84/12/27, 8501210383. 


— 8501210388 Exam Rept 50-390/0L-B4-03 on 841022-25. Exam results: four 
reactor operators it five senior operators passed oral exam. 

Five reactor operators it four senior operators passed 
written exam. Exam questions it answer key end. 

COOK, E. A., WILSON, B. A. Region 2, Office of Director. 84/12/26. 
78pp. 28498:234. 24X Fiche: 50-390, 84/12/27, 8501210383. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents 8c correspondence 


8501180101 "Justification of Seismic Design Criteria Used for Sequoyah, 
Watts Bar 8c Bellefonte Nuclear Power Plants, Phase I." 

HAND, F. R. Tennessee Valley Authority. 78/04/30. 62pp. 28483:265. 

24X Fiche: 50-000, 78/04/30,8501180101. 


8501180131 "Supplemental Rept: Prediction of Strong Motions for Eastern 
North America on Basis of Magnitude" to TVA rept, 

"Justification of Seismic Design Criteria Used for Sequoyah, 

Watts Bar 8c Bellefonte Nuclear Power Plants, Phase II." 

HOLT, R. J. Weston Geophysical Corp. 78/08/03. 77pp. 28485:216. 

24X Fiche: 50-000,78/08/03,8501180131. 


8501180112 "Justification of Seismic Design Criteria Used for Sequoyah, 
Watts Bar 8c Bellefonte Nuclear Power Plants, Phase II." 

HAND, F. R. Tennessee Valley Authority. 78/08/31. 157pp. 28483:108. 

24X Fiche; 50-000, 78/08/31,8501180112. 


8501180123 Errata to "Justification of Seismic Design Criteria Used for 
Sequoyah, Watts Bar 8c Bellefonte Nuclear Power Plant, Phase 
II. " 

* Tennessee Valley Authority. 78/08/31. 2pp. 28483:342. 24X 

Fiche: 50-000, 78/08/31, 8501180123. 


8501040148 Forwards request for addl info re initial test program based 
on FSAR review through Amend 53. Response by 850131 requested 
to support fuel load date. 

ADENSAM, E. G. Licensing Branch 4. 84/12/19. PARRIS, H.G. Tennessee 

Valley Authority. 3pp. 28209:327. 24X Fiche: 50-390, 84/12/19, 

8501040148. 


8412270114 Forwards info addressing concerns re equipment qualification 
efforts raised at 840905 meeting w/NRC 8c updating info 
submitted on 840724 8c 0814, Info includes util safety 
evaluation re submergence of Class IE electrical equipment, 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/20. ADENSAM, E. 
Licensing Branch 4. 8S5pp. 28091:183. 24X Fiche: 50-390, 84/12/20, 

8412270114. 


8501180363 Forwards nonproprietary 8c proprietary WCAP-10750 8c 
WCAP-10698, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group, 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants, " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. I8pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 
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8501080511 Submits proposed actions on IDVP for all CY86 *e CYST plants. 
Draft Itrs to Duquesne Light Sc Comm Ed requesting compliance 
tii/SAR commitments & plans to incorporate corrective actionsc 
respectively# encl- 

DEYOUNOiR. C. Director's Office# Office of Inspection and 
Enforcement. 84/12/28. DENTON# H. R. Office of Nuclear Reactor 
Regulation. Director. 4pp. 28271:176. 24X Fic he: 50-000# 84/12/28. 

8501080511. 


8501230352 Provides analysis to ensure that suiitchover of 
saf etg-related ERCW to auxiliary feedwater pumps will occur 
in manner which assures adequate NPSH furnished# per SER 
Section 10.4.9. 

DOMER. J. A. Tennessee Valley Authority. 85/01/16. ADENSAM. E. 
Licensing Branch 4. 2pp. 28510:102. 24X Flche: 50-390# 85/01/16. 

8501230352. 


8501080260 Forwards response to items identified at 840907 meeting re 
possible discrepancies between draft Tech Specs# FSAR & SER# 
per NRC 840822 Itr. 

DOMER. J. A. Tennessee Valley Authority. 85/01/03. ADENSAM. E. 
Licensing Branch 4. 42pp. 28231:052. 24X Ficher 50-390, 85/01/03# 

8501080260. 


F. Security, medical# emergency & fire protection plans 


8501210225 Forwards Insp Repts 50-390/84-82 Sc 50-391/84-56 on 841021- 
1120. No violations or deviations noted. 

VERRELLI#D. M. Region 2# Office of Director. 84/12/12. PARRIS#H. G. 
Tennessee Valley Authority. 2pp. 28494:346. 24X 

Fiche; 50-390# 84/12/12. 8501210225. 


8501090361 Ack receipt of 841119 application for extension of const 
completion dates. Remittance of 10CFR170 fees requested. 

MILLER. W.O. License Fee Management Branch. 85/01/03. PARRIS# H.E. 
Tennessee Valley Authority. Ip. 28307:338. 24X 

Fiche; 50-390.85/01/03# 8501090361. 


8501230337 Advises that Startup Test <SU) 1. 1 submitted w/841120 Itr. 
Other info requested in 841219 Itr re initial test program 
provided in Amend 54 to FSAR submitted on 850109. 

HUFHAM.J. W. Tennessee Valley Authority. 85/01/14. ADENSAM# E. 
Licensing Branch 4. ip. 28510:096. 24X Fiche: 50-390# 85/01/14. 

8501230337. 


8501210354 Forwards request for addl info re main steam line break 
accident inside ice condenser containments analysis. Response 
requested by 850215. 

ADENSAM.E. «. Licensing Branch 4. 85/01/15. PARRIS.H. 0. Tennessee 

Valley Authority. 3pp. 28495:355. 24X Fiche: 50-390# 85/01/15# 

8501210354. 


8501230148 Forwards configurations of facility underground barriers, 
resolving NRC concerns re mitigation of adverse affects due 
to potentially liquefiable soil along ERCW pipeline. W/ten 
oversized graphs. Aperture cards available in PDR. 

DOMER# J. A. Tennessee Valley Authority. 85/01/16. ADENSAM# E. 
Licensing Branch 4. 25pp. 28510:172. 24X Fiche: 50-390. 85/01/16# 

8501230148. 


8501230182 Forwards addl info re Power Sys Branch open items# per NRC 
841127 request. 

DOMER. J, A. Tennessee Valley Authority. 85/01/16. ADENSAM.E. 
Licensing Branch 4. 5pp. 28515:261. 24X Fiche: 50-390# 85/01/16# 

8501230182. 


8501230251 Advises that replacement tc/or mod of six lifting devices 
will be completed by 850915# in response to NRC Question 2.1 
in order to achieve compliance w/NUREe-0612. 

DCM1ER»J. A. Tennessee Valley Authority, 85/01/16. ADENSAM# E 

28515:252. 24X Fiche: 50-390, 85/01/16# 


8501290125 Notification of 850122 meeting w/util in Bethesda#MD to 
discuss Tech Spec issues re containment sys# power sys# 

^ mechanical engineering. 

n!.: 85/01/lS. ADENSAM.E. Licensing 

Branch 4. 3pp. 28646:147. 24X Fiche; 50-390# 85/01/18, 8501290125. 


E. N RC Safety Evalu ation Report (SER), suppls V correspondence 


8501210225 Forwards Insp Repts 50-390/84-82 tt 50-391/84- 
1120. No violations or deviations noted. 

VERRELLI# D, M. Region 2# Office of Director. 84/12/lS 
Tennessee Valley Authority. 2pp. 28494-346 24 X 

Fiche: 50-390# 84/12/12# 8501210225. 


on 841021- 
PARRIS# H, 0. 


Repts TO-390/84-82 & 50-391/84-56 on 841021-1120. i 
violations or deviations noted. Major areas inspected; 
followup on inspector identified & licensee identified 
** Pt-evention Sc SER followup, 
oav Director. 84/12/12. 7pp. 

28494.348, 24X Fiche: 50-390# 84/12/12# 8501210225. 


—8501210236 Insp Repts 50-390/84-82 Sc 50-391/84-56 on 841021-1 120. No 
violations or deviations noted. Major areas inspected; 
followup on inspector identified Sc licensee identified 
items# fire protection Sc prevention Sc SER followup. 

SHYMLDCK# M. B. # WEISE# S. P. Region 2# Office of Director. 84/12/12. 
7pp, 23494:348. 24X Fiche: 50-390# 84/12/12# 8501210225. 


8501100040 Summary of 841204 meeting w/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility Sc detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON, T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

8pp. 28355:349. 24X Fiche: 50-000# 84/12/27# 8501 100040. 


8501020339 Revises 841127 response to NRC Question 010. 40 re review of 
associated circuit analyses in fire protection program per 
10CFR50#App R, r » r 

HUFHAMiJ. W. Tennessee Valley Authority. 84/12/28. ADENSAM# E. 
Licensing Branch 4. 10pp. 28138:313. 24X Fiche: 50-390# 84/12/28# 

8501020339. 


8501140163 Forwards revised responses to Items 2 Sc 17 of NRC 840814 
concerns re fire protection program & revised requests for 
deviation from 10CFR50#App R# including new request 
<Deviation 16). 

HUFHAM# J. W. Tennessee Valley Authority. 85/01/04. ADENSAM# E. 

28361:242. 24X Fiche; 50-390, 85/01/04# 


77 «*i. povi»«T- i-eacxor licensees sc eii 

applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT# D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co, of New York# Inc. 138pp. 67718*161 24X 

Fiche: 50-000# 85/01/09# 8501 100621. 


“■ rira proxecxion program. 

Potential deviations from guidelines of App A to Branch 

Position 9.5-1 not justi fied. Response requested by 
850125 in order to support fuel load date. 

Licensing. 85/01/09. PARRIS# H.G. 
Tennessee Valley Authority. 3pp. 28378-353 SAX 
Fiche: 50-390# 85/01/09# 8501140520 


^^ 810 S 2 Q^L^it*’^‘*^ photographs, per SER# App D «c 

riefiv-rf 2* *^°*°®’'*?^* include panels that have not 

received human factors review. W/o end. 

MCCLOUD# D.E. Tennessee Valley Authority. 85/01/09, ADENSAM.E 
eiSuliSIs 28379:116. 24X Fiche: 50 I 39 S# SS%V/09, 


R. Utility Fina l Safety Analysis Report (FSAR) S# amends 


e mmeno w-r 1,0 rann. nmeno includes Sections 8 1 

in response to Power Sys Branch informal questions# Chapter 

''“‘''"'•‘til- BS/Ol/Ot. ADENSAM.E. 
8801230292 = 4 X Fich.: SO-390, BS/01/09, 


S : control TOOB ..nol photojr.ph., per SER, App D «, 
n ^ r#vn».«/e # 001 . 

noeUX®,D.E. T.nnc.so. Vollog Aothoritu. 8S/01/D9 ADENSAM s 

Rooponu rMO.ot*d ’9 85^, '•..p.ctjv.l,. 

Vlllo« Aft»l>TltJ'*"I|lJIf ^B495-351 ^* 24 X^F?’ I, n/*""***** 

850i2l<m5, 24X Fiche; 50-390# 85/01/14# 


Amend 54 to FSAR for Watts Bar. 
* Tennessee Valley Authority. 85/01/09 
Fiche; 50-390# 85/01/09# 8501230292. 


3»Opp. 28514: 259. 24X 


a. In.p.ttlon r.,«-t., IE guXl .tln. t. corr..pond.nc. 

‘ *0^-84-88 on 841081- 

VERRELLI# D.M. Region 2# Office of Director. 84/1^12 parrtb w m 
Tennessee Valley Authority. 2 pD 28494-346 PARRIS# H.G. 

Fiche: 50-390# 84/12/12, 8501210225 
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— 8501210236 Insp Repts 50-390/84-82 St 50-391/84-56 on 841021-1120. No 
violations or deviations noted. Major areas inspected: 
followup on inspector identified S< licensee identified 
items^ fire protection St prevention St SER followup. 

SHYMLOCK^ M. B. i HOLLAND. W. E. i CALDWELL. C. U. Region 2. Office of 
Director. 84/12/12. 7pp. 28494:348. 24X Rich e: 50-390, 84/12/12. 

8501210225. 


8501180435 Discusses 841213 meeting re status of programmatic changes 
concerning NRC licensed activities. Observed managerial 
improvements St improvements in regulatory performance 
discussed. 

O'REILLY. J. P. NRC - No Detailed Affiliation Given. 84/12/19. 
PARRIS. H.G. Tennessee Valley Authority. 3pp. 28464:286. 24X 

Fiche: 50-000. 84/12/19. 8501180435. 


8412190503 IE Info Notice 84-94. “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 12lpp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. '* Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fi che: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. “Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

•JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison, Co. of New 

York. Inc. 109pp. 28537:193. 24X Fich e: 50-000. 85/01/1 1. 8501080502. 


8501100655 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01/15. 8501 100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills, " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc, 108pp. 28692:186. 24X Fich e: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys." Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE. J. N. Division of QA. Safeguards St Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


S. Reportable occurrences. LERs St related correspondence 


650117025Q Third interim deficiency rept re spurious valve operation 
due to fire damage. Initially reported on 840730. 

Investigation continuing. Next rept anticipated on 850125. 

HUFHAM. J. W. Tennessee Valley Authority. 84/12/04. O'REILLY. J. P. 
Region 2. Office of Director. Ip. 28445:253. 24X 

Fiche: 50-390. 84/12/04. 8501170250. 


8501150463 Final deficiency & Part 21 rept re OH Bettis valve actuators 
w/potential stroking speeds greater than 15 s. Initially 
reported on 840917. 

HUFHAM.J.W. Tennessee Valley Authority. 84/12/05. O'REILLY, J, P. 
Region 2. Office of Director. 2pp. 28414:259. 24X 

Fiche; 50-000. 84/12/05. 8501150463. 


8501150408 Fourth combined interim program deficiency rept re 
alternately analyzed p iping. Initially reported on 821124. 
Deflciancies still under investigation. Next rept anticipated 
on or about 850201. 

HUFHAM.J.W. Tennessee Valley Authority. 84/12/14. O'REILLY. J. P. 
Reg:(on 2. Office of Director, 2pp. 28419:150. 24X 

Fiche: 50-391. 84/12/14. 8501150408. 


8501150474 Second interim rept re substandard welds on reactor bldg 
conduit supports. Initially reported on 841029. Engineering 
personnel in process of providing sketches of individual 
supports for evaluation. Next rept anticipated by 850222. 
HUFHAM.J.W. Tennessee Valley Authority. 84/12/17. 0 'REILLY. J. P. 

Region 2. Office of Director, ' Ip, 28414:276. 24X 

Fiche: 50-391. 84/12/17. 8501150474. 


8501160003 Fourth interim deficiency rept re qualification of nozzles 
&/or components. Initially reported on 830421. Reanalysis of 
nozzles Sc components to ensure qualification continuing. 

Next rept anticipated by 851021. 

HUFHAM.J.W. Tennessee Valley Authority. 84/12/18. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 28421:136. 24X 

Fiche: 50-391. 84/12/18. 8501160003. 


8501140180 Fifth interim deficiency rept re incorrect insulation 
weights used in piping analysis. Initially reported on 
820805. Insulation drawings will be prepared to verify 
correct weights. Next rept will be submitted by 851018. 

HUFHAM.J.W. Tennessee Valley Authority. 84/12/20. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 28377:264. 24X 

Fiche: 50-391, 84/12/20. 8501140180. 


8501170201 Interim Deficiency Rept NCR 5864 re incorrect positioning of 
overcurrent protection devices. Initially reported on 841128. 

Work plan initiated to reinspect 480-volt rack-out-type 
Westinghouse breakers. Next rept by 850201. 

HUFHAM.J.W. Tennessee Valley Authority. 84/12/26. O'REILLY. J. P. 
Region 2. Office of Director. 2pp. 28445:103. 24X 

Fiche: 50-390. 84/12/26, 8501170201. 


8501090060 First interim deficiency rept re steel containment vessel 
response spectra. Initially reported on 841 128. Plotted 
locations where corrected spectra exceed original spectra 
will be assessed. Next rept will be submitted by 850131. 

HUFHAM.J.W. Tennessee Valley Authority. 84/12/28. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 28276:361. 24X 

Fiche: 50-390. 84/12/28. 8501090060. 


DOCKET 50-394 CALIFORNIA STATE POLYTECH COLLEGE RES. REACTOR 


Q. Inspection reports. IE Bulletins St correspondence 


8501150104 Partial response to FOIA request for physical security St 
safeguards insp repts for all nonpower reactors in Regions 
II V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21. 8501150104. 


— 8501150136 Sanitized version of Insp Rept 50-394/79-01 on 790307. No 
noncompliance noted. Major areas inspected; organization St 
operations. physical inventory . records & repts of SNM. 

BROCK, B.L.. WIEDER.A. V. , NORDERHAUG. L. R. Regions. San Francisco. 
Office of the Director. 79/03/28. 3pp, 28416:062. 24X 

Fiche: 50-000, 84/06/21. 8501150104. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency St fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EI8ENHUT. D. G. Division of Licensing, 85/01/09. Consolidated 
Edison Co. of New York. Inc, I38pp. 67718:161. 24X 

Fiche; 50-000. 85/01/09. 8501100621. 


8501150259 Forwards Safeguards Insp Rept 50-395/84-39 on 841218-21. No 

violations or deviations noted. } 

VERRELLI. D. M. Region 2. Office of Director. 85/01/10. DIXON. 0. W. i 

South Carolina Electric St Gas Co. 2pp. 28386:222. 24X I 

Fiche: 50-395. 85/01/10. 8501150259. ii 


— a501l50265 Safeguards lns| Rept 50-395/84-39 on 841218-21, No violations 
or deviations noted. Maijor areas inspected; security 
organization, records > repts. physical barriers St testing & 
maint. Details withheld (ref 1001^82. 790 & 73.21). 

MOORE, D.E.. MCGUIRE, D.R. Region 2. Office of Director. 85/01/09, 

Ip. 28386:224. 24X Fiche: 50-395. 85/01/10, 8501150259. 


P. Operating license stage documents St correspondence 


8501160325 FOIA. request for repts re facilities* including SALP rapts. 
const eudit team repts St const deficiency repts from start 
of const to present. 

CORNELL. B. Kansas City 8tar/Kansas City Times. Kansas City. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp« 
28432:313. 24X Fiche: 50-00(5, 84/05/17. 8501160325. 
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8501160253 Responds to FOIA request for SALP repts» const audit team 
repts & const deficiency rep ts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip, 28432:312. 
24X Fiche: 50-000, 84/06/08, 8501160253. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend” to consideration 
of TMI-l steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information (c Resource Service. 5pp. 28525:241. 24X 

Fiche; 50-000, 84/06/21, 8501230111. 


—8501230204 Advises that clearer basis needed for proposed NSHC finding 
for amend deleting requirement for remote RHR valve lockout 
capab i I ity. Requirements of present license condition not 
specific. 

GRAY, J. R. Office of the Executive Legal Director. 84/04/27. 
HOPKINSiJ. NRC - No Detailed Affiliation Given. Ip, 28525:262 
24X Fiche: 50-000, 84/06/21, 8501230111. 


-8501230428 Comments on Tech Specs change re control room ventilation 
air flow. Description of amend vague. No indication of what 
Tech Specs require noted Sc no support for NSHC provided. 

GRAY, J. R. Office of the Executive Legal Director. 83/11/18. 
HOPKINS, J. NRC - No Detailed Affiliation Given. Ip. 28525:290 
24X Fiche: 50-000, 84/06/21, 8501230111. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501160325 FOIA request for repts re facil ities, including SALP repts, 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000, 84/05/17, 8501160325. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts & const deficiency repts. Forwards computer printouts 
of SALP repts St const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON. J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312 
24X Fiche: 50-000,84/06/08,8501160253. 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. ” Svc list end. 

grace, J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121 pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501180495 Forwards Insp Rept 50-395/84-34 on 841101-30. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/21. DIXON, 0 N 
South Carolina Electric & Gas Co. 2 pp. 28464:264. 24X 

Fiche: 50-395. 84/12/21, 8501180495. 


8501170176 Forwards “Semiannual Effluent & Waste Disposal Rept, Jan- 
Uune, 1984" St Rev 3 to PCP-001, "Process Control Program for 
Packaging of Low Level Radwaste. •* Proprietary portions of 
PCP-001 withheld (ref 10CFR2. 790). 

DZXCM, 0. W. South Carolina Electric & Gas Co. 84/08/29. 

0 'REILLY, J. P. Region 2, Office of Director. ip. 28431:174. 24X 

Fiche. 50-395, 84/08/29, 8501170176. ^ 


8501180500 Insp Rept 50-395/84-34 on 841 101-30. No violation or 
deviation noted. Major areas inspected: plant tours, 
operational safety verifications, month ly surveillance Sc 
maint observations Sc refueling activities preparation. 

HEHL, C. W. , CANTRELL, F. S. Region 2, Office of Director. 84/12/21 
7 pp. 28464:266. 24X Fiche: 50-395, 84/ 12/21, 8501 180495 . 


8501170184 Rev 3 to PCP- 001 . "Process Control Program for Packaging of 
Low Level Radwaste." Portions withheld (ref 10CFR2. 790). 

Carolina Electric St Gas Co. 84/04/13. 8 op. 

88431: 193. 24X Fiche: 50-395, 84/08/29. 8501170176. 

85010^120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 

Nuclear Power Plants. " Svc list end. 

Edif^^« M f Licensing. 84/12/27. Consolidated 

Edison Co. of New York, Inc. 18pp. 28464-230 24X 

Fiche; 50-000, 84/12/27, 850103012o!^ 

License NPF -12 Sc safety evaluation. 

Amend modifies Tech Spec reporting requirements to be in 
accordance w/lOCFRSO. 73. * ■ 

Branch 4. 85/01/02. DIXON, O.W. Sooth 

Carolina Electric Sc Gas Co. 2pp. 28357:279 24 X 

Fiche; 50-395,85/01/02,8501100477. 

—8501100482 Amend 35 to License NPF-12, modify ing Tech Spec reportina 
in accordance U/10CFR50. 73. ® 

Licensing Branch 4. 85/01/02 45 Dn 28357- 

24X Fiche: 50-395,85/01/02,8501100477. 281. 

—85011004^ Safety evaluation supporting Amend 35 to License NPF- 12 . 

28357 ^6 Director. 85/01/02. 2 pp. 

28357.326. 24X Fiche: 50-395, 85/01/02, 8501 100477 . 

evaluation re licensee 841214 submittal of 
Diesel Generator B test performed 

per Reg Guidn. lorjuideli^^®*^ failure, 

Fiche; 50-395, 85/01/07, 8501110068. 234. 24X 

s:™: 

pajlnation In Att«l.»,nt A tS 

°o*n«'of RilSr*- *■ DENTON, H.R. 

Anon. 84HS9 for .,,n, to UinJ^ 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

grace, J N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401 , 

Forwards Safeguards Insp Rept 50-395/84-39 on 841218-21. No 
violations or deviations noted. 

VERRELLI, D. M. Region 2 , Office of Director. 85/01/10. DIXON, 0 U 
South Carolina Electric Sc Gas Co. 2pp. 28386:222 24X 

Fiche: 50-395, 85/01/10, 8501150259. 

50-395/84-39 on 841218-21. No violation, 
or deviations noted. Major areas inspected; security 
organization, records Sc repts, physical barriers Sc testino S< 
maint. Details withheld (ref 10CFR2. 790 Sc 73 21 ) * 

Region 2 , Office o? Director. 85/01/09 
Ip. 28386:224. 24X Fiche; 50-395, 85/01/10, 0501 150259 . 

^*Differentid^P^° Notice 85-002, "Improper Installation Sc Testing of 
Pressure Transmitters. " Svc list end ® 

c. 109pp. 28537.193. 24X Fich e: 50-000, 85/01/1 1, 8501080502, 

“Sfr 

JORDAN, E. L. Division of Emergency Preparedness & Enoine*rinn 
Response (Post 830103) SS/Oi/is'* 

York, Inc. I03pp 28490- 226 ^**^*«^ Co. of New 

pp. 28490.226, 24X Fiche: 50-000, 85/01/15, 8501100655. 

Dnllli!^” 85-004, "Inadaiiuata Mjt of Sacuritg Raaponaa 

R«?^«'<PD.?‘s 3 olra>°' «• Enjlna.rlns 

York, Int. 109PP 2si,13 fl? Lv <="• Naw 

vvpp. 88613.169. a4X Flcbt; 50-000, 85/01/17, 8501160196. 

8501^22, IE I„f„ Notice 85-005, “Pip. Whip Raatnainf. « Svc U.t 
York, Inc. 108» 2B692®?aA Lv Edi.on Co. of Now 

*uapp. 28692.186. 24X Ficho; 50-000. BS/OI/23, 8501230229, 

“l"^“vc'uir;n?r‘” “<=‘'"**"'‘"4«on of Br..thin, Air 

RtsponiriPo.t *830103) SS/ol/Ss'* *• Enjlnaorlnp 

York, Inc. 109pp 28^92?^? Edi.on Co. of Now 

PP 8692.001. 24X Pi ch e: 50-000, 85/01/23, 8501230236. 

°“^i?p’S?nt.,'" N. 4 U.r.ph 9 Sourc. 

?eSS?i3lg502?2"‘“r5/Sl/^' ®":«“*Yd. 6 In.p Pro,r. 6 . 

Inc. 67pp. 28692:295 24X York, 

« 24X Fiche: 50-000, 85/01/29, 8501250352. 
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R. Periodic operating reports & related correspondence 


8501170176 Foruiards "Semiannual Effluent & Waste Disposal Reptf Jan- 
June^ 1984" & Rev 3 to PCP-001< "Process Control Program for 
Packaging of Low Level Radwaste. " Proprietary portions of 
PCP-001 withheld (ref 10CFR2. 790), 

DIXON, O.W. South Carolina Electric & Gas Co. 84/08/29. 

O'REILLY, J. P. Region 2, Office of Director. Ip. 28431:174. 24X 

Fiche: 50-395, 84/08/29, 8501170176. 


— 8501170179 "Semiannual Effluent & Waste Disposal Rept, Jan-June, 1984. " 
BAEHR, W. R. , COX.J. W. , KOON, A. R. South Carolina Electric & Gas Co. 
84/06/30. 26pp. 28431:175. 24X Fich e: 50-395, 84/08/29, 8501170176. 


— 8501170184 Rev 3 to PCP-001, "Process Control Program for Packaging of 
Low Level Radwaste." Portions withheld (ref 10CFR2. 790). 

BLUE, L. A. South Carolina Electric & Gas Co. 84/04/13. 8pp. 

28431: 193. 24X Fiche: 50-395, 84/08/29, 8501170176. 


8501230594 Monthly operating rept for Dec 1984. W/850114 Itr. 

LOIGNON, G. A. , DIXON, 0. W. South Carolina Electric & Gas Co. 

84/12/31. BARRY, L. W. Office of Resource Management, Director. 5pp. 
28538: 334. 24X Fiche; 50-395, 84/12/31, 8501230594. 


S. Reportable occurrences, LERs & related correspondence 


8501160325 FOIA request for repts re facil ities, including SALP repts, 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000, 84/05/17, 8501160325. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts & const deficiency repts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000, 84/06/08, 8501160253. 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 & PC-2. 3 emergency diesel 
g enerators. A1 1 valve holders w/improper radius will be 
replaced. 

MORIARITY, J. M. Colt Industries, Inc. 84/12/20. KEPPLER, J. G. 
Region 3, Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000, 84/12/20, 8501070316. 


8501150394 RO-SPR-84-017: on 841127 ?« 30, diesel generator failed during 
surveillance testing. First failure caused by low oil level. 

Second failure caused by two grounds on control power 
circuitry. Oil added to mechanical’ governor. 

DIXON, O.W. South Carolina Electric it Gas Co. 84/12/27. 

O'REILLY, J. P. Region 2, Office of Director. 3pp. 28419:147. 24X 

Fiche: 50-395,84/12/27, 8501150394. 


8501090073 Special Rept SPR 84-018: on 841204, RHR train B suction relief 
valve actuated due to RCS pressure transient resulting from 
isolation of letdown flow. Caused by inadvertent pinching of 
main power lead on rear of unit, shorting lead to ground. 

DIXON, O.W. South Carolina Electric & Gas Co. 85/01/03. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 28276:356. 24X 

Fiche: 50-395, 85/01/03, 8501090073. 


8501150396 Revised RO-SPR-84-018: on 841204, RHR train B suction relief 
valve actuated. Caused by RCS pressure transient resulting 
from isolation of letdown flow. Pressure control valves 
opened & power supply lead replaced. 

DIXON, O.W. South Carolina Electric «c Gas Co. 85/01/03. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 28414:361. 24X 

Fiche: 50-395,85/01/03, 8501150396. 


8501230575 LER 84-050-00: on 841218, actuati on of reactor protection sys 
occurred on steam/feedwater flow mismatch coincident w/stcam 
generator low level trip signal. Caused by personnel error. 

Details placed in required reading book. W/850114 Itr. 

KOON, A. R., DIXON, O.W. South Carolina Electric it Gas Co. 85/01/14. 
2pp. 28540:207. 24X Fiche: 50-395, 85/01 /14, 8501230575. 


8501280036 LER 84-048-00: on 841217, w/p lant in Mode 3, unmonitored liquid 
release occurred. Caused by improper valve lineup. Operations 
procedure for liquid radwaste discharge being revised to 
clarify valve <S( switch alignment. W/850114 Itr. 

KOON, A. R., DIXON, O.W, Sooth Carolina Electric it Gas Co, 85/01/14. 
3pp. 28615:059. 24X Fiche: 50-395, 85/01 /14, 8501280036. 


8501280003 NPDES noncompliance notification: on 850113, unit exceeded 
pH lower limit from steam generator blowdown Outfall 004. 

Lower limit of 6.0 exceeded due to resin intrusion into 
condensate sys. Discharge to outfall secured. 

DIXON, O.W. South Carolina Electric & Gas Co. 85/01/17. TRIM, A. 
South Carolina, State of. 2pp. 28614:014. 24X 

Fiche: 50-395, 85/01/17, 8501 200003. 


8501280200 LER 84-051-00: on 841219, actuati on of reactor protection sys 
occurred on high neutron flux. Caused by deenergization 
of nuclear instrumentation source N-32 it intermediate N-36 
range channels. W/850117 Itr. 

KOON, A. R., DIXON, O.W. South Carolina Electric & Gas Co. 85/01/17. 
2pp. 28614:343. 24X Fiche; 50-395, 85/01/17, 8501280200. 


8501310602 LER 84-049-00: on 841227, during installation of load 
reduction test equipment, reactor tripped. Caused by 
technician imposing test signal on output of N-44 power 
range channel. Lesson plan being developed. W/850121 Itr. 

KOON, A. R., DIXON, O.W. South Carolina Electric & Gas Co. 85/01/21. 
2pp. 28693:125. 24X Fiche: 50-395, 85/01/21, 8501310602. 


DOCKET 50-396 UNIY. OF VIRGINIA CAVALIER REACTOR 


F. Security, medical, emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
II 8< V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, S. 

Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150220 Sanitized version of Insp Repts 50-062/83-04 8c 50-396/83-01 
on 831031-1 101. No noncompliance noted. Major areas inspected: 
security plan, organization, physical barriers, locks, keys Sc 
combinations Sc records Sc repts. 

* Region 2, Office of Director. 83/11/25. 4pp. 28416:116. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


—8501150392 Sanitized version of Insp Repts 50-062/81-01 Sc 50-396/81-01 
on 810505. No noncompliance noted. Major areas inspected; 
security plan & organ! zation, physical barriers, access 
control, communications Sc records St repts. 

HALL, B. L. Region 1, Philadelphia, Office of the Director 
(81/03/01). 81/06/08. 4pp. 28416:122. 24X Fiche; 50-000, 

84/06/21, 8501150104. 


Q, Inspection reports, IE Bulletins Sc correspondence 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERGDOD, S. 
Committee to Bridge the Gap. App. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501 150104. 


—8501150220 Sanitized version of Insp Repts 50-062/83-04 Sc 50-396/83-01 
on 831031-1101. No noncompliance noted. Major areas inspected: 
security plan, organization, physical barriers, loc ks, key s Sc 
combinations Sc records Sc repts. 

* Region 2, Office of Director. 83/11/25. 4pp. 28416:116. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


—8501150392 Sanitized version of Insp Repts 50-062/81-01 Sc 50-396/81-01 
on 810505. No noncompliance noted. Major areas inspected: 
security plan Sc organi zation, physical barriers, access 
control, communications Sc records Sc repts. 

HALL, B. L. , MCGUIRE. D.R. Region 1, Philadelphia, Office of the 
Director (81/03/01). 81/06/08. 4pp. 28416:122. 24X 

Fiche: 50-000, 84/06/21,8501150104. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8501180119 Forwards marked-up Equipment Qualification Branch SER re 
environ qualification of equipment important to safety. 

Deficiencies noted must be resolved prior to issuance of OL. 

Review conducted per NUREG-OSOO Sc NUREG-0588. 

KNIGHT, J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/04/20. NOVAK, T. M. Assistant Director for 

Licensing. 13pp. 28467:061. 24X Fiche; 50-000, 84/05/24, 8501180069. 


— 8501180282 "Audit of Environ Qualif ication of Safety-Related Electrical 
Equipment at WPPSS Nuclear Project 2. " 

DECKER, Q.R., HOLLOWAY, E. R. EGScG, Inc. FIN A-6415. EGG-EA-6230. 

83/04/30. NRC - No Detailed Affiliation Given. 40pp. 

28467:299. 24X Fiche; 50-000, 84/05/24, 8501180069. 
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DOCKETED ITEMS 


E. NRC Safety Evaluation Report <SER)* suppls & correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS. 0. 0. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24. 

8501180069. 


F. Security, medical, emergency & fire protection plans 


8501140296 Rev 3 to Emergency Plan Implementing Procedure 13.14.7, 
"Emergency Training, " 

RIS5. S. Washington Public Power Supply System. 84/12/31. 61pp. 

28360: 190. 24X Fiche: 50-397. 84/12/31. 8501140296. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G, Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501150264 Proposes meeting on 850131 to resolve two emergency planning 
issues re acceptability of prompt notification sys & timing 
for conducting annual emergency exercise. per 850104 telcon. 

SORENSEN. G. C. Washington Public Power Supply System. 85/01/09. 
SCHWENCER.A. Licensing Branch 2, 2pp. 28386:225. 24X 

Fiche: 50-397. 85/01/09, 8501150264. 


— 8501150269 Forwards supplemental info in response to questions raised 
during 830105 meeting re request for limited exemption 
concerning prompt notification sys. 

FERGUSON. R. L. Washington Public Power Supply System. 83/01/17. 
DIRCKS. W. J. Office of the Executive Director for Operations. 4pp. 
28386:233. 24X Fiche: 50-397. 85/01/09. 8501150264. 


— 8501150274 Concludes that supplemental info provided in util 830114 
Zt 17 Itrs re prompt notification sys meets intent of NRC 
requirements. 

DIRCKS. M. J. Office of the Executive Director for Operations. 
83/02/14. FERGUSON. R. L. Washington Public Power Supply System. 
6pp. 28386:237. 24X Fiche: 50-397. 85/01/09, 8501 150264, 


— 8501150278 Responds to request made at FEMA/NRC Steering Committee 
830407 meeting for NRC position re capability for prompt 
public notification. Capability shall exist to alert & 
notify public within 30 minutes. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 83/05/09. KRIMM.R. U. Federal Emergency 

Management Agency. 3pp. 28386:243. 24X Fiche: 50-397. 85/01/09. 

8501150264. 


8501240197 Application for amend to License NPF-21. consisting of change 
to License Condition 16 incorporating requirements of Reg 
Guide 1. 97. Rev 2 for flux monitoring following first 
refueling outage. Fee paid. 

SORENSEN. G. C. Washington Public Power Supply System. 85/01/11. 
SCHWENCER.A. Licensing Branch 2. 2pp. 28532:138. 24X 

Fiche: 50-397. 85/01/11, 8501240197. 


1. Financial information 


8409040220 Responds to FOIA request for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. 

FELTON. J.M. Division of Rules and Records. WPPSS. 84/08/24, 

COHEN. B.K. Meredith & Cohen. P. C. Ip. 27060:004. 24X 

Fiche: 50-000. 84/08/24, 8409040220. 


0, Advisory Committee on Reactor Safeguards reports Zt correspondence 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Washington. DC re recent experiences at operating 
plants. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards, 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349. 

24X Fiche:50-000. 84/12/15. 8501300274. 


P. Operating license stage documents correspondence 


8501180051 FOIA request for repts resulting from listed environ 
qualification of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS. 0. G. JRA Associates. 84/04/05. FELTON. J. M. Division of 
Rules and Records. Ip. 28467:001. 24X Fiche: 50-000. 84/04/05. 

8501180051. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24. 

8501180069. 


8501230064 Partial response to FOIA request for documents re mothballed 
nuclear power reactors. Forwards App A documents. Documents 
also available in PDR. Search for addl documents continuing. 

FELTON. J. M. Division of Rules and Records. 84/06/28. BELL. N. 
Nuclear Information & Resource Service. 2pp. 28525:325. 24X 

Fiche: 50-397. 84/06/28, 8501230064. 


— 8501230069 Forwards updated const status repts as of 830930. One 
oversize figure enc I. Aperture card available in PDR. 

SORENSEN. G. C. Washington Public Power Supply System. 83/10/23. 
HARTFIELD. R. A. Office of Resource Management. Director. 5pp. 
28525:327. 24X Fi ch e: 50-397, 84/06/28. 8501230064. 


8501240346 FOIA request for responses to BK Cohen 840720 request for 
documents re plaintiffs in In Re WPPSS Securities 
Litigation. 

COHEN. D.N. Wachtell, Lipton, Rosen & Katz. 84/07/23. FELTON. J. M. 
Division of Rules and Records. Ip. 28537:358. 24X 

Fiche: 50-397. 84/07/23. 8501240346. 


8501240330 FOIA request for NRC response to BK Cohen 840720 FOIA 
request for documents re permitting, licensing 8c other 
matters concerning fac i 1 ities. Documents responsive to Cohen 
request not currently required. 

KLEIN. O.G. Syrdal. Danelo. Klein 8c Myre. 84/07/27. FELTON. J. M. 
Division of Rules and Records. Ip. 28556:356. 24X 

Fiche: 50-397. 84/07/27, 8501240330. 


8501240364 FOIA request for NRC responses to BK Cohen 840720 FOIA 
request on behalf of all plaintiffs re WPPSS 
Securities Litigation. BK Cohen 840720 FOIA request end. 

NOBLE. P.B. Helsell. Fetterman. Martin. Todd 8c Hokanson. 84/07/27. 
FELTON. J.M. Division of Rules and Records. Ip. 28630:153. 24X 

Fiche: 50-397. 84/07/27. 8501240364. 


8501280440 Partial response to FOIA request for 12 categories of 
documents re facility including. LWAs. CPs. design. engineering 
Zt const. ASLB 8c Commission rulings, financing 8c antitrust 
agreements. App A documents available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/08/06. COHEN. B. K. 
Meredith 8c Cohen. P. C. 3pp. 28637:321. 24X Fiche: 50-000. 04/08/06. 

8501280440. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8c 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. 0, Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 16pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501080288 Forwards DW Mazur 841213 ltr establishing 841213 as official 
date of commercial operation for facility. 

SORENSEN. G. C. Washington Public Power Supply System. 84/12/31. 
SCHWENCER.A. Licensing Branch 2. 2pp. 28232:172. 24X 

Fiche: 50-397. 84/12/31. 8501080288. 


8501170066 Forwards summary of addl event demonstrating stratification 
w/o reactor water cleanup backflow in horizontal piping 
downstream of vertical pipe runs 8< in other portions of 
reactor feedwater piping. 

SORENSEN. G. C. Washington Public Power Supply System. 85/01/09. 
SCHWENCER.A. Licensing Branch 2. 6pp. 28425:304. 24X 

Fiche; 50-397, 85/01/09. 8501170066. 


8501240197 Application for amend to License NPF-21. consisting of change 
to License Condition 16 incorporating requirements of Reg 
Guide 1.97. Rev 2 for flux monitoring following first 
refueling outage. Fee paid. 

SORENSEN. G. C. Washington Public Power Supply System. 85/01/11. 
SCHWENCER.A. Licensing Branch 2. 2pp. 28532:138. 24X 

Fiche: 50-397, 85/01/11, 8501240197. 


8501230395 Requests increase in allowable usage factor for reactor 
feedwater piping between containment isolation Valves 
RFW-V-lOA <B) $t RFW-V-32A <B ). Relaxation of fatigue limit 
can be adopted w/o jeopardizing structural integrity. 

SORENSEN. G. C. Washington Public Power Supply System. 85/01/17. 
SCHWENCER.A. Licensing Branch 2. 2pp, 28512:089. 24X 

Fiche: 50-397. 85/01/17. 8501230395. 
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8501240208 Application to amend License NPF~21* extending required date 
for 30 days to replace electrical equipment. Amend due to 
design changes^ delays in procurement! test complications Sc 
installation problems. Fee paid. 

SORENSEN! 0. C. Washington Public Pouter Supply System. 85/01/17. 
SCHUENCER!A. Licensing Branch 2. 6pp. 28532:072. 24X 

Fiche: 50-397! 85/01/17! 8501240208. 


8501250086 Forwards response to 840914 request for addl info re BWR 
Owners Group response to NUREG-0737! Item II. D. 1# addressed 
in NEDE-24988-P re analysis of safety /re lief valve 
operabi lity. 

SORENSEN! G. C. Washington Public Power Supply System. 85/01/18. 
SCHWENCER.A. Licensing Branch 2. 15pp. 28549:325. 24X 

Fiche: 50-397, 85/01/18! 8501250086. 


8501280484 Forwards payment requested in NRC 841220 Itr for 840120 
application to amend License NPF-21. 

SORENSEN! G. C. Washington Public Power Supply System. 85/01/18. 
DIGGS, R.M. License Fee Management Branch. Ip. 28565:130. 24X 
Fiche: 50-397, 85/01/18, 8501280484. 


8501290433 Forwards interim startup rept providing test repts performed 
per FSAR Table 14. 2-4. Final rept will provide complete info 
re interim rept content, 

MARTIN, J.D. Washington Public Power Supply System. 85/01/18. 

MARTIN, J.B. Region 5, Office of Director. 57pp. 28617:257. 24X 

Fiche: 50-397, 85/01/18, 8501290433. 


8501290372 Notifies that recent followup to util 830119 request for 
approval of 1-yr retention period for radiation exposure 
records used in preparing Form NRC-4 shows no record of NRC 
response. Immediate action requested. 

SORENSEN, G. C. Washington Public Power Supply System. 85/01/22. 
SCHWENCER!A. Licensing Branch 2. Ip. 28620:300. 24X 

Fiche: 50-397, 85/01/22, 8501290372. 


— 8501290378 Requests that retention period for radiation exposure 
records used in preparing Form NRC-4 for employees whose 
original exposure records would be maintained by previous 
employers be 1 yr. Justification provided. 

BQUCHEY, 0. D. Washington Public Power Supply System. 83/01/19. 
EISENHUT, D. G. Division of Licensing. 2pp. 28620:301. 24X 

Fiche; 50-397, 85/01/22, 8501290372. 


0. Inspection reports, IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fi ch e: 50-000, 84/12/21 , 8412190503. 


8501240162 Forwards Insp Rept 50-397/84-36 on 841112-16 & 1203-07. No 
violation noted. 

KIRSCH, D. F. Region 5, Office of Director. 85/01/02. SORENSEN, 0. C. 
Washington Public Power Supply System. Ip. 28543:220, 24X 

Fiche: 50-397, 85/01/02, 8501240162, 


— 8501240175 Insp Rept 50-397/84-36 on 841112-16 & 1203-07. No violation 
or deviation noted. Major areas inspected: followup items, 

NUREG-0737 issues, independent insp,LER followup Sc power 
ascension test results. 

WILLETT, D. J. , KANOW, L. R. , JOHNSON, P. H. Region 5, Office of 
Director. 84/12/31, 6pp. 28543:221. 24X Fiche; 50-397, 85/01/02, 
8501240162. 


8501080255 Forwards Exam Rept 50-397/0L-84-02 of exam administered on 
841117-20. 

PATE, R. J. Region 5, Office of Director. 85/01/03. SORENSEN, G. C. 
Washington Public Power Supply System. 2pp. 28233:037. 24X 

Fiche: 50-397, 85/01 /03, 8501080255. 


•8501080261 Exam Rept 50-397y(|L-84-Q2 bn #41117-20. Exam results; all 
12 candidates passftf. 

GAGE, P. , ELIN,J. Region 5, Office bf BirfCtor. 85/01/02. I22pp. 
28233:039. 24X Fiche: 50-397, 85/01/63. 8561080255. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J.N, Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness ti Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


6501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Sve list end. 

JORDAN, £. L. Division of Emergency Preparedness 8e Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. '• Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. “ Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236, 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Sve list end, 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports & related correspondence 


S501240306 Monthly operating rept for Nov 1984. W/ 84 1207 Itr. 

HUTCHISON, L. B. , MARTIN, J. D. Washington Public Power Supply System. 
84/11/30. 4pp. 28542:262. 24X Fiche: 50-397, 84/1 1/30, 8501240306. 


S501160169 Forwards SER summary rept of tests & changes to procedures & 
facility, per 10CFR50. 59, Future repts will be included in 
annual rept. Rept covering interval between end & annual 
submittal will be included in annual rept due Mar 1985. 

SORENSEN. G. C. Washington Public Power Supply System. 84/12/20. 
MARTIN, J.B. Region 5, Office of Director. 6pp. 28410:287. 24X 

Fiche: 50-397, 84/12/20, 8501160169. 


S. Reportable occurrences. LERs & related correspondence 


8501020206 LER 84-124-00: on 841203, reactor scram occurred due to 
reactor level decreasing to level strip setpoint. Caused by 
personnel failure to follow procedures for transfer of 
level control, W/841220 Itr. 

KOENIGS, R. L. , MARTIN, J, D. Washington Public Power Supply System. 
84/12/20. 3pp. 28153:359. 24X Fiche: 50-397, 84/12/20, 8501020206. 


8501020385 LER 84-125-00: on 841 127, during reactor feed pump testing 
at 95X power, reactor power fluctuations resulted in low 
pressure feedwater heater 4C high level trip. Power reduced. 
W/841220 Itr. 

KOENIGS, R. L. , MARTIN, J, D. Washington Public Power Supply System. 
84/12/20. 4pp. 28153:170. 24X Fiche: 50-397, 84/12/20, 85010203S5. 


8501030199 LER 84-121-00: on 841026, samples from three diesel fuel oil 
storage tanks delivered to warehouse for shipment. Acceptable 
results not received until 841128 because samples not 
shipped rush. Procedure modified. W/B41220 Itr. 

KOENIGS, R. L. , MARTIN, J. D, Washington Public Power Supply System. 
84/12/20, 3pp. 28188:260. 24X Fi che: 50-397, 84/12/20, 8501030199. 


8501030205 LER 84-031-02; on 840412,10 cables required for safe plant 
shutdown following fire found unprotected. Another cable 
identified as unprotected on 841106. On 841205, four addl 
cables found. Repairs initiated. W/841220 Itr. 

KOENIGS, R. L. , MARTIN, J. D. Washington Public Power Supply System. 
84/12/20. 4pp. 28190:224. 24X Fiche: 50-397, 84/12/20, 8501030205. 


8501030210 LER 84-122-00; on 841002, fire door supervisory alarm circuit 
on door to diesel generator terminated due to drawing error. 

Door discovered inoperable on 841026. Hourly fire watch 
posted. W/841220 Itr. 

KOENIGS, R. L. , MARTIN, J, D, Washington Public Power Supply System. 
84/12/20. 3pp, 28190:228. 24X Fiche: 50-397, 84/12/20, 8501030210. 


8501030213 LER 84-123-00: on 841202, normal Div I critical suiitchgear 
room cooling lost due to manual shutdown caused by vibration 
of fan unit. All Div I equipment declared inoperable. Fan 
shaft replaced & bearings installed. W/841220 Itr. 

KOENIGS, R. L. , MARTIN, J. D. Washington Public Power Supply System. 
84/12/20. 4pp. 28190:237. 24X Fiche: 50-397, 84/12/20, 8501030213. 
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8501180142 LER 84-126-00: on 841211, temp monitoring of primary 
containment & RHR Pump Rooms A & B not accomplished per 
Tech Specs. Caused by incorrect wording of surveillance 
procedure. Procedure deviation processed. W/850110 Itr. 

KOENIGS, R. L. , MARTIN, J. 0. Washington Public Power Supply System. 
85/01/10. 3pp. 28465:251. 24X Fiche: 50-397, 85/01/10, 8501180142. 


8501280695 LER 84-033-03: on 840412,18,19,0814,31 8e 0905, during initial 
plant heatup, NSSS isolated reactor water cleanup sys. 

Caused by leak detection temp monitors. New setpoints 
determined. W/8501 14 Itr. 

KOENIGS, R. L. , MARTIN, J. D. Washington Public Power Supply System. 
85/01/14. 4pp. 28614:025. 24X Fiche: 50-397, 85/01/14, 8501280695. 


8501290383 LER 84-127-00: on 841218, during wiring changes to auxiliary 
steam sys, automatic isolation of reactor water cleanup 
(RWCU) sys occurred. Log ic signal reset & RWCU sys returned 
to SVC. W/8501 14 Itr. 

KOENIGS, R. L. , MARTIN, J. 0. Washington Public Power Supply System. 
85/01/14. 3pp. 28639:250. 24X Fi che: 50-397, 85/01/14, 8501290383. 


8501230198 Final Part 21 rept re defective valve operators. Initially 
reported on 841030. Control valve failures resulted from 
hydraulic fluid contaminat ion & improper maint procedures 
which allowed aeration of hydraulic fluid. 

ERLACH, F. U. Paul-Munroe Hydraulics, Inc. 85/01/15. HURLEY, T. E. 
Region 1, Office of Director. 6pp. 28515; 349. 24X 

Fiche: 50-000, 85/01/15, 8501230198, 


8501230380 Notifies that extensive subcomponent radiation & thermal 
test being conducted to determine if subcomponent failure 
due to mfg defect or common mode, per Reg Guide 1.97. 

SORENSEN, G. C. Washington Public Power Supply System. 85/01/17. 
SCHWENCER,A. Licensing Branch 2. Ip. 28508:027. 24X 

Fiche: 50-397, 85/01/17, 8501230380. 


8501280616 LER 84-128-00: on 841221, automatic start of control room 
emergency filtration sys occurred when false high chlorine 
signal generated due to tape depletion. Tape replaced tt alarm 
reset. W/S50117 Itr. 

KOENIGS, R. L. , MARTIN, J. D. Washington Public Power Supply System. 
85/01/17. 3pp. 28614:103. 24X Fiche: 50-397, 85/01/17, 8501280616. 


8501290231 LER 84-031-03; on 840412.1106 ic 1205, cables discovered 
unprotected from fire. On 841221, emergenc y stop switch 
EPG-DGZ discovered not isolated from main control room by 
remote shutdown transfer switch. W/850117 Itr. 

KOENIGS, R. L. , MARTIN, J. D. Washington Public Power Supply System. 
85/01/17. 4pp. 28639:269. 24X Fiche: 50-397, 85/01/17, 8501290231. 


8501290253 LER 84-129-00: on 841228, turbine trip & subsequent reactor 
scram occurred due to turbine control valve fast closure. 

Caused by failure of auto stop relief valves. Valves cleaned 
& reinstalled. W/850117 Itr. 

KOENIGS, R. L. , MARTIN, U. D. Washington Public Power Supply System. 
85/01/17. 4pp. 28639:358. 24X Fiche: 50-397, 85/01/17, 8501290253. 


8501290322 LER 85-002-00; on 850101. lockout relays a6XU Sc 86XU0A tripped 
main generator/turbine at BPA substation Sc resulted in 
reactor scram. Caused by failed potential transformer. 

W/850117 Itr. 

KOENIGS, R. L. , MARTIN, J. D. Washington Public Power Supply System. 
85/01/17. 4pp. 28639:300. 24X Fiche: 50-397, 85/01/17, 8501290322. 


8501290367 LER 84-130-00: on 841220, during review of procedure to verify 
containment integrity, several primary containment isolation 
valves not verified in accordance w/Tech Specs. Verification 
procedure revised. W/850118 Itr. 

KOENIGS, R. L. , MARTIN, V. D. Washington Public Power Supply System. 
85/01/18. 4pp. 28640:001. 24X Fiche: 50-397, 85/01/18, 8501290367. 


V. Operator Examinations 


8501080255 Forwards Exam Rept 50-397 /0L-B4 -02 of exam administered on 
841117-20. 

PATE, R. J. Region 5, Office of Director. 85/01/03. SORENSEN, G. C. 
Washington Public Power Supply System. 2pp. 2B233;037. 24X 

Fiche: 50-397, 85/01/03, 3501080255. 


—8501080261 Exam Rept 50-397/0L-84-02 on 841117-20. Exam results;! all 
12 candidates passed. 

GAGE, P. , ELIN.J. Region 5, Office of Director. 85/0J/02. 122|».p. 

28233:039. 24X Fiche: 50-397, 85/01/03, 8501080255. 


DOCKET 50-400 SHEARDN HARRIS NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


8501160325 FOIA request for repts re facil ities, including SALP repts, 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000, 84/05/17, 8501160325. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts tt const deficiency repts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000, 84/06/08, 8501160253. 


8501030183 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Shearon Harris Nuclear Power Plant Units 1 2, " draft 

technical evaluation rept, Telcon to resolve open items 
requested. 

KNIGHTON, 0. W. Licensing Branch 3. 84/11/27. UTLEY, E. E. Carolina 

Power & Light Co. 3pp. 28208:001. 24X Fiche: 50-400, 84/11/27, 

8501030183. 


— 8408200117 "Control of Heavy Loads at Nuclear Power Plants, Shearon 
Harris Nuclear Power Plants, Units 1 8e 2, " draft technical 
evaluation rept. 

SHABER, C. R. EG&G, Inc. FIN A-6457. 84/08/31. NRC - No 

Detailed Affiliation Given. 31pp. 28206:004. 24X 

Fiche: 50-400, 84/11/27, 8501030183. 


8501030215 Forwards request for addl info re environ qualification 
program audit schedule, based on review of FSAR Section 
3, 11, "Environ Design of Electric it Mechanical Equipment. " 
Questions must be resolved before audit can be scheduled. 

KNIGHTON, G. W. Licensing Branch 3. 84/12/05. UTLEY, E. E. Carolina 

Power & Light Co. 5pp. 28200:301. 24X Fiche: 50-400. 84/12/05, 

8501030215. 


8501280332 Requests analysis be conducted to calculate conditions 
within compartment containing three MSIVs that can result 
from main steam line break. Response to end request for addl 
info re analysis requested within 90 days of Itr receipt. 

KNIGHTON, G. W. Licensing Branch 3. 84/12/10. UTLEY, E. E. Carolina 

Power «c Light Co. 4pp. 28574:327. 24X Fiche: 50-400, 84/12/10, 

8501280332. 


8501180363 Forwards nonproprietary & proprietary WCAP-i0750 it 
WCAP-1069B, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref iOCFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. LADIEU, A. 
Yankee Atomic Electric Co. 84/12/20. EISENHUT, D. G. Division of 
Licensing. 4pp. 28452:252. 24X Fiche: 50-000, 84/12/20, 8501180363. 


8501210199 Advises that 840806 proposed curriculum for site-specific 
training program for NRC personnel acceptable. 

0 'REILLY, J. P. Region 2, Office of Director. 84/12/20. 

ZIMMERMAN, S. R. Carolina Power Sc Light Co. Ip. 28494:344. 24X 

Fiche: 50-000, 84/12/20, 8501210199. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end, 
EISENHUT, D. C. Division of Licensing, B4/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501170168 Forwards nonproprietary WCAP-10700 Sc proprietary WCAP-10699, 
"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design...." Exemption from 10CFR50 
requested. Proprietary rept withheld (ref 10CFR2. 790). 

CUTTER, A. B. Carolina Power Sc Light Co. 85/01/14. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 5pp. 26431:206. 

24X Fiche: 50-400, 85/01/14,8501170168. 


— 8501170172 Requests proprietary WCAP-10699, "Technical Bases for 
Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Shearon Harris Unit 1, " be withheld per 
10CFR2. 790. Affidavit end. 

MIESEMANN, R. A. Westinghouse Electric Corp. 84/10/15. DENTON, H.R. 

Office of Nuclear Raactor Regulation, Director. 6pp. 28431:211, 
24X Fiche: 50-400, 85/01/14, 8501170168. 
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— 8501170177 “Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for Shearon Harris Unit 
1 . •* 

SWAMY, S. A. < LEEiY. S. 1 CLARKi H. F. Westinghouse Electric Corp. 
WCAP-10700. 84/09/30. 42pp. 28431:217. 24X 

Fi c h e : 50-400, 85/01/14, 8501 170168. 


8501230231 Informs that cost analysis for OL application review 
complete for prof staff review time expended through 840623 
8c contractual support svcs expended through 640531. 

MILLER, W.O. License Fee Management Branch. 85/01/17. UTLEY, E. E. 
Carolina Power Sc Light Co. Ip. 28536; 172. 24X 

Fiche: 50-400,85/01/17, 8501230231. 


— 8501230243 Informs that cost analysis for OL application review 
complete for prof staff review time expended through 840623 
Sc contractual support svcs expended through 840531, 

HOLLOWAY, C. J. License Fee Management Branch. 85/01/17. License 
Fee Management Branch. 2pp. 28536: 173. 24X Fiche: 50-400, 

85/01/17, 8501230231. 


E. NRC Safety Evaluation Report (SER), sup pis Sc correspondence 


8501150060 Submits addl info re detailed control room design review 
(DCRDR) in response to SER Open Item 14, SSER 1 (NUREG-1038} 

Sc 840810 Itr. DCRDR summary rept will be submitted by 850330. 
Actions currently underway discussed. 

CUTTER, A. B. Carolina Power Sc Light Co. 85/01/11. DENTON,H. R. 
Office of Nuclear Reactor Regulation# Director. 2pp. 28379:266. 
24X Fiche: 50-400# 85/01/11, 8501150060. 


F. Security# medical, emergency Sc fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150060 Submits addl info re detailed control room design review 
(DCRDR) in response to SER Open Item 14, SSER 1 (NUREG-1038} 

St 840810 ltr. DCRDR summary rept will be submitted by 850330, 
Actions currently underway discussed. 

CUTTER# A.B. Carolina Power Sc Light Co. 85/01/11. DENTON# H. R. 
Office of Nuclear Reactor Regulation# Director. 2pp. 28379:266. 
24X Fiche: 50-400, 85/0 1 / 1 1 , 850 1 1 50060. 


8501160547 Motion for summary disposition of emergency planning Joint 
Contention 5. No genuine issue of matl fact exists Sc 
applicant entitled to favorable decision. Human resources- 
facility svcs end. 

HOLLAR, D.E. Carolina Power Sc Light Co. #185 096. 85/01/14. 

Atomic Safety and Licensing Board Panel. 28pp. 28420:012. 24X 

Fiche: 50-400, 85/01/14, 8501160547. 


G. Adjudicatory correspondence 


8501030147 Forwards Exhibits 7 Sc 8 Sc Eddleman 61 admitted as evidence 
during 841217 telcon proceeding. W/o end. Related 
correspondence. 

MOORE, J.E. Office of the General Counsel. #185 889, 84/12/20. 

MONICK, B. Ace-Federal Reporters, Inc. Ip. 28163:150. 24X 

Fiche: 50-400, 84/12/20, 8501030147. 


8501040039 Motion for summary disposition of Eddleman Contention 224 
re evacuation time estimate. Affidavit of RD Klimm Sc 
statement of matl facts as to which there is no genuine 
issue to be heard on Eddleman 224 end. 

HOLLAR# D.E. Carolina Power Sc Light Co. #185 909. 84/12/31. 

Atomic Safety and Licensing Board Panel. 8pp. 28182: 170. 24X 

Fiche: 50-400# 84/12/31, 8501040039. 


—8501040044 Statement of matl facts as to which there is no genuine 
issue. 

HOLLAR# D.E. Carolina Power Sc Light Co. 84/12/31. Atomic Safety 
and Licensing Board Panel. 3pp. 28182: 178. 24X 

Fiche: 50-400# 84/12/31, 8501040039. 


—8501040049 Affidavit of RD Klimm# supporting applicant motion for 
summary disposition of Eddleman Contention 224. Certificate 
of Svc end. 

KLIMM, R.D. HMM Associates, Inc. 84/12/28, Atomic Safety and 
Licensing Board Panel. 12pp. 28182:181. 24X 

Fiche: 50-400, 84/12/31, 8501040039. 


8501070004 Motion for summary disposition of Eddleman Contention 240. No 
genuine issue of matl fact exists Sc applicants entitled to 
favorable decision. 

HOLLAR# D.E. Carolina Power Sc Light Co. #185 919. 85/01/02. 

Atomic Safety and Licensing Board Panel. 8pp. 28207:299. 24X 

Fiche: 50-400, 85/01/02# 8501070004. 


— 8501070008 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 240. 

HOLLAR, D. E. Carolina Power Sc Light Co. 85/01/02. Atomic Safety 
and Licensing Board Panel. 4pp. 28207:307. 24X 

Fiche: 50-400, 85/01/02. 8501070004. 


— 8501070010 Affidavit of JT Pugh in support of motion for summary 
disposition of Eddleman Contention 240. Prof qualifications 
end. 

PUGH, J. T. Carolina Power Sc Light Co. 85/01/02. 6pp. 28207:311. 
24X Fiche; 50-400, 85/01/02, 8501070004. 


— 8501070012 Affidavit of M Scott in support of motion for summary 
disposition of Eddleman Contention 240. Prof qualifications Sc 
Certificate of Svc end. 

SCOTT, M.N. Carolina Power Sc Light Co. 84/12/21. 8pp. 28207:317. 
24X Fiche: 50-400.85/01/02, 8501070004. 


8501070119 Motion for summary disposition of Eddleman Contention 
57-C-7. No genuine issue of matl fact exists Sc util entitled 
to favorable decision. 

CARROW, H. Carolina Power Sc Light Co. #185 920. 85/01/02, Atomic 

Safety and Licensing Board Panel. 8pp. 28207:255. 24X 

Fiche: 50-400. 85/0 1 /02. 8501 070 1 1 9. 


— 8501070121 Statement of matl facts as to which there is no genuine 
issue. 

CARROW. H. Carolina Power St Light Co. 85/01/02. Atomic Safety 
and Licensing Board Panel. 4pp. 28207:263. 24X 

Fiche: 50-400. 85/01/02, 8501070119. 


— 8501070126 Affidavit of FA Mettler re Eddleman Contention 57-C-7. 

METTLER.F. A. Carolina Power Sc Light Co. METTLER. F. A. New Mexico. 
Univ. of, Hosp. , Albuquerque# NM. 85/01/02. 24pp. 28207:267. 

24X Fiche: 50-400, 85/01/02# 8501070119. 


— 8501070129 Affidavit of DH Brown re Eddleman Contention 57-C-7. 

BROWN, D.H. Carolina Power Sc Light Co. BROWN, D. H. North Carolina. 
State of. 85/01/02. 4pp. 28207:291. 24X Fiche: 50-400, 85/01/02. 

8501070119. 


—8501070141 Affidavit of JT Pugh re Eddleman Contention 57-C-7. 

PUGH. J. T. Carolina Power Sc Light Co. PUGH. J. T. North Carolina# 

State of. 85/01/02. 4pp. 28207:295. 24X Fiche: 50-400, 85/01/02# 

8501070119. 


8501070571 Provides written confirmation that extension until 850108 
verbally approved for filing proposed findings. 

EDDLEMAN. W. Eddleman, W. #185 947. 85/01/02. BAXTER# T. Shaw, 

Pittman, Potts Sc Trowbridge. Ip. 28216:334. 24X 

Fiche: 50-400, 85/01/02, 8501070571. 


8501070016 Forwards joint motion for approval of settlement of Eddleman 
227-S submitted jointly by appl icants. Eddleman, NRC Sc FEMA. 

Proposed order approving settlement of Eddleman 227-S end. 

RIDGWAY.D. A. Shaw. Pittman, Potts Sc Trowbridge. RIDGWAY, D. A. 
Carolina Power Sc Light Co. #185 918. 85/01/03. KELLY, J. L. , 

BRIGHT, G.O., CARPENTER. J. H. Atomic Safety and Licensing Board Panel. 
3pp. 28207:325. 24X Fiche: 50-400. 85/01/03, 1101070016. 


8501070021 Joint motion for approval of settlement of Eddleman 227-S. 
Proposed order approving settlement of Eddleman 227-S end. 

RIDGWAY, D. A. Carolina Power Sc Light Co. RIDGWAY.D. A. Shaw# 
Pittman, Potts Sc Trowbridge. 85/01/03, Atomic Safety and 
Licensing Board Panel. 6pp. 28207:328. 24X Fiche: 50-400, 85/01/03, 

8501070016. 


8501090153 Reply to Eddleman proposed findings on Contention 65 re 
concrete deficiencies. No safety concerns raised re 
containment concrete. 

BAXTER. T. A. Carolina Power Sc Light Co. BAXTER# T. A. Shaw. Pittman, 
Potts Sc Trowbridge. #185 972. 85/01/04. 24pp. 28256:097. 24X 

Fiche: 50-400, 85/01/04. 8501090153, 


8501090209 Reply opposing W Eddleman 841221 motion for reconsideration 
of ASLB ruling re Contention 41-E. Contention duplicative of 
Eddleman Contention 41. Certificate of Svc end. 

O'NEILL# J. H. # JONES.R. E. Carolina Power Sc Light Co. O'NEILL. J.H. 
Shaw, Pittman, Potts Sc Trowbridge. #185 970. 85/01/07. Atomic 

Safety and Licensing Board Panel. 7pp. 28258: 189. 24X 

Fiche: 50-400# 85/01/07, 8501090209. 


8501090281 Order approving settlement of Eddleman Contention 227-S. 
Language of util brochure re plant emergency modified. 

Served on 850106. 

KELLEY. J.L., CARPENTER, J. H. # BRIGHT. G.O. Atomic Safety and Licensing 
Board Panel. #185 967. 85/01/07. Office of the Executive Legal 

Director. 2pp. 28257:174. 24X Fiche: 50-400. 85/01/07, 8501090281. 
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3501100276 Forwards corrected Page 4 to affidavit of M Scott in support 
of applicants motion for summary disposition of Eddleman 
Contention 240 due to typo. 

HOLLAR, D.E. Carolina Power St Light Co. #185 989. 85/01/07. 

KELLEY. J.L., BRIGHT, 0.0. , CARPENTER. J. H. Atomic Safety and Licensing 
Board Panel. 3pp. 28289:346. 24 X Fic he: 50-400, 85/01/07, 8501100276. 


8501100283 Motion for summary disposition of Eddleman Contention 
215<l}.No genuine issue of matl fact exists & applicants 
entitled to favorable decision. 

HOLLAR, D.E. Carolina Power it Light Co. #185 988. 85/01/07. 

Atomic Safety and Licensing Board Panel. 12pp. 28295:332. 24X 

Fic he; 50-400, 85/01/07, 8501100283. 


— 8501100292 Statement of matl facts as to which there is no geninue 
issue. 

HOLLAR, 0. £. Carolina Power St Light Co. 85/01/07. Atomic Safety 
and Licensing Board Panel. 4pp. 28295:344. 24X 

Fiche: 50-400, 85/01/07, 8501100283. 


— 8501100299 Affidavit of RD Klimm in support of applicant motion for 
summary disposition of Eddleman Contention 215(11. 

Certificate of Svc end. 

KLIMM, R.D. Carolina Power it Light Co. KLIMM, R. 0. HMM Associates. 
Inc. 85/01/03. 11pp. 28295:348. 24X Fi che: 50-400. 85/01/07, 

8501 100283. 


8501090263 Informs of in camera filing of applicants response to 
W Eddleman comments on CW Yo/CP&L settlement. 

CLEMENTS, W. L. Docketing & Services Branch. #185 966. 85/01/08. 

Docketing & Services Branch. Ip. 28257:171. 24X 

Fiche: 50-400, 85/01/08, 8501090263. 


8501110475 Proposed findings of fact on Contentions 41,116 & 9 re pipe 
hangers QA/QC, f ire protection it environ <iual if ication 
of electrical equipment, respectively . 

EDDLEMAN, W. Eddleman, W. #185 026. 85/01/08. 20pp. 28358:046. 

24X Fiche: 50-400, 85/01/08, 8501110475. 


8501110480 Joint Interveners proposed findings re Joint Contention 7, 
"Steam Generators Multiple Tube Ruptures. " Certificate of 
Svc end. 

EDDLEMAN, W. Eddleman, 14. #185 025. 85/01/08. 4pp. 28358:032. 

24X Fiche: 50-400. 85/01/08, 8501110480. 


8501110033 Response in opposition to N Eddleman 841221 motion to 
reconsider ASLB 841205 denial of admission of proffered 
Contention 41 -E. Contention lacks specificity & basis. 

Certificate of Svc end. 

BARTH, C. A. Hearing Branch 1. #185 019. 85/01/09, Atomic Safety 

and Licensing Board Panel. 5pp. 28317:243. 24X 

Fiche: 50-400. 85/01/09. 8501110033, 


8501160376 Memorandum & order ruling on remaining four Eddleman safety 
contentions & other matters. Served on 850115. 

KELLEY, J.L., BRIGHT, 0. D. , CARPENTER, J. H. Atomic Safety and Licensing 
Board Panel. #185 085. 85/01/14. 10pp. 28406:277. 24X 

Fiche: 50-400, 85/01/14, 8501160376. 


8501160547 Motion for summary disposition of emergency planning Joint 
Contention 5. No genuine issue of matl fact exists & 
applicant entitled to favorable decision. Human resources- 
facility sves end. 

HOLLAR, D.E. Carolina Power & Light Co. #185 096. 85/01/14. 

Atomic Safety and Licensing Board Panel. 28pp. 28420:012. 24X 

Fiche: 50-400, 85/01/14, 8501160547. 


— 8501160551 Statement of matl facts as to which there is no genuine 
issue to be heard on emergency planning Joint Contention 5. 
HOLLAR, D. E. Consumers Power Co. 85/01/14. Atomic Safety and 
Licensing Board Panel. 4pp. 28420:040. 24X Fiche: 50-400, 

85/01/14. 8501160547. 


— 8501160553 Affidavit of JT Pugh in support of applicant motion for 
summary disposition of emergency planning Joint Contention 
5. 

PUGH, J. T. Consumers Power Co. PUGH, J. T. North Carolina, State 
of. 85/01/14. 24pp. 28420:044. 24X Fiche; 50-400, 85/01/14, 

8501160547. 


8501160556 Motion for summary disposition of Conservation Council of 
North Carolina Contention 2. No genuine issue of matl fact 
exists it applicants entitled to favorable decision. 

HOLLAR, D.E. Carolina Power Sc Light Co. #185 097. 85/01/14. 

Atomic Safety and Licensing Board Panel. 11pp. 28419:317. 24X 

Fiche: 50-400, 85/01/14, 8501160556. 


— 8501160568 Statement of matl facts as to which there is no genuine 
issue. 

HOLLAR, D.E. Carolina Power Sc Light Co. 85/01/14. Atomic Safety 
and Licensing Board Panel. 3pp. 28419:328. 24X 

Fiche: 50-400.85/01/14, 8501160556. 


— 8501160577 Affidavit of RO Black supporting applicant motions for 
summary disposition of Conservation Council of North 
Carolina Contention 2 Sc Eddleman Contention 57-C-lO. 

BLACK, R.G. Carolina Power 8c Light Co. 85/01/11. 23pp. 

28419:331. 24X Fiche: 50-400, 85/01/14, 8501160556. 


— 8501160580 Affidavit of JT Pugh supporting applicant motions for 
summary disposition of Conservation Council of North 
Carolina Contention 2 Sc Eddleman Contention 57-C-lO. 

PUGH, J. T. Carolina Power Sc Light Co. PUGH, J. T. North Carolina, 

State of. 85/01/14. 6pp. 28419:354. 24X Fiche: 50-400, 85/01/14, 

8501160556. 


8501140547 Joint Intervenors proposed findings on Joint Contention IV 
re TLDs. 

RUNKLE, J. Joint Intervenors - Shearon Harris. #185 044. 85/01/09. 

4pp. 28376:267. 24X Fiche: 50-400, 85/01/09, 8501140547. 


‘8501140551 Joint Intervenors proposed findings on Joint Contention I re 
mgt capabi lity. Certi f icate of Svc end. 

RUNKLE, J. Joint Intervenors - Shearon Harris. 85/01/09. 30pp. 

28376: 271. 24X Fiche: 50-400, 85/01/09, 8501140547. 


8501140549 Forwards errata Sc amends to 841221 applicant proposed 
findings of fact Sc conclusions of law re safety matters to 
•correct typos. Svc list end. 

BAXTER, T. A. Shaw, Pittman, Potts Sc Trowbridge. BAXTER, T. A. 

Carolina Power Sc Light Co. #185 043. 85/01/10. KELLEY, J. L. , 

BRIGHT, G.O., CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 
4pp. 28376:301. 24X Fiche: 50-400, 85/01/10, 8501 140549. 


— 8501160582 Motion for summary disposition of Eddleman Contention 
57-C-lO. No genuine issue of matl fact exists Sc applicants 
entitled to favorable decision. 

HOLLAR, D.E. Carolina Power Sc Light Co. 85/01/14. Atomic Safety 
and Licensing Board Panel. 9pp. 28419:360. 24X 

Fiche: 50-400, 85/01/14, 850 1 1 60556. 


— 8501160587 Statement of matl facts as to which there is no genuine 
issue. Certificate of Svc end. 

HOLLAR, D.E. Carolina Power Sc Light Co. 85/01/14. Atomic Safety 
and Licensing Board Panel. 5pp. 28420:007. 24X 

Fiche: 50-400, 85/01/14, 8501160556. 


8501180387 Notice of appearance in proceed ing. Certificate of Svc end. 
GAUKLER, P. A. Carolina Power Sc Light Co. GAUKLER, P. A, North 
Carolina Municipal Power Agencies. GAUKLER, P. A. Shaw, Pittman, 
Potts Sc Trowbridge. #185 156. 85/01/14. 4pp. 28451:194. 24X 

Fiche: 50-400, 85/01/14, 8501180387. 


— 6501140552 Errata Sc amends to applicant proposed findings of fact Sc 
conclusions of law re safety matters, including Pages 87,102, 

104, B-4 Sc B-9. 

BAXTER, T. A. Shaw, Pittman, Potts Sc Trowbridge. BAXTER, T. A. 
Carolina Power Sc Light Co. 84/12/21. 6pp. 28376:305. 24X 

Fiche: 50-400, 85/01/10, 8501140549. 


8501180192 Motion to withdraw Contention II re emergency planning zone. 
Concerns addressed by JT Pugh Sc R Klimm unsigned affidavits. 
Certificate of Svc end. 

WILSON, R. Wilson, R. #185 154. 85/01/10. Commissioners. 2pp. 

28455: 001. 24X Fiche: 50-400, 85/01/10, 8501180192. 


8501150267 Reply to W Eddleman proposed findings on Contention 65 re 
containment concrete. Eddleman proposed findings Paragraphs 
6-15 erroneous Sc w/o factual basis. Certi f icate of Svc end. 

BARTH, C. A. Hearing BTanch 1. #185 057. 85/01/11. Atomic Safety 

and Licensing Board Panel. 13pp, 28382:001. 24X 

Fiche; 50-400,85/01/11,8501150267. 


8501180388 Forwards motions addressing 12 contentions. Summary 
disposition of all outstanding admitted emergency 
preparedness contentions except Wilson Contention 11 sought 
by applicants. 

BAXTER, T. A. Shaw, Pittman, Potts Sc Trowbridge. BAXTER, T. A. 
Carolina Power Sc Light Co. BAXTER, T. A. North Carolina Municipal 
Power Agencies. #185 157. 85/01/14. KELLEY, J. T. , BRIGHT, G. 0. , 

CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 2pp. 
28451:228. 24X Fiche: 50-400, 85/01/14, 8501180388, 


— 8501180394 Motion for summary disposition of Eddleman Contention 30 re 
emergency plan provisions for potassium iodide. No genuine 
issue of matl fact exists Sc applicants entitled to favorable 
decision. Certificate of Svc end. 

GAUKLER, P.A. Carolina Power Sc Light Co. GAUKLER, P. A. North 

Carolina Municipal Power Agencies. GAUKLER, P. A, Shew, Pittman, 
Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 16pp. 28451:230. 24X Fiche; 50-400, 85/01/14, 8501180388. 
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— 8501180400 Statement of matl facts as to uhich there is no genuine 
issue re Eddleman Contention 30. 

OAUKLER«P. A. Carolina Poiuer Sc Light Co. GAUKLERi P. A. North 
Carolina Municipal Poiuer Agencies. GAUKLERi P. A. Shaui Pittmani 
Potts Sc Trotubridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 3pp. 28451:246. 24X Fiche: 50“400i 85/01/l4i 8501180388. 


*8501180403 Affidavit of CD Reed re applicant motion for summary 
disposition on Eddleman Contention 30. State of NC uilling 
to amend emergency response plan for facility to specify 
potassium iodide stored in vicinity of plant. 

REED* C. D. Carolina Poiuer Sc Light Co. REED* C. D. North Carolina 
Municipal Poiuer Agencies. REED* C. D. North Carolina* State of. 
85/01/10. 11pp. 28451:249. 24X Fiche; 50-400. 85/01/14, 850118038B. 


— 8501180408 Motion for summary disposition of Eddleman Contention 213 re 
boater notification plan on Harris Lake. No genuine issue of 
matl fact exists Sc applicants entitled to favorable 
decision. Certificate of Svc end. 

RIDGWAYiD. A. Carolina Poiuer Sc Light Co. RIDGWAY.D. A. North 
Carolina Municipal Poiuer Agencies. RZDGUAY.D. A. Shaw* Pittman* 

Potts Sc Trouibridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 15pp. 28451:260. 24X Fiche: 50-400* 85/01/14* 8501180388. 


— 8501180412 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 213. 

RIDGUAYiD. A. Carolina Poiuer Sc Light Co. RIDGWAY.D. A. North 
Carolina Municipal Power Agencies. RIDGWAY.D. A. Shaw* Pittman* 
Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 4pp. 28451:275. 24X Fiche; 50-400* 85/01/14* 8501 180388. 


— 8501180414 Affidavit of MR Bassiouni re Eddleman Contention 213. Rept 
will be prepared to document design* evaluation Sc 
verification of alert sys for boaters, swimmers Sc skiers on 
Harris Lake. 

BASSIOUNI* M. R. Carolina Power Sc Light Co. BASSIOUNI* M. R. North 
Carolina Municipal Power Agencies. BASSIOUNI* M. R. Acoustic 
Technology, Inc. 85/01/14. 12pp. 28451:279. 24X 

Fiche: 50-400* 85/01/14, 8501180388. 


— 8501180416 Affidavit of RG Black re Eddleman Contention 213. Util in 
process of contracting w/Accoustic Technology* Inc to analyze 
Sc evaluate existing siren sys as means of alerting boaters* 
water skiers Sc swimmers on Harris Lake. 

BLACK, R.O. Carolina Power Sc Light Co. BLACK* R. G. North Carolina 
Municipal Power Agencies. 85/01/14. 6pp. 28451:291. 24X 

Fiche: 50-400* 85/01/14* 8501180388. 


—8501180419 Motion for summary disposition of Eddleman Contention 213-A 
re emergency plan conformance w/NUREG-0654. No genuine issue 
of matl fact exists Sc applicants entitled to favorable 
decision. Certificate of Svc end. 

0AUKLER*P. A. Carolina Power Sc Light Co. GAUKLER* P. A. North 
Carolina Municipal Power Agencies. GAUKLER* P. A. Shaw* Pittman* 
Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 14pp. 28451:297. 24X Fiche: 50-400* 85/01/14* 8501 180388. 


— 8501180421 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 213-A. 

GAUKLER.P. A. Carolina Power Sc Light Co. GAUKLER* P. A. North 
Carolina Municipal Power Agencies. GAUKLER* P. A. Shaw* Pittman* 
Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 2pp. 28451:311. 24X Fiche: 50-400* 85/01/14* 8501180388. 


— 8501180424 Affidavit of JT Pugh re applicant motion for summary 
disposition of Eddleman Contention 213-A. Emergency response 
plan conforms to Criterion II. P. 7 of NUREG-0654. Plan will be 
amended to include list of new procedures. 

PUGHiJ. T. Carolina Power Sc Light Co. PUGH* J. T. North Carolina 
Municipal Power Agencies. PUGH* J. T. North Carolina* State of. 
85/01/11. 8pp. 28451:313. 24X Fiche ; 50-400* 85/01/14* 8501 180388. 


—6501180430 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 215<3>. 

RIDGWAY.D. A. Carolina Power Sc Light Co. RIDGWAY.D. A. North 
Carolina Municipal Power Agencies. RIDGWAY.D. A. Shaw* Pittman. 
Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 5pp. 28451:338. 24X Fiche; 50-400* 85/01/14. 8501180888, 


— 8501180432 Affidavit of RD Klimm re Eddleman Contention 215(3), 
Assumpi^ibns incorporated in evacuation time study consistent 
w/HMM lb approved analysis. Nonauto-owning household would 
evacuate at rate of one vehicle/household, 

KLIMM. R.D. Carolina Power Sc Light Co. KLIMM* R.D. North Carolina 
Municipal Power Agencies. KLIMM* R. D, HMM Associates* Inc. 
85/01/14. 10pp. 28451:343. 24X Fich e; 50-400* 85/<)i/14. 8501180^8. 


— 8501180434 Affidavit of DS Mileti re Eddleman Contention ^^Oi^People 
w/o private means of transportation could rely on friends li 
relatives or transportation assistance provided by enidygency 
mgt officials. 

MILETI* D.S. Carolina Power Sc Light Co. MILETI* D. 8. Ndrth 
Carolina Municipal Power Agencies. MILETI. D. 8, Colorado State 
Univ. . Ft. Collins. CO. 85/01/14. 23pp, 28451:353. 24X 

Fiche: 50-400* S5/01 /1 4. 8501180388. 


— 8501180437 Motion for summary disposition of Contention EPJ-4(c) re 
transportation of students by bus to shelter sites. No 
genuine issue of matl fact exists Sc applicants entitled to 
favorable decision. Certicate of Svc end. 

RIDGWAY.D. A. Carolina Power & Light Co. RIDGWAY* D. A. North 
Carolina Municipal Power Agencies. RIDGWAY. D. A. Shaw* Pittman. 
Potts & Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 11pp. 28452:014. 24X Fiche: 50-400. 85/01/14* 8501180388. 


— 8501180439 Statement of matl facts as to which there is no genuine 
issue re Contention EPJ-4(c}. 

RIDGWAY.D. A. Carolina Power & Light Co. RIDGWAY* D. A. North 
Carolina Municipal Power Agencies. RIDGWAY.D. A. Shaw* Pittman* 
Potts it Trouibridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 4pp. 28452:025. 24X Fiche: 50-400* 85/01/14* 8501180388. 


— 8501180445 Motion for summary disposition of Contention EPJ-4(d) re 
parents demand to pick up children at school. No genuine 
issue of matl fact exists & applicants entitled to favorable 
decision. Certificate of Svc end. 

RIDGWAY.D. A. Carolina Power & Light Co. RIDGWAY* D. A. North 
Carolina Municipal Power Agencies. RIDGWAY.D. A. Shaw* Pittman. 
Potts & Trowbridge. 85/01/14, Atomic Safety and Licensing Board 
Panel. 14pp. 28452:029. 24X Fiche: 50-400. 85/01/14* 8501 180388. 


— 8501180450 Statement of matl facts as to which there is no genuine 
issue re Contention EPJ-4<d). 

RIDGWAY.D. A. Carolina Power & Light Co. RIDGWAY.D. A. North 
Carolina Municipal Power Agencies. RIDGWAY.D. A. Shaw* Pittman* 
Potts b Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 3pp. 28452:043. 24X Fiche: 50-400* 85/01/14* 8501180388. 


— 8501180454 Affidavit of JT Pugh re Contention EPJ-4(d >. Contention 
considered w/o basis in fact. Evacuation would be underway 
before parents could arrive at schools. 

PUGH.J. T. Carolina Power & Light Co. PUGH* J. T. North Carolina 
Municipal Power Agencies. PUGH* J. T. North Carolina* State of. 
85/01/14. 9pp. 28452:046. 24X Fiche: 50-400* 85/01/14, 8501180388. 


— 8501180455 Affidavit of JT Pugh re Contention EPJ-4<c). Sufficient 
transportation resources available to evacuate schools in 
single trip in event of emergency at facility. 

PUGH.J. T. Carolina Power Sc Light Co. PUGH, J. T. North Carolina 
Municipal Power Agencies. PUGH* J. T. North Carolina* State of. 
85/01/14. 8pp. 28452:055. 24X Fiche: 50-400* 85/01/14* 8501180388. 


—8501180457 Statement of matl facts as to which there is no genuine 
issue re Wilson Contention 12(b) (3) Sc Contention EPJ-2. 

RIDGWAY*D. A. Carolina Power Sc Light Co. RID0WAY*D. A. North 
Carolina Municipal Power Agencies. RIDGWAY* D. A. Shaw* Pittman* 
Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 8pp. 28452:117. 24X Fiche; 50-400* 85/01/14* 8501180388. 


— 8501180458 Affidavit of DS Mileti re Contention EPJ-4(d). Parents will 
not insist upon picking up children from school in case of 
emergency at facility if informed of plans for safe 
evacuation. 

MILETI* D.S. Carolina Power Sc Light Co, MILETI, D.S. North 
Carolina Municipal Power Agencies. MILETI* D. S. Colorado State 
Univ., Ft. Collins, CO. 85/01/14. 26pp. 28452:063. 24X 

Fiche: 50-400, 85/01/14* 8501180388. 


—8501180461 Motion for summary disposition of Wilson Contention 12(b)(2) 
re deficient evacuation time study due to two-car families. 

No genuine issue of matl fact exists Sc applicants entitled 
to favorable decision. Certificate of Svc end. 

. GAUKLER*P. A. Carolina Power Sc Light Co. GAUKLER*P. A. North 
Carolina Municipal Power Agencies. GAUKLER* P. A. Shaw* Pittman* 

Potts Sc Trowbridge. 85/01/14, Atomic Safety and Licensing Board 
Panel. 21pp. 28452:096. 24X Fiche: 50-400* 85/01/14* 8501 180388. 


— 8501180464 Affidavit of RD Klimm re Contention EPJ-4(d ). Attempt of 
parents to pick children up at school would not 
significantly affect evacuation times provided in evacuation 
time estimates, 

KLIMM* R.D. Carolina Power Sc Light Co. KLIMM* R. D. North Carolina 
Municipal Power Agencies. KLIMM* R. D. HMM Associates* Inc. 
85/01/14. 7pp, 28452:089. 24X Fiche : 50-400* 85/01/14, 8501 180388. 


—8501180465 Affidavit of JT Pugh re Wilson Contention 12(b)(3) Sc 
Contention EPJ-2. Members of general public w/ntad of 
official transporation assistance in event of evacuation 
being identified in advance through special needs cards. 

PUGH.J. T. Carolina Power Sc Light Co. PUGH* J. T. North Carolina 
Municipal Power Agencies. PUGH* J. T. North Carolina* State of. 
85/01/14. 22pp, 28452:152. 24X Fiche: 50-400* 85/01/14* 8501180388. 


—8501180466 Statement of matl facts as to which thero is no genuine 
issue re Wilson Contention 12(b)(2). 

GAUKLER*P, A. Carolina Power Sc Light Co. OAUKLER*P. A. North 
Carolina Municipal Power Agencies. GAUKLER* P, A. Sham* Pittman* 
Fotts Sc Trowbridge. 85/01/14. Atomic Safety and Licansing Board 
Panel. 5pp, 28452:174. 24X Fiche: 50-400* 85/01/14* 8501180388. 
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— 85011S0470 Affidavit of RD Klimm in support of applicant motion for 
summary disposition of Wilson Contention 12 <b ) (2). Assumption 
that one vehicle per household will be used in event of 
emergency realistic estimate. , « 

KLIMM. R.D. Carolina Power U Light Co. KLIMM. R. D. North Carolina 
Municipal Power Agencies. KLIMM. R. D. HMM Associates. Inc. 
85/01/10. 14pp. 28452:179. 24X Fich e: 50-400. 85/01/14. 8501 180388. 


8501230270 Request for admission of new Contention WB-3 re drug & 
alcohol abuse at const site. News article supporting 
contention & Certificate of Svc end. 

RUNKLE. J. Conservation Council of North Carolina. #185 174. 
85/01/18. Atomic Safety and Licensing Board Panel. 6pp. 
28515: 209. 24X Fiche: 50-400. 85/01/18. 8501230270. 


— 8501180471 Affidavit of DS Mileti re Wilson Contention 12<b}(3> & 
Contention EPJ-2. Assumption that 80% of public w/o personal 
private transportation would receive transportation from 
other evacuees in event of emergency reasonable. 

MILETI. D. S. Carolina Power «i Light Co. MILETI. D. S. North 
Carolina Municipal Power Agencies. MILETI. D.S. Colorado State 
Univ. , Ft. Collins. CO, 85/01/14. 21pp. 28452:125. 24X 

Fiche: 50-400. 85/01/14. 8501180388. 


— 8501180472 Affidavit of K Twine on Wilson Contention 12(b) (3> & 
Contention EPJ-2. Estimate of number of members of general 
public within emergency planning jone w/ & w/o available 
vehicles in event of emergency accurate it realistic. 

TWINE. K.P. Carolina Power Sc Light Co, TWINE. K. P. North Carolina 
Municipal Power Agencies. TWINE. K. P. Ebasco Services, Inc. (subs, 
of Enserch Corp. ). 85/01/14. 13pp. 28452:193. 24X 

Fiche: 50-400. 85/01/14. 8501180388. 


8501250148 Proposed findings of fact & conclusions of law on Joint 
Intervenor Contentions I. IV ic VII (4) it Eddleman Contentions 
9,41 it 116. Certificate of Svc end. 

BARTH. C. A.. MOORE. J. E. Hearing Branch 1. #185 239. 85/01/22. 

216pp. 28552:272. 24X Fiche : 50-400. 85/01/22. 8501250148. 


8501250155 Forwards corrected Pages 69 & 76 of staff proposed findings 
of fact & conclusions of law re dosimetry processors. 

MOORE. J.E. Hearing Branch 1. #185 240. 85/01/23. KELLEY. J. L. . 

CARPENTER. J. H. , BRIGHT. O. 0. Atomic Safety and Licensing Board Panel. 
3pp. 28551:325. 24X Fiche: 50-400. 85/01/23. 8501250155. 


8501290365 Forwards Exhibit 1 (Cresap. McCormick Sc Paget. Inc 821215 Itr 
to North Carolina Utils Commission) omitted from NRC 850122 
Proposed Finding 124. 

BARTH. C. A. Hearing Branch 1. #185 266. 85/01/24. KELLEY. J. L. , 

BRIGHT. 6. 0. . CARPENTER. J. H. Atomic Safety and Licensing Board Panel. 
5pp. 28619:350. 24X Fiche: 50-400. 85/01/24. 8501290365. 


— 8501180475 Affidavit of DS Mileti in support of applicant motions for 
summary disposition of Wilson Contention 12(b)(2) Sc Eddleman 
Contention 215(1 ). Fami lies will evacuate together in one 
vehicle in order to maximize safety of family. 

MILETI, D.S. Carolina Power Sc Light Co. MILETI, D.S. North 
Carolina Municipal Power Agencies, MILETI. D.S. Colorado State 
Univ., Ft. Collins, CO. 85/01/10. 27pp. 28452:206. 24X 

Fiche; 50-400. 85/01/14. 8501 1 80388. 


J. Insurance Sc indemnity information 


8501300267 Forwards Endorsement 6 to NELIA Policy NF-28B. 

BARHAM. C.D. Carolina Power Sc Light Co. 85/01/23. SALTZMAN. J. 
Assistant Director for State Sc Licensee Relations. 2pp. 28642:348. 
24X Fiche: 50-400. 85/01/23, 8501300267. 


— 8501180476 Motion for summary disposition of Wilson Contention 12(b)(3) 
Si Contention EPJ-2 re evacuation time study. No genuine 
issue of matl fact exists Sc applicants entitled to favorable 
decision. Certificate of Svc end. 

RIDOWAY.D. A. Carolina Power Sc Light Co. RIDOWAY,D. A. North 
Carolina Municipal Power Agencies. RIDOWAY.D. A. Shaw. Pittman, 

Potts Sc Trowbridge. 85/01/14. Atomic Safety and Licensing Board 
Panel. 19pp. 28452:233. 24X Fiche: 50-400. 85/01/14, 8501180388. 


8501230409 Response supporting applicant 841210 motion for summary 
disposition of Contention EPJ-1. No genuine issues of matl 
fact remain. 

MOORE. J.E. Hearing Branch 1. ROCHLIS, S. M. Federal Emergency 
Management Agency. #185 196. 85/01/16. Atomic Safety and 

Licensing Board Panel, 12pp, 28511:165. 24X Fiche; 50-400, 85/01/16. 

8501230409. 


—8501230411 Affidavit of T Urbanik on Contention EPJ-1. Prof 
qualifications end. 

URBANIK, T. Texas AScM Univ. , College Station. TX. 85/01/15. 7pp. 
28511:177. 24X Fiche; 50-400, 85/01/16, 8501230409. 


Q. Inspection reports. IE Bulletins Sc correspondence 


8501160325 FOIA request for repts re facilities, including SALP repts. 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star /Kansas City Times, Kansas City, MO. 
84/05/17. FELTON. J. Division of Roles and Records. 2pp. 
28432:313. 24X Fiche: 50-000. 84/05/17, 8501160325. 


8501180160 Forwards exam rept for exams administered during 840319-21. 
VERRELLI.D. M. Region 2, Office of Director. 84/05/24. UTLEY, E. E. 
Carolina Power Sc Light Co. Ip. 28465:270. 24X 

Fiche: 50-400. 84/05/24. 8501180160, 


— 8501180166 Exam rept on 840319-21. Exam results: three of four candidates 
passed. Senior reactor & reactor operator exam questions Sc 
answer key end, 

SAILOR. R.L., MUNRO, J. F. , WILSON, B. A. Region 2. Office of Director. 

84/05/21. 53pp, 28465:271. 24X Fic he: 50-400. 84/05/24, 

8501180160. 


—8501230415 Affidavit of TI Hawkins in support of applicant motion for 
summary disposition of Contention EPJ-1. Prof qualifications 
Sc Certificate of Svc end. 

HAWKINS, T, I. Federal Emargency Managamant Agancy. 85/01/08. 6pp. 
28511; 184. 24X Fiche: 50-400. 85/01/16. 8501230409, 


— 8501230419 Response supporting applicant 841210 motion for summary 
disposition of Conservation Council of North Carolina 
Contention 8. Matl issua of fact exists re adequacy of 
training for radiation protection section staff. 

ROCHLIS. 8, M, Federal Emargancy Management Agency. 85/01/16. 
Atomic Safety and Licensing Board Panel. 3pp. 28511:190. 24X 

Fiche; 50-400.85/01/16, 8501230409. 


—8501230430 Affidavit of TI Hawkins supporting applicant motion for 
summary disposition of Conservation Council of North 
Carolina Contentian 8. Prpf qualifications & Certificate 
of 8vc end. 

HAWKINS, T.1 Federal ;@irargency Man*gamant Agency. 85/01/08. 8pp. 

28511:198. 24X Fiche: 50-400, 85/01/16, 8501230409. 


— 8501230435 Response supporting applicant 841212 motion for summary 
disposition of Eddleman Contention S7-C-13. 

ROCHLIS.S.M. Federal Emargency Management Agency. 85/01/16. 

Atomic Safety and Licensing Board Panel. 8pp. 28511:204. 24X 

Fiche: 50-400, 85/01/16,8501230409. 

— 8501230438 Affldsyit of TI Ma;wkins supporting applicant motion for 
summary .diepp sit ion of Eddleman Contention 57-C-13. Prof 
qualifications ic .Oerti^f.icete of Svc encl. 

' HAWK INS. T.T^^ F,,e derm 1. Emergency Manage men t Agency. 85/01/08. 6pp. 
, 28511 : 21 1- :24X Fix h e : 50-400. 85/01/16. 8501230409. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts & const deficiency repts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, U.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000. 84/06/08. 8501160253. 


8412200622 Informs of upcoming insp of mechanical interlock starters at 
listed facilities. 

KNOCK, R.B. Gould, Inc. 84/11/26. LAUDAN, W. NRC - No Detailed 
Affiliation Given. 2pp. 28485:345, 24 X Fiche: 50-000, 84/11/26, 
8412200622. 


8501210018 Forwards Meeting Summary Rept 50-400/84-40 on 841102. 

VERRELLI.D. M. Region 2, Office of Director. 84/11/26. UTLEY, E. E. 
Carolina Power & Light Co. 2pp. 28501:205. 24X 

Fic ha: 50-400,84/11/26, 8501210018. 


— 8501210022 Meeting Summary Rept 50-400/84-40 on 841102. Major areas 
discussed: demonstration of capability of ultrasonic exam 
procedure Sc equipment to detect actual flaws Sc artificial 
reflectors. 

COLEY, J.L., NEWSOME, R. W. , BLAKE, J. J. Region 2, Office of Director. 
84/11/20. 2pp. 28501:207. 24X Fich e: 50-400, 84/1 1/26, 8501210018. 


8501210025 Forwards Insp Rept 50-400/84-39 on 841023-1101, No violations 
or deviations noted. 

VERRELLI.D. M. Region 2, Office of Director. 84/11/27. UTLEY, E. E. 
Carolina Power Sc Light Co. 2pp. 28501: 196. 24X 

Fiche; 50-400,84/11/27, 8501210025. 
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--S501210031 Insp Rept 50-400/84-39 on 841023-24,29 Sc 1101. No violations 
or deviations noted. Major areas inspec ted: structural 
concrete quality records Sc program for identification Sc 
repair of concrete defects. 

LENAHANi J. J. , CONLON, T. E. Region 2 , Office of Director. 84/11/21. 
7pp. 28501:198. 24X Fi che: 50-400, 84/1 1/27. 8501210025. 


8501180171 Forwards Insp Rept 50-400/84-38 on 841020-1120. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/11/30. UTLEY, E. E. 
Carolina Power Sc Light Co. Ip. 28466:016. 24X 

Fiche: 50-400, 84/11/30, 8501180171. 


— 8501180176 Insp Rept 50-400/84-38 on 841020-1120. No violation or 
deviation noted. Major areas inspected: licensee action on 
previous insp findings, inspec tor followup items, electrical, 
pipe hangers, storage Sc nonconformance control. 

MAXWELL, O. F. , PREVATTE, R. L. , FREDERICKSON, P. Region 2, Office of 
Director. 84/11/30. 8pp. 28466:017, 24X Fiche: 50-400, 84/11/30, 

8501180171. 


8501210085 Forwards Insp Rept 50-400/84-43 on 841127-30. No violations 
or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/14. UTLEY, E. E. 
Carolina Power Sc Light Co. 2pp. 28501: 107. 24X 

Fiche: 50-400, 84/12/14, 8501210085. 


— 8501210091 Insp Rept 50-400/84-43 on 841127-30. No violations or 
deviations noted. Major areas inspected : pipe support 
baseplate designs using concrete expansion anchors Sc seismic 
analysis for as-built safety-related piping sys. 

ANO, W. P. . MODENOS, L. P. , BLAKE, J. U. Region 2, Office of Director. 
84/12/14. 7pp. 28501:109. 24X Fich e : 50-400, 84/12/14, 8501210085. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501080559 Forwards Const Appraisal Team Insp Rept 50-400/84-41 on 
841022-1102 Sc list of potential enforcement actions re 
hardware deficiencies noted. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/12/24. UTLEY, E. E. Carolina Power Sc Light Co. 8pp 
28245: 018. 24X Fiche: 50-400, 84/12/24, 8501080559. 


— 8501080572 Const Appraisal Team Insp Rept 50-400/84-41 on 841022-1102. 
Major areas inspected : selected hardware, QC insps, procedures 
Sc representative records. 

HEISHMAN, R. F. Reactor Construction Branch. WONG, H. J. , CHAN, T. L. 
Director's Office, Office of Inspection and Enforcement. 84/12/12. 
100pp. 28245:026. 24X Fiche: 50-400, 84/12/24, 8501080559. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, “Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs Sc related correspondence 


8501160325 FOIA request for repts re fac i 1 ities, including SALP repts, 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000, 84/05/17. 8501 160325. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J. M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000, 84/06/08, 8501160253. 


8501280576 Further response to FOIA request for documents re TDI diesel 
generators at plant Sc problems & defects occuring w/TDI 
generators currently used or being tested. Forwards documents 
listed in App A. App A Documents 1-8 available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/08/06. BELL, N. 
Nuclear Information Sc Resource Service. 3pp. 28638:316. 24X 

Fiche: 50-000, 84/08/06, 8501280576. 


8501150448 Final deficiency Sc Part 21 rept re Uestinghouse on-line test 
circuit for solid state protection sys. Initially reported on 
820909. Mod issued to ensure detection of potential 
undetectable test panel circuit failure. 

PARSONS, R.M. Carolina Power Sc Light Co. 84/12/04. O'REILLY, J. P. 
Region 2, Office of Director. 4pp. 28414:300. 24X 

Fiche: 50-400, 84/12/04, 8501150448. 


8501160001 Interim deficiency rept, Item 192 re undersized containment 
platform welds. Initially reported on 841109. Welds will be 
repaired to meet original design requirements. Next rept 
anticipated by 850531. 

PARSONS, R.M. Carolina Power Sc Light Co. 84/12/05. O'REILLY, J. P. 
Region 2, Office of Director. 4pp. 28421:130. 24X 

Fiche: 50-400,84/12/05, 8501160001. 


8501150404 Final deficiency rept, Item 176 re electric cables-hi pot 
test failure. Initially reported on 840619. Two parallel 
feeder circuits w/damaged Single Conductor 500 MCM cables 
rep laced. 

PARSDNS,R.M. Carolina Power Sc Light Co. 84/12/12. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28414:353. 24X 

Fiche: 50-400, 84/12/12, 8501150404. 


8501150425 Final Part 21 Sc deficiency rept. Item 110 re piston skirt 
castings on TDI emergency diesel engine generator sets. 

Initially reported on 821216. New AE piston skirts awaiting 
installation. 

PARSONS, R.M. Carolina Power Sc Light Co. 84/12/12. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp, 28414:313. 24X 

Fiche: 50-400, 84/12/12, 8501150425. 


8501150441 Final Part 21 Sc deficiency rept, Item 164 re incorrect matl 
used in 6,000 lb reducers. Initially reported on 840910. 

Fittings shipped back to Southwest Fabricating Co. New 
replacement fittings received at site in Sept 1984. 

PARSONS, R.M. Carolina Power Sc Light Co. 84/12/13. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28414:285. 24X 

Fiche: 50-400, 84/12/13, 8501150441. 


8501150443 Deficiency rept, Item 193 re weld defects in Westinghouse 
accumulator tanks. Initially reported on 841115. Deficiencies 
not reportable per 10CFR50. 55(e) Sc Part 21. 

CH1ANGI,N. J. Carolina Power Sc Light Co, 84/12/14. 0 'REILLY, J. P. 

Regions, Office of Director. Ip. 28414:292. 24X 

Fiche: 50-400, 84/12/14, 8501150443. 


8501140119 Part 21 Sc second interim deficiency rept. Item 139 re contact 
bounce of Westinghouse temp channel test card. Initially 
reported on 830620. Westinghouse will replace cards. Next rept 
will be submitted by 850902. 

PARSONS, R.M. Carolina Power Sc Light Co. 84/12/17. 0 'REILLY, J. P. 

Region 2, Office of Director. 4pp. 28377:251. 24X 

Fiche; 50-400, 84/12/17, 8501140119. 


8501140084 Fourth interim deficiency rept. Item 92 re bolted structural 
connections w/excessive gaps Sc ASTM A325 nuts on ASTM A490 
bolts. Initially reported on 840702. Site technical procedures 
revised. Final rept will be submitted by 850401. 

PAR^NS,R.M. Carolina Power Sc Light Co. 84/12/18. O'REILLY, J. P, 
Region 2, Office of Director. 4pp. 28377:205. 24X 

Fiche: 50-400,84/12/18, 8501140084. 
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8501140112 Fourth interim deficiency rept* Item 112 re flame cut bolt 
holes & ondersiied bolts in bolted structural steel 
connect ions. Initial ly reported on 821229. Holes repaired & 
bolts replaced. Final rept due by 850401. 

PARSONS* R.M. Carolina Power ?« Light Co. S4/12/18. 0 'REILLY* J. P. 

Region 2* Office of Director. 4pp. 28378:010. 24X 

Fiche: 50-400* 84/12/18* 8501140112. 


8501140223 Part 21 Sc interim deficiency rept* Item 186 re metal fatigue 
of lugs on secondary disconnect of Siemens-All is* Inc. circuit 
breakers. Initially reported on 840907. Logs will be replaced 
8e wiring retained in breaker. Final rept expected by 850215. 

PARSONS. R.M. Carolina Power Sc Light Co. 84/12/18. O'REILLY* J. P. 
Region 2* Office of Director. 5pp. 28377:259. 24X 

Fiche: 50-400* 84/12/18. 8501140223. 


8501140240 Part 21 Sc second interim deficiency rept* Item 157 re 
swelling of internal seals in QH Bettis operators on Ruskin 
supplied HVAC dampers. Initially reported on 831221. Lubricant 
Sc seals will be replac ed. Next rept expected by 850228. 

PARSONS. R. M. Carolina Power Sc Light Co. 84/12/18. O'REILLY* <J. P. 
Region 2. Office of Director. 4pp. 28378:002. 24X 

Fiche: 50-400* 84/12/18* 8501 140240. 


B501170185 Forwards “Emergency Diesel Generator Equipment” Sc Vols 1—4 
of "TDI Diesel Generator Design Review Sc Quality 
Revalidation Rept. " 

CUTTER* A. B. Carolina Power Sc Light Co, 84/12/20. DENTON* H.R. 
Office of Nuclear Reactor Regulation* Director. 2pp. 28429:076. 
24X Fiche: 50-400*84/12/20.8501170185. 


— 8501170189 "Emergency Diesel Generator Eciuipment. " 

* Carolina Power Sc Light Co. 84/12/17. 16pp. 28429:078. 24X 

Fiche: 50-400* 84/12/20* 8501170185. 


— 8501170190 Vols 1-4 of “TDI Diesel Generator Design Review Sc Quality 
Revalidation Rept. “ 

* TDI (Transamerica Delaval* Inc. ) Owners Group. 84/11/30. 

SOOpp. 28429:094. 24X Fi che: 50-400* 84/12/20* 8501 170185. 


8501090027 Deficiency rept* Item 195 re three feedwater piping lines 
having valves u/design pressures less than specified. 

Initially reported on 841220. Condi ti on evaluated Sc 
determined not reportable per lOCFRSO. 55(e}. 

CHIANGI.N, U. Carolina Power Sc Light Co, 84/12/21. 0 'REILLY* J, P. 

Region 2* Office of Director. Ip. 28278:011. 24X 

Fiche: 50-400* 84/12/21* 8501090027. 


8501140195 Fourth interim deficiency rept* Item 102 re grease 
in friction-type structural connections. Initially reported 
on 820915. Site work Sc procedures revised to reciuire mating 
surface insp. Final rept will be issued by 850401. 

PARSONS* R.M. Carolina Power Sc Light Co. 84/12/28. O'REILLY* J. P. 
Region 2* Office of Director. 4pp. 28377:360, 24X 

Fiche: 50-400* 84/12/28* 8501140195. 


8501020285 Advises that* based on CPScL 840416 rept re 840314 deficiency 
rept concerning Southwest Fabricating Sc Welding Co steam 
line elbows for steam generators* item closed w/o action. Item 
not reportable per lOCFRSO. 55(e) or Part 21. 

ZECH/G. G. Vendor Program Branch. 84/12/31. OLSHXNSKI* U. A. Region 
2* Office of Director. Ip. 28142:212. 24X Fiche: 50-400* 84/12/31, 

8501020285. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY*C. L. TDI (Transamerica Delaval* Inc.) Owners Group. 85/01/02. 
DENTON*R R. Office of Nuclear Reactor Regulation* Director, 16pp. 
28202:058. 24X Fiche: 50-000* 85/01/02* 8501070285. 


8501160075 Deficiency rept* Item 200 re rejectable welds identified on 
HVAC/electrical supports. Initially reported on 850102. Item 
not reportable per 10CFR50. 55<e). 

CHIANGI*N,J. Caroline Power St Light Co, 85/01/03. O'REILLY, J, P. 
Region 2. Office of Director, Ip. 28420:301. 24X 

Fiche; 50-400* 85/01/03, 8501160075. 


8501090075 Closes 830923 item re potential deficiency concerning 
Seismic Class 1 HVAC ductwork bolts installed w/o ASTM 307 
Grade A markings*per util 840109 final rept. Item not 
reportable per 10CFR50. 55(e) St Part 21. 

ZECH*G, Vendor Program Branch. 85/01/07. OLSHINSKI* J, A. RiegiaTi 2* 
Office of Director. Ip. 28258:149, 24X Fiche: 50-400* 85/0i/07» 

8501090075. 


8501090341 Informs that condition re piping plates not being 

ultrasonically tested by Southwest Fabricating St Weld per > „ ; * 

A^E Code closed w/o action. Condition not reportable per 
lOCFRSO. 55<e) or Part 21, 

2ECH, G. G. Vendor Program Branch. ffi5/01/07. OLSHINSKI* J. A. Region 
2* Office of Director. Ip. 28257:167, 24X Fiche: 50-400* B5/01/07* 

8501090341. 


8501140210 PND-I 1-85-005: on 850110* six persons arrested on charges of 
drug possession* sale St distribution following investigation 
resulting from info given by util. Media interest resulted 
from Wake County* NC sheriff press conference announcement. 

HARDIN* A. K.* TOBIN, W, J. Region 2* Office of Director. 85/01/10. 

Ip. 28361:093. 24X Fiche: 50-400* 85/01/10* 8501140210. 


8501180080 Notifies that deficiencies re HX welds* TDI diesel generator 
pedestal St thermocouples St wiring problems in sys controls 
Class IE sequencer panels found not reportable per 
lOCFRSO. 55(e) St Part 21. 

ZECH* G. G. Vendor Program Branch. 85/01/16. OLSHINSKI* J. A. Region 
2* Office of Director. Ip. 28455:021. 24X Fiche: 50-400. 85/01/16* 

8501180080. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYERiR.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office* Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000* 85/01/22* 8501280486. 


V. Operator Examinations 


8501180160 Forwards exam rept for exams administered during 840319-21. 
VERRELLI* D. M. Region 2* Office of Director. 84/05/24. UTLEY* E. E. 
Carolina Power St Light Co. Ip. 28465:270. 24X 

Fiche; 50-400* 84/05/24* 8501 180160. 


— 8501180166 Exam rept on 840319-21. Exam results: three of four candidates 
passed. Senior reactor St reactor operator exam questions St 
answer key end, 

SAILOR.R. L. I MUNRO.J. F. * WILSON* B. A. Region 2* Office of Director. 

84/05/21. 53pp. 28465:271. 24X Fiche: 50-400* 84/05/24, 

8501180160. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT* UNIT 2 


A. Application/construction stage documents St correspondence 


8501160325 FOIA request for repts re facilities* including SALP repts, 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL* B. Kansas City Star/Kansas City Timet* Kansas City* MO. 
84/05/17. FELTON* J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000* 84/05/17* 8501160325. 


8501160253 Responds to FOIA request for SALP repts* const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON* J.M. Division of Rules and Records. 84/06/08. CORNELL* B. 
Kansas City Star/Kansas City Times* Kansas City* MO. Ip. 28432:312. 
24X Fiche: 50-000* 84/06/08* 8501160253. 


8501030183 Forwards “Control of Heavy Loads at Nuclear Power Plants* 
Shear on Harris Nuclear Power Plant Units 1 Sc 2* *' draft 
technical evaluation rept. Telcon to resolve open items 
requested. 

KNIGHTON* 0. W. Licensing Branch 3. 84/11/27. UTLEY* E. E. Carolina 

Power St Light Co. 3pp. 28208:001. 24X Fiche: 50-400* 84/11/27* 

8501030183. 


— 8408200117 "Control of Heavy Loads at Nuclear Power Plants* Shearon 
Harris Nuclear Power Plants* Units 1 & 2* “ draft technical 
evaluation rept. 

SHABER*C. R. ECJcG* Inc. FIN A-6457. 84/08/31. NRC - No 

Detailed Affiliation Given. 31pp. 28208:004. 24X 

Fiche: 50-400* 84/11/27* 8501030183. 


G. Adjudicatory correspondence 


8501030147 Forwards Exhibits 7 St 8 Sc Eddleman 61 admitted as evidence 
during 841217 telcon proceeding. W/o end. Related 
correspondence. 

MOORE* U.E. Office of the General Counsel. #185 889. 84/12/20. 

MONZCK*B, Ace-Federal Reporters* Inc. Ip. 28163:150. 24X 

Fiche: 50-400* 84/12/20* 8501030147, 


8501110033 Response in opposition to W Eddleman 841221 motion to 
reconsidikr ASLB 841205 denial of admission of proffered 
Contention 41-E. Contention lacks specificity Sc basis. 

Certificate of 8vc end. 

BARTH* G, A, Hearing Branch 1. *185 019. 85/01/09. Atomic Safety 

and Licensing Board Panel. 5pp. 28317:243. 24X 

Fiche: 50-400, 85/01/09, 8501110033. 
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8501180172 Motion to uithdraui Contention II re emergency planning zone. 
Concerns addressed by JT Pugh & R Klimm unsigned affidavits. 
Certificate of Svc end. 

WILSON. R. Wilson. R. #185 154. 85/01/10. Commissioners. 2pp. 

28455:001. 24X Fiche: 50-400. 85/01/10. 8501 180192. 


8501150267 Reply to W Eddleman proposed findings on Contention 65 re 
containment concrete. Eddleman proposed findings Paragraphs 
6-15 erroneous & ui/o factual basis. Certi ficate of Svc end. 

BARTH. C. A. Hearing Branch 1. #185 057. 85/01/11. Atomic Safety 

and Licensing Board Panel. ISpp. 28382:001. 24X 

Fiche: 50-400. 85/01/11, 8501150267. 


8501230409 Response supporting applicant 841210 motion for summary 
disposition of Contention EPJ-1. No genuine issues of matl 
fact remain. 

MOORE. J. E, Hearing Branch 1. ROCHLIS. S. M. Federal Emergency 
Management Agency. #185 196. 85/01/16. Atomic Safety and 

Licensing Board Panel. 12pp. 28511:165. 24X Fiche: 50-400. 85/01/16. 

8501230409. 


— 8501230411 Affidavit of T Urbanik on Contention EPJ-1. Prof 
(lualifications end. 

URBANIK. T. Texas A&M Univ. . College Station. TX. 85/01/15. 7pp. 
28511: 177. 24X Fiche: 50-400. 85/01/16. 8501230409. 


8501250148 Proposed findings of fact & conclusions of lau on Joint 
Zntervenor Contentions I. IV & VII(4} ic Eddleman Contentions 
9.41 Sc 116. Certificate of Svc end. 

BARTH, C. A.. MOORE, J.E. Hearing Branch 1. #185 239. 85/01/22. 

216pp. 28552: 272. 24X Fiche: 50-400. 85/01/22. 8501250148. 


8501250155 Forwards corrected Pages 69 Sc 76 of staff proposed findings 
of fact S( conclusions of law re dosimetry processors. 

MOORE. J.E. Hearing Branch 1. #185 240. 85/01/23. KELLEY. J. L. . 

CARPENTER. J. H. , BRIGHT. 0. 0. Atomic Safety and Licensing Board Panel. 
3pp. 28551:325. 24X Fiche: 50-400. 85/01/23. 8501250155. 


8501290365 Forwards Exhibit 1 (Cresap. McCormick Sc Paget. Inc 821215 Itr 
to North Carolina Utils Commission) omitted from NRC 850122 
Proposed Finding 124, 

BARTH, C. A. Hearing Branch 1. #185 266. 85/01/24. KELLEY, J. L. , 

BRIGHT. G.O.. CARPENTER. J. H. Atomic Safety and Licensing Board. Panel. 
5pp. 28619:350. 24X Fiche: 50-400. 85/01/24. 8501270365. 


G. Inspection reports. IE Bulletins Sc correspondence 


8501160325 FOIA request for repts re facil ities. including SALP repts. 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL. B. Kansas City Star/Kansas City Times. Kansas City. MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000. 84/05/17. 8501160325. 


8501160253 Responds to FOIA request for SALP repts. const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON. J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times. Kansas City. MO. Ip. 28432:312. 
24X Fiche: 50-000. 84/06/08. 8501160253. 


S. Reportable occurrences. LERs Sc related correspondence 


8501160325 FOIA request for repts re facil ities. including SALP repts. 
const audit team repts Sc const deficiency repts from start 
of const to present, 

CORNELL. B. Kansas City Star/Kansas City Times. Kansas City. MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000. 84/05/17. 8501160325. 


8501160253 Responds to FOIA request for SALP repts. const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON. J.M. Division of Rules and Records. 84/06/08. CORNELL. B. 
Kansas City Star/Kansas City Times. Kansas City. MO. Ip. 28432:312. 
24X Fiche:50-000. 84/06/08. 8501160253. 


8501280576 Further response to FOIA req,oest for documents re TDI diesel 
generators at plant Sc problems Sc defects occuring w/TDZ 
generators currently used or being tested. Forwards .documents 
listed in App A. App A Documents 1-8 a^aiiable ^in 
FELTON. J.M. Division of Rules and Records. 84/08/06. BELL. N. 
Nuclear Information & Resource Service. 3pp. 28638:316. 24X 

Fiche: SOt-OOO. 84/08/06. 8501280576. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY.C, L, Tpl (transamerica Delaval» Inc.) Owners Group. 85/01/02. 
DENTON. jN. R. Office of Nuclear Reactor Regulation. Director. 16p:p. 
28202: 09f< 24X Fiche: 50-000. 85/01/02. 8501070285. 


8501180080 Notifies that deficiencies re HX welds. TDI diesel generator 
pedestal & thermocouples tc wiring problems in sys controls 
Class IE sequencer panels found not reportable per 
10CFR50, 55(e) & Part 21. 

ZECH. G. G. Vendor Program Branch. 85/01/16. OLSHINSKI. J. A. Region 
2, Office of Director. Ip. 28455:021. 24X Fiche: 50-400. 85/01/16. 

8501180080. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec . Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval. Inc, 85/01/22, Director's 
Office. Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000. 85/01/22. 8501280486. 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 4 


A. Application/construction stage documents & correspondence 


8501160325 FOIA request for repts re faci 1 ities. including SALP repts. 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times. Kansas City. MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000, 84/05/17. 8501160325. 


DOCKET 50-406 TUSKEGEE INSTITUTE RESEARCH REACTOR 


F. Security, medical, emergency St fire protection plans 


8501150415 Sanitized version of Insp Rept 50-406/83-01 on 831214-15. No 
noncompliance noted. Major areas inspected: documentation Sc 
verification that no nuclear fuel present at facility. 

HALL. B. L. . MCGUIRE. D.R. Region 2. Office of Director. 83/12/28. 
2pp. 28416:166. 24X Fiche: 50-000. 84/06/21. 8501150104. 


>8501150419 Sanitized version of Insp Rept 50-406/81-01 on 810914-15. No 
noncompliance noted. Major areas inspected: physical 
protection plan.SNM protection. security organization, access 
control, alarm sys Sc surveillance. 

HALL. B. L. . MCGUIRE. D.R. Region 2. Atlanta. Office of the Director 
(81/03/01). 81/10/06. 5pp. 28416:170. 24X Fiche: 50-000. 

84/06/21.8501150104. 


“8501150423 Sanitized version of Insp Rept 50-406/80-01 on B00212. No 
noncompliance noted. Major areas inspected: security plan, 
areas Sc organization, access control, security sys Sc program 
review Sc fuel storage. 

MOORE. D.E.. TOBIN. W.J. Region 2. Atlanta. Office of the Director. 
80/02/28. 3pp. 28416:177. 24X Fiche: 50-000. 84/06/21. 8501150104. 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
11 Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON. J.M. Division of Rules and Records. 84/06/21. AFTER GOOD, 8. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000. 84/06/21. 8501150104. 


Q. Inspection reports. IE Bulletins Sc correspondence 


8501150104 Partial response to FOIA request for physical security Sc 
safeguards insp repts for all nonpower reactors in Regions 
11 Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTER GOOD. 8. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150415 Sanitizsd version of Insp Rept 50-406/83-01 on 831214-15. No 
noncompliance noted. Major areas inspected: documentation Sc 
verification that no nuclear fuel present at facility. 

HALL. B. L. . MCGUIRE. D.R. Region 2. Office of Director. 83/12/28. 

2pp. 28416: 166. 24X Fiche: 50-000. 84/06/21, 8501 150104. 


— 8501150419 Sanitized version of Insp Rept 50-406/01-01 on 810914-15. No 
noncompliance noted. Major areas inspected: physical 
protection plan.SNM protection, security organization, access 
control, alarm ays Sc surveillance, 

HALL. B. L. . MCGUIRE. D.R. Region 2. Atlanta. Office of the Director 
(81/03/01). 81/10/06. 5pp. 28416:170. 24X Fiche: 50-000. 

84/06/21.8501150104. 


‘8501150423 Sanitized version of Ihsp Rept 50-406/80-01 on eOC)212. No 
noncompliance noted. Major areas inspected: security plan, 
areas Sc organization, access control, security sys Sc program 
review Sc fuel storage. 

MCX)RE.D,E. . TOBIN>W. J. Region 2. Atlanta. Office of the Director. 
80/02/28. 3pp. 28416:177, 24X Fiche: 50-000. 84/06/21. 8501 150104. 
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8501310366 Fcrutards response to 841204 questions & SSER re emergency 
p Ian. Proposed revs to emergency plan utill be transmitted by 
850401. 

LINDER, F. Dairyland Power Cooperative. 85/01/17. PAPERIELLO, C. J. 
Region 3, Office of Director. 5pp. 28658:237, 24X 

Fiche: 50-409. 85/01/17, 8501310366. 


8501280491 Advises that 850104 revs to physical security, safeguards 
contingency & security force training & qualifications plans 
consistent w/provisions of 10CFR50. 54<p) & acceptable. 

AXELSON, W. L. Region 3, Office of Director. 85/01/18. LINDER, F. 
Dairyland Power Cooperative. Ip. 28565:131. 24X 

Fiche: 50-409, 85/01/18. 8501280491. 


J. Insurance it indemnity information 


8501290470 Forwards Endorsement 58 to hELIA Policy NF-217. 

DEVINEjH. F. Dairyland Power Cooperative. 85/01/21. DINITZ, I. 

Office of Nuclear Reactor Regulation, Director. ip. 28617:022. 24X 

Fiche: 50-409, 85/01/21, 8501290470. 


P. Operating license stage documents & correspondence 


8501300195 Informs of completion of review of final draft 840330 
offsite dose calculation manual. Several discrepancies should 
be justified or remedied in next rev no later than 6 months 
from receipt of Itr. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/23. LINDER, F. 

Dairyland Power Cooperative. 3pp. 28680:357. 24X 

Fiche: 50-409, 84/01/23, 8501300195. 


docket 50-407 UNIV. OF UTAH RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8501250385 Application for amend & renewal of License R-126, changing 
Tech Specs re steady-state operation & reactivity limits 
& providing operating budget for 1984-85. 

SANDQUIST, 0. M. , DEVRIES, K.L. Utah, Univ. of. Salt Lake City, UT, 
85/01/17. THOMAS, C. O. Standardization & Special Projects Branch. 
42pp. 28548:217. 24X Fiche: 50-407, 85/01/17, 8501250385. 


8501290371 Rev 2 to technical evaluation rept for facility reflecting 
new excess reactivity limit. Completed Table 14.2, 

“Calculated Radiation Dose Rates, “ incorporating addl info 
from licensee end. 

LINDER, C. A. Los Alamos Scientific Laboratory. 85/01/23. 

THOMAS, C. 0. Standardization & Special Projects Branch. 7pp. 

28620: 350. 24X Fiche: 50-407, 85/01/23, 8501290371. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency tc fire protection plans 


8501100036 Discusses NRC review of Rev 5 to LACBWR emergency plan & 
forwards Insp Rept 50-409/84-13, consisting of SSER re 
emergency preparedness. Add 1 clarification of items listed in 
end app requested within 45 days. 

PAPERIELLO, C. U. Region 3, Office of Director. 84/12/04. 

LINDER, F.W. Dairyland Power Cooperative. 3pp. 28349:250 24X 

Fiche: 50-409, 84/12/04, 8501100036. 


8501230111 Partial response to FOIA req^uest for six categories of 
documents re application of “Shelly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information & Resource Service. 5pp. 28525' 241 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


Preparedness SSER 50-409/84-13, conducted in Nov 
1984 re Rev 5 to LACBWR emergency plan. After satisfactory 
resolution of items identified in SSER, plan will meet 
requirements of App E to 10CFR50, 

SNELL, WG, PHILLIPS. M.P. Region 3, Office of Director. 84/12/04. 
7 pp. 28349:253. 24X Fiche: 50-409, 84/12/04, 8501 100036 . 


8501230453 Opposes concurrence to proposed input to monthly FR notice 
for license amend. Bases for proposed NSHC finding lacks 
clarity. 

GRAY, J. Office of the Executive Legal Director. 84/06/21 
MUTCHFIELD, D. NRC - No Detailed Affiliation Given. 2pp. 

28525:299. 24X Fiche; 50-000, 84/06/21, 8501230111. 

8501020305 Forwards final response to 33 areas of design code changes 
potentially applicable to facility. Addl computer analysis 
of main steam penetration & added pipe whip restraint will 
be necessary to assess stresses & to develop mod. 

LINDER, F. Dairyland Power Cooperative. 84/12/20. PAULSON, W. A 
Operating Reactors Branch 5. 11pp. 28142:306. 24X 

Fiche: 50-409, 84/12/20, 8501020305. 

licensees of operating reactors & 
certification of compliance to 
10CFR50.49, Environ Qualif ication of Electric Equipment 

Nuclear Power Plants. " Svc list end. 

‘n* K, Licensing. 84/12/27. Consolidated 

Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 

8501160317 Requests that date in NUREG-0B27, "Integrated Plant 
of LACBWR, •• be adjusted per listed Section 
t power PT-otection sys channels 

Power Cooperative. 85/01/03. PAULSON, W A 
Operating Reactors Branch 5. 2pp. 28410-017 24X 

Fiche: 50-409,85/01/03,8501160317!^ 

^ tc safety evaluation 

overt *‘*‘*^"9 requirements restricting 
J I Personnel. 

Dairul^J'pnS'^ Operating Reactors Branch 5. 85/01/08. LINDER, F 

Dairyland ^wer Cooperative. 3pp. 28310:255 24X 

Fiche: 50-409. 85/01/08, 8501 1 10230 

“''Oi/OB. 5,p. 

a4X Fxche; 50-409,85/01/08, 8501110230. 

on supporting Amend 38 to License DPR-45. 
28310 263 24X Director. 85/01/08. 6pp. 

Z4X Fiche; 50-409. 85/01/08, 8501110230. 


A W*TWa X W 






noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/12/20 
Cooperative. 2pp. 28208: 196, 24X 

Fiche: 50-409, 84/12/20, 8501040210. 




LINDER, F. W. 


—8501040211 Safeguards Insp Rept 50-409/84-17 on 841127-30. No 
noted. Major areas inspec ted ; review of security 
T implementing procedures, mgt effectiveness it security 
organization. Portions withheld (ref 10 CFR 73 . 21) 

' CREED, J. R, Region 3, Office of Director. 

84/12/20. Ip. 28208:198. 24X Fiche: 50-409, 84/12/20, 8501040210. 

‘=??P®:etion in improving initial access time for 
! «*®ite. Region III win conduct training in 
generic aspects of radiation safety, phys ical security Sc 

KEPPLER, J. G. Region 3, Office of Director 84 / 12/28 i TKincm e u 
D.lr»l,nd Pou,.r Cooper.tiv., Spp, 28^7? MS LINDER. F.W. 

Fiche: 50-409,84/12/28, 8501140088 

8501110140 Responds to NRC 841120 request to reevaluate main steam 

Item III^D 3 * 4 "i assumptions, per NUREG-0737, 

^ ** Ltr 82-33 re control room 

listed methodologies provided 

Fiche; 50-409, 85/01/04, 8501170053 033. 24X 





Fiche: 50-409, 85/01/11, 8501160210 : 
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85012S0334 Application for amend to License DPR-45< to allow use of 
required amounts of byproduct# source or SNM w/o restriction 
to chemical or physical form. 

LINDER# F. Dairyland Power Cooperative. 85/01/10. PAULSON# W. A. 
Operating Reactors Branch 5. 4pp. 28494:009. 24X 

Fiche: 50-409# 85/01/10# 8501220334. 


8501170211 Forwards safety evaluation of 840201 8c 0718 submittals re 
4-inch vent header isolation valve operab i 1 i ty. Schedul e for 
mods to decrease inboard valve auto-closure time should be 
submitted within 90 days. • 

ZWOLINSKI# J. A. Operating Reactors Branch 5. 85/01/15. LINDER# F. 

Dairyland Power Cooperative. 3pp. 28421:334. 24X 

Fiche: 50-409# 85/01/15# 8501170211. 


— 8501170213 Safety evaluation re demonstration of containment purge 8< 
vent valve operability by test# per NUREG-0737. Both Internal 
St External Isolation Valves 55-25-003 S« 55-25-004 operable 
in dynamic flow conditions that could result from DBA. 

WRIGHT# R.# DUDLEY# R. Office of Nuclear Reactor Regulation# 
Director. 85/01/15. 4pp. 28421:337. 24X Fiche: 50-409# 85/01/15# 

8501170211. 


8501180328 Forwards request for addl info re integrated consequence 
study submitted by 841011 Itr. Study will serve as foundation 
or resolution of issues in integrated plant safety 
assessment rept ( NUREG-0827 ) . Response requested in 45 days. 
ZWOLINSKI, J. A. Operating Reactors Branch 5. 85/01/16. LINDER# F. 

Dairyland Power Cooperative. 3pp. 28454: 122. 24X 

Fiche: 50-409# 85/01/16# 8501180328. 


8501230384 Forwards request for addl info in order to complete safety 
evaluation re flooding & low water Tech Specs. Response 
requested within 30 days of Itr receipt, 

ZWOLINSKI. J. A. Operating Reactors Branch 5. 85/01/22. LINDER# F. 

Dairyland Power Cooperative. 3pp. 28508:019. 24X 

Fiche: 50-409# 85/01/22# 8501230384. 


8501300152 Responds to 841227 Itr re environ qualification of 
electrical equipment important to safety. Program 9t equipment 
will be fully qualified by end of next refueling outage 
beginning 850311. Safe shutdown path qualified. 

LINDER# F. Dairyland Power Cooperative. 85/01/22. ZWOLINSKI# J. 
Operating Reactors Branch 5. 3pp. 28643:035. 24X 

Fiche: 50-409# 85/01/22# 8501300152. 


Q. Inspection reports# XE Bulletins & correspondence 


8501100036 Discusses NRC review of Rev 5 to LACBWR emergency plan & 
forwards Insp Rept 50-409/84-13# consisting of SSER re 
emergency preparedness. Addl clarification of items listed in 
end app requested within 45 days. 

PAPER lELLO# C. J. Region 3# Office of Director. 84/12/04. 

LINDER# F.W. Dairyland Power Cooperative. 3pp. 28349:250. 24X 

Fiche; 50-409# 84/12/04# 8501100036. 


— 8501100044 Emergency Preparedness SSER 50-409/84-13# conducted in Nov 
1984 re Rev 5 to LACBWR emergency plan. After satisfactory 
resolution of items identified in SSER# plan will meet 
requirements of App E to 10CFR50. 

SNELL# W.G.# PHILLIPS# M.P. Regions# Office of Director. 84/12/04. 
7pp. 28349:253. 24X Fiche: 50-409# 84/12/04# 8501 100036. 


8501020257 Forwards Insp Rept 50-409/84-11 on 840916-1115. No 
noncompliance noted. 

WARNICK#R. F. Region 3# Office of Director. 84/12/06, LINDER, F. W. 
Dairyland Power Cooperative. 2pp. 28153:263. 24X 

Fiche: 50-409# 84/12/06# 8501020257. 


— 8501020261 Insp Rept 50-409/84-11 on 840916-1 1 15, No noncompliance or 
deviation noted. Major areas inspected; operational safety# 
maint# surveillance# LERs# IE bulletins & plant trips. 

BOYD#D. C. Region 3, Office of Director. 84/12/05. 7pp. 

28153; 265. 24X Fich e; 50-409# 84/12/06# 8501020257. 


8501100255 Ack receipt of 841204 Itr informing NRC of steps taken to 
correct noncompliance noted in Insp Rept 50-409/84-14. 

* Region 3# Office of Director. 84/12/18. Dairyland Power 
Cooperative. Ip. 28349:330. 24X Fiche: 50-409# 84/12/18# 8501 100255. 


—8501100263 Responds to NRC 841127 Itr re violations noted in Insp Rept 
50-409/84-14. Correct ive actions: absorbant matl placed in 
bottom of all drums to absorb any incidental moisture caused 
by condensation. 

LINDER# F. Dairyland Power Cooperative. 84/12/04. KEPPLER#J. 0. 
Region 3# Office of Director. 2pp. 28349:331. 24X 

Fiche: 50-409# 84/12/18# 8501100255. 


8501040210 Forwards Safeguards Insp Rept 50-409/84-17 on 841127-30. No 
noncompliance noted. 

AXELSON#W. L. Region 3# Office of Director. 84/12/20. LINDER# F. W. 
Dairyland Power Cooperative. 2pp. 28208; 196. 24X 

Fiche: 50-409# 84/12/20, 8501040210. 


—8501040211 Safeguards Insp Rept 50-409/84-17 on 841127-30. No 
noncompliance noted. Major areas inspected; review of security 
plan ii implementing procedures# mgt effectiveness & security 
organization. Portions withheld (ref 10CFR73. 21). 

STAPLETON# B. W. # CREED# J, R. Region 3# Office of Director. 
84/12/20, Ip. 28208:198. 24X Fiche: 50-409# 84/12/20# 8501040210. 


8412190503 IE Info Notice 84-94# "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE# J. N. Division of Emergency Preparedness 8« Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000# 84/12/21# 8412190503. 


8501140072 Forwards Insp Rept 50-409/84-15 on 841029-1 102# 28# 1204 it 06 
it notice of violation. 

HIND# J. A. Region 3# Office of Director. 84/12/21. LINDER# F. W. 
Dairyland Power Cooperative. 2pp. 28377:335. 24X 

Fiche: 50-409# 84/12/21# 8501140072. 


— 8501140076 Notice of violation from insp on 841029 - 1 102# 28# 1204 it 06. 
HIND# J. A. Region 3# Office of Director. 84/12/21. Ip. 

28377: 337. 24X Fiche: 50-409# 84/12/21# 8501140072, 


— 8501140082 Insp Rept 50-409/84-15 on 841029-1 102# 28# 1204 it 06. 
Noncompliance noted: failure to implement procedure for 
unacceptable QC source checks. 

JANUSKA# A. G. # SCHUMACHER# M. C. Region 3# Office of Director. 
84/12/21. 15pp. 28377:338. 24X Fich e: 50-409# 84/12/21# 8501 140072. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate# no ack Itr will be issued. 

KEPPLER#J. G. Region 3# Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000# 84/12/21 # 

8501300674. 


8501140088 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety# physical security & 
emergency response to reduce reactor site training time. 

KEPPLER#J. G. Regions# Office of Director. 84/12/28. LINDER# F. W. 
Dairyland Power Cooperative. 2pp. 28377:243. 24X 

Fiche: 50-409# 84/12/28# 8501140088. 


8501070401 IE Info Notice 85-001# "Continuous Supervision of 
Irradiators. " Sve list end, 

GRACE# J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000# 85/01/10# 8501070401. 


8501080502 IE Info Notice 85-002# "Improper Installation & Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN# E. L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York# Inc. 109pp. 28537:193. 24X Fiche: 50-000# 85/01/11# 8501080502. 


8501100655 IE Info Notice 85-003# "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. " Sve list end. 

JORDAN# E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York# Inc. 103pp. 28490:226. 24X Fich e: 50-000# 85/01/15# 8501 100655. 


8501160196 IE Info Notice 85-004# "Inadequate Mgt of Security Response 
Drills. " SVC list end. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York# Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17# 8501 160196. 


8501300152 Responds to 841227 Itr re environ qualification of 
electrical equipment important to safety . Program St equipment 
will be fully qualified by end of next refueling outage 
beginning 850311. Safe shutdown path qualified. 

LINDER# F. Dairyland Power Cooperative. 85/01/22. ZWOLINSKI# J. 
Operating Reactors Branch 5. 3pp. 28643:035. 24X 

Fiche: 50-409# 85/01/22, 8501300152. 


8501230229 IE Info Notice 85-005# "Pipe Whip Restraints. " Sve list 
end, 

JORDAN# E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000# 85/01/23# 8501230229. 


8501230236 IE Info Notice 85-006# "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN# E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York# Inc. 109pp. 28692:001. 24X Fiche; 50-000# 85/01/23# 8501230236. 
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8501030056 Advises that 840504 commitment revised to assure new &/or 
revised QA procedures contain adequate quantitative it 
qualitative acceptance criteria until procedures revieiued by 
site organizations. 

DONLON. W. Niagara Mohauk Pouer Oorp. 84/12/31. OEVOUNG. R. C. 
Director's Office* Office of Inspection and Enforcement. 2pp. 
28163: 049. 24X Fiche; 50-410, 84/12/31, 8501030056. 


8501080402 Forwards Vol 1 of "Environ Qualification Document" (filed in 
PDR Category A). 

MANGAN,C. V. Niagara Mohawk Power Corp. 85/01/03. EISENHUT, D. ©. 
Division of Licensing. 2pp. 28321:021. 24X Fiche: 50-410, 85/01/03, 

8501080402.’ 


— 8501080425 Vol 1 of "Environ Qualif ication Document, Nine Mile Point 
Nuclear Station - Unit 2. " 

* Niagara Mohawk Power Corp. 84/12/31. 136pp. 28322:216. 24X 

Fiche: 50-410, 85/01/03, 8501080402. 


— 8501080414 Forwards Amend 16 to OL application, (filed in PDR Category 
A), consisting of Amend 16 to FSAR. 

MAN6AN. C. V. Niagara Mohawk Power Corp. 84/12/26. EISENHUT, D. G. 
Division of Licensing. 2pp. 28321:023. 24X Fiche: 50-410, 

85/01/03, 8501080402. 


8501100349 Forwards changes to FSAR re turbine lubrication & control 
oil storage it use areas it diesel generator areas. Info will 
be incorporated into Amend 17 to FSAR. 

MAN0AN,C. V. Niagara Mohawk Power Corp. 85/01/08. SCHWENCER,A. 
Licensing Branch 2. 4pp. 28290:176. 24X Fiche: 50-410, 85/01/08, 

8501100349. 


8501160407 Summary of 841207 meeting w/util it S&W in Bethesda.MD re 
bypass leakage. List of attendees it handouts end. 

ME INK AM, E. J. Licensing Branch 2. 85/01/09. Licensing Branch 2. 

20pp. 28444:336. 24X Fiche: 50-410, 85/01/09, 8501 160407. 


8501160437 Requests payment of fee for OL application review through 
840623. per 10CFR170. 12(b). 

MILLER, W.O. License Fee Management Branch. 85/01/11. HOOTEN, B. G. 
Niagara Mohawk Power Corp. ip. 28432:350. 24X 
Fiche: 50-410, 85/01/11, 8501160437. 


—8501160440 Forwards summary of review costs expended through 840623 
for OL review, per 10CFR170. 12(b). 

HOLLOWAY, C. J. License Fee Management Branch. 85/01/11. License 
Fee Management Branch. 2pp. 28432:351. 24X Fiche: 50-410, 

85/01/11, 8501160437. 


8501300109 Responds to concerns in 841119 Itr to facilitate decision of 
whether to appeal use of air dryers reviewed on plant- 
specific basis. 

SCHWENCER.A. Licensing Branch 2, 85/01/18. HOOTEN, B. 0, Niagara 

Mohawk Power Corp. 6pp. 28684:250. 24x Fiche; 50-410, 85/01/18, 

8501300109. 


8501250283 Provides study results of pipe whip it jet impingement 
consequences for break at terminal end of reactor water 
cleanup line terminal connection to feedwater thermal tee. 

Results will be incorporated in FSAR Amend 18. 

MANGAN.C. V. Niagara Mohawk Power Corp. 85/01/21. SCHWENCER,A. 
Licensing Branch 2. 3pp. 28548:049. 24X Fiche: 50-410, 85/01/21, 

8501250283. 


8501280704 Advises that listed addl commitments re identification of 
damping values & assurance piping displacements can be 
accomodated w/no adverse interaction w/adjacent structures 
needed prior to completing review. 

SCHWENCER,A. Licensing Branch 2. 85/01/22. HOOTEN, B. G. Niagara 

Mohawk Power Corp. 3pp. 28635:342. 24X Fiche: 50-410, 85/01/22, 

8501280704, 


8501290078 Motif icatitm of 850128 meeting w/util in Bethesda,MD to 
discuss JDVP. 

HAUGHEy,M. F, Licensing Branch 2. 85/01/22. SCHWENCER, A. Licensing 

Branch 2. 4gp. 28646:195, 24X Fiche: 50-410, 85/01/22, 8501290078. 


8501250225 Farwat^ds info requested by Benedict during 850116 Sc 17 
1 1 Icons. describes functions of site operations review 
commiti'te «c safety, review tk audit board required by 
SECY84-355. Info will be incorporated in FSAR Amend 18. 

MANGAN, C. V. Niagara Mohawk Power Corp, 85/01/23. SCHWENCER, A. 
Licensing Branch 2. 12pp. 28548:199. 24X Fiche: 50-410, 85/01/23, 

8501250225. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports it related correspondence 


8501220503 Monthly operating rept for Nov 1984. W/841205 Itr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative. 84/11/30. 
Spp. 28503:001. 24X Fiche: 50-409, 84/11/30, 8501220503. 


S. Reportable occurrences, LERs & related correspondence 


8501070044 LER 83-009/03X-1: on 831 130, 480- volt bus lA main feed breaker 
452 MIA tripped. Caused by problems w/breaker static trip 
device magnetic actuator. Magnetic actuator replaced. 

W/841220 Itr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative. 84/12/20. 
KEPPLER, J. G. Region 3, Office of Director. 3pp. 28218:283. 24X 

Fiche: 50-409, 84/12/20, 8501070044. 


8501100114 LER 84-022-00: on 841203, shutdown condenser steam Inlet 
control valve IB manually isolated for 1 h while valve 
cycled, per quarterly test procedure. Air supply solenoid 
replaced & test performed. W/S41227 Itr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative. 84/12/27. 
3pp. 28350:136. 24X Fiche: 50-409, 84/12/27, 8501 1001 14. 


8501100808 LER 84-023-00; on 841207, inner door upper & lower handwheel 
shaft mechanical seals of personnel airlock leaked air 
in excess of acceptance criteria. Both inner door handwheel 
shaft seals rep laced. W/841231 Itr. 

GOODMAN, L. S. , LINDER, F. Dairyland Power Cooperative. 84/12/31. 

Spp. 28345:295. 24X Fiche; 50-409, 84/12/31, 8501100808. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


8501300133 FOIA request for index to entire file of facility. 
RESSLER,M. E. Affiliation Not Assigned. 84/07/11. FELTON, J. M. 
Division of Rules and Records. Ip. 28675:203. 24X 

Fiche; 50-410, 84/07/11, 8501300133. 


8501300143 Responds to FOIA request for documents available at PDR 
since Sept 1978 on fac i 1 ity. Forwards requested printout. W/o 
end. 

FELTON, J.M. Division of Rules and Records. 84/07/23. RESSLER, M. E. 
Affiliation Not Assigned. Ip. 28675:204. 24X Fiche; 50-410, 

84/07/23, 8501300143. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8< 
applicants for DL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. ** Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070447 Notification of 850103 meeting w/util it SSeW in Bethesda, MD 
to discuss facility compliance w/6DC 51. 

HAUGHEY, M. F. Licensing Branch 2. 84/12/27. SCHWENCER, A. Licensing 

Branch 2. Spp. 28240:350. 24X Fiche: 50-410, 84/12/27, 8501070447. 


8501020218 Forwards resumes, per 841203 request. Info revises commitments 
made in 841130 ltr. Resumes to be included in Amend 17 to 
FSAR also end. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/28. SCHWENCER, A. 
Licensing Branch 2. 49pp. 28141:305. 24X Fiche: 50-410, 84/12/28, 

8501020218. 


8501020341 Forwards info re containment isolation & leak testing, per 
841221 request. Reasons why main steam lines not vented 
during Type A testing discussed. Info will he included in 
Amend 17 to FSAR. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/28. SCHWENCER, A. 
Licensing Branch 2. 10pp. 28138:323. 24X Fiche: 50-410, 84/12/28, 

8501020341. 


8501080511 Submits proposed actions on IDVp for all CY86 it CY87 plants. 
Draft Itrs to Duquesne Light it Comm Ed requesting compliance 
w/SAR commitments it plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG>R. C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R, Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176, 24X Fiche: 50-000, 84/12/28, 

8501080511. 
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F. Security^ medicals emergency & fire protection plans 


8501080384 Foruards position paper rev to Halon concentration criterion 
for poiiier generation control complex floor sys. Requests 
meeting during Jan 1985 to discuss details it merits of 
proposal. 

MANOANf C. V. Niagara Mohauk Power Corp. 85/01/04. SCHWENCER* A. 
Licensing Branch 2. 2pp. 28230:217. 24X Fiche: 50-41O< 85/01/04. 

8501080384. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


J. Insurance & indemnity information 


8501170095 Forwards Endorsements 75 & 76 to MAELU Policy MF-46 & 
Endorsements 90 & 91 to NELIA Policy NF-161. 

GOLDEN. M.P. Marsh *e McLennan. Inc. 85/01/09. SALTZMAN. J, 
Assistant Director for State & Licensee Relations. 5pp. 28425:334. 
24X Fiche: 50-220. 85/01/09. 8501170095. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8501070381 Forwards Affidavit of Svc indicating Amend 16 to FSAR 
provided to appropriate parties as delineated in B30329 
ltr. Distribution list end. 

MANGAN. C. V, Niagara Mohawk Power Corp. 85/01/03. EISENHUT. D. G. 
Division of Licensing. 3pp. 28202:359. 24X Fiche: 50-410. 85/01/03. 

8501070381. 


8501080402 Forwards Amend 16 to OL application, consisting of Amend 16 
to FSAR. "Preservice it Inservice Insp Plan" <filed in PDR 
Category 0) & "Environ Qualification Document" <filed in PDR 
Category A). 

MANGAN. C.V. Niagara Mohawk Power Corp. 85/01/03. EISENHUT. D. G. 
Division of Licensing. 2pp. 28321:021. 24X Fiche: 50-410. 85/01/03. 

8501080402. 


— 8501080420 Amend 16 to FSAR for Nine Mile Point Nuclear Station - Unit 

2 . 

«■ Niagara Mohawk Power Corp. 84/12/31. 551pp. 28321:025. 24X 

Fiche: 50-410, 85/01/03. 8501080402. 


0. Inspection reports. IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503, 


8501100237 Forwards Insp Rept 50-410/84-15 on 840910-1102. No violations 
noted. Documented actions to address root cause of inadequate 
engineering review requested. 

KISTER.H. fi. Region 1. Office of Director. 64/12/28. HOOTEN. W. 0. 
Niagara Mohawk Power Corp. 2pp, 28349: 305. 24X 

Fiche: 50-410. 84/12/28. 8501100237. 


— 8501100246 Insp Rept 50-410/84-15 on 840910-1 102. No violations noted. 
Major areas inspected : work activities, procedures & records 
re allegations, quality first program, electrical separation & 
containment penetrations. 

GRAMM. R. A.. COOK. W. A. . DOERFLEIN. L. T. Region 1. Office of 
Director. 84/12/24. 23pp, 28349:307. 24X Fiche: 50-410. 84/12/28. 

8501100237. 


850115<X>96 Responds to IE Bulletin 84-02 re failures of GE type HFA 
relays in use in Class IE safety sys. Program implemented in 
1982 to replace or modify HFA 51 series ac relays. GE type 
relays. w7black or clear lexan. on excluded equipment list. 

MANOAN. C. U. Niagara Mohawk Power Corp. 84/12/28. STAROSTECKI. R, 
Division of Project St Resident Programs. 3pp. 28380:215. 24X 

Fiche: 50-410. 84/12/28. 8501150096. 


8501080402 Forwards revised Vols 1-8 of "Preservice 8e Inservice Insp 
Plan" (filed in PDR Category Q). 

MANGAN. C. V. Niagata Mohawk Power Corp. 85/01/03. EISENHUT. D. G. 
Division of Licensing. 2pp. 28321:021. 24X Fiche: 50-410. 85/01/03. 

8501080402. 


— ^8501080^2:^Revised Vols 1-8 of "Preservice St Inservice Insp Flan. Nine 
Mile Point Nuclear Station-Unit 2. " 

* Niagara Mohawk Power Corp. 84/12/31. 7.959pp. 28322:352. 24X 

F i c h e : 50-4 1 0. 85/0 1 /03. 850 1 080402. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators, " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

• 'O.RDAisi, E. L. Division of Emergency Preparedness St Engineering 
Response 'Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. "03pp. 28490:226. 24X Fiche: 50-000. 85/01/15, 8501 100655. 


8501230116 Forwards .’•age 2 of Insp Repts 50-220/84-22 St 50-410/84-16. 
inadvertently omitted from rept. 

MARTIN, T.T. Region 1. Office of Director. 85/01/15. HOOTEN. B, G. 
Niagara Mohawk Power C«.rp. 2pp. 28515:358. 24X 

Fiche: 50-220. 85/01/15. 8t.01230116. 


— 8501230122 Page 2 of Insp Pepts 50-220/84-22 St 50-410/84-16. 

* Region 1. Office of Director. 85/01/15. Ip. 28515:360. 24X 

Fiche: 50-220, 85/01/15, 850.230116. 


8501250613 Forwards Mgt Analysis. Co final rept. addressing results of 
first three phases for which interim repts submitted St 
results of fourth phase of 4-phase assessment conducted in 
response to Enforcement Action 83-137. W/o end. 

STAROSTECKI. R. Region 1. Office of Director. 85/01/16. 

PARTLOM, J. G. Division of QA. Safeguards St Insp Programs 
(830103-850212). 2pp. 28561:231. 24X Fiche: 50-410. 85/01/16. 

8501250613. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23, Consolidated Edison Co. of New 

York. Inc. 109pp. 28692: 001. 24 )( Fich e: 50-000. 85/01/23. 8501230236. 


8501290163 Forwards Mgt Meeting Rept 50-410/84-20 on 841114 re 
corrective actions implemented in response to const 
appraisal team insp enforcement action. Meeting requested at 
completion of hardware reinsp effort, 

COLLINS. S.J. Region 1. Office of Director. 85/01/24. HOOTEN. W, G. 
Niagara Mohawk Power Corp. 2pp. 28616: 057. 24X 

Fiche: 50-410. 85/01/24. 8501290163. 


— 8501290170 Mgt Meeting Rept 50-410/84-20 on 841114. Major areas 
discussed; licensee interim corrective actions in response to 
const appraisal team insp Enforcement Action 83-137. 

GRAMM. R. A.. HUDSON. S. D. . LAZARUS. W.J. Region 1. Office of 
Director. 85/01/23. 4pp. 28616:059. 24X Fiche; 50-410, 85/01/24. 

8501290163. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end, 

GRACE. J. N. Division of QA. Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


R. Periodic operating reports related correspondence 


8501250078 Forwards weekly cost performance repts for 841022-850104 
8( project repts for Oct. Nov & Dec 1984. per Caseload Foracast 
Panel 841030-31 visit. 

LEMPGES. T. E. Niagara Mohawk Power Corp. 85/01/17. SCHWENCER. A, 
Hctnsing Branch 2. 34pp. 28545:232. 24X Fiche: 50-410. 85/01/17. 

8501250078. 


—8501250085 "Project Rept for Dec 1984." 

a Niagara Mohawk Power Corp. 84/12/31. 69pp. 28545:266. 24X 

Fiche; 50-410. 85/01/17. 8501250078. 
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—8501250093 "Project Rept for Nov 1984. " 

* Niagara Mohawk Power Corp. 84/11/30. 73pp. 28545:342. 24X 

Fiche; 50-410. 85/01/17. 8501250078. 


— 8501250101 "Project Rept for Oct 1984. " 

* Niagara Mohawk Power Corp. 84/10/31. 71pp. 2854A: 056. 24X 

Fiche: 50-410, 85/01/17, 8501250078. 


S. Reportable occurrences, LERs & related correspondence 


8501080481 Final Deficiency Rept (55(e)-84-34) re Rosemount master trip 
units. Initially reported on 840828. Potentiometers will be 
replaced to improve calibr 8t maint of trip units. 

MANGAN, C. V. Niagara Mohawk Power Corp. 84/12/12. STAROSTECKI, R. 
Region 1, Office of Director. 2pp. 28245:287. 24X 

Fiche; 50-410, 84/12/12. 8501080481. 


8501100769 Final Part 21 & Deficiency Rept <55< e)-S4-52) re failure of 
Topaz inverters. Initial ly reported on 841116. Topaz inverters 
will be removed & retained as spares. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/17. STAROSTECKI, R. 
Division of Project & Resident Programs. 2pp. 28345:255. 24X 

Fiche: 50-410, 84/12/17, 8501100769. 


8501110066 Interim Deficiency Rept (55<e)-S4-51 ) re use of nonapproved 
nonblunt-nosed stencils on ASME III matls. Initially reported 
on 841116. ASME Class I piping inspected to assure 
conformance w/ASME Code requirements. Next rept by 850729, 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/17. STAROSTECKI. R. 
Division of Project & Resident Programs. 2pp. 28362: 105. 24X 

Fiche: 50-410,84/12/17, 8501110066. 


8501100798 Interim Deficiency Rept <55(e)-S4-54) re diesel generator 
voltage profile study for 600-volt Class IE sys. Initially 
reported on 841121. Investigation in progress. Next rept will 
be submitted on 850225. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/20. STAROSTECKI, R. 
Division of Project & Resident Programs. 2pp. 28345:273. 24X 

Fiche: 50-410, 84/12/20, 8501100798. 


8501100810 Interim Deficiency Rept ( 55( e )-B4-53> re control of 
spare/replacemcnt parts. Initially reported on 841120. 

Investigation continuing. Next rept will be submitted by 
850731. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/20. STAROSTECKI, R. 
Division of Project St Resident Programs. 2pp. 28345:304. 24X 

Fiche; 50-410, 84/12/20, 8501100810. 


8501100811 Final Deficiency Rept < 55 t e ) -84-45 ) re heat shrinks or 
tapes in cable terminations. Initially reported on 841017. 

Inspector who failed to witness cable terminations 
terminated. Cables tested & reconnected. 

MANGAN, C.V. Niagara Mohawk Power.Cqrp. 84/12/20. STAROSTECKI, R. 
Division of Project & Resident Programs. 3pp. 28345:306, 24X 

Fiche: 50-410,84/12/20, 8501100811, 


8501280181 Interim deficiency rept (5S<e)-84-55) re undersized welds in 
CRD multi-function support. Initially reported on 841203. 

Deficiency still under investigation. Final rept expected by 
850314. 

MANGAN, C.V. Niagara Mohawk Power Corp. 84/12/28. STAROSTECKI, R. 
Division of Project & Resident Programs. 2pp. 28615:025. 24X 

Fiche: 50-410, 84/12/28, 8501280181. 


8501300595 Final Deficiency Rept <55<e)-B4-32) re HPCS diesel 
generator. Initially reported on 840809. Improper separation 
between nonsafety-related short circuiting Terminal Block A 
& Terminal Block B to be repaired. 

MANGAN, C.V. Niagara Mohawk Power Corp. 85/01/09. STAROSTECKI, R. 
Region 1, Office of Director. 3pp. 28677:121. 24X 

Fiche: 50-410, 85/01/09, 8501300595. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8501180263 Partial response to FOIA request for SECY-B3-500A it all 
related correspondence. Documents will be addressed in 
response to FOIA 84-198, Documents listed in App A available 
in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/26. AFTERGOOD, S. 
Committee to Bridge the Gap. 2pp. 28466:290. 24X 

Fiche: 50-412, 84/06/26, 8501180263. 


—8404240532 Comments on 840328 memo re sabotage protection at nonpower 
reactors. Conclusion re IE position ill founded. Requests 
opportunity to present IE position. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/04/11. CUNNINGHAM, G. H. Office of the Executive 
Legal Director. Ip, 28466:294. 24X Fiche: 50-412. 84/06/26, 

8501180263. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche; 50-000, 84/07/27, 8501280654. 


— 8309220454 Forwards request for add! info & agenda items for discussion 
at meeting w/util re instrumentation St controls. 

ROSA, F. Instrumentation St Control Systems Branch. 83/09/14. 
KNIGHTON, G. W. Licensing Branch 3. 19pp. 28632:062. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


8501040020 Informs that FSAR Section 15.6. 5 re LOCA dose does not meet 
FSAR acceptance criteria. Meeting requested to resolve open 
item. 

NOVAK, T.M. Assistant Director for Licensing. 84/11/15. 

WOOLEVER, E. J. Duquesne Light Co. 3pp. 28207:344. 24X 

Fiche: 50-412, 84/11/15, 8501040020. 


8501040228 Requests confirmation of discrepancy between 840926 updated 
tape on meteorological data & tape previously submitted. 

Summary of 840924 meeting to discuss differences in dose 
calculations end. 

KNIGHTON, 0. W. Licensing Branch 3. 84/11/16. WOOLEVER, E. J. 

Duquesne Light Co. 4pp. 28216:241. 24X Fiche: 50-412, 84/11/16, 

8501040228. 


— 8501040233 Summary of 840924 meeting w/util Sc SScW re differences 
between NRC Sc util calculations following LOCA or rod 
ejection accident. 

BUCKLEY, B. C. , LEP, M. Licensing Branch 3. 84/11/16. Licensing 

Branchs. 5pp. 28216:245. 24X Fiche: 50-412, 84/11/16, 8501040228. 


8501030402 Notification of 841214 meeting w/util in Bethesda,MD to 
discuss Power Sys Branch unresolved electrical issues. 

SINGH, B.K. Licensing Branch 3. 84/12/10. KNIGHTON, 0. W. Licensing 

Branchs. 4pp. 28196:356. 24X Fiche: 50-412, 84/12/10, 8501030402. 


8501080366 Notification of 841219 meeting w/util in Bethesda, MD to 
discuss unresolved items re initial test program. 

SINGH, B.K. Licensing Branch 3. 84/12/17. KNIGHTON. G. W. Licensing 

Branchs. 4pp. 28269:344. 24X Fiche: 50-412, 84/12/17, 8501080366. 


8501180363 Forwards nonproprictary St proprietary WCAP-10750 St 
WCAP-1069B, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2. 790). 

LADXEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Si 
applicants for DL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501040089 Forwards request for addl info re items to be controlled by 
QA program during operations phase. 

GRACE, J. N. Division of (3A, Safeguards Sc Insp Programs 
(830103-850212). 84/12/27. KNIGHTON, G. W. Licensing Branch 3. 6pp. 

28209: 264. 24X Fiche: 50-412, 84/12/27, 8501040089. 


8501080511 Submits proposed actions on IDVP for all CY86 S< CY87 plants. 
Draft Itrs to Duquesne Light Sc Comm Ed requesting compliance 
w/SAR commitments Sc plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG, R.C, Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28, 

8501080511. 


8501160427 Requests payment of fee for OL application review through 
840623, per 10CFR170. 12(b). 

MILLER, W.O. License Fee Management Branch. 85/01/11. WOOLEVER, E. J. 

Duquesne Light Co. Ip. 28432:353. 24X Fiche: 50-412, 85/01/11, 

8501160427, 


8501290131 Summary of 841130 meeting w/util Sc SScW in Bethesda, MD re 
FSAR Section 15, 6. 5 open items on LOCA Sc rod ejection dose 
estimates. Meeting notice, attendance roster Sc applicant 
presentation end. 

SINGH, B.K. Licensing Branch 3. 85/01/14, Licensing Branch 3. 

14pp. 28646:132. 24X Fiche; 50-412, 85/01/14, 8501290131. 


8501290152 Notification of 850115 meeting w/util in Bethesda, HD to 
discuss FSAR Section 15.6,5 open item on LOCA dose. 

SINGH, B.K. Licensing Branch 3. 85/01/14. KNIGHTON, G, W. Licensing 

Branch 3. 4pp. 28646:102. 24X Fiche: 50-412, 85/01/14, 8501290152, 
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8501210084 Foruards Attachments 1 & II omitted from 831114 Itr re 
fracture prevention of containment boundary (GDC-Sl per 
BK Singh request. Submittal should resolve all SER open 
items. 

WOOLEVER. E. J. Duquesne Light Co. 85/01/15. KNIGHTONi G. W. 
Licensing Branch 3. 175pp. 28470:255. 24X Fiche: 50-412« 85/01/1 5, 

8501210064. 


8501230072 Foruards table of comments on NRC 841121 summary of 
840913-14 meetings. Criteria to be used for revieu of 
Question 430. 77 re postulated loss of offsite pouer in high 
energy break analysis requested. 

MOOLEVER« E. J. Duquesne Light Co. 85/01/16. KNIGHTON, G. W. 
Licensing Branch 3. 6pp. 28516:005. 24X Fic he: 50-412, 85/01/16, 

8501230072. 


8501310115 Responds to 850110 Itr re Class IE pouer for lighting & 
communications sys bac kf it. Appeal meeting requested during 
uk of 850211-15 u/Pouer Sys it Reactor Sys Branches. Outline 
of util position end. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/29. EISENHUT, D. G. Division 
of Licensing. 5pp. 28656:023. 24X Fic he: 50-412, 85/01/29, 

8501310115. 


D. NRC Draft/Final Environmental Statements, suppls & correspondence 


8501210301 Advises of issuance of end DES re operation of plant. End 
notice of availability being forwarded to Ofc of FR for 
publication. Comments will be addressed in FES. U/o ends. 

KNIGHTON, 6. W. Licensing Branch 3. 85/01/11. HIRSCH, A. 

Environmental Protection Agency. 2pp. 28498: 126. 24X 

Fiche: 50-412, 85/01/11, 8501210301. 


8501210303 Forwards DES re operation of plant. Notice of availability 
being forwarded to Ofc of FR for publication. U/o end. 

KNIGHTON, G. U. Licensing Branch 3. 85/01/11. Citizens for a 

Better Environment. 2pp. 28496:361. 24X Fiche: 50-412, 85/01/11, 

8501210303. 


8501210334 Advises of issuance of end DES <NUREG-1094> it forwards FR 
notice of availability. U/o DES. 

KNIGHTONjG. U. Licensing Branch 3. 85/01/11. UOOLEVER. E. J. 

Duquesne Light Co. 3pp. 28496:346. 24X Fiche: 50-412, 85/01/1 1, 

8501210334. 


— 8501210337 Notice of availability of DES <NUREG-1094) . 

BUCKLEY,B. C. Licensing Branch 3. 85/01/11. 2pp. 28496:349. 24X 

Fiche: 50-412, 85/01/11, 8501210334. 


8501210340 Forwards DES for revieu & comment. Comments due within 
45 days after end notice of availability published in FR. 

U/o ends. 

KNIGHTON, G. U. Licensing Branch 3.. 85/01/11. WOOD, J. M. Commerce, 

Dept, of, Natl. Oceanographic it Atmospheric Administration. 4pp. 
28496; 342. 24X Fiche: 50-412, 85/01/11, 8501210340. 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8501220432 Foruards, for review, list of open items resulting from review 
of 840301 SER tc staff evaluation which should be 
incorporated into draft SER. Response to open issues 
requested within 1 month. 

KNIGHTON, G. U. Licensing Branch 3. 84/05/14. WOOLEVER, E. J. 

Duquesne Light Co. 3pp. 28519:301. 24X Fiche: 50-412, 84/05/14, 

8501220432. 


8501280654 Responds to FOZA request for all documents dealing u/testing 
of P-4 interlock for Uestinghouse SSPS. App A Ic B documents 
available in PDR. 

FELTON, J.N. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 

Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8402090356 Foruards draft SER based on FSAR through Amend 4 i< drawing 
revieu Sc evaluation of applicant response during 
Instrumentation it Control Sys Branch 831205-08 meeting. 

HOUSTON, R.U. Assistant Director for Reactor Safety. 84/01/30. 
NOVAK, T.M. Assistant Director for Licensing. 97pp. 28632:174. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


8501150108 Forwards Rev 1 to 2BVS-843, "Engineering Sve Scope of Work 
Test Plan for Proposed Cable Separation Methods, " per 841214 
commitment & outstanding issue in draft SER Issue 6. 3. 3. 3. 6, 
Expedited review requested. 

UOOLEVER, E. J. Duquesne Light Co. 85/01/04. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 28385:170. 24X Fiche: 50-412, 85/01/04, 

8501150108. 


— 8501150112 Rev 1 to 2BVS-843, "Engineering Sve Scope of Work, Test Plan 
for Proposed Cable Separation Methods. '* 

« Stone it Webster, Inc. 84/10/05. 98pp. 28385; 173. 24X 

Fiche: 50-412, 85/01/04, 8501150108. 


8501150056 Foruards supplementary responses to Auxiliary Sys Branch 
draft SER Open Items 133,134,137,148 it 149, Response to 
Question 410.54 re missile protection also end. Written 
confirmation of open items status requested. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/08. KNIGHTON, G. W. 
Licensing Branch 3. 8pp. 28380:151. 24X Fiche: 50-412, 85/01 /OS, 

8501150056. 


8501280736 Responds to 841120 request for backfit requirements 8e safety 
rationale for requirements. Requirements re motor-operated 
accumulator isolation valves Sc rocker arm lube oil 
reservoir met. Draft SER Section 9. 1.3 withdrawn. 

KNIGHTON, G. W. Licensing Branch 3. 85/01/10. WOOLEVER, E. J. 

Duquesne Light Co. 25pp. 28629:105. 24X Fiche; 50-412, 85/01/10. 

8501280736. 


8501210126 Foruards current list, as of 850111, for 58 outstanding SER 
i ssues. Specif ic description of unresolved issue, safety 
evaluation for issues identified in Generic Ltr 82-33, SER, 
safety implementation rept for SPDS it ACRS items requested. 
WOOLEVER, E. J. Duquesne Light Co. 85/01/14. KNIGHTON, G. W. 
Licensing Branch 3. 7pp. 28470:183. 24X Fiche; 50-412, 85/01/14, 

8501210126. 


8501210084 Forwards Attachments I & II omitted from 831114 ltr re 
fracture prevention of containment boundary (0DC-51),per 
BK Singh request. Submittal should resolve all SER open 
items. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/15. KNIGHTON, G. W. 
Licensing Branch 3. 175pp. 28470:255. 24X Fiche: 50-412, 85/01/15, 

8501210084. 


8501240201 Requests that Backfit Requirement 31 re structures designed 
to accomodate snow loads of of 100 psf (SER Open Item 115), 
be reviewed by NRC prior to issuance as license requirement. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/16. EISENHUT, D. G. Division 
of Licensing. 2pp. 28532:140. 24X Fic he: 50-412, 85/01/16, 

8501240201. 


F. Security, medical, emergency 8< fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501210126 Forwards current list, as of 850111, for 58 outstanding SER 
issues. Specif ic description of unresolved issue, safety 
evaluation for issues identified in Generic Ltr 82-33, SER, 
safety implementation rept for SPDS it ACRS items requested. 
WOOLEVER, E. J. Duquesne Light Co. 85/01/14. KNIGHTON, G. W. 
Licensing Branch 3. 7pp. 28470:183. 24X Fiche: 50-412, 85/01/14, 

8501210126. - . 


K. Utility Final Safety Analysis Report (FSAR) it amends 


8501070037 Forwards affidavit certifying distribution of Amend 9 to 
FSAR made in accordance W/10CFR2. 101. Certification of Sve 
end. 

WOOLEVER, E. J. Duquesne Light Co. 84/12/27, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 3pp. 28218:274. 24X 

Fiche: 50-412, 84/12/27, 8501070037. 


Q. Inspection reports, IE Bulletins correspondence 


8501030023 Comments on 841029 meeting w/util at Region I ofc re 
problems noted in 840518 SALP Rept 50-412/84-06 Sc QC 
inspector errors identified as potentially reportable. 

Disposition of listed items described. Attendees list end. 
STAR08TECK1, R. Division of Project Sc Resident Programs. 84/12/19. 
WOOLEVER, E. u. Duquesne Light Co. 4pp. 28188:166. 24X 

Fiche: 50-412, 84/12/19, 8501030023. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. '* Sve list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501100221 Forwards Insp Rept 50-412/84-15 on 840924-1019. No violations 
noted. 

MARTIN, T.T. Region 1, Office of Director. 84/12/27, WOOLEVER, E. J, 
Duquesne Light Co. 2pp. 28348:048, 24X Fiche: 50-412, 84/12/27, 

8501100221. 
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— 8501100227 Insp Rept 50-412/84-15 on 840924-1019. No violations noted. 
Major areas inspected: safety-related p ip ing^ structural & 
support weldments fabricated to ASMS Code* Section III* 

Classes 1,2 8c 3 «e AWS Code Dl. 1 requirements. 

KERCH.H. W. , HARRIS, R.H., CAMPBELL, R. M. Region 1, Office of 
Director. 84/12/14. 9pp. 28348:050, 24X Fiche: 50-412, 84/12/27, 

8501100221. 


8501100170 Forwards Insp Rept 50-412/84-17 on 841029-1101. No violation 
noted. 

MARTIN, T. T. Region 1, Office of Director. 85/01/03. WOOLEVER, E. J. 
Duquesne Light Co. 2pp. 28296:345. 24X Fiche: 50-412, 85/01/03, 

8501100170. 


— 8501100177 Insp Rept 50-412/84-17 on 841029-1 101. No violation noted. 
Major areas inspected: instal lation of safety-related 
electrical equipment, status of color separation program & 
vendor wiring insp program. 

FINKEL, A. , PHELAN, P., ANDERSON, C. J. Region 1, Office of Director. 
84/11/25. 7pp. 28296:347. 24X Fiche: 50-412, 85/01 /03, 8501 100170. 


8501150215 Responds to NRC 841205 Itr re violations noted in Insp Rept 
50-412/84-10. Corrective actions: survey taken to Identify 
motors requiring storage under Level B requirements. 

Actions completed on 840824. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/04. STAROSTECKI, R. Region 
1, Office of Director. 3pp. 28386:134. 24X Fiche: 50-412, 85/01/04, 

8501150215. 


8501210109 Ack receipt of 841229 Itr re SALP Repts 50-412/84-06 & 
50-334/84-13. Problems believed properly addressed & 841029 
meeting left understanding that no further mgt meeting or 
written repts required on subjs. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/08. STAROSTECKI, R. Region 
1, Office of Director. Ip. 28471:065. 24X Fiche: 50-334, 85/01/08, 

8501210109. 


B501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J.N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401, 


8501080502 IE Info Notice 85-002, "Improper Installation 8c Testing of 
Differential Pressure Transmitters. ” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8( Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. I09pp, 28537:193. 24X Fich e: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft 8c Impeller. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN.E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501160196. 


85Q1310227 Responds to NRC 841109 Itr re noncompliance noted in Insp 
Rept 50-412/84-12. Corrective actions: procedures will be 
revised to include independent QC insp prior to 8c QC 
representetion during subsequent walkdown, as of 850301. 

WOOLEVER, E. J. Duquesne Light Co. 85/01/22. STAROSTECKI, R. Region 
1, Office of Director. 3pp. 28655:132. 24X Fiche; 50-412, 85/01/22, 

8501310227. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints, " Svc list 
end. 

JORDAN.E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp, 28692:186. 24X Fiche; 50-000, 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end, 

J0RDAH,E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 1 09pp. 28692; 00 1, 24X Fiche; 50-000, 85/01/23, 8501230236. 

8501250352 IE In#o INpt ice 85-007, "Contaminated Radiography Source 
Sbipmenta. 'Svc l-iM'' 

ORACE, J. Ni Division o# <SA, SOfeguards & Insp Programs 
(830103-850212>. 857^1/29; Cdnsbttdated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fid he: 5(^-^00,85/01/29, 8501250332. 


S. Reportable occurrences, LERs 8t related correspondence 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 8c PC-2.3 emergency diesel 
generators. All valve holders w/improper radius will be 
replaced. 

MORIARITY, J. M. Colt Industries, Inc. 84/12/20. KEPPLER, J. 0. 
Regions, Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000, 84/12/20. 8501070316. 


8501140185 Part 21 rept re lost adhesives on epoxy used to hold parts 
of chlorine probes tog ether. Caused by high temp used in 
thermal aging. S8(W 8c Bechtel advised of incident. 

MOONEY, E. F. High Voltage Engineering Corp. 85/01/07. Director's 
Office, Office of Inspection and Enforcement. Ip. 28361:227. 24X 

Fiche: 50-(X>0, 85/01/07, 8501140185. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents 8c correspondence 


8501180051 FOIA request for repts resulting from listed environ 
qualification of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS,0. G. JRA Associates. 84/04/05. FELTON, J. M. Division of 
Rules and Records. Ip. 28467:001. 24X Fiche; 50-000, 84/04/05, 

8501180051. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Document s also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


8501300249 Responds to FOIA request for info re EE Kent allegations 8c 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 8c 7c). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

CHILK, S. J. Office of the Secretary of the Commission. 84/07/12. 
GARDE, B. Government Accountability Project. 4pp. 28673:135. 24X 

Fiche: 50-000, 84/07/12, 8501300249. 


— 8403280321 Ack receipt of 840207 Itr expressing concern that regional 
ofes do not understand NRC destruction of documents 
supporting insp findings policy 8c requesting policy info. 

Policy contained in IE Manual Chapter 0610, available in PDR. 

REHM, T. A. Office of the Executive Director for Operations. 
84/03/12. 0AR0E,B. P. Government Accountability Project. 2pp. 
28673: 352. 24X Fiche: 50-000, 84/07/12. 8501300249, 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A 8c B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8204280522 Forwards request for addl info re P-4 interlocks. 

ROSA, F, Instrumentation 8c Control Systems Branch. 82/04/07. 
ADENSAM.E. Licensing Branch 4. 2pp. 28631:081. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


— 8210070491 Forwards summary of 820907-09 site visit ?c meetings w/ 
applicant re status of instrumentation 8c control concerns 8c 
open items. Summary should be send to applicant for use in 
future discussions. 

ROSA, F. Instrumentation 8t Control Systems Branch. 82/09/22. 
AOENSAM,E. Licensing Branch 4. 5pp. 28631:212. 24X 

Fiche: 50-000. 84/07/27, 8501280654. 


E. NRC Safety Evaluation Report (^R), suppls 8c correspondence 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A 8c B documents 
available in PDR. 

FELTON, J.M, Division of Rules and Records. 84/07/27. PEDRO, J. NUS 

Corp, 7pp. 28630:274. 24X Fiche; 50-000, 84/07/27, 8301280654. 


--8207190502 Forwards draft SER input for SRP Section 7 re 
instrumentation 8t control s. Si xteen open items identified. 

Open ^tam resolution meeting w/applicant will be held in 
Aug 1982. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/06/30. 
TEDESCO,R.L; Assistant Director for Licensing. 112pp. 28631:083. 

24X Fii:h«M5f-OO0^ 84/07/27, 8501280654. 
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— 8301200025 Forwards branch oiarked-up SER input reflecting review of 
info in facilitries FSAR through Amend 28i drawing review, site 
visit & evaluation of applicant responses to requests for 
addl info. 

BUTLER, W. Assistant Director for Reactor Safety. 83/01/10. 
NOVAK, T. M. Assistant Director for Licensing. 9Spp. 28631:274. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


'8312140268 Forwards input to SSER, closing out Open Item 12 it 
Confirmatory Items 27 it 33. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 83/11/29. 
NOVAK, T. M. Assistant Director for Licensing. 4pp. 28632:081. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


F. Security, medical, emergency & fire protection plans 


8501150001 Further response to FOIA request for documents re emergency 
planning at facility. Forwards App A documents. App B 
documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/09. AHLERS, D. M. 
Palmetto Alliance. 3pp. 28416:224. 24X Fiche: 50-413, 84/05/09, 

8501150001. 


— 8501150004 "Proposed Catawba Nuclear Station Emergency Plan for 
Southwest Charlotte. " Related info end. 

a Carolina Environmental Study Group. 84/03/21. 67pp. 

28416:244. 24X Fiche: 50-413, 84/05/09, 8501150001. 


— 8501150010 Forwards exercise scope & objectives re full-scale exercise 
scheduled for 840215-16, per JP Stohr 820129 Itr. 

TUCKER, H.B. Duke Power Co. 83/11/30. O'REILLY, J. P. Region 2, 
Office of Director. 6pp. 28416:331. 24X Fiche: 50-413, 84/05/09, 

8501150001. 


— 8501150011 Ack receipt of 831205 Itr re Feb 1984 emergency exercise. 
Scenario will be reviewed upon receipt. 

DANCE, H. C. Division of Project Resident Programs. 83/12/22. 
TUCKER. H.B. Duke Power Co. Ip. 28416:337. 24X 

Fiche: 50-413, 84/05/09, 8501150001. 


—8501150017 Insp Repts 50-413/84-12 t< 50-414/84-08 on 840215-16. No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN,G. N. Region 2, Office of Director, 84/03/02. 9pp. 
28417: 055. 24X Fiche: 50-413, 84/05/09, 8501150001. 


8501180226 Further response to FOIA request for records re emergency 
planning for faci lities. Listed documents available in PDR. 
Remaining documents have yet to be reviewed. 

FELTON, O. M. Division of Rules and Records. 84/05/24. AHLERS, D. M. 
Palmetto Alliance. 3pp. 28481:001. 24X Fiche: 50-413, 84/05/24, 

8501180226. 


— 8501180232 Forwards revs to emergency plan implementing procedures, 
including RP/0/5000/02, RP/O/A/5000/03 & RP/0/A/5000/04. 

U/o end. 

TUCKER, H.B. Duke Power Co. 84/03/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28481:004. 24X Fiche: 50-413, 84/05/24, 8501180226. 


— 8501180236 Forwards revs to emergency plan implementing procedures, 
including new index, RP/0/A/5b00/01 & RP/O/A/5000/12, W/o 
end. 

TUCKER, H.B. Duke Power Co. 84/02/27. DENTON, H, R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28481:006, 24X Fiche : 50-413, 84/05/24, 8501 180226. 


— 8501180256 Forwards public version of emergency plan implementing 
procedures, including RP/O/A/ 5000/01, RP/O/A/5000/02, 

RP/O/A/5000/03, RP/O/A/5000/04, Rf /0/A/ 5000/05, RP/O/A/5000/06, 
RP/O/A/5000/07 & RP/O/A/500/08. 

TUCKER, H.B. Duk« Power Co. 83/07/14. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4, 2pp. 28481:008. 24X Fiche: 50-413, 84/05/24, 8501180226. 


— 8501180262 Public version of emesrgency plan Implementing procedures, 
including RP/O/A/5000/01, RP/O/A/5000/02. RP/O/A/5000/03, 
RP/O/A/5000/04, RP/O/A/5000/05, RP/O/A/5000/06, RP/O/A/5000/07 
& RP/0/A/500O/0B. 

» Duke Power Co. 83/07/14. 450pp. 28481:010. 24X 

Fiche: 50-4 1 3, 84/05/24, 850 1 180226. 


8501150159 Final response to FOlA request for info re emergency 
planning for facilities. Forwards, documents listed in app. 

Documents also available in PPR. 

FELTON, J. M. Division of Rules and Records. 84/06/14. AHLERS, D.M, 
Palmetto Al Hence. 2pp. 28417:069. 24X Fiche: 50-413, 84/06/14, 

8501150159 . 


— 8501150166 "NC Exercise Instructions for Catawba,SC Nuclear Station 
Exercise. " Chronological listing of exercise events & State 
of SC, Military Dept 840116 memo re 840215-16 exercise end. 

# South Carolina, State of. * North Carolina, State of. 

84/02/16. S3pp. 28417:071. 24X Fic h e: 50-413, 84/06/14, 8501 1501 59. 


8501180512 Forwards Insp Rept 50-413/84-103 on 841113-16. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/13. TUCKER, H. D. 
Duke Power Co. 2pp. 28464:273. 24X Fi c he: 50-413, 84/12/13, 

8501180512. 


— 8501180515 Insp Rept 50-413/84-103 on 841113-16. No violations or 
deviations noted. Major area inspected ; fire protection. 

WISEMAN. G. R. , CONLON, T. E. Region 2, Office of Director. 84/12/11. 
6pp. 28464:275. 24X Fiche: 50-413, 84/12/13, 8501 180512. 


8501210131 Advises that 840406 Rev 4 to radiological emergency plan 
meets planning stds of 10CFR50. 47< b ) & requirements of 
10CFR50, App E. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/24. TUCKER, H. B. 
Duke Power Co. Ip. 28501:330. 24X Fiche: 50-413, 84/12/24, 

8501210131. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501250333 Forwards revised emergency plan implementing procedures, 
including HP/O/B/1000/06 re emergency equipment functional 
check & inventory. Requests privacy matl be deleted from 
HP/O/B/1009/09, Enel 5.16 prior to placement in PDR. 

TUCKER, H. B. Duke Power Co. 85/01/21. Record Services Branch 
(Document Control Desk). 2pp. 28549:026. 24X Fiche: 50-413, 

85/01/21, 8501250333. 


— 8501250346 Revised emergency plan implementing procedures, including 
HP/O/B/ 1000/06 re emergency equipment functional check & 
inventory , HP/O/B/1009/09 re guidelines for accident it 
emergency response. 

WILLIAMS, R. 8. Duke Power Co. 84/12/28. 70pp. 28549:028. 24X 

Fiche: 50-413, 85/01/21, 8501250333. 


8501290382 Forwards addl info re SPDS in response to EG Adensam 841218 
request. SPDS, supporting displays it operator interface 
provided readily usable info in effective format to support 
operator tasks. 

TUCKER, H.B. Duke Power Co. 85/01/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. Q, Licensing Branch 
4. 14pp. 28618:219. 24X Fiche: 50-413, 85/01/23, 8501290382. 


G. Adjudicatory correspondence 


8501150001 Further response to FOIA request for documents re emergency 
planning at facility. Forwards App A documents. App B 
documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/09. AHLERS, D. M. 
Palmetto Alliance. 3pp. 28416:224. 24X Fiche: 50-413, 84/05/09, 

8501150001. 


--8501150007 Discusses proposals for submittal dates of prefiled 
testimony Sc commencing hearings on emergency planning within 
mid-Apr - early May time frame. Further rept will be provided 
following 840323 meeting. Related info end. 

KNOTTS, J.B. Bishop, Liberman, Cook, Purcell Sc Reynolds. 84/03/12. 

MARGULIES, M. B. , LAZO, R. M. , HOOPER, F. F. Atomic Safety and 
Licensing Board Panel. 11pp. 28416:316. 24X 

Fiche: 50-413, 84/05/09, 8501150001. 


8407270073 Informs that transcript of Commissioners Asselstine Sc 
Roberts 840716 meeting w/NRC staff re phased licensing 
placed in PDR. Served on 840726. 

DAVIS, P, Commissioners. DSB 556. 84/07/26. Office of the 

Executive Legal Director. Ip. 25790:071. 24X Fiche: 50-413, 

84/07/26, 8407270073. 


— 8407270079 Forwards transcript of meeting w/staff re facilities, for 
copying Sc placement in PDR Sc LPDR. W/o end. 

DAVIS, P. Commissioners. 84/07/26. CLEMENTS, W. Docketing Sc 
Services Branch. Ip. 25790:072. 24X Fiche: 50-413, B4/07/26, 

8407270073. 


8501080119 Advises that time for Commission to review Director's 
Dfcifion DD-84-16 exp ir ed. Commi ssion declined review. 

Decision became final agency action on 850104. Served on 
850107. 

HOYLE, J. C. Office of the Secretary of the Commission. #185 956. 
85/01/07. GARDE, B. P, Government Accountability Project. Ip. 
28233:221, 24X Fiche; 50-413, 85/01/07, 85010801 19. 
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8501100491 Forwards affidavit of SS Diab re M Kaku concerns that NRC 
inadequately considered risk of sys failures in evaluation 
of accidents at faci 1 i ty. Related correspondence. 

JOHNSON, O.E. Hearing Branch 4. #185 996. 85/01/08. 

ROSENTHAL, A. S. , WILBER, H. A. , MOORE, T. 8. Atomic Safety and Licensing 
Appeal Panel. Ip, 28289:293. 24X Fiche; 50-413, 85/01/08, 8501100491. 


— 8501100498 Affidavit of SS Diab re M Kaku concerns that NRC 
inadequately considered risk of sys failures in evaluation 
of accidents at fac i 1 i ty. Related correspondence. 

01AB,S. S. Reactor Systems Branch. 85/01/03. 10pp. 28289:294. 

24X Fiche: 50-413,85/01/08,8501100491. 


8501110466 Brief appealing Board partial initial decisions & request 
that proceedings be remanded for further consideration. 

Certificate of Svc end. 

GUILD, R. Palmetto Alliance. RILEY. J.L. Carolina Environmental 
Study Group. #185 033. 85/01/09, Atomic Safety and Licensing 

Appeal Panel. 79pp. 28358:172. 24X Fiche: 50-413. 85/01/09, 

8501110466. 


8501110489 Opposes Palmetto Alliance & Carolina Environ Study Group 
841227 request to present comments during immediate 
effectiveness review. Document noninf ormative & inadequate. 

MCGARRY, J. M. Bishop, Liberman, Cook, Purcell 8e Reynolds. 

MCGARRY, J. M. Duke Power Co. #185 035. 85/01/10. PALLADINO, N. J. . 

ROBERTS. T. M. , ASSELSTINE, J. K. Commissioners. 5pp. 28358:017. 24X 

Fiche: 50-413,85/01/10, 8501110489. 


8501290440 Order granting applicant motion for enlargement of 70-page 
limitation on briefs in connection w/intervenors 
850109 brief. Applicant brief should not exceed 90 pages. 

Served on 850125. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #165 270. 
85/01/24. Duke Power Co. 2pp. 28616:229. 24X 
Fiche: 50-413, 85/01/24, 8501290440. 


P. Operating license stage documents & correspondence 


8411150125 Submits evaluation of environ impacts of requested relief 
from testing certain pumps & valves for conformance w/ASME 
Code requirements, per 830309 & 841001 repts. 

TUCKER, H.B. Duke Power Co. 84/11/08- DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, £. G. Licensing Branch 
4. 2pp. 27510:304. 24X Fiche: 50-413, 84/11/08, 8411150125. 


8501180363 Forwards nonproprietary & proprietary WCAP-10750 & 
WCAP-10698, respectively , "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill," Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing, 4pp. 28452:252. 24X 

Fiche; 50-000, 84/12/20, 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for QL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27. 8501030120. 


8501070221 Discusses backup display included in upgrade of present 
incore thermocouple sys. Info provided as suppl to 
description in FSAR Table 1. 9-1. In-core thermocuple backup 
display sys configuration diagram end. 

TUCKER. H.B. Duke Power Co. 84/12/31. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 3pp. 28204:339. 24X Fiche: 50-413, 84/12/31, 8501070221. 


8501070328 Forwards lists of data Itrs & bulletins in response to 
Generic Ltr 83-28 Item 3.1.2 re reactor trip sys components 
& response to Item 4.2 concerning description of preventive 
maint program for reactor trip breakers. 

TUCKER, H.B, Duke Power Co, 84/12/31. EISENHUT, D. G. Division of 
Licensing. 16pp. 28202:325. 24X Fiche: 50-413, 84/12/31, 8501070328. 


8501070211 Forwards revised marked-up pages to Chapter 14 of FSAR re 
RCS flow test, RCS flow coastdown test it pressorixer 
functional test of post-fuel loading Initial test program. 

Approval of changes requested by 850104, 

TUCKER, H.B. Duke Power Co, 85/01/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 49pp. 28205:001. 24X 

Fiche; 50-413, 85/01/02, 8501070211. 


—8501070215 "Pressure Mitigating Sys Transient Analysis Results," suppl 
to Jul 1977 rept. 

* Westinghouse Electric Corp, 77/09/30. 68pp. 28205:283. 24X 

Fiche; 50-413, 85/01/02, 8501070211. 


8501210286 Confirms that License Condition 1 re constraining 
criticality of License NPF-31 satisfactorily resolved, 

O 'REILLY, J. P. Region 2, Office of Director. 85/01/04. TUCKER, H. B. 
Duke Power Co. Ip. 285(50:226. 24X Fiche: 50-413, 85/01/04, 

8501210286. 


8501140445 Requests remittance of application fees for Revs 2 & 3 to 
pump it valve inservlce testing program & relief from certain 
ASME Code requirements & 841121 transmittal re internal 
corrosion protection for fuel oil storage tanks. 

DIGGS, R.M. License Fee Management Branch. 85/01/09. TUCKER, H.B. 
Duke Power Co. Ip. 28390:362. 24X Fiche: 50-413, 85/01/09, 

8501140445. 


8501160364 Discusses proposed changes to post-fuel-loading initial 
test program. Proposed change to FSAR Chapter 14 re measured 
flow coastdown does not involve unreviewed safety question 
it remains valid. 

TUCKER, H.B. Duke Power Co. 85/01/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 4pp. 28410:011. 24X Fiche: 50-413, 85/01/11. 8501160364, 


8501160377 Advises that Footnotes 4 & 5 on Figure 13.2.2-1 of Rev 10 to 
FSAR re training program description will be deleted in Rev 
12. Footnotes not consistent w/training program for licensed 
operators. Revised figure end. 

TUCKER, H.B. Duke Power Co. 85/01/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. 2p. 28409:272. 24X Fiche: 50-413, 85/01/14, 8501160377. 


8501210362 Forwards SER re changes to RCS flow it flow coastdown 8c 
pressurixer functional tests. Chang es to acceptance criteria 
acceptable. Coastdown test acceptance criteria approved for 
operation up to 5% power. 

NOVAK, T. M. Assistant Director for Licensing, 85/01/14. TUCKER, H. B. 

Duke Power Co. 3pp. 28495:344. 24X Fiche: 50-413. 85/01/14, 

8501210362. 


— 8501210371 Safety evaluation supporting post-f uel-load ing initial test 
program changes. 

* NRC - No Detailed Affiliation Given. 85/01/14. 4pp. 

28495:347. 24X Fiche; 50-413, 85/01/14, 8501210362. 


8501250217 Remits application fee per NRC 850109 request. Fees for 
review of Revs 2 8c 3 to IWV/IWP inservice testing program 
should be included in fee for OL. Fee paid. 

TUCKER, H.B. Duke Power Co. 85/01/15. NORRY, P. G. Office of 
Administration. DIGGS, R. M. License Fee Management Branch. 2pp. 
28548: 188. 24X Fiche: 50-413, 85/01/15, 8501250217. 


8501280693 Forwards SER supporting change to RCS flow coastdown test 
acceptance criteria for full power operation. 

NOVAK, T.M. Division of Licensing. 85/01/18. TUCKER, H. B. Duke 
Power Co. 3pp. 28635:347. 24X Fiche: 50-413, 85/01/18, 8501280693. 


— 8501280699 SER supporting change to RCS flow coastdown test acceptance 
criteria for full power operation. 

* NRC - No Detailed Affiliation Given. 85/01/18. Ip. 28635:350. 
24X Fiche: 50-413, 85/01/18, 8501280693. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8501150001 Further response to FOIA request for documents re emergency 
planning at fac i 1 ity. Forwards App A documents. App B 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/09. AHLERS, D. M. 
Palmetto Alliance. 3pp. 28416:224. 24 X Fiche: 50-413. 84/05/09, 

8501150001. 


— 8501150015 Forwards Insp Repts 50-413/84-12 Sc 50-414/84-08 on 
840215-16. No violations or deviations noted. 

DANCE, H. C. Division of Project 8c Resident Programs. 84/03/07. 
TUCKER, H.B. Duke Power Co. 2pp. 28417:053. 24X 

Fiche: 50-413, 84/05/09, 8501150001. 


—8501150017 Insp Repts 50-413/84-12 Sc 50-414/84-08 on 840215-16. No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN.G. N. Region 2, Office of Director. JENKINS, G. R. Division 
of Emergency Preparedness 8c Materials Safety. 84/03/02. 9pp. 
28417:055. 24X Fiche: 50-413, 84/05/09, 8501150001. 


8501210082 Forwards Insp Repts 50-413/84-89 8c 50-414/84-40 on 831014- 
840802. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/26. TUCKER, H, B. 
Duke Power Cp. 2pp. 28501:017. 24X Fi che: 50-413, 84/11/26, 

8501210082 . 
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— 8501210089 Insp Repts 50-413/84-89 8c 50-414/84-40 on 831014-840802. No 
violation or deviation noted. Major areas inspected: concerns 
expressed by four former util employees. Details sanitized 
per ASLB 831101 protective order. 

URYC,B. , ECONOMOS.N. i HERDD. A. R. Region 2, Office of Director. 
84/10/18. 66pp. 28501:019. 24X Fi ch e: 50-413* 84/1 1 /26i 8501210082. 


8501180512 Forwards Insp Rept 50-413/84-103 on 841113-16. No violations 
or deviations noted. 

BROWNLEE* V. L. Region 2* Office of Director. 84/12/13. TUCKER* H. B. 
Duke Power Co. 2pp. 28464:273. 24X Fi che: 50-413* 84/12/13* 

8501180512. 


— 8501180515 Insp Rept 50-413/84-103 on 841113-16. No violations or 
deviations noted. Major area inspected: fire protection. 

WISEMAN* e. R. , CONLON,T.E. Region 2* Office of Director. 84/12/11. 
6pp. 28464:275. 24X Fiche: 50-413* 84/12/13* 8501180512, 


8501220201 Ack receipt of 841107 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-413/84-92. 

Proposal to modify vibration testing program will be 
reviewed when FSAR change submitted. 

OLSHINSKI* U. A. Region 2* Office of Director. 84/12/14. TUCKER* H. B. 

Duke Power Co. 2pp. 28505:001. 24X Fiche: 50-413* 84/12/14* 
8501220201. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

©RACE. J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fi ch e: 50-000, 84/12/21* 8412190503. 


8501210243 Ack receipt of 841214 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-413/84-91. 

QLSHINSKI* U. A. Region 2* Office of Director. 84/12/24. TUCKER* H. B. 

Duke Power Co. Ip. 28607:345. 24X Fi che: 50-413* 84/12/24* 

8501210243. 


— 8501210244 Responds to NRC 841114 Itr re violations noted in Insp Rept 
50-413/84-91. Corrective actions: personnel reviewed torq.ue 
switch settings shown on procedure data sheet & ensured 
agreement w/present design drawings in field. 

TUCKER* H.B. Duke Power Co. 84/12/14. 0 'REILLY* J. P. Region 2. 

Office of Director. 3pp. 28607:346. 24X Fiche: 50-413* 84/12/24* 

8501210243. 


— 8501210251 Forwards Insp Rept 50-413/84-91 on 840910-14 it notice of 
violation. 

OLSHINSKI* J. A. Region 2* Office of Director. 84/11/14. 

TUCKER* H.B. Duke Power Co. 2pp. 28607:349. 24X 

Fiche: 50-413* 84/12/24* 8501210243. 


— 8501210255 Notice of violation from insp on 840910-14. 

* Region 2* Office of Director. 84/11/14. Ip. 28607:351. 24X 

Fiche: 50-413. 84/12/24* 8501210243. 


— 8501210262 Insp Rept 50-413/84-91 on 840910-14, Violation noted: failure 
to ensure that torque switch settings for Rotork Electric 
Motor Operated Valves VQ2A it VQ16A set at 1007. as required 
by Drawing 1205-04-0432. 

TAYLOR*P. A. , JAPE.F. Region 2* Office of Director. 84/11/08. 

7pp. 28607:352. 24X Fiche: 50-413* 84/12/24* 8501210243. 


8501160357 Discusses refueling cavity water seal capacity tests 
performed on 841217-21* per 841121 response to IE Bulletin 
84-03. Results will be forwarded by 850131. Prel iminary 
results indicate McGuire seals adequate. 

TUCKER* H.B. Duke Power Co. 84/12/31. 0 'REILLY, J. P. Region 2* 

Office of Director. 2pp. 28406:357, 24X Fiche; 50-000* 84/12/31* 

8501160357. 


8501080116 Forwards fee as specified by 10CFR170* 170. 12 it 170.21 for 
840925 inservice insp plan for second 10-yr interval* in 
response to 841212 Itr. Fee paid. 

SIMMONS* J.W. Duke Power Co. 85/01/03, DIOCS* R. M. Office of 
Administration. Ip. 28233:220. 24X Fi che; 50-000* 85/01/03* 

8501080116. 


8501100168 Forwards Rev 0 to Vol 1 of "Inservice Insp Plan for Catawba 
Nuclear Station* " per License Condition 6. 

TUCKER* H.B. Duke Power Co. 85/01/08. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM* E. 0. Licensing Branch 

4. Ip. 28296:290. 24X Fiche; 50-413* 85/01/08* 8501100168. 


— 8501100176 Rev 0 to Vol 1 of "Inservice Insp Plan for Catawba Nuclear 
Station. " 

CHERRY, J.E. Duke Power Co. 85/01/08. 34pp. 28296:291. 24X 

Fiche: 50-413* 85/01/08* 8501100168. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24>( Fiche: 50-000* 85/01/10* 8501070401. 


8501150225 Advises that detailed inservice insp plan for Unit 1 will 
be submitted for review by 850531 & 6 months after fuel 
load for Unit 2 per 850108 inservice insp plan. 

TUCKER* H.B. Duke Power Co. 85/01/10. DENTON* H. R. Office of 
Nuclear Reactor Regulation* Director. ADENSAM* E. G. Licensing Branch 
4. Ip. 28381:077. 24X Fiche: 50-413* 85/01/10* 8501 150225. 


8501080502 IE Info Notice 85-002* "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end, 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co, of New 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11* 8501080502. 


8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche; 50-000* 85/01/15* 8501100655. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000* 85/01/17* 8501160196. 


8501240021 Responds to Violation 413/84-95-01 noted in Insp Rept 
50-413/84-95. Corrective actions: Maint Mgt Procedure 1.0 
revised to assure that functional verification it retests for 
mods clearly identified by accountable engineer. 

TUCKER* H. B. Duke Power Co. 85/01/17. 0 'REILLY, J. P. Region 2* 

Office of Director. 3pp. 28531:224. 24X Fiche: 50-413* 85/01/17* 

8501240021. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fich e; 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236, 


8501250352 lE Info Notice 85-007> "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE* J. N. Division of QA* Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000* 85/01/29, 8501250352, 


R. Periodic operating reports & related correspondence 


8501220051 Monthly operating rept for Dec 1984. W/850115 Itr. 

REAVIS* J. A.* TUCKER* H.B. Duke Power Co. 84/12/31, 4pp. 28507:231. 
24X Fiche: 50-413*84/12/31*8501220051. 


S. Reportable occurrences* LERs Sc related correspondence 


8501160174 Final Deficiency Rept 413-414/84-03 re TDI overspeed 
governor it fuel transfer pump drive hubs. Initially reported 
on 840224. No loose nuts identified. Key it pin reinstalled 
using Locktitc 609. 

TUCKER* H.B. Duke Power Co. 84/12/04. O'REILLY* J. P. Region 2* 
Office of Director. 3pp. 28420:314. 24X Fiche: 50-413* 84/12/04* 

8501160174. 


8501150457 Updated final Significant Deficiency Rept 413-414/84-01 re 
potentially affected piping it downstream welds. Crossover 
isolation valves not changed out w/alternate valve design. 

Valves modified in stem design. 

TUCKER*H.B, Duke Power Co. 84/12/11. O'REILLY* J. P. Region 2* 
Office of Director. 2pp. 28414:254. 24X Fiche: 50-413* 84/12/1 1* 

8501150457. 


8501040043 LER 84-017-01: on 841012* motor driven auxiliary feedwater 
pumps started due to emergency low suction signal from 
main pumps 8c transient flow change. Caused by valve design 
deficiency. Mods underway. W/841214 Itr. 

OUELLETTE* R. W. * TUCKER* H. B. Duke Power Co. 84/12/14, 5pp. 

28209: 171. 24X Fiche: 50-413* 84/12/14* 8501040043. 
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8501160132 Supplemental Significant Deficiency Rept 413-414/84-03 re 
loose hubs in fuel pump drives. Insp mill be completed by 
850115. Locktite 680 rather than Locktite 609 used in insp of 
Unit 2 drives. 

TUCKER, H.B. Duke Power Co. 84/12/17. 0 'REILLY. J. P. Region 2. 

Office of Director. Ip. 28420:309. 24X Fiche: 50-413. 84/12/17. 

8501160132. 


8501080526 LER 84-023-00; on S41119.motop driven auxiliary feedwater 
pumps lA & IB started due to emergency low suction flow 
signal from both main feedwater pumps. Caused by 
administrative/procedural def ic iency. W/a41219 Itr. 

OUELLETTE. R. W. , TUCKER. H.B. Duke Power Co. 84/12/19. 4pp. 
28244:001. 24X Fiche: 50-413, 84/12/19. 8501080526. 


8501140466 LER 84-024-00: on 841124. auxiliary feedwater pumps lA & IB 
started due to lo-lo level in steam generator 1C. Caused by 
personnel deviating from procedure. Steam generator level 
restored it alarm clear ed. W/850103 Itr. 

OUELLETTE. R. W. , TUCKER, H.B. Duke Power Co. 84/12/21. 5pp. 
28376:341. 24X Fiche: 50-413, 84/12/21. 8501 140466. 


8501080533 LER 84-025-00: on 841127, motor driven auxiliary feedwater 
pumps started after loss of main feedwater pumps when 
reactor trip breakers opened to support rod drop timing 
test. Caused by personnel error. W/84 1227 Itr. 

OUELLETTE. R. W. , TUCKER. H.B. Duke Power Co. 84/12/27. 4pp. 
28245:001. 24X Fiche: 50-413. 84/12/27. 8501080533. 


8501150464 Significant Deficiency Rept 413-414/84-15 re two addl valves 
req,uiring T— drain installation. Valve INWiOSB modified it 
Valve 2NW035A being modified. 

TUCKER, H.B. Duke Power Co. 84/12/27. O'REILLY. J. P. Region 2. 
Office of Director. Ip. 28414:262. 24X Fiche: 50-413. 84/12/27, 

8501150464. 


8501080217 LER 84-026-00: on 841130. fire watch not performed on certain 
fire zones w/inoperable fire detectors. Caused by personnel 
error. Personnel counseled. W/B41227 Itr. 

OUELLETTE. R. W. , TUCKER. H.B. Duke Power Co. 84/12/28. 4pp. 

28245: 309. 24X Fiche: 50-413. 84/12/28, 8501080217. 


8501080305 LER 84-027-00: on 841126. RCS boron concentration decreased to 
less than 2.000 parts per million. Cause unknown. Boric acid 
added to bring level above 2.000 part per mi 1 1 ion. W/841228 
Itr, 

OUELLETTE. R. W, , TUCKER. H. B. Duke Power Co. 84/12/28- 7pp. 

28246: 236. 24X Fiche: 50-413, 84/12/28. 8501080305. 


B5010702S5 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY. C. L. TDI <Transamerica Delaval. Inc.) Owners Group. 85/01/02. 
DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


8501100733 LER 84-028-00: on 841205. breaker lETA-3 tripped open 
initiating ESF actuation & causing bus lETA bo load shed, 
breaker lEATA-18 to close Sc all blackout load groups to 
energize. Cause unknown. W/850104 Itr. 

OUELLETTE, R. W. , TUCKER. H. B. Duke Power Co. 85/01/04. 4pp. 
28345:236. 24X Fiche: 50-413. 85/01 /04. 8501 100733. 


850111Q202 LER 84-029-00: on 841206. Westinghouse notified util of insp 
results re CRD mechanism design. During 841215 insp of all 
Unit 1 drive rods, 14 unacceptable drive rods found. Rods 
replaced it returned to Westinghouse. W/S50104 Itr. 

OUELLETTE. R. W. , TUCKER. H. B. Duke Power Co, 85/01/04. 4pp. 
28362:167, 24X Fiche: 50-413, 85/01/04. 8501110202. 


8501110125 PNO-1 1-85-004; on 850107. initial criticality achieved. All 
parameters within predicted ranges. Low power testing 
proceeding according to schedule. 

BURGER. C. . DANCE. H. Region 2. Office of Director. 85/01/08. Ip. 
28314; 346, 24X Fiche; 50-413. 85/01/08. 8501110125. 


8501140460 LER 84-030-00: on 841129. containment penetration leak rate 
test performed improperly. Caused by penetration piping 
being completely drained. Procedures revised. W/850109 Itr. 

OUELLETTE. R. W. . TUCKER, H. B. Duke Power Co. 85/01/09. 5pp. 

28376: 328. 24X Fiche: 50-413, 85/01/09. 8501140460. 


9501220557 LER 84-031-00: on 841216, diesel generator IB started on 
blackout signal. Caused by design deficiency allowing 
detection of undervoltage condition before tie breaker 
closes. Bus 1TB breakers realigned. W/8S01 15 Itr. 

OUELLETTE. R. W. , TUCKER. H. B. Duke Power Co. 85/01/15. 5pp. 
28502:239. 24X Fiche: 50-413, 85/01/15, 8501220557. 


8501290735 LER 84-032-00: on 841219, spot insp revealed seven inoperable 
fire barrier penetrati ons. Probab ly caused by personnel error 
in failing to reseal penetrations after cable pulling. 

Penetrations resealed 8t personnel retrained. W/850118 Itr. 

OUELLETTE. R. W. . TUCKER. H. B. Duke Power Co. 85/01/18. 4pp. 
28639:141. 24X Fiche: 50-413, 85/01/18. 8501290735. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval. Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000. 85/01/22. 8501280486. 


T. Hearing transcripts on non-anti trust matters 


8501290662 Transcript of 850117 discussion/possible vote in Washington. 
DC on full power license for facility. Pp 1-74. Supporting 
documentation end. 

* Commissioners. 85/01/17. S3pp. 28644:156. 24X 

Fiche: 50-413.85/01/17.8501290662. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8501300249 Responds to FOIA request for info re EE Kent allegations Sc 
forwards documents listed in Attachment A. Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 Sc 7e). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

CHILK. S, J. Office of the Secretary of the Commission. 84/07/12. 
GARDE. B. Government Accountability Project. 4pp. 28673:135. 24X 

Fiche; 50-000. 84/07/12. 8501300249. 


— 8403280321 Ack receipt of 840207 Itr expressing concern that regional 
ofcs do not understand NRC destruction of documents 
supporting insp findings policy Sc requesting policy info. 

Policy contained in IE Manual Chapter 0610. available in PDR. 

REHM. T. A. Office of the Executive Director for Operations. 

84/03/12. GARDE. B.P. Government Accountability Project. 2pp. 
28673: 352. 24X Fiche: 50-000, 84/07/12, 8501300249. 


8501280654 Responds to FOIA request for all documents dealing w/tcsting 
of P-4 interlock for Westinghouse SSPS. App A Sc B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27, PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8204280522 Forwards request for addl info re P-4 interlocks. 

ROSA, P. Instrumentation Sc Control Systems Branch. 82/04/07. 
ADENSAM,E. Licensing Branch 4. 2pp. 28631:081. 24X 

Fiche: 50-000. 84/07/27, 8501280654. 


— 8210070491 Forwards summary of 820907-09 site visit Sc meetings w/ 
applicant re status of instrumentation Sc control concerns Sc 
open items. Summary should be send to applicant for use in 
future discussions. 

ROSA, F. Instrumentation Sc Control Systems Branch. 82/09/22. 
ADENSAM.E. Licensing Branch 4. 5pp. 28631:212. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


8411150125 Submits evaluation of environ impacts of requested relief 
from testing certain pumps Sc valves for conformance w/ASME 
Code requirements, per 830309 Sc 841001 repts. 

TUCKER, H.B. Duke Power Co. 84/11/08. DENTON, H. R. Office of 

Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 

4. 2pp. 27510:304, 24X Fiche: 50-413. 84/11/08. 841 1150125. 


8501180363 Forwards nonproprietary Sc proprietary WCAP-10750 Sc 
WCAP-i0698i respectively I “Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill.’* Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU. A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT.D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000. 84/12/20. 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT.D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000,84/12/27. 8501030120. 


8501070221 Discusses backup display included in upgrade of prestTit 
incore thermocouple sys. Info provided as suppl to 
description in FSAR Table 1. 9-1. In-core thermocuple ba&jtDlp , J, ’ 
display sys configuration diagram end. ' ’ ' 

TUCKER, H.B. Duke Power Co. 84/12/31. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. 3pp. 28204:339. 24X Fiche: 50-413. 84/12/31. 8501070221. 
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8501070328 Forwards lists of data Itrs & bulletins in response to 
Generic Ltr 83-'2S Item 3.1.2 re reactor trip sys components 
tc response to Item 4. 2 concerning description of preventive 
maint program for reactor trip breakers. 

TUCKERiH. B. Duke Power Co. 84/12/31. EISENHUT, D. G. Division of 
Licensing. 16pp. 28202:325. 24X Fiche: 50-413i 84/12/31, 8501070328. 


8501070211 Forwards revised marked-up pages to Chapter 14 of FSAR re 
RCS flow test, RCS flow coastdown test & pressurizer 
functional test of post-fuel loading initial test program. 

Approval of changes requested by 850104. 

TUCKER, H.B. Duke Power Co. 85/01/02. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 49pp. 28205:001. 24X 

Fiche: 50-413, 85/01/02, 8501070211. 


— 8501070215 "Pressure Mitigating Sys Transient Analysis Results," suppl 
to Jul 1977 rept. 

« Westinghouse Electric Corp. 77/09/30. 68pp. 28205:283. 24X 

Fiche: 50-413, 85/01/02, 8501070211. 


8501150161 Advises that sale of 25X undivided ownership of facility to 
Piedmont Municipal Power Co completed on 841220. License 
application document will be revised to reflect change in 
ownership. 

TUCKER, H.B. Duke Power Co. 85/01/10. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADEN8AM, E. 0. Licensing Branch 
4. Ip. 28385:279. 24X Fiche: 50-414, 85/01/10, 8501 150161. 


8501160364 Discusses proposed changes to post-fuel-loading initial 
test program. Proposed change to FSAR Chapter 14 re measured 
flow coastdown does not involve unreviewed safety question 
8e remains valid. 

TUCKER, H.B. Duke Power Co. 85/01/11. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 4pp. 28410:011. 24X Fiche: 50-413, 85/01/11, 8501160364. 


8501160377 Advises that Footnotes 4 & 5 on Figure 13.2.2-1 of Rev 10 to 
FSAR re training program description will be deleted in Rev 
12. Footnotes not consistent w/training program for licensed 
operators. Revised figure end. 

TUCKER, H.B. Duke Power Co. 05/01/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 
4. 2p. 28409:272. 24X Fiche: 50-413, 85/01/14, 8501 160377. 


8501280431 Advises that Unit 2 fuel load target schedule revised to 
Jan 1986. License application to be updated in near future 
to reflect revised target schedule. 

TUCKER, H.B. Duke Power Co. 85/01/18, DENTON, H, R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, E. 0. Licensing Branch 

4. Ip. 28564:052. 24X Fiche: 50-414, 85/01/18, 8501280431. 


E. NRC Safety Evaluation Report (SER), suppls k correspondence 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8207190502 Forwards draft SER input for SRP Section 7 re 

instrumentation k controls. Sixteen open items identified. 

Open item resolution meeting w/applicant will be held in 
Aug 1982. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/06/30. 
TE0ESC0,R. L. Assistant Director for Licensing. 112pp. 28631:063. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


—8301200025 Forwards branch marked-up SER input reflecting review of 
info in facilities FSAR through Amend 28, drawing review, site 
visit k evaluation df applicant responses to requests for 
addl info. 

BUTLER, U. Assistant Director for Reactor Safety. 83/01/10. 
NOUAK, T. M. Assistant Director for Licensing. 98pp. 28631:274. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8312140268 Forwards input to SSER, closing out Open Item 12 Sc 
Confirmatory Items 27 Sc 33. 

HOUSTON. R.W. Assistant Director for Reactor Safety. 83/11/29. 
NOVAK, T.M. Assistant Director for Licensing. 4pp. 28632:081. 
24X Fiche: 50-000. 84/07/27, 8501280654. 


F. Security., medical, emergency Sc fire protection plans 


8501150001 Further response to FOIA request for documents re emergency 
planning at facility. Forwards App A documeiits. App B' 
documents available in PDR’. 

FELTON, J.M. Division of Rules and Records. 84/05/09. AHLERS, D. M. 
Palmetto Alliance. 3.pp. 28416:224. 24X Fiche: 50-413, 84/05/09. 

8501150001. 


— 8501150004 "Proposed Catawba Nuclear Station Emergency Plan for 
Southwest Charlotte. “ Related info end. 

* Carolina Environmental Study Group. 84/03/21. 67pp. 

28416:244. 24X Fiche: 50-413, 84/05/09, 8501150001. 


— 8501150010 Forwards exercise scope Sc objectives re full-scale exercis 
scheduled for 840215-16, per JP Stohr 820129 ltr. 

TUCKER, H.B. Duke Power Co. 83/11/30. O'REILLY, J. P. Region 2, 
Office of Director. 6pp. 28416:331. 24X Fiche: 50-413, 84/05/09, 

8501150001. 


— 8501150011 Ack receipt of 831205 ltr re Feb 1984 emergency exercise. 
Scenario will be reviewed upon receipt. 

DANCE, H.C. Division of Project Sc Resident Programs. 83/12/22. 
TUCKER, H.B. Duke Power Co. Ip. 28416:337. 24X 

Fiche: 50-413, 84/05/09, 8501 1 50001 . 


— 8501150017 Insp Repts 50-413/84-12 Sc 50-414/84-08 on 840215-16. No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN, G.N. Region 2, Office of Director. 84/03/02. 9pp. 
28417: 055. 24X Fiche: 50-413, 84/05/09, 8501150001. 


8501180226 Further response to FOIA request for records re emergency 
planning for facilities. Listed documents available in PDR. 
Remaining documents have yet to be reviewed. 

FELTON, J. M. Division of Rules and Records. 84/05/24. AHLERS, D. M. 
Palmetto Alliance. 3pp. 28481:001. 24X Fiche: 50-413, 84/05/24, 

8501180226. 


— 8501180232 Forwards revs to emergency plan implementing procedures, 
including RP/0/5000/02. RP/0/ A/ 5000/03 Sc RP/O/A/5000/04. 

W/o end. 

TUCKER, H.B. Duke Power Co. 84/03/12. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28481:004. 24X Fiche: 50-413, 84/05/24, 8501180226. 


— 8501180236 Forwards revs to emergency plan implementing procedures, 
including new index, RP/O/A/5000/01 8< RP/O/A/5000/12. W/o 
end. 

TUCKER, H.B. Duke Power Co. 84/02/27. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28481:006. 24X Fiche: 50-413, 84/05/24, 8501180226. 


— 8501180256 Forwards public version of emergency plan implementing 
procedures, including RP/0/ A/5000/01, RP/O/A/5000/02, 

RP/O/A/5000/03, RP/0/ A/ 5000/04, RP/O/A/5000/05. RP/O/A/5000/06, 
RP/O/A/5000/07 Sc RP/0/ A/500/08. 

TUCKER, H.B. Duke Power Co. 83/07/14. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director, ADENSAM, E, G. Licensing 
Branch 4. 2pp. 28481:008. 24X Fiche : 50-413, 84/05/24, 8501180226. 


— 8501180262 Public version of emergency plan implementing procedures, 
including RP/a/A/5000/01, RP/0/ A/ 5000/02, RP/O/A/5000/03, 
RP/O/A/5000/04, RP/0/ A/5000/05, RP/O/A/5000/06, RP/O/A/5000/07 
Sc RP/O/ A/ 5000/08. 

* Duke Power Co. 83/07/14. 450pp. 28481:010. 24X 

Fiche: 50-413, 84/05/24, 8501180226. 


8501150159 Final response to FOIA request for info re emergency 
planning for facilities. Forwards documents listed in app. 

Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/14. AHLERS, D.M. 
Palmetto Alliance. 2pp. 28417:069. 24X Fiche: 50-413, B4/06/14, 

8501150159. 


—8501150166 "NC Exercise Instructions for Catawba, SC Nuclear Station 
Exercise. " Chronological listing of exercise events Sc State 
of SC, Military Dept 840116 memo re 840215-16 exercise end, 

♦ South Carolina, State of, * North Carolina, State of. 

84/02/16. 83pp. 28417:071. 24X Fich e: 50-413, 84/06/14, 8501150159. 


8501210131 Advises that 840406 Rev 4 to radiological emergency plan 
meets planning stds of 10CFR50. 47(b) Sc requirements of 
10CFR50, App E. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/24. TUCKER, H. B. 
Duke Power Co. Ip. 28501:330. 24X Fic he; 50-413, 84/12/24, 

8501210131. 


8501100621 Generic Ltr 05-^01 to all power reactor licensees Sc all 
applicants fpr power; reactor licenses re Fire Protection 
Policy Steering Committea rept. Sve list encl. 

ElSENHUt, D. 0, Division pf Licensing. 85/01/09, Consolidated 
Edisbti €o. of NeW;' Vor|f Ihc, 138pp. 67718:161. 24X < : 

Fiche: 50-^00, 85/6 1/0?^ 8501 100621. 


8501250333 Forwards revised emergency plan implementing procedures, 
including HP /0/B/ 1000/06 re emergency equipment functional 
check Sc inventory. Requests privacy matl be deleted from 
HP /0/B /1 009/09, Encl 5.16 prior to placement in PDR. 

TUCKER. H.B. Duke Power Co. 85/01/21. Record Services Branch 
(Document Control Desk). 2pp. 28549:026. 24X Fiche: 50-413, 

85/01/21,8501250333. 
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— 8501250346 Revised emergency plan implementing procedures. including 
HP/O/B/lOOO/06 re emergency equipment functional check & 
inventory. HP/O/B/1009/09 re guidelines for accident 
emergency response. 

WILLIAMS.R. S. Duke Power Co. 84/12/28. 70pp. 28549:028. 24X 

Fiche: 50-413. 85/01/21 . 8501250333. 


8501290382 Forwards addl info re SPDS in response to EG Adensam 841218 
request. SPDS. supporting displays it operator interface 
provided readily usable info in effective format to support 
operator tasks. 

TUCKER. H.B. Duke Power Co. 85/01/23. DENTON, H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. 0. Licensing Branch 
4. 14pp. 28618:219. 24X Fiche: 50-413. 85/01/23. 8501290382. 


0. Adjudicatory correspondence 


8501150001 Further response to FOIA request for documents re emergency 
planning at fac ility. Forwards App A documents. App B 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/09. AHLERS, D. M. 
Palmetto Alliance. 3pp. 28416:224. 24X Fiche: 50-413. 84/05/09. 

8501150001. 


— 8501150007 Discusses proposals for submittal dates of prefiled 
testimony *f commencing hearings on emergency planning within 
mid-Apr - early May time frame. Further rept will be provided 
following 840323 meeting. Related info end. 

KNOTTS. J. B. Bishop, Liberman. Cook, Purcell & Reynolds. 84/03/12. 

MARGULIES. M. B. , LAZO. R. M. . HOOPER. F. F. Atomic Safety and 
Licensing Board Panel. 11pp. 28416:316. 24X 

Fiche: 50-413, 84/05/09. 8501150001. 


8407270073 Informs that transcript of Commissioners Asselstine 
Roberts 840716 meeting w/NRC staff re phased licensing 
placed in PDR. Served on 840726. 

DAVIS. P. Commissioners. DSB 556. 84/07/26. Office of the 

Executive Legal Director. Ip. 25790:071. 24X Fiche: 50-413. 

84/07/26. 8407270073. 


— 8407270079 Forwards transcript of meeting w/staff re facilities, for 
copying & placement in PDR & LPDR. W/o end. 

DAVIS. P. Commissioners. 84/07/26. CLEMENTS, W. Docketing & 
Services Branch. Ip. 25790:072. 24X Fiche: 50-413, 84/07/26. 
8407270073. 


8501080119 Advises that time for Commission to review Director's 
Decision DD-84-16 expired. Commission declined review. 

Decision became final agency action on 850104. Served on 
850107. 

HOYLE. J. C. Office of the Secretary of the Commission. #185 958. 
85/01/07. GARDE, B. P. Government Accountability Project. Ip. 
28233:221. 24X Fiche: 50-413. 85/01/07. 8501080119. 


8501100491 Forwards affidavit of SS Diab re M Kaku concerns that NRC 
inadequately considered risk of sys failures in evaluation 
of accidents at facility. Related correspondence. 

JOHNSON. G.E. Hearing Branch 4. #185 996. 85/01/08, 

ROSENTHAL. A, S. , WILDER. H. A. . MOORE. T. S. Atomic Safety and Licensing 
Appeal Panel. Ip. 28289:293. 24X Fich e: 50-413, 85/01/08. 8501 100491. 


“8501100498 Affidavit of SS Diab re M Kaku concerns that NRC 
inadequately considered risk of sys failures in evaluation 
of accidents at fad lity. Related correspondence. 

DIAB.S. S. Reactor Systems Branch. 85/01/03. 10pp. 28289:294. 

24X Fiche: 50-413,85/01/08,8501100491. 


8501110466 Brief appealing Board partial initial decisions & request 
that proceedings be remanded for further consideration. 

Certificate of Sve end. 

GUILD. R, Palmetto Alliance. RILEY. J. L. Carolina Environmental 
Study Group. #185 033. 85/01/09. Atomic Safety and Licensing 

Appeal Panel. 79pp. 28358:172. 24X Fiche: 50-413, 85/01/09. 

8501110466. 


8501110489 Opposes Palmetto Alliance & Carolina Environ Study Group 
841227 request to present comments during immediate 
effectiveness review. Document noninf ormative & inadequate. 

MCOARRY, J. M. Bishop. Liberman. Cook, Purcell 8t Reynolds. 

MCGARRY, J. M. Duke Power Co. #185 035. 85/01/10. PALLADINO, N. J. , 

ROBERTS, T, M. . ASSELSTINE, J. K. Commissioners. 5pp. 28358:017. 24X 

Fiche: 5Q-413. 85/01/10, 8501110489, 


8501290440 Order granting applicant motion for enlargement of 70— page 
limitation on briefs in connection w/intervenors 
850109 brief . Applicant brief should not exceed 90 pages. 

Served on 850125. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 270. 
85/01/24. Duke Power Co. 2pp. 28616:229. 24X 

Fiche: 50-413, 85/01/24. 8501290440. 


Q. Inspection reports. IE Bulletins correspondence 


6501150001 Further response to FOIA request for documents re emergency 
planning at fac i 1 i ty. Forwards App A documents. App B 
documents available in PDR. 

FELTON. J.M. Division of Roles and Records. 84/05/09. AHLERS. D. M. 
Palmetto Alliance, 3pp. 28416:224. 24X Fiche: 50-413, 84/05/09, 

8501150001. 


— 8501150015 Forwards Insp Repts 50-413/84-12 Sc 50-414/84-08 on 
840215-16. No violations or deviations noted. 

DANCE. H. C. Division of Project Sc Resident Programs. 84/03/07. 
TUCKER, H.B. Duke Power Co. 2pp. 28417:053. 24X 

Fiche: 50-413. 84/05/09. 8501150001. 


— 8501150017 Insp Repts 50-413/84-12 Sc 50-414/84-08 on 840215-16, No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN. G.N. Region 2. Office of Director. JENKINS. G. R. Division 
of Emergency Preparedness Sc Materials Safety. 84/03/02. 9pp. 

28417: 055. 24X Fiche: 50-413, 84/05/09, 8501150001. 


8501210082 Forwards Insp Repts 50-413/84-89 Sc 50-414/84-40 on 831014- 
840802. No violations or deviations noted. 

BROWNLEE. V. L. Region 2. Office of Director. 84/11/26. TUCKER. H. B. 
Duke Power Co. 2pp. 28501:017. 24X Fi c he: 50-413. 84/1 1/26. 

8501210082. 


— 8501210089 Insp Repts 50-413/84-89 St 50-414/84-40 on 831014-840802. No 
violation or deviation noted. Major areas inspected: concarns 
expressed by four former util employees. Details sanitized 
per ASLB 831101 protective order. 

URYC.B. , ECONOMOS.N. , HERDD. A. R. Region 2, Office of Director, 
84/10/18. 66pp. 28501:019. 24X Fich e: 50-413. 84/1 1/26. 8501210082, 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501160357 Discusses refueling cavity water seal capacity tests 
performed on 841217-21. per 841121 response to IE Bulletin 
84-03. Results will be forwarded by 850131. Prel iminary 
results indicate McGuire seals adequate. 

TUCKER. H.B. Duke Power Co. 84/12/31. O'REILLY. J. P. Region 2, 
Office of Director. 2pp. 28406:357. 24X Fiche: 50-000, 84/12/31, 

8501160357. 


8501080116 Forwards fee as specified by 10CFR170, 170. 12 Sc 170.21 for 
840925 inservice insp plan for second 10-yr interval, in 
response to 841212 Itr.Fee paid. 

SIMMONS, J.W. Duke Power Co. 85/01/03. DIGGS, R.M. Office of 
Administration. Ip. 28233:220. 24X Fi c he; 50-000, 85/01/03, 

S5010S0116. 


8501100168 Forwards Rev 0 to Vol 1 of "Inservice Insp Plan for Catawba 
Nuclear Station, " per License Condition 6. 

TUCKER, H.B. Duke Power Co. 85/01/08. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. ADENSAM, E. G. Licensing Branch 
4. Ip. 28296:290. 24X Fich e: 50-413, 85/01/08, 8501 100168. 


— 8501100176 Rev 0 to Vol I of "Inservice Insp Plan for Catawba Nuclear 
Station. " 

CHERRY. J.E. Duke Power Co. 85/01/08. 34pp. 28296:291. 24X 

Fiche: 50-413, 85/01/08. 8501100168. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501150225 Advises that detailed inservicc insp plan for Unit 1 will 
be submitted for raview by 850531 & 6 months after fuel 
load for Unit 2 per 650108 inservice insp plan. 

TUCKER. H.B. Duke Power Co. 85/01/10. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E. G. Licensing Branch 
4. Ip. 28381:077. 24X Fiche: 50-413, 85/01/10, 8501150225. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 65/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


B5011(X)655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 65/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 
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8501160196 IE Info Notice S5-“004i "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN^ E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85—005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85—007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs 8c related correspondence 


8501210057 Significant Deficiency Rept SD 414/84-21 re possibility of 
tube failure in reactor coolant pump thermal barrier 
HX. Initially reported on 841011, Overpressurization 
protection provided for surge tanks. 

TUCKER, H.B. Duke Power Co. 84/11/09. 0 'REILLY, J. P. Region 2, 

Office of Director. 3pp. 28501:301. 24X Fiche: 50-414, 84/11/09, 

8501210057. 


8501150445 Amended Significant Deficiency Rept SD 414/84-20 re NAl 
Rotork Electric Motor Operators 14 it 16 reported to util by 
Rotork as possibly having nitrile thrust base 0-rings. 

Initially reported on 840803. No further action planned. 

TUCKER. H.B. Duke Power Co. 84/11/29. 0 'REILLY, J. P. Region 2, 

Office of Director, 3pp. 28414:293. 24X Fiche: 50-414, 84/11/29, 

8501150445. 


8501160174 Final Deficiency Rept 413-414/84-03 re TDl overspeed 
governor it fuel transfer pump drive hubs. Initially reported 
on 840224. No loose nuts identified. Key Sc pin reinstalled 
using Locktitc 609. 

TUCKER, H.B. Duke Power Co. 84/12/04. O'REILLY, J. P. Region 2, 
Office of Director. 3pp. 28420:314. 24X Fiche: 50-413, 84/12/04, 

8501160174. 


8501150457 Updated final Significant Deficiency Rept 413-414/84-01 re 
potentially affected piping it downstream welds. Crossover 
isolation valves not changed out w/alternate valve design. 

Valves modified in stem design. 

TUCKER, H.B. Duke Power Co. 84/12/11. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 28414:254. 24X Fiche: 50-413, 84/12/11, 

8501150457, 


8501160132 Supplemental Significant Deficiency Rept 413-414/84-03 re 
loose hubs in fuel pump drives. Insp will be completed by 
850115. Locktite 680 rather than Locktite 609 used in insp of 
Unit 2 drives. 

TUCKER, H.B. Duke Power Co. 84/12/17, 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 28420:309. 24X Fiche: 50-413, 84/12/17, 

8501160132. 


8501140124 Significant Deficiency Rept 414/84-23 re QA review Sc 
approval of weld w/o post-weld heat treatment. Initially 
reported on 841119. Weld 2CA93-1 received post-weld heat 
treatment 8c personnel cautioned. 

TUCKER, H.B. Duke Power Co. 84/12/19. 0 'REILLY, J. P. . Region 2, 

Office of Director. 3pp. 28378:007. 24X Fiche: 50-414, 84/12/19, 

8501140124. 


8501150464 Significant Deficiency Rept 413-414/84-15 re two addl valves 
requiring T-drain instal lation. Valve 1NW105B modified 8< 

Valve 2NW035A being modified. 

TUCKER, H.B, Duke Power Co. 84/12/27. O'REILLY, J. P. Region 2, 
Office of Director. Ip. 28414:262. 24X Fiche: 50-413, 84/12/27, 

8501150464. 


8501170198 Significant Deficiency Rept 414/84-22 re complete audit of 
operators for possible VNO designs in NO external wiring 
applications. Corrective actions continuing, Next rept will 
be forwarded by 850201. 

TUCKER, H.B. Duke Power Co. 84/12/31. O'REILLY, J, P. Region 2, 
Office of Director. Ip. 28445:102, 24X Fiche: 50-414, 84/12/31, 

850117D19a 


6501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000. 85/01/22, 8501280486, 


V. Operator Examinations 


8501210250 Forwards summary of NRC 841213 meeting w/util in Atlanta, GA 
re operator licensing issues. Meeting beneficial St provided 
better understanding of util approach to staffing eligible 
personnel. W/o end. 

BROWNLEE, V. L. Region 2, Office of Director. 85/01/07. TUCKER, H. B. 
Duke Power Co. Ip. 28494:355. 24X Fic he: 50-414. 85/01/07, 

8501210250. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency it fire protection plans 


8501180426 Forwards Insp Rept 50-416/84-08 on 840409-12. No violations 
or deviations noted. 

O'REILLY, J. P, Region 2, Office of Director. 84/06/06. RICHARD, J.B. 

Mississippi Power St Light Co. 2pp. 28464:352. 24X 

Fiche: 50-416, 84/06/06, 8501180426. 


— 8501180429 Insp Rept 50-416/84-08 on 840409-12. No violations or 
deviations noted. Major area inspected: emergency preparedness 
exercise. 

MARSTDN, R. R. , CLINE, W. E. Region 2, Office of Director. 84/05/31. 
9pp. 28464:354. 24X Fiche: 50-416, 84/06/06, 8501180426. 


8501210042 Forwards Insp Rept 50-416/84-34 on 841029-1 102. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/12. RICHARD, J.B. 

Mississippi Power St Light Co. 2pp. 28501:155. 24X 

Fiche: 50-416, 84/12/12, 8501210042. 


—8501210046 Insp Rept 50-416/84-34 on 841029-1 102. No violations or 
deviations noted. Major area inspected: emergency 
preparedness. 

MARSTON, R. R. , CLINE, W. E. Region 2, Office of Director. 84/11/29. 
7pp. 28501:157. 24X Fiche: 50-416, 84/12/12, 8501210042. 


8501210185 Discusses 841204 meeting w/util at Region II ofc re proposed 
change Sc physical security plan. Summary Sc attendance list 
end. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/17. 

RICHARD, J.B. Mississippi Power Sc Light Co. 3pp. 28501:192. 24X 

Fiche: 50-416, 84/12/17, 8501210185. 


8501020302 "Grand Gulf Nuclear Station Unit 1 Detailed Control Room 
Design Review Program Plan. " W/841219 Itr. 

DALE, L. F. Mississippi Power Sc Light Co. 84/12/19. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28159:280. 
24X Fiche: 50-416, 84/12/19, 8501020302. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000,85/01/09, 8501100621. 


8501180086 Revised emergency plan procedures, including Rev 8 to 
lO-S-01-6 re notification of offsite agencies it plant 
on-call emergency personnel & Rev 3 to lO-S-01-7 re 
activation of emergency facilities. U/850110 ltr. 

HURLEY, J. , DALE, L. F. Mississippi Power & Light Co, 85/01/10. 
O'REILLY, J. P. Region 2, Office of Director. 28pp. 28455:022. 24X 
Fiche: 50-416, 85/01/10, 8501100086. 


8501210203 Forwards addl inf o, requested in 841109 ltr, re concerns 
involving transfer of control to remote shutdown panel 
resulting in change in operating status of load that may be 
detrimental to safe shutdown. 

DALE,L.F. Mississippi Power Light Co. 85/01/17. DENTON, H, R. 
Office of Nuclear Reactor Regulation, Director. 5pp. 28472:056. 
24X Fiche: 50-416, 85/01/17, 8501210203. 
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P. Operating license stage documents & correspondence 


8501300296 FOIA req.uest for nine categories of documents re raduaste 
disposal & control plans & training & qualification 
procedures for raduaste officers. 

SCHLEIFSTEIN/ M, Times-Picay une. La Place* LA. 84/05/17. NRC - No 
Detailed Affiliation Given. 2pp. 28674:336. 24X 

Fiche: 50-416. 84/05/17. 8501300296. 


8501180237 FOIA request for documents re operation of pouer reactor 
produced since 840101. including operation u/TDI diesel 
generators in use at plant. 

BELL. N. Nuclear Information Se Resource Service. 84/06/01. 

FELTON. J. N. Division of Rules and Records. 2pp. 28482:225. 24X 

Fiche: 50-416. 84/06/01. 8501180237. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Foruards documents 
listed in App A. Documents in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/21. BELL. N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000. 84/06/21. 8501230111. 


— 8501230488 Submits revieu of amend package noting deficiencies. Basis 
for NSHC that three stds of 10CFR50. 92 have been met found. 

Notice should contain fact that amends resulted from ongoing 
revieu of Tech Specs. 

WAGNER. M.E. NRC - No Detailed Affiliation Given. 83/07/05. 
HOOSTON.M. D. NRC - No Detailed Affiliation Given. Ip. 28525:320. 
24X Fiche: 50-000,84/06/21.8501230111. 


— 8501230491 Foruards proposed notice of amends u/o concurrence. Amends 
not sufficiently described in notice & reasons for NSHC not 
given. W/o end. 

WAGNER. M.E. NRC - No Detailed A-ffiliation Given. 83/05/18. 
HOUSTON.M. D. NRC - No Detailed Affiliation Given. 2pp. 

28525: 321. 24X Fiche: 50-000. 84/06/21. 8501230111. 


8501300304 Responds to FOIA request for nine categories of documents re 
facility. Documents listed on App A available in PDR. Foruards 
documents on App B. 

FELTON. J.M. Division of Rules and Records. 84/07/09. 

SCHLEIFSTEIN. M. Times-Picay une. La Place. LA. 4pp. 28674:338. 24X 

Fiche: 50-416. 84/07/09. 8501300304. 


— 8501300364 Foruards rev to State of MS NPDES Permit MS0029521 for 
revieu. Rev combines Outfalls 007-009 & adds Outfall 016. 

DALE. L. F. Mississippi Pouer & Light Co. 84/05/14. O'REILLY. J. P. 
Region 2. Office of Director. 23pp. 28674:361. 24X 

Fiche: 50-416. 84/07/09. 8501300304. 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 $c operation u/TDI diesel generators. 

Foruards documents listed in App A. Documents available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/07/10. BELL. N. 
Nuclear Information & Resource Service, 2pp. 28482:227. 24X 

Fiche: 50-000. 84/07/10. 8501180247. 


—8501180260 Submits response to Bernthal request to examine legal basis 
for 840522 order re imposed requirements to disassemble one 
TDI diesel $< to compensate loss & status of other TDI diesel 
so that plant shutdoun would no longer be required. 

PLAINE. H. E. Office of the General Counsel. 84/05/30. PALLADINO 
Commissionars. GILINSKY. ROBERTS Office of the General Counsel. 

8pp. 28482:229. 24X Fiche: 50-000. 84/07/10. 8501180247. 


8501280520 Further response to FOIA request for documents re failures 
in electrical relays. Foruards App A documents. First document 
in App B partially withheld <ref FOIA Exemption 4). Second 
document in App B completely withheld Cref 10CFR9. 9). 

FELTON. J. M. Division of Rules and Records. 84/08/08. BELL. N. 
Nuclear Information Se Resource Service. 4pp. 28637:237, 24X 

Fiche: 50-000. 84/08/08. 8501280520, 


—8501280533 Informs that review of FOIA 84-316 request complete, Addl 
documents determined to be covered by request re HFA relays 
at facilities end. 

GOODE.R. W. Division of Resource Management & Administration. 
84/07/23. PHILIPS. J.D. Division of Rules and Records. Ip. 
28637: 241 . 24X Fiche: 50-000. 84/08/08. 8501280520. 


8501180462 Confirms 841213 telcon re 841217 meeting w/util at Region II 
per util request to discuss compliance w/Reg Guide 1.63 at 
facility. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/14. 

RICHARD, a B. Mississippi Power & Light Co. Ip. 28464:347. 24X 

Fiche; 50-416. 84/12/14. 8501 180462. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8t 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000. 84/ 1 2/27. 8501030 1 20. 


8501180057 Foruards summary of 841217 mgt meeting u/util & Bechtel in 
Atlanta. GA re compliance w/Reg Guide 1.63 & corrective 
actions concerning circuits penetrating containment. 

Attendance list end. 

OLSHINSKI. J. A. Region 2. Office of Director, 84/12/28. 

RICHARD. J.B. Mississippi Power & Light Co. 4pp. 28465:148. 24X 

Fiche: 50-416. 84/12/28. 8501180057. 


8501030081 Responds to 840914 request for addl info re use of CLASIX-3 
code to support licensing activities. Hydrogen Control Owners 
Group will respond when acceptance criteria in program plan 
found acceptable. 

DALE. L. F. Mississippi Pouer & Light Co. 84/12/31. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 28163:040. 

24X Fiche: 50-416. 84/12/31. 8501030081. 


8501030100 Requests exemption from 10CFR50. 71 to extend time for filing 
updated FSARs until 851201. after preparations for pouer 
ascension & commercial operation. 

DALE.L.F. Mississippi Pouer & Light Co. 84/12/31. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 5pp. 28163:081. 

24X Fiche: 50-416. 84/12/31. 8501030100. 


8501300186 Requests meetings u/NRC on 850123 & 24-25 to discuss 
hydrogen control program plan tc acceptance criteria & obtain 
approval of program plan concept & philosophy. Meeting agenda 
end. 

HOBBS. 8. H. Hydrogen Control Owners Group. 85/01/08. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 5pp. 28642: 199. 
24X Fiche: 50-000. 85/01/08, 8501300186. 


8501210194 Notification of 850128 meeting u/util in Claiborne County. MS 
to discuss schedule for licensing actions & to tour 
facility. 

KINTNER, L. L. Licensing Branch 4. 85/01/15. ADENSAM. E. 0. Licensing 

Branch 4. 3pp. 28496:134. 24X Fiche: 50-416, 85/01/15. 8501210194. 


6501220229 Notification of 850123 meeting u/Hydrogen Control Owners 
Group in Bethesda. MD to discuss hydrogen control program for 
all Mark III plants. 

STAHLE.C. Licensing Branch 4. 85/01/15. ADENSAM, E. 0. Licensing 

Branch 4. 2pp. 28520:128. 24X Fiche: 50-000, 85/01/15. 8501220229. 


B50121006B Foruards supplementary response to Generic Ltr 83-28. Item 
3.1.3 re post-maint testing of reactor trip sys components. 

Should operation reveal test requirement in Tech Specs which 
degrades safety. change will be submitted for approval. 

DALE.L.F. Mississippi Power «t Light Co. 85/01/16. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 3pp. 28470:117. 
24X Fiche: 50-416. 85/01/16, 8501210068. 


B501310307 Foruards response to 841010 concerns re 830826 pump 8( 
valve inservice testing program. Rept addressing check 
valve testing uill be submitted at later date. 

DALE.L.F. Mississippi Pouer k Light Co. 85/01/18. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 2pp, 28657:038, 
24X Fiche: 50-416. 85/01/18. 8501310307. 


— 8501310315 "Response to NRC Inquiries on Pump & Valve Inservice 
Testing. " 

LANPHERE. C. A. Mississippi Power & Light Co. 85/01/18. 212pp. 

28657:060. 24X Fich e: 50-416. 85/01/18. 8501310307. 


8501290478 Foruards evaluation of RHR relief valve condensation 
oscillation loads on structures St piping. Info demonstrates 
that all loads which could be produced by actuation of RHR 
HX relief valves acceptable. 

DALE.L.F. Mississippi Power St Light Co. 85/01/24. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 16pp. 28616:079. 

24X Fiche; 50-416. 85/01/24. 8501290478. 


8501300612 Notification of 850130 meeting w/Hydrogen Control Owners 
Group in Bethesda. MD to discuss hydrogen generation rates. 

STAHLE.C. Licensing Branch 4. 85/01/24. ADENSAM. E. 0. Licensing 

Branch 4. 6pp. 28672:342. 24X Fiche: 50-000, 85/01/24. 8501300612. 


8501290347 Foruards revised justifications for continued operation on 
environ qualification of electrical equi pment. per 850107 
ltr. Justification for continued operation for 480-volt load 
ctrs modified to ref rept for actual load ctr. 

DALE.L. F. Mississippi Pouer St Light Co. 85/01/25. DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director. 8pp. 28616:007. 
24X Fiche; 50-416. 85/01/25, 8501290347, 
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— 8501210116 Insp Kept 50-416/84-47 on 841 105-09. No violations or 
deviations noted. Major areas inspected : emp loyee trainingi 
shift technical advisor training & retraining> control room 
practices & licensed operator requalification program. 

POERTNERi W. K. i WAGNER, P. D. . JULIAN, C. Region 2, Office of 
Director. 84/12/18. 6pp. 28501:087. 24X Fiche: 50-416, 84/12/19, 

8501210110. 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuage Sys Permitted 
Under 1QCFR20. 303. “ Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501180105 Ack receipt of 841214 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-416/84-42. 

Implementation of corrective actions mill be examined during 
future insps. 

OLSHINSKI, J. A. Region 2, Office of Director. 85/01/04. 

RICHARD, J.B. Mississippi Power & Light Co. Ip. 28465:077. 24X 

Fiche: 50-416, 85/01/04, 8501180105. 


— 8501180115 Responds to NRC 841115 Itr re violations noted in Insp Rept 
50-416/84-42. Correct ive actions: info tags placed on basin 
recorders informing operators of need to vent siphon line 
if Tech Spec min level exceeded. 

DALE, L. F. Mississippi Power & Light Co. 84/12/14. 0 'REILLY, J. P. 

Region 2, Office of Director. 6pp. 28465:078. 24X 

Fiche: 50-416, 85/01/04, 8501180105. 


— 8501180145 Notice of violation from insp on 840917-1019. Requirements 
of alarm response & sys operating instructions not performed 
on 840928 when standby svc Water Basin B level dropped below 
Tech Spec limit. 

* Region 2, Office of Director. 84/11/15. 2pp. 28465:084. 24X 

Fiche: 50-416, 85/01/04, 8501180105. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. “ Svc list end. 

GRACE, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation «e Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24 X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft 8c Impeller. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8t Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24 X Fiche: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24 X Fich e: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of OA, Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports 8c related correspondence 


8501300304 Responds to FOIA request for nine ' categories of documents re 
facility. Documents listed on App A available in PDR. Forwards 
documents on App B. 

FELTON, J. M. Division of Rules and Records. 84/07/09. 

SCHLEIFSTEIN, M. Times-Picay une. La Place, LA. 4pp. 28674:338. 24X 

Fiche: 50-416, 84/07/09, 8501300304. 


8501310167 Responds to 841029 Itr requesting addl info on seismic 
analysis performed for deeply embedded standby svc water 
cooling tower basin. Details on principles 8c techniques used 
in seismic analysis provided. 

DALE, L. F. Mississippi Power 8< Light Co. 85/01/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 37pp. 28655:336. 

24X Fiche: 50-416, 85/01/28, 8501310167. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8501180426 Forwards Insp Rept 50-416/84-08 on 840409-12. No violations 
or deviations noted. 

O'REILLY, J. P. Region 2, Office of Director. 84/06/06. RICHARD, J. B. 

Mississippi Power 8c Light Co. 2pp. 28464:352, 24X 

Fiche: 50-416, 84/06/06, 8501180426. 


— 8501180429 Insp Rept 50-416/84-08 on 840409-12. No violations or 
deviations noted. Major area inspected: emergency preparedness 
exercise. 

MARSTON, R. R. , CLINE, W. E. Region 2, Office of Director. 84/05/31. 
9pp. 28464:354. 24X Fiche: 50-416, 84/06/06, 8501 180426. 


8501180482 Forwards Insp Rept 50-416/84-46 on 841113-16. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/10. RICHARD, J. B. 

Mississippi Power Sc Light Co. 2pp. 28464:252. 24X 

Fiche: 50-416, 84/12/10, 8501180482. 


— 8501180486 Insp Rept 50-416/84-46 on 841113-16, No violation or 
deviation noted. Major areas insp ec ted: power level plateau 
data review, independent insp effort & followup on IE Info 
Notice 84-70 IE Bulletin 84-03. 

MATHIS, J.L., BURRIS, S.P., JAPE, F. Region 2, Office of Director, 
84/12/03. 6pp. 28464:254. 24X Fiche: 50-416, 84/12/10, 8501 180482. 


8501180467 Forwards Insp Rept 50-416/84-44 on 841113. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/11. RICHARD, J.B. 

Mississippi Power Sc Light Co. 2pp. 28464:328. 24X 

Fiche: 50-416, 84/12/11, 8501180467. 


— 8501180474 Insp Rept 50-416/84-44 on 841113-16. No violation 
or deviation noted. Major areas inspected : plant water 
chemistry & inservice insp of pumps Sc valves. 

ROSS, W. J. , BLAKE, J.J. Region 2, Office of Director. 84/12/05. 
12pp. 28464:330. 24X Fiche: 50-416, 84/12/11, 8501180467. 


8501210042 Forwards Insp Rept 50-416/84-34 on 841029-1102. No violations 
or deviations noted. , 

BROWNLEE, V. L. Region 2, Office of Director, 84/12/12. RICHARD, J.B. 

Mississippi Power Sc Light Co. 2pp. 28501:155. 24X 

Fiche: 50-416, 84/12/12, 8501210042. 


— 8501210046 Insp Rept 50-416/84-34 on 841029-1 102. No violations or 
deviations noted. Major area inspected; emergency 
preparedness. 

MARSTON, R. R. , CLINE, W. E. Region 2, Office of Director. 84/11/29. 
7pp. 28501:157. 24X Fiche: 50-416, 84/12/12, 8501210042. 


8501180459 Forwards Insp Rept 50-416/84-50 on 841126-30. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/13. RICHARD, J.B. 

Mississippi Power Sc Light Co. 2pp. 28464:322. 24X 

Fiche; 50-416, 84/12/13, 8501180459. 


— 8501180468 Insp Rept 50-416/84-50 on 841126-30. No violations or 
deviations noted. Major areas inspected: review of completed 
startup tests Sc witnessing of startup test. 

BURNETT, P. T. , JAPE, F. Region 2, Office of Director. 84/12/11, 
4pp. 28464:324, 24X Fiche: 50-416, 84/12/13, 8501180459. 


8501210099 Forwards Insp Rept 50-416/84-43 on 841105-09. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director, 84/12/13. RICHARD, J.B, 
Mississippi Power Sc Light Co. 2pp. 28500:312. 24X 

Fiche: 50-416,84/12/13, 8501210099, 


— 8501210105 Insp Rept 50-416/84-43 on 841105-09. No violations or 
deviations noted. Major areas inspected; QA program review, QA 
administration, offsite support staff, audits Sc licenses 
actions on previously identified insp findings. 

BELISLE, 0, A. , UPRIGHT, C. M. Region 2, Office of Director, 

84/12/11. llpp. 28500:314. 24X Fiche: 50-416, 84/12/13, 8501210099. 


8501210110 Forwards Insp Rept 50-416/84-47 on 841105-09. No violations 
or deviations noted. 

BROWNLEE, V. L... Region 2, Office of Director. 84/12/19. RfCHARD, J. B. 

Mississippi Power & Light Co. 2pp. 26501:085. 24X 

Fiche; 50-416,84/12/19, 8504210110'. 
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— 8501300322 Forwards suppl to Sept 1983 monthly operating rep t. Provi des 
detailed descriptions & effects of major changes to radwaste 
treatment sys. Attachment update to changes reported in Mar 
1983 operating rept. 

DALE; L. F. Mississippi Power & Light Co. 83/11/03. DEYOUNG; R. C. 
Director's Office; Office of Inspection and Enforcement. 2pp. 

28674: 342. 24X Fich e: 50-416; 84/07/09; 8501300304. 


— 8501300331 Suppl to monthly operating rept for Sept 1983. 

* Mississippi Power & Light Co. 83/09/30. 9pp. 28674:344. 24X 

Fiche: 50-416; 84/07/09, 8501300304. 


S. Reportable occurrences, LERs Sc related correspondence 


8501230070 FQIA request for seven categories of documents, inc luding 
1983 Class IE relay failures at three plants. relay failures 
discussed in IE Bulletin 84-02 Sc NRC responses to QE SILs & 

SALs. 

BELL, N. Nuclear Information Sc Resource Service. 84/04/25. 

FELTON, U.M. Office of Administration. 2pp. 28536:001. 24X 

Fiche: 50-000, 84/04/25, 8501230070. 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 Sc operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/10. BELL, N. 
Nuclear Information 8c Resource Service. 2pp. 28482:227. 24X 

Fiche: 50-000, 84/07/10, 8501180247. 


— 8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events occurred at Grand Gulf during Sept 1983, 

BLACK, K.M. Director '5 Office. 83/10/04. IPPQLITO, T. Director's 
Office. 3pp. 28482:286. 24X Fiche: 50-000, 84/07/10, 8501180247. 


8501150478 Special Rept 84-37/0: on 841129, loose parts detection sys 
declared inoperable for 30 days per Tech Specs. Caused by 
high alarm which sealed in ui/no loose parts present. Matter 
under investigation for corrective action. 

DALE, L. F. Mississippi Power 8c Light Co. 84/12/10. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28414:283. 24X 

Fiche: 50-416, 84/12/10, 8501150478. 


8501150434 Special Rept 84-038/0: on 841202, fuel handling area 
ventilation exhaust accident range radiation monitor 
exceeded 72 h limiting condition for operation. Caused by 
failure of normal range monitor alarm card. Card replaced. 

DALE; L. F. Mississippi Power 8c Light Co. 84/12/14. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28414:326. 24X 

Fiche: 50-416.84/12/14, 8501150434. 


8501020076 LER 84-053-00: on 841 129, reactor manual scram initiated 
during vessel level transient, causing HPCS actuation. Cause 
undetermined. Mods to special test equipment made. W/S4lfe21 
1 tr. 

BYRD, R. W. , DALE.L. F, Mississippi Power & Light Co. 84/12/18. 5pp. 
28155: 188. 24X Fiche: 50-416, 84/12/18, 8501020076, 


8501030155 LER 84-052-00: on 841124, scram occurred on low reactor water 
level. Caused by opening of feedwater isolation valve per 
cleanup procedure. Level restored by resetting reactor feed 
pump turbine A. Ui/841220 Itr. 

HORTON; A. H., DALE, L. F. Mississippi Power 8< Light Co. 84/12/20. 

4pp. 28188:233. 24X Fiche: 50-416, 84/12/20, 8501030155. 


8501030180 LER 84-054-00: on 841129, time limit for Tech Specs 4.11.2.2 & 
4,11.2.3 exceeded when effluent cumulative dose calculations 
& surveillance not performed. Caused by personnel error. 

Surveillance completed on 841 130. U/841220 Itr. 

BYRDiR.W., DALE,L.F. Mississippi Power & Light Co. 84/12/20, 3pp. 
28188:299. 24X Fiche: 50-416, 84/12/20, 8501030180. 


8501140144 Special Rept 84-039/0; on 841125, Halon panel 1H13-P910 
inoperable due to battery failure, Continuous fire watch, w/ 
backup fire suppression equipment, establ ished, per Tech Spec 
3. 7. 6. 4, Battery charging module & four batteries replaced. 

DALE, L, F. Mississippi Power Sc Light Co, 84/12/21. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 28377:255. 24X 

Fiche; 50-416, 84/12/21, 8501140144, 


8501080120 Summaryv of 841129, operating, reactor events meeting. List of 
attendees, events discussed, assignments made Sc status of 
previous assignments end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 84/12/24. 
EISENHUT, D. G. Division of Licensing. 19pp. 28273:229. 24X 

Fiche; 50-000, 84/12/24, 8501080120. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY,C. L. TDI (Transaiperica Delaval, Inc. ) Owners Group. RAY, C. L. 
Duke Power Co. 8^01/02. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 16pp. 28202:058. 24X Fiche; 50-000, 85/01/02, 

8501070285 . 


8501110492 LER 84-055-00: on 841 130, d i scr ep anc ies identified between 
design St commitments to Reg Guide 1.63 involving 
overcurrent protection of containment penetrations. 

W/S50105 Itr. 

BYRDiR.W., DALE, L, F. Mississippi Power St Light Co. 85/01/05. 9pp. 
28362:218. 24X Fiche: 50-416, 85/01/05, 85011 10492. 


8501280603 LER 84-057-00: on 841221 , reactor scram occurred when 
condensate pumps St booster pumps tripped. Caused by inability 
of precoat filters to provide required sys flow for pumps. 

Condensate operating instructions revised. W/850118 Itr. 

BYRD, R. W. , DALE, L. F. Mississippi Power St Light Co. 85/01/18. 4pp. 
28614:076. 24X Fiche: 50-416, 85/01/18, 8501280603. 


8501280619 LER 84-056-00: on 841219, RCIC sys containment isolation valve 
closed on high steam low signal. Caused by spurious high flow 
signal produced by pressure oscillations in sensing line. 

Pressure equalized in sensing lines. U/8S0118 Itr. 

BYRD, R. W. , DALE; L. F. Mississippi Power & Light Co. 85/01/18. 4pp. 
28614:099. 24X Fiche: 50-416. 85/01 /18, 8501280619. 


8501290021 LER 84-059-00: on 841221 , reactor water cleanup isolation 
occurred due to read/set toggle switches A & B of temp 
monitor being in read position. Caused by malfunctioning 
switch. Switch will be repaired. W/850118 Itr. 

HORTON. A. H., DALE, L. F. Mississippi Power it Light Co. 85/01/18. 
3pp. 28639:253. 24X Fiche: 50-416, 85/01/18, 8501290021. 


8501280486 Part 21 rept re potential defect in DSR or DSRU standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval, Inc. 65/01/22. Director's 
Office, Office of Inspection and Enforcement, 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


V. Operator Examinations 


8501300304 Responds to FOXA request for nine categories of documents re 
facil ity. Documents listed on App A available in PDR. Forwards 
documents on App B. 

FELTON; J. M. Division of Rules and Records. 84/07/09. 

SCHLEIFSTEIN, M. Times-Picayune, La Place, LA. 4pp. 28674:338. 24X 

Fiche: 50-416, 84/07/09. 8501300304. 


— 8501300322 Forwards suppl to Sept 1983 monthly operating rept. Provides 
detailed descriptions & effects of major changes to radwaste 
treatment sys. Attachment update to changes reported in Mar 
1983 operating rept. 

DALE, L. F. Mississippi Power 8c Light Co',. 83/11/03. DEYOUNO, R. C. 

Director's Office, Office of Inspection ^nd Enforcement. 2pp. 

28674: 342. 24X Fiche: 50-416, 84/07/09, 8501300304. 


— 8501300349 Advises that radwaste operator qualification cards completed 
640221. Review disclosed that methods used were inadequate. 

Rev to procedure governing operator training St qualification 
imp lemented. Related info end, 

MCGAUGHY, J. P. Mississippi Power St Light Co. 84/05/09. 

O'REILLY, J. P. Region 2, Office of Director. 8pp. 28674:353. 24X 

Fiche: 50-416. 84/07/09, 8501300304. 


8501210110 Forwards Insp Rept 50-416/84-47 on 841105-09. No violations 
or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/19. RICHARD, J.B. 

Mississippi Power Sc Light Co. 2pp. 28501:085. 24X 

Fiche: 50-416, 84/12/19, 8501210110, 


— 8501210116 Insp Rept 50-416/84-47 on 841105-09. No violations or 
deviations noted. Major areas inspected: employee training, 
shift technical advisor training St retraining, control room 
practices Sc licensed operator requalification program. 

POERTNER, W. K. , WAGNER, P.D., JULIAN, C, Region 2, Office of 
Director. 84/12/18. 6pp. 28501:087. 24X Fiche: 30-416, 84/12/19, 

8501210110. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8501180237 FOIA request for documents re operation of power reactor 
produced since 840101, including operation w/TD I diesel 
generators in use at plant. 

BELL; N. Nuclear Information Sc Resource Service, 84/06/01. 

FELTON; J.M. Division of Roles and Redfords. 2pp. 28482:225. 24X 

Fiche: 50-416, 84/06/01, 8501180237. 

; S ■ 
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S501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON^J. M. Division of Roles and Records, 84/OA/21. BELL. N. 
Nuclear Information & Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000. 84/06/21, 8501230111. 


— 8501230488 Submits review of amend package noting deficiencies. Basis 
for NSHC that three stds of 10CFR50. 92 have been met found. 

Notice should contain fact that amends resulted from ongoing 
review of Tech Specs. 

WAGNER. M.E. NRC - No Detailed Affiliation Given. 83/07/05. 
HOUSTON.M. D. NRC - No Detailed Affiliation Given. Ip. 28525:320. 
24X Fiche: 50-000. 84/06/21. 8501230111. 


■8501230491 Forwards proposed notice of amends w/o concurrence. Amends 
not sufficiently described in notice & reasons for NSHC not 
given. W/o end. 

WAGNER. M.E. NRC - No Detailed Affiliation Given. 83/05/18. 
HOUSTON.M. D. NRC - No Detailed Affiliation Given. 2pp. 

28525: 321. 24X Fiche: 50-000. 84/06/21. 8501230111. 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 & operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR. 

FELTON. J. M. Division of Rules and Records. 84/07/10. BELL. N. 
Nuclear Information & Resource Service. 2pp. 28482:227. 24X 

Fiche: 50-000. 84/07/10. 8501180247. 


— 8501180260 Submits response to Bernthal request to examine legal basis 
for 840522 order re imposed requirements to disassemble one 
TDI diesel & to compensate loss & status of other TDI diesel 
so that plant shutdown would no longer be required. 

PLAINS. H.E. Office of the General Counsel. 84/05/30. PALLADINO 
Commissioners. GILINSKY, ROBERTS Office of the General Counsel. 

8pp. 28482:229. 24X Fiche: 50-000. 84/07/10. 8501180247. 


8501280520 Further response to FOIA request for documents re failures 
in electrical relays. Forwards App A documents. First document 
in App B partially withheld <ref FOIA Exemption 4), Second 
document in App B completely withheld <ref 10CFR9. 9). 

FELTON. J. M. Division of Rules and Records. 84/08/08. BELL. N, 
Nuclear Information & Resource Service. 4pp. 28637:237. 24X 

Fiche: 50-000. 84/08/08. 8501280520. 


— 8501280533 Informs that review of FOIA 84-316 request c omp lete. Addl 
documents determined to be covered by request re HFA relays 
at facilities end. 

GOODE. R.W. Division of Resource Management it Administration. 
84/07/23. PHILIPS. J. D. Division of Rules and Records. Ip. 

28637: 241. 24X Fiche: 50-000. 84/08/08. 8501280520. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 
applicants for OL re certification of compliance to 
1OCFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27, 8501030120. 


8501030081 Responds to 840914 request for addl info re use of CLASIX-3 
code to support licensing activiti es. Hydrogen Control Owners 
Group will respond when acceptance criteria in program plan 
found acceptable. _ _ _ 

DALE. L. F. Mississippi Power it Light Co. 84/12/31. DENTON, H. R. 
Office of Nuclear Reactor Regulation. Director. 4pp. 28163: 040. 

24X Fiche: 50-416. 84/12/31. 8501030081. 


8501220229 Notification of 850123 meeting w/Hydrogen Control Owners 
Group in Bethesda.MD to discuss hydrogen control program for 
all Mark III plants. 

STAHLE. C. Licensing Branch 4. 85/01/15. ADENSAM. E. G. Licensing 

Branch 4. 2pp. 28520:128. 24X Fiche: 50-000. 85/01/15. 8501220229. 


8501210068 Forwards supplementary response to Generic Ltr 83-28. Item 
3,1.3 re post-maint testing of reactor trip sys components. 

Should operation reveal test requirement in Tech Specs which 
degrades safety. change will be submitted for approval. 

DALE. L. F. Mississippi Power & Light Co. 85/01/16. DENTON. H. R, 
Office of Nuclear Reactor Regulation. Director. 3pp. 28470:117. 
24X Fiche: 50-416. 85/01/16. 8501210068. 


8501290478 Forwards evaluation of RHR relief valve condensation 
oscillation loads on structures it piping. Info demonstrates 
that all loads which could be produced by actuation of RHR 
HX relief valves acceptable. 

DALE. L. F. Mississippi Power & Light Co. 85/01/24. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 16pp. 28616:079. 

24X Fiche: 50-416. 85/01/24, 8501290478. 


8501300612 Notification of 850130 meeting w/Hydrogen Control Owners 
Group in Bethesda.MD to discuss hydrogen generation rates. 

STAHLE, C. Licensing Branch 4. 85/01/24. ADENSAM. E. G. Licensing 
Branch 4. 6pp. 28672:342. 24X Fi che: 50-000. 85/01/24. 8501300612. 


8501310167 Responds to 841029 ltr requesting addl info on seismic 
analysis performed for deeply embedded standby svc water 
cooling tower basin. Details on principles 8c techniques used 
in seismic analysis provided. 

DALE. L. F. Mississippi Power it Light Co, 85/01/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 37pp. 28655:336. 

24X Fiche: 50-416. 85/01/28. 8501310167. 


F. Security, medical, emergency it fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rep t. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000. 85/01/09, 8501100621. 


8501180086 Revised emergency plan procedures, including Rev B to 
lO-S-01-6 re notification of offsite agencies 8c plant 
on-call emergency personnel 8* Rev 3 to lO-S-01-7 re 
activation of emergency facilities. W/850110 ltr. 

HURLEY, J., DALE. L. F. Mississippi Power 8c Light Co. 85/01/10. 
O'REILLY. J. P. Region 2, Office of Director. 28pp. 28455:022. 24X 

Fiche: 50-416. 85/01/10, 8501180086. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8412190503 IE Info Notice 84-94. “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness 8c Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e: 50-000, 84/12/21, 8412190503, 


8501180480 Notifies of 850109 meeting w/near-term OL utils in Atlanta, 
GA to discuss insp findings 8c operator licensing issues to 
facilitate preventive 8c corrective actions. Agenda end. 

O'REILLY, U. P. Region 2. Office of Director. 85/01/04. RICHARD, J. B. 

Mississippi Power Sc Light Co. 4pp. 28464:248. 24X 

Fiche: 50-417,85/01/04, 8501180480. 


8501030100 Requests exemption from 10CFR50. 71 to extend time for filing 
updated FSARs until 851201. after preparations for power 
ascension 8c commercial operation. . „ 

DALE. L. F. Mississippi Power Sc Light Co. 84/12/31. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 5pp. 28163:001. 

24X Fiche: 50-416. 84/12/31. 8501030100. 


8501180480 Notifies of 850109 meeting w/near-term OL utils in Atlanta. 
GA to discuss insp findings 8c operator licensing issues to 
facilitate preventive 8c corrective actions. Agenda end. 

0 'REILLY. J. P. Region 2. Office of Director. 85/01/04. RICHARD. U.B. 

Mississippi Power 8c Light Co. 4pp. 28464:248. 24X 

Fiche; 50-417. 85/01/04, 8501180480, 


8501300186 Requests meetings w/NRC on 850123 8c 24-25 to 
hydrogen control program plan 8c acceptance criteria 8c 
approval of program plan concept 8c phi Ipsophy. Meeting 
end. 

HOBBS. 8. H. Hydrogen Control Owners Group. 85/01/08. 
Office of Nuclear Reactor Regulation. Director. 5pp. 
24X Fiche; 50-000. 85/01/08. 8501300186. 


discuss 

obtain 

agenda 

DENTON. H. R. 
28642: 199, 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, U.N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation 8c Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc, 109pp. 28537:193. 24X Fiche: 50 - 000 . 85/01/1 1» 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fiche: 50-000. 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103), 85/01/17. Consolidated Edison Co. of New 

York, Inc. I09pp. 28613:169, 24X Fiche: 50 - 000 , 85/01/17. 8501160196. 
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8501230229 IE Info Notice 85-005# "Pipe Whip Restraints. " Svc list 
end. 

JORDAN# E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu) 

York# Inc. lOSpp. 28692:186. 24X Fich e; 50-000. 85/01/23# 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN# E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Netu 

York# Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23# 8501230236. 


8501250352 IE Info Notice 85-007# "Contaminated Radiography Source 
Shipments. " Svc list end. 

<>RACE# J. N. Division of QA# Safeguards 8c Xnsp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York# 

Inc. 67pp. 28692:295. 24X Fich e: 50-000# 85/01/29# 8501250352. 


S. Reportable occurrences# LERs & related correspondence 


8501230070 FOXA request for seven categories of documents# including 
1983 Class IE relay failures at three plants# relay failures 
discussed in IE Bulletin 84-02 8t NRC responses to GE SILs 8e 
SALs. 

BELL/N. Nuclear Information 8c Resource Service. 84/04/25. 
FELTON# J.M. Office of Administration. 2pp. 28536:001. 24X 

Fiche: 50-000.84/04/25# 8501230070. 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 8c operation ui/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/07/10. BELL# N. 
Nuclear Information 8c Resource Service. 2pp. 28482:227. 24X 

Fiche: 50-000# 84/07/10. 8501180247. 


— 8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events occurred at Grand Gulf during Sept 1983. 

BLACK# K.M. Director's Office. 83/10/04. IPPOLITO# T. Director's 
Office. 3pp. 28482:286. 24X Fiche: 50-000# 84/07/10# 8501 180247. 


8501080532 Informs of closeout of potential contact failure on Liberty 
Controls relays. Item closed w/o action# based on util 830408 
final rept indicating subj item not reportable per Part 21 
8c 10CFR50. 55 (b). 

ZECH# G. G. Vendor Program Branch. 84/12/24. OLSHINSKI# J. A. Region 
2# Office of Director. Ip. 28244:319. 24X Fiche: 50-417# 84/12/24, 

8501080532. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY#C. L. TDI (Transamerica Delaval# Inc.) Owners Group. 85/01/02. 
DENTON# H.R. Office of Nuclear Reactor Regulation# Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02# 8501070285. 


8501260486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22. Director's - 
Office# Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000. 85/01/22# 8501280486. 


V. Operator Examinations 


8501180480 Notifies of 850109 meeting w/near-term OL utils in Atlanta# 
GA to discuss insp findings Sc operator licensing issues to 
facilitate preventive Sc corrective actions. Agenda end. 

0 'REILLY# J. P. Region 2, Office of Director. 85/01/04. RICHARD# J.B. 

Mississippi Power (k Light Co. 4pp, 28464:248. 24X 

Fiche: 50-417# 85/01/04# 8501180480. 


DOCKET 50-429 MILLSTONE NUCLEAR POWER STATION# UNIT 3 


A, Application/construction stage documents Sc correspondence 


8501140478 “Program to Determine Capability of Millstone 3 Nuclear 
Power Plant to Withstand Saismic Excitation Above Design 
SSE. 

RAVINDRA.^M. K. # SUES.R. H, # KENNEDY# R.P. Structural Mechanics 
Associates^ 84/11/30. 125pp. 28377:001. 24X Fiche: 50-423# 

84/11/36# 85DU;^78. 


^1180363 Forwards nonproprietary S< proprietary WCAP-10750 Sc 
V WCAP^1069a^^^r^^ "Steam Generator Tube Rupture 

Analysis Methodology to Determine Margin to Steam Generator 
Overfill. “ Proprietary rept withheld (ref 10CFR2. 790). 

LADIED#A; Wastinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT# D,* Division of Licensing. 4pp. 28452:252. 24X 

Ficbf : 30*^0# 84/12/20# 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49# "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT,D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York# Inc. 18pp. 28464:230. 24X 

Fiche: 50-000# 84/12/27# 8501030120. 


8501080117 Advises of review costs associated w/OL application. Util 
will be billed per 10CFR170. 

MILLER# W.O. License Fee Management Branch. 84/12/28. C0UNSIL#W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Ip. 
28273: 248. 24X Fiche: 50-423# 84/12/28# 8501080117. 


8501140191 Notification of 850111 meeting w/util in Bethesda# MD to 
discuss plans for proposed alternatives to IDVP & need for 
IDI. 

DOOLITTLE# E. L. Licensing Branch 1. 85/01/08. YOUNGBLOOD# B. J. 

Licensing Branch 1. 3pp. 28378:260. 24X Fiche; 50-423# 85/01/08, 

8501140191. 


8501300664 Forwards request for addl info re application for OL. NRC 
840807-10 audit of detailed control room design review Sc 
summaries of contractor observations re ultrasonic insp 
end. NRC onsite audit of SPDS implementation planned. 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/18. COUNSIL# W. 0. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 11pp. 
28671:218. 24X Fiche: 50-423# 85/01 /18# 8501300664. 


— 8411130198 "Audit Rept# Human Factors Engineering Detailed Control Room 
Design Review In-Progress Audit. " 

MINICHINO#C. Lawrence Livermore National Laboratory. 84/10/23. 

NRC - No Detailed Affiliation Given. 29pp. 28671:229. 24X 

Fiche: 50-423. 85/01/18# 8501300664. 


— 8501300669 Summarizes 841109 meeting w/Northeast Utils Sc Westinghouse 
at site to observe Sc evaluate effectiveness of ultrasonic 
insp of cast stainless steel welds in primary piping sys. 

TAYLOR# T.T. Battclle Memorial Institute# Pacific Northwest 
Laborator its. 84/11/21. HUM# M. Materials Engineering Branch. 

6pp. 28671:258. 24X Fiche: 50-423# 85/01/18# 8501300664. 


C. Utility Environmental Report (ER># amends Sc correspondence 


8501030282 Forwards Amend 8 to environ rept. 

COUNSIL# W.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL# W. G. Northeast Utilities. 84/12/11. 
YOUNGBLOOD# B. J. Licensing Branch 1. 2pp. 28189:072. 24X 

Fiche: 50-423# 84/12/11# 8501030282. 


— 8501030283 Forwards Amend 8 to environ rept. 

SHAFFER# C.J. Northeast Utilities. 84/12/10. Office of Nuclear 
Reactor Regulation# Director. 4pp. 28189:074. 24X 

Fiche: 50-423,84/12/11# 8501030282. 


*8501030285 Amend 6 to environ rept. 

♦ Northeast Nuclear Energy Co. (sobs, of Northeast Utilities). 
84/12/31. 90pp. 28189:078. 24X Fich e: 50-423# 84/12/11# 8501030282. 


D. NRC Draft/Final Environmental Statements# suppls Sc correspondence 


8501170124 Forwards FES (NUREO-1064) . W/o end. 

YOUNGBLOOD# B. Licensing Branch 1. 85/01/10. WOOD# J. M. Commerce# 

Dept, of# Natl. Oceanographic Sc Atmospheric Administration. 5pp. 
28461:347. 24X Fiche: 50-423# 85/01 /lO# 8501 170124. 


8501180034 Forwards FES (NUREG-1064) Sc FR notice of availability, 

W/o FES. 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/10. Connecticut# State 

of. Ip. 28466:356. 24X Fiche: 50-423# B5/01/10# 8501180034. 


8S011S0040 Forwards FES (NUREG-1064) Sc FR notice of availability. 
W/o FES. 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/10. COUNSIL# W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Ip. 
28475: 342. 24X Fiche: 50-423# 85/01/10# 8501180040. 


8501180001 Forwards FES (NUREG-1064> Sc FR notice of availability. W/o 
FES. 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/11. HIRSCH# A. 

Environmental Protection Agency. Ip. 28466:360. 24X 

Fiche: 50-423# 85/01/11# 8501180001. 


— 8501180002 Notice of availability of FES (NUREO-1064). 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/11. 2pp. 28466:361. 

24X Fiche: 50-423# 85/01/11# 8501180001, 
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£. NRC Safety Evaluation Report (S£R>i supple & correspondence 


8501280654 Responds to FOIA request for all documents dealing ui/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in POR. 

FELTON^J. M. Division of Rules and Records. 84/07/27. PEDRO» J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000> 84/07/27. 8501280654. 


— 8312230269 Forwards Instrumentation & Control Sys Branch draft SER 
input. Draft based on review of FSAR through Amend 5. Open 
items indentified in Section 7. 1.4. At present. 22 open & 11 
confirmatory items remain. 

HOUSTON. R. W. Assistant Director for Reactor Safety. 83/12/15. 
NOVAK. T. M. Assistant Director for Licensing. 87pp. 28632:085. 

24X Fiche: 50-000. 84/07/27. 8501280654. 


8501030191 Forwards request for addl info to complete evaluation of 
SER Outstanding Item 19 re items required in OA program. 

Responses submitted by 850201 may be addressed in SSER 1 
scheduled to be issued in Mar 1985. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/12/19. COUNSIL.W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 7pp. 
28194:342. 24X Fiche: 50-423. 84/12/19. 8501030191. 


8501170151 Forwards "Fracture Prevention of Containment Pressure 
Boundary (GDC 51). " in response to Metis Engineering Branch 
SER Confirmatory Item 28. Results verified acceptability of 
containment pressure boundary, 

COUNSIL. W. 0. . SEARS. C. F. Northeast Utilities. COUNSIL. U. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
84/12/21. YOUNGBLOOD. B. J. Licensing Branch 1. 2pp. 28422:073, 
24X Fiche: 50-423. 84/12/21. 8501170151. 


— 8501170156 "Fracture Prevention of Containment Pressure Boundary 
(GDC 51). " 

AHERN.M.F. . HANSCHKA. R. M. . ELY. J. F. Northeast Utilities. 

84/10/30. 70pp. 28422:075. 24X Fiche: 50-423. 84/12/21. 8501170151. 


8501170032 Forwards addl info, per SER Open Item 4 on load combinations 
& Item 5 on design of component supports. Info should permit 
closeout of items. 

COUNSIL. U. G. . SEARS. C. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL. U. 0. Northeast Utilities. 84/12/28. 
YOUNGBLOOD. B. J. Licensing Branch 1. 29pp. 28426:178. 24X 

Fiche; 50-423. 84/12/28. 8501170032. 


8501170134 Forwards Draft 2 of Rev 0 to emergency plan, per commitment 
made in util 840629 Itr. Plan tentatively scheduled to become 
effective on 850901. Submittal of plan considered sufficient 
to close out Unit«3 SER Open Item 17. 

COUNSIL. M. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 85/01/02. MILLER. U. R. Operating Reactors Branch 3. 
2pp. 28423:301. 24X Fiche: 50-245. 85/01 /02. 8501170134. 


8501240098 Forwards environ qualification rept for safety-related 
mechanical equipment, per 840731 SER (NUREG-1031) Open 
Item 7. Rept outlines evaluation methodology & summarizes 
evaluation results. 

COUNSIL. W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. 0. Northeast Utilities. 85/01/14. 
YOUNGBLOOD. B. J. Licensing Branch 1. 2pp. 28529. 079. 24X 

Fiche: 50-423. 85/01/14, 8501240098. 


— 8501240101 "Environ Qualification Rept for Safety-Related Mechanical 
Equipment. “ 

* Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
85/01/14. 206pp. 28529:081, 24X Fiche: 50-423. 85/01/14. 

8501240098, 


8501300664 Forwards request for addl info re applicetion for OL, NRC 
840807-10 audit of detailed control room design review Sc 
summaries of contractor observations re ultrasonic insp 
end, NRC onsite audit of 8PDS implementation planned. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/18, COUNSIL. W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Upp. 
28671:218. 24X Fiche: 50-423. 85/01/18. 8501300664. 


F. Security, medical, emergency St fire protection plans 


8501170134 Forwards Draft 2 of Rev 0 to emergency plan, per commitment 
made in util 84062? Itr. Plan tentatively scheduled to become 
effective on 850901. Submittal of plan considered sufficient 
to close out Unit 3 SER Open Item 17. 

C0UN8IL. U. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. G. Northeast Utilities. 95/01/02. 

MILLER. J.R. Operating Reactors. Branch 3, ZUOLZNSKI/ J. A. Operating 
Reactors Branch 5, BvJ> ; L.ief ns in® branch 1. 2pp, 

20423:301. 24X Fiepe: 50^45^85/01/02. 8501 17??i:34. 


— 0501170143 Draft 2 of Rfv 0 to jpmirgtncy pjanv 

* Northeast Nuclear Energy Co. CsubsJ df Northeast Utilities). 
85/01/31. 200pp; 28423: 303, 24X Fiche; 50-r245. 85/01/02. 

8501170134 . 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. i38pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501300664 Forwards request for addl info re application for OL. NRC 
840807-10 audit of detailed control room design review 8< 
summaries of contractor observations re ultrasonic insp 
end. NRC onsite audit of SPDS implementation planned. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/18. COUNSIL. U. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 11pp. 
28671:218. 24X Fiche: 50-423, 85/01/18. 8501300664. 


— 8411130198 "Audit Rept. Human Factors Engineering Detailed Control Room 
Design Review In-Progress Audit, " 

MINZCHINO. C. Lawrence Livermore National Laboratory, 64/10/23. 

NRC - No Detailed Affiliation Given. 29pp. 28671:229. 24X 

Fiche: 50-423, 85/01/18. 8501300664. 


□. Advisory Committee on Reactor Safeguards reports 8e correspondence 


8501300067 Summary of ACRS Subcommittee on Millstone Unit 3 840828-29 
meetings w/util in Windsor Locks. CT to conduct plant tour & 
review OL application. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/10/29. 

ACRS — Advisory Committee on Reactor Safeguards. 36pp. 28671:292. 

24X Fiche: 50-423. 84/10/29. 8501300067. 


0. Inspection reports, IE Bulletins Sc correspondence 


8412010197 Notification of Significant Licensee Meeting 84-109 on 
841217 w/util in Waterford. CT to present results of SALP. 

JOHNSON, T. Region 1, Office of Director. 84/11/19. Region 1, 
Office of Director. 2pp. 27722:335. 24X Fiche; 50-423. 84/11/19. 
8412010197. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501110041 Forwards Insp Rept 50-423/84-24 on 841105-09, No violations 
noted. 

MARTIN, T.T. Region!, Office of Director. 85/01/03. COUNSIL. W. O. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
28317:248. 24X Fiche: 50-423. 85/01/03. 8501110041. 


—0501110043 Insp Rept 50-423/84-24 on 841105-09. No noncompliance noted. 
Major areas inspected: preoperational test program, including 
requirements & implementation, test procedure reviews. test 
results evaluation & test witnessing. 

NICHOLAS. H. H. . GESALTA. L. S. , BETTENHAUSEN, L. Region 1. Office of 
Director. 84/12/24. Bpp. 28317:250. 24X Fiche: 50-423. 85/01/03, 

8501110041. 


8501140074 Responds to NRC 841026 SALP Rept 50-423/84-19. Deletion of 
statement re use of simulator for initial license exams & 
correction of SALP rept. Section IV fi w/reconsideration of 
rating 8c trend requested. 

COUNSIL. W.G. Northeast Nuclear Energy Co. (sobs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities, 85/01/04, 
STAROSTECKI.R. Region 1, Office of Director. 14pp, 28361:111. 24X 

Fiche: 50-423. 85/01/04, 8501140074. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness ti Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000. 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. I09pp. 28537:193. 24X Fiche: 50-000. 85/01/11, 8501080502. 


8501240275 Fotwardf Insp ?ept 50^423/84-22 on 841015-19. No violation 
noted. 

MARTIN. T.T. Region 1. Office of Director. 85/01/11. COUNSIL. W.G. 
Northeast Nuelq«r Energy Co. (subs, of Northeast Utilities). 2pp, 
28542; 266. Fieht: 5<>-423. 85/01/11. 8501240275. 

— 8501240200 Insp Rept 50^3/84-22 on 041015-19. No violation noted. 
Major areas inspected; licensee action on previous insp 
findings, prsoperatipnal tept program it tours of facility. 

NICHOLAS, N. H- . GESALTA. L. S, . BETTENHAUSEN. L. Region 1. Office of 
Director. 84/12/11. 7pp, 28542:268. 24X Fiche: 50-423. 85/01/1 1. 

8501240275, 
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8501.100655 IE Info Notice 85-003j "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDANj E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15i 8501100655. 


8501160196 IE Info Notice 85-004, "Inadeciuate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501 160196. 


8501290445 Responds to NRC 841221 Itr re violations noted in Znsp Rept 
50-423/84-20. Corrective actions: SSiW field QC Sc QA personnel 
initiated surveillance insp to ensure compliance w/welding 
electrode procedure St welder involved terminated. 

COUNSIL, W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 85/01/18. 
STAROSTECKI.R. Region 1, Office of Director. 3pp. 28616:243. 24X 

Fiche: 50-423, 85/01/18, 8501290445. 


8501300664 Forwards recLuest for addl info re application for OL. NRC 
840807-10 audit of detailed control room design review 8e 
summaries of contractor observations re ultrasonic insp 
end. NRC onsite audit of SPDS implementation planned. 

YOUNGBLOOD, B. J, Licensing Branch 1. 85/01/18. COUNSIL, W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Upp. 
28671: 218. 24X Fiche: 50-423, 85/01/18, 8501300664. 


— 8501300669 Summarizes 841109 meeting w/Northeast Utils it Westinghouse 
at site to observe «< evaluate effectiveness of ultrasonic 
insp of cast stainless steel welds in primary piping sys. 

TAYLOR, T.T. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 84/11/21. HUM, M. Materials Engineering Branch. 

6pp. 28671:258. 24X Fiche; 50-423, 85/01/18. 8501300664. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc, 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 65-007, "Contaminated Radiography Source 
Shipments, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs it related correspondence 


8501230082 Further response to FOIA request for seven categories of 
documents re failures in electrical relays. Forwards App A 
documents. Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. BELL, N. 
Nuclear Information & Resource Service. 2pp. 28536:003. 24X 

Fiche: 50-000, 84/05/24, 8501230082. 


8501100777 Interim Significant Deficiency Rept SD-65 re design it const 
of GE SAM timing relays. Initially reported on 841115. 

Investigation continuing. Next rept will be submitted by 
850219. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W. G. Northeast Utilities. 84/12/14, 

HURLEY, T.E. Region 1, Office of Director. Ip. 28345:260. 24X 

Fiche; 50-423, 84/12/14, 8501100777. 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 it PC-2.3 emergency diesel 
generators. All valve hplders w/improper radius will be 
replaced. 

MORIARIty, J>lf., Calf? Industries, Inc. 84/12/20. KEPPLER,J. G. 

Raglon 3, Office of Director. 7pp. 28202: 085. 24X 

Fiche; 50-090,^/12/^0, 0501070316. 

8501310034 Interim Potential Significant Deficiency Rept SD-67 re 
improper installation of conduit seal for Roseroount pressure 
transmitters. Initially reported on 841214. Conduit seals to 
be reworked. Next rept by 850314. 

COUNSIL, W. 0.. , OPEKA, J, F, Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 85/01/11. 
HURLEY, T.E. Region 1, Office of Director. 2pp. 28686:005. 24X 

Fiche: 5.Q^4^, .B5/Q1 / 1 1 , 8501310034. 


8501310027 Final Significant Deficiency Rept SD-59 re process control 
cabinets supplied by Westinghouse. Initially reported on 
840919. All software deficiencies corrected. Each loop within 
cabinets will be verified as functional. 

COUNSIL, W. G. , SEARS, C.F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). COUNSIL, W. G. Northeast Utilities. 85/01/15. 
HURLEY, T.E. Region 1, Office of Director. 2pp. 28686:011. 24X 

Fiche; 50-423. 85/01/15, 8501310027. 


V. Operator Examinations 


8501140074 Responds to NRC 841026 SALP Rept 50-423/84-19. Deletion of 
statement re use of simulator for initial license exams it 
correction of SALP rept. Section IV B w/r econsideration of 
rating & trend requested. 

COUNSIL, W.G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL, W.G. Northeast Utilities. 85/01/04. 

STAROSTECKI, R. Region 1, Office of Director. 14pp. 28361:111. 24X 

Fiche: 50-423, 85/01/04, 8501140074. 


DOCKET 50-424 VDGTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents it correspondence 


8501150196 FOIA request for documents re allegations, insps it 
investigations concerning possibility that portions of plant 
built 10 ft off-grade. 

BELL, N. Nuclear Information & Resource Service. 84/03/23. Office 
of Administration. 2pp. 28392:306. 24X Fiche; 50-424, 84/03/23, 

8501150196. 


8501150191 Responds to FOIA request for documents re plant being built 
off-grade. 

FELTON, J. M. Division of Rules and Records. 84/05/08. BELL, N. 
Nuclear Information it Resource Service. Ip. 28392:305. 24X 

Fiche; 50-424, 84/05/08, 8501150191. 


8501180413 Partial response to FOIA request for documents re SER - OL 
stage. Documents listed in Apps A Sc B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON, J.M. Division of Rules and Records. 84/07/05. BELL, N. 
Nuclear Information Sc Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


—8301180431 Comments on Bechtel Oct 1982 rept, "Studies of Postulated 
Millett Fault. " Conclusion that hydrologic data provide no 
basis to support or preclude existence of fault acceptable. 

CHERY, D. L. Hydrologic Sc Geotechnical Engineering Branch. 

83/01/12. ALTER MAN, I. B. Geosciences Branch. Ip. 28479:312, 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8312150388 Submits list of specific safety-related structures, sys Sc 
components being reviewed as shown in FSAR Table 3. 2. 2-1. 

LEAR, G. Structural Sc Geotechnical Engineering Branch. 83/12/07. 
PARTLOW, J. G. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 3pp. 28479:211. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8312220152 Forwards request for addl info based on Chapter 12 Sc other 
pertinent sections of FSAR. Site visit planned. 

CONGEL, F. J. Radiological Assessment Branch. 83/11/30. ADENSAM, E. 

Licensing Branch 4. 6pp. 28478:077. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


'8312230025 Forwards branch questions for FSAR review re total peaking 
factor Sc control rod withdrawal. 

BERLINGER, C. H. Core Performance Branch. 83/12/19. ADENSAM, E. 
Licensing Branch 4. 2pp. 28479:324. 24X Fiche: 50-000, 84/07/05, 

8501180413, 


— 8312230094 Forwards appropriate pages from Table 3, 2. 2-1 of FSAR re 
safety-related structures sys, components within Meteorology 
Sc Effluent Treatment Branch purview, including turbine 
sealing sys Sc data collection equipment. 

GAMMILL, W. P. Meteorology Sc Effluent Treatment Branch. 83/12/09. 
ANKRUM, G. T. QA Branch. 32pp. 28478:213. 24X 

Fiche: 50-000, 84/07/05, 8501180413, 


— 8312230165 Forwards request for addl info on FSAR. 

REGAN, W.H. Site Analysis Branch. 83/12/09. ADENSAM, E. G. 
Licensing Branch 4. 3pp. 28479:009. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8401120048 Forwards request for addl info re Sections 6.5.1,10.4.2, 
10.4.3,15.7.3 Sc Chapter 11 of FSAR to complete evaluation. 
GAMMILL, W.P, Meteorology Sc Effluent Treatment Branch. 83/12/23. 
ADENSAMiE. 0. Licensing Branch 4. 13pp. 28478:245, 24X 

Fiche; 50-000, 84/07/05, 8501180413. 
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— B401190155 Forwards request for info re status of unresolved safety 
issues for facility. Info from applicant should include 
summary description of relevant programs & interim measures 
taken pending resolution of issues. 

KNIEUK. Generic Issues Branch, 84/01/05. ADENSAM, E. Licensing 
Branch 4. 2pp. 28478:107. 24X Fiche; 50-000, 84/07/05* 8501 180413. 


— 8402010246 Reviews Q-list (FSAR Tables 3.2-1 & 3.2-2), in response to 
831129 request. Site drainage sys,roof scuppers St water 
storage tank dikes should be added to Q-list. 

BALLARD, R. L. Environmental St Hydrologic Engineering Branch. 
84/01/24. HAASS, W. P. QA Branch. MILLER, M. A. Licensing Branch 4. 
2pp. 28479:313. 24X Fic he: 50-000, 84/07/05, 8501 180413. 


— 8402030434 Forwards draft safety questions re design basis groundwater 
level St site drainage, for transmittal to applicant prior to 
840206 site visit. 

BALLARD, R.L. Environmental 8< Hydrologic Engineering Branch. 

84/01/24. ADENSAM, E. Licensing Branch 4. 5pp. 28479:213. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8402100304 Notification of 840321-22 environ site visit. Proposed agenda 
items should be forwarded to M Miller by 840214. 

ADENSAM, E.O. Licensing Branch 4. 84/02/07. JACKSON, R. E. 

Geosciences Branch. BALLARD, R. L. Environmental St Hydrologic 
Engineering Branch. HULMAN, L. G. Accident Evaluation Branch. Ip. 
28479: 339. 24X Fiche: 50-000, 84/07/05, 8501180413. 


—8402150536 Forwards request for addl info re FSAR Sections 5. 2 St 5. 4, 
for continuing branch review. 

SHERON, B. U. Reactor Systems Branch. 84/02/07. ADENSAM, E. 
Licensing Branch 4. 20pp. 28478:140. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8402230263 Discusses agenda for Mar site visit S< visit w/county St local 
planning officials to discuss socioeconomics, geography St 
demography in site vicinity. 

REGAN, M.H. Site Analysis Branch, 84/02/13. ADENSAM, E. G. 

Licensing Branch 4. 2pp. 28479:007. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


—8402280221 Forwards requests for addl info re safety review site 
visit planned for 840306-09 by Geotechnical Engineering Sc 
Reactor Sys Branch. 

ADENSAM, E.G. Licensing Branch 4. 84/02/21. FOSTER, D. Georgia 

Power Co. 26pp. 28479:232. 24X Fiche: 50-000, 84/07/05, 8501180413. 


— 8403010556 Advises of review of Q-list in FSAR Table 3. 2. 2-1. Q-list 
does not contain hydrogen sulfide, ch lorine St radiation 
monitors for control room air intakes. 

HULMAN,L. G. Accident Evaluation Branch. 84/02/15. ANKRUM, G. T. 

QA Branch. Ip. 28478:083. 24X Fiche : 50-000, 84/07/05, 8501 180413. 


— 8403020314 Forwards request for addl info re FSAR St TMI Item II. B. 3. 
Response requested by 840715. 

BENAROYA, V. Chemical Engineering Branch. 84/02/27. ADENSAM, E. 
Licensing Branch 4. 2pp. 28478:132. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8405150301 Forwards Hydrologic Engineering Section addl safety St 
environ questions requiring response. 

BALLARD, R. L. Environmental St Hydrologic Engineering Branch. 
84/04/30. ADENSAM, E. Licensing Branch 4. 11pp. 28479:246. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8405210561 Forwards branch questions needed to complete evaluation of 
FSAR, based on review of listed sections. 

GAMMILL, W. P. Meteorology St Effluent Treatment Branch. 84/05/14. 
ADENSAM,E. 0. Licensing Branch 4. 13pp. 28478:275. 24X 

Fiche: 50-000,84/07/05, 8501180413. 


— 8405210620 Forwards summary of 840306-07 site visit St agreements 
reached on request for addl info re Geotechnical Engineering 
Branch review. U/o end. 

LEARiG. Structural St Geotechnical Engineering Branch. 84/05/11. 
ADENSAM, E.G. Licensing Branch 4. 55pp. 28479:257. 24X 

Fiche: 50-000,84/07/05, 8501180413. 


— 8405250257 Forwards request for addl info re seismic St quality group 
classification of structures, sys St components Sc compliance 
Ui/IOCFRSO. 55a. 

BOSNAK, R. J. Mechanical Engineering Branch. 84/05/16. ADENSAM, E. 
Licensing Branch 4. 5pp. 28478:088. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8405260483 Forwards request for addl info based on review of Chapter 15 
of FSAR. 

SHERON, B.W. Reactor Systems Branch. 84/05/14. ADENSAM, E. 

Licensing Branch 4. 36pp. 28478:177. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8405290128 Forwards NRC questions St staff positions re BNWL review of 
util initial test programs described in Chapter 14. 0, Section 
14.2 of FSAR. End should be forwarded to applicant. 

ZIEMANN, D. L. Procedures St Systems Review Branch. 84/04/17. 
ADENSAM,E. G. Licensing Branch 4. 11pp. 28479:195. 24X 

Fiche: 50-000.84/07/05, 8501180413. 


— 6406060165 Requests resolution of end comments to assure that 
identified items are within scope of QA program St in 
compliance W/10CFR50, App B. 

BOSNAK, R.J. Mechanical Engineering Branch. 84/05/25. ANKRUM, G. F. 

Quality Assurance. 2pp. 28478:093. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8406260201 Requests end questions, prepared by BNWL, on Section 4.2 of 
FSAR be forwarded to applicant. 

BERLINGER, C. H. Core Performance Branch. FIN B-2544. 84/06/18. 

ADENSAM, E. Licensing Branch 4. 2pp. 28479:337. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8406260494 Forwards revised 831129 review schedule. Initiation of review 
delayed until 840201 to allow higher priority work to be 
accomplished in timely manner. 

MILLER, M. A. Licensing Branch 4, 83/12/16. TERAO, D. Mechanical 

Engineering Branch. 3pp. 28479:208. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8403140268 Trip rept of 840305-06 site visit w/util, Bechtel 8t Southern 
Co Sves to upstream dams to become familiar w/features re 
potential dam failures & flood effects. 

STALEY, G.B. Environmental & Hydrologic Engineering Branch. 

84/03/06. BALLARD, R. L. Environmental St Hydrologic Engineering 
Branch. 2pp, 28479:321. 24X Fiche; 50-000, 84/07/05, 8501 180413. 


—8404260161 Forwards request for addl info re FSAR Sections 3. 3, 3. 4. 2, 
3. 5. 3, 3. 7 St 3. 8 for transmittal to applicant. 

LEAR, G. Structural St Geotechnical Engineering Branch. 84/04/13. 
ADENSAM, E.G. Licensing Branch 4. 6pp, 28479:240. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


*8405010091 Forwards request for addl info based on branch review of 
appropriate sections of FSAR. 

BUTLER, W. Containment Systems Branch. 84/04/19, ADENSAM, E. 
Licensing Branch 4. 12pp. 28478:095. S4X Fiche: 50-000, 84/07/05, 

8501180413. 


—8405010133 Forwards branch request for eddl info re Section 6.3 of 
FSAR. Fleview teeiinig* continued. 

SHERON, B.W. Reactor Systems Branch. 84/04/16. ADENSAM, E. 
Licensing Branch 4. 17pp. 28478:160. ?4X Fiche; 50-000, 84/07/05, 

8501180413. 


— 8501180463 Forwards Work Assignment 2 for Project 2, "Meteorological 
Data Tape & Computer Code Support, " of technical assistance 
contract, "Meteorological Data Assessment Program. " Work 
assignment requests specific computer code support. 

FAIROBENT, J. E. Meteorology it Effluent Treatment Branch. FIN 
B-2537. 84/03/06. VAN RAMSDELL, J. Bettelle Memorial Institute, 

Pacific Northwest Laboratories, 5pp. 28478:258. 24X 

Fiche; 50-000, 84/07/05, 8501180413. 


— 8501180498 Forwards requests for addl info developed during review of 
FSAR Chepter 14 re initial plant test program. Review 
conducted through Amend 4. Listing of items requiring 
resolution end, 

GRUEL, R.L. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/04/04. LONG, W. 0. Procedures & Systems Review 
Branch. 13pp. 28479:182. 24X Fiche; 50-000, 84/07/05, 8501180413. 


8501280702 Second response to FOIA request for six categories of 
documents re Charleston earthquake of 1886 & seismic design 
for facilities. Forwards documents listed in app. Documents 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 04/07/06. BELL, N. 
Nuclear Information it Resource Service. 2pp. 2S630: 159. 24X 

Fiche; 50-424, 84/07/06, 8501280702. 


— 8405140518 Requests addl info on mcteorologt^y^ resulting from review of 
FSAR for facility. Process of extracting met«orologlcal data 
from magnetic tape provided by applicant ^in progress. 

Questions end, ‘ 

GAMMILL, W.P. Meteorology it Effluent Tneatm«nt Branch. B4/Q4/26. 
ADENSAM, E.G. Licensing Branch 4. 12pp. 28478:263. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


8501280654 Respond^ to FOIA request for all documents dealing w/testing 
of P-4 interlock /*^or Westinghouse 8SPS. App A k B documents 
available in PPR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche; 50-000, 84/07/27,8501280654. 
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— 840425009’2 Forwards request for addl applicant info t* agenda items re 
detailed instrumentation & control & fluid sys schematic 
drawings to explain sys designs tt verify that design bases 
Ic regulatory criteria met. Written response requested. 

ROSAj F. Instrumentation & Control Systems Branch. 84/04/12. 
ADENSAMiE. Licensing Branch 4. 21pp. 28632:270. 24X 

Fiche: 50-000» 84/07/27, 8501280654. 


8501150465 Informs that statistical St technical info re cable 
separation being collected to assist in engineering 
evaluation. Schedule for completion of evaluation will be 
submitted by 850222. 

FOSTER, D.O. Georgia Power Co. 84/12/07. O'REILLY, J. P. Region 2, 
Office of Director. Ip. 28414:263. 24X Fiche: 50-424. 84/12/07, 

8501150465. 


8501180363 Forwards nonproprietary St proprietary WCAP-10750 & 
WCAP-1069S, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld <ref 10CFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000,84/12/20, 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070636 Requests remittance of review costs for Unit 1 8t Unit 2 OL 
application reviews. 

MILLER, W.O. License Fee Management Branch. 84/12/28. FOSTER, D. 
Georgia Power Co. Ip. 28229:338. 24X Fiche: 50-424, 84/12/28, 

8501070636. 


8501080322 Summary of 841213 meeting w/uti 1, Westinghouse, Bechtel St 
Southern Co Svcs re status of open St confirmatory items 
believed to be closed, including thermal hydraulic design 
comparison St rod bowing analysis. 

MILLER, M. A. Licensing Branch 4. 84/12/31. Licensing Branch 4. 

Spp, 28271:282. 24X Fiche: 50-424, 84/12/31, 8S010S0322. 


8501080341 Requests info required to complete determination of effect 
that plant operation St maint activities may have on Francis 
Plantation, listed in Natl Register of Historic Places. 

ADENSAM,E. G. Licensing Branch 4. 84/12/31. FOSTER, D. O. Georgia 

Power Co. 2pp. 28271:272. 24X Fiche: 50-424. 84/12/31. 8501080341. 


8501110193 Forwards proprietary "Rept of Archaeological Resource 
Testing on Cultural Property 9 HK 33 <GP-HK-OS)" Sc "Vogtle- 
Ef f ingham-Thalmann Transmission Line, Tentative Resource 
Treatment Plan. " Repts withheld. 

FOSTER, D.O. Georgia Power Co. 85/01/04. ADENSAM,E. 0. Licensing 
Branch 4. 2pp. 28310:289. 24X Fiche: 50-424. 85/01/04, 8501110193. 


8501110293 Forwards revised damping values for piping analysis. Rept 
details recent Sc extensive body of test data which 
identifies significant conservatism in current design basis. 

Review requested. 

FOSTER, D.O. Georgia Power Co. 85/01/04, ADENSAM, E. 0. Licensing 
Branch 4. 9pp. 28309:310, 24X Fiche: 50-424, 85/01/04, 8501110293. 


8501110331 Summary of 841212 meeting w/uti 1, Bechtel, SCS Sc Westinghouse 
in Bethesda, MD re review of power sys area. List of 
attendees encl. 

HOPKINS, U.B. Licensing Branch 4. 85/01/07. Licensing Branch 4. 

3pp. 28374:263, 24X Fiche: 50-424, 85/01/07* 8501 110331. 

8501160544 Trip rept of Caseload Forecast Panel 841115-16 site visit re 
review of const progress to assess projected fuel load date. 

MILLER, M. A. Licensing Branch 4. 85/01/08. Licensing Branch 4. 

235pp. 28439:059. 24X Fiche: 50-424. 85/01/08, 8501 160544. 


8501180532 Raquests info discussed in Section 9.2.3 of encl BNL draft 
technical evaluation rept, "Review of Vogtle Units 1 & 2 
Auxiliary Feedttiater Sys Reliability Analysis. " Conference 
telcon re rept requested. 

ADENSAM,E. G, Licehsing Branch 4. 85/01/10. FOSTER, D. 0. Georgia 

Power Co, 2pp. 284^: 011. 24X Fiche: 50-424, 85/01/10, 8501180532. 


— 8501 18Q!^3S Draft "Review of Vogtle Units 1 8c 2 Auxiliary Feedwater Sys 
Reliability Analysis," technical evaluation rept. 

FRESCO, A. , YOUNGBLOOD, R. , PAPAZOGLOU, I. A. Brookhaven National 
Laboratory. FIN A-.3702. 84/10/31. NRC - No Detailed 

Affiliation Given. 95pp. 28403:013. 24X Fiche: 50-424, 85/01/10, 

8501180532. 


8501230133 Application for amend to CPPR-108 8< CPPR-109, exempt ing 
applicant from requirements of 10CFR50, App A, GDC 4 re 
dynamic effects associated w/RCS main loop pipe breaks. Fee 
paid. 

FOSTER, D.O. Georgia Power Co. 85/01/11. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28515:361. 24X Fi che; 50-424, 85/01/1 1 , 8501230133. 


8501210449 Forwards request for addl info re equipment qualification 
program. Response must be submitted 4 months prior to onsite 
audit. 

ADENSAM,E.O. Licensing Branch 4. 85/01/15. FOSTER, D.O. Georgia 

Power Co. Spp. 28495:024. 24X Fiche: 50-424. 85/01/15, 8501210449. 


8501230051 Forwards info requested by NRC re UHS analysis. Info 
Includes tower performance curves, flow ratio vs water depth 
8c shutdown heat leads. 

BAILEY, J. A. Georgia Power Co. 85/01/18. ADENSAM, E. G. Licensing 
Branch 4. 20pp. 28512:190. 24X Fiche: 50-424, 85/01/18, 8501230051. 


8501230378 Forwards "Technical Basis: ODC-51 Compliance." Rept reflects 
correction from 1-inch to 1 1/2-inch from limiting matl 
thickness of personnel loc k. Submittal supercedes 840716 
GDC-51 rept. 

FOSTER, D.O. Georgia Power Co. 85/01/18. ADENSAM, E. G. Licensing 
Branch 4. Ip. 28508:323. 24X Fiche: 50-424, 85/01/18, 8501230378. 


— 8501230383 "Technical Basis:0DC-51 Compliance." 

* Georgia Power Co. 84/12/01. 11pp. 28508:324. 24X 

Fiche: 50-424. 85/01/18, 8501230378. 


D. NRC Draft/Final Environmental Statements, suppls Sc correspondence 


8501080269 Comments on DES. Consideration not given to possible routes 
for spent fuel transport, evacuation, pro j ected cost estimate 
for shipping spent fuel Sc onsite storage facilities. 

Responses to concerns requested. 

GORDON, J. E. Sierra Club. 85/01/03. Division of Licensing. Spp. 
2S233: 259. 24X Fiche; 50-424, 85/01/03, 8501080269. 


8501080351 Forwards comments on DES, in response to 841116 FR notice. 
FOSTER, D.O. Georgia Power Co. 85/01/04. ADENSAM, E. 0. Licensing 
Branch 4. 22pp. 28230:249. 24X Fiche: 50-424, 85/01/04, 8501080351. 


8501100161 Requests NRC conduct public hearings on DES re operation of 
plant due to magnitude of environ Sc economic impacts on 
citizens of State of GA. Need for power issue should be 
included in future environ Sc economic analyses. 

CLEMENTS, T. Affiliation Not Assigned. 85/01/04, Division of 
Licensing. Spp. 28298:346. 24X Fiche: 50-424, 85/01/04, S501 100161. 


8501250390 Submits comments on DES < NUREG- 1087 ). Plant operation Sc 
placement into rate base would cause electric rate 
increases, economic dislocation, rising unemployment Sc 
industry shutdown. 

JOHNSON, T. Campaign for Prosperous Georgia. 85/01/04. NRC - No 
Detailed Affiliation Given. 17pp. 28547:218. 24X 

Fiche: 50-424, 85/01/04, 8501250390. 


8501100425 Forwards comments re DES <NUREG-10B7) . Further info needed on 
Page S of DES re routing another 230-kV line to State of SC. 

Main purpose of operation of facility is out of state sales. 

TEPER.D. Affiliation Not Assigned. 85/01/05. Division of 
Licensing. 6pp. 28289:341. 24X Fiche: 50-424, 85/01/05, 8501100425. 


8501100010 Comments on DES. Ebenezer Creek Swamp area will be adversely 
affected, as result of transmission lines. Adverse impact 
expected for tome endangered species. DES should not be 
approved until questions resolved. 

STANGLER, C. A. Georgians Against Nuclear Energy. 85/01/06. 

Division of Licensing. Ip. 28289:358. 24X Fiche: 50-424, 05/01/06, 

8501100010. 


8501140515 Advises of incorporation of 850107 U Lawless -'St 850103 
JE Gordon comments into 850104 comments re DES <NUREG|-*i;O07). 

JOHNSON, T. Ciawpaign for Prosperous Georgia. 85/01/07,' Division 
of Licensing. Ip, 28376:321. 24X Fich e: 50-424, 85/01/07, 8501140515. 


8501150248 Comments on DES. 

LAWLESS. W.F. Affiliation Not Assigned. 85/01/07. ,ABSEH0AW,E. NRC - 
No Detailed Affiliation Given. 8pp. 28379:258. 24X 

Fiche: 50-424, 85/01/07, 8501150248. 


8501180045 Forwards detailed comments on DES re air qiiiiii'fey, wiater 
quality;, wetland ilPpedts St noise. Addl info St clarification 
raquesiad ’^*^ quality St supplemental measures sui-gfeted 

for potential wetland St noise impacts. 

MOORE, 8. N. Environmental Protection Agency. 85/01/10. MILLER, M. 
Division of Licensing. 4pp. 28465:254. 24X Fiche: 50^24» 85/01/10. 

8501180045. 
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8501180196 Forwards comments on DESi replac ing handwritten comments 
submitted on 850107. Subj too complex to study in allotted 
time. Draft should receive full peer review before 
publication. 

LAWLESS* W. F. Paine College* Augusta* GA. 85/01/11. ADENSAM* E. 
Division of Licensing. 25pp. 28454:159. 24X Fiche: 50-424* 85/01/1 1* 

8501180196. 


E. NRC Safety Evaluation Report (SER)* suppls & correspondence 


8501180281 FOIA request for documents re SER - DL stage for facilities. 
BELL* N. Nuclear Information it Resource Service. 84/06/01. 

FELTON* J. M. Division of Rules and Records. 2pp. 28466:297. 24X 

Fiche: 50-424* 84/06/01* 8501180281. 


8501180290 Addl response to FOIA request for documents re SER - OL 
stage for facilities. Documents in App A already in PDR. 

Document in App B being placed in PDR. Review not completed 
on request. 

FELTON* J. M. Division of Rules and Records. 84/07/13. BELL* N. 
Nuclear Information Sc Resource Service. 3pp. 28466:299. 24X 

Fiche: 50-424, 84/07/13. 8501180290. 


8501100383 Summary of 841213 meeting w/util re Open Items 90-97 
identified in 841106 draft SER. App licant informed of 
interpretation of 10CFR50. 31<e) re operators remaining in 
active status by performing duties 8 h per shift per month. 

MILLER* M. A. Licensing Branch 4. 84/12/21. Licensing Branch 4. 

4pp. 28357: 101. 24X Fiche: 50-424* 84/12/21* 8501100383. 


6501030069 Forwards marked-up Section 17* "QA* " of draft SER* per 
841212 memo, 

GRACE* J. N. Division of QA* Safeguards Sc Insp Programs 
<830103-850212). 84/12/27. NOVAK* T. M. Assistant Director for 

Licensing. 19pp. 28190:339. 24X Fiche: 50-424* 84/12/27* 8501030069. 


8501020329 Forwards "Plant Vogtle Settlement Review. “ Rept partially 
addresses draft SER items re settlement. Presentation of 
settlement data Sc sectional views of Category 1 piping will 
be addressed separately. 

FOSTER, D.O. Georgia Power Co. 84/12/28. ADENSAM, E. G. Licensing 
Branch 4. Ip. 28139:026. 24X Fiche: 50-424* 84/12/28* 8501020329. 


— 8501020332 "Plant Vogtle Settlement Review. " 

* Georgia Power Co. 84/09/30. 47pp. 28139:028. 24X 

Fiche: 50-424* 84/12/28* 8501020329. 


8501170055 Notification of 850130 meeting w/util* Bechtel* Westinghouse Sc 
Southern Co Sves* Inc in Bethe5da*MD to discuss equipment 
qualification program Sc open items identified in 841106 
draft SER. 

MILLERiM. A. Licensing Branch 4. 85/01/10. ADENSAM* E. G. Licensing 

Branch 4, 3pp. 28445:347, 24X Fiche: 50-424* 85/01/10* 8501170055. 


8501310150 Forwards clarification of NRC requests re resolution of 
hydrologic engineering open items identified in 841211 draft 
SER. Discussion of groundwater monitoring anticipated for 
850123 geotechnical meeting. 

ADENSAM* E. G. Licensing Branch 4. 85/01/22, FOSTER* D. □, Georgia 

Power Co. 7pp, 28686:316. 24 X Fiche: 50-424* 85/01/22* 8501310150. 


F. Security* medical* emergency Sc fire protection plans 


8501150178 Responds to FOIA request for SECY-84- 176. SECY end. 

FELTON, J. M. Division of Rules and Records. 84/07/03. WISE, J. R. 
Bishop* Liberman* Cook, Purcell Sc Reynolds. Ip. 28392:290. 24X 

Fiche: 50-336* 84/07/03* 8501150178. 


— 8405180023 Recommends Commission agree w/staff approval of licensee 
position to provide alternate location for certain emergency 
operations facility functions. Alternate facility 40 miles 
from site. 

DIRCKS*W. J. Office of the Executive Director for Operations. 
SECY-84-176. 84/04/26. I4pp. 28392:291. 24X 

Fiche: 50-336* 84/07/03* 8501150178. 


8501180413 Partial response to FOIA request for documents re SER - QL 
stage. Documents listed in Apps A Sc B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON* J. M. Division of Rules end Records. 84/07/05. BELL, N. 
Nuclear Information Sc Resource Service. 7pp. 28478:070, 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8404130444 Forwards FSAR review questions* based on radiological 
consequence evaluations of Chapter 15* proposed fission 
product control sys S< control room habitability envelope, 

HULMAN, L. C. Accident Evaluation Branch. 84/03/30. ADENSAM* E. 
Licensing Branch 4. 4pp. 67267:065. 24X Fiche; 50-000* 84/07/05* 

8501180413 . 


— 8404250063 Forwards request for addl info re fire protection program 
Sc compliance w/NUREG— 0600 guidel ines. Inf o needed by 840701 
to meet review schedule. 

BENAROYA*V. Chemical Engineering Branch. 84/04/12. ADENSAM, E. G. 
Licensing Branch 4. 6pp. 28478:134. 24X Fiche: 50-000* 84/07/05, 

8501180413. 


— 8405170052 Forwards request for addl info covering portions of FSAR* 
up to Sc including Amend 5 re fire protection associated 
circuit review. 

PARR*0. D. Auxiliary Systems Branch. 84/04/30. ADENSAM* E. 
Licensing Branch 4. 23pp. 28478:109. 24X Fiche: 50-000, 84/07/05* 

8501180413. 


— 8405250362 Forwards request for addl info re operating S< maint 
procedures* FSAR Section 13.5.2 Sc 15. 8. Requests transmittal 
of request to applicant. 

2IEMANN*D. L. Procedures Sc Systems Review Branch. 84/04/13. 
ADENSAM* E. Licensing Branch 4. 2pp. 28479:206. 24X 

Fiche: 50-000. 84/07/05* 8501 1 80413, 


-8406210544 Discusses Savannah District dam safety plan. Plan Sc related 
maps forwarded under separate cover. Plan addresses 
emergencies re above normal reservoir water levels 8</or 
rapid release of large vol of water past dam. 

MILLER* R. C. Army* Dept, of* Corps of Engineers. 84/01/27. 
STALEY.G. D NRC - No Detailed Affilia'tion Given. Ip. 28479:323. 
24X Fiche: 50-000*84/07/05,8501180413. 


B501180290 Addl response to FOIA request for documents re SER - OL 
stage for facilities. Documents in App A already in PDR. 

Document in App B being placed in PDR. Review not completed 
on request. 

FELTON* J.M. Division of Rules and Records. 84/07/13. BELL, N. 
Nuclear Information Sc Resource Service. 3pp. 28466:299. 24X 

Fiche: 50-424* 84/07/13, 8501180290. 


— 8405020101 Requests that end comments Sc draft Itr be submitted to 
applicant indicating that addl info Sc commitments required 
before emergency plan found acceptable. Plan reviewed against 
10CFR50*App E St Suppl 1 to NUREG-0737. 

MATHEWS.D. B. Emergency Preparedness Branch. 84/04/16. 
ADENSAM.E. G. Licensing Branch 4. 15pp. 28466:302. 24X 

Fiche: 50-424* 84/07/13* 8501180290. 


8501030408 Notification of 850124 meeting w/uti 1* Southern Co Sves & 
Bechtel in Bethesda.MD to discuss safe shutdown Sc alternate 
shutdown. 

MILLER* M. A. Licensing Branch 4. 84/12/20. ADENSAM* E. G. Licensing 

Branch 4. 2pp. 28194:361. 24X Fiche: 50-424* 84/12/20* 8501030408. 


8501100565 Notification of 850129 meeting w/util* Southern Co Sves Sc 
Bechtel in Bethesda*MD to discuss safe shutdown Sc alternate 
shutdown. Date of meeting changed from 850124. 

MILLERiM. A. Licensing Branch 4. 85/01/07. ADENSAM* E. G. Licensing 

Branch 4. 2pp. 28357:201. 24X Fiche: 50-424* 85/01/07, 8501 100565. 


8501100621 Generic Ltr 85-01 to all power reactor licensees St all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09*8501100621. 


G. Adjudicatory correspondence 


8501080413 Multiple notices of appearance in proceed ing. Certificate of 
Sve end. 

WHITNEY* C. W. * GREENE* K.C.* DAVENPORT* H. M. Georgia Power Co. #185 
954, 85/01/03. 5pp. 28231:045. 24X Fiche: 50-424* 85/01/03* 

8501080413. 


8501090207 Request for leave to withdraw 841218 motion to compel 
d iscovery. Motion moot due to interveners filing of 
affirmation to response to NRC 841101 interrogatories. 

Certificate of Sve end. Related correspondence. 

BORDENICK* B. M. Hearing Branch 3. #185 978. 85/01/03. Atomic 

Safety and Licensing Board Panel. 3pp. 28254:232. 24X 

Fiche: 50-424. 85/01/03* 8501090207, 


8501080346 Forwards applicant second set of interrogator ies Se request 
for production of documents Sc applicant third set of 
interrogatories Sc request for production of documents. 

W/Q listed notices of eppearance. Related correspondence. 

JOINER* J.E. Troutman* Sanders* Lockerman Sc Ashmore. JOINER* J.E. 
Georgia Power Co. #185 951. 85/01/04. FOWLER, L. Legal 

Environmental Assistance Foundation. Ip. 28230:271. 24X 

Fiche: 50-424, 85/01/04* 8501080346. 
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— 8501080355 Second set of interrogatories it request for production of 
documents re contentions accepted by ASLB in 841105 
memorandum & order on ruling of intervenor objections to 
840905 order. Related correspondence, 

JOINERi J. E. Georgia Power Co. JOINER* J.E. Troutman* Sanders* 
Lockerman S« Ashmore. 85/01/04. 62pp. 28230:272. 24X 

Fiche: 50-424. 85/01/04* 8501080346. 


— 8501080367 Third set of interrogatories it request for production of 
documents re contentions accepted by ASLB in 840905 
memorandum it order on special prehearing conference. 

Certificate of Svc end. Related correspondence. 

JOINER. J. E. Georgia Power Co. JOINER* J.E. Troutman* Sanders* 
Lockerman Sc Ashmore. 85/01/04. 30pp. 28230:334. 24X 

Fiche: 50-424* 85/01/04* 8501080346. 


8501150005 Forwards third set of interrogatories Sc requests to produce 
from Interveners* Campaign for Prosperous Georgia Sc Georgians 
Against Nuclear Energy. Related correspondence. 

JOHNSON* T. Campaign for Prosperous Georgia. JOHNSON. T. Georgians 
Against Nuclear Energy. #185 047, 85/01/09, TROWBRIDGE* G. F. Shaw* 

Pittman. Potts Sc Trowbridge. Ip. 28380: 165. 24X 

Fiche: 50-424, 85/01/09* 8501150005. 


— 8501150008 Third set of interrogatories Sc requests to produce 
identified documents involving Intervenor Contentions 7*10* 

11*12 Sc 14. Certificate of Svc end. Related correspondence. 

JOHNSON, T. Campaign for Prosperous Georgia. JOHNSON, T. Georgians 
Against Nuclear Energy. 85/01/07. Georgia Power Co. 19pp. 

28380: 166. 24X Fiche: 50-424* 85/01/09* 8501150005. 


8501110473 Forwards Region II Insp Repts 50-424/84-34 Sc 50-425/84-34 
for info. Related correspondence. 

BORDENICK.B. M. Hearing Branch 3. #185 024, 85/01/10. 

MARGULIES* M. B. * PARIS. 0. H. * LINENBERCER* G. Atomic Safety and 
Licensing Board Panel, 14pp. 28358:066. 24X Fiche: 50-424* 85/01/10* 

8501110473. 


8501170146 Response to second set of interrogatories Sc request for 
production of documents. Affidavits Se Certificate of Svc 
end. Related correspondence. 

JOINER, J.E. Georgia Power Co. JOINER* J.E. Troutman* Sanders, 
Lockerman it Ashmore. #185 115. 85/01/11. Campaign for Prosperous 

Georgia. 57pp. 28425:232. 24X Fiche: 50-424, 85/01/1 1. 8501170146. 


8501170150 Forwards response to intervenor second set of 
interrogatories & request for production of documents. W/o 
end. Svc list end. Related correspondence. 

JOINER* J. E. Troutman, Sanders. Lockerman Sc Ashmore. JOINER, J. E. 
Georgia Power Co. #185 112. 85/01/11. FOWLER* L. Legal 

Environmental Assistance Foundation. 2pp. 28421:356. 24X 

Fiche: 50-424, 85/01/11* 8501170150. 


8501250432 Forwards Insp Repts 50-424/84-37 8c 50-425/84-37. Related 
correspondence. 

BORDENICK* B. M. Hearing Branch 3. #185 219. 85/01/16. 

MARGULIES, M. B. * LINEBERGER* G. , PARIS, O.H. Atomic Safety and 
Licensing Board Panel. 9pp. 28547:323. 24X Fiche: 50-424, 85/01/16* 

8501250432. 


8501230407 Order granting 850103 request for leave to withdraw motion 
to compel discovery due to Intervenor compliance 8c resulting 
mootness. Served on 850122. 

MARGULIES, M. B. Atomic Safety and Licensing Board Panel. #185 179. 
85/01/18. Georgia Power Co. Ip. 28512:059. 24X 

Fiche: 50-424, 85/01/18, 8501230407. 


8501290310 Forwards affidavits verifying interrogatory responses 
contained in applicant response to intervenor first set of 
interrogatories 8c request for production of documents. Svc 
list end. Related correspondence. 

DAVENPORT, H. M. Troutman, Sanders, Lockerman 8c Ashmore. #185 280. 
85/01/22. FOWI-ER, L. Legal Environmental Assistance Foundation. 
13pp. 28620:226. 24X Fiche: 50-424, 85/01/22, 8501290310. 


H^ General correspondence 


8501250401 Requests public hearing on need for facility prior to 
issuance of OL. 

LITCHFIELD, M. Affiliation Not Assigned. 85/01/03. NRC - No 
Detailed Affiliation Given. 2pp. 28548:272. 24X 

Fiche: 50-424, 85/01/03, 8501250401. 


K, Utility Final Safety Analysis Report (FSAR) it amends 


8501020364 Forwards Amend 12 to FSAR for Vogtle Units 1 8c 2, consisting 
of revised pages 8c responses to 841026 Itr. 

FOSTER,D. O; Georgia Power Co. 84/12/21. ADENSAM, E. G. Licensing 
Branch 4. 3pp. 28163:200. 24X Fiche: 50-424, 84/12/21, 8501020364. 


— 8501020368 Amend 12 to FSAR for Vogtle Units 1 8c 2. 

* Georgia Power Co. 84/12/31. i89pp. 28163:203. 24X 

Fiche: 50-424, 84/12/21, 8501020364. 


Q. Inspection reports, IE Bulletins 8c correspondence 


8501180413 Partial response to FOIA request for documents re SER - DL 
stage. Documents listed in Apps A 8c B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON, J. M. Division of Rules and Records. 84/07/05. BELL, N. 
Nuclear Information it Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8312190393 Forwards NRR draft input for SALP for Nov 1982 - Oct 1983. 
Input based upon input solicited from staff who have contact 
w/util licensing matl. Comments received by 831209 will be 
considered in final rept. Overall Category 2 assigned. 

MILLER, M. A. Licensing Branch 4. 83/12/01. MATTSON, R. Division 

of Systems Integration (post 811005). VOLLMER, R. Division of 
Engineering. BASSETT, H. Division of Automated Information 
Services. 5pp. 28480:003. 24X Fiche : 50-000, 84/07/05, 8501 180413. 


— 8501180513 Forwards final SALP evaluation for Nov 1982 - Oct 1983. W/o 
end. 

MILLER, M. A. Licensing Branch 4. 83/12/29. EISENHUT, D. G. 

Division of Licensing. 23pp. 28479:343. 24X 

Fiche: 50-000, 84/07/05, 8501 1 80413. 


8501180092 Forwards Insp Repts 50-424/84-29 Sc 50-425/84-29 on 
841022-1026. No violations or deviations noted. 

BROWNLEE, V- L. Region 2, Office of Director. 84/11/27. KELLV,R.J. 
Georgia Power Co. 2pp. 28465:035. 24X Fiche: 50-424, 84/11/27, 

8501180092. 


—8501180098 Insp Repts 50-424/84-29 Sc 50-425/84-29 on 841022-26. No 
violations or deviations noted. Major areas inspected: onsite 
design activities, licensee action on previous enforcement 
matters Sc followup on previously identified items. 

WRIGHT, R.W., JACKSON, L. H. , UPRIGHT, C. M. Region 2, Office of 
Director. 84/11/20. 7pp. 28465:037. 24X Fiche: 50-424, 84/11/27, 

8501180092. 


8501180077 Forwards Insp Repts 50-424/84-31 Sc 50-425/84-31 on 
841106-08. No violation or deviation noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/11/28. KELLY, R.J. 
Georgia Power Co. 2pp. 28465:184. 24X Fiche: 50-424, 84/11/28, 

8501180077. 


— 8501180083 Insp Repts 50-424/84-31 Sc 50-425/84-31 on 841106-08. No 
violations or deviations noted. Major areas inspected: 
safety-related pipe support Sc restraint sys. 

LIU, W. C. * BLAKE, J.J. Region 2, Office of Director. 84/11/27. 
4pp. 28465:186. 24 X Fiche: 50-424, 84/11/28, 8501180077. 


8501210281 Forwards Insp Repts 50-424/84-32 Sc 50-425/84-32 on 
840915-1114. No violations or deviations noted. 

BROWNLEE, V. L. Region 2, Office of Director. 84/12/12. KELLY, R. J. 
Georgia Power Co. 2pp. 28500:295. 24X Fiche: 50-424* 84/12/12, 

8501210281. 


— 8501210285 Insp Repts 50-424/84-32 Sc 50-425/84-32 on 840915-1 114. No 
violation or deviation noted. Major areas inspected: in-place 
storage of equipment* electrical cable separation Sc 
electrical cable termination. 

SANDERS* W. F. * SINKULE* M. V. Region 2* Office of Director. 

84/12/10. 5pp. 28500:297. 24X Fiche: 50-424* 84/12/12* 8501210281. 


8412190503 IE Info Notice 84-94* “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, “ Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 12lpp. 28570:042. 24X Fiche: 50-000* 84/12/21, 8412190503. 


8501080281 Requests addl info re IE Bulletin 79-27, "Loss of Non-Class 
IE Instrumentation it Control Power Sys Bus During 
Operation," to complete review of Open Item 65. Response 
requested by 850301 to support SER schedule. 

ADENSAM, E.G. Licensing Branch 4. 94/12/31, FOSTER. D. 0. Georgia 

Power Co. 2pp, 28269:002. 24X Fiche: 50-424, 84/12/31, 8501080281. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10, 8501070401. 
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8501110473 Forwards Region II Insp Repts 50-424/84-34 Zt 50-425/84-34 
■for info. Related correspondence. 

BORDENICK,B. M. Hearing Branch 3. #185 024. 85/01/10. 

MARGULZES.H. B. > PARIS. 0. H. / LINENBERGER. G. Atomic Safety and 
Licensing Board Panel. 14pp. 28358:066. 24X Fiche: 50-424, 85/01/10, 

8501110473. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501250432 Forwards Insp Repts 50-424/84-37 Sc 50-425/84-37. Related 
c orrespondence. 

BORDENICK, B. H. Hearing Branch 3. #185 219. 85/01/16. 

HARGULIES.H. B. , LINEBERGER, G. , PARIS, O.H. Atomic Safety and 
Licensing Board Panel. 9pp. 28547:323. 24X Fiche: 50-424, 85/01/16, 

8501250432. 


8501160196 IE Info Notice 85-004, "Znadeq,uate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of GA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29, Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs Sc related correspondence 


8501160085 Deficiency rept re potential defect in TDI diesel engine 
fuel control levers. Insp determined levers properly pinned 
to shaft. No problem identified. 

FOSTER, D.O. Georgia Power Co. 84/11/29. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 28421:003. 24X Fiche: 50-424, 84/11/29, 

8501160085. 


8501160096 Interim deficiency Sc Part 21 rept re GH-Bettis damper Sc 
valve actuators. Initially reported on 831 116. Actuators 
listed in end will be serviced w/new seals Sc Dow Corning 
Molykote 44 lubricant prior to fuel load. 

FOSTER, D.O. Georgia Power Co. 84/12/06. O 'REILLY, J, P. Region 2, 
Office of Director, 7pp. 28420:302. 24X Fiche: 50-424, 84/12/06, 

8501160096. 


8501090021 Final deficiency rept re unqualified Limitorque operator 
motors. Initially reported on 841019. Replacement motors 
ordered. 

FOSTER, D.O. Georgia Power Co. 84/12/19. O'REILLY, J. P, Regions, 
Office of Director, 4pp. 28277:357. 24X Fiche: 50-424, 84/12/19, 

8501090021. 


8501100355 Interim deficiency rept re quality concern Involving 
erroneous liquid penetrant records. Evaluation incomplete. 

Next rept will be provided by 850221. 

FOSTER, D.O. Georgia Power Co. 04/12/19. O'REILLY, J. P. Regions, 
Office of Director. 2pp. 28350:166. 24X Fiche: 50-424, 84/12/19, 

8501100355. 


8501100780 Interim deficiency rept re GE AKR-30 Sc AKR-50 circuit 
breakers. Initially reported on 841129. All breakers will 
be returned to GE for reconditioning. Next rept will be 
submitted by 850202. 

FOSTER, D.O. Georgia Power Co. 04/12/20. O'REILLY, J. P. Regions, 
Office of Director. Ip. 28345:261. 24X Fiche: 50-424, 04/ 12/20, 

0501100780. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102, 

RAY, C.L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/01/02. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202:058. 24X Fich e : 50-000, 85/01 /02, 8501070285. 


8501310103 Forwards Vols 1-4 of "TDI Diesel Generator Design Review Sc 
Quality Revalidation Rept. " TDI diesel generators presently 
installed at facility capable of reliably performing 
intended safety function. 

FOSTER, D.O. Georgia Power Co. 85/01/18. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28653:001. 24X Fiche: 50-424, 85/01/18, 8501310103. 


— 8501310107 "TDI Diesel Generator Design Review Sc Quality Revalidation 
Rept, " Vole 1-4. 

DEESE, R. J. , RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners 
Group. 84/12/31. l,400pp, 28653:003. 24X Fiche: 50-424, 85/01/18, 

8501310103. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval, Inc, 85/01/22. Director's 
Office, Office of Inspection and Enforcement, 5pp. 28563:094. 24X 

Fiche: 50-000,85/01/22, 8501280486. 


8501290393 Part 21 rept re possible field failure of Wellman Co space 
heaters on GE motors supplied w/pumps. Caused by 
carbonization of epoxy end plug Sc subsequent short-out of 
lead wires. Rep lacement heaters to be supplied. 

GANOUNG, P. A. Bingham-Willamette Co. 85/01/24. Vendor Program 
Branch. 4pp. 28620:340. 24X Fiche: 50-424, 85/01/24, 8501290393. 


V. Operator Examinations 


8501100383 Summary of 841213 meeting w/util re Open Items 90-97 
identified in 841106 draft SER. Applicant informed of 
interpretation of 10CFR50. 31 (e) re operators remaining in 
active status by performing duties 8 h per shift per month. 

MILLER, M. A. Licensing Branch 4. 84/12/21. Licensing Branch 4, 

4pp. 28357:101. 24X Fi che: 50-424, 84/12/21, 8501100383. 


DOCKET 50-425 VDGTLE ELECTRIC GENERATING PLANT 


A. Application/construction stage documents Sc correspondence 


8501150196 FOIA request for documents re allegations, insps & 
investigations concerning possibility that portions of plant 
built 10 ft off-grade. 

BELL, N. Nuclear Information Sc Resource Service. 84/03/23. Office 
of Administration. 2pp. 28392:306. 24X Fiche: 50-424, 84/03/23, 

8501150196. 


8501150191 Responds to FOIA request for documents re plant being built 
off-grade. 

FELTON, J.M. Division of Rules and Records. 84/05/08, BELL, N. 
Nuclear Information Sc Resource Service. Ip. 28392:305. 24X 

Fiche: 50-424, 84/05/08, 8501150191. 


8501100413 Partial response to FOIA request for documents re SER - OL 
stage. Documents listed in Apps A Sc B available in PDR. Review 
of remaining documents subj to request incomplete, 

FELTON, J.M. Division of Rules and Records. 84/07/05. BELL, N. 
Nuclear Information 8< Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8301180431 Comments on Bechtel Oct 1982 rept, "Studies of Postulated 
Millett Fault." Conclusion that hydrologic data provide no 
basis to support or preclude existence of fault acceptable. 

CHERY, D. L. Hydrologic Sc Geotechnical Engineering Branch. 

83/01/12. ALTERMAN, I. B. Geosciences Branch. Ip. 28479:312. 24X 

Fiche: 50-000, 84/07/05, 8501 1 80413. 


— 8312150388 Submits list of specific safety-related structures, sys St 
components being reviewed as shown in FSAR Table 3. 2. 2-1. 

LEAR, G. Structural Sc Geotechnical Engineering Branch. 83/12/07. 
PARTLOW, J. G. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 3pp, 28479:211. 24X Fiche: 50-000, 84/07/05, 

6501180413. 


—8312220152 Forwards request for addl info based on Chapter 12 Sc other 
pertinent sections of FSAR. Site visit planned, 

CONGEL, F. J. Radiological Assessment Branch. 83/11/30. ADENSAM, E. 

Licensing Branch 4. 6pp. 28478:077. 24X Fiche; 50-000, 84/07/05, 

8501180413 . 
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— 8312230025 Forwards branch q.uestions for FSAR review re total peaking 
factor it control rod withdrawal. 

BERLINGER. C. H. Core Performance Branch. 83/12/19. ADENSAM. E. 
Licensing Branch 4. 2pp. 28479:324. 24X Fic he: 50-000> 84/07/05, 

8501180413. 


■8404260161 Forwards request for addl 
3. 5. 3, 3. 7 & 3. 8 for transmittal to 
LEAR, G. Structural it Geotechnical 
ADENSAM.E. G. Licensing Branch 4. 
Fiche: 50-000,84/07/05, 8501180413. 


info re FSAR Sections 3. 3, 3. 4. 2, 
app licant. 

Engineering Branch. 84/04/13. 
6pp. 28479:240. 24X 


— 8312230094 Forwards appropriate pages from Table 3. 2. 2-1 of FSAR re 
safety-related structures sys, components within Meteorology 
Effluent Treatment Branch purview, including turbine 
sealing sys & data collection equipment. 

OAMMILL,W. P. Meteorology it Effluent Treatment Branch. 83/12/09. 
ANKRUM. G. T. QA Branch. 32pp. 28478:213. 24X 

Fiche: 50-000. 84/07/05, 8501180413. 


— 8312230165 Forwards request for addl info on FSAR. 

REGAN, W.H. Site Analysis Branch. 83/12/09. ADENSAM. E. 6. 
Licensing Branch 4. 3pp. 28479:009. 24X Fiche; 50-000. 84/07/05, 

8501180413. 


— 8401120048 Forwards request for addl info re Sections 6.5.1,10.4.2, 
10.4.3,15.7.3 it Chapter 11 of FSAR to complete evaluation. 
GAMMILL.W. P. Meteorology it Effluent Treatment Branch. 83/12/23. 
ADENSAM.E. G. Licensing Branch 4. 13pp. 28478:245. 24X 

Fiche: 50-000. 84/07/05, 8501180413. 


— 8401190155 Forwards request for info re status of unresolved safety 
issues for facility. Info from applicant should include 
summary description of relevant programs & interim measures 
taken pending resolution of issues. 

KNIEL, K. Generic Issues Branch. 84/01/05. ADENSAM.E. Licensing 
Branch 4. 2pp. 28478:107. 24X Fiche ; 50-000, 84/07/05, 8501 180413. 


— 8405010091 Forwards request for addl info based on branch review of 
appropriate sections of FSAR. 

BUTLER. W. Containment Systems Branch. 84/04/19. ADENSAM.E. 
Licensing Branch 4. 12pp. 28478:095. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8405010133 Forwards branch request for addl info re Section 6. 3 of 
FSAR. Review being continued. 

SHERON. B. W. Reactor Systems Branch. 84/04/16. ADENSAM.E. 
Licensing Branch 4. 17pp. 28478:160. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8405140518 Requests addl info on meteorology resulting from review of 
FSAR for facility. Process of extracting meteorological data 
from magnetic tape provided by applicant in progress. 

Guestions end. 

GAMMILL.W. P. Meteorology it Effluent Treatment Branch. 84/04/26. 
ADENSAM.E. G. Licensing Branch 4. 12pp. 28478:263. 24X 

Fiche: 50-000, 84/07/05, 8501 180413. 


— 8405150301 Forwards Hydrologic Engineering Section addl safety it 
environ questions requiring response. 

BALLARD.R. L. Environmental it Hydrologic Engineering Branch. 
84/04/30. ADENSAM.E. Licensing Branch 4. 11pp. 28479:246. 24X 

Fiche: 50-000. 84/07/05. 8501180413. 


— 8402010246 Reviews Q-list (FSAR Tables 3.2-1 & 3. 2-2), in response to 
831129 request. Site drainage sys. roof scuppers & water 
storage tank dikes should be added to 0-list. 

BALLARD. R.L. Environmental & Hydrologic Engineering Branch. 
84/01/24. HAASS.W. P. QA Branch. MILLER, M. A. Licensing Branch 4. 
2pp. 28479:313. 24X Fiche: 50-000, 84/07/05, 8501 180413. 


— 8402030434 Forwards draft safety questions re design basis groundwater 
level Se site drainage, for transmittal to applicant prior to 
840206 site visit. 

BALLARD. R.L. Environmental & Hydrologic Engineering Branch. 

84/01/24. ADENSAM.E. Licensing Branch 4. 5pp. 28479:213. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8402100304 Notification of 840321-22 environ site visit. Proposed agenda 
items should be forwarded to M Miller by 840214. 

ADENSAM.E. G. Licensing Branch 4. 84/02/07. JACKSON, R. E. 

Geosciences Branch. BALLARD. R. L. Environmental & Hydrologic 
Engineering Branch. HULMAN. L. G. Accident Evaluation Branch. Ip. 
28479: 339, 24X Fiche: 50-000. 84/07/05, 8501180413. 


— 8402150536 Forwards request for addl info re FSAR Sections 5. 2 & 5.4, 
for continuing branch review. 

SHEROhi. B. W. Reactor Systems Branch. 84/02/07. ADENSAM.E. 
Licensing Branch 4. 20pp. 28478:140. 24X Fiche: 50-000. 84/07/05. 

8501 180413. 


—8402230263 Discusses agenda for Mar site visit St visit w/county S* local 
planning officials to discuss socioeconomics, geography Sc 
demography in site vicinity. 

REGAN. W.H. Site Analysis Branch. 84/02/13. ADENSAM. E. G. 

Licensing Branch 4. 2pp. 28479:007. 24X Fiche: 50-000, 84/07/05. 

8501180413. 


— 8402280221 Forwards requests for addl info re safety review site 
visit planned for 840306-09 by Geotechnical Engineering Se 
Reactor Sys Branch. 

ADENSAM.E. G. Licensing Branch 4. 84/02/21. FOSTER. D. Georgia 

Power Co. 26pp. 28479:232. 24X Fich e: 50-000, 84/07/05. 8501180413. 


— 8405210561 Forwards branch questions needed to complete evaluation of 
FSAR. based on review of listed sections. 

GAMMILL.W. P. Meteorology Se Effluent Treatment Branch. 84/05/14, 
ADENSAM.E. G. Licensing Branch 4. 13pp. 28478:275. 24X 

Fiche: 50-000.84/07/05.8501180413. 


— 8405210620 Forwards summary of 840306-07 site visit Se agreements 
reached on request for addl info re Geotechnical Engineering 
Branch review. W/o end. 

LEAR. G. Structural Se Geotechnical Engineering Branch. 84/05/11. 
ADENSAM, E.G. Licensing Branch 4. 55pp. 28479:257. 24X 

Fiche: 50-000, 84/07/05. 8501180413. 


■8405250257 Forwards request for addl info re seismic Se quality group 
classification of structures, sys Se components Se compliance 
W/10CFR50. 55a. 

BOSNAK. R. J. Mechanical Engineering Branch. 84/05/16. ADENSAM.E. 
Licensing Branch 4. 5pp. 28478:088. 24X Fiche: 50-000. 84/07/05, 

8501180413. 


-8405260483 Forwards request for addl info based on review of Chapter 15 
of FSAR. 

SHERON. B. W. Reactor Systems Branch. 84/05/14. ADENSAM.E. 

Licensing Branch 4. 36pp. 28478:177. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


-8405290128 Forwards NRC questions 8< staff positions re BNUL review of 
util initial test programs described in Chapter 14, O. Section 
14.2 of FSAR. End should be forwarded to applicant. 

ZIEMANN.D. L. Procedures Sc Systems Review Branch. 84/04/17. 
ADENSAM.E. C. Licensing Branch 4. 11pp. 28479:195. 24X 

Fiche: 50-000, 84/07/05, B501 180413. 


— 8406060165 Requests resolution of end comments to assure that 
identified items are within scope of QA program St in 
compliance w/lOCFRSO, App B. 

BOSNAK, R.J. Mechanical Engineering Branch. 84/05/25. ANKRUM, G. F. 

Quality Assurance. 2pp. 28478:093. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8403010556 Advises of review of Q-list in FSAR Table 3. 2. 2-1. Q-list 
does not contain hydrogen sulfide, chlorine St radiation 
monitors for control room air intakes. 

HULMAN, L.G. Accident Evaluation Branch, 84/02/15, ANKRUM, G. T. 

QA Branch. Ip, 28478:083. 24X Fiche; 50-000, 84/07/05. 8501180413. 


— 8403020314 Forwards raquest for addl info re FSAR Si TMI Item II, B. 3. 
Response requested by 840715. 

BENARQYA, V. Chemical Engineering Branch. 84/02/27. ADENSAM, E. 
Licensing Branch 4. 2pp. 28478:132. 24X Fiche; 50-000, 84/07/05, 

8501180419, 

—8403140268 Trip rept of 840305-06 site visit w/uti 1, Bechtel St Southern 
Co Svcs to upstream dams to become familiar w/features re 
potential dam failures Se flood effects. 

STALEY, G.B. Environmental Sc Hydrologic Engineering Branch. 

84/03/06, BALLARD, R.L. Environmental Sc Hydrologic Enginearing 
Branch. 2pp. 28479:321. 24X Fiche: 50-000, 84/07/05. 8501180413. 


■8406260201 Requests end questions, prepared by BNWL, on Section 4.2 of 
FSAR be forwarded to applicant. 

BERLINGER, C. H. Core Performance Branch. FIN B-2544. 84/06/18. 

ADENSAM.E. Licensing Branch 4. 2pp. 28479:337. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— 8406260494 Forwards revised 831129 review schedule. Initiation of review 
delayed until 840201 to allow higher priority work to be 
accomplished in timely manner. 

MILLER, M. A. Licensing Branch 4, 83/12/16. TERAO, D. Mechanical 

Engineering Branch. 3pp. 28479:208. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


•8501180498 Forwards requests for addl info developed during review of 
FSAR Chapter 14 re initial plant test program. Review 
conducted through Amend 4. Listing of items requiring 
resolution end, 

GRUEL, R. L. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/04/04. LONG, W. 0. Procedures Sc Systems Review 
Branch. 13pp. 28479:182. 24X Fiche: 50-000, 84/07/05, 8501180413. 



DOCKETED ITEMS 


301 


S5012S0702 Second response to FOIA request for six categories of 
documents re Charleston earthquake of 1886 & seismic design 
for facilities. Foruards documents listed in app. Documents 
also available in FOR. 

FELTON* J.M. Division of Rules and Records. 84/07/06. BELL, N. 
Nuclear Information t< Resource Service. 2pp. 28630: 159. 24X 

Fiche: 50-424, 84/07/06, 8501280702. 


8501280654 Responds to FOIA request for all documents dealing ui/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 

Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8404250092 Foruiards request for addl applicant info fc agenda items re 
detailed instrumentation & control Se fluid sys schematic 
drawings to explain sys designs & verify that design bases 
& regulatory criteria met. Written response requested. 

ROSA, F. Instrumentation & Control Systems Branch. 84/04/12. 
ADENSAri,E. Licensing Branch 4. 21pp. 28632:270. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


8501150465 Informs that statistical & technical info re cable 
separation being collected to assist in engineering 
evaluation. Schedule for completion of evaluation will be 
submitted by 850222. 

FOSTER, D.O. Georgia Power Co. 84/12/07. 0 'REILLY, J. P. Region 2, 

Office of Director. Ip. 28414:263. 24X Fiche: 50-424, 84/12/07, 

8501150465. 


8501180363 Forwards nonproprietary tt proprietary WCAP-10750 St 
WCAP-1069S, respectively, “Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld <ref 10CFR2. 790). 

LADIEU, A. Wcstinghouse Operating Plants Owners Group. 84/12/20, 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, 0. 0, Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070636 Requests remittance of review costs for Unit 1 & Unit 2 OL 
application reviews. 

MILLER, W.Q. License Fee Management Branch. 84/12/28. FOSTER, D. 
Georgia Power Co. Ip. 28229:338. 24X Fiche; 50-424, 84/12/28, 

8501070636. 


8501080511 Submits proposed actions on IDVP for all CY86 & CY87 plants. 
Draft Itrs to Duquesne Light S< Comm Ed requesting compliance 
w/SAR commitments $< plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28, 

8501080511. 


8501080322 Summary of 841213 meeting w/uti 1, Uestinghouse, Bechtel tt 
Southern Co Svcs re status of open tt confirmatory items 
believed to be closed, including thermal hydraulic design 
comparison ti rod bowing analysis. 

MILLER, M. A. Licensing Branch 4. 84/12/31. Licensing Branch 4. 

8pp. 28271:282. 24X Fiche: 50-424, 84/12/31, 8501080322. 


8501080341 Requests info required to complete determination of effect 
that plant operation tt maint activities may have on Francis 
Plantation, listed in Natl Register of Historic Places. 

ADENSAM,E. 0. Licensing Branch 4. 84/12/31. FOSTER, D. O. Georgia 

Power Co. 2pp. 28271:272. 24X Fiche; 50-424. 84/12/31, 8501080341. 


8501110193 Forwards pripprietarg "Rept of Archaeological Resource 
Testing on CjUlturaT Property 9 HK 33 (GP-HK-08)" & "Vogtle- 
Ef f inghftmrthalmann Transmission Line, Tentative Resource 
Treatment Plan. " Repts withheld. 

FOSTER, D.q. Georgia Power Co. 85/01/04, ADENSAM.E. G. Licensing 
Branch 4. 2pp. 28310:289. 24X Fiche: 50-424, 85/01/04, 8501 110193. 


6501110293 Forwards revised damping values for piping analysis. Rept 
details recent Sc extensive body of test data which 
identifies significant conservatism in current design basis. 

Review requested. 

FOSTER, D.d. Georgia Power Co. 85/01/04. ADENSAM, E. G. Licensing 
Branch 4. 9pp. 28309:310. 24X Fiche: 50-424, 85/01/04, 8501110293. 


8501110331 Summary of 841212 meeting w/uti 1, Bechtel, SCS & Uestinghouse 
in Bethesda, MO re review of power sys area. List of 
attendees end. 

HOPKINS, J.B. Licensing Branch 4. 85/01/07. Licensing Branch 4. 

3pp. 28374: 263, 24X Ftchf; 50-424, 85/01/07, 8501110331. 


8501160544 Trip rept of Caseload Forecast Panel 841115-16 site visit re 
review of const progress to assess projected fuel load date. 

MILLER, M. A. Licensing Branch 4, 85/01/08. Licensing Branch 4. 

235pp. 28439:059. 24X Fiche: 50-424, 85/01/08, 8501160544. 


8501180532 Requests info discussed in Section 9.2.3 of end BNL draft 
technical evaluation rept, “Review of Vogtle Units 1 & 2 
Auxiliary Feedwater Sys Reliability Analysis." Conference 
telcon re rept requested. 

ADENSAM, E.G. Licensing Branch 4. 65/01/10. FOSTER, 0.0. Georgia 

Power Co. 2pp. 28483:011. 24X Fiche: 50-424, 85/01/10, S50HS0532. 

— 8501180533 Draft "Review of Yogtle Units 1 & 2 Auxiliary Feedwater Sys 
Reliability Analysis," technical evaluation rept. 

FRESCO, A., YOUNGBLOOD, R. , PAPAZQGLOU, 1. A. Brookhaven National 
Laboratory. FIN A-3702. 84/10/31. NRC - No Detailed 

Affiliation Given. 95pp. 28483:013. 24X Fiche: 50-424, 85/01/10, 

8501180532. 


8501230133 Application for amend to CPPR-108 tt CPPR-109, exempting 
applicant from requirements of 10CFR50, App A, GDC 4 re 
dynamic effects associated w/RCS main loop pipe breaks. Fee 
paid. 

FOSTER, D.O. Georgia Power Co. 85/01/11. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28515:361. 24X Fiche: 50-424, 85/01/11, 8501230133. 


8501210449 Forwards request for addl info re equipment qualification 
program. Response must be submitted 4 months prior to onsite 
audit. 

ADENSAM, E.G. Licensing Branch 4. 85/01/15. FOSTER, D. 0. Georgia 

Power Co. 5pp. 28495:024. 24X Fiche: 50-424. 85/01 /15, 8501210449. 


8501230051 Forwards info requested by NRC re UHS analysis. Info 
includes tower performance curves, flow ratio vs water depth 
tt shutdown heat leads. 

BAILEY. U. A. Georgia Power Co. 85/01/18. ADENSAM, E. G. Licensing 
Branch 4. 20pp. 28512:190. 24X Fiche: 50-424, 85/01/18, 8501230051. 


0501230378 Forwards "Technical BasiB:6DC-51 Compliance." Rept reflects 
correction from 1-inch to 1 1/2-inch from limiting matl 
thickness of personnel loc k. Submittal supercedes 840716 
GDC-51 rept. 

FOSTER, D.O. Georgia Power Co. 85/01/18. ADENSAM, E. G. Licensing 
Branch 4. Ip. 28508:323. 24X Fiche: 50-424, 85/01/18. 8501230378. 


— 8501230383 “Technical Basis:QDC-51 Compliance." 

* Georgia Power Co. 84/12/01. 11pp. 28508:324. 24X 

Fiche: 50-424, 85/01/18, 8501230378. 


D. NRC Draft/Final Environmental Statements, suppls tt correspondence 


8501080269 Comments on DES. Consideration not given to possible routes 
for spent fuel transport, evacuation, pro j ected cost estimate 
for shipping spent fuel & onsite storage facilities. 

Responses to concerns requested. 

GORDON, J. E. Sierra Club. 85/01/03. Division of Licensing. 3pp. 
28233: 259. 24X Fiche: 50-424, 85/01/03, 8501080269. 


8501080351 Forwards comments on DES, in response to 841116 FR notice. 
FOSTER, D.O. Georgia Power Co. 85/01/04. ADENSAM, E. G. Licensing 
Branch 4. 22pp. 28230:249. 24X Fiche; 50-424, 85/01/04, 8501080351. 


8501100161 Requests NRC conduct public hearings on DES re operation of 
plant due to magnitude pf environ tt economic impacts on 
citizens of State of 0 A. Need for power issue should be 
included in future environ 6 economic analyses. 

CLEMENTS, T, Affiliation Not Assigned. 85/01/04, Division of 
Licensing. 3pp. 28298:346. 24X Fiche: 50-424, 85/01/04, 8501100161. 


8501250390 Submits comments on DES <NUREG-1087). Plant operation tt 
placement into rate bast would cause electric rate 
increases, economic dislocation, rising unemployment tc 
industry shutdown, 

JOHNSON, T. Campaign for Prosperous Georgia. 85/01/04. NRC - No 
Detailed Affiliation Given. 17pp. 28547:218. 24X 

Fiche: 50-424, 85/01/04, 8501250390. 


8501100425 Forwards comments re DES (NUREG-l 087), Further info needed on 
Page 8 of DES re routing another 23Q-kV line to State of SC. 

Main purpose of operation of facility is out of state sales. 

TEPER, D, Affiliation Not Assigned. 85/01/05. Division of 
Licensing. 6pp. 28289:341. 24X Fiche; 50-424, 85/01/05, 8501100425. 

8501100010 Comments on DESv E^*"*^***^ Creek Swemp eree will be adversely 
affected es result <if ijT4ns(hissian lin^s.Acfverse impact 
expected for soma endaHigc^ed species. DES should not be 
approved until questions resolved, 

STANGLER, C, A. Georgians Against Nuclear Energy. 85/01/06, 

Division of Licensing. Ip. 28289:358. 24X Fiche: 50-424, 85/01/06, 

8501100010. 
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8501140515 Advises of incorporation of 850107 U Lauless & 850103 
JE Gordon com/nents into 850104 comments re DSS <NURE0-1087). 

JOHNSON# T. Campaign for Prosperous Georgia. 85/01/07. Division 
of Licensing. Ip. 28376:321. 24X Fich e: 50-424# 85/01/07# 8501 140515. 


8501150248 Comments on DES. 

LAWLESS,W.F. Affiliation Not Assigned. 85/01/07. ADENSAM. E. NRC - 
No Detailed Affiliation Given. 8pp. 28379:258. 24X 

Fiche; 50-424# 85/01/07# 8501150248. 


8501180045 Forwards detailed comments on DES re air quality# water 
quality# wetland impacts & noise. Addl info & clarif ication 
requested re water quality & supplemental measures suggested 
for potential wetland & noise impacts. 

MOORE# S. N. Environmental Protection Agency. 85/01/10. MILLER# M. 
Division of Licensing. 4pp. 28465:254. 24X Fiche: 50-424# 85/01/10# 

8501180045. 


85011B0196 Forwards comments on DES# replac ing handwritten comments 
submitted on 850107. Subj too complex to study in allotted 
time. Draft should receive full peer review before 
publication. 

LAWLESS#W. F. Paine College# Augusta# GA. 85/01/11. ADENSAM# E. 
Division of Licensing. 25pp. 28454:159, 24X Fiche; 50-424# 85/01/1 1# 

8501180196. 


E. NRC Safety Evaluation Report (SER)> suppls S( correspondence 


8501180281 FOXA request for documents re SER - OL stage for facilities. 
BELL# N. Nuclear Information & Resource Service. 84/06/01. 

FELTON. J.M. Division of Rules and Records. 2pp. 28466:297. 24X 

Fiche: 50-424# 84/06/01, 8501180281. 


8501180290 Addl response to FOIA request for documents re SER - DL 
stage for fac il ities. Documents in App A already in FDR. 

Document in App B being placed in PDR. Review not completed 
on request. 

FELTON# J.M. Division of Rules and Records. 84/07/13. BELL# N. 
Nuclear Information & Resource Service. 3pp. 28466:299. 24X 

Fiche: 50-424# 84/07/13# 8501180290. 


8501100383 Summary of 841213 meeting w/util re Open Items 90-97 
identified in 841106 draft SER. App 1 icant informed of 
interpretation of 10CFR50. 31 ( e > re operators remaining in 
active status by performing duties 8 h per shift per month. 

MILLER# M. A. Licensing Branch 4. 84/12/21. Licensing Branch 4. 

4pp. 28357:101. 24X Fiche: 50-424# 84/12/21# 8501 100383. 


8501030069 Forwards marked-up Section 17# *’QA# ” of draft SER# per 
841212 memo. 

GRACE# J. N. Division of QA# Safeguards & Insp Programs 
(830103-850212). 84/12/27. NOVAK# T. M. Assistant Director for 

Licensing. 19pp. 28190:339. 24X Fiche: 50-424# 84/12/27, 8501030069. 


8501020329 Forwards "Plant Vogtle Settlement Review. " Rept partially 
addresses draft SER items re settlement. Presentation of 
settlement data & sectional views of Category I piping will 
be addressed separately. 

FOSTER# D.O. Georgia Power Co. 84/12/28. ADENSAM# E. G. Licensing 
Branch 4. Ip. 28139:026. 24X Fiche: 50-424# 84/12/28. 8501020329. 


—8501020332 “Plant Vogtle Settlement Review. " 

* Georgia Power Co. 84/09/30. 47pp. 28139:028. 24X 

Fiche: 50-424# 84/12/28,8501020329. 


8501170055 Notification of 850130 meeting w/util# Bechtel# Westinghouse Sc 
Southern Co Sves# Inc in Btthesda.MD to discuss equipment 
qualification program & open items identified in 841106 
draft SER. 

MILLER.M, A. Licensing Branch 4. 85/01/10. ADENSAM# E. G. Licensing 

Branch 4. 3pp. 28445: 347. 24X Fiche: 50-424. 85/01/10, 8501170055. 


8501310150 Forwards clarification of NRC requests re resolution of 
hydrologic engineering open items identified in 841211 draft 
SER. Discussion of groundwater monitoring anticipated for 
850123 geotechnical meeting, 

ADENSAM# E.O. Licensing Branch 4. 85/01/22. FOSTER# D, 0. Georgia 

Power Co. 7pp. 28686:316, 24X Fiche: 50-424, 85/01/22# 8501310150. 


F. Security# medical# emergency & fire protection plans 


8501180413 Partial response to FOIA request for documents re SER - OL 
stage. Documents listed in Apps A & B available in PDR. Review 
of remaining documents subjto'request incomplete. 

FELTON# J.M. Division of Rules; aind Records. 84/07/05. BELL# N. 
Nuclear Information, & Resource Service. 7pp. 28478:070, 24X 

Fiche: 50-000,84/07/05. 8501180413. 


— 8404130444 Forwards FSAR review questions# based on radiological 
consequence evaluations of Chapter 15# proposed fission 
product control sys 8# control room habitability envelope. 

HULMAN.L. G. Accident Evaluation Branch. 84/03/30. ADENSAM# E. 
Licensing Branch 4. 4pp. 67267:065. 24X Fiche: 50-000# 84/07/05# 

B501 180413. 


— 8404250063 Forwards request for addl info re fire protection program 
& compHance w/NUREG-0800 guidel ines. Inf o needed by 840701 
to meet review schedule. 

BENAROyA#V. Chemical Engineering Branch. 84/04/12. ADENSAM, E. G. 
Licensing Branch 4. 6pp. 28478:134. 24X Fi che: 50-000# 84/07/05# 

8501180413. 


— 8405170052 Forwards request for addl info covering portions of FSAR# 
up to Sc including Amend 5 re fire protection associated 
circuit review. 

PARR.O. D. Auxiliary Systems Branch. 84/04/30. ADENSAM# E. 
Licensing Branch 4. 23pp. 28478:109. 24X Fiche; 50-000# 84/07/05# 

8501180413. 


— 8405250362 Forwards request for addl info re operating Ic maint 
procedures# FSAR Section 13.5.2 & 15. 8. Requests transmittal 
of request to applicant. 

ZIEMANN.D. L. Procedures & Systems Review Branch. 84/04/13. 
ADENSAM.E. Licensing Branch 4. 2pp. 28479:206. 24X 

Fiche: 50-000. 84/07/05# 8501180413. 


— 8406210544 Discusses Savannah District dam safety plan. Plan & related 
maps forwarded under separate cover. Plan addresses 
emergencies re above normal reservoir water levels it/or 
rapid release of large vol of water past dam. 

MILLER# R. C. Army# Dept, of# Corps of Engineers. 84/01/27. 

STALEY# G.D NRC - No Detailed Affiliation Given. Ip. 28479:323. 
24X Fiche: 50-000# 84/07/05# 8501180413. 


8501180290 Addl response to FOIA request for documents re SER - OL 
stage for facilities. Documents in App A already in PDR. 

Document in App B being placed in PDR. Review not completed 
on request. 

FELTON# J.M. Division of Rules and Records. 84/07/13. BELL# N. 
Nuclear Information & Resource Service. 3pp. 28466:299. 24X 

Fiche: 50-424# 84/07/13# 8501180290. 


— 8405020101 Requests that end comments 8c draft Itr be submitted to 
applicant indicating that addl info & commitments required 
before emergency plan found acceptable. Plan reviewed against 
lOCFRSO.App E 8c Suppl 1 to NUREG-0737. 

MATHEWS# D.B. Emergency Preparedness Branch. 84/04/16. 

ADENSAM# E.O. Licensing Branch 4. 15pp. 28466:302. 24X 

Fiche: 50-424# 84/07/13# 8501180290. 


8501030408 Notification of 850124 meeting w/uti 1# Southern Co Sves 8c 
Bechtel in Bethesda#MD to discuss safe shutdown 8c alternate 
shutdown. 

MILLER#M. A. Licensing Branch 4. 84/12/20. ADENSAM# E. 0. Licensing 

Branch 4. 2pp. 28194:361. 24X Fiche: 50-424# 84/12/20# 8501030408. 


6501100565 Notification of 850129 meeting w/util# Southern Co Sves 8e 
Bechtel in Bethesda# MD to discuss safe shutdown 8c alternate 
shutdown. Date of meeting changed from 850124. 

MILLER. M. A. Licensing Branch 4. 85/01/07. ADENSAM# E. 0, Licensing 

Branch 4. 2pp. 28357:201. 24X Fiche: 50-424# 85/01/07# 8501 100565. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT# D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09# 8501100621. 


G. Adjudicatory correspondence 


8501080413 Multiple notices of appearance in proceeding. Certificate of 
Sve end. 

WHITNEY# C. W. # GREENE.K. C. I DAVENPORT# H. M. Georgia Power Co. #185 
954. 85/01/03. 5pp. 28231:045. 24X Fiche; 50-424# 85/01/03# 

8501080413. 


8501090207 Request for leave to withdraw 841218 motion to compel 
d iscovery. Motion moot due to interveners filing of 
affirmation to response to NRC 841101 interrogatories. 

Certificate of Sve end. Related correspondence. 

BORDENICK.B.M, Hearing Branch 3. #185 978. 85/01/03. Atomic 

Safety and Licensing Board Panel. 3pp. 28254:232. 24X 

Fiche: 50-424# 85/01/03# 8501090207, 
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8501080346 Forwards applicant second set of interrogatories & request 
for production of documents & applicant third set of 
interrogatories & request for production of documents. 

W/o listed notices of appearance. Related correspondence. 

JOINER# J. E. Troutman# Sanders# Lockerman & Ashmore. JOINER# J. E. 
Georgia Power Co. #185 951. 85/01/04. FOWLER# L. Legal 

Environmental Assistance Foundation. Ip. 28230:271. 24X 

Fiche: 50-424, 85/01/04. 8501080346. 


— 8501080355 Second set of interrogatories & request for production of 
documents re contentions accepted by ASLB in 841105 
memorandum Sc order on ruling of intervenor objections to 
840905 order. Related correspondence. 

JOINER# J. E. Georgia Power Co. JOINER# J.E. Troutman# Sanders# 
Lockerman Sc Ashmore. 85/01/04. 62pp. 28230:272. 24X 

Fiche: 50-424# 85/01/04# 8501080346. 


— 8501080367 Third set of interrogatories Sc request for production of 
documents re contentions accepted by ASLB in 840905 
memorandum Sc order on special prehearing conference. 

Certificate of Svc end. Related correspondence. 

JOINER# J. E. Georgia Power Co. JOINER# J.E. Troutman# Sanders# 
Lockerman Sc Ashmore. 85/01/04. 30pp. 28230:334. 24X 

Fiche; 50-424# 05/01/04# 8501080346. 


8501150005 Forwards third set of interrogatories Sc requests to produce 
from Interveners# Campaign for Prosperous Georgia Sc Georgians 
Against Nuclear Energy. Related correspondence. 

JOHNSON# T. Campaign for Prosperous Georgia. JOHNSON# T. Georgians 
Against Nuclear Energy. #185 047. 85/01/09. TROWBRIDGE# 0. F. Shaw# 
Pittman# Potts Sc Trowbridge. Ip. 28390:165. 24X 
Fiche: 50-424# 85/01/09# 8501150005. 


— 8501150008 Third set of interrogatories Sc requests to produce 
identified documents involving Intervenor Contentions 7# 10# 

11# 12 Sc 14. Certificate of Svc end. Related correspondence. 

JOHNSON# T. Campaign for Prosperous Georgia. JOHNSON# T. Georgians 
Against Nuclear Energy. 85/01/07. Georgia Power Co. 19pp. 
28380: 166. 24X Fiche; 50-424# 85/01/09# 8501150005. 


8501110473 Forwards Region II Insp Repts 50-424/84-34 Sc 50-425/84-34 
for info. Related correspondence. 

BORDENICK# B. M. Hearing Branch 3. #185 024. 85/01/10. 

MARGULIES# H. B. # PARIS# 0. H. # LlNENBERGER# G. Atomic Safety and 
Licensing Board Panel. 14pp. 28358:066. 24X Fiche: 50-424# 85/01/10# 

8501110473. 


8501170146 Response to second set of interrogatories Sc request for 
production of documents. Affidavits Sc Certificate of Svc 
end. Related correspondence. 

JOINER# J. E. Georgia Power Co. JOINER# J.E. Troutman# Sanders# 
Lockerman Sc Ashmore. #185 115. 85/01/11. Campaign for Prosperous 

Georgia. 57pp. 28425:232. 24X Fiche: 50-424# 85/01/1 1# 8501170146. 


8501170150 Forwards response to intervenor second set of 
interrogatories Sc request for production of documents. W/o 
end. Svc list end. Related correspondence. 

JOINER# J. E. Troutman# Sanders# Lockerman Sc Ashmore. JOINER# J. E. 
Georgia Power Co. #185 112. 85/01/11. FOWLER# L. Legal 

Environmental Assistance Foundation. 2pp. 28421:356. 24X 

Fiche; 50-424# 85/01/11, 8501170150. 


8501250432 Forwards Insp Repts 50-424/84-37 Sc 50-425/84-37. Related 
correspondence. 

BORDENICK, B. M. Hearing Branch 3. #185 219. 85/01/16. 

MARGULIES# M. B. # LINEBEROER# 0, # PARIS# 0. H. Atomic Safety and 
Licensing Board Panel. 9pp. 28547:323. 24X Fiche: 50-424. 85/01/16. 

8501250432. 


8501230407 Order granting 850103 request for leave to withdraw motion 
to compel discovery due to Intervenor compliance Sc resulting 
mootness. Served on 850122. 

MARGULIES# M. B. Atomic Safety and Licensing Board Panel. #185 179. 
85/01/18. Georgia Power Co. Ip. 28512:059. 24X 

Fiche: 50-424# 85/01/18# 8501230407. 


8501290310 Forwards affidavits verifying interrogatory responses 
contained in applicant response to intervenor first set of 
interrogatories Sc request for production of documents. Svc 
list end. Related correspondence. 

DAVENPORT# H, M. Troutman# Sanders# Lockerman Sc Ashmore. #185 280. 
85/01/22, FOWLER#!.. Legai Environmental Assistance Foundation. 
13pp. 28620: 226, 24X Fiche: 56-424# 85/01/22# 8501290310. 


H. General correspondence 


8501250401 Requests public’ hearing on need for facility prior to 
issuance of OL. 

LITCHFIELD# M. Affiliation Not Assigned, 85/0^/03. NRC - No 
Detailed Affiliation Given. 2pp. 28548:272. 24X 

F i c h e : 50-424# 85/01 /03# 8501 250401 . 


K. Utility Final Safety Analysis Report <FSAR) Sc amends 


8501020364 Forwards Amend 12 to FSAR for Vogtle Units 1 8c 2# consisting 
of revised pages 8c responses to 641026 Itr. 

FOSTER# D.D. Georgia Power Co. 84/12/21. ADENSAM# E. G. Licensing 
Branch 4. 3pp. 28163:200. 24X Fi che: 50-424# 84/12/21# 8501020364. 


— 8501020368 Amend 12 to FSAR for Vogtle Units 1 St 2. 

* Georgia Power Co. 84/12/31. ia9pp, 28163:203. 24X 

Fiche: 50-424,84/12/21# 8501020364. 


Q. Inspection reports# IE Bulletins St correspondence 


8501180413 Partial response to FQIA request for documents re SER - OL 
stage. Documents listed in Apps A 8e B available in POR. Review 
of remaining documents subj to request incomplete. 

FELTON# J. M. Division of Rules and Records. 84/07/05. BELL# N. 
Nuclear Information Sc Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000# 84/07/05# 8501 180413. 


— 8312190393 Forwards NRR draft input for SALP for Nov 1982 - Oct 1983. 
Input based upon input solicited from staff who have contact 
w/util licensing matl. Comments received by 831209 will be 
considered in final rept. Overall Category 2 assigned. 

MILLER, M. A. Licensing Branch 4. 83/12/01. MATTSON# R. Division 

of Systems Integration (post 811005). VOLLMER# R. Division of 
Engineering. BASSETT# H. Division of Automated Information 
Services. 5pp. 28480:003. 24X Fiche: 50-000# 84/07/05, 0501 180413. 


— 8501180513 Forwards final SALP evaluation for Nov 1982 - Oct 1983. W/o 
end. 

MILLER. M. A. Licensing Branch 4. 83/12/29. EISENHUT# D. G. 

Division of Licensing. 23pp. 28479:343. a4X 

Fiche: 50-000# 84/07/05# 8501180413. 


8501180092 Forwards Insp Repts 50-424/84-29 & 50-425/84-29 on 
841022-1026. No violations or deviations noted. 

BROWNLEE# V. L. Region 2# Office of Director. 84/11/27. KELLV.R. J. 
Georgia Power Co. 2pp. 28465:035. 24X Fiche: 50-424# 84/11/27# 

8501180092. 


—8501180098 Insp Repts 50-424/84-29 «c 50-425/84-29 on 841022-26. No 
violations or deviations noted. Major areas inspected; onsite 
design activities# licensee action on previous enforcement 
matters Sc followup on previously identified items. 

WRIGHT# R.W., JACKSON# L. H. # UPRIGHT# C.M. Region 2# Office of 
Director. 84/11/20. 7pp. 28465:037. 24X Fiche: 50-424# 84/11/27# 

8501100092. 


8501180077 Forwards Insp Repts 50-424/84-31 Sc 50-425/84-31 on 
841106-08. No violation or deviation noted. 

BROWNLEE. V. L. Region 2# Office of Director. 84/11/28. KELLY# R. j. 
Georgia Power Co. 2pp. 28465:184. 24X Fiche: 50-424# 84/11/28# 

8501180077. 


— 0501180083 Insp Repts 50-424/84-31 8c 50-425/84-31 on 841X06-08. No 
violations or deviations noted. Major areas inspected: 
saf ety-related pipe support Sc restraint sys. 

LIU, W. C. # BLAKE# J.J. Region 2# Office of Director. 84/11/27, 
4pp. 28465:186. 24X Fiche: 50-424# 84/11/28# 8501180077. 


0501210281 Forwards Insp Repts 50-424/84-32 Sc 50-425/84-32 on 
840915-1114. No violations or deviations noted. 

BROWNLEE# V. L. Region 2# Office of Director. 84/12/12. KELLY# R. J. 
Georgia Power Co. 2pp. 28500:295. 24X Fiche; 50-424# 84/12/12# 

0501210281. 


— 8501210285 Insp Repts 50-424/84-32 Sc 50-425/04-32 on 840915-1114. No 
violation or deviation noted. Major areas inspected: in-place 
storage of equipment# electrical cable separation Sc 
electrical cable termination. 

SANDERS# W. F. # SINKULE# M. V. Region 2# Office of Director, 

84/12/10. 5pp, 28500:297. 24X Fiche : 50-424. 84/12/12, 8501210281. 


8412190503 IE Info Notice 84-94# "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Svc list end. 

GRACE# J. N, Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York# 

Inc. 121pp. 28570:042. 24X Fiche; 50-000# 84/12/21# 8412190503. 


8501060281 Requests add! info re IE Bulletin 79-^27# "Loss of Non-Class 
IE Instrumentation Sc Control Power Sys Bus During 
Operation#” to complete review of Open Item 65. Response 
requested by 850301 to support SER schedule, 

ADENSAM# E.O. Licensing Branch 4. 84/12/31. FOSTER# 0. 0. Georgia 

Power Co. 2pp. 28269:002, 24X Fiche: 50-^424# 84/12/31 # 8501680281. 



304 


DOCKETED ITEMS 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: SO-000. 85/01/10, 8501070401. 


8501110473 Forwards Region II Insp Repts 50-424/84-34 & 50-425/84-34 
for info. Related correspondence. 

BORDENICK.B. M. Hearing Branch 3. #185 024. 85/01/10. 

MARGULIES, M. B. Atomic Safety and Licensing Board Panel. 14pp. 
28358:066. 24X Fiche: 50-424. 85/01/10, 8501110473. 


8501080502 IE Info Notice 85-002. "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York. Inc. i03pp. 28490:226. 24X Fiche: 50-000. 85/01/15, 8501100655. 


8501250432 Forwards Insp Repts 50-424/84-37 & 50-425/84-37. Related 
correspondence. 

BORDENICK.B. K. Hearing Branch 3. #185 219. 85/01/16. 

MAR<SULIES. M. B. Atomic Safety and Licensing Board Panel. 9pp. 
28547:323. 24X Fiche: 50-424. 85/01/16. 8501250432. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
enc 1, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fiche: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end, 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


6501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments, " Svc list end. 

GRACE, J, N, Division of (3A. Safeguards ft Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


S. Reportable occurrences, LERs & related correspondence 


8501160085 Deficiency rept re potential defect in TDI diesel engine 
fuel control levers, Insp determined levers properly pinned 
to shaft. No problem identified. 

FOSTER. D.O. Georgia Power Co. 84/11/29. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 28421:003. 24X Fiche: 50-424, 84/11/29, 

8501160085. 


8501160096 Interim deficiency Sc Part 21 rept re GH-Bettis damper Sc 
valve actuators. Initially reported on 831118. Actuators 
listed in end will be serviced w/new seals Sc Dow Corning 
Molykote 44 lubricant prior to fuel load. 

FOSTER. D.O. Georgia Power Co, 84/12/06. O'REILLY. J. P. Region 2, 
Office of Director. 7pp. 28420:302. 24X Fiche: 50-424. 84/12/06. 

8501160096. 


8501090021 Final daficiency rept re unqualified Limitorque operator 
motors. Initially reported on 841019. Replacement motors 
ordered, 

FOSTER, D.O. Georgia Power Cp. 84/12/19. O'REILLY. J. P. Region 2. 
Office of DirectQT. ; 4pp, 23277:357. 24X Fiche: 50-424, 84/12/19, 

8501090021, 


8501100355 Interim :|«ficiency; rept ^ quality .concern involving 
erroneous liquid penetrant records. Evaluation incompleta. 

Next rept will be provided by 850221. 

FOSTER, D.O. Georgia Power Co. 84/12/19. O'REILLY. J. P. Region 2, 
Office of Director. 2pp. 28350:166. 24X Fiche: 50-424, 84/12/19, 

8501100355. 


8501100780 Interim deficiency rept re GE AKR-30 Sc AKR-50 circuit 
breakers. Initially reported on 841129,411 breakers will 
be returned to OE for reconditioning. Next rept will be 
submitted by 850202. 

FOSTER. D/0. Georgia Power Go. 84/12/20. O'REILLY. J. P. Region 2. 
Office of Director, Ip. 28345:261. 24X Fiche: 50-424. 84/12/20* 

8501100780, 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY. C. L. TDI (Transamer ica Delaval. Inc.) Owners Group. 65/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


8501310103 Forwards Vds 1-4 of "TDI Diesel Generator Design Review Sc 
Quality Revalidation Rept. “ TDI diesel generators presently 
installed at facility capable of reliably performing 
intended safety function. 

FOSTERiO.O. Georgia Power Co. 85/01/18. ADENSAM, E. G. Licensing 
Branch 4. 2pp. 28653:001. 24X Fiche: 50-424, 85/01/18. 8501310103. 


— 8501310107 "TDI Diesel Generator Design Review Sc Quality Revalidation 
Rept. " Vols 1-4. 

DEESE, R. J. . RAY, C. L. TDI (Trarsamerica Delaval. Inc.) Owners 
Group. 84/12/31. 1.400pp. 20653:003. 24X Fiche: 50-424. 85/01/18. 

8501310103. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec . Poly carbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval. Inc. 85/01/22. Director's 
Office. Office of Inspection and Enforcement. 5pp, 28563: 094. 24X 

Fiche: 50-000. 85/01/22, 8501280486. 


8501290393 Part 21 rept re possible field failure of Wellman Go space 
heaters on GE motors supplied w/pumps. Caused by 
carbonization of epoxy end plug Sc subsequent short-out of 
lead wires. Replacement heaters to be supplied. 

GANOUNG, P.A. Bingham-Willamette Co. 85/01/24. Vendor Program 
Branch. 4pp. 28620:340. 24X Fiche; 50-424, 85/01/24, 8501290393. 


V. Operator Examinations 


8501100383 Summary of 841213 meeting w/util re Open Items 90-97 
identified in 841106 draft SER. Applicant informed of 
interpretation of 10CFR50. 31 ( e ) re operators remaining in 
active status by performing duties 8 h per shift per month. 

MILLER, M. A. Licensing Branch 4. 84/12/21. Licensing Branch 4, 

4pp. 28357:101. 24X Fiche: 50-424, 84/12/21, 8501 100383. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Application/construction stage documents Sc correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


F. Security, medical, emergency Sc fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. C. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


Q, Inspection reports. IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. I21pp. 28570:042. 24X Fiche: 50-000, 84/12/2^ 8412190503. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness St, Engineaning Response 
(Post 830103). 85/01/10. Consolidated Edisan (;o. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10. 8501070401. 

8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501100655 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000. 85/01/15, 8501 100655. 
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8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Neu 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Netu 

York. Inc. 108pp. 28692:186. 24X Fi c h e: 50-000. 85/01 /23. 8501230229. 


8501230236 IE Info Notice 85-006. "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of Neu York, 

Inc. 67pp. 28692:295. 24X Fic he: 50-000. 85/01/29. 8501250352. 


DOCKET 50-438 BEULEFONTE NUCLEAR PLANT. UNIT 1 


A. Application/construction stage documents & correspondence 


8501180101 "Justification of Seismic Design Criteria Used for Sequoyah. 
Watts Bar & Bellefonte Nuclear Pouer Plants. Phase I." 

HAND.F. R. Tennessee Valley Authority. 78/04/30. 62pp. 28483:265. 

24X Fiche: 50-000. 78/04/30. 8501180101. 


8501180131 "Supplemental Rept: Prediction of Strong Motions for Eastern 
North America on Basis of Magnitude" to TVA rept. 

"Justification of Seismic Design Criteria Used for Sequoyah. 

Watts Bar & Bellefonte Nuclear Pouer Plants. Phase ZI. " 

HOLT. R. J. Weston Geophysical Corp. 76/08/03. 77pp. 28485:216. 

. 24X Fiche:50-000. 78/08/03. 8501180131. 


8501180112 "Justification of Seismic Design Criteria Used for Sequoyah. 
Watts Bar Sc Bellefonte Nuclear Pouer Plants. Phase 11." 

HAND. F. R. Tennessee Valley Authority. 78/08/31. 157pp. 26483:108. 

24X Fiche: 50-000. 78/08/31. 8501180112. 


8501180123 Errata to "Justification of Seismic Design Criteria Used for 
Sequoyah. Watts Bar Sc Bellefonte Nuclear Pouer Plant. Phase 
II. " 

* Tennessee Valley Authority. 78/08/31. 2pp. 28483:342. 24X 

Fiche; 50-000. 78/08/31. 8501180123. 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldoun. per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201. 

HOSLER. A. G. Babcock Sc Wilcox Operating Plants Owners Group. 

84/12/14. KADAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143:266. 24X Fiche; 50-000. 84/12/14. 8501020238. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. ” Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of Neu York. Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27, 8501030120, 


8501080511 Submits proposed actions on IDVP for all CY86 & CY87 plants. 
Draft Itrs to Duquesne Light tc Comm Ed requesting compliance 
w/SAR commitments & plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG. R. C. Director 's Office. Office of Inspection and 
Enforcement. 84/12/28. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. 4pp. 28271:176. 24X Fiche; 50-000. 84/12/28. 

850108051 1. 


8501150351 Informs that scheduled fuel load date remains Oct 1987. in 
response to DG Eisenhut 810803 request for realistic It 
upTto-date projected const date Ic quarterly updates until 
issuance of 8ER. 

DOMER.J. A, Tennessee Valley Authority. 85/01/08, EISENHUT. D. 0. 
Division of Licensing. Ip. 28388:031. 24X Fiche; 50-438. 85/01/08. 

8301150351. 


F, Seeyrity. medical, emergency tt fire protection plans 


850 121f©164 Forwards Insp Repts 50-438/84-23 St 50-439/04-23 on 
841001-1 101. No violations or deviations noted, 

VERRELLl, D. M. Region 2. Office of Director. 84/12/10. PARRIS, H.G. 
Tennessee Valley Authority. 2pp, 28500:351. 24X 

Fiche: 50-438. 84/12/10. 8501210164. 


—8501210169 Insp Repts 50-438/84-23 8c 50-439/84-23 on 841001-1 101. No 
violations or deviations noted. Major areas inspected: 
independent insp. instrumentation components 8t sys. electrical 
cables 8t terminations, foundations & fire protection. 

YORK. J. W. . WEISE. S. P. Region 2. Office of Director. 84/12/10. 
10pp. 28500:353. 24X Fiche: 50-438. 84/12/10. 8501210164. 


8501210141 Forwards Insp Repts 50-438/84-24 & 50-439/84-24 on 
841126-29. No violations or deviations noted. 

VERRELLl. D. M. Region 2. Office of Director. 84/12/18. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 28501:349. 24X 

Fiche: 50-438. 84/12/18. 8501210141. 


— 8501210145 Insp Repts 50-438/84-24 Sc 50-439/84-24 on 841126-29. No 
violations or deviations noted. Major areas inspected: 
permanent fire protection features Sc inspector followup 
items. 

MADDEN. P.M.. CONLON. T. E. Region 2. Office of Director. 84/12/17, 
8pp. 28501:351. 24X Fiche; 50-438. 84/12/18. 8501210141. 


8501100040 Summary of 841204 meeting w/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility Sc detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON. T.J. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

8pp. 28355:349. 24X Fiche: 50-000, 84/12/27, 8501100040. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of Neu York. Inc. ISSpp. 67718:161. 24X 

Fiche: 50-000, 85/01/09. 8501100621. 


Q. Inspection reports. IE Bulletins 8c correspondence 


8501210134 Ack receipt of 840831 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-438/83-31 8c 
50-439/83-31. Proposed date of 641101 for providing 
schedular info acceptable. 

LEWIS, R.C. Region 2. Office of Director. 84/09/20. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 28501:331. 24X 

Fiche: 50-438. 84/09/20. 8501210134. 


— 8501210142 Revises response to NRC 840114 ltr re violations noted in 
Insp Repts 50-438/83-31 8c 50-439/83-31. Corrective actions: 
administrative controls in NUTAC rept on Generic Ltr 83-28 
will be reflected in interdivisional procedure. 

MILLS. L.M. Tennessee Valley Authority. 84/08/31. O'REILLY. J. P. 
Region 2, Office of Director. Ip. 28501:333. 24X 

Fiche: 50-438, 84/09/20. 8501210134. 


'8501210144 Responds to NRC 840114 ltr re violations noted in Insp Repts 
50-438/83-31 8c 50-439/83-31. Corrective action will be 
completed by 840901. 

MILLS. L.M. Tennessee Valley Authority. 84/06/25. 0 'REILLY, J. P. 

Region 2. Office of Director. Ip. 28501:334. 24X 

Fiche: 50-438, 84/09/20, 8501210134. 


8501210164 Forwards Insp Repts 50-438/84-23 Sc 50-439/04-23 on 
841001-1101. No violations or deviations noted. 

VERRELLl, D. M. Region 2. Office of Director. 84/12/10. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 28500:351. 24X 

Fiche: 50-436. 84/12/10. 8501210164. 


— 8501210169 Insp Repts 50-438/84-23 8c 50-439/84-23 on 841001-1 101. No 
violations or deviations noted. Major areas inspected; 
independent insp. instrumentation components Sc sys. electrical 
cables Sc terminations, foundations Sc fire protection. 

YORK.J. W, . WEISE.S.P. Region 2, Office of Director. 84/12/10, 
10pp. 28500:353. 24X Fi che: 50-438. 84/12/10. 8501210164. 


8501210063 Ack receipt of 841030 Sc 1203 Itrs informing NRC of steps 
taken to correct violations noted in Insp Repts 50-438/84-01 
Sc 50-439/84-01. 

OLSHINSKl. J. A. RegioT^ 2, Office of Director. 84/12/13. PARRIS.H, O. 

Tennessee Valley Authority. Ip, 28501:304. 24X 

Fiche; 50-438. 84/12/13. 8501210063. 


— 8501210067 Suppls response to NRC 840217 ltr re violations noted in 
Insp Repts 50-430/84-01 8c 50-439/84-01- Correct ive actions; 
relevant QC procedures will be issued by 841212. 

HUFHAM, J. W, Tennessee Valley Authority, 84/12/03. O'REILLV. v). P- 
Region 2. Office of Dipeetpr. Ip. 28501:305. 24X 

Fiche: 50-438.84/12/19. 050121006^. . ; 


8501210048 Ack receipt of 841116 ltr informing NRC of steps taken to 
c orr ect violations,. . 1 n I ns-p . R e.p.'ts 5C)p;438fc/^81 ,■ ... ■ 

50-439/81-29. ■ 

VERRELLl. D. M. Region 2. Office of Director, 84/12/14. PARRIS. H. G. 
Tennessee Valley Authority. Ip. 20501:285. 24X 

Fiche; 50-438.84/12/14, 8501210046. 
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— 95012J0054 Suppis response to NRC 811208 Itr re violations noted in 
Insp Repts 50-438/81-29 & 50-439/81-29. Corrective actions: 
three replacement bolts returned to B&W due to inadequate 
markings. Corrective action will be completed by 850222. 

HLFHArti J. W. Tennessee Valley Authority. 84/11/16. O'REILLYj J, P. 
Region 2» Office of Director. Ip. 28501:286. 24X 

Fiche; 50-438, 34/12/14, 8501210048. 


8501210141 Forwards Insp Repts 50-438/84-24 & 50-439/84-24 on 
841126-29. No violations or deviations noted. 

VERR£LLI,D. M. Region 2, Office of Director. 84/12/18. PARRIS, Rfi. 
Tennessee Valley Authority. 2pp. 28501:349. 24X 

Fiche: 50-438, 84/12/18. 8501210141. 


—8501210145 Insp Repts 50-438/84-24 50-439/84-24 on 841126-29. No 

violations or deviations noted. Major areas inspected: 
permanent fire protection features & inspector followup 
items. 

fWDDEN, P. M. , CONLQN, T. E. Region 2, Office of Director. 84/12/17. 
8pp. 28501:351. 24X Fiche: 50-438, 84/12/18, 8501210141. 


8501180435 Discusses 841213 meeting re status of programmatic changes 
concerning ftRC licensed activities. Observed managerial 
improvements & improvements in regulatory performance 
discussed. 

O'REILLY, a P. NRC - No Detailed Affiliation Given. 84/12/19. 
PARRIS,H. G. Tennessee Valley Authority. 3pp. 28464:286. 24X 

Fiche; 50-000, 84/12/19, 8501180435. 


8412190503 IE Info Notice 84-94, '"Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Svc list end. 

grace, J.N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN. £. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 85011OO<£>55. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fi ch e: 50-000, 85/01 /23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York# 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352, 


8501170268 Forwards Insp Repts 50-438/84-25 Sc 50-439/84-25 on 
841102—03. No violations or deviations noted. 

VERRELLI,D. M. Region 2. Office of Director. 84/12/21. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28445:224. 24X 

Fiche; 50-438,84/12/21, 8501170268. 


— 8501170274 Insp Repts 50-438/84-25 Sc 50-439/84-25 on 841102-30. No 
violations or deviations noted. Major areas inspected: 
independent insp, instrumentation, welding of safety-related 
piping structures Si const testing. 

YORK, J. W. # WEISE, S. P. Region 2, Office of Director. 84/12/21. 
6pp. 28445. 226. 24X Fiche: 50-438, 84/ 12/21 , 8501 17026B. 


S501210214 Acfc receipt of 841205 Itr informing hWC of steps taken to 
correct violations noted in Insp Repts 50-438/84-20 Sc 
50-439/84-20. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/24. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28500:037. 24X 

Fiche: 50-438, 84/12/24, 8501210214. 


—8503^10221 Responds to NRC 841105 Itr re violations noted in Insp Rept 
50-438/84-20 Sc 50-439/84-20. Corrective actions; 

Nonconformance Rept 3522 written to document exceeding 
of allowable temp limit of paint storage warehouse. 

WFHAM, J. W. Tennessee Valley Authority. 84/12/05. O'REILLY, J. P. 
Region 2# Office of Director. 4pp. 28500- 039 24X 

Fiche: 50-438, 84/12/24, 8501210214. 


8501210228 Forwards Insp Repts 50-438/84-20 Sc 50-439/84-20 on 
841001-05 Sc notice of violation. 

V0RRELL1#D. M, Region 2# Office of Director. 84/11/05. 
PARRIS#H,C. Tennessee Valley Authority. 3pp. 28500:043 24X 

Fiche: 50-438, 84/12/24, 8501210214. -sowu. 5-4X 


S. Reportable occurrences, LERs Sc related correspondence 


B501150463 Final deficiency Sc Part 21 rept re CH Bettis valve actuators 
w/potential stroking speeds greater than 15 s. Initially 
reported on 840917. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/05. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp, 28414:259. 24X 

Fiche: 50-000, 84/12/05, 8501150463. 




7 r . .T; xmpi'oper use OT aAcernaoe anaiys 

elbolets. Initially reported on 821118. Piping rerouted to 
eliminate elbolets. 

HUFHAM, J, W. Tennessee Valley Authority. 84/12/06. O 'REILLY# J. P. 
Region 2, Office of Director. 2pp. 28414:270 24X 

Fiche: 50-438# 84/ 1 2/06, 8501 1 50469. 


Z Z. MV-* 4.,«r4ciency nep-cs IMUK IIUW, NON 1203 Sc 

NCR 1563 re deficient fillet welds. Initially reported on 
800507. Completion date of 841130 for corrective actions 
extended until 860228. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/07. O 'REILLY, J. P. 
Region 2, Office of Director. Ip. 28414:310 24X 

Fiche; 50-438, 84/12/07, 8501150414 


, . i«i#w 1C AiicoT-T-ecv response spect 

used in analyzing reactor bldg spray piping, Initially 
reported on 841108, Correct specs provided to reanalzye 
piping sys. Next rept anticipated by 850719. 

ReniJI!'^ Valley Authority. 84/12/07. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28414*264 24X 

Fiche: 50-438, 84/12/07, 8501150467 


8501210233 Notice of violation from insp on 841001-05. 

* Region ^ Office of Director. 84/11/05. 2 pp. 28500 046 24 X 

Fiche: 50-438# 84/12/24, 8501210214. 

5*^^® 50-438/84-20 St 50-439/84-20 on 841001-05. 

J®****; posting of notice St exceeding of 
allowable temp limit in paint storage warehouse 

^ 0 ^^ 500 * p- 2# Office of Director. 84/10/24. 

9pp. 28500.048. 24X Fiche; 50-4:^, 84/12/24, 8501210214. 

*1 IE 84-03. Cavit, UMt,r 

, Evaluation of potential for Sr consequences of 
•fueling cavity water seal failure end, per 841204 

^ ^ tTf m ■ 

R.H. Tennessee Valley Authority. 84/12/26 Q'RETLlv i p 

Su#.,vl.lon o# 

pp. 28537.127. 24X Fiche: 50-000# 85/01/10,8501070401. 




* '^'^ "*"**. *^ deficiency rept re failure of expansion » 

concrete walls. Initially reported on 840515.^ 

Completion of corrective actions delayed until 850101 due to 
HUfJIS °t during replacement of anchors. 

RMi^n' 2 ”of Authority. 84/12/07, 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28420:295 24X 

Fiche: 50-438, 84/12/07, 8501160035 

85011TO420 Second interim Deficiency Rept NCR 3011 re alterations of 
Ant ; Initially reported on 840412. Impact of 

door mods on performance as fire barrier belna evaluated 
“K Bsoeoa * 

UFHAM, J. W. Tennessee Valley Authority. 84/12/11 a'RETLi v j o 

bresOM#' """"‘“I *«• ♦O’- tbb'rmal mov,m,nt. Nt,t r.pt Ou. 

Fiche: 50-438,84/12/11, 8501160144 ‘SIO. 24X 
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85011S0453 Part 21 it first interim Deficiency Rept NCR 3675 re 
excessive wiring defects in S&W cabinets. Initially reported 
on 841 114. Condi tion referred to ofc of engineering for 
further evaluation. Next rept due by 850613. 

HUFHAMiJ. W. Tennessee Valley Authority. 84712/12. O "REILLY. J. P. 
Region 2. Office of Director. 2pp. 28414:308. 24X 

Fiche: 50-438. 84/12/12, 8501150453. 


8501160165 Interim deficiency rept re unconservative procedure for 
subtracting seismic anchor movement stress from thermal 
stress. Initially reported on 830927. Next rept anticipated by 
860805 instead of 850805. 

HUFHAM. J. W. Tennessee Valley Authority. 84/12/13. O "REILLY. J. P. 
Region 2. Office of Director. Ip. 28420:313. 24X 

Fiche: 50-438. 84/12/13. 8501 160165. 


8501160002 Eleventh interim deficiency rept re B&W panel instruments 
not seismically qualified to specs. Initially reported on 
801124. Instruments not listed moved to compatible spec 
panel. Next rept anticipated by 850708. 

HUFHAM. J.W. Tennessee Valley Authority. 94/12/17. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 28421:134. 24X 

Fiche: 50-438. 84/ 1 2/ 1 7. 8501 1 60002. 


8501140126 Third interim deficiency rept re calculation of support 
design loads in T-pipe. Initially reported on 830714. Support 
designs it drawings will be revised. Next rept will be 
submitted by 850607. 

HUFHAM. J.W. Tennessee Valley Authority. 84/12/19. 0 "REILLY. J. P. 

Region 2. Office of Director. Ip. 28377:256. 24X 

Fiche: 50-438.84/12/19. 8501140126. 


8501140094 Final Deficiency Rept NCR 3180 re discontinuities on shear 
lug to piping welds. Initially reported on 840611. Addl hold 
point added on automated process control uield operation 
checklist card. Item not reportable per 10CFR5O. SS<e). 

HUFHAM. J.W. Tennessee Valley Authority. 84/12/20. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 28377:274. 24X 

Fiche; 50-438. 84/12/20. 8501140094. 


8501140101 Fourth interim deficiency rept re incorrect thermal data in 
Problem N4-1RK-A from Program EZ. Initially reported on 
830216. Air compressor sys support removed & affected support 
designs revised. Next rept will be submitted by 850417. 

HUFHAM. J.W. Tennessee Velley Authority. 84/12/20, O 'REILLY, J. P. 
Region 2. Office of Director. 2pp. 28377:356. 24X 

Fiche: 50-438. 84/12/20, 8501140101. 


8501140214 Second interim deficiency rept re disagreement in mode 
analysis data. Initially reported on 831024. Operating modes 
being reviewed, revised it formally issued. Next rept will be 
submitted by 860326. 

HUFHAM.J.W, Tennessee Valley Authority. 84/12/20, O 'REILLY. J. P. 
Region 2. Office of Director, Ip. 28378:001. 24X 

Fiche: 50-438. 84/12/20, 8501140214, 


8501070285 Forwards TDl Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY# C. L. TDI (Transamerica Delaval. Inc.) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 16pp. 
2B202: 058. 24X Fiche: 50-000. 85/01/02. 8501070285. 


8501070152 Informs thet none onf ormence items re possible overstress of 
tendons in containment & dimensionally nonconforming 
anchorage matl by Inryco closed w/o ection based on util 
620119 St 0813 final repts. No danger of sys degradation. 

ZECH.O.G, Vendor Program Branch. 85/01/03. OLSHINSKI. J. A- Region 
2. Office of Director. Ip. 28204:335. 24X Fiche: 50-438. 85/01/03. 

8501070152. 


8501160028 Supplemental deficiency rept re adaptor keyway on B-inch 
Borg-Warner globe velvet. Ini tial ly reported on 640131. 

Corrective action will be completed by 850316. 

HUFHAM.J.W. Tennessee Valley Authority. 85/01/04. 0 'REILLY. J. P. 

Region 2. Office of Director, Ip, 28420:294. 24X 

Fiche: 50-438. 85/01/04, 8501160028, 


8501160036 Fourth supplemental deficiency rept ra improperly torqued 
bonnet studs on DHR valVes. Initially reported on 811222. 

Corrective action will be completed by 850401. 

HUFHAM.J.W. Tennessee Valley Authority. 85/01/04. 0 'REILLY. J. P. 

Region 2. Office of Director. Ip. 28421:001. 24X 

Fiche; 50-438. 85/01/04. 896ll60036. 


8501160048 Final deficiency Sc Pert 21 rept re BSeW nonconservative 
analysis of neutron flux. Initially reported on 801105. 

Initial condition operating limits on rod position Sc axial 
offset revised, 

HUFHAM. J. W. Tennessee Vaiidy Auth or ity . 85/01/04. 0 'REILLY. J. P. 

Region 2. Office of Director. 2pp. 28420:299, 24X 

Fiche; 50-438. 65/01/04. 8501160048. 


8501160064 Final Deficiency Rept NCR 3337 re rigorously analyzed 
support locations not verified. Initially reported on 840809. 

QC Procedure 6.17 revised to clarify requirement re location 
compatibility. 

HUFHAM.J.W. Tennessee Valley Authority. 85/01/04. D'REILLY, J. P. 
Region 2. Office of Director. 3pp. 28421:125. 24X 

Fiche: 50-438, 85/01/04. 8501160064. 


B5012804B6 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement, 5pp. 28563:094. 24X 

Fiche: 50-000. 85/01/22. 8501280486. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8501180101 “Justification of Seismic Design Criteria Used for Sequoyah. 
Watts Bar it Bellefonte Nuclear Power Plants, Phase I, " 

HAND. F. R. Tennessee Valley Authority. 78/04/30. 62pp. 28483:265. 

24X Fiche: 50-000. 78/04/30,8501180101. 


8501180131 “Supplemental Rept: Prediction of Strong Motions for Eastern 
North America on Basis of Magnitude" to TVA rept. 

“Justification of Seismic Design Criteria Used for Sequoyah. 

Watts Bar Sc Bellefonte Nuclear Power Plants. Phase 11. " 

HOLT. R.J. Weston Geophysical Corp, 78/08/03. 77pp. 28485:216, 

24X Fiche: 50-000,78/08/03,8501180131. 


8501180112 “Justification of Seismic Design Criteria Used for Sequoyah. 
Watts Bar & Bellefonte Nuclear Power Plants, Phase II. " 

HAND. F. R. Tennessee Valley Authority. 78/08/31, I57pp. 28483:108. 
24X Fiche: 50-000, 78/08/31,8501180112. 


B501180123 Errata to “Justification of Seismic Design Criteria Used for 
Sequoyah. Watts Bar & Bellefonte Nuclear Power Plant. Phase 
II. •• 

* Tennessee Valley Authority. 78/08/31. 2pp. 28483:342. 24X 

Fiche: 50-000, 78/08/31. 8501180123. 


6501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown, per 841114 meeting. Spec if ic 
plant responses to generic Itr expected by 850201. 

HOSLER. A. G. Babcock & Wilcox Operating Plants Owners Group. 
84/12/14. KADAMBI.N. P. NRC - No Detailed Affiliation Given. Ip. 
28143:266. 24X Fiche: 50-000, 84/12/14. 8501020238. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 
applicants for OL re certification of compliance to 
10CFR50. 49. “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT. D. 0, Division of Licensing. 84/12/27. Consolidated 
Edison Co, of New York, Inc. IBpp. 28464:230. 24X 

Fiche: 50-000. 84/12/27, 8501030120. 


F. Security, medical, emergency & fire protection plans 


8501210164 Forwards Insp Repts 50-438/84-23 St 50-439/84-23 on 
841001-1101. No violations or deviations noted. 

VERRELLI. D. M. Region 2. Office of Director. 84/12/10. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 28500:351, 24X 

Fiche: 50-438. 84/12/10. 8501210164. 


—8501210169 Insp Repts 50-438/84-23 8< 50-439/84-23 on 841001-1101. No 
violations or deviations noted. Major areas inspected; 
independent insp. instrumentation components St sys. electrical 
cables it terminations, foundations it fire protection. 

YORK. J.W. Region 2. Office of Director. 84/12/10. 10pp. 

28500:353. 24X Fiche: 50-438. 84/12/10. 8501210164. 


8501210141 Forwards Insp Repts 50-438/84-24 St 50-439/84-24 on 
841*126-29. No violations or deviations noted. 

VERRELLI. D. M. Region 2. Office of Director. 84/12/18. PARRIS. H.G. 
Tennessee Valley Authority. 2pp. 28501:349. 24X 

Fiche: 50-438. 84/12/10, 8501210141. 


—8501210145 Insp Repts 50-438/84-24 St 50-439/84-24 on 841126-29, No 
violations or deviations noted. Major areas inspected: 
permanent fire protection features St inspector followup 
items, 

MADDEN. P.M. Region 2. Office of Director. 84/12/17. 8pp, 
28501:351. 24X Fiche; 50-438. 84/12/18. 8501210141. 
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S50H00040 Summary of 841204 meeting ui/util re detailed control room 
design reviews. Util views control room mods at Watts Bar 
facility it detailed control room design reviews as separate 
items. Estimates of schedules for performance end. 

KENYON. T.U. Licensing Branch 4. 84/12/27. Licensing Branch 4. 

Spp. 28355:349. 24X Fiche: 50-000. 84/12/27, 8501100040. 


8501180435 Discusses 841213 meeting re status of programmatic changes 
concerning NRC licensed activities. Observed managerial 
improvements & improvements in regulatory performance 
discussed. 

0 'REILLY, J. P. NRC - No Detailed Affiliation Given. 84/12/19. 
PARRIS, H.O. Tennessee Valley Authority. 3pp. 28464*286 24X 

Fiche; 50-000,84/12/19, 8501180435, 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp, 67718:161. 24X 

Fiche: 50-000,85/01/09. 8501100621. 


Q. Inspection reports, IE Bulletins 8t correspondence 


8501210134 Ack receipt of 840831 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-438/83-31 & 

50-439/83-31, Proposed date of 841101 for providing 
scheduler info acceptable. 

LEWIS, R.C. Region 2, Office of Director. 84/09/20. PARRIS, H. G. 
Tennessee Valley Authority. 2pp. 28501:331. 24X 

Fiche; 50-438, 84/09/20, 8501210134. 


— 8501210142 Revises response to NRC 840114 ltr re violations noted in 
Insp Repts 50-438/83-31 & 50-439/83-31. Corrective actions: 
administrative controls in NUTAC rept on Generic Ltr 83-28 
will be reflected in interdivisional procedure. 

MILLS. L.M. Tennessee Valley Authority. 84/08/31. O'REILLY, J. P. 
Region 2> Office of Director. Ip. 28501:333. 24X 

Fiche: 50-438. 84/09/20. 8501210134. 


—8501210144 Responds to NRC 840114 ltr re violations noted in Insp Repts 
50-438/83-31 Sc 50-439/83— 31. Corrective action will be 
completed by 840901. 

MILLS, L.M. Tennessee Valley Authority. 84/06/25. O'REILLY, J. P. 
Region 2, Office of Director, Ip. 28501:334. 24X 

Fiche: 50-438, 84/09/20, 8501210134. 


8501210164 Forwards Insp Repts 50-438/84-23 8c 50-439/84-23 on 
841001-1 101. No violations or deviations noted. 

VERRELLI.D. M. Region 2, Office of Director. 84/12/10. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28500:351. 24X 

Fiche: 50-438, 84/12/10, 8501210164. 


— 8501210169 Insp Repts 50-438/84-23 8c 50-439/84-23 on 841001-1101. No 
violations or deviations noted. Major areas Inspected: 
independent insp. instrumentation components 8c sys, electrical 
cables 8c terminations, foundations 8e fire protection. 

YORK, J. W. , WEISE, S. P. Region 2. Office of Director. 84/12/10. 
10 pp. 28500:353. 24X Fiche; 50-438, 84/12/10, 8501210164 . 


8501210063 Ack receipt of 841030 8c 1203 Itrs informing NRC of steps 
taken to correct violations noted in Insp Repts 50-438/84-01 
8c 50-439/84-01. 

OLSHINSKI. J. A, Region 2, Office of Director. 84/12/13. PARRIS,H. G. 

Tennessee Valley Authority. Ip. 28501:304. 24X 

Fiche: 50-438, 84/12/13, 8501210063. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J.N. Division of Emergency Preparedness 8c Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501170268 Forwards Insp Repts 50-438/84-25 & 50-439/84-25 on 
841102-03. No violations or deviations noted. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/21. PARRIS, H.G. 
Tennessee Valley Authority. 2pp. 28445:224. 24X 

Fiche: 50-438, 84/12/21, 8501170268. 


■8501170274 Insp Repts 50-438/84-25 St 50-439/84-25 on 841102-30. No 
violations or deviations noted. Major areas inspected: 
independent insp, instrumentati on, welding of saf ety-related 
piping structures Sc const testing. 

YORK, J, W. , WEISE, S.P. Region 2, Office of Director, 84/12/21. 
6pp. 28445:226. 24X Fiche: 50-438, 84/12/21, 8501170268. 


8501a.l0214 Ack receipt of 841205 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-438/84-20 & 

50-439/84-20. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/24. PARRIS, H G 
Tennessee Valleyr Authority. 2pp. 28500:037 24X 

Fiche: 50-438, 84/12/24, 8501210214. 


50-438/84-20 Sc 50-439/84-20. Corrective actions: 

Nonconformance Rept 3522 written to document exceeding 
of allowable temp limit of paint storage warehouse. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/05. O'REILLY, J. P, 
Region 2, Office of Director, 4pp. 28500:039. 24X 

Fiche: 50-438. 84/12/24, 8501210214. 


*8501210228 Forwards Insp Repts 50-438/84-20 Sc 50-439/84-20 on 
841001-05 Sc notice of violation. 

VERRELLIj D. M. Region 2, Office of Director. 84/11/05. 
PARRIS, H.G. Tennessee Valley Authority. Spp. 28500:043. 
Fiche: 50-438, 84/12/24, 8501210214. 


24X 


——8501210233 Notice of violation from 
* Region 2, Office of Director. 
Fiche: 50-438, 84/12/24, 8501210214. 


insp on 841001-05. 

84/11/05. 2pp. 28500:046. 24X 


— 8501210239 Insp Repts 50-438/84-20 Sc 50-439/84-20 on 841001-05. 
Violation noted: improper posting of notice Sc exceeding of 
allowable temp limit in paint storage warehouse. 

WRIGHT, R.W., CONLON, T. E. Region 2, Office of Director. 84/10/24. 
9pp. 28500:048. 24X Fiche: 50-438, 84/12/24, 8501210214. 


—8501210067 Suppls response to NRC 840217 ltr re violations noted in 
Insp Repts 50-438/84-01 Sc 50-439/84-01. Corrective actions: 
relevant QC procedures will be issued by 841212. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/03. O'REILLY, J. P. 
Region 2, Office of Director, Ip. 28501:305. 24X 

Fiche; 50-438, 84/12/13, 8501210063. 


8501210048 Ack receipt of 841116 ltr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-438/81-29 Sc 
50-439/81-29. 

VERRELLI, D. M. Region 2, Office of Director. 84/12/14, PARRIS, H.G. 
Tennessee Valley Authority. Ip, 26501:285. 24X 

Fiche: 50-438, S4/12/J4, 8501210048. 


8501160309 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal. " Evaluation of potential for Sc consequences of 
refueling cavity water seal failure end, per 841204 
agreement. 

SHELL, R, H, Tennessee Valley Authority. 84/12/26. O'REILLY, J. P. 
Region 2, Office of Director. 6pp. 28410:005. 24X 

Fiche: 50-438, 84/12/26, 8501160309. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. *' Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


-8501210054 Suppls response tp NRC 811208 ltr re violations noted in 
Insp Repts 50-408/81-29 Sc 50-439/81-29. Corrective actions: 
three replacement bolts returned to BScW due to inadequate 
makings. Corrective action will be completed by 850222. 

HUFHAM, J.W. Tennessee Velley Authority. 8^/11/16. O'REILLY, U. P. 
Region 2, Office of . Director. Ip. 28501:286. 24X 

Fiche: 50-438, 84/12/14, 8501210048 

50-438/84-24 Sc 50-439/84-24 on 
violations or deviations noted. 

T#nnf 7 1 *’*!**!! Director. 04/12/18. PARRIS, H.O. 

Tennessee velley Authority. 2pp, 28501*349 24 X 

Fiche; 50-438, 84/12/ila, 8501210141. 


50^08/84-24 St 50-409/84-24 on 841126-29. No 
violations or deviatiops notatf. Major areas inspected; 
items”*"* Features Sc. inspector followup 

of Director. 84/12/17 

Spp, SBSOl.OSt, ; S4X Flcftie: 50^38, 84/12/18, 8501210141. 


8501080502 lE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. I09pp. 20537:193. 24X Fiche: 50-000, 85/01/11, 8501080502, 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24X Fich e; 50-000, 85/01/17, 8501 160196, 
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8S01230229 lE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York, Inc. lOSpp. 28692:186. 24X Pic h e: 50-000, 85/01/23, 8501 230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692. 001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of GA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs & related correspondence 


8501150463 Final deficiency & Part 21 rept re GH Bettis valve actuators 
u/potential stroking speeds greater than 15 s. Initially 
reported on 840917. 

HUFHAM,J.W. Tennessee Valley Authority. 84/12/05. 0 'REILLY, J, P. 

Region 2, Office of Director. 2pp. 28414:259. 24X 

Fiche: 50-000, 84/12/05, 8501150463. 


8501150469 Final deficiency rept re improper use of alternate analysis 
elbolets. Initially reported on 8211 18. Piping rerouted to 
eliminate elbolets. 

HUFHAM, J. W. Tennessee Valley Authority. 84/12/06. O 'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28414:270. 24X 

Fiche: 50-438, 84/12/06, 8501150469. 


8501150414 Second Supplemental Deficiency Repts NCR 1188, NCR 1203 & 
NCR 1563 re deficient fillet welds. Initially reported on 
800507. Completion date of 841130 for corrective actions 
extended until 860228. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/07. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28414:310. 24X 

Fiche: 50-438, 84/12/07, 8501150414. 


8501150467 First interim deficiency rept re incorrect response spectra 
used in analyzing reactor bldg spray pip ing. Initially 
reported on 841108. Correct specs provided to reanalzye 
piping sys. Next rept anticipated by 850719. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/07. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28414:264. 24X 

Fiche: 50-438, 84/12/07, 8501150467. 


8501160035 Supplemental deficiency rept re failure of expansion shell 
anchors in concrete walls. Initially reported on 840515. 

Completion of corrective actions delayed until 850101 due to 
damage of rebar during replacement of anchors. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/07. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28420:295. 24X 

Fiche; 50-438, 84/12/07, 8501160035. 


8501150420 Second interim Deficiency Rept NCR 3011 re alterations of 
fire doors It frames, Initially reported on 840412. Impact of 
door mods on performance as fire barrier being evaluated. 

Next rept will be submitted by 850802. 

HUFHAM, J.W. Tennessee Valley Authority, 84/12/11. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28414:311. 24X 

Fiche: 50-438, 84/12/11, 8501150420. 


8501160144 Third interim Deficiency Rept NCR 2707 re lengths of flex 
conduit extensions. Ofc of engineering in process of 
evaluating mechenical sys for thermal movement. Next rept due 
b y 850304. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/11. 0 'REILLY, J. P. 

Region 2* Office of Director. 2pp. 28420:310. 24X 

Fiche: 50*^38, 84/12/11, 8501160144. 


85011<^016S Interim, deflc iency rept re unconservative procedure for 
subtracting Seismic anchor movement stress from thermal 
stress. Initially, reported on 830927. Next rept anticipated by 
860805 instead of 850805. 

HUFHAM, j. W. i Tennessee Valley Authority. 84/12/13. 0 'REILLY, J. P. 

Region 2, Office of Director. Ip. 28420:313. 24X 

Fiche: 50*-438, 84/12/13, 8501 160165. 


8501160002 Eleventh interim deficiency rept re BStW panel instruments 
not seismically qualified to specs. Initially reported on 
801 124. Instruments not listed moved to compatible spec 
panel. Next rapt anticipated by 850706. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/17. O 'REILLY, J. P, 
Region 2, Office of Director. 2pp. 28421:134. 24X 

Fi Che; 50-438, 84/12/17, 8501 160002. 


8501140126 Third interim deficiency rept re calculation of support 
design loads in T-p ipe. Initially reported on 830714. Support 
designs & drawings will be revised. Next rept will be 
submitted by 850607. 

HUFHAM. J.W. Tennessee Valley Authority. 84/12/19. Q 'REILLY, J. P. 
Region 2, Office of Director. Ip. 28377:256. 24X 

Fiche: 50-438, 84/12/19, 8501140126. 


8501140214 Second interim deficiency rept re disagreement in mode 
analysis data. Ini tial ly reported on 831024. Operating modes 
being reviewed, revised & formally issued. Next rept will be 
submitted by 860328. 

HUFHAM, J.W. Tennessee Valley Authority. 84/12/20. 0 'REILLY, J. P, 

Region 2, Office of Director. Ip. 28378:001. 24X 

Fiche: 50-438, 84/12/20, 8501140214. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202:058. 24X Fich e: 50-000, 85/01/02, 8501070285. 


8501070152 Informs that nonconformance items re possible overstress of 
tendons in containment Sc dimensionally nonconforming 
anchorage matl by Inryco closed w/o action based on util 
820119 Sc 0813 final repts. No danger of sys degradation. 

ZECH, G. G. Vendor Program Branch. 85/01/03. OLSHINSKI, J. A. Region 
2, Office of Director. ip. 28204:335. 24X Fiche: 50-438, 85/01/03, 

8501070152. 


6501160028 Supplemental deficiency rept re adaptor keyway on 8-inch 
Borg-Warner globe valves. Initially reported on 840131. 

Corrective action will be completed by 850316. 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/04. O'REILLY, J. P. 
Region 2, Office of Director. Ip. 28420:294. 24X 

Fiche; 50-438, 85/01/04, 8501160028. 


8501160036 Fourth supplemental deficiency rept re improperly torqued 
bonnet studs on DHR valves. Initial ly reported on 811222. 

Corrective action will be completed by 850401. 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/04. O 'REILLY, J. P. 
Region 2, Office of Director. Ip. 28421:001. 24X 

Fiche: 50-438, 85/01/04, 8501160036. 


8501160048 Final deficiency Sc Part 21 rept re B&W nonconservative 
analysis of neutron flux. Initially reported on 801105. 

Initial condition operating limits on rod position Sc axial 
offset revised. 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/04. □ 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28420:299. 24X 

Fiche; 50-438, 85/01/04, 850116004B. 


8501160064 Final Deficiency Rept NCR 3337 re rigorously analyzed 
support locations not verified. Initially reported on B40B09. 

QC Procedure 6. 17 revised to clarify requirement re location 
compatibility. 

HUFHAM, J.W. Tennessee Valley Authority. 85/01/04. 0 'REILLY. J. P. 

Region 2, Office of Director. 3pp. 28421:125. 24X 

Fiche: 50-438, 85/01/04, 8501160064. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents Sc correspondence 


85011B0051 FOIA request for repts resulting from listed environ 
qualif ication of equipment site audits to be plactd in PDR. 

Access to any repts resulting from audits hald since Oct 
1982 also requested. 

WILLIAMS, O. G. JRA Associates. 84/04/05. FELTON, J. M. Division of 
Rules and Records. Ip. 28467:001, 24X Fiche; 50-000, 84/04/05, 

8501180051. 


8501180069 Partial response to FpIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M, Division Of Rules and Records. 84/05/24. WILLI AMS, 0. G. 

JRA Associates, 3pp, 284<>7; 002. 24X Fiche: 50-000. 84/05/24, 

B501180069. ;■ , 

■ ' ■. , 1 

8501210336 FOIA request, far : four cetegpries, qf doc^uments re hydrogen 
control issue in OL proceedings. 

HIATT, S,L. Ohio Citizens for Responsible Energy. 84/06/16. 

FELTON, J.M. Division of Rules and Records. Ip: 28495:001. 24X 

Fiche: 50-440, 84/06/16, 8501210336. 
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8501300198 FOIA request for all etinutesi notes, tape recordings, handouts, 
vieugraphs or other matl of 840619 meeting in Bethesda.MO 
re plant-specific responses for hydrogen control at 
facility. Waiver of 757. of fee requested. 

HIATT. S.L. Ohio Citizens for Responsible Energy. 84/06/20. 

FELTON. J.M. Division of Rules and Records. Ip, 28684:066. 24X 

Fiche: 50-440. 84/06/20. 8501300198. 


8501300107 Further response to FOIA request for documents re Caseload 
Forecast Panel site visits between 830901 it 840405. Forwards 
documents listed on App A. Documents listed on App B withheld 
in entirety (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/09. PARSHLEY. P. C. 

Donaldson. Lufkin & Jenrette. 4pp. 28675:223. 24X 

Fiche; 50-440. 84/07/09. 8501300107. 


— 8501300116 Agenda of Caseload Forecast Team 840306 site meeting w/ 
Cleveland Electric Illuminating Co. Ohio Edison. Toledo 
Edison. State of OH Ofc of Consumers Counsil & others to 
discuss const it preoperational testing schedule. 

* NRC — No Detailed Affiliation Given. 84/03/06. NRC - No 
Detailed Affiliation Given. 141pp. 28675:227. 24X 

Fiche: 50-440. 84/07/09. 8501300107. 


8501300255 Responds to FOIA request for copy of tape recording of 
840619 meeting. Tape end. "Proceedings of Second Inti 
Conference on Impact of Hydrogen on Water Reactor Safety" 
also enc 1. W/o end. 

TDMS.N. L. NRC - No Detailed Affiliation Given. 84/07/24. 

HIATT. S, L. Ohio Citizens for Responsible Energy. Ip. 28684:067. 
24X Fiche: 50-440.84/07/24.8501300255. 


8501150320 Forwards 840726 draft Tech Specs for review, per NRC request. 
EDELMAN.M. R. Cleveland Electric Illuminating Co. 84/07/31. 
YOUNGBLOOD. B. J. Licensing Branch 1. 803pp. 28383:073. 24X 

Fiche; 50-440. 84/07/31. 8501150320. 


8501210339 Partial response to FOIA request for four categories of 
documents re hydrogen control issue in OL proceedings. 

Forwards documents listed in App A. U/o documents. 

FELTON. J.M. Division of Rules and Records. 84/08/03. HIATT. S. 
Ohio Citizens for Responsible Energy. 2pp. 28495:002. 24X 

Fiche: 50-440. 84/08/03. 8501210339. 


8501030363 Transmits INEL trip rept re site review of seismic & dynamic 
qualification of safety-related equipment. NRC SER of PVORT it 
SORT to be addressed in next SSER. 

YOUNGBLOOD. B. J. Licensing Branch 1. 84/12/19. EDELMAN.M. R. 

Cleveland Electric Illuminating Co, 3pp. 28208:035. 24X 

Fiche: 50-440. 84/12/19. 8501030363. 


— 8501030365 “Perry SORT Visit Rept. " informal rept. 

BRIDGES. T. L. . RUSSELL. M. J. . SINGH. J. N. EG&G. Inc. FIN A-6415, 
EGG-EA-6733. 84/11/30. NRC - No Detailed Affiliation Given. 

45pp. 28208: 038. 24X Fiche: 50-440. 84/12/19. 8501030363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8< 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. 6. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc, 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501090582 Notification of 850107-11 meetings w/util in Bethesda.MO to 
discuss util response to NRC questions re proposed draft 
Tech Spec submittals, 

STEFANO.J. J. Licensing Branch 1. 84/12/27. YOUNGBLOOD. B. J. 

Licensing Branch 1, 3pp. 28273:353. 24X Fiche: 50-440. 84/12/27. 

8501090582. 


8501080025 Ack receipt of 841003 ltr providing add I info re 830602 QA 
submittal «e changes, Revised program continues to satisfy 
requirements of 10CFR50. App B it acceptable. 

SPESSARD. R. L. Regions. Office of Director. 85/01/03. EDELMAN. M. R, 
Cleveland Electric Illuminating Co. Ip. 28231:132. 24X 

Fiche: 50-440. 85/01/03. 8501080025. 


8501090252 Forwards marked-up Rev 1 to draft Tech Specs. originally 
submitted on 840731. Rev result of ongoing reviews & design 
programs. 

EDELMAN. M. R. ; Cleveland Electric Illuminating Co. 85/01/04, 
YOUNGBLOOD. B, J. Licensing Branch ,1. 162pp. 28257:005. 24X 

Fiche: 50-440. 85/01 /04. 8501090252. 


8501300186 Requests meetings w/NRC on 850123 it 24-25 to discuss 
hydrogen control program plan it acceptance criteria St obtain 
approval of program plan concept St philosophy. Meeting agenda 
end. 

HOBBS. S.H. Hydrogen Control Owners Group, 85/01/08. DENTON. H, R. 
Office of Nuclear Reactor Regulation. Director. 5pp, 28642:199, 
24X Fiche; 50-000. 85/01/08,. B501300186. 


8501220324 Forwards response to NRC 841031 questions re Amend 14 to 
FSAR. Info will be incorporated into Amend 15 to FSAR. 

EDELMAN. M. R. Cleveland Electric Illuminating Co. 85/01/14. 
YOUNGBLOOD. B. J. Licensing Branch 1. 15pp, 28491:201. 24X 
Fiche: 50-440. 85/01/14. 8501220324. 


8501220229 Notification of 850123 meeting w/Hydrogen Control Owners 
Group in Bethesda.MO to discuss hydrogen control program for 
all Mark III plants. 

STAHLE. C. Licensing Branch 4. 85/01/15. ADENSAM. E. G. Licensing 

Branch 4. 2pp. 28520:128. 24X Fiche: 50-000. 85/01/15. 8501220229. 


6501230607 Informs that cost analysis for OL application reviews for 
period specified completed. Ofc of Resource Mgt notified to 
bill for listed amount. Revised 10CFR170 end. W/o end, 

MILLER. W.O. License Fee Management Branch. 85/01/18. EDELMAN. M. R. 
Cleveland Electric Illuminating Co. Ip. 28536:254. 24X 

Fiche: 50-440. 85/01/18. 8501230607. 


— 8501230612 Informs that cost incurred by various program ofcs directly 
involved in processing OL reviewed. Summary of review costs 
it supporting documentation end. 

HOLLOWAY. C. J. License Fee Management Branch. 85/01/18. License 
Fee Management Branch. 2pp. 28536:255. 24X Fiche: 50-440. 

85/01/18. 8501230607. 


— 8501230616 Informs that cost incurred by various program ofcs directly 
involved in processing OL reviewed. Summary of review costs 
it supporting documentation end. 

HOLLOWAY. C. J. License Fee Management Branch. 85/01/18. License 
Fee Management Branch. 2pp. 28536:257. 24X Fiche ; 50-440. 

85/01/18. 8501230607. 


8501310144 Requests addl info re 830621 response to Question 210. 10 on 
thermal gradient stresses in safety relief valve discharge 
piping. Basis for assuring that quencher device designated 
for stresses resulting from thermal gradients requested. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/22. EDELMAN, M, R. 

Cleveland Electric Illuminating Co. 3pp. 28686:332. 24X 

Fiche: 50-440. 85/01/22. 8501310144. 


8501300612 Notification of 850130 meeting w/Hydrogen Control Owners 
Group in Bethesda.MO to discuss hydrogen generation rates. 

STAHLE, C. Licensing Branch 4. 85/01/24. ADENSAM, E.G. Licensing 

Branch 4. 6pp. 28672:342. 24X Fiche: 50-000. 85/01/24. 8501300612. 


E. NRC Safety Evaluation Report (SER). suppls & correspondence 


8501040124 Notification of cancellation of 850103 meeting w/util in 
Bethesda. MD to discuss containment suppression pool dynamic 
loads. SER Outstanding Issue 9. 

STEFANO.J. J. Licensing Branch 1. 84/12/12. YOUNGBLOOD. B. J. 

Licensing Branch 1. 3pp. 28209:300. 24X Fiche: 50-440. 84/12/12. 

8501040124, 


8501150237 Forwards Rev 0 to "Procedures Generation Package" to resolve 
SER Outstanding Issue 21. 

EDELMAN. M.R. Cleveland Electric Illuminating Co. 85/01/10. 
YOUNGBLOOD. B. J. Licensing Branch 1. Ip. 28387:137. 24X 

Fiche: 50-440. 85/01/10. 8501150237. 


— 8501150241 Rev 0 to "Procedures Generation Package. '' 

* Cleveland Electric Illuminating Co. 85/01/07. 249pp. 

28387:138. 24X Fich e; 50-440. 85/01/10. 8501150237. 


8501220260 Forwards Structural & Geotechnical Engineering Branch SSER 
re Const Appraisal Team concerns w/conta inment drywell wall 
structural & leak tightness. Installation of expansion bolts 
acceptable. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/14. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp. 28520:091. 24X 

Fiche: 50-440. 85/01/14. 8501220260. 


— 8501220264 SSER re applicant 840919 response to Const Appraisal Team 
concerns w/containment drywell wall structural it leak 
tightness. Installation of expansion bolts will not impair 
drywell wall structure Sc is acceptable. 

* Structural Sc Geotechnical Engineering Branch. 85/01/14, 5pp. 
28520: 094. 24X Fiche: 50-440. 85/01/14. 8501220260. 


8501230323 Updates Info in 830114 S< 1101 Itrs re inadequate core 
cooling design changes. Generic Ltr 84-23 Sc NUREO-0737. Item 
II. F. 2 also addressed. Info closes out License Condition 4 of 
SER. Addl details on as-built configurations of sys end. 
EDELMAN. M.R. Cleveland Electric Illuminating Co. 85/01/14. 
YOUNGBLOOD. B. J. Licensing Branch 1. 3pp, 28508:023. 24X 

Fiche: 50-440. 85/01/14. 8501230323. 
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8501230377 Forwards clarification of NRC final review comment from 
SSER 4. Info will be incorporated in Rev 4 to emergency plan 
scheduled for issuance in Feb 1985. Info closes SER 
Outstanding Issue 19 re onsite emergency planning. 

EDELMAN^M. R. Commonwealth Edison Co. 85/01/16. DENT0N> H. R. Office 
of Nuclear Reactor Regulation^ Director. 6pp. 28508:028. 24X 

Fiche: 50-440. 85/01/16. 8501230377. 


8501250216 Forwards "TDI Diesel Generator Program Plan" & Vols 1-4 to 
"TDI Diesel Generator Design Review Sc Quality Revalidation 
Rept. " Program plan describes approach to resolving SER 
Outstanding Issue 24 on TDI diesel reliability. 

EDELMAN. M.R. Cleveland Electric Illuminating Co. 85/01/17. 
YOUNGBLOOD. B. J. Licensing Branch 1. 2pp. 28550:001. 24X 

Fiche: 50-440. 85/01/17. 8501250216. 


F. Security, medical, emergency Sc fire protection plans 


8412180366 Revised emergency plan implementing procedures, including 
EPI— Bl. "Emergency Notification Sys. " EPI-B2. "Maint of 
Emergency Response Telephone Directory" Sc EPI-S9. "Emergency 
Records. " W/841212 Itr. 

HYSTER. M. W. . EDELMAN. M. R. Cleveland Electric Illuminating Co. 
84/12/12. KEPPLER, J. G. Region 3. Office of Director. 102pp. 
28000:100. 24X Fiche: 50-440. 84/12/12. 8412180366. 


8501140090 Forwards Emergency Preparedness Insp Repts 50-440/84-24 Sc 
50-441/84-22 on 841127-30. No noncompliance noted. Weakness 
identified requiring correction. 

PAPERIELLO. C. J. Region 3. Office of Director. 84/12/19. 

EDELMAN. M. R. Cleveland Electric Illuminating Co. 3pp. 28377:209. 
24X Fiche: 50-440. 84/12/19. 8501140090. 


— 8501140106 Emergency Preparedness Insp Repts 50-440/84-22 Sc 
50-441/84-22 on 841127-30. No noncompliance noted. Major 
areas inspected : key functions Sc locations during emergency 
preparedness exercise. Seven exercise weaknesses identified. 

SNELL. M.G.. PLOSKI.T. J. . MILLIAMSEN. N. R. Region 3. Office of 
Director. 84/12/19. 24pp. 28377:212. 24X Fiche: 50-440. 84/12/19. 

8501 140090. 


8501140118 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region HI will conduct training in 
generic aspects of radiation safety, physical security Sc 
emergency response to reduce reactor site training time. 

KEPPLER. U.G. Region 3. Office of Director. 84/12/28. EDELMAN. M. R. 
Cleveland Electric Illuminating Co. 2pp. 28377:257. 24X 

Fiche: 50-440. 84/12/28. 8501140118. 


8501080374 Forwards Rev 1 to NUS-4336. "Description of Perry Nuclear 
Power Plant Emergency Offsite Dose Calculations." per 
841025 commitment on use of meteorology at plant. Rev 
reflects installation of dose assessment model. 

EDELMAN. M.R. Cleveland Electric Illuminating Co. 85/01/04. 
YOUNGBLOOD. B. J. Licensing Branch 1. ip, 28230:113. 24X 

Fiche: 50-440. 85/01/04. 8501080374. 


— 8501080379 Rev 1 to "Description of Perry Nuclear Power Plant 
Emergency Offsite Dose Calculations. " 

WILKINSON. M. J. . MITCHELL. A. E. . FRIEDMAN. L. A. NUS Corp. 84/12/31. 
71pp, 28230: 114. 24X Fiche: 50-440. 85/01/04. 8501080374. 


8501110337 Notification of 850110 meeting w/util in Bethesda. MD to 
discuss status of detailed control room design review. 

STEFANO. U. J. Licensing Branch 1. 85/01/07. YOUNGBLOOD, B, J. 

Licensing Branch 1. 3pp. 28373:223. 24X Fiche: 50-440. 85/01 /07. 

8501110337. 


8501100621 Generic Ltr 85-01 to all power reactor licensees << all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end, 

EISENHUT. D. G. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York. Inc. ISSpp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


8501150237 Forwards Rev 0 to "Procedures Generation Package" to resolve 
SER Outstanding Issue 21. 

EDELMAN. M.R. Cleveland Electric Illuminating Co. 85/01/10. 
YOUNGBLOOD. B. J. Licensing Branch 1. Ip. 28387:137. 24X 

Fiche: 50-440.85/01/10. 8501150237. 


— 8501150241 Rev 0 to "Procedures Generation Package. " 

* Cleveland Electric Illuminating Co. 85/01/07. 249pp. 

28387:138. 24X Fiche: 50-440. 85/01/10. 8501150237. 


8501230377 Forwards clarification of NRC final review comment from 
SSER 4. Info will be incorporated in Rev 4 to emergency plan 
scheduled for issuance in Feb 1985. Info closes SER 
Outstanding Issue 19 re onsite emergency planning. 

EDELMAN. M.R. Commonwealth Edison Co. 85/01/16. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 6pp. 28508:028. 24X 

Fiche: 50-440, 85/01/16. 8501230377, 


8501300736 Forwards request for addl info re SPDS. Response requested 
by 850325. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/24. EDELMAN. M. R. 

Cleveland Electric Illuminating Co. 7pp. 28671:106. 24X 

Fiche; 50-440.85/01/24. 8501300736. 


G. Adjudicatory correspondence 


8501030103 Second voluntary answers to portion of Ohio Citizens for 
Responsible Energy 840730 thirteenth set of interrogatories. 

Prof qualifications of GM Fuls ft JD Richardson & Certificate 
of Sve end. Related correspondence. 

SILBERG. J. E. Cleveland Electric Illuminating Co. #185 892. 

84/12/28. Ohio Citizens for Responsible Energy. 42pp. 28163:086. 

24X Fiche: 50-440. 84/1 2/28. 850 1 030 1 03. 


8501070024 Forwards JD Richardson affidavit filed w/second voluntary 
answers to portion of Ohio Citizens for Responsible Energy 
late filed thirteenth set of interrogatories (Issue 8). 

Related correspondence. 

SILBERG. J.E. Shaw. Pittman. Potts & Trowbridge. SILBERG, J. E. 
Cleveland Electric Illuminating Co. #185 922. 85/01/02. 

Docketing it Services Branch. Ip. 28205:360. 24X 

Fiche: 50-440. 85/01/02. 8501070024. 


8501110485 Memorandum it order granting 8c denying listed Sunflower 
Alliance. Inc contentions re proposed emergency plans. Served 
on 850111. 

GLEASON. J. P. . KLINE. J. R. . BRIGHT. G.O. Atomic Safety and Licensing 
Board Panel. #185 034. 85/01/10. Sunflower Alliance. 10pp. 

28358; 022. 24X Fiche: 50-440. 85/01/10. 8501110485. 


8501160312 Erratum to ASLB 850110 order re emergency planning 
contention. Contention G incorrectly listed as denied instead 
of granted. Served on 850115. 

GLEASON. J. P. Atomic Safety and Licensing Board Panel. #185 087. 
85/01/14. Ip. 28410:015. 24X Fiche: 50-440. 85/01/14. 8501160312. 


8501160346 Motion for summary disposition of Issue 14. No genuine issue 
of matl fact exists it applicants entitled to favorable 
decision. 

HUBER. E. Shaw. Pittman, Potts it Trowbridge. #185 146. 85/01/14. 

Atomic Safety and Licensing Board Panel. 10pp. 28454:055. 24X 

Fiche: 50-440. 85/01/14. 8501180346. 


—8501180349 Statement of matl facts as to which there is no genuine 
issue. 

HUBER. E. Shaw. Pittman. Potts S< Trowbridge. 85/01/14. Atomic 
Safety and Licensing Board Panel. 7pp. 28454:065. 24X 

Fiche: 50-440. 85/01/14.8501180346. 


— 8501180355 Affidavit of CB Johnson re installation of in-core 
thermocouples. 

JOHNSON. C.B. Cleveland Electric Illuminating Co. 85/01/11. 38pp. 

28454:072. 24X Fiche: 50-440. 85/01/14. 8501180346. 


— 8501180358 Affidavit of FR Stead re actions taken to improve design of 
wide 8c narrow range water level measurement sys it ability to 
detect inadequate core cooling. 

STEAD. F.R. Cleveland Electric Illuminating Co. 85/01/11. 7pp. 
28454: 110. 24X Fiche: 50-440. 85/01/14. 8501180346. 


— 8501180361 Affidavit of GR Leidich re water level measurement sys. 
Certificate of Sve end. 

LEIDICH. G.R. Cleveland Electric Illuminating Co. 85/01/11. 5pp. 
28454:117. 24X Fich e; 50-440. 85/01/14. 8501 180346. 


8501180393 Notice of appearance in proceed ing. Certificate of Sve end. 
HUBER, E. Shaw, Pittman, Potts 8< Trowbridge. #185 145. 85/01/14. 

Atomic Safety and Licensing Board Panel. 3pp. 28451:114. 24X 

Fiche: 50-440. 85/01/14, 8501 180393. 


8501230156 Advises that end modified hydrogen control rule will be 
forwarded to Board 8c parties. Related correspondence. 

WOODHEAD, C. P. Hearing Branch 4. #185 202. 85/01/16. GLEASON, J. P. . 

KLINE. J. R, . BRIGHT. G.O. Atomic Safety and Licensing Board Panel. 

Ip. 28513:273. 24X Fiche; 50-440. 85/01/16. 8501230156. 


8501230451 Response to Ohio Citizens for Responsible Energy 650107 
motion to reopen discovery on Issue 16. All requested 
documents re AE-type pistons will be made available. 

Certificate of Sve encl. Related correspondence. 

SILBERG. J.E. Cleveland Electric Illuminating Co. SILBERG. J. E. 
Shaw. Pittman. Potts 8i Trowbridge. #185 181. 85/01/17, Atomic 

Safety and Licensing Board Panel, 6pp. 28511:047. 24X 

Fiche: 50-440. 85/01/17. 8501230451. 
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8501230297 Submits applicant proposed schedule for summary disposition 
motions Sc evidentiary hearings* per 850111 telcon request. 

Svc list end. 

S1LBERG*J. E. Shau* Pittman* Potts Sc Trowbridge. SILBERO*J. E. 
Cleveland Electric Illuminating Co. #185 183. 85/01/18. 

GLEASON. J. P. . KLINE, J.R.* BRIGHT, G. 0. Atomic Safety and Licensing 
Board Panel. 3pp. 28514:250. 24X Fiche: 50-440, 85/01/18* 8501230297. 


8501230582 Answers to 850107 fourteenth set of interrogatories re 
Issue 16. Supporting documentation Sc Certificate of Svc end. 
Related correspondence. 

SULLIVAN* R. A. Cleveland Electric Illuminating Co. SULLIVAN* R. A. 
Shaw* Pittman* Potts Sc Trowbridge. #185 209. 85/01/22. Ohio 

Citizens for Responsible Energy. 21pp. 28520: 149. 24X 

Fiche: 50-440. 85/01/22. 8501230582. 


8501230595 Notice of appearance in proceed ing. Certificate of Svc end. 
SULLIVAN, R. A. Cleveland Electric Illuminating Co. SULLIVAN. R. A. 
Pennsylvania Power Co. SULLIVAN. R. A. Duquesne Light Co. #185 208. 
85/01/22. Atomic Safety and Licensing Board Panel. 3pp. 

28520: 170. 24X Fiche: 50-440. 85/01/22*8501230595. 


8501280263 Updated response to applicant second set of interrogatories 
re Issue 8. Certificate of Svc end. Related correspondence. 

HIATT, S.L. Ohio Citizens for Responsible Energy. #185 259. 

85/01/22. 30pp. 28567:045. 24X Fiche; 50-440, 85/01/22, 8501280263. 


8501280271 Raises no opposition to applicant motion for summary 
disposition of Issue 14. Impropriety of applicant motion for 
summary disposition of safety issue before issuance of SER 
on issue noted. Related info end. 

HIATT, S.L. Ohio Citizens for Responsible Energy, #185 258. 

85/01/22. GLEASON. J. P. * KLINE, J. R. , BRIGHT, 0.0. Atomic Safety and 
Licensing Board Panel. 17pp. 28565:183. 24X Fiche: 50— 440, 85/01/22* 

8501280271. 


8501280324 Motion to revise wording of Issue 8 re hydrogen control, 
aligning wording w/true intent Sc w/Commission new hydrogen 
control rule for degraded core accidents. Certificate of Svc 
end. 

HIATT, S. L. Ohio Citizens for Responsible Energy. #185 260. 
85/01/22. Atomic Safety and Licensing Board Panel. 19pp. 
28569: 325. 24X Fiche: 50-440, 85/01/22, 8501280324. 


8501250363 Notifies that Commission further revised implementation 
paragraph of hydrogen control role. Revised staff 
requirements memo & complete final rule sent for FR 
publication on 850122 end. Related correspondence. 

WQQDHEAD, C. P. Hearing Branch 4. #185 241. 85/01/23. GLEASON, J. P. , 

BRIGHT, G.O., KLINE, J.R. Atomic Safety and Licensing Board Panel. 
36pp. 28548:325. 24X Fiche: 50-440, 85/01/23, S50I250363. 


8501290477 Exceptions to ASLB 850111 memorandum «c order re 
admissibility of contentions on emergency plan & motion to 
dismiss & 850115 erratum. 

LODGE. T,J. Sunflower Alliance. LODGE, T. U. Lodge, T. U. #185 286. 
85/01/24. 3pp. 28617:060. 24X Fiche: 50-440, 85/01/24, 8501290477. 


8501290441 Supplementary response to Ohio Citzens for Responsible 
Energy 10th, 11th & 12th sets of interrogatories to 
applicants re Issue 16. Certificate of Svc end. Related 
correspondence. 

SILBERG, J. E. Ohio Citizens for Responsible Energy. SILBERG, J. E. 

Shaw. Pittman, Potts & Trowbridge. #185 278, 85/01/25. Cleveland 

Electric Illuminating Co. 12pp. 28616:231. 24X 

Fiche: 50-440, 85/01/25, 8501290441. 


K. Utility Final Safety Analysis Report (FSARl & amends 


8501030139 Forwards Amend 15 to FSAR for Perry Nuclear Power Plant 
Units 1 & 2, Aptend revises RCS, connected sys St electric 
power based on results of ongoing FSAR review program. 
W/Certificate of Svc, 

EDELMAN,M.R. Cleveland Electric Illuminating Co, 84/12/31, 
DENTON* H.R, Office of Nuclear Reactor Regulation, Director. 3pp. 
28180: 001. 24X Fiche: 50-440, 84/12/31, 8501030139. 


— 8501030143 Amend 15 to FSA^ for Perry Nuclear Powar Plant Units I St 2. 
* Cleveland Electric Illuminating Co. 84/12/31. 600pp. 

28180: 004. 24X Fiche: 50-440, 84/12/31, 8501030139. 


Q. Inspection reports, IE Bulletins % correspondence 


8501110044 Porwiards Ihtegratfd Beaign Insp Rept 50-440/84-29 on 
840806-1012. Deficiencies re errors* procedural violations Sc 
inconsistencies in emergency svc water sys identified. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/12. EDELMAN. M. R. Cleveland Electric 
Illuminating Co. 5pp. 28370:035. 24X Fiche: 50-440, 84/12/12, 

8SQ11 10044, 


— 8501110052 Integrated Design Insp Rept 50-440/84-29 on 840806-1012. 
Major areas inspected: design bases* design procedures* record s 
St emergency svc water sys. 

NORKIN*D. p. * MILHOAN*J. L. QA Branch. 84/12/07. 3S5pp. 
28370:040. 24X Fiche: 50-440* 84/12/12* 8501 110044. 


8501080065 Forwards Insp Repts 50-440/84-27 Sc 50-441/84-23 on 
841203-05. No noncompliance noted. 

HARRISON* J. U. Region 3* Office of Director. 84/12/17. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 2pp, 28246:159. 24X 

Fiche: 50-440* 84/12/17* 8501080065. 


— 8501080075 Insp Repts 50-440/84-27 Sc 50-441/84-23 on 841203-05. No 
noncompliance or deviations noted. Major areas inspected: 

10CFR50. 55( e) items* IE Bulletin 80-08 Sc special welding 
applications on reactor coolant loop piping. 

WARD* K. D. * DANIELSON* D. H. Region 3* Office of Director. 84/12/14. 
8pp. 28246:161. 24X Fiche: 50-440* 84/12/17, 8501080065. 


8501140090 Forwards Emergency Preparedness Insp Repts 50-440/84-24 Sc 
50-441/84-22 on 841127-30. No noncompliance noted. Weakness 
identified requiring correction. 

PAPERIELLO* C. J. Region 3* Office of Director. 84/12/19. 

EDELMAN, M.R. Cleveland Electric Illuminating Co, 3pp. 28377:209. 
24X Fiche: 50-440*84/12/19*8501140090. 


— 8501140106 Emergency Preparedness Insp Repts 50-440/84-22 Sc 
50-441/84-22 on 841127-30. No noncompliance noted. Major 
areas inspected: key functions Sc locations during emergency 
preparedness exercise. Seven exercise weaknesses identified. 

SNELL, W.G.* PLOSKI,T. J. , WILLIAMSEN, N. R. Region 3* Office of 
Director. 84/12/19. 24pp. 28377:212. 24X Fiche: 50-440* 84/12/19, 

8501140090. 


8412190503 IE Info Notice 84-94* "Reconcen tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack Itr will be issued. 

KEPPLER,J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


850114011B Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety* physical security 8c 
emergency response to reduce reactor site training time. 

KEPPLER,J.G. Regions, Office of Director. 84/12/28. EDELMAN* M. R. 
Cleveland Electric Illuminating Co. 2pp. 28377:257. 24X 

Fiche: 50-440* 84/12/28* 8501140118. 


8501170088 Forwards Insp Rept 50-440/84-22 on 840911-1119 & notice of 
violation. 

WARNICK*R.F. Region 3, Office of Director. 84/12/28. EDELMAN* M. R. 
Cleveland Electric Illuminating Co. 2pp. 28445:135. 24X 

Fiche : 50-440, 84/12/28, 8501 170088. 


— 8501170092 Notice of violation from insp on 840911-1119. 

WARNICK*R. F. Region 3* Office of Director. 84/12/28. 3pp. 
28445: 137. 24X Fiche: 50-440* 84/12/28* 8501170088. 


— 8501170096 Insp Rept 50-440/84-22 on 840911-1 119, Violation noted: 
failure to implement jur isdictional tagging procedures ic 
failure to include selection criteria in preoperation test 
program software status rept. 

KNOP*R. C. Region 3* Office of Director. 84/12/27. 18pp. 

28445: 140. 24X Fiche: 50-440, 84/12/28* 8501170088. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* U. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10* 8501070401. 


8501150055 Board Notification 85-002: forwards 841207 Integrated Design 
Insp Rept 50-440/84-29. Weaknesses identified. 

EISENHUT, D. G. Division of Licensing. 85/01/10. PALLADINO* ROBERTS, 
ASSELSTINE Commissioners. 2pp. 28427:309. 24X 

Fiche: 50-440, 85/01/10* 8501150055. 


8501080502 IE Info Notice 85-002* "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

UORDAN,E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche; 50-000* 85/01/11, 8501080502. 
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8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller, " Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neu 

York* Inc. 103pp. 28490:226. 24X Fi ch e: 50-000* 85/01 /1 5* 8501 100655. 


6501220256 Provides addl response to IE Bulletin 83-07 & Suppls 1 & 2 
re apparently fraudulent products sold by Ray Miller* Inc. 

No products from Ray Miller* Inc used in safety-related 
applications at facilities. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/15. 

KEPPLER*J. G. Region 3* Office of Director. 2pp. 28493:318. 24X 

Fiche: 50-440* 85/01/15* 8501220256. 


8501160196 IE Info Notice 85-004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E.L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 85/01/17. Consolidated Edison Co, of Neui 

York* Inc. 109pp. 28613:169. 24X Fi ch e; 50-000* 85/01 /17* 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York* Inc. 108pp. 28692:186. 24X Fich e: 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys, " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE* J. N. Division of QA* Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29* 8501250352. 


S. Reportable occurrences* LERs & related correspondence 


8501040118 Final Deficiency Rept CRDC 105(84)3 re rejectable 
indication in dryuiell equipment hatch covers. Initially 
reported on 840504, Stiffener configuration redesigned & 
penetration welds eliminated. 

EDELMAN* M. R. Cleveland Electric Illuminating Co. 84/12/13. 

KEPPLER*J. 0. Region 3* Office of Director. 3pp. 28209:037. 24X 

Fiche: 50-440* 84/12/13* 8501040118. 


8501030315 Final Deficiency Rept CRDC 116(84)3 re use of nonsafety 
humidity detectors in control complex HVAC sys, Initially 
reported on 841002. Procedures modified to require operator 
to inspect humidification sys. 

EDELMAN* M.R. Cleveland Electric Illuminating Co. 84/12/14. 

KEPPLER*J. G. Region 3* Office of Director. 2pp, 28189:063, 24X 

Fiche: 50-440* 84/12/14* 8501030315. 


85010702B5 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY*C. L. TDI (Transamer ica Delaval* Inc.) Owners Group. 85/01/02. 
DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 16pp. 
28202: 058. 24X Fiche: 50-000* 85/01/02* 8501070285. 


8501280706 Interim Deficiency Rept CRDC 123(85)3 re overpressur ization 
of isolated vols in drywell post-LOCA. Initially reported on 
841213. Safety relief valves & MSIVs being evaluated. Next 
rept expected by 850412. 

EDELMAN/M. R. Cleveland Electric Illuminating Co. 85/01/11. 
KEPPLER*J. G. Region 3* Office of Director. 2pp. 28614:023. 24X 

Fiche: 50-440* 85/01/11* 8501280706. 


8501250216 Forwards "TDI Diesel Generator Program Plan" it Vols 1-4 to 
"TDI Diesel Generator Design Review it Quality Revalidation 
Rept. " Program plan describes approach to resolving SER 
Outstanding Issue 24 on TDI diesel reliability. 

EDELMAN* M.R. Cleveland Electric Illuminating Co. 85/01/17. 
YOUNGBLOOD* B. J. Licensing Branch 1. 2pp, 28550:001. 24X 

Fiche: 50-440* 85/01/17* 8501250216. 


— 8501250229 "TDI Diesel Generator Program Plan. " 

* Cleveland Electric Illuminating Co. 85/01/17. 48pp. 

28550: 003. 24X Fiche: 50-440* 85/01/17* 8501250216. 


—8501250240 Vols 1-4 to "TDI Diesel Generator Design Review Quality 
Rcvalidation Rept. " 

DEESE* R. J. * RAY*C. L. TDI (Transamerica Delaval* Inc.) Owners 
Group. 84/12/31. 550pp. 28550:050. 24X Fiche: 50-440* 85/01/17* 

8501250216. 


8501300570 Final Deficiency Rept CRDC 119(84)3 re Dresser Industries 
diaphragm seal globe valves* Dresser Figure 3050. Initially 
reported on 841029. Progress on mod to Dresser diaphragm 
seal globe valves will be sent by 850415. 

EDELMAN* M.R. Cleveland Electric Illuminating Co. 85/01/18. 

KEPPLER*J. G. Region 3* Office of Director. 2pp. 28677:239. 24X 

Fiche: 50-440* 85/01/18* 8501300570. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER* R.E. Transamerica Delaval* Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000* 85/01/22* 8501 280486. 


T. Hearing transcripts on non-anti trust matters 


8501150078 Transcript of 850111 tele on in Wash ington* DC. Pp 2*027-2*038. 
* Atomic Safety and Licensing Board Panel. 85/01/11, I4pp, 
28380:185. 24X Fiche: 50-440* 85/01/1 1* 8501150078. 


8501170203 Errata to transcript of 841207 it 850111 telcons held to 
correct matl transcription errors, Certif icate of Svc end. 
SILBERG*J. E. Cleveland Electric Illuminating Co. SILBERG* J. E. 
Shaw* Pittman* Potts it Trowbridge. #185 118. 85/01/15. 4pp. 

28421:347. 24X Fiche: 50-440, 85/01/15* 8501170203. 


8501290721 Corrections to 841207 Se 850111 telcon transcripts. Served on 
850129. 

GLEASON* J. P. Atomic Safety and Licensing Board Panel. #185 288. 
85/01/28. 2pp. 28639:082. 24X Fiche: 50-440* 85/01/28* 8501290721. 


V. Operator Examinations 


8501240655 Advises that written operator & senior operator licensing 
exams scheduled for 850326 w/oral exams scheduled for 
850226-28*0327-29*0402-04 it 0521-23. End listed ref matl 
requested by 850130 to avoid schedule delay. 

LITTLE, W.S. Region 3* Office of Director. 85/01/15. EDELMAN* N. R. 
Cleveland Electric Illuminating Co. 6pp. 28554:294. 24X 

Fiche: 50-440* 85/01/15* 8501240655. 


8501230019 Requests update of operator staffing experience tables 
submitted in Mar 1984 in order to assess Unit 1 readiness 
for licensing per 850109 telcon w/EM Buz zelli. Updated table 
should be submitted by 850201. 

YOUNGBLOOD* B. J. Licensing Branch 1. 85/01/16. EDELMAN* M. R. 

Cleveland Electric Illuminating Co. 3pp. 28520:355. 24X 

Fiche: 50-440* 85/01/16*8501 2300 1 9. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT* UNIT 2 


A. Application/construction stage documents it correspondence 


8501210336 FOIA request for four categories of documents re hydrogen 
control issue in OL proceedings. 

HIATT* S.L. Ohio Citizens for Responsible Energy. 84/06/16, 
FELTON, J.M. Division of Roles and Records. Ip. 28495:001. 24X 

Fiche; 50-440,84/06/16* 8501210336. 


8501300198 FOIA request for all minutes* notes* tape recordings* handouts* 
viewgraphs or other matl of 840619 meeting in Bethcsda*ND 
re plant-specific responses for hydrogen control at 
facility. Waiver of 75X of fee requested, 

HIATT* S.L. Ohio Citizens for Responsible Energy. 84/06/20. 

FELTON* J.M. Division of Roles and Records. Ip. 28684:066. 24X 

Fiche: 50-440* 84/06/20* 8501300198. 


8501300107 Further response to FOIA request for documents re Caseload 
Forecast Panel site visits between 830901 it 840405. Forwards 
documents listed on App A. Documents listed on App B withheld 
in entirety (ref FOIA Exemption 5). 

FELTON* J.M. Division of Rules and Records. 84/07/09. PARSHLEY* P. C. 

Donaldson* Lufkin it Jenrette. 4pp. 28675:223. 24X 

Fiche; 50-440* 84/07/09* 8501300107. 


— 85013001.X6 Agenda of Caseload Forecast Team 840306 site meeting w/ 
Cleveland Electric Illuminating Co*Ohio Edison* Toledo 
EdiBon,8tate of OH Ofe of Consumers Counsil it others to 
discuss const it prebperational testing schedule. 

# NRC -No Detailed Affiliation Given. 84/03/06. NRC - No 
Detailed Affiliation Given. 141pp. 28675:227. 24X 

Fiche; 50^440. 84/<)7/09* 8501300107, 
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8501300255 Responds to FOIA request for copy of tape recording of 
S40619 meeting. Tape end. "Proceedings of Second Inti 
Conference on Impact of Hydrogen on Water Reactor Safety" 
also encl.W/o end. 

TOMS, N. L. NRC ~ No Detailed Affiliation Given. 84/07/24. 

HIATT, S. L. Ohio Citizens for Responsible Energy. Ip. 28684:067. 
24X Fiche: 50-440, 84/07/24, 8501300255. 


8501150320 Foruiards 840726 draft Tech Specs for review, per NRC request. 
EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/07/31. 
YOUNGBLOOD, B. J. Licensing Branch 1. 803pp. 28383:073. 24X 

Fiche: 50-440,84/07/31, 8501150320. 


8501210339 Partial response to FOIA request for four categories of 
documents re hydrogen control issue in OL proceedings. 

Forwards documents listed in App A. W/o documents. 

FELTON, J.M. Division of Rules and Records. 84/08/03. HIATT, S. 

Ohio Citizens for Responsible Energy. 2pp. 28495:002. 24X 

Fiche: 50-440,84/08/03, 8501210339. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D, G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000,84/12/27, 8501030120. 


8501090582 Notification of 850107-11 meetings w/util in Bethesda, MD to 
discuss util response to NRC questions re proposed draft 
Tech Spec submittals. 

STEFANO, J.J. Licensing Branch 1. 84/12/27. YOUNGBLOOD, B. J. 

Licensing Branch 1. 3pp. 28273:353. 24X Fiche: 50-440, 84/12/27, 

8501090582. 


8501080025 Ack receipt of 841003 ltr providing addl info re 830602 QA 
submittal & changes. Revised program continues to satisfy 
requirements of 10CFR50, App B & acceptable. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/03. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. Ip, 28231:132. 24X 

Fiche: 50-440, 85/01/03, 8501080025. 


8501090252 Forwards marked-up Rev 1 to draft Tech Specs, originally 
submitted on 840731. Rev result of ongoing reviews & design 
programs. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/04. 
YOUNGS LDOD, B. J, Licensing Branch 1. 162pp. 28257:005. 24X 

Fiche: 50-440, 85/01/04, 8501090252. 


8501220324 Forwards response to NRC 841031 questions re Amend 14 to 
FSAR. Info will be incorporated into Amend 15 to FSAR. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 85/01/14. 
YOUNGBLOOD, B.J. Licensing Branch 1. 15pp. 28491:201. 24X 
Fiche: 50-440,83/01/14, 8501220324. 


8501230607 Informs that cost analysis for DL application reviews for 
period specified completed. Ofc of Resource Mgt notified to 
bill for listed amount. Revised 10CFR170 encl.W/o end. 

MILLER, W.O. License Fee Management Branch. 85/01/18. EDELMAN, M.R. 
Cleveland Electric Illuminating Co. Ip. 28536:254. 24X 

Fiche: 50-440, 85/01/18, 8501230607. 

% 

— 8501230616 Informs that cost incurred by various program ofcs directly 
involved in processing OL reviewed. Summary of review costs 
tc supporting documentation end, 

HOLLOWAY, C. J. License Fee Management Branch. 85/01/18. License 
Fee Management Branch. 2pp. 28536:257. 24X Fiche: 50-440, 

85/01/18, 8501230607. 


8501310144 Requests addl info re 830621 response to Question 210. 10 on 
thermal gradient stresses in safety relief valve discharge 
piping. Basis for assuring that quencher device designated 
for stresses resulting from thermal gradients requested. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/22. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 3pp, 28686:332. 24X 

Fiche: 50-440, 85/01/22, 8501310144. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


85010401.24 Notification of cancellation of 850103 meeti.ig w/util in 
Bethesda, MD to discuss containment suppression pool dynamic 
loads, SER Outstanding Issue 9. 

STEFANO, J.J. Licensing Branch 1. 84/12/12. YOUNGBLOOD, B. J. 

Licensing Branch 1. 3pp. 28209:300, 24X Fiche: 50-440, 84/12/12, 

8501040124. 


8501150237 Forwards Rev 0 to "Procedures Generation Package" to resolve 
SER Outstanding Issue 21. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/10. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 28387:137. 24X 

Fiche; 50-440,85/01/10, 8501150237. 


— 8501150241 Rev 0 to "Procedures Generation Package. " 

* Cleveland Electric Illuminating Co. 85/01/07. 249pp. 

28387:138. 24X Fic h e: 50-440. 85/01 /lO, 8501 1 50237. 


B501220260 Forwards Structural & Geotechnical Engineering Branch SSER 
re Const Appraisal Team concerns w/containment drywell wall 
structural & leak tightness. Installation of expansion bolts 
acceptable. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/14. EDELMAN, M.R. 

Cleveland Electric Illuminating Co. 3pp. 28520:091. 24X 

Fiche: 50-440, 85/01/14, 8501220260. 


— 8501220264 SSER re applicant 840919 response to Const Appraisal Team 
concerns w/containment drywell wall structural & leak 
tightness. Installation of expansion bolts will not impair 
drywell wall structure & is acceptable. 

■* Structural 8, Geotechnical Engineering Branch. 85/01/14. 5pp. 
28520: 094. 24X Fiche: 50-440, 85/01/14, 8501220260. 


8501230323 Updates info in 830114 & 1101 Itrs re inadequate core 
cooling design changes. Generic Ltr 84-23 & NUREG-0737, Item 
II. F. 2 also addressed. Info closes out License Condition 4 of 
SER. Addl details on as-built configurations of sys end. 
EDELMAN, M.R. Cleveland Electric Illuminating Co. 85/01/14. 
YOUNGBLOOD, B. J. Licensing Branch 1. 3pp. 28508:023. 24X 

Fiche: 50-440, 85/01/14, 8501230323. 


B501230377 Forwards clarification of NRC final review comment from 
SSER 4. Info will be incorporated in Rev 4 to emergency plan 
scheduled for issuance in Feb 1985. Info closes SER 
Outstanding Issue 19 re onsite emergency planning, 

EDELMAN, M.R. Commonwealth Edison Co. 85/01/16. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 28508:028. 24X 

Fiche: 50-440, 85/01/16, 8501230377. 


8501250216 Forwards "TDI Diesel Generator Program Plan" & Vols 1-4 to 
"TDI Diesel Generator Design Review St Quality Revalidation 
Rept. " Program plan describes approach to resolving SER 
Outstanding Issue 24 on TDI diesel reliability. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/17. 
YOUNGBLOOD, B. J. Licensing Branch 1. 2pp. 28550:001. 24X 

Fiche: 50-440, 85/01/17, 8501250216. 


F. Security, medical, emergency & fire protection plans 


8412180366 Revised emergency plan implementing procedures, including 
EPI-Bl, "Emergency Notification Sys, " EPI-B2, "Maint of 
Emergency Response Telephone Directory" & EPI-B9, "Emergency 
Records. " W/B41212 ltr. 

HYSTER,M. W. , EDELMAN, M. R. Cleveland Electric Illuminating Co. 
84/12/12. KEPPLER,J. G. Region 3, Office of Director. 102pp. 
28000: 100. 24X Fiche: 50-440, 84/12/12, 8412180366. 


8501140090 Forwards Emergency Preparedness Insp Repts 50-440/84-24 St 
50-441/84-22 on 841127-30. No noncompliance noted. Weakness 
identified requiring correction. 

PAPERIELLO, C. J. Regions, Office of Director. 84/12/19. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 3pp. 28377:209. 
24X Fiche: 50-440, 84/12/19, 8501140090. 


— 8501140106 Emergency Preparedness Insp Repts 50-440/84-24 it 
50-441/84-22 on 841127-30. No noncompliance noted. Major 
areas inspected: key functions & locations during emergency 
preparedness exercise. Seven exercise weaknesses identified. 

SNELL, W.G., PHILLIPS, M. P. Region 3, Office of Director. 84/12/19. 
24pp. 28377:212. 24X Fiche: 50-440, 84/12/19, 8501140090, 


8501140118 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security St 
emergency response to reduce reactor site training time. 

KEPPLER, J. G. Region 3, Office of Director. 84/12/28. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 28377:257. 24X 

Fiche: 50-440, 84/12/28, 8501140118. 


8501080374 Forwards Rev 1 to NUS-4336, "Description of Perry Nuclear 
Power Plant Emergency Offsite Dose Calculations," per 
841025 commitment on use of meteorology at plant. Rev 
reflects installation of dose assessment model. 

EDELMAN, M.R. Cleveland Electric Illuminating Co. 85/01/04. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 28230:113. 24X 

Fiche: 50-440, 85/01/04, 8501080374. 


— 8501080379 Rev 1 to "Description of Perry Nuclear Power Plant 
Emergency Offsite Dose Calculations. " 

WILKINSON, M. J. , MITCHELL, A. E, , FRIEDMAN, L. A. NUS Corp. 84/12/31. 
71pp. 28230:114. 24X Fiche: 50-440, 85/01/04, 8501080374, 


8501110337 Notification of 850110 meeting w/util in Bethesda, MD to 
discuss status of detailed control room design review. 

STEFANO, J.J. Licensing Branch 1. 85/01/07, YOUNGBLOOD, B, J. 

Licensing Branch 1. 3pp. 28373:223. 24X Fiche: 50-440, 85/01/07, 

8501110337. 
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8901100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. 0. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150237 Forwards Rev 0 to "Procedures Generation Package" to resolve 
SER Outstanding Issue 21. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/10. 
YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 28387:137. 24X 

Fiche: 50-440, 85/01/10, 8501150237. 


— 8501150241 Rev 0 to "Procedures Generation Package. " 

* Cleveland Electric Illuminating Co. 85/01/07. 249pp. 

28387: 138. 24X Fiche: 50-440, 85/01/10, 8501150237. 


8501230377 Forwards clarification of NRC final review comment from 
SSER 4. Info will be incorporated in Rev 4 to emergency plan 
scheduled for issuance in Feb 1985. Info closes SER 
Outstanding Issue 19 re onsite emergency planning. 

EDELMAN, M.R. Commonwealth Edison Co. 85/01/16. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 6pp. 28508:028. 24X 

Fiche: 50-440, 85/01/16, 8501230377. 


8501300736 Forwards request for addl info re SPDS. Response requested 
by 850325. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/24. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 7pp. 28671: 106. 24X 

Fiche: 50-440,85/01/24. 8501300736. 


G. Adjudicatory correspondence 


8501030103 Second voluntary answers to portion of Ohio Citizens for 
Responsible Energy 840730 thirteenth set of interrogatories. 

Prof qualifications of GM Fuls & JD Richardson it Certificate 
of Svc end. Related correspondence. 

SILBERG, J. E. Cleveland Electric Illuminating Co. #185 892. 

84/12/28. Ohio Citizens for Responsible Energy. 42pp. 26163:086. 

24X Fiche: 50-440, 84/12/28, 8501030103. 


8501030102 Advises that time for Commission to review Director's 
Decision DD-84-23 expired. Commission declined review. 

Decision became final agency action on 841219. Served on 
850102. 

CHILK, S. J. Office of the Secretary of the Commission. #185 894. 
85/01/02. HIATT, S. L. Ohio Citizens for Responsible Energy. Ip. 
28163:060. 24X Fiche: 50-441, 85/01/02, 8501030102, 


8501070024 Forwards JD Richardson affidavit filed w/second voluntary 
answers to portion of Ohio Citizens for Responsible Energy 
late filed thirteenth set of interrogatories (Issue 8). 

Related correspondence. 

SILBERG, J.E. Shaw, Pittman, Potts !< Trowbridge. SILBERG, J. E. 
Cleveland Electric Illuminating Co. #185 922. 85/01/02. 

Docketing it Services Branch. Ip. 28205:360. 24X 

Fiche: 50-440, 85/01/02, 8501070024. 


8501110485 Memorandum *< order granting & denying listed Sunflower 
Alliance, Inc contentions re proposed emergency plans. Served 
on 850111. 

GLEASON, J. P. , KLINE, J.R., BRIGHT, G. 0. Atomic Safety and Licensing 
Board Panel. #185 034. 85/01/10, Sunflower Alliance. 10pp. 

28358: 022. 24X Fiche: 50-440, 85/01/10. 8501110485. 


8501160312 Erratum to ASLB 890110 order re emergency planning 
contention. Contention G incorrectly listed as denied instead 
of granted. Served on 850115. 

GLEASON, J. P. Atomic Safety and Licensing Board Panel. #185 087. 
85/01/14. Ip. 28410:015. 24X Fiche: 50-440, 85/01/14, 8501160312. 


8501180346 Motion for summary disposition of Issue 14. No genuine issue 
of matl fact exists & applicants entitled to favorable 
decision. 

HUBER, E. Shaw, Pittman, Potts 8( Trowbridge. #189 146. 89/01/14. 

Atomic Safety and Licensing Board Panel. 10pp. 28494:095. 24X 

Fiche: 50-440, 85/01/14, 8501180346. 


— 8501180349 Statement of matl facts as to which there is no genuine 
issue. 

HUBER, E. Shaw, Pittman, Potts & Trowbridge. 89/01/14. Atomic 
Safety and Licensing Board Panel. 7pp. 28454:069. 24X 

Fiche: 90-440, 85/01/14, 8501180346. 


— 8901180359 Affidavit of CB Johnson re installation of in-core 
thermocouples. 

JOHNSON, C.B. Cleveland Electric Illuminating Co. 85/01/11. 38pp. 

28494:072. 24X Fiche: 50-440, 85/01/14, 8501180346, 


— 8501180358 Affidavit of FR Stead re actions taken to improve design of 
wide & narrow range water level measurement sys & ability to 
detect inadequate core cooling. 

STEAD, F.R. Cleveland Electric Illuminating Co. 85/01/11. 7pp. 
28454:110. 24X Fiche: 50-440, 85/01/14, 8501180346. 


— 8501180361 Affidavit of OR Leidich re water level measurement sys. 
Certificate of Svc end. 

LEIDICH, 6. R. Cleveland Electric Illuminating Co. 85/01/11. 5pp. 
28454:117. 24X Fiche: 50-440, 85/01/14, 8501 180346. 


8501180393 Notice of appearance in proceed ing. Cert if icate of Svc end. 
HUBER, E. Shaw, Pittman, Potts & Trowbridge. #185 145. 85/01/14. 

Atomic Safety and Licensing Board Panel. 3pp. 28451: 114. 24X 

Fiche: 50-440, 85/01/14, 8501180393. 


8501230156 Advises that end modified hydrogen control rule will be 
forwarded to Board & parties. Related correspondence. 

WOODHEAD, C. p. Hearing Branch 4. #185 202. 85/01/16. GLEASON, J. P. , 

KLINE, J. R. , BRIGHT, G.O. Atomic Safety and Licensing Board Panel. 

Ip. 28513:273. 24X Fiche: 50-440, 85/01/16, 8501230156. 


8501230451 Response to Ohio Citizens for Responsible Energy 850107 
motion to reopen discovery on Issue 16. All requested 
documents re AE-type pistons will be made available. 

Certificate of Svc end. Related correspondence. 

SILBERG, J. E. Cleveland Electric Illuminating Co. SILBERG, J. E. 
Shaw, Pittman, Potts & Trowbridge. #185 181. 85/01/17. Atomic 

Safety and Licensing Board Panel. 6pp. 28511:047. 24X 

Fiche: 50-440, 85/01/17, 8501230451. 


8501230297 Submits applicant proposed schedule for summary disposition 
motions it evidentiary hearings, per 850111 telcon request. 

Svc list end. 

SILBERG, J. E. Shaw, Pittman, Potts & Trowbridge. SILBERG, J. E. 
Cleveland Electric Illuminating Co. #185 183. 85/01/18. 

GLEASON, J. P. , KLINE, J.R., BRIGHT, G.O. Atomic Safety and Licensing 
Board Panel. 3pp. 28514:290. 24X Fich e: 50-440, 85/01/18, 8501230297. 


8501230582 Answers to 850107 fourteenth set of interrogatories re 
Issue 16. Supporting documentation & Certificate of Svc end. 
Related correspondence. 

SULLIVAN, R. A. Cleveland Electric Illuminating Co. SULLIVAN, R. A. 
Shaw, Pittman, Potts & Trowbridge. #185 209. 85/01/22. Ohio 

Citizens for Responsible Energy. 21pp. 28520:149. 24X 

Fiche: 50-440, 85/01/22, 8501230582. 


8501230595 Notice of appearance in proceed ing. Certificate of Svc end. 
SULLIVAN, R. A. Cleveland Electric Illuminating Co. SULLIVAN, R. A. 
Pennsylvania Power Co. SULLIVAN, R. A. Duquesne Light Co. #185 208. 
85/01/22. Atomic Safety and Licensing Board Panel. 3pp. 

28920: 170. 24X Fiche: 50-440, 85/01/22, 8501230595. 


8501280263 Updated response to applicant second set of interrogatories 
re Issue 8. Certificate of Svc end. Related correspondence. 

HIATT, S.L. Ohio Citizens for Responsible Energy. #185 259. 

85/01/22. 30pp. 28567:045. 24X Fiche: 50-440, 85/01/22, 8501280263. 


8501280271 Raises no opposition to applicant motion for summary 
disposition of Issue 14, Impropriety of applicant motion for 
summary disposition of safety issue before issuance of SER 
on issue noted. Related info end. 

HIATT, S.L. Ohio Citizens for Responsible Energy. #185 258. 

85/01/22. GLEASON, J. P. , KLINE, J. R. , BRIGHT, G. 0. Atomic Safety and 
Licensing Board Panel. 17pp. 28565:183. 24X Fiche: 50-440, 85/01/22, 

8501280271. 


8501280324 Motion to revise wording of Issue 8 re hydrogen control, 
aligning wording w/true intent it w/Commission new hydrogen 
control rule for degraded core acc idents. Certificate of Svc 
end. 

HIATT, S.L. Ohio Citizens for Responsible Energy. #185 260. 
85/01/22. Atomic Safety and Licensing Board Panel. 17pp. 
28569: 325. 24X Fiche; 50-440, 85/01/22, 8501280324. 


8901250363 Notifies that Commission further revised implementation 
paragraph of hydrogen control rule. Revised staff 
requirements memo & complete final rule sent for FR 
publication on 850122 end. Related correspondence. 

UOODHEAD, C. P. Hearing Branch 4. #185 241. 85/01/23. GLEASON, J. P. , 

BRIGHT, G.O. , KLINE, J.R. Atomic Safety and Licensing Board Panel. 
36pp. 28548:325. 24X Fiche: 50-440, 85/01/23, 8501250363. 


8501290477 Exceptions to ASLB 850111 memorandum 8e order re 
admissibility of contentions bn emergency plan & motion to 
dismiss 8c 850115 erratum. 

LODGE, T.J. Sunflower Alliance. LODGE, T, J. Lodge, T. J. #189 286. 
85/01/24, 3pp. 28617:060. 24X Fiche: 50-440, 85/01/24, 8501290477. 
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8501290441 Supplementary response to Ohio Citiens for Responsible 
Energy lOthi 11th & 12‘bh sets of interrogatories to 
applicants re Issue 16. Certificate of Svc end. Related 
c orrespondencB. 

SILBERGjJ. E. Ohio Citizens for Responsible Energy. SILBERG» J. E. 

Shaw, Pittman, Potts & Trowbridge. #185 278. 85/01/25. Cleveland 

Electric Illuminating Co. 12pp. 28616:231. 24X 

Fiche: 50-440, 85/01/25, 8501290441. 


K. Utility Final Safety Analysis Report <FSAR) Sc amends 


8501030139 Forwards Amend 15 to FSAR for Perry Nuclear Power Plant 
Units 1 it 2. Amend revises RCS, connected sys & electric 
power based on results of ongoing FSAR review program. 

W/Cert if icate of Svc. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 84/12/31. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 3pp 

28180:001. 24X Fiche: 50-440, 84/12/31. 8501030139, 


8501030143 Amend 15 to FSAR for Perry Nuclear Power Plant Units 1 8c 2. 
* Cleveland Electric Illuminating Co. 84/12/31. 600pp. 

28180: 004. 24X Fich e: 50-440, 84/12/31, 8501030139. 


Q. Inspection reports, IE Bulletins Sc correspondence 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response <Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501220256 Provides addl response to IE Bulletin 83-07 Sc Suppls 
re apparently fraudulent products sold by Ray Miller, Inc. 

No products from Ray Miller, Inc used in safety— related 
applications at facilities, 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/15. 
KEPPLER, J. G, Region 3, Office of Director. 2pp. 28493:318 
Fiche: 50-440, 85/01/15, 8501220256. 


1 Sc 2 


24X 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E, L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501080065 Forwards Insp Repts 50-440/84-27 8c 50-441/84-23 on 
841203-05. No noncompliance noted. 

HARRISON, J. J. Region 3, Office of Director. 84/12/17. EDELMAN, M. R. 

Cleveland Electric Illuminating Co. 2pp. 28246:159 24X 

Fiche: 50-440. 84/12/17, 8501080065, 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. ** 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


—8501080075 Insp Repts 50-440/84-27 8c 50-441/84-23 on 841203-05, No 
noncompliance or deviations noted. Major areas inspected' 

10CFR50. 55(e) items, IE Bulletin 80-08 8c special welding 
applications on reactor coolant loop piping. 

WARD, K. D. , DANIELSON, D. H. Region 3, Office of Director. 84/12/ 
8pp. 28246:161, 24X Fiche; 50-440, 84/12/17, 8501080065. 


"Contaminated Radiography Source 


8501250352 IE Info Notice 85-007, 

Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


^">»^9eTJcy Preparedness Insp Repts 50-440/84-24 8c 
841127-30. No noncompliance noted. Weakness 
Identified requiring correction. 

R®9ion 3, Office of Director. 84/12/19. 

Cleveland Electric Illuminating Co. 3pp. 28377:209 
24X Fiche: 50-440, 84/12/19, 8501140090. 

8501140106 Emergency Preparedness Insp Repts 50-440/84-22 8c 
50-441/84-22 on 841127-30. No noncompliance noted. Major 
areas inspected : key functions 8c locations during emergency 
**®‘''cise. Seven exercise weaknesses identified. 

SNELL, W. G. , PLOSKIfT. J. , WILLIAMSEN, N. R. Region 3, Office of 
8501140090 28377:212. 24X Fiche: 50-440, 84/12/19, 

8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

Emergency Preparedness 8c Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 

8501300674 Informs that use of preprinted ack Itr re items of 
noncompliancB referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 

response adequate, no ack Itr will be issued. 

KEPPLER, J. G. Region 3, Office of Director. 84/12/21 

8501300674*** Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security Sc 
reduce reactor site training time. 

Office of Director. 84/12/28. EDELMAN, M. R. 
Cleveland Electric Illuminating Co. 2pp. 28377*257 24X 

Fiche; 50-440, 84/12/28, 85011401 IB ’ 


neporsaoie occurrences, LERs 


reiasBQ correspondence 


"Continuous Supervision of 


8501070401 IE Info Notice 85-001, 

Irradiators." Svc list end. 

?Post' 830103) Preparedness 8c Enginwihg Response 

(Post 8^103). 85/01/10, Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fich e : 50-000, 85/01/10, 8501070401, 

“Improper Installation 8t testing of 
Differential Pressure Trfnsfoi tters. " Svc list end. 

JORDAN, E. 4. Di^sion of Emergency Preparedness 8c Engineering 

Consolidated Edison Co® of New 
York, Inc. 109pp. 28(^:193. 24X Fiche; 50-000, 85/01/11. 8501080502 


8501040118 Final Deficiency Rept CROC 105<84)D re rejectable 
indication in drywell equipment hatch covers. Initially 
reported on 840504. Stiffener configuration redesigned 8c 
penetration welds eliminated. 

***■ *^' Cleveland Electric Illuminating Co. 84/12/13. 

KEPPLER, J.G, Region 3, Office of Director, 3pp. 28209:037. 24X 

Fiche: 50-440, 84/12/13, 8501040118. 

8501030315 Final Deficiency Rept CRDC 116(84)3 re use of nonsafety 
humidity detectors in control complex HVAC sys, Initially 
reported on 841002. Procedures modified to require operator 
to inspect humidification sys. 

Cleveland Electric Hluminating Co. 84/12/14. 

KEPPLER, J. 0. Region 3, Office of ‘Director. 2pp. 28189:063 24X 

Fiche: 50-440, 84/12/14, 8501030315. 

Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. * 

DPNTOW^w Delaval, Inc. ) Owners Group. 85/01/02. 

Nuclear Reactor Regulation, Director. 16pp. 

28202:058. 24X Fiche: 50-000, 85/01/02, 8501070285. ^ 

85012M706 Interim Deficiency Rept CRDC 123(85)3 re overpressurization 
oJ^i?^^***** drywell post-LOCA. In it ial ly reported on 

841213. Safety relief valves 8e MSIVs being evaluated. Next 
rept expected by 850412. 

Electric Illuminating Co. 85/01/11. 

KEPPLER, J.G. Region 3, Office of Director. 2pp. 28614:023. 24X 

Fiche; 50-440,85/01/11, 8501280706. 

Forwards "TDI Diesel Generator program Plan" & Vols 1-4 to 
ox Generator Design Review it Quality Revalidation 

Rept. Program plan describes approach to resolving SER 
Outstanding Issue 24 on TDI diesel reliability, 
vnuliSSl^nSn^B Cleveland Electric Illuminating Co. 85/01/17. 
YOUNGBLOOD, B. J, Licensing Branch 1. 2pp, 28550:001 24X 

Fiche: 50-440, 85/01/17, 8501250216 


—8501250229 "TDI Diesel Generator Program Plan. " 

* Electric Illuminating Co. 85/01/17. 

28550:003. 24X Fich e: 50-440, 85/01/17. 8501250216. 


48pp. 


~^^Rivalidation*Ri^t Generator Design Review & Quality 

(Transamerica Delaval, Inc.) Owners 
Soi250216'^^^^^^' 28550:050. 24X Fiche: 50-440, 85/01/17, 
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8501300570 Final Deficiency Kept CROC 119(84)3 re Dresser Industries 
diaphragm seal globe valves^ Dresser Figure 3050. Initially 
reported on 841029. Progress on mod to Dresser diaphragm 
seal globe valves will be sent by 850415. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/18. 
KEPPLER^J. G. Region 3, Office of Director, 2pp. 28677:239. 24X 

Fiche: 50-440, 85/01/18, 8501300570. 


85012S0486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


T. Hearing transcripts on non-antitrust matters 


8501150078 Transcript of 850111 telcon in Mashington, DC. Pp 2,027-2,038. 
* Atomic Safety and Licensing Board Panel. 85/01/11, 14pp. 

28380: 185. 24X Fiche: 50-440, 85/01/11, 8501150078. 


8501170203 Errata to transcript of 841207 Sc 850111 telcons held to 
correct matl transcription errors. Certificate of Svc end. 
SILBERG, J. E. Cleveland Electric Illuminating Co. SILBERG, J. E. 
Shaw, Pittman, Potts Sc Trowbridge. #185 118. 85/01/15. 4pp. 

28421:347. 24X Fiche; 50-440, 85/01/15, 8501170203. 


8501290721 Corrections to 841207 Sc 850111 telcon transcripts. Served on 
850129. 

GLEASON, J. P. Atomic Safety and Licensing Board Panel. #185 286. 
85/01/28. 2pp. 28639:082. 24X Fiche: 50-440, 85/01/28, 8501290721. 


V. Operator Examinations 


8501240655 Advises that written operator Sc senior operator licensing 
exams scheduled for 650326 w/oral exams scheduled for 
850226-28,0327-29,0402-04 Sc 0521-23. Enel listed ref matl 
requested by 850130 to avoid schedule delay. 

LITTLE, W.S. Region 3, Office of Director. 85/01/15. EDELMAN, H. R. 
Cleveland Electric Illuminating Co. 6pp. 28554:294. 24X 

Fiche: 50-440, 85/01/15, 8501240655. 


8501230019 Requests update of operator staffing experience tables 
submitted in Mar 1984 in order to assess Unit 1 readiness 
for licensing per 850109 telcon w/EM Buzzelli. Updated table 
should be submitted by 850201. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/16. EDELMAN. M. R. 

Cleveland Electric Illuminating Co. 3pp. 28520:355. 24X 

Fiche: 50-440, 85/01/16, 8501230019. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents Sc correspondence 


8501140519 FOIA request for documents re J Wampler allegations 
concerning safety violations in area of radioactive metis 
used to X-ray welds. 

CURRAN, D. Harmon, Weiss Sc Jordan. CURRAN, D. New England Coalition 
on Nuclear Pollution. 84/04/06. FELTON, J. M. Division of Rules and 
Records. 2pp. 28391:342. 24X Fiche: 50-443, 84/04/06, 8501140519. 


6501140523 Responds to FOIA request for documents re alleged safety 
violations at facil i ty. Forw^i'dt App A documents. Info 
partially withheld (ref FOIA Exemption 6). Documents also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/09/14. CURRAN, D, 
Harmon, Weiss Sc Jordan. 3pp. 20391:344. 24X Fiche: 50^443, 84/05/14, 

8501140523. 


— 8501140531 Discusses Allegation RI-B4-A-0001 re Pullman-Hlggins 
radiographers unauthorized «Ccess to. radiographic area w/ 
source exposed Sc termination, of alleger. Concerns will be 
reviewed by State of NH Sc NRC senior resident inspector. 
HAVERKAMP, D. R. Region 1, Office of Director. B4/01/18. 

ALLAN, J.M. Region 1, Office of Director. 6pp. 28391:347. 24X 

Fiche: 50-443, 84/05/ . 


—8901140536 Discusses 840105-06 telcons re Pullman-Higg ins radiography 
activities at facility.Dept of Labor responsible for 
reviewing discrimation complaint. Related info end. 

GALLO, R.M. Region 1, Office of Director. 84/01/11. WAMPLER, J. . 
Affiliation Not Assigned. 7pp. 28391:353. 24X 

Fiche: 50-443, 84/05/14, 8901140523, 


8901300102 FOIA request for dqcumen’ttS re changes or proposed changes in 
ownership Sc/or mgt, plains prvpt!:p.pq#|tls! tq resyme const Sc 
financial condition of owinarl of i^cilities, 

CURRAN, D. Harmon, Weiss .ft New England Coalition 

on Nuclear Pollution. Division of Rules and 

Records. 2pp. 28681 : 001, ’ i24X" Fiche: ^0^443,^84/06/26, 8901300102. 


8501030091 Approves 840910 request to use ASME Code Case N-411 damping 
values in response spectrum seismic analysis for pipe stress 
verification 8, pipe support optimization. 

KNIGHTON. G. W. Licensing Branch 3. 84/12/13. HARRISON, R. J. Public 

Service Co. of New Hampshire. 3pp. 28192:361. 24X 

Fiche: 50-443. 84/12/13, 8501030091. 


8501180363 Forwards nonproprietary it proprietary WCAP-10750 it 
WCAP-1069S, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2.790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for QL re certification of compliance to 
10CFR50. 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. 6. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


6501040046 Discusses revised Part 170 requirements for license & insp 
fees it notifies of completion of cost analysis for facility 
OL application reviews. Util will be billed. 

MILLER, W.O. License Fee Management Branch. 84/12/28. HARRISON, R. J. 

Public Service Co. of New Hampshire. Ip. 28209:220. 24X 

Fiche: 50-443, 84/12/28, 8501040046. 


8501080511 Submits proposed actions on IDVP for all CY86 Sc CY87 plants. 
Draft Itrs to Duquesne Light Sc Comm Ed requesting compliance 
w/SAR commitments Sc plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28, 

8501080511. 


8501090170 Advises that revised response to Generic Ltr 83-28 re 
automatic actuation of reactor trip breaker shunt 
attachments Sc other plant-specific info, per 840806 generic 
SER,will be provided in full by 850630. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 85/01/07. 
KNIGHTON, G. W. Licensing Branch 3. 2pp. 28258:150. 24X 

Fiche: 50-443, 85/01/07, 8501090170. 


8501310297 Suppls 820323 ltr committing util to provide automatic trip 
on diesel generator start of prelube/f liter pump St rocker 
arm prelube pump. Revised FSAR Tables 8.3-1 Sc 8.3-2 end. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 85/01/28. 
KNIGHTON, 0. W. Operating Reactors Branch 3. 6pp. 28658:243. 24X 

Fiche: 50-443, 85/01/28, 8501310297. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A St B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8301070440 Forwards Instrumentation Sc Control Sys Branch SER input, 
applicable to SRP Section 7, reflecting results of review 
of FSAR through Amend 47. Eight open items exist. 

SPEIS, T. P. Assistant Director for Reactor Safety. 83/01/03. 

NOVAK, T. M. Assistant Director for Licensing. 2pp. 28631:272. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


8501090298 Forwards addl info on 19 specific agenda items re detailed 
control room design review, per SER Outstanding Issue 19 Sc 
NUREO-0737 Item Z. D. 1. Sample of how need characteristics of 
instruments Sc controls determined end. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 85/01/07. 
KNIGHTON, G. W. Licensing Branch 3. 34pp. 28250:042. 24X 

Fiche: 50-443, 85/01/07, 8501090298. 


F. Security, medical, emergency Sc fire protection plans 


8901100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
Applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EI8ENHyT,D. O. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc, 138pp. 67718: 161. 24X 

Fiche; 50-000,85/01/09, 8501100621. 
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G. Adjudicatory correspondence 


8501280367 Further response to 830628 FOIA req,uest for all SECY papers 
issued in 1982. Foruards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOIA Exemption 
5). 

FELTONiJ. M. Division of Rules and Records. 84/06/13. WEISS, E.R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche: 50-443, 84/06/13, 8501280367. 


— 8501280424 Commission paper informing of ALAB-667 decision for which 
petition for review filed. Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. SECY-82-i75. 
82/04/26. Commissioners. 99pp. 28636:016. 24X 

Fiche: 50-000, 84/06/13, 8501280367. 


G. Inspection reports, IE Bulletins & correspondence 


8501300108 Partial response to FOIA request for documents re changes or 
proposed changes in ownership fe/or mgt, plans or proposals 
to resume const & financial condition of owners of facility. 

Forwards documents listed on App A. 

FELTON, J.M. Division of Rules and Records. 84/08/01. CURRAN, D. 
Harmon, Weiss & Jordan. 3pp. 28681:003. 24X Fiche: 50-443, 84/08/01, 

8501300108. 


— 8404160222 Submits draft integrated design insp rept comments. Other 
concerns identified in rept will be reported in SSER. Areas 
of concern include separation criteria & RHR sys compliance 
w/IEEE Std 279-1971 & 10CFR50, App A. 

EISENHUT, D. 0. Division of Licensing. 84/03/19. GRACE, J. N. 
Division of QA, Safeguards & Insp Programs C 8301 03-850212 ) . Ip. 

28683: 128. 24X Fiche; 50-443, 84/08/01, 8501300108. 


-8404260455 Recommends that NRR inform ASLB of issuance of end third 
integrated design insp. Rept will be withheld from further 
distribution for 10-25 days pending licensee review of 
proprietary info in rept. W/o end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 84/04/11. HURLEY, T. E. Region 1, Office of 

Director. 2pp. 28684:024. 24X Fiche; 50-443, 84/08/01, 8501300108. 


—8405170306 Forwards insp rept for third integrated design insp. 
Development & implementation of program of integrated design 
insp, one of staff QA initiatives, described in SECY 82-352, 

W/O end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/02. PALLADINO Commissioners. 2pp. 28683:129. 24X 

Fiche: 50-443, 84/08/01 , 8501300108. 


—8501300118 Submits responses to potential integrated design insp 
findings for structural disciplines listed on Attachment A. 

Item reviewed Sc accepted by NRC, per 840120 telcon. 

KALAWADIA, K. li. United Engineers Sc Constructors, Inc. (subs, of 
Raytheon Co.). 84/01/20. SHEWMAKER, R. Office of Nuclear Reactor 

Regulation, Director. 250pp. 28681:006. 24X 

Fiche: 50-443, 84/08/01, 8501300108. 


■8501300129 Requests comments on integrated design insp. Handwritten 
notes 8c Drafts 2 Sc 3 of facility integrated design insp 
repts end. 

SHEWMAKER, R. NRC - No Detailed Affiliation Given. 84/01/24. 
HARSTEAD, LIPINSKI NRC - No Detailed Affiliation Given. 2S0pp. 
28681: 297. 24X Fiche; 50-443, 84/08/01, 8501300108. 


‘8501300140 Forwards draft facility integrated design insp rept for 
comment. Content should not be discussed w/anyone other than 
team members. 

WENZINGER, E. C. NRC - No Detailed Affiliation Given. 84/02/16. 
NRC - No Detailed Affiliation Given. 85pp. 28682:242. 24X 

Fiche: 50-443, 84/08/01, 8501300108, 


84121905(33 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21, 8412190503. 


8501280490 Submits supplemental response to IE Bulletin 84-02 re 
replacement of GE Type HFA relays used in Class IE safety 
sys. Replacement of HFA relays in progress. Other relay 
manufacturers contacted to identify possible concerns. 

DEVINCENTTS, J. Public Service Co. of New Hampshire. 84/12/26. 
HURLEY, T.E. Region 1, Office of Director. 2pp, 28565:020. 24X 

Fiche: 50-443, 84/12/26, 8501280490. 


8501040046 Discusses revised Part 170 requirements for license & insp 
fees 8( notifies of completion of cost analysis for facility 
□L application reviews. Util will be billed. 

MILLER, W.O. License Fee Management Branch. 84/12/28. HARRISON. R. J, 
Public Service Co, of New Hampshire. Ip. 28209:220. 24X 

Fiche: 50-443, 84/12/28, 8501040046: 


8501080210 Responds to NRC 841127 Itr re violations noted in Insp Repts 
50-443/84-13 & 50-444/84-05. Correc tive actions: Pullman- 
Higgins will be directed to include engineer & QC inspector 
records in process sheets in document package. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/12/28. 
STAROSTECKI, R. Division of Project it Resident Programs. 3pp. 

28231; 243. 24X Fiche: 50-443, 84/12/28, 8501080210. 


8501100163 Requests that steps be taken to review & correct welding of 
pressurixer surge 1 ine, spec i f i ca 1 1 y , poss ib i 1 i ty of cold pull 
in excess of 1/4-inch max misalignment per Insp Rept 
50-443/82-01. Response required in 10 days of Itr date. 

STAROSTECKI, R. Region 1, Office of Director. 85/01/04. 

HARRISON, R. J. Public Service Co. of New Hampshire. 2pp. 28296:360. 
24X Fiche: 50-443,85/01/04,8501100163. 


8501110229 Forwards Insp Repts 50-443/84-17 Sc 50-444/84-07 on 841029- 
1217 Sc notice of deviation. 

COLLINS, S.J. Region 1, Office of Director. 85/01/07. HARRISON, R, J. 

Public Service Co. of New Hampshire. 2pp. 28310:269. 24X 

Fiche; 50-443, 85/01/07, 8501110229. 


—8501110237 Notice of deviation from insp on 841029-1217. 

* Region 1, Office of Director. 85/01/07. Ip. 28310:271. 24X 

Fiche: 50-443, 85/01/07, 8501110229. 


—8501110243 Insp Rept 50-443/84-17 Sc 50-444/84-07 on 841029-1217. 
Deviation noted: unauthorized use of superceded ASHE Code 
case in design change. 

CERNE, A. C. . WESCOTT, H. M. . GALLO, R. M. Region 1, Office of Director 
85/01/03. 11pp. 28310:272. 24X Fic he: 50-443, 85/01/07, 

8501110229. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators." Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Enginearing Response 
(Post 830103), 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, “Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, “Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501310248 Responds to NRC 841219 Itr re allegations concerning 
unauthorized weld repairs. Plans to review validity of 
allegations discussed. Results of review of allegation 
will be submitted by 850228. 

DEVINCENTIS, J. Public Service Co, of New Hampshire. 85/01/18. 
STAROSTECKI, R, Region 1, Office of Director. 2pp. 28658:347. 24X 

Fiche: 50-443, 85/01/18, 8501310248. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contaminet ion of Breathing Air 
Sys.” Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness (k Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, “Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-050212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs Sc related correspondence 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 Sc PC-2.3 emergency diesel 
g enerators. A1 1 valve holders w/improper radius will be 
replaced. 

MORIARITY, J. M. Colt Industries, Inc. 84/12/20. KEPPLER.J. 0. 
Region 3, Office of Director. 7pp. 28202:085, 24X 

Fiche: 50-000, 84/12/20, 8501070316. 
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8501280047 Interim deficiency rept re insufficient fillet ueld size in 
coped area of structural members. Initial ly reported on 
841026. Detai led insp of connections init iated. Next rept 
expected by 850331. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 84/12/28. 
STAROSTECKIi R. Division of Project St Resident Programs. 3pp. 
28615:045. 24X Fich e: 50-443i 84/12/28, 8501280047. 


8501090218 Final deficiency rept on rod drop, forwarding annotated FSAR 
pages. Proposed SAR amend reflects analysis performed by 
Westinghouse Sc removes restriction on operations above 90% 
power. 

DEVINCENTIS, J. Public Service Co. of New Hampshire, 85/01/07, 
KNIGHTON, G. W. Licensing Branch 3. 19pp. 28258:196. 24X 

Fiche: 50-443, 85/01/07, 8501090218. 


8501150106 PNO-I-85-002: on 850109, fire started in temporary const bldg. 
Cause of fire believed to be accidental spare air 
compressors being installed. Licensee S< state fire marshall 
will conduct investigation into cause of fire. 

GALLO, R. Region 1, Office of Director. 85/01/10. Ip. 28380:138. 
24X Fiche: 50-443, 85/01/10, 8501150106. 


8501170044 PNO-I-85-002A: on 850112, two temporary restroom trailers 
destroyed by fire. Cause unknown. No personnel injured St no 
permanent structures damaged. Licensee St fire marshall 
investigating incident. 

GALLO, R. Region 1, Office of Director. 85/01/14. Ip. 28426:121. 
24X Fiche: 50-443, 85/01/14, 8501170044. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents St correspondence 


8501140519 FOIA request for documents re J Wampler allegations 
concerning safety violations in area of radioactive matls 
used to X-'ray welds. 

CURRAN, D. Harmon, Weiss St Jordan. CURRAN, D, New England Coalition 
on Nuclear Pollution. 84/04/06. FELTON, J. M. Division of Rules and 
Records. 2pp. 28391:342. 24X Fiche; 50-443, 84/04/06, 8501140519. 


8501140523 Responds to FOIA request for documents re alleged safety 
violations at fac ility. Forwards App A documents. Info 
partially withheld <ref FOIA Exemption 6). Documents also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/14. CURRAN, D. 
Harmon, Weiss Si Jordan. 3pp. 28391:344. 24X Fiche: 50-443, 84/05/14, 

8501140523. 


—8501140531 Discusses Allegation RI-84-A-0001 re Pullman-Higgins 
radiographers unauthorized access to radiographic area w/ 
source exposed St termination of al leger. Concerns will be 
reviewed by State of NH St NRC senior resident inspector, 
HAVERKAMP, D. R. Region 1, Office of Director. 84/01/18. 

ALLAN, J.M. Region 1, Office of Director. 6pp. 28391:347. 24X 

Fiche: 50-443, 84/05/14, 8501140523. 


— 8501140536 Discusses 840105-06 telcons re Pullman-Higgins radiography 
activities at facil i ty. Dept of Labor responsible for 
reviewing discrimation comp laint. Related info end. 

GALLO,R.M, Region 1, Office of Director. 84/01/11. WAMPLER, J. . 
Affiliation Not Assigned. 7pp. 28391:353. 24X 

Fiche: 50-443, 84/05/ 1 4, 8501 1 40523. 


8501300102 FOIA request for documents re changes or proposed changes in 
ownership 8i/or mgt, plans or proposals to resume const St 
financial condition of owners of facilities. 

CURRAN, D. Harmon, Weiss tt Jordan. CURRAN, D. New England Coalition 
on Nuclear Pollution. 84/06/28. FELTON, J, M. Division of Rules and 
Records. 2pp. 28681:001. 24X Fiche; 50-443, 84/06/28, 8501300102. 


8501030091 Approves 840910 request to use ASME Code Case N-411 damping 
values in response spectrum seismic analysis for pipe stress 
verification & pipe support optimization. 

KNX0HT0N,0. W. Licensing Branch 3. 84/12/13. HARRISON, R. J. Public 

Service Co. of New Hampshire. 3pp. 28192:361. 24X 

Fiche: 50-443, 84/12/13, 8501030091. 


8501180363 Forwards nonproprietary it proprietary WCAP-10750 St 
WCAP-10698, respective! y, “Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill. “ Proprietary rept withheld <ref 10CFR2. 790), 

LAOXEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EXSENHUT,D.Gv Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 5O-OP0V 84/12/20, 8501180363. 


8501030120 Oimoric Ltr 84-24 to all licensees of operating reactors «t 
applicants -for OL re certification of compliance to 
lOCFR 50. 49, “Environ Qualification of Electric Equipment 
Important^ to Safety of Nuclear Power Plants.*' Sve list end. 
EXSENNUT,!). 0^ Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501040046 Discusses revised Part 170 requirements for license & insp 
fees & notifies of completion of cost analysis for facility 
OL application reviews. Util will be billed. 

MILLER, W.O. License Fee Management Branch. 84/12/28. HARRISON, R. J. 

Public Service Co. of New Hampshire. Ip. 28209:220, 24X 

Fiche; 50-443, 84/12/28, 8501040046. 


8501090170 Advises that revised response to Generic Ltr 83-28 re 
automatic actuation of reactor trip breaker shunt 
attachments Sc other plant-specific info, per 840806 generic 
SER, will be provided in full by 850630. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 85/01/07. 
KNIGHTON, G. W. Licensing Branch 3. 2pp. 28258:150. 24X 

Fiche: 50-443, 85/01/07, 8501090170. 


8501310297 Suppls 820323 ltr committing util to provide automatic trip 
on diesel generator start of prelube/f il ter pump & rocker 
arm prelube pump. Revised FSAR Tables 8.3-1 8e 8.3-2 end. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 85/01/28. 
KNIGHTON, G. W. Operating Reactors Branch 3. 6pp. 28658:243. 24X 

Fiche: 50-443, 85/01/28, 8501310297. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8301070440 Forwards Instrumentation & Control Sys Branch SER input, 
applicable to SRP Section 7, reflecting results of review 
of FSAR through Amend 47. Eight open items exist. 

SPEIS, T. P. Assistant Director for Reactor Safety. 83/01/03. 

NOVAK, T. M. Assistant Director for Licensing. 2pp. 28631:272. 

24X Fiche: 50-000. 84/07/27, 8501280654. 


F. Security, medical, emergency it fire protection plans 


8501090298 Forwards addl info on 19 specific agenda items re detailed 
control room design review, per SER Outstanding Issue 19 it 
NUREG-0737 Item I. D. 1. Sample of how need characteristics of 
instruments controls determined end. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 85/01/07. 
KNIGHTON, G. W. Licensing Branch 3. 34pp. 28250:042. 24X 

Fiche; 50-443, 85/01/07, 8501090298. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT.D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000,85/01/09, 8501100621. 


G. Adjudicatory correspondence 


8501280367 Further response to 830628 FOIA request for all SECY papers 
issued in 1982. Forwards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOXA Exemption 
5). 

FELTON, J.M. Division of Rules and Records. 84/06/13. WEISS, E.R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche: 50-443, 84/06/13, 8501280367. 


— 8501280424 Commission paper informing of ALAB-667 decision for which 
petition for review filed. Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. SECY-82-175. 
82/04/26. Commissioners. 99pp. 28636:016. 24X 

Fiche: 50-000, 84/06/13, 8501280367. 


Q. Inspection reports, IE Bulletins ti correspondence 


8501300108 Partial response to FOIA request for documents re changes or 
proposed changes in ownership tc/or mgt, plans or proposals 
to resume const 8c financial condition of owners of facility. 

Forwards documents listed on App A. 

FELTON, J.M. Division of Rules and Records. 84/08/01. CURRAN, D. 
Harmon, Weiss 8< Jord*n. 3pp. 28681:003. 24X Fiche: 50-443, 84/08/01, 

8501300108. 


—8501300118 Submits responses to potential integrated design insp 
findings for stryctural disciplines listed on Attachment A. 

Item reviewed 8c accepted by NRC, per 840120 telcon. 

KALAWADXA, K. M, United Engineers *i Constructors, Inc. (subs, of 
Raytheon Co. ), 84/01/20. SHEWMAKER, R. Office of Nuclear Reactor 

Regulation, Director. .2S0pp. 28681:006. 24X 

Fiche: 50-443, 84/08/01, 0501300108: 
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— 8501300129 RBq,uests cooiments on integrated design insp. Handwritten 
notes & Drafts 2 & 3 of facility integrated design insp 
repts end. 

SHEWMAKER.R. NRC - No Detailed Affiliation Given. 84/01/24. 
HARSTEAD* LIPINSKI NRC - No Detailed Affiliation Given. 250pp. 
28631:297. 24X Fiche: 50-443i 84/08/01, 8501300108. 


— 3501300140 Forwards draft facility integrated design insp rept for 
comment. Content should not be discussed ui/anyone other than 
team members. 

WENZINGER, E. c: NRC - No Detailed Affiliation Given. 84/02/16. 
NRC - No Detailed Affiliation Given. 85pp. 28682:242. 24X 

Fiche: 50-443, 84/08/01. 8501300108. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. ’* Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501280490 Submits supplemental response to IE Bulletin 84-02 re 
replacement of GE Type HFA relays used in Class IE safety 
sys. Replacement of HFA relays in progress. Other relay 
manufacturers contacted to identify possible concerns. 

DEVINCENTIS. J. Public Service Co, of New Hampshire. 84/12/26. 
HURLEY. T.E. Region 1. Office of Director. 2pp. 28565:020. 24X 

Fiche: 50-443. 84/12/26, 8501280490. 


8501040046 Discusses revised Part 170 requirements for license & insp 
fees it notifies of completion of cost analysis for facility 
□L application reviews. Util will be billed. 

MILLER. W.O. License Fee Management Branch. 84/12/28. HARRISON. R. J. 

Public Service Co. of New Hampshire. Ip. 20209:220. 24X 

Fiche: 50-443, 84/12/28. 8501040046. 


8501080210 Responds to NRC 841127 Itr re violations noted in Insp Repts 
50-443/84-13 it 50-444/84-05. Corrective actions: Pullman- 
Higgins will be directed to include engineer it QC inspector 
records in process sheets in document package. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 84/12/28. 
STAROSTECKI. R. Division of Project it Resident Programs. 3pp. 
28231:243. 24X Fiche: 50-443. 84/12/28. 8501080210. 


8501100163 Requests that steps be taken to review it correct welding of 
pressurizer surge line. specifically, possibility of cold pull 
in excess of 1/4-inch max misalignment per Insp Rept 
50-443/82-01. Response required in 10 days of Itr date. 

STAROSTECKI, R. Region 1. Office of Director. 85/01/04. 

HARRISON. R. J. Public Service Co. of New Hampshire. 2pp. 28296:360. 
24X Fiche: 50-443. 85/01/04. 8501100163. 


8501110229 Forwards Insp Repts 50-443/84-17 8c 50-444/84-07 on 841029- 
1217 tc notice of deviation. 

COLLINS. S.J. Region 1. Office of Director. 85/01/07. HARRISON. R. J. 

Public Service Co. of New Hampshire. 2pp. 28310:269. 24X 

Fiche: 50-443. 85/01/07. 8501110229. 


•8501110237 Notice of deviation from insp on 841029-1217. 

* Region 1. Office of Director. 85/01/07. Ip. 28310:271, 24X 

Fiche: 50-443. 85/01/07. 8501110229. 


—8501110243 Insp Rept 50-443/84-17 it 50-444/84-07 on 841029-1217. 
Deviation noted; unauthorized use of superceded ASME Code 
case in design change. 

CERNE. A. C. , WESCOTT. H. M. . GALLO, R. M. Region 1. Office of Director. 

85/01/03. 11pp. 28310:272. 24X Fiche: 50-443. 85/01/07, 

8501110229. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators.” Svc list encl. 

GRACE. J. N. Division of Emergency Preparedness 8r Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127, 24X Fiche; 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85^002^ : "Imp t'Pper Installation 8c Testing of 
Differential Pressure ^Transmiit tors. ” list end. 

JORDAN. E. L. Division of Emergency Preperedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pump Shaft 8r Impeller.” Svc list end. 

JORDAN. E.L. Division tff Emergency Preparedness 8c Engineering 
Response (Post 830103);. ■ 85/01/15, Consolidated Edison Co. of New 
York, Inc. 103pp, 28490:226. 24X Fiche: 50-000. 85/01/15. 8501100655. 

8501160196 IE Info Notice 85-:O04» *Mnedeituata .Mot of Security Response 
Drills. '* Svc list emcl.- 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

Yor*. Inc. 109pft. 28613:169. 24X Fiche: 5,0-000. 85/01/17. 8501160196. 


8501310248 Responds to NRC 841219 Itr re allegations concerning 
unauthorized weld repa irs. Plans to review validity of 
allegations discussed. Results of review of allegation 
will be submitted by 850228. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 85/01/18. 
STAROSTECKI . R. Region 1, Office of Director. 2pp. 28658:347. 24X 

Fiche: 50-443, 85/01 /IS. 8501310248. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints.” Svc list 
enc 1. 

JORDAN. E, L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fi ch e: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. “Contamination of Breathing Air 
Sys. “ Svc list encl. 

JORDAN, £. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007, “Contaminated Radiography Source 
Shipments. ” Svc list encl. 

GRACE, J. N. Division of QA, Safeguards 8e Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


S. Reportable occurrences. LERs 8c related correspondence 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 8c PC-2.3 emergency diesel 
generator 5. A1 1 valve holders w/improper radius will be 
replaced. 

MORIARITY, J. M. Colt Industries. Inc. 84/12/20. KEPPLER. J. 0. 
Region 3, Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000. 04/12/20. 8501070316. 


8501280047 Interim deficiency rept re insufficient fillet weld size in 
coped area of structural members. Initially reported on 
841026. Oetai led insp of connections initiated. Next rept 
expected by B50331. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 84/12/28. 
STAROSTECKI. R. Division of Project 8c Resident Programs. 3pp. 

28615: 045. 24X Fiche: 50-443. 84/12/28. 8501280047. 


S501090218 Final deficiency rept on rod drop. forwarding annotated FSAR 
pages. Proposed SAR amend reflects analysis performed by 
Westinghouse 8c removes restriction on operations above 90% 
power. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 85/01/07. 
KNIGHTON. 6. W. Licensing Branch 3. 19pp. 28258:196. 24X 

Fiche: 50-443. 85/01/07. 8501090218. 


8501150106 PND-I -85-002: on 850109. fire started in temporary const bldg. 
Cause of fire believed to be accidental spare air 
compressors being installed. Licensee 8c state fire marshall 
will conduct investigation into cause of fire. 

GALLO. R. Region 1. Office of Director. 85/01/10. Ip. 28380:138. 
24X Fiche: 50-443.85/01/10.8501150106. 


8501170044 PN0-I-85-002A; on 850112. two temporary restroom trailers 
destroyed by fire, Cause unknown. No personnel injured 8c no 
permanent structures damaged. Licensee 8c fire marshall 
investigating incident. 

GALLO. R. Region 1. Office of Director. 85/01/14. Ip. 28426:121, 
24X Fiche: 50-443. 85/01/14, 8501170044. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION 


A. Application/construction stage documents 8c correspondence 


8501150413 FOIA request for G Mizuno 840327 Itr to J Ellis re plant. Itr 
to ASLB judges w/four ends. ASLB Chairman Block 831228 
order on GA design of plant 8t IE SNUPPS Callaway 1 rept. 

Forwards documents. 

BROSIUS. E. Nuclear Awareness Network. 84/04/13. Office of 
Administration. Ip. 28416:003. 24X Fiche: 50-000. 84/04/13. 

8501150413. 


8501150070 Responds to FOIA request for G Mizuno 840327 Itr to J Ellis 
re ASLB Chairman Block 831228 order on QA design of plant 8c 
IE Snupps Callaway 1 rept. Document 1 listed on App A encl. 

Documents 2-4 listed on App A available in PDR. 

FELTON, J,M, Division of Rules and Records. 84/05/17. BROSIUS.E. 
Nuclear Awareness Network. 2pp. 28416:001. 24X 

Fiche; 50-000, 84/05/17, 8501150070. 
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8501160130 Responds to FOIA request for five categories of documents. 
Documents listed in App A available in PDR. Documents listed 
in App B being placed in PDR. Document in App C partially 
ttiithheld (ref FOIA Exemptions 6 & 7). 

FELTON, J.M. Division of Rules and Records. 84/05/29. ©ARDE, B. P. 
Government Accountability Project. 6pp. 28433:001. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160153 Confirms 831214 telcon re oral agreement by Dunham to uiaive 
030110 confidentiality agreement. 

MIZUNO, 0. S. Hearing Branch 1. 84/01/01. SINDERSON, M. Sinderson, 

Daffin, Flores Sc Stool. 4pp. 28433:022. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160193 Informs of reported intimidation of inspector U Dunham per 
830107 telcon. W Dunham indicated concerns re occurrences at 
plant. D Driskill informed on 830107. No further action 
p lanned. 

VORSE, J. Y. Region 2, Office of Director. 83/01/12. Region 4, 
Office of Director. 700pp. 28433:064. 24X Fiche: 50-445, 84/05/29, 

8501160130. 


8501280366 FOIA request for all documentation re formation of Waterford 
3 8e Comanche Peak task forces. 

OARDE, B. P. Government Accountability Project. 84/05/31. Office 
of Administration. 2pp. 28635:139. 24X Fiche: 50-000, 84/05/31, 

. 8501280366. 


8501280734 FOIA request for documents re const by Brown & Root, Inc, 
including safety conditions, employee relations, work stds, 
allegations of inferior work, faulty workmanship, deficient 
work stds Sc deficient performance, 

HUGE, H, Rogovin, Huge Sc Lenzner. 84/06/12. FELTON, J. Division of 
Rules and Records. 2pp. 28630:210. 24X Fiche: 50-445, 84/06/12, 

8501280734. 


8501280737 Partial response to FOIA request for documents re Brown S< 
Root, Inc. Documents listed in app available in PDR. Review 
continuing. 

FELTON, J.N. Division of Rules and Records. 84/07/10. HUGE, L. 
Rogovin, Huge Sc Lenrner. 3pp. 28630:212. 24X Fiche: 50-445, 

84/07/10, 8501280737. 


8501280376 Responds to FOIA request for all records re formation of 
Waterford 3 Sc Comanche Peak task forces. Forwards documents 
listed in app. Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/08/07. OARDE, B.P. 
Government Accountability Project. 2pp. 28635:141. 24X 

Fiche: 50-000, 84/08/07, 8501280376. 


— 8406110068 Forwards revised plan for completion of outstanding 
regulatory actions. Prompt approval of plan Sc resolution of 
staffing needed to meet 840604 target date Sc commitments to 
ASLB requested. W/o end. 

IPPOLITO, T. A. Division of Licensing, 84/06/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 26635:208. 
24X Fiche: 50-000, 84/08/07, 8501280376. 


— 8406200531 Requests action to implement plan for completion of 
outstanding regulatory actions. Resources needed to form 
technical review team identified. Activities geared to 
completion by projected fuel load date of 841001. 

DIRCKS, W. J, Office of the Executive Director for Operations. 
84/06/12. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 28635:211. 24X Fiche: 50-000, 84/08/07, 8501280376. 


—8501280386 Notifies of changes in div organizational alignment due to 
workload, limited resources Sc high priority projects. 

Permanent alignment Sc temporary task forces for Waterford Sc 
Comanche Peak projects presented. 

DENISE, R.P. Division of Resident, Reactor Project Sc Engineering 
Programs. 84/03/22. Division of Resident, Reactor Project Sc 
Engineering Programs. lOpp, 28635:143. 24X Fiche: 50-000, 

84/08/07, 8501280376. 


—8501280405 Notifies of temporary reassignments of RL Bangart to NRC 
Task Force on Comanche Peek as Region IV coordinator Sc 
P Check as Acting Directb'^' Div of Radiatipn Safety Sc 
Safeguards in addition to Deputy Regional Administrator. 

COLLINS, J.T. Region 4, Office of Director. 84/04/20. Region 4, 
Office of Director. Ip. 28635:156. 24X Fiche: 50-000, 84/08/07, 

8501280376. 


— 8501280416 Comments on 8406Q1 revised plan for completion of 
outstanding regulatory actions. Positions of project director 
Sc deputy project director should be filled by T Ippolito Sc 
R Bangart, respectively. 

COLLINS,^. T. Region 4, Office of Director. 84/06/05. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28635:210. 
24X Fiche: 50-000,84/08/07,8501280376. 


8501250487 Acfc receipt of 840531,0716 Sc 20 responses to NRC 840523 
Itr re BNL interim rept on protective coatings. Future util 
responses will be contained in Comanche Peak Technical 
Review Team transmittal of findings re protective coatings. 

HUNTER, D.R. Region 4, Office of Director. 84/11/06. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28562:089. 24X Fiche; 50-445, 84/11/06, 8501250487. 


— 8501250488 Requests meeting to discuss response to NRC 840523 request 
for addl info re BNL interim rept on protective coatings. 

GEORGE, J. B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/05/31. BANGART, R. L. Comanche Peak Project 

(Technical Review Team). BANGART, R. L. Region 4, Office of 
Director. Ip. 28562:091. 24X Fiche; 50-445, 84/1 1/06, 8501250487. 


— 8501250491 Forwards response to Section III of BNL interim rept on 
protective coatings, per NRC 840523 Itr. Commitment made to 
perform destructive testing on coatings as necessary. 

Response to Section IV expected by 840720. 

MERRITT, J.T. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 84/07/16. BANGART, R. L. Comanche Peak 

Project (Technical Review Team). BANGART, R.L. Region 4, Office of 
Director. 17pp. 28562:092. 24X Fiche: 50-445, 84/11/06, 8501250487. 


— 8501250494 Forwards response to findings in Section IV of BNL interim 
rept on protective coatings, per NRC 840523 Itr. No safety 
concerns w/protective coatings at faci lity. Backf it program 
properly conceived & implemented. 

FIKAR,L. F. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/20. BANGERT, R.L. Comanche Peak Project 

(Technical Review Team). BANGERT, R. L. Region 4, Office of 
Director. 47pp. 28562:110. 24 X Fiche: 50-445, 84/1 1/06, 8501250487. 


8501180363 Forwards nonproprietary & proprietary WCAP-10750 8e 
WCAP-10698, respectively, “Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2, 790), 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501030396 Forwards request for addl info re adequacy of equipment 
necessary for mitigation of main steam line breaks outside 
reactor bldg containment, per review of util 840928 Itr. 

Response due within 7 days. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/21. SPENCE,M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ), 
6pp. 28200:353. 24X Fiche: 50-445, 84/12/21, 8501030396. 


8501020109 Forwards transcript of 841220 meeting re CYQNA independent 
assessment programs, per request. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/26. ELLIS, J. Citizens 

Association for Sound Energy. Ip. 28164:356. 24X 

Fiche: 50-445, 84/12/26, 8501020109. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certif ication of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT,D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp> 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501070436 Forwards request for addl info re FSAR amends through 
Amend 53. Transmittal to licensee requested. 

GRACE, J. N. Division of QA, Safeguards ft Insp Programs 
(830103-850212). 84/12/27. YOUNGBLOOD, B. J. Licensing Branch 1. 

4pp. 28240:337. 24X Fiche: 50-445, 84/12/27, 8501070436. 


8501100592 Requests response to listed questions re 840411 motion on 
A-500 steel, in addition to any further info provided to 
ASLB in connection w/A-500 steel. 

HUNTER, D. R. Region 4, Office of Director. 84/12/31. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 3pp, 28345:314. 24X Fiche: 50-445, 84/12/31, 8501100592. 


8501090277 Rebuts emphatically GAP defamatory 841026 ltr to NRR St Div 
of Licensing. Ltr constitutes malicious attack based on 
frivolous St unsubstantiatsd allegations. 

CHRISTESEN, R. J. i^basco Services, Inc. (subs, of Enserch Corp. ), 
85/01/04. DENTON, H.R. Office of Nuclear Reactor Regulation, 

Director. EI8ENHUT, D. Division of Licensing. 2pp. 28257:172. 24X 

Fiche: 50-445, 85/0i/04, 8501090277, 


B5010SQ2iS Forwend* status, rept describing Unit 1 engineering St const 
items which will n^ot bf completad by 850117. Technical review 
team insp iteers St ASL^B issues not included. 

beck, J. W. Texas Utilltifs Electric Co. (formerly Texas Utilitiss 
Generating Oo. ). 85/01/05. YOUNGBLOOD, B. J. Licensing Branch 1. 

49pp. 20231:273. 24X Fiche: 50-445, 85/01/05, 8501080215. 
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8501140413 Forwards request for addl info re FSAR Amends 50-53* Chapter 
17. Response schedule requested within 7 days of Itr receipt. 
YOUNGBLOOD* B. J. Licensing Branch 1. 85/01/07. SPENCE* M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

5pp. 28392:203. 24X Fi che: 50-445* 85/01 /07* 8501 140413. 


8501140516 Advises that 831103 Se 841115 Itrs addressing requirements 
specified in Generic Ltr 83-28* "Salem ATWS Events* " 
accep tab le. Find ing will be reflected in future SSER. 

YOUNGBLOOD* B. J. Licensing Branch 1. 85/01/07. SPENCE* M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
3pp. 28389:200. 24X Fiche: 50-445* 85/01 /07* 8501 140516. 


8501150389 Forwards "Process Control Program for Comanche Peak Steam 
Electric Station." Revised FSAR Section 11.4 to Amend 54 
also end. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. 85/01/07. YOUNGBLOOD* B. J. Licensing Branch 1. 

14pp. 28379:224. 24X Fiche: 50-445. 85/01/07. 8501150389. 


— 8501150390 "Process Control Program for Comanche Peak Steam Electric 
Station. " 

* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 84/12/31. 8pp. 28379:238. 24X 

Fiche; 50-445* 85/01/07, 8501150389. 


8501140128 Forwards "Technical Review Team Findings Resulting from 
QA/QC Allegations. " Meeting scheduled for 850117 in 
Bethesda.MD to address concerns prior to formulating program 
p Ian. 

EISENHUT.D. G. Division of Licensing. 85/01/08. SPENCE. M. D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

5pp. 28390:210. 24X Fiche: 50-445. 85/01/08* 8501140128. 


— 8501140130 "Technical Review Team Findings Resulting from QA/QC 
Allegations. " 

e Comanche Peak Project (Technical Review Team). 85/01/08. 25pp. 

28390:215. 24X Fiche: 50-445* 85/01/08* 8501140128. 


8501140160 Notification of 850110 meeting w/CYGNA Energy Svcs in 
Bethesda.MD to discuss current status of open items* 
staff questions on observations & checklist items & CYGNA 
conclusions re independent assessment program. Agenda end. 
BURNELL. S.B. Licensing Branch 1. 85/01/08. YOUNGBLOOD* B. J. 

Licensing Branch 1. 5pp. 28378:267. 24X Fiche: 50-445* 85/01. /OS* 

8501140160. 


8501140444 Discusses formation of two panels consisting of NRC senior 
staff mgt to address hearing issues re Contention 5* whether 
initimidation occurred & make determination on effects of 
intimidation on overall QA/(9C program. 

EISENHUT.D. G. Division of Licensing. 85/01/08. SPENCE* M. D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

4pp. 28392:157. 24X Fiche: 50-445. 85/01 /OB* 8501140444. 


8501100481 Board Notification 85-001 : forwards DG Eisenhut 850108 ltr to 
MD Spence re technical review team findings on QA it QC.per 
Board Notifications 84-160 & 84-185. 

EISENHUT* D. G. Division of Licensing. 84/01/09. PALLADIND* ROBERTS* 
ASSELSTINE Commissioners. Ip, 28359:091. 24X 

Fiche: 50-445* 85/01/09* 8501100481. 


— 8501140283 Forwards technical review team findings re QA & QC 
allegations* to aid in decision re licensing of facility. 

Requests that util submit written program it schedule of QA 
issues. Further discussion planned for 850117 in Bethesda.MD. 
EISENHUT* D. G. Division of Licensing. 85/01/08. SPENCE* M. D. 
Texas Utilities Electric Co, (formerly Texas Utilities Generating 
Co.). 29pp. 28359:092. 24X Fiche: 50-445* 85/01/09* 8501100481. 


8501100487 Board Notification 85-004: informs of formation of two 
panels consisting of NRC senior staff mgt to address hearing 
issues. One panel will address NRC position on Hearing 
Contention 5. 

EISENHUT.D. G. Division of Licensing. 85/01/09. PALLADINO* ROBERTS* 
ASSELSTINE Commissioners. Ip. 28359:162. 24X 

Fiche: 50-445. 85/01/09. 8501 100487. 


— 8501090352 Discusses formation of panel to prepare NRC position on 
Hearing Contention 5 re applicant adherence to QA/QC 
requirements. Completion of panel action scheduled for 
850131. Panel charter & schedule end. 

DIRCKS. U. J. Office of the Executive Directoir for Operations. 
84/12/24. DENTON.H. R, Office of Nuclear Reactor Regulation. 
Director, 7pp. 28359:163. 24X Fiche; 50-445. 85/01/09, 8501100487. 


— 8501100381 Discusses formation of panel to prepare NRC position re 
intimidation at facilities. Completion of panel action 
scheduled for 850131. Panel charter it schedule end. 

DIRCKS. N'U. Office of the Executive Director for Operations. 
84/12/24. DENTON.H. R. Office of Nuclear Reactor Regulation* 
Director. 6pp. 28359: 170, 24X Fiche: 50-445. 85/01/09, 8501100487. 


8501280473 Forwards summary description of balance-of-p lant mechanical 
equipment qualification program. No corrective action 
necessary as result of environ qualification study for 
safety— related equipment in potentially harsh environs, 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 85/01/10. YOUNGBLOOD, B. J. Licensing Branch 1. 
9pp. 28565:046. 24X Fiche: 50-445* 85/01/10* 8501280473. 


8501230367 Suppls 841217 response to Question 2 of NRC 841127 ltr re 
containment sump performance. Flow velocities high in reactor 
vessel lower plenum w/small variations when reactor coolant 
pumps running. No further investigation anticipated. 

BECK*J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.}. 85/01/11. YOUNGBLOOD* B. J. Licensing Branch 1. 
3pp. 28508:040. 24X Fiche: 50-445* 85/01 /ll* 8501230367. 


8501220214 Notification of 850115 meeting w/util in Bethesda*MD to 
discuss motion for summary disposition on QA/QC program for 
design of piping & pipe supports for facility. 

BURNELL, S. B. Licensing Branch 1. 85/01/14. YOUNGBLOOD* B. J. 

Licensing Branch 1. 5pp. 28520:130. 24X Fiche: 50-445* 85/01/14* 

8501220214. 


8501220249 Notification of 850117 meeting w/util in Bethesda*MD to 
discuss technical review team findings re QA/QC program. 

BURNELL* S.B. Licensing Branch 1. 85/01/14, YOUNGBLOOD* B. J. 

Licensing Branch 1. 4pp. 28520:105. 24X Fiche: 50-445* 85/01/14* 

8501220249. 


8501250135 Forwards update to justification for interim operation for 
equipment environ qualification pac kages. Packages will not 
be completed by 850331 due to test comp 1 ications. Safety 
evaluation should reflect new deadline of 851130. 

BECK*J. N. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.}. 85/01/15. YOUNGBLOOD* B. J. Licensing Branch 1. 
7pp. 28551:328. 24X Fi che: 50-445* 85/01 /15* 8501250135. 


8501240202 Staff requirements memo re Commission 850108 briefing on 
status of near-term OLs. Staff requested to provide data on 
resources expended for Comanche Peak review it to review 
process for responding to Diablo Canyon allegations. 

CHILK, S. U. Office of the Secretary of the Commission. 85/01/17. 
DIRCKS. N. J. Office of the Executive Director for Operations. Ip. 
28556:361. 24X Fiche: 50-000, 85/01/17. 8501240202. 


8501230032 Forwards list of open items associated w/Nalsh/Doy le 
allegations tc independent assessment program Phase 1.2 3 

reviews, per 850110 meeting. Summary of conclusions will be 
sent by 850125. 

NZLLIAMS. N. H. CYGNA Energy Services. 85/01/18. NOONAN. V. NRC - No 
Detailed Affiliation Given. 11pp. 28516:015. 24X 

Fiche: 50-445*85/01/18. 8501230032. 


8501250152 Forwards updated engineering it const status rept. Pages 
deleted for items whose deferral beyond fuel load hat been 
accepted by NRC. 

BECK,J. N. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 85/01/18, YOUNGBLOOD. B. J. Licensing Branch 1. 
42pp. 28552:019. 24X Fiche: 50-445. 65/01/18. 8501250152. 


8501290597 Forwards transcripts of 850115 meeting w/util to discuss 
motion for summary disposition on QA/QC program for design 
of piping & pipe supports Sc 650117 meeting to discuss 
technical review team findings re QA/QC program. N/o end. 
YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/18. ELLIS. J, Citizens 

Association for Sound Energy. Ip, 28649:362. 24X 

Fiche: 50-445. 85/01/18. 8501290597. 


8501300530 Repts results of study of Unistrut tortional capacity. Review 
of designs noted cases where tortional effects from 
longitudinal loads not considered. Testing necessary to 
determine safe load carrying capacity. 

NILLIAMS.N. H. CYGNA Energy Services. 85/01/18. GEORGE. U. B. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

5pp. 28641:247. 24X Fiche: 50-445. 85/01/18. 8501300530. 


8501290333 Requests approval for use of ASME Code Case N-378 re 
bottom-mounted instrumentation seal tables. Application of 
Code Case N-378 will not result in significant reduction in 
plant safety. 

BECK.J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/21. DENTON. H. R. Office of Nuclear Reactor 

Regulation. Director. 2pp. 28620:357. 24X Fiche: 50-445, 05/01/21, 

8501290333, 


8501300503 Forwards table providing description of Amend S4 to FSAR. 
NOODLAN*D. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,), 85/01/21. BURNELL* S. B. Offica of Nuclear Reactor 

Regulation. Director. 9pp. 28641:238. 24X Fiche: 50-445. 85/01/21. 

8501300503. 
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8501290330 Forwards response to 840921 Itr re safe handling of heavy 
loads. Facility design employs roll-auay steel missile 
shield over reactor. No concrete structures lifted in 
vicinity of# or over spent fuel. 

BECK#J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 85/01/22. YOUNGBLOOD# B. J. Licensing Branch 1. 

3pp. 28619:359. 24X Fiche: 50-445# 85/01 /22# 8501290330. 


8501300609 Notification of 850207 meeting u/licensee & CASE in 
Arlington#TX to discuss licensing Sc hearing issues to be 
considered by Contention 5 panel. 

BURUELL#S.B. Licensing Branch 1. 85/01/23. NOONAN# V. S. Licensing 

Branch 1. 4pp. 28672:348. 24X Fiche: 50-445# 85/01/23# 8501300609. 


8501300494 Forwards summary scope of potential revs to previously 
published independent assessment program observations S< 
conclusions re open items associated w/Walsh S< Doyle 
allegations. 

WILLIAMS, N. H, CYGNA Energy Services. 85/01/25. NOONAN# V. NRC - No 
Detailed Affiliation Given. 30pp. 28641:004. 24X 

Fiche: 50-445# 85/01/25# 8501300494. 


E. NRC Safety Evaluation Report (SER)# suppls & correspondence 


8501020393 Forwards Insp Rept 50-445/84-36 on 840901-30. No 
violation or deviation noted. 

HUNTER# D.R. Region 4# Office of Director. 84/12/27. SPENCE# M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28138:289. 24X Fiche: 50-445# 84/12/27, 8501020393. 


—8501020397 Insp Rept 50-445/84-36 on 840901-30. No violations noted. 
Major areas inspected : SER confirmatory issues# NUREO-0737 
action item verification test results evaluation# review of 
emergency response guidelines it sys walkdowns. 

KELLEY# D.L.# SMITH, W. F. # JONES. W. B. Region 4# Office of Director. 
84/11/19. 19pp. 28138:291. 24X Fic h e; 50-445# 84/12/27# 8501020393. 


8501180410 Informs that Rev 1 of Uestinghouse Owners Group emergency 
response guidelines (Section 22 in SSER 6) acceptable for 
implementation per TMI Item I, C. 1# “Guidance for Evaluation 
8i Development of Procedures for Transients & Accidents. " 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/11. SPENCE# M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
5pp. 28483:359, 24X Fiche: 50-445# 85/01 /1 1, 8501 180418. 


8501310526 Advises that FSAR Amend S3 revising commitment to meet 
provisions of ANSI N18. 7-1976 unacceptab le. NRC position end 
& will be reflected in future SSER as open item if not 
resolved prior to SSER issuance. 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/24. SPENCE# M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
4pp. 28684:354. 24X Fiche: 50-445# 85/01/24# 8501310526. 


F. Security# medical# emergency it fire protection plans 


8501020393 Forwards Insp Rept 50-445/84-36 on 840901-30. No 
violation or deviation noted. 

HUNTER# D.R. Region 4# Office of Director. 84/12/27. SPENCE# M. D, 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28138:289. 24X Fiche: 50-445# 84/12/27# 8501020393. 


—8501020397 Insp Rept 50-445/84-36 on 840901-30. No violations noted. 
Major areas inspected : SER confirmatory issues# NUREG-0737 
action item verification test results evaluation# review of 
emergency response guidelines & sys walkdowns. 

KELLEY# D.L.# SMITH# W. F. # JONES# W. B. Region 4# Office of Director. 
84/11/19. 19pp. 28138:291. 24X Fic h e: 50-445# 84/12/27# 8501020393. 


8501080223 Forwards Insp Repts 50-445/84-43 & 50-446/84-17 on 841031- 
1102. No violation noted. 

HUNTER# D.R. Region 4# Office of Director. 85/01/02. SPENCE# M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co,). 2pp. 28233:276. 24X Fiche; 50-445# 85/01/02# 8501080223. 


— 8501080237 Insp Repts 50-445/84-43 «e 50-446/84-17 on 841031-1102. No 
violation noted. Major areas inspected: licensee actions to 
resolve NRC identified deficiencies in emergency 
preparedness program it actions to implement NUREO-0737. 

CHANEY# H,D.# MURRAY, B. # HUNNICUTT# D. M, Region 4# Office of 
Director. 84/12/19. 7pp. 28233:278. 24X Fiche: 50-445# 85/01/02# 

8501080223. 


8501160177 Forwards partial rev to response to NRC Question 033. 1 
describing mod to design of core cooling monitor/SPDS 
interface as interim justification for operation during 
first operating cycle. 

BECK#J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 85/01/07. YOUNGBLOOD# B. J. Licensing Branch 1. 

3pp. 28411:241. 24X Fiche: 50-445# 85/01/07# 8501160177. 


8501160352 Submits addl info supplementing 840925 Itr re separation 
between Class IE circuits & public address sys speaker or 
area radiation monitoring detector wiring. 

BECK#J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/07. YOUNGBLOOD# B. J. Licensing Branch 1. 

12pp. 28409:320. 24X Fiche: 50-445# 85/01/07# 8501 160352. 


8501250498 Forwards Insp Rept 50-445/84-38 on 840920. No violation or 
deviation noted. 

HUNTER# D.R. Region 4. Office of Director. 85/01/08. SPENCE# M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28562:199. 24X Fi che : 50-445# 85/01/08# 8501250498. 


— 8501250500 Insp Rept 50-445/84-38 on 840920. No violation or deviation 
noted. Major areas inspected: emergency augmentation drill. 
MONTGOMERY# J. # BAIRD# J. B. , HUNNICUTT, D. Region 4, Office of 
Director. 84/12/11. 3pp. 28562:201. 24X Fi che: 50-445# 85/01/08# 

8501250498. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT# D. 6. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York# Inc. 138pp. 67718:161. 24X 

Fiche: 50-000# 85/01/09# 8501100621. 


8501180418 Informs that Rev 1 of Uestinghouse Owners Group emergency 
response guidelines (Section 22 in SSER 6) acceptable for 
implementation per TMI Item I. C. 1# "Guidance for Evaluation 
8c Development of Procedures for Transients 8c Accidents. " 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/11. SPENCE# M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co, ). 
5pp. 28483:359. 24X Fiche: 50-445# 85/01/11# 8501180418. 


8501280446 Forwards Insp Rept 50-445/84-44 on 841024-1102. No violation 
or deviation noted. 

HUNTER# D.R. Region 4# Office of Director. 85/01/11. SPENCER# M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28614:109. 24X Fiche: 50-445# 85/01/11# 8501280446. 


*8501280456 Insp Rept 50-445/84-44 on 841029-1 102. No violation or 
deviation noted. Major areas inspected: implementation of fire 
protection program# App R (safe shutdown) per FSAR 
commitments 8c SER evaluation. 

MURPHY, M.E., MILLIKIN# R. P. # STANG# J. F. Region 4# Office of 
Director. 84/12/28. 10pp. 28614:111. 24X Fiche: 50-445# 85/01/11# 

8501280446. 


8501250152 Forwards updated engineering 8c const status rept. Pages 
deleted for items whose deferral beyond fuel load has been 
accepted by NRC. 

BECK# J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/18. YOUNGBLOOD# B. J. Licensing Branch 1. 

42pp. 28552:019. 24X Fiche; 50-445# 85/01/18# 8501250152. 


G. Adjudicatory correspondence 


8412010051 Memorandum 8c order accepting util 841128 protective 
agreement# claiming Uestinghouse info proprietary 8c should be 
withheld from public d isclosure. Served on 841130. 

BLOCH# P.B. Atomic Safety and Licensing Board Panel. #484 374. 
84/11/29. Office of the Executive Legal Director. Ip. 27709:196. 
24X Fiche; 50-445# 84/1 1/29# 8412010051. 


8501030194 Confirms telcon re Mouser deposition scheduled for 850102 8( 
03. M Watkins# AZ Roisman#J Gallo 8( ASLB members plan to 
attend. Mouser - Lipinsky interaction during Jul-Aug 1983 at 
site subj of deposition. Related correspondence. 

TREBY#S. A. Hearing Branch 3. #185 890. 84/12/21. SIMS# J. Public 

Citizen Litigation Group. 3pp. 28162:307. 24X 

Fiche: 50-445# 84/12/21# 8501030194. 


8501020074 Applicant exceptions to ASLB 841218 decision. Board erred in 
treatment of issues re preheat 8c welding of misdrilled holes 
twice defaulted by intervenor. Certificate of Sve end. 

REYNOLDS# N. 8. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS# N. 8. Bishop# Liberman# Cook# Purcell 8c 
Reynolds. #185 868. 84/12/28. 4pp. 28144:201. 24X 

Fiche; 50-445# 84/12/28# 8501020074, 


8501030133 Order directing applicant to show cause why 841218 appeal 
re welding issues should not be dismissed by 850111. Served 
on 850102. 

SHOEMAKER# C. J. Atomic Safety and Licensing Appeal Panel. #185 881. 
85/01/02. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 2pp, 28163:062. 24X Fiche; 50-445# 85/01/02# 

8501030133. 


8501090173 Forwards Insp Rept 50^445/84-36. Related correspondence. 
MIZUN0#G.S. Hearing Branch 1, #185 964. 85/01/02, BLOCH# P.B.# 

MCCOLLQM# K. A. , JOHNSON# E. B. Atomic Safety and Licensing Board Panel, 
2pp, 28258:152. 24X Fiche: 50-445, 85/01/02# 8501090173. 
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8501070515 Motions re insps of main coolant crossover leg 

restraints. ASLB should find applicants in violation of 
10CFR50, App B, Criteria I & 1 1. Cert if icat e of Svc end. 
Related correspondence, 

ELLIS. 0. Citizens Association for Sound Energy. #185 941. 
85/01/04. Atomic Safety and Licensing Board Panel. 40pp. 
28217:040. 24X Fiche: 50-445. 85/01/04. 8501070515. 


8501150266 Order stating that replies to applicant response to ASLB 
850102 order to show cause shall be filed & served no later 
than 850123. Served on 850114. 

SHOEMAKER. C. J. Atomic Safety and Licensing Appeal Panel. #185 069. 
85/01/14. Office of the Executive Legal Director. Ip. 28381-350 
24X Fiche; 50-445. 85/01/14. 8501150266. 


8501090215 Forwards Insp Rept 84-34/84-13, issued on 841231. W/o end. 
Related correspondence. 

MIZUNO. 0. S. Hearing Branch 1. #185 975. 85/01/07. BLOCH. P. B. . 

JOHNSON. E. B. , MCCOLLOM. K. A. Atomic Safety and Licensing Board Panel 
Ip. 28254:235. 24X Fiche; 50-445. 85/01 /07. 8501090215. 


8501220035 Forwards J Doyle affidavit re CASE fourth motion for summary 
disposition to disqualify use of Threaded Parts SA307 8c 
SA36. 

ELLIS. J. Citizens Association for Sound Energy. #185 163. 

85/01/14. Docketing & Services Branch. ip. 28493:218. 24X 

Fiche: 50-445. 85/01/14. 8501220035. 


8501090378 Motion for reconsideration of ASLB 841218 memorandum re 
reopening of unlimited discovery. Applicant requests ASLB 
modify discussion in memorandum consistent u/encl discussion 
to correct erroneous statements. Related correspondence. 

REYNOLDS. N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. >. REYNOLDS, N. S. Bishop. Liberman. Cook, Purcell & 
Reynolds. #185 969. 85/01/07. Atomic Safety and Licensing Board 

Panel. 44pp. 28253:279. 24X Fiche: 50-445. 85/01/07. 8501090378. 


—8501090396 Affidavit of RC lotti Sc JC Finneran re issues raised by 
ASLB in 841218 memorandum concerning sampling of torques in 
cinched down U-bolts 8c A36/A307 steel. Certificate of Svc 
end. Related correspondence. 

lOTTI.R.C. , FINNERAN, J. C. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). lOTTI.R.C. Ebasco Services. Inc 
(subs, of Enserch Corp. ). 85/01/07. 147pp. 28253:323 24X 

Fiche: 50-445. 85/01/07. 8501090378. 


8501110502 Forwards Pages 7-19 of in camera portion of CASE 850107 
motion for reconsideration of ASLB 841218 memo re welding 
issues. Pages should be held in camera for official use only. 

ELLIS. J. Citizens Association for Sound Energy. #185 028. 

85/01/07. BLOCH, J.B.. JORDAN. W. H. . MCCOLLOM. K. A. Atomic Safety and 
28358:113. 24X Fiche: 50-445. 85/01/07. 

8501110502. 


8501110504 Index to CASE motion for reconsideration of ASLB 841218 
memorandum re welding issues. 

Association for Sound Energy. ELLIS. J. Texas 
Texas Utilities Generating Co. ). 
Safety and Licensing Board Panel. 

2 pp. 28358:115. 24X Fiche: 50-445. 85/01 /07, 8501110504, 


—8501110507 CASE motion for reconsideration of ASLB 841218 memo re 
welding issues. Certificate of Svc end. 

Sound Energy. ELLIS, J. Texas 
Electric Co. (formerly Texas Utilities Generating Co. ), 
II™ Licensing Board Panel. 54pp. 

28358. 117, 24X Fiche: 50-445, 85/01/07, 8501110504. 


8501100267 Forwards correct Exhibit 2 for CASE Lipinsky exhibits 
transmitted by 841207 Itr, for placement in NRC official 
records, U/o 6 tic 1. Related correspondence. 

ROISMAN. A. Z. Citizens Association for Sound Energy. ROISMAN.A. Z. 
In Justice. #185 985. 85/01/08. GROEMAN, H. 

Ace-Federal Reporters. Inc. Ip, 28296:362. 24X 

Fiche: 50-445. 85/01/08. 8501100267. 


850102 Insp Repts 50-445/84-43 «c 
In *' 841231 Insp Repts 50-445/84-34 & 

50-446/84-13 w/revised Page 9 8c transmittal Itr. W/o end. 

Related correspondence. 

MIZUNO.G, S. Hearing Branch 1. #185 017, 85/01/08 BLOCH, p » 

JO^ON^E.B. ^ MCCOLLOM. K. A. Atomic Safety and Licensing Board plnel, 
Ip. 28314, 362. 24X Pxche: 50-445. 85/01 /08, 8501110164. 


clarification of ASLB 841218 memorandum re 
welding issues order which decided issues raised by CASE 
® «« H Stiner, Certificate of Svc end. 

MIZUNO.G. S. Hearing Branch 1. #185 058, 85/01/10. Atomic Safet 

and Licensing Board Panel. 9pp. 28388; 117. 24X Safet 

Fiche: 50-445, 85/01/10, 8501150337. 


8501140527 Response to ASLAB 850102 order re 841218 welding decision 
Applicant requests ASLAB find 8c e.tablish briefing Ichedde 
for parties. Certificate of Svc end. scneouie 

REYNOLDS NS Cook. Purcell 8, Reynolds. 


—8501220040 Affidavit of J Doyle re CASE fourth motion for summary 
disposition to disqualify use of Threaded Parts SA307 8c 
SA36. 

DOYLE. J. Citizens Association for Sound Energy. 84/12/31, 8pp. 
28493:219. 24X Fiche: 50-445. 85/01/14, 8501220035. 


-8501220044 Motion for summary disposition to disqualify use of Threaded 
Parts SA307 8( SA36. ASLB should find applicant in violation 
of NRC regulations. including but not limited to 
10CFR50. 34(a) (2) 8c (8) 8c 10CFR50. Criteria I 8c II. 

^^LIS, J. Citizens Association for Sound Energy. 85/01/14. 

Atomic Safety and Licensing Board Panel. 13pp 28493' 227 24X 

Fiche: 50-445,85/01/14,8501220035. 


—8501220048 Statement of matl facts as to which there is no genuine 
issue. Supporting documentation end. Certificate of Svc end. 

* Citizens Association for Sound Energy, 85/01/18. Atomic 
Safety and Licensing Board Panel. 76pp. 28493:240 24X 

Fiche: 50-445. 85/01/14. 8501220035. 


(.nanyes oe approveo 9c incorporated in 
840920 deposition of DM Chapmate. 

WATKINS, M Bishop. Liberman. Cook. Purcell Sc Reynolds. WATKINS, M. 
Texas Electric Co. (formerly Texas Utilities Generating 

S! ®5/01/15. BLOCH. P.B., JORDAN. W. H. . GROSSMAN. H 

Atomic Safety and Licensing Board Panel. 2pp. 28419*315 24X 

Fiche: 50-445.85/01/15. 8501160558. 


8501160594 Notice of address where documents addressed to Judge Jordan 
«c relevant to proceeding 8c 850122-25 hearings in Bethesda.MD 
can be sent. 

Atomic Safety and Licensing Board Panel, #185 093 

85/01/15. 2 pp. 28419:288. 24X Fiche: 50-445. 85/01/15. 8501160594. 


’ -r - X 


w. B*ii«naing time, until 850124, for CASE to file 
response to ASLB 850102 show cause order. Served on 

"901 lo.. 

Licensing Appeal Panel. #185 124. 
Ilv Association for Sound Energy. ip. 28421 *341 

24X Fiche: 50-445. 85/01/15. 8501170220. . 


Tbp-aI ^ Clarifying 84i2i8 welding issues Order 

LBP 84 55 to omit specific info about H Stiner. Omission 
info, sub J to confidentiality agreement 
included in proposed findings. Served on 850117. 

85/01/16. 3pp. 28455:154. 24X Fiche: 50-445, 85/01/16. 8501180223. 

8501180228 Applicant response to CASE motion re insps of crossover leg 
encl documentation 8c Certificate of Svc ® 


«■ B4-29/84-10.M/o .ncl., 

MIZUNO. G. S. Hearing Branch 1. #185 197 es/OiyiA ni n/'u n b 

Ip. 28511.229. 24X Fiche: 50-445,85/01/16.8501230448. 

GALLO. J. I sham. Lincoln & Beale. GALLO. J 01 i vex* B rBnnnB 

BLOCH. P.B.. GR08sSiAT, joSKSrS £ 
Atomic Safety and Licensing Board Panel. 5pp 28548*318 pav* 

Fiche: 50-445. 85/01/16. 8501250353. 28548.310. 24X 


*SLB •’••"tino »xt.n.lon of tim. to 8S012S for 
opplicont to roppond to CASE f trot notion for .unnorg " 

HORliu i ditpotition r. AMS/ASME oold.. 

Atomic sifetu BLOCH* P. B. . JOHNSON. E. B. . MCCOLLOM. K. A. 

fic»..so-445!'bS%i/u,*sj5;;4Sss;" 


Citizens Association for Sound Energy. #185 184 
85/01/17. Docketing Sc Services Branch, Ip 28313 * ita 
F iche: 50-445. 85/01/17, 8501230279. 176, 24X 
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— 8501230284 CASE supplemental ansuer to applicant motion for summary 
disposition re local displacements 8c stresses. Affidavit of 
J Doyle end. 

ELLIS* J. Citiiens Association for Sound Energy. 85/01/17. 

Atomic Safety and Licensing Board Panel. 2pp. 28515:177. 24X 

Fiche: 50-445,85/01/17* 8501230279. 


—8501230291 Affidavit of J Doyle re CASE answer to applicant motion for 
summary disposition re local displacements & stresses. 

Certificate of Svc end. 

DOYLE* J, Citizens Association for Sound Energy. 85/01/05. 5pp. 
28515: 179. 24X Fiche: 50-445* 85/01/17, 8501230279. 


8501230340 First set of interrogatories Sc retiuests to produce documents 
re credibility. Certificate of Svc end. Related 
c orrespondence. 

ELLIS* J. Citizens Association for Sound Energy. #185 18A. 

85/01/17. Atomic Safety and Licensing Board Panel. 7pp. 

28512:018. 24X Fi ch e: 50-445* 85/01/17* 8501230340. 


8501230201 Motion for reconsideration of ASLAB 850114 ord er* grant ing 
intervenor extension until 850201 to respond to applicant 
850111 response to ASLAB 850102 order. Certificate of Svc 
end. 

ELLIS* J. Citizens Association for Sound Energy. #185 175. 
85/01/18. Atomic Safety and Licensing Appeal Panel. 5pp. 
28515:335. 24X Fiche: 50-445* 85/01/18* 8501230201. 


8501250257 Foruiards Insp Rept 84-39 on 850114. U/o end. Related 
correspondence. 

MIZUNO, O. S. Hearing Branch 1. #185 215. 85/01/18. BLOCH* P.B.* 

MCCOLLOM* K. A. * JOHNSON* E. B. Atomic Safety and Licensing Board Panel. 
Ip. 28547:362. 24X Fiche: 50-445* 85/01/18* 8501250257. 


8501230152 Order granting CASE motion for further extension of time to 
reply to applicant response to ASLAB 850102 show cause 
order. Extension also applies to NRC. Reply to be filed no 
later than 850201. Served on 850122. 

SHOEMAKER* C. J. Atomic Safety and Licensing Appeal Panel. #185 168. 
85/01/22. Citizens Association for Sound Energy. Ip. 28514:074. 
24X Fiche: 50-445* 85/01/22* 8501230152. 


8501250406 Response opposing CASE 850107 motion for reconsideration of 
ASLB 841218 memorandum re welding issues. CASE has no valid 
due process arguments re litigation of defaulted & abandoned 
Stiner allegations. Cert if icate of Svc end. 

REYNOLDS* N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS* N. S. Bishop* Liberman* Cook* Purcell & 
Reynolds. #185 238. 85/01/22. Atomic Safety and Licensing Board 

Panel. 17pp. 28548:284. 24X Fiche: 50-445* 85/01/22, 8501250406. 


8501250477 Staff response to CASE 850104 motion re main coolant sys 
crossover leg restraints. Motion should be granted in part. 

Certificate of Svc end. 

MIZUNO* G.S. Hearing Branch 1. #185 211. 85/01/22. Atomic Safety 

and Licensing Appeal Panel. 9pp. 28547:293. 24X 

Fiche: 50-445* 85/01/22* 8501250477. 


8501250425 Applicant motion for protective order re CASE first set of 
interrogatories to applicant it reciuest for production of 
documents re credibi lity, Certificate of Svc end. Related 
correspondence. 

REYNOLDS* N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,}. REYNOLDS* N. S. Bishop* Liberman* Cook* Purcell & 
Reynolds. #165 221, 65/01/23, Atomic Safety and Licensing Board 

Panel. 7pp. 28547:353, 24X Fich e: 50-445* 85/01/23* 8501250425. 


8501300010 Memorializes KA McCollom orally granting applicant request 
to postpone filing answer to CASE Motion for disposition re 
QA for design Sc reply to NRC Sc CASE answers to motion for 
summary disposition re AMS/ASME weld design issues. 

H0R1N*W. A. Bishop* Liberman* Cook* Purcall Sc Reynolds. #185 296. 
BS/01/25. BLOCH* P.B.* MCCOLLOM* K, A. * JOHNSON, E. B. Atomic Safety and 
Licensing Board Panel. Ip. 28643:061. 24X Fiche: 50-445* 85/01/25. 

8501300010. 


8501290402 Requests forwarded notice of 850214 site visit be served on 
parties to proceeding. Served on 850128. 

DAVIS* P.R. Commissioners. #185 281. 85/01/28. CLEMENTS* W. L, 

Docketing Sc Services Branch. Ip. 286X8:1^9. 24X 

Fiche: 50-445* 85/01/28, 8501290402. 


— 8501290412 Advises of 850214 site visit Sc meeting w/NRC Sc applicant. 
Each party to proceeding may send one representative. Name 
of repretiantative should be provided by 850208. 

A8SELSTINE* J. K. Commissioners. 85/01/28. Office of the 
Executive Legal Director. Ip, 28618:200. 24X 

Fiche; 50-445* 85/01/28* 8501290402. 


H. General correspondence 


8501040007 Forwards info to aid in answering HG Haby 841102 Itr re 
licensing of plant. 

DIRCKS* W. J. Office of the Executive Director for Operations. 
84/12/21. TOWER. J. Senate. Spp. 23209:200. 24X 

Fiche: 50-445* 84/12/21 , 8501040007. 


— 8501040014 Requests response to constituent 841102 Itr re delays in 
plant licensing process. 

TOWER* J. Senate. 84/12/19. HABY*H. Office of Congressional 
Affairs. Spp. 28209:210. 24X Fiche: 50-445* 84/ 12/21* 8501040007. 


8501210351 Forwards transcript of 850110 meeting re CYGNA Phase 3 
independent assessment program for facil ities, W/o end. 

YOUNGBLOOD* B. J. Licensing Branch 1. 85/01/15. ELLIS* J. Citizens 

Association for Sound Energy. 2pp. 28495:358. 24X 

Fiche: 50-445* 85/01/15* 0501210351. 


8501300458 Requests correction of svc list for listed dockets to 
reflect address change. 

SINKIN.L. Nuclear Information & Resource Service. 85/01/22. 
BURWELL.S. B. Licensing Branch 1. Ip. 28642:037. 24X 

Fiche: 50-000* 85/01/22* 8501300458. 


8501310260 Notifies of change in addressee for Gibbs & Hill. Inc, 

BALLARD* R. E. Gibbs & Hill* Inc. (subs, of Dravo Corp. ). 85/01/22. 

YOUNGBLOOD* B. J. Licensing Branch 1. Ip. 28685:195. 24X 

Fiche: 50-445* 85/01/22* 8501310260. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8501250001 Forwards Amend 54 to FSAR for Comanche Peak Electric 
Station. Affidavit & instruction sheets end. 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 85/01/21. DENTON* H.R. Office of Nuclear Reactor 

Regulation* Director. 2pp. 28544:001. 24X Fiche: 50-445, 85/01/21. 

8501250001. 


— S501250003 Amend 54 to FSAR for Comanche Peak Electric Station. 
* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/21. 700pp. 28544:003. 24X 

Fiche: 50-445* 85/01/21* 8501250001. 


Q. Inspection reports* IE Bulletins Sc correspondence 


8501160130 Responds to FOIA request for five categories of documents. 
Documents listed on App A available in PDR. Documents listed 
on App B being placed in PDR. Document in App C partially 
withheld (ref FOIA Exemptions 6 Sc 7). 

FELTON* J.M. Division of Rules and Records. 84/05/29. GARDE* B.P. 
Government Accountability Project. 6pp. 28433:001. 24X 

Fiche: 50-445* 84/05/29* 8501160130. 


-8501160142 Forwards Ofc of Investigations Rept 4-83-001 re 
intimidation of coatings QC personnel. Rept establishes that 
QC supervisor threatened to fire GC inspectors if nitpicking 
nonconformance repts continued to be written. 

HAYES* B.B. Office of Investigation. 83/08/24. COLLINS* J.T. 
Region 4* Office of Director. 13pp. 28433:009. 24X 

Fiche: 50-445, 84/05/29* 8501160130. 


'8501160160 Forwards Ofc of Investigations interim rept of investigation 
re alleged intimidation of QC personnel. Investigation 
initiated to determine whether QC personnel intimidated as 
result of termination of QC inspector. 

HAYES.B. B. Office of Investigation. 83/11/03. COLLINS* J. T. 

Region 4* Office of Director. 3pp. 28433:026. 24X 

Fiche: 50-445* 84/05/29* 8501160130. 


— 8501160166 Requests assistance in sanitizing Investigation Rept 
4-83-001 to protect confidentiality of QC inspectors & in 
issuing sanitized version to ASLB & parties. 

CUNNINGHAM* O. H. Office of the Executive Legal Director. 83/10/14. 

HAYES* B.B. Office of Investigation. 4pp. 28433:029. 24X 

Fiche: 50-445* 84/05/29*8501160130. 


—8501160171 Forwards proposed sanitized version of Ofc of Investigations 
Rept 4-83-001 per 831014 memo. M/o end. 

HAYES* B.B. Office of Investigation. 83/11/07. CUNNINGHAM* G. H, 
Office of the Executive Legal Director. Ip. 26433:033. 24X 

Fiche; 50-445* 84/05/29* 8501160130. 


— 8501160183 Informs of review of Investigation Repts 4-83-001 *t 4-83-013 
to identify info not subj to disclosure because of personal 
privacy &/or confidentiality exemptions. Redacted tt complete 
versions of repts end. W/o end. 

HAYES*B. B. Office of Investigation. 84/02/10, CUNNINGHAM* G. H. 
Office of the Executive Legal Director. 30pp. 28433:034. 24X 

Fiche; 50-445, 84/05/29* 8501160130. 
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8501300463 Ack receipt of 840B24 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50— 445/S4-18. 

HUNTER. D.R. Region 4, Office of Director. 84/12/12. SPENCE. M. D. 
Texas Utilities Electric Co. <formerly Texas Utilities Generating 
Co.). 2pp. 28677:224. 24X Fiche: 50-445. 84/12/12. 8501300463. 


— 8501300483 Responds to NRC 840726 Itr re violations noted in Insp Rept 
50-445/84-18. Correct ive actions: sys test engineers 
reins tructed. personnel trained 8e Insp Plan IP~33 revised. 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). 84/08/23. BANGART. R. L. Region 4. 

Office of Director. 6pp. 28677:226. 24X Fiche: 50-445. 84/12/12, 

8501300463. 


8501160113 Ack receipt of 840615 it 0917 Itrs informing NRC of steps 
taken to respond to allegations re uielding. 

HUNTER, D.R. Region 4. Office of Director. 84/12/13. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28421:120. 24X Fiche: 50-445. 84/12/13. 8501 160113. 


— 8501160118 Forwards response to NRC 840828 req,uest for addl info re max 
interpass temp control & nonelevated preheat control based 
on violations noted in insp repts. Procedures for welding on 
notch toughness matls will be revised. 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). 84/09/17. DENISE. R. P. Region 4. 

Office of Director. 3p. . 28241:122. 24X Fiche: 50-445. 84/12/13. 

8501160113. 


8412190503 IE Info Notice 84-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 1OCFR20. 303. '' Svc list end. 

GRACE. U. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501020393 Forwards Insp Rept 50-445/84-36 on 840901-30. No 
violation or deviation noted. 

HUNTER, D.R. Region 4, Office of Director. 84/12/27. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28138:289. 24X Fiche: 50-445. 84/12/27, 8501020393. 


— 8501020397 Insp Rept 50-445/84-36 on 840901-30. No violations noted. 
Major areas inspected : SER confirmatory issues, NUREO-0737 
action item verification test results evaluation, review of 
emergency response guidelines Se sys walkdowns. 

KELLEY, D.L., SMITH. W. F. . UONES, W. B. Region 4, Office of Director. 
84/11/19. 19pp. 28138:291. 24X Fiche: 50-445. 84/12/27. 8501020393. 


8501040113 Forwards Insp Repts 50-445/84-34 & 50-446/84-13 on 
840826-1020 Sc notice of violation. 

HUNTER. D.R. Region 4. Office of Director. 84/12/31. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.), 2pp. 28184:012. 24X Fiche: 50-445. 84/12/31, 8501040113. 


— 8501040116 Notice of violation from insp on 840826-1020. 

♦ Region 4. Office of Director. 84/12/31. 2pp. 28184:014. 24X 

Fiche: 50-445. 84/12/31, 8501040113. 


— 8501040123 Insp Repts 50-445/84-34 Sc 50-446/84-13 on 840826-1020. 
Violation noted : fail ure of insp to identify nonconformance 
in support installations Sc failure to notify NRC as reciuired 
by 10CFR50. 55<e). 

CUMMINS, J. E. , HUNNICUTT.D. M. Region 4. Office of Director. 

84/11/20, 12pp, 28184:016. 24X Fiche: 50-445, 84/12/31. 8501040113. 


8501080223 Forwards Insp Repts 50-445/84-43 Sc 50-446/84-17 on 841031- 
1102, No violation noted. 

HUNTER. D.R, Region 4. Office of Director. 85/01/02. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28233:276. 24X Fiche: 50-445. 85/01/02. 8501080223. 


— 8501080237 Insp Repts 50-445/84-43 Sc 50-446/84-17 on 841031-1102. No 
violation noted. Major areas inspected: licensee actions to 
resolve NRC identified deficiencies in emergency 
preparedness program Sc actions to implement NUREO-0737. 

CHANEY, H.D.. MURRAY. B.. HUNNICUTT, D. M. Region 4. Office of 

Director. 84/12/19. 7pp. 28233:278. 24X Fiche: 50-445, 85/01/02, 

8501080223. 


8501090173 Forwards Insp Rept 50-445/84-36. Related corresfvondence. 
MIZUNQ.G. S. Hearing Branch 1. #185 964. 85/01/02. BLOCH. P.B.. 

MCCOLLOM, K. A. . JOHNSON. E. B. Atomic Safety and Licensing Board Panel. 
2pp. 28258:152. 24X Fiche: 50-445. 85/01/02. 8501090173. 


8501080192 Informs of omissions of ref in NRC 841231 Itr. transmitting 
Insp Repts 50-445/84-34 Sc 50-446/84-13 Sc part of paragraph 
in rept re IE bulletin foil owup. Omitted title line Sc first 
three lines of Paragraph 6. on Page 9 end. 

HUNTER, D;R. Region 4. Office of Director. 85/01/04. SPENCE. M. D, 
Texas Utilitieis Electric Co. (formerly Texas Utilities Generating 
Co,). 2pp. 28231:357. 24X Fiche; 50-445, 85/01/04. 8501080192. 


8501080198 Corrected Page 9 to Insp Repts 50-445/84-34 Sc 50-446/84-13 
re IE bulletin followup. 

■* Region 4, Office of Director. 85/01/04. Ip. 28231:359. 24X 

Fiche: 50-445, 85/01/04, 8501080192. 


8501250498 Forwards Insp Rept 50-445/84-38 on 840920. No violation or 
deviation noted. 

HUNTER. D.R. Region 4. Office of Director. 85/01/08. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28562:199. 24X Fic he: 50-445. 85/01/08. 8501250498. 


— 8501250500 Insp Rept 50-445/84-38 on 840920. No violation or deviation 
noted. Major areas inspected: emergency augmentation drill. 

MONTGOMERY. J. . BAIRD. J. B. . HUNNICUTT.D. Region 4. Office of 
Director. 84/12/11. 3pp. 28562:201. 24X Fiche: 50-445, 85/01/08. 

8501250498. 


S501150361 Forwards Insp Repts 50-445/84-40 Sc 50-446/84-15 on 
841021-1218 Sc notice of violation. 

HUNTER. D. R. Region 4, Office of Director. 85/01/09. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28379:003. 24X Fiche: 50-445. 85/01/09. 8501150361. 


— 8501150364 Notice of violation from insp on 841021-1218. 

* Region 4. Office of Director. 85/01/09. Ip. 28379:005. 24X 

Fiche: 50-445. 85/01/09. 8501150361. 


— 8501150365 Insp Repts 50-445/84-40 Sc 50-446/84-15 on 841021-1218. 
Violation noted: fail ure to assign uniq[ue identifier to 
10CFR50. 55(e) item re potential tiltout subassemblies mfg 
by RTE -Delta. 

CUMMINS. J.E. , HUNNICUTT, D. M. Region 4, Office of Director. 
84/12/28. Spp. 28379:006. 24X Fiche: 50-445. 85/01/09. 8501 150361. 


8501280605 Forwards Insp Repts 50-445/84-42 Sc 50-446/84-16 on 
841022-26. No violation or deviation noted. 

HUNTER, D.R. Region 4. Office of Director. 85/01/09. SPENCER. M.D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28614:065. 24X Fiche: 50-445. 85/01/09. 8501280605. 


— 8501280611 Insp Repts 50-445/84-42 Sc 50-446/84-16 on 841022-26. No 
violation or deviation noted. Major areas inspected: radwaste 
program Se transportation activities, including organization, 
training Sc air cleaning sys. 

BAER.R. E. , MURRAY, B., HUNNICUTT, D. M. Region 4. Office of Director. 
84/12/20. 9pp. 28614:067. 24X Fi ch e: 50-445, 85/01/09. 8501280605. 


8501070401 IE Info Notice 85-001, “Continuous Supervision of 
Irradiators. *' Svc list end. 

GRACE. J.N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401. 


8501160162 Forwards Insp Repts 50-445/84-29 Sc 50-446/84-10 on 
840722-0825 Se notice of violation. 

HUNTER, D.R. Region 4. Office of Director. 85/01/10. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28420:330. 24X Fiche: 50-445, 85/01/10, 8501160162. 


— 8501160173 Notice of violation from insp on 840722-0825. 

* Region 4. Office of Director. 85/01/10. Ip. 28420:332. 24X 

Fiche: 50-445, 85/01/10, 8501160162. 


— 8501160180 Insp Repts 50-445/84-29 Sc 50-446/84-10 on 840722-0825, 
Violations noted; fai lure to follow procedural req,uirement 
for checking min weld interpass temp. 

CUMMINS, J. E. , PHILLIPS. H. 8. , HUNNICUTT. D. M. Region 4. Office of 
Director. 84/11/09. 25pp. 28420:333. 24X Fiche: 50-445, 85/01/10. 

8501160162. 


8501080502 IE Info Notice 85-002. "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11, Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24X Fi ch e: 50-000. 85/01/1 1. 8501080502. 


8501160570 Informs that final determination on appropriateness of order 
imposing civil penalty deferred, in response to 840123 Itr re 
831222 notice of violation Sc proposed imposition of civil 
p enalty. 

TAYLOR, J.M. Director's Office. Office of Inspection and Enforcement. 

85/01/11. GARY. R. J. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 3pp. 28445:061. 24X 

Fiche: 50-445. 85/01/11, 8501160570. 


8501280446 Forwards Insp Rept 50-445/84-44 on 841024-1102. No violation 
or deviation noted. 

HUNTER, D.R. Region 4. Office of Director. 85/01/11. SPENCER, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co. >. 2pp. 28614:109. 24X Fiche: 50-445, 85/01/11, 8501280446. 
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—8501280458 Insp Rept 50-445/84-44 on 841029-1102. No violation or 
deviation noted. Major areas inspected: implementation of fire 
protection program* App R (safe shutdown) per FSAR 
commitments & SER evaluation. 

MURPHY* M.E.* MILLIKIN, R. P. * STANG* U. F. Region 4, Office of 
Director. 84/12/28. ISpp. 28614:111. 24X Fic he : 50-445, 85/01 /1 1* 

8501280446. 


8501250542 Forwards Insp Rept 50-445/84-39 on 841001-31. No violation or 
deviation noted. 

HUNTER, D.R. Region 4, Office of Director. 85/01/14. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28561:334 . 24X Fiche: 50-445, 85/01/14. 8501250542. 


— 8501250549 Insp Rept 50-445/84-39 on 841001-31. No violation or 
deviation noted. Major areas inspected: review of sys 
operating procedures. review of initial startup 
administrative procedures & plant tours. 

KELLEY* D.L., SMITH, W. F. , HUNNICUTT, D. M. Region 4, Office of 
Director. 85/01/14. 9pp. 28561:336. 24X Fiche: 50-445, 85/01/14, 

8501250542. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Se Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fi ch e: 50-000, 85/01/15, 8501 100655, 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. lOSpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche; 50-000, 85/01/23, 8501230236. 


8501250130 Responds to 841207 memo re allegation concerning vendors 
Used at plant. Allegations re deficient QA programs partially 
substantiated based on 850107-08 & 09-11 insps of listed 
vendors. Insp repts documenting findings will be forwarded. 

ZECH, G. G. Vendor Program Branch. 85/01/23. NOONAN, V. S. Division 
of Licensing. 2pp. 28549:354. 24X Fiche: 50-445, 85/01/23, 

8501250130. 


8501290356 Forwards Insp Repts 50-445/85-01 it 50-446/85-01 on 850108. 
No violations or deviations noted. 

HUNTER, D.R. Region 4, Office of Director. 85/01/24. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28620:295. 24X Fiche: 50-445, 85/01/24, 8501290356. 


— 8501290363 Insp Repts 50-445/85-01 it 50-446/85-01 on 850108. No 
violation or deviation noted. Major areas inspected; 
post-accident sampling sys per TMI Item II. B. 3, 

NICHOLAS, J. B. , MURRAY, B., HUNNICUTT, D. M, Region 4, Office of 
Director. 85/01/18. 3pp. 28620:297. 24X Fiche: 50-445, 85/01/24, 

8501290356. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fi che: 50-000, 85/01/29, 8501250352. 


5. Reportable occurrences, LERs & related correspondence 


8501040068 Interim Significant Deficiency Rept SDAR-152 re ventilation 
exhaust dampers designed/installed to fail dosed. Initially 
reported on 841213. Completion anticipated by 850206, 

CLEMENTS, B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/17. HUNTER, D.R. Region 4, Office of 

Director. Ip. 28209:170. 24X Fiche: 50-445, 84/12/17, 8501040068. 


8501070285 Forwards TDl Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY, C. L, TDI (Transamer ica Delaval, Inc. ) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


S501280063 Requests relief from diesel generator operating restrictions 
it elimination of related documents as fuel load 
requirements. Justification for relief request provided. 

BECK, J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/18. YOUNGBLOOD, B. J. Licensing Branch 1. 

5pp. 28570:032. 24X Fiche; 50-445, 85/01/18, S5012S0063. 


850^80486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter howl will be replaced w/metal bowl. 

BOYER, R. E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


8501290286 PNO-IV-85-003: on 850123, press release issued stating that 
because of uncertainties about time it effort necessary to 
obtain DL,Unit 1 will not be placed in full power operation 
before early 1986. Unit 2 to become operational in mid 1987. 
HUNNICUTT, D. Region 4, Office of Director. 85/01/24. 2pp. 

28618: 353. 24X Fiche: 50-445, 85/01/24, 8501290286. 


T. Hearing transcripts on non-antitrust matters 


8501090011 Transcript of E Mouser 850103 deposition in Bethesda, MD. 
Pp 22. 527-22, 822. 

MOUSER, E.. Government Accountability Project. 85/01/03. 297pp. 

28255:078. 24X Fiche: 50-445, 85/01/03, 850109001 1 . 


8501100008 Transcript of E Mouser B50105 deposition in Bethesda, MD. Pp 
22, 823-23, 111. 

MOUSER, E. Government Accountability Project. 85/01/05. 28Spp. 
28293:134. 24X Fiche: 50-445, 85/01/05, 8501 100008 . 


8501100440 Transcript of 850107 hearing in Bethesda, MD. Pp 23,112- 
23, 422. Support ing documentation end. 

* Atomic Safety and Licensing Board Panel. 85/01/07. 3llpp. 
28288:208. 24X Fiche; 50-445, 85/01/07, 8501100440. 


8501100351 Transcript of 850108 hearing in Beth esda, MD. Pp 23,423- 
23, 734. 

* Atomic Safety and Licensing Board Panel. 85/01/08. 312pp. 

28290:316. 24X Fiche: 50-445, 85/01/08, 8501100351, 


8501150189 Forwards Exhibits 3 & 4 for insertion in transcript of 
850108 hearing. Exhibits provided after transcript completed. 

MONICK, B. Ace-Federal Reporters, Inc. 85/01/08. WILDER,?. NRC - 
No Detailed Affiliation Given. Ip. 28380:273. 24X 

Fiche: 50-445, 85/01/08, 85011501B9. 


— 8501150193 Errata to transcript of 850108 hearing. 

* Ace-Federal Reporters, Inc. 85/01/08. 5pp. 28380:274. 24X 

Fiche: 50-445, 85/01/08, 8501150189. 


8501110023 Transcript of 850109 hearing in Bethesda, MD, Pp 23,735- 
24-032, 

* Atomic Safety and Licensing Board Panel. 85/01/09. 299pp, 

28313:119. 24X Fiche: 50-445, 85/01/09, 8501110023. 


8501110157 Transcript of statement of P Bloch on 850109 in Bethesda, MD. 
Pp 1-5. 

BLOCH, P. Atomic Safety and Licensing Board Panel. 85/01/09. 8pp. 
28311:001. 24X Fiche: 50-445, 85/01/09, 85011 10157. 


V. Operator Examinations 


8501140386 Advises that util in full compliance w/Oeneric Ltr 84-16, per 
NRC review of util 841214 ltr providing info re shift 
supervisor upgrade training program, si xth shift advisor exam 
results it shift advisor qualification. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. SPENCE, M. D. Texas 

Utilities Electric Co, (formerly Texas Utilities Generating Co. ), 

3pp. 28391:360. 24X Fiche; 50-445, 85/01/07, 8501 140386. 


8501150218 Informs of NRC intent to conduct licensed operator & senior 
operator requalif ication exams at facility during 850401-05. 

Ref matl listed in end Attachment 1 requested by 850215 
in order to meet exam schedule. 

HUNTER, D.R. Region 4, Office of Director. 85/Ol/OB. CLEMENTS, B. R. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 5pp. 28380:279. 24X Fiche: 50-445, 85/01/08, 8501150218. 
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DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION 


A. Application/construction stage documents it correspondence 


8501150413 FOIA req,uest for 0 Mizuno 840327 Itr to J Ellis re plant< Itr 
to ASLB judges w/four encls#ASLB Chairman Block 831228 
order on QA design of plant & IE SNUPPS Callauay 1 rept. 

Forwards documents. 

BROSIUSiE. Nuclear Awareness Network. 84/04/13. Office of 
Administration. Ip. 28416:003. 24X Fi ch e: 50-000. 84/04/13, 

8501150413. 


8501150070 Responds to FOIA request for © Mizuno 840327 Itr to J Ellis 
re ASLB Chairman Block 831228 order on QA design of plant it 
IE Snupps Callaway 1 rept. Document 1 listed on App A end. 

Documents 2-4 listed on App A available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/17. BROS I US, E. 

Nuclear Awareness Network. 2pp. 28416: 001. 24X 

Fiche: 50-000, 84/05/17, 8501150070. 


8501160130 Responds to FOIA request for five categories of documents. 
Documents listed in App A available in PDR. Documents listed 
in App B being placed in PDR. Document in App C partially 
withheld (ref FOIA Exemptions 6 & 7). 

FELTON, J.M. Division of Rules and Records. 84/05/29. GARDE, B. P. 
Government Accountability Project. 6pp. 28433:001. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160153 Confirms 831214 telcon re oral agreement by Dunham to waive 
830110 confidentiality agreement. 

MIZUNO, G.S. Hearing Branch 1. 84/01/01. SINDERSON,M. Sinderson, 

Daffin, Flores & Stool. 4pp. 28433:022. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160193 Informs of reported intimidation of inspector W Dunham per 
830107 telcon. W Dunham indicated concerns re occurrences at 
plant. D Driskill informed on 830107. No further action 
planned. 

VORSE, J. Y. Region 2, Office of Director. 83/01/12. Region 4, 
Office of Director. 700pp. 28433:064. 24X Fiche: 50-445, 84/05/29, 

8501160130. 


8501280366 FOIA request for all documentation re formation of Waterford 
3 & Comanche Peak task forces. 

GARDE, B.P. Government Accountability Project. 84/05/31. Office 
of Administration. 2pp. 28635:139. 24X Fiche; 50-000. 84/05/31, 

8501280366. 


8501280734 FDlA request for documents re const by Brown & Root, Inc, 
including safety conditions, employee relations, work stds, 
allegations of inferior work, faulty workmanship, deficient 
work stds & deficient performance. 

HUGE, H. Rogovin, Huge 8t Lenzner. 84/06/12. FELTON, J. Division of 
Rules and Records. 2pp. 28630:210. 24X Fiche: 50-445. 84/06/12, 

8501280734. 


8501280737 Partial response to FOIA request for documents re Brown & 
Root, Inc. Documents listed in app available in PDR. Review 
continuing. 

FELTON, J. M. Division of Rules and Records. 84/07/10. HUGE, L. 
Rogovin, Huge Zt Lenzner, 3pp. 28630:212. 24X Fiche: 50-445, 

84/07/10, 8501280737. 


8501280376 Responds to FOIA request for all records re formation of 
Waterford 3 8e Comanche Peak task forces. Forwards app 
documents. Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/08/07. GARDE, B. P. 
Government Accountability Project. 2pp, 28635: 141. 24X 

Fiche; 50-000, 84/08/07. 8501280376. 


— 8406110068 Forwards revised plan for completion of outstanding 
regulatory actions. Prompt approval of plan Ik resolution of 
staffing needed to meet 840604 target date & commitments to 
ASLB requested. W/o end. 

IPPOLITO, T. A. Division of Licensing. 84/06/01. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp. 28635:208. 
24X Fiche: 50-000, 84/08/07, 8501 280376. 


-8406200531 Requests action to implement plan for completion of 
outstanding regulatory actions- Resources needed to form 
technical review team identified. Activities geared to 
completion by projected fuel load date of 841001, 

DIRCKS, W, J. Office OF the Executive Oirector for Operations. 
84/06/12. DENTON, RR. Office of Nuclear Reactor Regulation, 
Director. 3pp. 28635:211. 24X Fiche: 50-000, 84/08/07, 8501280376- 


— 8501280386 Notifies of changes in div organizational alignment due to 
workload, limited resources Sc high priority projects. 

Permanent alignment Sc temporary task forces for Waterford 8c 
Comanche Peak projects presented. 

DENISE, R. P. Division of Resident, Reactor Project Sc Engineering 
Programs. 84/03/22. Division of Resident, Reactor Project Sc 
Engineering Programs. 10pp. 28635:143. 24X Fiche: 50— 000, 

84/08/07, 8501280376. 


— 8501280405 Notifies of temporary reassignments of RL Bangart to NRC 
Task Force on Comanche Peak as Region ZV coordinator Sc 
P Check as Acting Director, Div of Radiation Safety Sc 
Safeguards in addition to Deputy Regional Administrator. 

COLLINS, J. T. Region 4, Office of Director. 84/04/20. Region 4, 
Office of Director. Ip. 28635:156. 24X Fiche: 50-000, 84/08/07, 

8501280376. 


— 8501280416 Comments on 840601 revised plan for completion of 
outstanding regulatory actions. Positions of project director 
8c deputy project director should be filled by T Zppolito 8c 
R Bangart, respectively. 

COLLINS, J.T. Region 4. Office of Director. 84/06/05. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28635:210. 
24X Fiche: 50-000, 84/08/07, 8501280376. 


8501250487 Ack receipt of 840531,0716 8c 20 responses to NRC 840523 
Itr re BNL interim rept on protective coatings. Future util 
responses will be contained in Comanche Peak Technical 
Review Team transmittal of findings re protective coatings. 

HUNTER. D.R. Region 4, Office of Director. 84/11/06. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28562:089. 24X Fiche: 50-445, 84/11/06, 8501250487. 


‘8501250488 Requests meeting to discuss response to NRC 840523 request 
for addl info re BNL interim rept on protective coatings. 

GEORGE, J.B. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/05/31. BANGART, R.L. Comanche Peak Project 

(Technical Review Team). BANGART, R.L. Region 4, Office of 
Director. Ip. 28562:091. 24X Fiche: 50-445, 84/11/06, 8501250487. 


— 8501250491 Forwards response to Section III of BNL interim rept on 
protective coatings, per NRC 840523 Itr. Commitment made to 
perform destructive testing on coatings as necessary. 

Response to Section IV expected by 840720. 

MERRITT, J.T. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 84/07/16. BANGART, R. L. Comanche Peak 

Project (Technical Review Team). BANGART, R. L. Region 4, Office of 
Director. 17pp. 28562:092. 24X Fich e: 50-445, 84/1 1/06, 8501250487. 


— 8501250494 Forwards response to findings in Section IV of BNL interim 
rept on protective coatings, per NRC 840523 Itr. No safety 
concerns w/protective coatings at faci lity. Backf it program 
properly conceived & implemented. 

FIKAR, L. F. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/07/20. BANGERT, R.L. Comanche Peak Project 

(Technical Review Team). BANGERT, R. Li’ Region 4, Office of 
Director. 47pp. 28562:110. 24X Fich e: 50-445, 84/1 1/06, 8501250487. 


8501180363 Forwards nonproprietary & proprietary WCAP-10750 
WCAP-1069B, respectively , "Steam Generator Tube Rupture 
Analysis Msthodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501030396 Forwards request for addl info re adequacy of equipment 
necessary for mitigation of main steam line breaks outside 
reactor bldg containment, per review of util 840928 Itr, 

Response due within 7 days. 

YOUNGBLOOD, B. J. Licensing Branch 1. 84/12/21. SPENCE, M. D. Texas 

Utilities Electric Co, (formerly Texas Utilities Generating Co. ). 
6pp. 28200:353. 24X Fiche: 50-445, 84/12/21, 8501030396. 


6501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end, 
EISENHUT, D. 0, Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche; 50-000, 84/12/27, 8501030120. 


8501070436 Forwards request for addl info re FSAR amends through 
Amend 53. Transmittal to licensee requested, 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 84/12/27. YOUNGBLOOD, B. J, Licensing Branch 1. 

4pp. 28240:337. 24X Fiche: 50-445, 84/12/27, 8501070436. 
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8501080511 Submits proposed actions on IDVP for all CY86 & CYOT plants 
Draft Itrs to Duquesne Light & Comm Ed requesting compliance 
w/SAR commitments it plans to incorporate corrective actions^ 
respec tively< end. 

DEYOUNG, R, C, Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28. 

8501080511. 


8501100592 Requests response to listed questions re 840411 motion on 
A-500 steel, in addition to any further info provided to 
ASLB in connection u»/A-500 steel. 

HUNTER, D.R. Region 4, Office of Director. 84/12/31. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 3pp. 28345:314. 24X Fiche: 50-445, 84/12/31, 8501100592. 


8501090277 Rebuts emphatically GAP defamatory 841026 Itr to NRR & Div 
of Licensing. Ltr constitutes malicious attack based on 
frivolous Se unsubstantiated allegations. 

CHRISTESEN, R. J. Ebasco Services, Inc. (subs, of Enserch Corp. ). 
85/01/04. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. EISENHUT, D. Division of Licensing. 2pp. 28257:172. 24X 

Fiche: 50-445, 85/01/04, 8501090277. 


8501080215 Forwards status rept describing Unit 1 engineering it const 
items which will not be completed by 850117. Technical review 
team insp items & ASLB issues not included. 

BECK, J. U. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/05. YOUNGBLOOD, B. U. Licensing Branch 1, 

49pp. 28231:273. 24X Fiche: 50-445, 85/01/05, 8501080215. 


8501140413 Forwards request for addl info re FSAR Amends 50-53, Chap ter 
17. Response schedule requested within 7 days of ltr receipt. 
YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. SPENCE, M. D, Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

5pp. 28392:203. 24X Fiche: 50-445, 85/01 /07, 8501 140413. 


8501140516 Advises that 831103 & 841115 Itrs addressing requirements 
specified in Generic Ltr 83-28, "Salem ATWS Events, " 
accep tab le. Finding will be reflected in future SSER. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. SPENCE, M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
3pp. 28389:200. 24X Fiche: 50-445, 85/01 /07, 8501 140516. 


8501150389 Forwards "Process Control Program for Comanche Peak Steam 
Electric Station." Revised FSAR Section 11.4 to Amend 54 
also end. 

BECK, J, W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/07. YOUNGBLOOD, B. J. Licensing Branch 1. 

14pp. 28379:224. 24X Fiche: 50-445, 85/01/07, 8501130389. 


— 8501150390 "Process Control Program for Comanche Peak Steam Electric 
Station . " 

a Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 84/12/31. Spp. 28379:238. 24X 

Fiche; 50-445, 85/01/07, 8501150389. 


8501140128 Forwards "Technical Review Team Findings Resulting from 
QA/QC Allegations. " Meeting scheduled for 850117 in 
Bethesda,MD to address concerns prior to formulating program 
plan, 

EISENHUT, D. 0, Division of Licensing, 85/01/08. SPENCE, M. D. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

Spp. 28390:210. 24X Fiche: 50-445, 85/01/08, 8501140128. 


— 8501140130 "Technical Review Team Findings Resulting from QA/QC 
Allegations. " 

# Comanche Peak Project (Technical Review Team). 85/01/08. 25pp. 

28390:215. 24X Fiche; 50-445, 85/01/08, 8501140128. 


8501140444 Discusses formation of two panels consisting of NRC senior 
staff mgt to address hearing issues re Contention 5, whether 
ini timidation occurred & make determination on effects of 
intimidation on overall QA/QC program. 

EISENHUT, D. C. Division of Licensing. 85/01/08. SPENCE, M. D. Texas 
Utilities Electric Co, (formerly Texas Utilities Generating Co. ). 

4pp. 28392:157. 24X Fiche: 50-445. 85/01 /08, 8501 140444. 


8501100481 Bpard Notification 85-001 ; forwards DG Eisenhut 850108 ltr to 
MD Spence re technical review team findings on QA & QC, per 
Board Notifications 84-160 S( 84-185. 

EISENHUT, D. G. Division of Licensing, 84/01/09. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. Ip. 28359:091. 24X 

Fiche; 50-445, 85/01/09, 8501100481. 


—8 50 11 40283? For wards technical review team findings re QA & QC 
allegations, to aid in decision re licensing of facility. 

Requests that util submit written program Sc schedule of QA 
issues, further discussion planned for 850117 in Bethesda,MD. 
EISENHUt^P* 0- Division of Licensing. 85/01/08. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). ^pp. 28359:092. 24X Fiche,* 50-445, 85/01/09, 8501100481. 


8501100487 Board Notification 85-004: informs of formation of two 
panels consisting of NRC senior staff mgt to address hearing 
issues. One panel will address NRC position on Hearing 
Contention 5. 

EISENHUT, D. G. Division of Licensing. 85/01/09. PALLADINO, ROBERTS. 
ASSELSTINE Commissioners. Ip. 28359: 162. 24X 

Fiche: 50-445, 85/01/09, 8501100487. 


8501090352 Discusses formation of panel to prepare NRC position on 
Hearing Contention 5 re applicant adherence to QA/QC 
requirements. Comp 1 et ion of panel action scheduled for 
850131. Panel charter !t schedule end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/12/24. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 7pp. 28359:163. 24X Fiche: 50-445, 85/01/09, 8501 100487. 


8501100381 Discusses formation of panel to prepare NRC position re 
intimidation at faci lities. Completion of panel action 
scheduled for 850131. Panel charter & schedule end. 

DIRCKS, U. J. Office of the Executive Director for Operations. 
84/12/24. DENTON, H. R. Office of Nuclear Reactor Regulation, 
Director. 6pp. 28359:170. 24X Fiche: 50-445, 85/01/09, 8501 100487. 


8501280473 Forwards summary description of balance-of-plant mechanical 
equipment qualification program. No corrective action 
necessary as result of environ qualification study for 
saf ety-related equipment in potentially harsh environs. 

BECK, J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/10. YOUNGBLOOD, B. U. Licensing Branch 1. 

9pp. 28565:046. 24X Fiche: 50-445, 85/01 /lO, 8501280473. 


8501230367 Suppls 841217 response to Question 2 of NRC 841127 ltr re 
containment sump performance. Flow velocities high in reactor 
vessel lower plenum w/small variations when reactor coolant 
pumps running. No further investigation anticipated. 

BECK, J. kl. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/11. YOUNGBLOOD, B. J. Licensing Branch 1. 

3pp. 28508:040. 24X Fiche: 50-445, 85/01 /1 1, 8501230367. 


8501220249 Notification of 850117 meeting w/util in Bethesda,MD to 
discuss technical review team findings re QA/QC program. 

BURWELL, 8. B. Licensing Branch 1. 85/01/14. YOUNGBLOOD, B. J. 

Licensing Branch 1. 4pp. 28520:105. 24X Fiche: 50-445, 85/01/14, 

8501220249. 


6501250135 Forwards update to justification for interim operation for 
equipment environ qualification packages. Packages will not 
be completed by 850331 due to test compl ications. Safety 
evaluation should reflect new deadline of 851130. 

BECK, U. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/15. YOUNGBLOOD, B. J. Licensing Branch 1. 

7pp. 28551:328. 24X Fiche: 50-445, 85/01/15, 8501250135. 


8501240202 Staff requirements memo re Commission 850108 briefing on 
status of near-term OLs. Staff requested to provide data on 
resources expended for Comanche Peak review & to review 
process for responding to Diablo Canyon allegations. 

CHILK, S. J. Office of the Secretary of the Commission. 85/01/17. 
DIRCKS, W. J. Office of the Executive Director for Operations, Ip. 
28556:361. 24X Fiche: 50-000, 85/01/17, 8501240202. 


8501230032 Forwards list of open items associated w/Malsh/Doy le 
allegations & independent assessment program Phase 1, 2 & 3 
reviews, per 850110 meeting. Summary of conclusions will be 
sent by 850125. 

WILLIAMS, N. H. CYONA Energy Services. 05/01/18. NOONAN, V. NRC - No 
Detailed Affiliation Given. 11pp. 28516:015. 24X 

Fiche: 50-445, 85/01/18, 8501230032. 


8501300530 Repts results of study of Unistrut tortional capacity. Review 
of designs noted cases where tortional effects from 
longitudinal loads not considered. Testing necessary to 
determine safe load carrying capacity. 

WILLIAMS, N. H. CYONA Energy Services, 85/01/18. GEORGE, J. B. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 

5pp. 28641:247. 24X Fiche: 50-445, 85/01/18, 8501300530. 


8501290333 Requests approval for use of ASME Code Case N-378 re 
bottom-mounted instrumentation seal tables, Application of 
Code Case N-37S will not result in significant reduction in 
plant safety. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 85/01/21. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp. 28620:357. 24X Fiche: 50-445, 85/01/21, 

8501290333. 


8501300503 Forwards table providing description of Amend 54 to FSAR. 
WOODLAN, D. R, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/21. BURWELL, 8. B. Office pf Nuclear Reactor 

Regulation, Director. 9pp. 28641:238. 24X Fiche; 50-445, 85/01/21, 

0501300503. 
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8501290330 Forwards response to 840921 Itr re safe handling of heavy 
loads. Fac ility design employs roll-auiay steel missile 
shield over reactor. No concrete structures lifted in 
vicinity of j or over spent fuel. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/22. YOUNGBLOOD. B. J. Licensing Branch 1. 

3pp. 28619:359. 24X Fiche: 50-445. 85/01 /22. 8501290330. 


8501300609 Notification of 850207 meeting w/licensee 8c CASE in 
Arlington. TX to discuss licensing & hearing issues to be 
considered by Contention 5 panel. 

BURWELL. S. B. Licensing Branch 1. 85/01/23. NOONAN. V. S. Licensing 

Branch 1. 4pp. 28672:348. 24X Fiche: 50-445. 85/01/23. 8501300609. 


8501300494 Forwards summary scope of potential revs to previously 
published independent assessment program observations 8c 
conclusions re open items associated u/Walsh 8c Doyle 
allegations. 

WILLIAMS. N. H. CYGNA Energy Services. 85/01/25. NOONAN. V. NRC - No 
Detailed Affiliation Given. 30pp. 28641:004. 24X 

Fiche: 50-445, 85/01/25. 8501300494. 


E. NRC Safety Evaluation Report <SER). suppls 8c correspondence 


8501180418 Informs that Rev 1 of Westinghouse Owners Group emergency 
response guidelines (Section 22 in SSER 6) acceptable for 
implementation per TMI Item I. C. 1, "Guidance for Evaluation 
8c Development of Procedures for Transients 8c Accidents. “ 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/11. SPENCE. M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. >. 
5pp. 28483:359. 24X Fiche: 50-445. 85/01 /1 1, 8501 180418. 


8501310526 Advises that FSAR Amend 53 revising commitment to meet 
provisions of ANSI NIS. 7-1976 unacceptab le. NRC position end 
Sc will be reflected in future SSER as open item if not 
resolved prior to SSER issuance. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/24, SPENCE. M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ). 
4pp. 28684:354. 24X Fiche: 50-445. 85/01/24. 8501310526. 


F. Security, medical, emergency t< fire protection plans 


85010B0223 Forwards Insp Repts 50-445/84-43 8< 50-446/84-17 on 841031- 
1102. No violation noted. 

HUNTER, D.R. Region 4. Office of Director. 85/01/02. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28233:276. 24X Fiche: 50-445. 85/01/02, 8501080223. 


— 8501080237 Insp Repts 50-445/84-43 8c 50-446/84-17 on 841031-1 102. No 
violation noted. Major areas inspected: licensee actions to 
resolve NRC identified deficiencies in emergency 
preparedness program 8c actions to implement NUREG— 0737. 

CHANEY, H.D. Region 4, Office of Director. 84/12/19. 7pp. 

28233: 278. 24X Fiche: 50-445. 85/01/02.' 8501080223. 


8501160177 Forwards partial rev to response to NRC Question 033. 1 
describing mod to design of core cooling monitor/SPDS 
interface as interim justification for operation during 
first operating cycle. 

BECK, J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/07. YOUNGBLOOD. B. J. Licensing Branch 1. 
3pp. 28411:241. 24X Fiche: 50-445. 85/01/07. 8501160177. 


8501160352 Submits addl info supplementing 840925 Itr re separation 
between Class IE circuits 8c public address sys speaker or 
area radiation monitoring detector wiring. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/07. YOUNGBLOOD, B, U. Licensing Branch 1. 

12pp. 28409:320. 24X Fiche: 50-445, 85/01/07, 8501160352. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT.D. G. Division of Licensing, 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718: 161, 24X 

Fiche: 50-000, 85/01/09. 8501100621. 


8501180418 Informs that Rev 1 of Westinghouse Owners Group emergency 
response guidelines (Section 22 in SSER 6) acceptable for 
implementation per TMI Item I.C. 1. “Guidance for Evaluation 
8c Development of Procedures for Transients 8c Accidents. " 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/11, SPENCE. M. D. Texas 

Utilities Electric Co. (formerly Texas Utilities Generating Co. ), 
5pp. 28483:359. 24X Fiche: 50-445. 85/01 /1 1. 8501 180418. 


6. Adjudicatory correspondence 


8412010051 Memorandum %t order accepting util 841128 protective 
agreement, claiming Westinghouse info proprietary 8c should be 
withheld from public d i sclosure. Served on 841130. 

BLOCH. P. B. Atomic Safety and Licensing Board Panel. #484 374. 
84/11/29. Office of the Executive Legal Director, Ip. 27709; 196. 
24X Fiche; 50-445. 84/11/29, 8412010051. 


8501030194 Confirms telcon re Mouser deposition scheduled for 850102 8t 
03. M Watkins, AZ Roisman.J Gallo Sc ASLB members plan to 
attend. Mouser - Lipinsky interaction during Jul-Aug 1983 at 
site subj of deposition. Related correspondence. 

TREBY. S. A. Hearing Branch 3. #185 890. 84/12/21. SIMS, J. Public 

Citizen Litigation Group. 3pp. 28162:307. 24X 

Fiche: 50-445. 84/12/21, 8501030194. 


8501020074 Applicant exceptions to ASLB 841218 decision. Board erred in 
treatment of issues re preheat Sc welding of misdrilled holes 
twice defaulted by intervener. Certificate of Svc end. 

REYNOLDS. N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). REYNOLDS. N. S. Bishop. Liberman. Cook. Purcell Sc 

Reynolds. #185 868. 84/12/28. 4pp. 28144:201. 24X 

Fiche: 50-445, 84/12/28, 8501020074. 


8501030133 Order directing applicant to show cause why 841218 appeal 
re welding issues should not be dismissed by 850111. Served 
on 850102. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 881. 
85/01/02. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). 2pp. 28163:062, 24X Fiche: 50-445. 85/01/02. 

8501030133. 


8501090173 Forwards Insp Rept 50-445/84-36, Related correspondence. 
MIZUNO. G. S. Hearing Branch 1. #185 964. 85/01/02. BLOCH. P. B. . 

MCCOLLOM. K. A. , JOHNSON. E. B. Atomic Safety and Licensing Board Panel. 
2pp. 28258:152. 24X Fiche: 50-445. 85/01/02. 8501090173. 


8501070515 Motions re insps of main coolant sys crossover leg 
restraints. ASLB should find applicants in violation of 
10CFR50. App B. Criteria I k II. Certificate of Svc end. 
Related correspondence. 

ELLIS, J. Citizens Association for Sound Energy. #185 941. 
85/01/04. Atomic Safety and Licensing Board Panel. 40pp, 
28217:040. 24X Fiche: 50-445. 85/01/04. 8501070515. 


8501090215 Forwards Insp Rept 84-34/84-13. issued on 841231. W/o end. 
Related correspondence. 

MIZUNO. G.S. Hearing Branch 1. #185 975. 85/01/07. BLOCH, P. B. , 

JOHNSON. E. B. . MCCOLLOM. K. A. Atomic Safety and Licensing Board Panel. 
Ip. 28254:235. 24X Fiche: 50-445. 85/01 /07. 8501090215. 


8501090378 Motion for reconsideration of ASLB 841218 memorandum re 
reopening of unlimited discovery. Applicant requests ASLB 
modify discussion in memorandum consistent w/end discussion 
to correct erroneous statements. Related correspondence. 

REYNOLDS. N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). REYNOLDS. N. S. Bishop. Liberman. Cook. Purcell & 
Reynolds, #185 969. 85/01/07. Atomic Safety and Licensing Board 

Panel. 44pp. 28253:279. 24X Fiche: 50-445. 85/01/07. 8501090378. 


— 8501090396 Affidavit of RC lotti k JC Finneran re issues raised by 
ASLB in 841218 memorandum concerning sampling of torques in 
cinched down U-bolts k A36/A307 steel. Certificate of Svc 
end. Related correspondence. 

lOTTI.R. C. , FINNERAN. J. C. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). lOTTI.R. C. Ebasco Services. Inc. 
(subs, of Enserch Corp. >. 85/01/07. 147pp. 28253:323. 24X 

Fiche: 50-445, 85/01/07,8501090378. 


8501110504 Index to CASE motion for reconsideration of ASLB 841218 
memorandum re welding issues, 

ELLIS. J. Citizens Association for Sound Energy. ELLIS. J. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. >. 
#185 027. 85/01/07. Atomic Safety and Licensing Board Panel. 

2pp. 28358:115. 24X Fiche; 50-445. 85/01/07. 8501110504. 


— 8501110507 CASE motion for reconsideration of ASLB 841218 memo re 
welding issues. Certificate of Svc end. 

ELLIS. J. Citizens Association for Sound Energy. ELLIS. J. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co. ), 
85/01/07. Atomic Safety and Licensing Board Panel. 54pp. 
28358:117. 24X Fiche; 50-445, 85/01/07, 8501110504. 


8501100267 Forwards correct Exhibit 2 for CASE Lipinsky exhibits 
transmitted by 841207 ltr. for placement in NRC official 
records. W/o end. Related correspondence. 

ROISMAN, A. Z. Citizens Association for Sound Energy. ROISMAN. A. Z. 
Trial Lawyers for Public Justice. #185 985, 85/01/08. GROEMAN. H. 

Ace-Federal Reporters, Inc. Ip. 28296:362. 24X 

Fiche; 50-445, 85/01/08. 8501100267. 



DOCKETED ITEMS 


33 


8501110164 Forwards for info/ 850102 Insp Repts 50-445/84-43 & 
50-446/84-17 Sc 841231 Insp Repts 50-445/84-34 & 

50-446/84-13 w/revised Page 9 Sc transmittal Itr. W/o end. 

Related correspondence. 

MIZUNO, e. S. Hearing Branch 1. #185 017. 85/01/08. BLOCH, P. B. . 

JOHNSON, E. B. 1 MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
Ip. 28314:362. 24X Fiche : 50-445, 85/01 /08, 8501 1 10164. 


8501150337 Motion for clarification of ASLB 841218 memorandum re 
welding issues order which decided issues raised by CASE 
witnesses D Sc H Stiner. Certificate of Svc end. 

MIZUNO, G. 8. Hearing Branch 1. #185 058. 85/01/10. Atomic Safety 

and Licensing Board Panel. 9pp. 28388: 117. 24X 

Fiche: 50-445, 85/01/10, 8501150337. 


8501140527 Response to ASLAB 850102 order re 841218 welding decision. 
Applicant requests ASLAB find Sc establish briefing schedule 
for parties. Certificate of Svc end. 

REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell Sc Reynolds. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). #185 053. 85/01/11. 24pp. 28376:203. 24X 

Fiche: 50-445, 85/01/11, 8501140527. 


8501140535 Advises of ASLB granting extension of time to 850125 for 
applicant to respond to CASE first motion for summary 
disposition re QA for design 8c CASE 8c staff answers to 
applicant motion for summary disposition re ANS/ASME welds. 
HORIN,U.A. Bishop, Liberman, Cook, Purcell 8c Reynolds. HQRIN,U.A. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). #185 054. 85/01/11. BLOCH, P. B. , JOHNSON, E. B. , MCCOLLOM, K. A. 

Atomic Safety and Licensing Board Panel. Ip. 28376:259. 24X 

Fiche; 50-445, 85/01/11, 8501140535. 


8501150266 Order stating that replies to applicant response to ASLB 
850102 order to show cause shall be filed 8c served no later 
than 850123. Served on 850114. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 069. 
85/01/14. Office of the Executive Legal Director. Ip. 28381:350. 
24X Fiche: 50-445, 85/0 1 / 14, 8501 1 50266. 


8501220035 Forwards J Doyle affidavit re CASE fourth motion for summary 
disposition to disqualify use of Threaded Parts 8A307 8< 

SA36. 

ELLIS, J. Citizens Association for Sound Energy. #185 163. 

85/01/14. Docketing 8< Services Branch. Ip. 28493:218. 24X 

Fiche: 50-445, 85/01/14, 8501220035. 


— 8501220040 Affidavit of J Doyle re CASE fourth motion for summary 
disposition to disqualify use of Threaded Parts SA307 8c 
SA36. 

DOYLE, J. Citizens Association for Sound Energy. 84/12/31. 8pp. 
28493:219. 24X Fich e: 50-445, 85/01/14, 8501220035. 


— 8501220044 Motion for summary disposition to disqualify use of Threaded 
Parts SA307 8( SA36. ASLB should find applicant in violation 
of NRC regulations, including but not limited to 
10CFR50. 34<a) (2) 8< (8) it 10CFR50, Cr i ter ia I it II. 

ELLIS, J. Citizens Association for Sound Energy. 85/01/14. 

Atomic Safety and Licensing Board Panel. 13pp. 28493:227. 24X 

Fiche: 50-445, 85/01/14, 8501220035. 


—8501220048 Statement of matl facts as to which there is no genuine 
issue. Supporting documentation enc 1. Cert if icate of Svc end. 

* Citizens Association for Sound Energy. 85/01/18. Atomic 
Safety and Licensing Board Panel. 76pp. 28493:240. 24X 

Fiche: 50-445, 85/01/14, 8501220035. 


8501160558 Requests that listed changes be approved 8< incorporated into 
840920 deposition of DM Chapmate. 

WATKINS, M. Bishop, Liberman, Cook, Purcell 8. Reynolds. WATKINS, M. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). #185 098. 85/01/15. BLOCH, P. B. , JORDAN, W. H. , GROSSMAN, H. 

Atomic Safety and Licensing Board Panel. 2pp. 28419:315. 24X 

Fiche: 50-445,85/01/15, 8501160558. 


8501160594 Notice of address where documents addressed to Judge Jordan 
8c relevant to proceeding 8< 850122-25 hearings in Bethesda, MD 
can be sent. 

BLOCH, P. B. Atomic Safety and Licensing Board Panel. #185 093. 
85/01/15. 2pp. 28419:288. 24X Fiche: 50-445, 85/01/15, 8501160594. 


8501170220 Order extending time, until 850124, for CASE to file reply to 
applicant response to ASLB 850102 show cause order. Served on 
850116. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 124. 
85/01/15. Citizens Association for Sound Energy. Ip. 28421:341. 
24X Fiche: 50-445,85/01/15, 8501170220. 


8501180223 Memorandum 8( order clarifying 841218 welding issues Order 
LBP-84-55 to omit specific info about H Stiner. Omission 
necessary because info, subj to confidentiality agreement 
included in proposed findings. Served on 850117. 

BLOCH, P. B. Atomic Safety and Licensing Board Panel. #185 129. 
85/01/16. 3pp. 28455:154. 24X Fiche: 50-445, 85/01/16, 8501180223. 


8501180228 Applicant response to CASE motion re insps of crossover leg 
restraints. Supporting documentation it Certificate of Svc 
enc 1. 

REYNOLDS, N. S, Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & 
Reynolds. #185 152. 85/01/16. Atomic Safety and Licensing Board 

Panel. 22pp. 28454:238. 24X Fiche: 50-445, 85/01/16, 8501180228. 


8501230448 Forwards Insp Repts 84-40/84-15 & 84-29/84-10. W/o ends. 
Related correspondence. 

MIZUNO, 6. S. Hearing Branch 1. #185 197. 85/01/16. BLOCH, P. B. , 

JOHNSON, E. B. , MCCOLLOM, K. A. Atomic Safety and Licensing Board Panel. 
Ip. 28511:229. 24X Fiche: 50-445, 85/01 /16, 8501230448. 


8501250353 Forwards JJ Norris 831031 memo to RB Roth, identified as JJ 
Norris Exhibit 4, per ASLB order. 

GALLO, J. Isham, Lincoln it Beale. GALLO, J. Oliver B. Cannon it Son, 
Inc. #185 223. 85/01/16. BLOCH, P. B. , GROSSMAN, H, , JORDAN, W. H. 

Atomic Safety and Licensing Board Panel. 5pp. 28548:318. 24X 

Fiche: 50-445, 85/01/16, 8501250353. 


8501230279 Forwards CASE supplemental answer to applicant motion for 
summary disposition re local displacements & stresses it 
affidavit of J Doyle. 

ELLIS, J. Citizens Association for Sound Energy. #185 184. 
85/01/17. Docketing it Services Branch. Ip. 28515; 176. 24X 

Fiche: 50-445, 85/01/17, B501230279. 


— 8501230284 CASE supplemental answer to applicant motion for summary 
disposition re local displacements it stresses. Affidavit of 
J Doyle end. 

ELLIS, J. Citizens Association for Sound Energy. 85/01/17. 

Atomic Safety and Licensing Board Panel. 2pp. 28515: 177. 24X 

Fiche: 50-445, 85/01/17, 8501230279. 


— 8501230291 Affidavit of J Doyle re CASE answer to applicant motion for 
summary disposition re local displacements it stresses. 

Certificate of Svc end. 

DOYLE, J. Citizens Association for Sound Energy. 85/01/05. 5pp. 
28515: 179. 24X Fiche: 50-445, 85/01/17, 8501230279. 


8501230340 First set of interrogatories & requests to produce documents 
re credibility. Certificate of Svc end. Related 
correspondence. 

ELLIS, J. Citizens Association for Sound Energy. #185 186. 

85/01/17. Atomic Safety and Licensing Board Panel. 7pp. 

28512:018. 24X Fiche: 50-445, 85/01/17, 8501230340. 


8501230201 Motion for reconsideration of ASLAB 850114 order, granting 
intervenor extension until 850201 to respond to applicant 
850111 response to ASLAB 850102 order. Certificate of Svc 
end. 

ELLIS, J. Citizens Association for Sound Energy. #185 175. 
85/01/18. Atomic Safety and Licensing Appeal Panel. 5pp. 
28515:335. 24X Fi che: 50-445, 85/01/18, 8501230201. 


8501250257 Forwards Insp Rept 84-39 on 850114. W/o end. Related 
correspondence. 

MIZUNO, G.S. Hearing Branch 1. #185 215. 85/01/18. BLOCH, P. B. , 

MCCOLLOM, K. A. , JOHNSON, E. B. Atomic Safety and Licensing Board Panel. 
Ip. 28547:362. 24X Fiche: 50-445, 85/01/18, 8501250257. 


8501230152 Order granting CASE motion for further extension of time to 
reply to applicant response to ASLAB 850102 show cause 
order. Extension also applies to NRC. Reply to be filed no 
later than 650201. Served on 850122. 

SHOEMAKER, C. J. Atomic Safety and Licensing Appeal Panel. #185 168. 
85/01/22. Citizens Association for Sound Energy. Ip. 28514:074. 
24X Fiche: 50-445, 85/01/22, S501230152. 


8501250406 Response opposing CASE 850107 motion for reconsideration of 
ASLB 841218 memorandum re welding issues. CASE has no valid 
due process arguments re litigation of defaulted it abandoned 
Stiner allegations. Certificate of Svc end. 

REYNOLDS, N. S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell & 
Reynolds. #185 238. 85/01/22. Atomic Safety and Licensing Board 

Panel. 17pp. 28548:284. 24X Fiche: 50-445, 85/01/22, 8501250406. 


8501250477 Staff response to CASE 850104 motion re main coolant sys 
crossover leg restraints. Motion should be granted in part. 

Certificate of Svc end. 

MIZUNO, G.S. Hearing Branch 1. #185 211. 85/01/22. Atomic Safety 

and Licensing Appeal Panel. 9pp. 28547:293. 24X 

Fiche: 50-445, 85/01/22, 8501250477. 


8501250425 Applicant motion for protective order re CASE first set of 
interrogatories to applicant S( request for production of 
documents re credibility. Certificate of Svc end. Related 
c orrespondence, 

REYNOLDS, N. S, Texas Utilities Electric Co, (formerly Texas Utilities 
Generating Co.). REYNOLDS, N. S. Bishop, Liberman, Cook, Purcell St 
Reynolds. #185 221, 85/01/23. Atomic Safety and Licensing Board 

Panel. 7pp. 28547:353. 24X Fiche: 50-445, 85/01/23, 8501250425. 
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8501300010 Memorializes KA McCollom orally granting applicant request 
to postpone filing answer to CASE Motion for disposition re 
QA for design & reply to NRC & CASE answers to motion for 
summary disposition re AWS/ASME weld design issues. 

HORIN, W. A. Bishop, Liberman, Cook, Purcell & Reynolds. #185 296. 
85/01/25. BLOCH, P.B., MCCOLLOM, K. A. , JOHNSON, E. B. Atomic Safety and 
Licensing Board Panel. Ip. 28643:061. 24X Fiche; 50-445, 85/01/25, 

8501300010. 


8501290402 Requests forwarded notice of 850214 site visit be served on 
parties to proceeding. Served on 850128. 

DAVIS, P. R. Commissioners. #185 281. 85/01/28. CLEMENTS, W. L. 

Docketing & Services Branch. Ip. 28618: 199. 24X 

Fiche; 50-445, 85/01/28, 8501290402. 


— 8501290412 Advises of 850214 site visit & meeting w/NRC it applicant. 
Each party to proceeding may send one representative. Name 
of representative should be provided by 850208. 

ASSELSTINE, J. K. Commissioners. 85/01/28. Office of the 
Executive Legal Director. Ip. 28618:200. 24X 

Fiche: 50-445, 85/01/28, 8501290402. 


H. General correspondence 


8501040007 Forwards info to aid in answering HG Haby 841102 Itr re 
licensing of plant. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/12/21. TOWER, J. Senate. 8pp. 28209:200. 24X 

Fiche: 50-445, 84/12/21, 8501040007. 


— 8501040014 Requests response to constituent 841102 Itr re delays in 
plant licensing process. 

TOWER, J. Senate. 84/12/19. HABY, H. Office of Congressional 
Affairs. Spp. 28209:210. 24X Fiche; 50-445, 84/12/21. 8501040007. 


8501210351 Forwards transcript of 850110 meeting re CYGNA Phase 3 
independent assessment program for fac il ities. W/o end. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/15. ELLIS, J. Citizens 

Association for Sound Energy. 2pp. 28495:358. 24X 

Fiche: 50-445, 85/01/15, 8501210351. 


8501300458 Requests correction of svc list for listed dockets to 
reflect address change. 

SINKIN, L. Nuclear Information & Resource Service. 85/01/22. 
BURWELL, S. B. Licensing Branch 1. Ip. 28642:037. 24X 

Fiche: 50-000, 85/01/22. 8501300458. 


8501310260 Notifies of change in addressee for Gibbs it Hill, Inc. 

BALLARD,R.E. Gibbs 8e Hill, Inc. (subs, of Dravo Corp. ). 85/01/22. 

YOUNGBLOOD, B. J. Licensing Branch 1. Ip. 28685:195. 24X 

Fiche: 50-445, 85/01/22, 8501310260. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8501250001 Forwards Amend 54 to FSAR for Comanche Peak Electric 
Station. Affidavit it instruction sheets end. 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), 85/01/21. DENTON, H. R. Office of Nuclear Reactor 

Regulation, Director. 2pp. 28544:001. 24X Fiche: 50-445, 85/01/21 , 

8501250001. 


— 8501250003 Amend 54 to FSAR for Comanche Peak Electric Station. 
* Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/21. 700pp. 28544:003. 24X 

Fiche: 50-445, 85/01/21, 8501250001. 


0. Inspection reports, IE Bulletins *c correspondence 


8501160130 Responds to FOIA request for five categories of documents. 
Documents listed on App A available in PDR. Documents listed 
on App B being placed in PDR. Document in App C partially 
withheld (ref FOIA Exemptions 6 & 7). 

FELTtDN, J, M. Division of Rules and Records. 84/05/29. GARDE, B.P. 
Governmient Accountability Project. 6pp. 28433:001, 24X 

Fiche: 50-445, 84/05/29, B501 160130. 


— 8501160142 Forwards Ofc of Investigations Rept 4-83-001 re 

intimidation of coatings QC personnel. Rept establishes that 
QC supervisor threatened to fire GC inspectors if nitpicking 
nonconformance repts continued to be written, 

HAYES, B.B. Office of Investigation, 83/08/24. COLLINS, J. T. 
Region 4, Office of Director, 13pp. 28433:009. 24X 

Fiche: 50-445,84/05/29, 8501160130. 


— 8501160160 Forwards Ofc of Investigations interim rept of investigation 
re alleged intimidation of QC personnel. Investigation 
initiated to determine whether QC personnel intimidated as 
result of termination of QC Inspector. 

HAYES,B.B. Office of Investigation. 83/11/03, COLLINS, J. T. 

Region 4, Office of Director. 3pp. 28433:026. 24X 

Fiche: 50-445, 84/05/29. 8501160130. 


— 8501160166 Requests assistance in sanitizing Investigation Rept 
4-S3-001 to protect confidentiality of QC inspectors it in 
issuing sanitized version to ASLB St parties. 

CUNNINGHAM. G. H. Office of the Executive Legal Director. 83/10/14. 

HAYES, B.B. Office of Investigation. 4pp. 28433:029. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160171 Forwards proposed sanitized version of Ofc of Investigations 
Rept 4-83-001 per 831014 memo. W/o end. 

HAYES. B.B. Office of Investigation. 83/11/07. CUNNINGHAM, G. H. 
Office of the Executive Legal Director. Ip. 28433:033. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160183 Informs of review of Investigation Repts 4-83-001 St 4-83-013 
to identify info not subj to disclosure because of personal 
privacy Sc/or confidentiality exemptions. Redacted Sc complete 
versions of repts end. W/o end. 

HAYES, B.B. Office of Investigation. 84/02/10. CUNNINGHAM, G. H. 
Office of the Executive Legal Director. 30pp. 28433:034. 24X 

Fiche: 50-445. 84/05/29, 8501160130. 


8501160113 Ack receipt of 840615 8t 0917 Itrs informing NRC of steps 
taken to respond to allegations re welding. 

HUNTER, D.R. Region 4, Office of Director. 84/12/13. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28421:120. 24X Fiche: 50-445, 84/12/13, 8501160113. 


— 8501160118 Forwards response to NRC 840828 request for addl info re max 
interpass temp control St nonelevated preheat control based 
on violations noted in insp repts. Proc edures for welding on 
notch toughness matls will be revised. 

CLEMENTS, B. R. Texas Utilities Electric Co, (formerly Texas 
Utilities Generating Co.). 84/09/17. DENISE, R. P. Region 4. 

Office of Director. 3p. . 28241:122. 24X Fiche: 50-445, 84/12/13, 

8501160113. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. i21pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501040113 Forwards Insp Repts 50-445/84-34 & 50-446/84-13 on 
840826-1020 Sc notice of violation. 

HUNTER, D.R. Region 4, Office of Director. 84/12/31. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28184:012. 24X Fiche: 50-445, 84/12/31, 8501040113. 


— 8501040116 Notice of violation from insp on 840826-1020. 

# Region 4, Office of Director. 84/12/31. 2pp. 28184:014. 24X 

Fiche: 50-445, 84/12/31, 8501040113. 


— 8501040123 Insp Repts 50-445/84-34 St 50-446/84-13 on 840826-1020. 
Violation noted: fail ure of insp to identify nonconformance 
in support installations Sc failure to notify NRC as required 
by 10CFR50. 55(e). 

CUMMINS, J. E. , HUNNICUTT, D. M. Region 4, Office of Director. 
84/11/20. 12pp. 28184:016. 24X Fi c h e: 50-445, 84/12/31, 85010401 13. 


8501080223 Forwards Insp Repts 50-445/84-43 Sc 50-446/84-17 on 841031- 
1 102. No violation noted. 

HUNTER, D.R. Region 4, Office of Director. 85/01/02. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28233:276. 24X Fiche: 50-445, 85/01/02, 8501080223. 


— 8501080237 Insp Repts 50-445/84-43 Sc 50-446/84-17 on B41031-1 102. No 
violation noted. Major areas inspected; licensee actions to 
resolve NRC identified deficiencies in emergency 
preparedness program Sc actions to implement NUREG-0737. 

CHANEY, H.D., MURRAY, B. , HUNNICUTT, D. M. Region 4, Office of 
Director. 84/12/19. 7pp. 28233:278. 24X Fiche: 50-445, 85/01/02, 

8501080223. 


8501080192 Informs of omissions of ref in NRC 841231 Itr, transmitting 
Insp Repts 50-445/84-34 Sc 50-446/84-13 Sc part of paragraph 
in rept re IE bulletin fol lowup. Omitted title line S< first 
three Tines of Paragraph 6, on Page 9 end. 

HUNTER, D.R. Region 4, Office of Director. 85/01/04. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28231:357. 24X Fi c he: 50-445, 85/01/04, 8501080192. 


—8501080198 Corrected Page 9 to Insp Repts 50-445/84-34 Sc 50-446/84-13 
re IE bulletin followup. 

* Region 4, Office of Director. 85/01/04, Ip, 28231:359. 24X 

Fiche: 50-445, 85/01/04, 8501080192. 


8501150361 Forwards Insp Repts 50-445/84-40 Sc 50-446/84-15 on 
841021-1218 Sc notice of violation. 

HUNTER, D.R. Region 4, Office of Director. 85/01/09. SPENCE,M. p. 
Texas Utilities Electric Co, (formerly Texas Utilities Generatinjj 
Co.). 2pp. 28379:003, 24X Fiche; 50-445, 85/01/09, 850115^1. . 
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— 850H50364 Notice of violation from insp on 841021-1218. 

* Region 4. Office of Director. 85/01/09. Ip. 28379:005. 24X 

Fiche: 50-445. 85/01/09. 8501150361. 


— 8501150365 Insp Repts 50-445/84-40 & 50-446/84-15 on 841021-1218. 
Violation noted : fai 1 ure to assign unique identifier to 
10CFR50. 55( e > item re potential tiltout subassemblies mfg 
by RTE -Delta. 

CUMMINS. J. E. . HUNNICUTT. D. M. Region 4. Office of Director. 
84/12/28. 8pp. 28379:006. 24X Fic he : 50-445. 85/01 /09. 8501 1 50361 . 


8501280605 Forwards Insp Repts 50-445/84-42 & 50-446/84-16 on 
841022-26. No violation or deviation noted. 

HUNTER. D. R. Region 4, Office of Director. 85/01/09. SPENCER. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28614:065. 24X Fiche: 50-445. 85/01/09. 8501280605. 


— 8501280611 Insp Repts 50-445/84-42 & 50-446/84-16 on 841022-26. No 
violation or deviation noted. Major areas inspected : radwaste 
program & transportati on activities, including organi zat ion. 
training Sc air cleaning sys. 

BAER.R.E.. MURRAY.B. . HUNNICUTT. D. M. Region 4. Office of Director. 
84/12/20. 9pp. 28614:067. 24X Fich e: 50-445. 85/01/09, 8501280605. 


8501070401 IE Info Notice 85-001. “Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE. U. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York. 

Inc, 67pp. 28537:127. 24X Fiche: 50-000. 85/01/10, 8501070401, 


8501160162 Forwards Insp Repts 50-445/84-29 Sc 50-446/84-10 on 
840722-0825 Sc notice of violation. 

HUNTER. D.R. Region 4. Office of Director. 85/01/10. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28420:330. 24X Fiche: 50-445. 85/01/10. 8501160162. 


— 8501160180 Insp Repts 50-445/84-29 Sc 50-446/84-10 on 840722-0825. 
Violations noted: fai lure to follow procedural requirement 
for checking min weld interpass temp. 

CUMMINS. J. E. . PHILLIPS. H. S. , HUNNICUTT. D. M. Region 4. Office of 
Director. 84/11/09. 25pp. 28420:333. 24X Fiche; 50-445. 85/01/10. 

8501160162. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. '* Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York. Inc, 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11. 8501080502. 


8501160570 Informs that final determination on appropriateness of order 
imposing civil penalty deferred, in response to 840123 Itr re 
831222 notice of Violation Sc proposed imposition of civil 
penalty. 

TAYLOR. J. M. Director's Office. Office of Inspection and Enforcement. 

85/01/11. GARY. R. J. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co. ). 3pp. 28445:061. 24X 

Fiche; 50-445, 85/01/11, 8501160570. 


8501100655 IE Info Notice 85-003. “Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15. 8501 100655. 


8501160196 IE Info Notice 85-004. “Inadequate Mgt of Security Response 
Drills. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24X Fich e: 50-000. 85/01/17. 8501160196. 


8501230229 IE Info Notice 85-005, “Pipe Nhip Restraints. “ Svc list 
encl. 

JORDANcE. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co, of New 

York, Inc. 108pp. 28692:186. 24X Fich e: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006. “Contamination of Breathing Air 
Sys. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000. 85/01/23. 8501230236. 


8501250130 Responds to 841207 memo re allegation concerning vendors 
used at plant. Allegations re deficient QA. programs partially 
substantiated based on 85Q107-0B (k 09-11 insps of listed 
vendors. Insp repts documenting findings will be forwarded. 

ZECH.G. G. Vendor Program Branch. 05/01/23. NOONAN, V. S. Division 
of Liceming. 2pp. 28549:354. 24X Fiche: 50-445, 85/01/23. 

8501250130, 


8501290356 Forwards Insp Repts 50-445/85-01 8. 50-446/85-01 on 850108, 
No violations or deviations noted. 

HUNTER. D,R. Region 4. Office of Director. 85/01/24. SPENCE. M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28620:295. 24X Fiche: 50-445. 85/01/24. 8501290356. 


— 8501290363 Insp Repts 50-445/85-01 i 50-446/85-01 on 850108. No 
violation or deviation noted. Major areas Inspected: 
post-accident sampling sys per TMI Item II. B. 3. 

NICHOLAS. J. B. . MURRAY.B., HUNNICUTT, D. M. Region 4. Office of 
Director. 85/01/18. 3pp. 28620:297. 24X Fiche: 50-445. 85/01/24, 

8501290356. 


8501250352 IE Info Notice 85-007, “Contaminated Radiography Source 
Shipments. ” Svc list encl. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 


8. Reportable occurrences. LERs it related correspondence 


8501040068 Interim Significant Deficiency Rept SDAR-152 re ventilation 
exhaust dampers designed/installed to fail closed. Initially 
reported on 841213. Completion anticipated by 850206. 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/17. HUNTER. D. R. Region 4. Office of 

Director. Ip. 28209:170, 24X Fiche: 50-445. 84/12/17, 8501040068. 


8501090033 Deficiency Rept SDAR-160 re structural embed welding 
securing qualified electrical equipment. Initially reported 
on 841207. Evaluation will be completed by 850312. 

CLEMENTS. B. R. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 84/12/28. HUNTER. D. R. Region 4. Office of 

Director. Ip. 28278:010. 24X Fiche: 50-446. 84/12/28. 8501090033. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850,102. 

RAY. C.L. TDI (Transamerica Delaval. Inc.) Owners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation. Director. 16pp. 
28202; 058. 24X Fiche: 50-000. 85/01/02. 8501070285. 


8501280063 Requests relief from diesel generator operating restrictions 
& elimination of related documents as fuel load 
requirements. Justification for relief request provided. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 85/01/18. YOUNGBLOOD. B. J. Licensing Branch 1, 

5pp. 28570:032. 24X Fi che: 50-445. 85/01 /18. 8501280063. 


8501280486 Part 21 rept re potential defect in OSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER. R. E. Transamerica Delaval. Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. Spp. 28563:094. 24X 

Fiche: 50-000. 85/01/22, 8501280486. 


8501290286 PNO-IV-85-003: on 850123. press release issued stating that 
because of uncertainties about time & effort necessary to 
obtain OL. Unit 1 will not be placed in full power operation 
before early 1986. Unit 2 to become operational in mid 1987. 
HUNNICUTT, D. Region 4, Office of Director, 85/01/24. 2pp. 

28618; 353. 24X Fiche: 50-445, 85/01/24. 8501290286. 


T. Hearing transcripts on non-antitrust matters 


8501090011 Transcript of E Mouser 850103 deposition in Bethesda.HD. 
Pp 22. 527-22. 822. 

MOUSER. E. . Government Accountability Project. 85/01/03. 297pp. 

28255:078. 24X Fiche: 50-445, 85/01/03. 8501090011. 


8501100008 Transcript of E Mouser 850105 deposition in Bethesda. MD, Pp 
22.823-23.111, 

MOUSER. E. Government Accountability Pii^oject. 85/01/05. 28Bpp. 
28293:134. 24X Fiche: 50-445, 85/01/05. 8501100008. 


8501100440 Transcript of 850107 hearing in Bethesda. MD. Pp 23.112- 
23. 422. Supporting documentation encl. 

♦ Atomic Safety and Licensing Board Panel. B5/01/07. 31ipp, 
28288:208. 24X Fiche: 50-445, 85/01/07, 8501100440. 


8501100351 Transcript of 850108 hearing in Bethesda^ MD. Pp 23.423- 
23, 734. 

■1^ Atomic Ba-fety and Licensing Board Panel. 85/01/08. 312pp. 

28290:316, 24X Fiche; 50^445. 85/^1/08^ 85O110Q351> 

8501150189 Forwards Exhibits 3 tt 4 for insertion in transcript of 
850108 haaring. Exhibits provided after transcript completed. 

MONXCK. B. Ace-Federal Reporters. Inc. 85/01/08. WILDER.?. NRC - 
No Detailed Affiliation Given, Ip. 28380:273, 24X 

Fiche; 50-445, 85/01/08. 8501150189. 
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— 8501150193 Errata to transcript of B50108 hearing. 

Ace-Federal Reporters* Inc. 85/01/08. 5pp. 28380:274. 24X 

Fiche; 50-445. 85/01/08* 8501150189. 


8501110023 Transcript of 850109 hearing in Bethesda. MD. Pp 23*735- 
24-032. 

» Atomic Safety and Licensing Board Panel. 85/01/09. 299pp. 

28313:119. 24X Fich e: 50-445* 85/01 /09* 8501 1 10023. 


8501110157 Transcript of statement of P Bloch on 850109 in Bethesda. MD. 
Pp 1-5. 

BLOCH* P. Atomic Safety and Licensing Board Panel. 85/01/09. Bpp. 
28311:001. 24X Fiche: 50-445, 85/01/09* 8501 110157. 


V. Operator Examinations 


8501140386 Advises that util in full compliance le/Oeneric Ltr 84-16* per 
NRC review of util 841214 ltr providing info re shift 
supervisor upgrade training program, sixth shift advisor exam 
results & shift advisor CLualif ication. 

YOUNOBLOOD* B. J. Licensing Branch 1. 85/01/07. SPENCE* M. D. Texas 

Utilities Electric Co. {formerly Texas Utilities Generating Co. ). 

3pp. 28391:360. 24X Fi Che: 50-445* 85/01 /07* 8501 140386. 


DOCKET STN-50-447 GESSAR-23S 


A. Application/construction stage documents & correspondence 


8501160078 FOIA request for documents re 840209*22*28 & 0320 meetings 
between NRC Se GE & correspondence concerning GESSAR-II. 

SHOLLY* S. C. Union of Concerned Scientists, 84/03/29. FELTON. J. M. 
Division of Rules and Records. Ip. 28437:215. 24X 

Fiche: 50-447* 84/03/29* 8501160078. 


8501160088 Responds to FOIA request for documents concerning OESSAR-II. 
Forwards Documents 1-14 of App A. Documents also available in 
PDR. Info partially withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/06/19. SHOLLY* S. 
Union of Concerned Scientists. 3pp. 28437:217. 24X 

Fiche: 50-447, 84/06/19* 85011600SS. 


— 8501160104 Discusses action plan proposed at 840222 meeting for 
consideration of source term issues as part of GESSAR II 
severe accident revi ew. Series of sensitivity studies to be 
performed on parameters affecting containment failure modes. 
QUIRK, J.F. General Electric Co. 84/03/13. EISENHUT, D. G. 
Division of Licensing. 3pp. 28437:248, 24X Fiche: 50-447* 

84/06/19* 8501 160088. 


6501150222 Responds to appeal re denial of documents concerning 
GESSAR-1 1. Documents listed in App A withheld (ref FOIA 
Exemption 4). Release of info could cause substantial harm 
to competitive position of GE. 

FELTON, J.M. Division of Rules and Records. 84/06/25, SHOLLY, S. 
Union of Concerned Scientists. 3pp. 28415:356. 24X 

Fiche: 50-447, 84/06/25, 8501150222. 


— 8501300628 '‘Severe Accident Progression Analysis Radionuclide Release 
Assessment* Consequence Analysis & Risk Assessment Summary." 
quarterly progress repts for 821215-830315. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712. 93/03/31. 

MEYER* J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche: 50-000, 84/08/09* 8501300158. 


E. NRC Safety Evaluation Report (SER). suppls & correspondence 


S5011600S8 Responds to FOIA request for documents concerning GESSAR-ZI. 
Forwards Documents 1-14 of App A. Documents also available in 
PDR. Info partially withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/06/19. SHOLLY* 8. 
Union of Concerned Scientists. 3pp. 28437:217. 24X 

Fiche: 50-447* 84/06/19, 8501160088. 


8501070487 Forwards advance copy of SSER 3 re evaluation of severe 
accident design concerning seismic external events analysis 
performed per procedures outlined in end draft NUREG-1070. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 04/12/21. 
EBERSOLE* J. ACRS - Advisory Committee on Reactor Safeguards. 32pp. 
28238: 287. 24X Fiche: 50-447* 84/12/21* 8501070487. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 


8501070487 Forwards advance copy of SSER 3 re evaluation of severe 
accident design concerning seismic external events analysis 
performed per procedures outlined in end draft NUREG-1070. 
CRUTCHFIELD* D. Assistant Director for Safety Assessment. 84/12/21. 
EBERSOLE* J. ACRS - Advisory Committee on Reactor Safeguards. 32pp. 
28238; 287. 24X Fiche: 50-447* 84/12/21, 8501070487. 


DOCKET STN-50-454 BYRON STATION. UNIT 1 


A. Application/construction stage documents & correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON* J.M. Division of Rules and Records. 84/05/24. WILLIAMS* 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000* 84/05/24* 

8501180069. 


— 8307250784 Forwards Equipment Qualification Branch SER input re environ 
qualif ication program for electrical equipment important to 
safety Sc safety-related mechanical equipment. Outstanding 
info identified in Sections 3.11.3 Sc 3.11.4 required. 

KNIGHT* J.P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 83/07/14. NOVAK* T. M. Assistant Director for 

Licensing. 2pp. 28467:108, 24X Fich e: 50-000* 84/05/24* 8501 180069. 


— 8501180172 SER re environ qualification of electric equipment important 
to safety Sc saf ety-r elated mechanical equipment. 

* Equipment Qualification Branch. 83/07/14. 16pp. 28467:110. 

24X Fiche; 50-000* 84/05/24* 8501180069. 


8501280243 Partial response to FOIA request for documents re IGSCC. 
App A documents available in PDR. Search for addi documents 
continuing. 

FELTON. J.M. Division of Rules and Records. 84/07/13, BELL. N. 
Nuclear Information Sc Resource Service. 2pp. 28633: 120. 24X 

Fiche: 50-447* 84/07/13* 8501280243. 


— 8501280277 Summary of meeting w/GE to discuss leak-before-break for 
GESSAR. 

O'BRIEN* J. Mechanical/Structural Engineering Branch. 84/04/23. 
ARLOTTO* G, A. Division of Engineering Technology. 24pp. 

28633:211. 24X Fiche: 50-447* 84/07/13, 8501280243, 


8501 180278 Third partial response to FOIA request for documents re 
FIN A-3320 to be available in PDR. Forwards App A documents. 

App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3320. 84/07/25. 
SHOLLY.S, C. Union of Concerned Scientists. 5pp. 28475:149. 24X 
Fiche; 50-447* 84/07/25* 8501180278. 


— 8101090432 Forwards first round questions on Mark III LOCA-related 
pool dynamic criteria. 

RUBENSTEIN* L. S. Assistant Director for Core & Containment Systems. 

eo/11/19. BUCHHOLZ, R. General Electric Co. 24pp. 28475; 182. 

24X Fiche; 50-447. 84/07/25* 8501180278. 


8501300158 Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A & App B. 

Documents avaiilable in PDR, 

FELTON, J.M. Division of Roles and Records. FIN A-3712. 84/08/09. 
SHOLLY*S.C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche; 50-000, 84/08/09, 8501300158. 


— 8501180180 Forwards final version of EGG-EA-6332* "Audit of Environ 
Qualification of Safety-Related Electrical Equipment at 
Byron Units 1 Sc 2 & Braidwood Units 1 Sc 2* '* interim rept* 
completing Node 28-20 of FY83 milestone chart. 

SAFFELL*B.F. NRC -.No Detailed Affiliation Given. FIN A-6415. 
83/07/28. SAKO*J. A. Energy* Dept. of. 3pp. 28467:126. 24X 

Fiche: 50-000, 84/05/24. 8501180069. 


— 8501180186 “Audit of Environ Qualification of Saf ety-Related Electrical 
Equipment at Byron Units 1 Sc 2 Sc Braidwood Units 1 Sc 2. “ 

BORGEN.R. A. * WEBER* D. A. * YOST* M. W. EGScG* Inc. FIN A-6415. 
EGG-EA-6332. 83/07/31. NRC - No Detailed Affiliation Given. 

30pp, 28467:128. 24X Fiche: 50-000* 84/05/24* 8501 180069. 


8501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR Sc other ofes Sc all 
drafts of Board Notification 84-058. Document listed in 
app end tk available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/07/05. GARDE* B. P. 
Government Accountability Project. 3pp. 28630; 197. 24X 

Fiche: 50-000* 84/07/05* 8501280647. 


— 8501280669 Forwards listing of status of each open allegation at listed 
near-term OL plants in Region III.W/o ends. Related info 
end. 

DAVIS, A. B. Region 3, Office of Director. 84/05/04, PURPLE* R. A. 
Division of Licensing. 3pp. 28630:202. 24X Fiche: 50-000* 

84/07/05* 8501280647. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P~4 interlock for Westinghouse SSPS. App A Sc B documents 
available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/07/27. PEDRO* J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27* 8501280654. 
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— 8501280684 Forwards second set of (questions generated by ANL it branch 
reviewers re Chapter 7 of FSAR. 

SATTERFIELD* R. Instrumentation & Control Systems Sranch. 

84/07/27. YOUNGBLOOD* B. J. Licensing Branch 1. 5pp. 28630:281. 
24X Fiche: 50-000* 84/07/27* 8501280654. 


8412120397 Provides update of 840809 matl based on 841203 & 06 telcons 
re GDC 51 review of RCPB components. 

SWARTZ* E.D. Commonwealth Edison Co. 84/12/07. DENTON* H. R. Office 
of Nuclear Reactor Regulation* Director. 2pp. 27900:001. 24X 

Fiche: 50-000* 84/12/07* 8412120397. 


E. NRC Safety Evaluation Report <SER)* suppls Se correspondence 


8501180069 Partial response to FOIA re(iuest for repts resulting from 
listed qualification of equipment site audits to be placed 
in FOR. Forwards App A documents. Documents also available in 
PDR. 

FELTON* J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000* 84/05/24* 

8501180069. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche : 50-000, 84/07/27* 8501280654. 


— 8201260520 Forwards draft input to Chapter 7 of SER. 

SPEISiT. P. Assistant Director for Reactor Safety. 82/01/11. 
TEDESCO*R. L. Assistant Director for Licensing. 65pp. 28631:012. 

24X Fiche: 50-000* 84/07/27* 8501280654. 


— 8210220531 Responds to 820730 request for input to SSER. Status update 
of Instrumentation & Control Sys Branch Confirmatory Items 
23* 24 it 25 listed. 

SPEIS*T. P. Assistant Director for Reactor Safety. 82/09/30. 

NOVAK* T. Assistant Director for Licensing. 5pp. 28631:217. 24X 

Fiche: 50-000* 84/07/27* 8501280654. 


8501140430 Forwards safety evaluation for elimination of arbitrary 
intermediate pipe breaks. Alternative criteria acceptable. 

FSAR Section 3.6.2 should be revised. 

YOUNGBLOOD* B. J. Licensing Branch 1. 85/01/07. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28392:180. 24X Fiche: 50-000* 85/01/07* 

8501140430. 


— 8501140434 Safety evaluation supporting elimination of arbitrary 
intermediate pipe breaks. 

e Mechanical Engineering Branch. 84/12/31. 12pp. 28392: 184. 

24X Fiche: 50-000* 85/01/07* 8501140430, 


F, Security; medical* emergency it fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
d irectory. W/841217 release memo. 

MOORE* R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch <Document Control Desk). 5pp. 28234:029. 24X 

Fiche; 50-000* 84/11/30* 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
directory. 

0ALLE*D.P. Commonwealth Edison Co. 84/10/31. S2pp. 28234:031. 
24X Fiche; 50-000* 84/11/30* 8412210259. 


8501140040 Revised emergency plan implementing procedures* including 
Rev 10 to TSN-CCC-1 re corporate command ctr director, Rev 4 
to TSN-CCC-2 re intelligence director & Rev 3 to TSN-CCC-3 
re medical director. 

MOORE* R.D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche; 50-000* 84/11/30* 8501 140040. 


8501020318 Rev 2 to Emergency Plan Implementing Procedure BZP 600-A2* 
’•Directors Phone List. " 

* Commonwealth Edison Co. 84/12/21. 16pp. 28142:332. 24X 

Fiche: 50-454* 84/12/21* 8501020318. 


— S5011S0042 Corrected Rev 3 to Page 40 of BZP 600-A4* "Nuclear Accident 
Reporting Sys Codes" from controlled procedure manual. 

* Commonwealth Edison Co. 85/01/02. Ip. 28455:006. 24X 

Fiche: 50-454* 85/01/02* 8501180038. 


8501140136 Summary of 841218 meeting w/util & Sargent & Lundy re 
control room ventilation sys. List of attendees & slide 
presentation end. 

OLSHAN, L. N. Licensing Branch 1. 85/01/03. Licensing Branch 1. 

50pp. 28390:160. 24X Fiche: 50-454* 85/01/03, 8501140136. 


8501220233 Forwards Insp Rept 50-454/84-82. Response dates extended to 
correspond w/date of Itr. 

SPESSARD* R. L. Region 3* Office of Director. 85/01/03. REED* C. 
Commonwealth Edison Co. Ip. 28505:011. 24X Fiche; 50-454* 85/01/03* 

8501220233. 


— 8501220244 Insp Rept 50-454/84-82 on 841113-14 8* 1210. Violation noted: 
failure to provide training for operations personnel 
required to implement safe shutdown procedures Se to provide 
adequate emergency lighting it radio communications. 

RAMSEY* C. * COPPOLA* T.* THOMAS* H. Region 3* Office of Director. 
84/12/21. 11pp. 28505:015. 24X Fiche: 50-454* 85/01/03* 8501220233. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Se all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000, 85/01/09* 8501100621. 


8501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. ATSeT will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Troub le 
repts now should be submitted to NRC Operations Ctr. 

HIND* J. A. Region 3* Office of Director. 85/01/11, REED* C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche; 50-000* 85/01/1 1* 

8501170042. 


8501290265 Provides schedule for completion of mod to fire protection 
equipment. Installation deferred due to schedule conflict 
w/License Condition C(6)<d) which requires mod prior to 
exceeding 5X power. 

TRAMM*T. R. Commonwealth Edison Co. 85/01/21. DENTON. H. R. Office 
of Nuclear Reactor Regulation* Director. 2pp. 28618:351. 24X 

Fiche: 50-454* 85/01/21* 8501290265, 


8501290500 Revised emergency plan implementing procedures* includ ing 
Rev 4 to BZP 100-T8 re rad/chem director* Rev 4 to BZP 200-Al 
re emergency action levels & Rev 3 to BZP 500-Tl re 
checklist communication checks. 

* Commonwealth Edison Co. 85/01/22. 35pp. 28616:260. 24X 

Fiche: 50-454, 85/01/22* 8501290500, 


G. Adjudicatory correspondence 


8501300652 Order extending time until 850215 for Commission to act to 
review ALAB-293. Served on 850130. 

CHILK.S. J. Office of the Secretary of the Commission. #185 304. 
85/01/29. PALLADINO.N. J. * ROBERTS* T, M. * ASSELSTINE* J. K. 
Commissioners. Ip. 28650:336. 24X Fic he: 50-454* 85/01/29* 

8501300652. 


J. Insurance & indemnity information 


8501110001 Executed Amend 1 to Indemnity Agreement B-97* deleting Items 
2A 8( 3 in entirety. 

SALTZMAN* J. Office of State Programs* Director. REED* C. 
Commonwealth Edison Co. 84/10/31. 2pp. 28314:344. 24X 
Fiche: 50-454. 84/10/31* 8501110001. 


8501250396 Forwards Certificate N-101 to NELIA Policy 1 & Certificate 
M-101 to MAELU Policy 1* evidencing secondary financial 
protection for facility. 

OSTER* J. Commonwealth Edison Co. 85/01/16. SALTZMAN* J. Assistant 
Director for State it Licensee Relations. 14pp. 28548:257. 24X 

Fiche: 50-454, 85/01/16* 8501250396. 


8501090089 Rev 4 to Emergency Plan Implementing Procedure BZP 600-A3. 
"Station Directory. " 

e- Commonwealth Edison Co. 84/12/26. 12pp. 28256:015. 24X 

Fiche; 50-454* 84/12/26* 8501090089. 


8501180038 Forwards corrected Rev 3 to Page 40 of BZP 600-A4* "Nuclear 
Accident Reporting Sys Codes" from controlled procedure 
manual. 

MCCUIRE, L, A, Commonwealth Edison Co. 85/01/02. Record Services 
Branch (Document Control Desk), Ip. 26455:005. 24X 

Fiche; 50-4^^ 85/01/02* 8501180038. 


8501280175 Forwards Endorsements 13,163*32*83 it 70 to NELIA Policies 
NF-277*NF-43*NF-253*NF-187 & NF-201* resp actively Sc 
Endorsements 7*139*16*68 Sc 59 to MAELU Policies MF-114* 

MF-22* MF-104, MF-54 Sc MF-64* respectively . 

OSTER* J. Commonwealth Edison Co. 85/01/16. SALTZMAN* J. Assistant 
Director for State Sc Licensee Relations. Upp. 28569:018, 24X 

Fiche; 50-000* 85/01/16* B5012S0175. 
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85012S0262 Forwards Endorsement 2 to MAELU Certificate M-93 & NELIA 
Certificate N-93i Endorsement 3 to MAELU Certificate «-a3 Sc 
NELIA Certificate N-B3 S« Endorsement 5 to MAELU Certificate 
M-71. 

OSIER. J. Commonwealth Edison Co. 85/01/16. SALT2MAN, J. Assistant 
Director for State St Licensee Relations. 21pp. 28568:346. 24X 

Fiche: 50-000. 85/01/16. 8501280262. 


8501240247 Forwards response to Question 321. 104 re training of vol 
reduction sys operators, per 841214 request. Sys will be 
operated by util bargaining unit personnel assigned to 
plant. Responses to Questions 321.100 St 321. 103 forthcoming. 

TRAMM. T. R. Commonwealth Edison Co. 85/01/17. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 3pp. 28532:165. 24X 

Fiche: 50-000. 85/01/17. 8501240247. 


P. Operating license stage documents St correspondence 


8501180363 Forwards nonproprietary St proprietary WCAP-10750 St 
WCAP-10698. respectively. "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill. " Proprietary rept withheld (ref 10CFR2. 790). 

LADIEUi A. Westinghouse Operating Plants Owners Group. LADIEU. A. 
Yankee Atomic Electric Co. 84/12/20. EISENHUT. D. G. Division of 
Licensing. 4pp. 28452:252. 24X Fiche: 50-000. 84/12/20. 8501180363. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49. “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. ISpp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501080511 Submits proposed actions on IDV/P for all CY86 & CY87 plants. 
Draft Itrs to Duquesne Light & Comm Ed requesting compliance 
w/SAR commitments & plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG. R. C. Director's Office. Office of Inspection and 
Enforcement. 84/12/28. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. 4pp. 28271:176. 24X Fiche: 50-000. 84/12/28. 

8501080511. 


8501160320 Forwards addl info to justify interim operation re potential 
environ effects of high energy steam line break outside 
containment. Evaluation provides assurance that facility can 
operate safely pending resolution of issue. 

TRAMM. T.R, Commonwealth Edison Co. 85/01/08. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 11pp. 28406:318. 24X 

Fiche: 50-454. 85/01/08. 8501160320. 


8501240339 Forwards revised response to FSAR Question 423. 25. revised 
FSAR Sections 14.2.5 Se 14.2.11 & new FSAR Table 14.2-91 re 
startup test program. Attachment A withheld (ref 10CFR2. 790). 
Nonproprietary Attachment B end. 

TRAMM. T.R. Commonwealth Edison Co. 85/01/09. DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director. 18pp. 28526:136. 24X 

Fiche: 50-000. 85/01/09. 8501240339. 


8501280548 Advises that before NRC approval can be granted for 840618 
request to use higher damping values for piping analysis, 
util should ref ASME Code Case N-411 containing approved 
position on PVRC recommendation. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/17. FARRAR. D. L. 

Commonwealth Edison Co. 4pp. 28639:075. 24X Fiche: 50-000. 85/01/17. 

8501280548. 


8501290506 Application for amend to License NPF-23. revising Tech Specs 
Pages 3/4 6-21.3/4 6-22.3/4 6-23 it 3/4 6-24 re footnote to 
permit certain containment isolation valves to be opened on 
intermittent basis under administrative control. 

TRAMM. T. R. Commonwealth Edison Co. 85/01/18. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 3pp. 28616:252. 24X 

Fiche: 50-454. 85/01/18. 8501290506. 


— 8501290513 Proposed Tech Specs revising Pages 3/4 6-21.3/4 6—22. 
3/4 6-23 it 3/4 6-24 re footnote to permit certain 
containment isolation valves to be opened on intermittent 
basis under administrative control. 

* Commonwealth Edison Co. 85/01/18. 4pp. 28616:255. 24X 

Fiche: 50-454, 85/01/18. 8501290506. 


8501290384 Forwards revised version of FSAR Table 14.2-82. "Power 
Reactivity Coefficient Measurement" & corresponding revs to 
App A writeup on extent of compliance w/Reg Guide 1. 68. 

Approval of changes requested by 850124. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/21. DENTON. H, R. Office 
of Nuclear Reactor Regulation. Director. 4pp. 28620:303. 24X 

Fiche: 50-000. 85/01/21. 8501290384. 


8501290399 Forwards explanation for use of NUREG/CR— 2913. "Two Phase 
Jet Loads." in review of design of facility. in response to 
License Condition C(16). 

TRAMM. T.R. Commonwealth Edison Co. 85/01/21. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 6pp. 28620:334. 24X 

Fiche: 50-454. 85/01/21. 8501290399. 


8501290407 Provides list of shift advisors per License Condition C(20>. 
TRAMM. T.R. Commonwealth Edison Co. 85/01/21. DENTON.H. R. Office 
of Nuclear Reactor Regulation. Director. Ip. 28618:203. 24X 

Fiche: 50-454. 85/01/21. 8501290407. 


8501240357 Responds to questions re vol reduction sys. Response to 
Questions 321. 100.321. 103 Sc 321. 104 will be provided within 
1 wk. Info will be incorporated into FSAR. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/09. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 14pp. 28526:154. 24X 

Fiche; 50-000. 85/01/09. 8501240357. 


8501240373 Forwards revised Page 9.4-97 to FSAR re ventilation sys. 
Auxiliary bldg exhaust fan capacity being revised due to 
late design change. Change does not present safety problems. 

Page will be formally incorporated into FSAR. 

TRAMM. T.R, Commonwealth Edison Co. 85/01/09. DENTON. H. R, Office 
of Nuclear Reactor Regulation. Director. 2pp. 28526:168. 24X 

Fiche: 50-000. 85/01/09. 8501240373. 


8501240422 Informs of changes to ventilation sys Sc plan for interim 
operation of equipment during completion of Unit 2 const Se 
testing. Summary of test results of control room HVAC 
recirculation filter Sc air intake dampers end. 

TRAMM. T. R. Commonwealth Edison Co. 85/01/11. DENTON. H, R. Office 
of Nuclear Reactor Regulation. Director. 44pp. 28526:261. 24X 

Fiche; 50-454. 85/01/11. 8501240422, 


8501290360 Forwards fee for license amend per TR Tramm 850118 ltr to 
HR Denton. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/22. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. Ip. 28616: 167. 24X 

Fiche: 50-454, 85/01/22. 8501290360. 


8501240517 Board Notification 85-007: forwards Natl Board of Boiler 
Sc Pressure Vessel Inspector 841115 ltr to util closing 
facility audit. 

EISENHUT. D. C. Division of Licensing. 85/01/23. PALLADXNO. ZECH. 
ASSELSTINE Commissioners. 4pp. 28565:055. 24X 

Fiche: 50-454, 85/01/23, 8501240517. 


8501290496 Provides addl info re monitoring for feedwater flow venturi 
fouling. necessary to finalize full power OL. Proper control 
of water chemistry Sc program of routine insps will assure 
feedwater flowmeter venturis free of fouling. 

TRAMM. T.R. Commonwealth Edison Co. 85/01/23. DENTON. H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 28617:010. 24X 

Fiche; 50-000. 85/01/23. 8501290496. 


Q. Inspection reports. IE Bulletins St correspondence 


8501240130 Forwards Rev O to SAD-454. "Response to NRC/NRR on Pipe 
Whip Restraint Energy Absorbing Matl Licensing Condition. " 
to resolve open issues in Items D. 4. a. D. 4. b Sc D. 4. c. 

SWARTZ. E.D, Commonwealth Edison Co. 85/01/16. DENTON.H. R. Office 
of Nuclear Reactor Regulation. Director. 2pp. 28528:178. 24X 

Fiche; 50-000. 85/01/16. 8501240130. 


— 8501240136 Rev 0 to SAD-4S4. "Response to NRC/NRR on Pipe Restraint 
Energy Absorbing Matl Licensing Condition." 

SINGH, A. K, Sargent Sc Lundy. Inc. SAD-454 ROO. 85/01/31, 32pp. 

28528: 190. 24X Fiche: 50-000. 85/01/16. 8501240130. 


'8501240141 Rev 2 to SAD-431. "Evaluation of Energy Absorbing Matl for 
Pipe Whip Restraints. '* 

KAO.G. C. . YANG.M. S. . SJ. T. Y. Sargent Sc Lundy. Inc. SAD-431 R02. 
85/01/31. Bpp. 28528:212. 24X Fiche: 50-000, 85/01/16. 8501240130, 


8501070041 Responds to NRC 841115 ltr re violations noted in Insp Repts 
50-454/84-55 Sc 50-455/84-38. Corrective actions: project 
engineering dept provided w/listing of remote valve stroke 
times for ESF actuated valves. 

FARRAR. D.L. Commonwealth Edison Co. 84/12/13. KEPPLER. J. G. Region 
3. Office of Director. 3pp. 28207:177. 24X Fiche: 50-454. 84/12/13. 

8501070041, 


8412190503 IE Info Notice 64-94. "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. " Svc list end. 

GRACE. J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 12lpp. 28570:042. 24X Fiche: 50-000. B4/12/21. 8412190503. 
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0301300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequateino ack Itr will be issued. 

KEPPLER,J. G. Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21* 

8501300674. 


6501030392 Recommends that enforcement action re integrated design 
insp, requested per May 1984 draft Itr, be curtailed. 

ANKRUM, Q. T. QA Branch. 84/12/27. AXELRAD, J. A. Enforcement Staff. 
4pp. 28200:345. 24X Fiche: 50-454, 84/12/27, 8501030392. 


8501040248 Advises that all open items resulting from Integrated Design 
Insp Rept 50-454/83-32 resolved, save for high energy line 
break analysis which is being addressed by NRR. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 84/12/27. REED, C. Commonwealth Edison Co. 4pp. 

28216: 299. 24X Fiche: 50-454, 84/12/27, 8501040248. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J. 0. Region 3, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28, 

8501100475. 


8501220233 Forwards Insp Rept 50-454/84-82. Response dates extended to 
correspond w/date of Itr. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/03. REED, C. 
Commonwealth Edison Co, Ip, 28505:011. 24X Fiche: 50-454, 85/01/03, 

8501220233. 


— 8501220237 Forwards Insp Rept 50-454/84-82 on 841113-14 it 1210 & notice 
of violation. 

SPESSARD, R. L. Regions, Office of Director. 84/12/21, REED, C. 
Commonwealth Edison Co. 2pp. 28505:012. 24X 

Fiche: 50-454. 85/01/03, 8501220233. 


— 8501220239 Notice of violation from insp on 841113-14 & 1210. 
SPESSARD, R. L. Region 3, Office of Director. 84/12/21. Ip, 
28505: 014. 24X Fiche: 50-454, 85/01/03, 8501220233. 


— 8501220244 Insp Rept 50-454/84-82 on 841113-14 & 1210. Violation noted: 
failure to provide training for operations personnel 
required to implement safe shutdown procedures Sc to provide 
adequate emergency lighting it radio communications. 

RAMSEY, C., COPPOLA, T., THOMAS, H. Region 3, Office of Director, 
84/12/21. 11pp. 28505:015. 24X Fich e: 50-454, 85/01/03, 8501220233. 


8501110283 Responds to NRC 841204 Itr re violations & proposed 
imposition of civil penalty noted in Insp Repts 
50-454/84-32 8< 50-455/84-25. Correc tive actions: QA audit re 
equipment insp & weld & stress evaluations conducted. 

REED, C. Commonwealth Edison Co. 85/01/04. SNIEZEK, J. Director's 
Office, Office of Inspection and Enforcement. 6pp. 28309:343. 24X 

Fiche: 50-454, 85/01/04, 8501110283. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness 9( Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501140199 Board Notification 85-005: forwards IE Insp Repts 
50-454/84-70 it 50-455/84-48, TR Tram 841214 Itr to RC Young 
providing addl info re integrated design insp (IDI) Sc 
JN Grace 841227 Itr to C Reed re IDI. 

EISENHUT, D. G. Division of Licensing. 85/01/10, PALLADINO, ZECH, 
ASSELSTINE Commissioners. 2pp. 28379:014. 24X 

Fiche: 50-454, 85/01/10, 8501140199. 


8501300059 Forwards Insp Repts 50-454/84-83 S< 50-455/84-54 on 
841113-1219. No noncompliance noted. 

8PE88ARD, R. L. Region 3, Office of Director; 85/01/10. REED, C. 
Commonwealth Edison Co. 2pp. 28678:325, 24X Fiche: 50-454, 85/01/10, 

8501300059. 


— 85013Q0063 Insp Repts 50-454/84-83 Se 50-455/84-54 on 841 113-1219. No 
noncompliance or deviation noted. Major areas inspected; 
previous insp findings, preoperation test procedures Sc 
evaluetion of preopcrational test results, 

VANDENBUROH, C, , REYES, L., RING, M. Region 3, Office of Director. 
85/01^09. 11pp. 28678:327. 24X Fiche; 50-454, 85/01/10, 8501300059. 

8501080502 IE Info Notice 85-002, "Improper Installation 8< Testing of 
Differptltial Pressure Transmitters. ” Svc list end. 

JORDAN:, E, L> Division of Emergency Preparedness Sc Engineering 
Response <fost 830103). 85/01/11. Consolidated Edison Co. of New 

York, ioc, 109pp. 28537:193, 24 X Fich e; 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche; 50-000, 85/01/15, S5011006S5. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000. 85/01/17, 8501160196. 


6501230523 Ack receipt of 850104 Itr Se fee in payment for civil 
penalties proposed in 841205 Itr. Correct ive actions 
described in Itr will be examined during future insps. 

AXELRAD, J. A. Director's Office, Office of Inspection and 
Enforcement. 85/01/18. REED, C. Commonwealth Edison Co. 2pp. 
28536: 287. 24X Fiche: 50-454, 85/01/18, 8501230523. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOSpp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Regions, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


R. Periodic operating reports 8< related correspondence 


8501230563 Monthly operating rept for Nov 1984. W/841214 Itr. 

HAYES, K. , QUERIO,R. E. Commonwealth Edison Co. 84/11/30. 7pp. 
28538: 309. 24X Fiche: 50-454, 84/11/30. 8501230563. 


S. Reportable occurrences, LERs Sc related correspondence 


8501040155 LER 84-013-00: on 841128, during surveillance testing, fuel 
oil level reduced to 93. 57., below Tech Spec 93.87. limit. 

Caused by running diesel generator for 64 minutes. Storage 
tanks refilled Sc procedures revised. W/841222 Itr. 

LYON, D. , QUERIO, R. E. Commonwealth Edison Co. 84/11/28. 3pp. 
28209:032. 24X Fiche: 50-454, 84/11/28, 8501040155. 


B501140027 LER 84-028-00: on 841207, gas monitor channels of radiation 
monitors 0PR32J Sc 0PR36J went into high radiation Sc 
interlock alarm. Apparently due to externally generated 
electrical noise. Alarms reset. W/850104 Itr. 

HILDEBRAND, R. , QUERIO, R. E. Commonwealth Edison Co. 84/12/15. 3pp. 
28378: 021. 24X Fiche: 50-454, 84/12/15, 8501140027. 


8501030142 LER 84-015-00: on 841125, auxiliary bldg vent stack monitor 
inoperable Sc gas grab sample missed. Caused by personnel 
error. Control room personnel Sc rad-chem foremen required to 
verify action prior to sampling termination. W/841221 Itr. 

SCOTT, A. B., QUERZO,R. E. Commonwealth Edison Co. 84/12/21. 4pp. 
28188:226. 24X Fiche; 50-454, 84/12/21, 8501030142. 


8501030149 LER 84-014-00: on 841121,12 h grab samples from process 
monitors not obtained per Tech Specs. Caused by personnel 
error. Tighter administrative controls implemented. W/841221 
Itr. 

UANLAERE, J. , QUERIO, R. E. Commonwealth Edison Co. 84/12/21. 3pp. 
28188:230. 24X Fiche: 50-454, 84/12/21, 8501030149. 


8501030174 LER 84-017-00: on 841123, train A safety injection (SI) 
actuated. Caused by operator placing main control board 
safety injection switch in incorrect position, Addl training 
re protection sys initiated, W/841221 Itr. 

SCHRADER, D., QUERIO, R.E, Commonwealth Edison Co, 84/12/21. 3pp. 
28188: 30dr. 24X Fiche: 50-454, 84/12/21, 8501030174. 
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8501040133 LER 84-020-00: on 841125 & 30iWhile in Mode 5i containment 
evacuation alarm occ urred. Caused by source range channel N32 
noise spikes. Work underway to suppress or eliminate source 
range noise spikes. W/841221 Itr. 

SMITH, W. , GUERID,R.E. Commonwealth Edison Co. 84/12/21. 3pp. 
28209: 029. 24X Fiche: 50-454, 84/12/21, B501040133. 


8501080328 LER 84-018-00: on 841128, HVAC outside air vent fan started 
during filter change. Caused by monitor tripping during 
filter change. Procedures revised so filter changes will not 
cause radiation monitors to trip. W/841221 Itr. 

SCOTT, A. B. / QUERIO, R. E. Commonwealth Edison Co. 84/12/11. 3pp. 
28246: 248. 24X Fiche: 50-454, 84/12/21, 8501080328. 


8501080317 LER 84-019-00: on 841127, boron dilution protection isolation 
sys ac tuated. Caused by noise spike on source range channels. 
Westinghouse requested to investigate means of filtering out 
noise spikes. W/841226 Itr. 

SMITH, W. G. , GUERIO, R. E. Commonwealth Edison Co. 84/12/27. 3pp, 
28246: 245. 24X Fiche: 50-454, 84/12/27, 8501080317. 


8501080443 LER 84-021-00: between 841127 it 1203, main control room 
process radiation monitors failed automatic check source 
tests, causing ventilation sys to switch to ESF mode. Caused 
by insufficient tolerance in setpoints. W/841226 Itr. 

SELEP, A. J, , GUERIO, R.E. Commonwealth Edison Co. 84/12/27. 3pp. 
28245: 267. 24X Fiche: 50-454, 84/12/27, 8501080443. 


8501080466 LER 84-022-00: on 841129, boron dilution protection sys <BDPS) 
actuations occurred four times because of surveillances on 
source range instruments. Caused by BOPS not blocked. 

Surveillance revi sed. U/a41228 Itr. 

SKITH.M. , GUERIO.R. E. Commonwealth Edison Co. 84/12/29. 3pp. 

28245: 280. 24X Fiche: 50-454, 84/12/29, 8501080466. 


8501100374 LER 84-024-00: on 841129, both radiation monitoring sys CRT 
displays in control room became inoperab le, resulting in loss 
of indication & alarm for monitors w/o dedicated monitors. 

Caused by particulate buildup on filters. W/841228 Itr. 

SELEP, A. J., QUERIO. R. E. Commonwealth Edison Co. 84/12/29. 3pp. 
28348:043. 24X Fiche: 50-454, 84/12/29, 8501100374. 


8501100228 LER 84-026-00: on 841202, boron dilution sys blocked for 
longer than Tech Spec limits. Caused by channel N31 being 
out of SVC & channel N32 being blocked for trouble shooting 
of noise spikes for 63 minutes. W/841231 Itr. 

JAVORIK, A. L. , QUERIQ.R. E. Commonwealth Edison Co. 84/12/31. 3pp. 
28349:302. 24X Fiche: 50-454, 84/12/31, 8501100228. 


8501100635 LER 84-029-00: on 841205, VC sys makeup fan automatically 
started it sys switched to makeup mode. Caused by trip Sc 
interlock actuation of process radiation monitors being 
serviced. Monitors restarted it VC sys restored. W/850102 Itr. 

SCOTT, A. B. , QUERIO, R.E. Commonwealth Ed ison Co. 85/01/02. 3pp. 
2S34S: 065. 24X Fiche: 50-454, 85/01/02, 8501100635. 


8501140022 LER 84-027-00: on 841212,21 Sc 22, main control room outside 
air intake gas monitor channels □PR32J, OPRSSJ, DPR36J 
received high radiation Sc interlock alarms during filter 
change. Caused by noise at controllers. W/8S0104 Itr. 

HILDEBRAND, R. , QUERIO, R. E. Commonwealth Edison Co. 85/01/03. 3pp. 
28377:301. 24X Fiche: 50-454, 85/01/03, S501140022. 


8501210410 LER 84-034-00: on 841227, d i screpancy in number of sources 
received on 841221 discovered. Caused by rad/chem technician 
comparing package contents to DOT sticker instead of packing 
list. Procedures being revised. W/850103 Itr. 

VANLAERE, J. R. , QUERIO, R. E. Commonwealth Edison Co. 85/01/03. 3pp. 
28498:360. 24X Fiche: 50-454, 85/01/03, 8501210410. 


8501140032 LER 84-023-00: on 841208, during digital rod position 
indication surveillance, single control rod in control bank 
D moved out of core. Caused by reversed CRD mechanism coils. 
Wiring corrected. W/850104 Itr. 

GEORGE, b., QUERIO, R.E, Commonwealth Edison Co. 85/01/04. 3pp. 
28377:236. 24X Fiche: 50-454, 85/01/04, 8501140032. 


8501170085 LER 84-025-00: on 841213, r sac tor trip occurred due to 
instrumentation calibr of turbine impulse pressure channel. 
Caused by procedural error. Instrumentati on calibr 
surveillance procedure revised. W/85O107 Itr. 

LARSON, L,. QUERIO,R. E, Commonwealth Edison Co. 85/01/07. 3pp. 
28445:132. 24X Fiche: 50-454, 85/01/07, 8501 170085. 


8501210416 LER 84-030-00: on 841218, Instrument bus 111 deenergized it 
boron dilution on protection sys actuated due to 
deenergization of nuclear instrumentation channel I. Caused 
by shorted capacitor in control circuitry, W/850108 Itr. 

KRUGER, D. , GUERIO, R.E. Commonwealth Edison Co. 85/01/08. 3pp. 
28498:354. 24X Fiche: 50-454, 85/01/08, 8501210416. 


8501280612 LER 84-032-00; on 841221, fire penetration w/four conduit 
pipes discovered improperly sealed. Cause not stated. 

Penetration sealed & fire watch established. W/850108 Itr. 

CASSIDY, R., GUERIO,R.E. Commonwealth Edison Co. 85/01/08. 3pp. 
28614:050. 24X Fich e: 50-454, 85/01 /08, 8501280612. 


8501230587 LER 84-031-00: on 841215,17 it 19, boron dilution protection 
sys actuated. Caused by electrical noise spikes on nuclear 
power source range channels. After origin determined, operator 
realigned charging pump suction to line up. W/850115 Itr. 

SM1TH,W. £. , QUERIO, R.E. Commonwealth Edison Co. 85/01/14. 3pp. 
28538:356. 24X Fiche: 50-454, 85/01/14, 8501230587. 


8501230198 Final Part 21 rept re defective valve operators. Initial ly 
reported on 841030. Control valve failures resulted from 
hydraulic fluid contamination & improper maint procedures 
which allowed aeration of hydraulic fluid. 

ERLACH.F.U. Paul-Munroe Hydraulics, Inc. 85/01/15. HURLEY, T. E. 
Region 1, Office of Director. 6pp. 28515:349. 24X 

Fiche: 50-000, 85/01/15, 8501230198. 


8501280634 LER 84-033-00: on 841218,26,30,850102 & 10, gas monitor 
channels on radiation monitors □PR34J & 0PR33J went into 
high radiation it/or interlock alarm, due to externally 
generated noise. Cause of noise unknown. W/8501 16 Itr. 

HILDEBRAND, R. , QUERIO, R. E. Commonwealth Edison Co. 85/01/16. 3pp. 
28614: 091. 24X Fiche: 50-454, 85/01/16, 8501280634. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 

A. Application/construction stage documents it correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, O. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— 8307250784 Forwards Equipment Qual i f ication Branch SER input re environ 
qualification program for electrical equipment important to 
safety & safety-related mechanical equipment. Outstanding 
info identified in Sections 3. 11.3 & 3, 11.4 required. 

KNIGHT, J.P. Assistant Director for Comp, it Structures Engineering 
(Post 830201). 83/07/14. NOVAK, T. M. Assistant Director for 

Licensing. 2pp. 28467:108. 24X Fiche: 50-000, 84/05/24, 8501180069. 


— 8501180172 SER re environ qualification of electric equipment important 
to safety it safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/07/14. 16pp. 28467:110. 

24X Fiche: 50-000, 84/05/24, 8501180069. 


— S5011B01BQ Forwards final version of EGO-EA-6332, “Audit of Environ 
Qualification of Safety-Related Electrical Equipment at 
Byron Units 1 Sc 2 Sc Braidwood Units 1 Sc 2, ” interim rept, 
completing Node 28-20 of FY83 milestone chart. 

SAFFELL,B. F. NRC - No Detailed Affilietion Given. FIN A-6415. 
83/07/28. SAKQ,J. A. Energy, Dept. of. 3pp. 28467:126. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


— 8501160186 "Audit of Environ Qualification of Saf ety-Related Electrical 
Equipment at Byron Units 1 S< 2 Sc Braidwood Units 1 Sc 2. " 

BORGEN,R. A. , WEBER, D. A. , YOST, M. W. EGScG, Inc. FIN A-6415. 
EOG-EA-6332. 83/07/31. NRC - No Detailed Affiliation Given. 

30pp. 28467:128. 24X Fiche: 50-000, 84/05/24, 8501180069. 


8501280647 Responds to FQIA request for all records re release of 16 
GAP affidavits from Region III to NRR & other ofes & all 
drafts of Board Notification 84-058. Document listed in 
app end & available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/05. GARDE, B. P. 
Government Accountability Project, 3pp. 28630:197. 24X 

Fiche; 50-000, 84/07/05, 8501280647. 


— 8501260669 Forwards listing of status of each open allegation at listed 
near-term OL plants in Region III. W/o end s. Related info 
end. 

DAVIS, A, B. Regions, Office of Director. 84/05/04. PURPLE, R. A. 
Division of Licensing. 3pp. 28630:202. 24X Fiche: 50-000, 

84/07/05, 8501280647. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSFS. App A it B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J, NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 
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— 8501280684 Forwards second set of questions generated by ANL & branch 
reviewers re Chapter 7 of FSAR. 

SATTERFIELD, R. Instrumentation & Control Systems Branch. 

84/07/27. YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 28630:281. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


8501180363 Forwards nonpropr ietary Sc proprietary WCAP— 10750 & 
WCAP-'10698, respective! y, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld <ref 10CFR2.790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000, 84/12/20, 8501180363. 


8501080174 Advises that fuel load dates changed to 860601 for Byron 
Unit 2, Apr 1986 for Braidwood Unit 1 Sc Jul 1987 for 
Braidwood Unit 2. 

REED,C. Commonwealth Edison Co. 84/12/24. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 28231: 177, 24X 

Fiche; 50-000, 84/12/24, 8501080174. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors St 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. 0. Division of Licensing. 84/12/27. Consolidated 

Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501160320 Forwards addl info to justify interim operation re potential 
environ effects of high energy steam line break outside 
containment. Evaluation provides assurance that facility can 
operate safely pending resolution of issue. 

TRAMM, T. R. Commonwealth Edison Co. 85/01/08, DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 11pp. 28406:318. 24X 

Fiche; 50-454, 85/01/08, 8501160320, 


8501240339 Forwards revised response to FSAR Question 423. 25, revised 
FSAR Sections 14.2. 5 & 14.2. 11 & new FSAR Table 14.2-91 re 
startup test program. Attachment A withheld (ref 10CFR2. 790). 
Nonproprietary Attachment B end. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/09. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 18pp. 28526:136. 24X 

Fiche: 50-000, 85/01/09, 8501240339. 


6501240357 Responds to questions re vol reduction sys. Response to 
Questions 321. 100,321. 103 it 321. 104 will be provided within 
1 wk. Info will be incorporated into FSAR. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/09. DENTON,H. R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 28526:154. 24X 

Fiche: 50-000, 85/01/09, 8501240357. 


8501240373 Forwards revised Page 9.4-97 to FSAR re ventilation sys. 
Auxiliary bldg exhaust fan capacity being revised due to 
late design change. Change does not present safety problems. 

Page will be formally incorporated into FSAR. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/09. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28526:168. 24X 

Fiche: 50-000, 85/01/09, 8501240373. 


8501240422 Informs of changes to ventilation sys << plan for interim 
operation of equipment during completion of Unit 2 const it 
testing. Summary of test results of control room HVAC 
r ecirculation filter & air intake dampers end. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/11. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director. 44pp. 28526:261. 24X 

Fiche: 50-454, 85/01/1 1 , 8501240422. 


8501240130 Forwards Rev 0 to 8AD-454, "Response to NRC/NRR on Pipe 
Whip Restraint Energy Absorbing Matl Licensing Condition, " 
to resolve open issues in Items D. 4. a, D. 4, b it D. 4. c. 

SWARTZ,E.D. Commonwealth Edison Co. 85/01/16. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28526:178. 24X 

Fiche: 50-000, 85/01/16, 8501240130. 


— 8501240141 Rev 2 to SAD-431, "Evaluation of Energy Absorbing Matl for 
Pipe Whip Restraints. " 

KAO, G. C. , YANG, M. S. , SU, T. Y. Sargent Lundy, Inc. SAD-431 R02. 
85/01/31. Spp. 28528:212. 24X Fiche : 50-000, 85/01/16. 8501240130. 


8501240247 Forwards response to Question 321. 104 re training of vol 
reduction sys operators, per 841214 request. Sys will be 
operated by util bargaining unit personnel assigned to 
plant. Responses to Questions 321.100 it 321.103 forthcoming. 

TRAMM, T.R. Commonwealth Edison Cp. 85/01/17. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 3pp, 28532:165. 24X 

Fiche: 50-000, 85/01/17, 8501240247. 


8501280548 Advises that before NRC approval can be granted for 840618 
request to use higher damping values for piping analysis, 
util should ref ASME Code Case N-411 containing approved 
position on PVRC recommendation. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/17. FARRAR, D.L. 

Commonwealth Edison Co. 4pp. 28639:075. 24X Fiche: 50-000, 05/01/17, 

8501280548. 


8501290384 Forwards revised version of FSAR Table 14.2-82, "Power 
Reactivity Coefficient Measurement" & corresponding revs to 
App A writeup on extent of compliance w/Reg Guide 1.68. 

Approval of changes requested by 850124. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/21. DENTON,H.R. Office 
of Nuclear Reactor Regulation, Director. 4pp. 28620:303. 24X 

Fiche: 50-000, 85/01/21, 8501290384. 


8501240517 Board Notification 85-007: forwards Natl Board of Boiler 
Sc Pressure Vessel Inspector 841115 ltr to util closing 
facility audit. 

EISENHUT, D. G. Division of Licensing. 85/01/23. PALLADINO, ZECH, 
ASSELSTINE Commissioners. 4pp. 28565:055. 24X 

Fiche: 50-454, 85/01/23, 8501240517. 


8501290496 Provides addl info re monitoring for feedwater flow venturi 
fouling, necessary to finalize full power DL. Proper control 
of water chemistry Sc program of routine insps will assure 
feedwater flowmeter venturis free of fouling. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/23. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28617:010. 24X 

Fiche: 50-000, 85/01/23, 8501290496. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, □. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Nestinghouse SSPS. App A tc B documents 
available in PDR, 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8201260520 Forwards draft input to Chapter 7 of SER. 

8PEIS, T, P. Assistant Director for Reactor Safety. 82/01/11. 
TEDESCO,R. L. Assistant Director for Licensing. 65pp. 28631:012. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


—8210220531 Responds to 820730 request for input to SSER. Status update 
of Instrumentation it Control Sys Branch Confirmatory Items 
23, 24 & 25 listed. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/09/30. 

NOVAK, T. Assistant Director for Licensing, Spp. 28631:217. 24X 

Fiche; 50-000, 84/07/27, 85012B0654. 


8501140430 Forwards safety evaluation for elimination of arbitrary 
intermediate pipe breaks. Alternative criteria acceptable. 

FSAR Section 3.6,2 should be revised, 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28392:180. 24X Fiche: 50-000, 85/01/07, 

8501140430. 


— 8501140434 Safety evaluation supporting elimination of arbitrary 
intermediate pipe breaks. 

* Mechanical Engineering Branch. 84/12/31. 12pp. 28392:184. 

24X Fiche: 50-000, 85/01/07, 8501140430. 


F. Security, medical, emergency Sc fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
directory. W/B41217 release memo. 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp, 28234:029. 24X 

Fiche: 50-000, 84/11/30, 8412210259. 


— 0412210293 Public version of revised emergency plan telephone, 
directory. 

OALLE, D. P. Commonwealth Edison Co. 84/1,0/31. 52pp. 28234:031. 

24X Fiche: 50-000,84/11/30,8412210259. 


8501140040 Revised emergency plan implementirig procedures, including 
Rev 10 to TSN-CCC-1 re corporate command ctr director, Rev 4 
to TSN-CCC-2 re intelligence director it Rev 3 to TSN-CCC-3 
re medical director, 

MOORE, R. D. Commonwealth Edison Co. 84/il/30. 106pp. 28360:249. 

24X Fiche: 50-000, 84/11/30, 8501140040. 
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850102031S Rev 2 to Emergency Plan Implementing Procedure B2P 600'-A2i 
"Directors Phone List. " 

* Commonwealth Edison Co. 84/12/21. 16pp. 28142:332. 24X 

Fiche: 50-454, 34/12/21, 3501020318. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER,J. S. Region 3, Office of Director. 84/12/28. REED, C, 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28, 

8501100475. 


8501090089 Rev 4 to Emergency Plan Implementing Procedure B2P 600-A3, 
"Station Directory. " 

♦ Commonwealth Edison Co. 84/12/26. 12pp. 28256:015. 24X 

Fiche: 50-454, 84/12/26, 8501090089. 


S5011S003S Forwards corrected Rev 3 to Page 40 of B2P 600-A4, "Nuclear 
Accident Reporting Sys Codes" from controlled procedure 
manual. 

MCGUIRE, L. A. Commonwealth Edison Co. 85/01/02. Record Services 
Branch (Document Control Desk). Ip. 28455:005. 24X 

Fiche: 50-454, 85/01/02, 8501180038. 


— 3501180042 Corrected Rev 3 to Page 40 of BZP 600-A4, "Nuclear Accident 
Reporting Sys Codes" from controlled procedure manual. 

* Commonwealth Edison Co. 85/01/02. Ip. 28455:006. 24X 

Fiche: 50-454, 85/01/02, 8501180038. 


8501140136 Summary of 841218 meeting w/util & Sargent & Lundy re 
control room ventilation sys. List of attendees & slide 
presentation end. 

OLSHAN, L. N. Licensing Branch 1. 85/01/03. Licensing Branch 1. 

50pp. 28390:160. 24X Fiche: 50-454, 85/01/03, 8501 140136. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000,85/01/09, 8501100621. 


3501170042 Notifies of changes in Health Physics Network sys to remove 
privacy feature. AT&T will need access to all extensions in 
Region III nuclear power plants during wk of 850121. Troub le 
repts now should be submitted to NRC Operations Ctr. 

HIND, J. A, Region 3, Office of Director. 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28426:122. 24X Fiche; 50-000, 85/01/1 1, 

8501170042. 


8501290500 Revised emergency plan implementing procedures, including 
Rev 4 to BZP lOO-TS re rad/chem director, Rev 4 to BZP 200-Al 
re emergency action levels & Rev 3 to BZP 500-Tl re 
checklist communication checks. 

* Commonwealth Edison Co. 85/01/22. 35pp. 28616:260. 24X 

Fiche: 50-454, 85/01/22, 8501290500. 


0. Adjudicatory correspondence 


8501110283 Responds to NRC 841204 ltr re violations & proposed 
imposition of civil penalty noted in Insp Repts 
50-454/34-32 & 50-455/84-25. Corrective actions: QA audit re 
equipment insp & weld & stress evaluations conducted. 

REED, C. Commonwealth Edison Co. 85/01/04. SNIEZEK, J. Director's 
Office, Office of Inspection and Enforcement. 6pp. 28309:343. 24X 

Fiche: 50-454,85/01/04, 8501110283. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
<Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501140199 Board Notification 85-005: forwards IE Insp Repts 
50-454/84-70 & 50-455/84-48, TR Tram 841214 ltr to RC Young 
providing addl info re integrated design insp (IDI) & 

JN Grace 841227 ltr to C Reed re IDI. 

EISENHUT, D. G. Division of Licensing. 85/01/10. PALLADINO, ZECH, 
ASSELSTINE Commissioners. 2pp. 26379: 014. 24X 

Fiche: 50-454, 35/01/10, 8501140199. 


8501300059 Forwards Insp Repts 50-454/84-83 & 50-455/84-54 on 
841 113-1219. No noncompliance noted. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/10. REED, C. 
Commonwealth Edison Co. 2pp. 28678:325. 24X Fiche: 50-454, 85/01/10, 

8501300059. 


“8501300063 Insp Repts 50-454/84-83 & 50-455/84-54 on 841 1 13-1219. No 
noncompliance or deviation noted. Major areas inspected: 
previous insp findings, preoperation test procedures & 
evaluation of preoperational test results. 

UANDENBURGH, C. , REYES, L. , RING, M. Region 3, Office of Director. 
85/01/09. llpp. 28678:327. 24X Fi ch e: 50-454, 85/01/10, 8501300059. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmi tters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/1 1, 8501080502. 


8501220469 Requests that info listed be provided within 60 days from 
date of ltr re design verif ication/indep endent design insp 
activi ties. 

EISENHUT, D. 6. Division of Licensing. 85/01/14. REED, C. 

Commonwealth Edison Co. 4pp. 28516:339. 24X Fiche: 50— 000, 85/01/14, 

8501220469. 


8501300652 Order extending time until 850215 for Commission to act to 
review ALAB-293. Served on 850130. 

CHILK, S. J. Office of the Secretary of the Commission. #185 304. 
85/01/29. PALLADINO, N. J. , ROBERTS, T. M. , ASSELSTINE, J. K. 
Commissioners. Ip. 28650:336. 24X Fiche: 50-454, 85/01/29, 

8501300652. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501100655. 


M. Antitrust correspondence 


8501220314 Forwards updated info re antitrust analysis of OL 
app lication, per Reg Guide 9.3. 

OOUGLAS,E. Commonwealth Edison Co. 85/01/14. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 39pp. 28494:092. 24X 

Fiche: 50-000, 85/01/14, 8501220314. 


Q. Inspection reports, IE Bulletins tc correspondence 


8501070041 Responds to NRC 841115 ltr re violations noted in Insp Repts 
50-454/84-55 & 50-455/84-38. Corrective actions: pro ject 
engineering dept provided w/listing of remote valve stroke 
times for ESF actuated valves. 

FARRAR,D. L. Commonwealth Edison Co. 84/12/13. KEPPLER, J. 0. Region 
3, Office of Director. 3pp. 28207:177. 24X Fiche: 50-454, 84/12/13, 

8501070041. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21, Consolidated Edison Co. of New York, 

Inc. 121pp, 28570:042. 24X Fiche; 50-000, 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER, J.G. Region 3, Office of Director. 84/12/21, 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230523 Ack receipt of 850104 ltr & fee in payment for civil 
penalties proposed in 841205 1 tr. Corrective actions 
described in ltr will be examined during future insps. 

AXELRAD, J. A. Director's Office, Office of Inspection and 
Enforcement. 85/01/18. REED, C. Commonwealth Edison Co. 2pp. 
28536:287. 24X Fiche; 50-454, 85/01/18, 8501230523. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 20692:186. 24 X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50 - 000 , 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE- 1 -A. Revs 
satisfy 10CFR50,App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24 X Fiche: 50-000, 05/01/28, 

8501310209 . 
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8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
<830103-850212). 85/01/29. Consolidated Edison Co. of Neu York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


8. Reportable occurrences, LERs & related correspondence 


8501230198 Final Part 21 rept re defective valve operators. Initially 
reported on 841030. Control valve failures resulted from 
hydraulic fluid contamination & improper maint procedures 
tiihich alloued aeration of hydraulic fluid. 

ERLACH, F.U. Paul-Munroe Hydraulics, Inc. 85/01/15. MURLEY. T. E. 
Region 1, Office of Director. 6pp. 28515:349. 24X 

Fiche: 50-000, 85/01/15. 8501230198. 


DOCKET STN-50-456 BRAIDWOOD STATION. UNIT 1 


A. Application/construction stage documents it correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLI AMS, O. G. 

JRA Associates. 3pp. 28467:002. 24X Fi ch e: 50-000, 84/05/24, 

8501180069. 


— 8501180180 Forwards final version of EGG-EA-6332, "Audit of Environ 
Qualification of Safety-Related Electrical Equipment at 
Byron Units 1 «« 2 Braidwood Units 1 & 2, " interim rept, 
completing Node 28-20 of FY83 milestone chart. 

SAFFELL.B. F. NRC - No Detailed Affiliation Given. FIN A-6415.. 
83/07/28. SAKO, J. A. Energy, Dept. of. 3pp. 28467:126. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


— 8501180186 "Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Byron Units 1 it 2 it Braidwood Units 1 & 2. " 

BORGEN, R. A. EG&G. Inc. FIN A-6415. EOQ-EA-6332. 83/07/31. 

NRC - No Detailed Affiliation Given. 30pp. 28467:128. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp, 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8501280684 Forwards second set of questions generated by ANL & branch 
reviewers re Chapter 7 of FSAR. 

SATTERFIELD, R. Instrumentation it Control Systems Branch. 

84/07/27. YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 28630:281. 
24X Fiche: 50-000, 84/07/27. 8501280654. 


8412120397 Provides update of 840809 matl based on 841203 & 06 telcons 
re GDC 51 review of RCPB components. 

SWARTZ, E.D. Commonwealth Edison Co. 84/12/07. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director, 2pp. 27900:001. 24X 

Fiche: 50-000, 84/12/07, 8412120397. 


— 8412120399 "Comm Ed Co Braidwood Station GDC 51 Compliance Review. " W/ 
12 oversize drawings. Aperture cards available in PDR. 

* Sargent it Lundy, Inc. 84/12/07, 174pp. 27900:003. 24X 

Fiche: 50-000, 84/12/07, 0412120397. 


6501030301 Confirms plans for 850103 meeting w/util it Independent 
Expert Overview Group at Mazon, IL to review status of const 
assessment program per 841206 telcon. 

NORELIUS, C. E. Region 3, Office of Director. 84/12/18. REED, C. 
Commonwealth Edison Co. 2pp. 28189:050. 24X Fiche: 50-456, 84/12/18, 

8501030301. 


8501180363 Forwards nonproprietary & proprietary WCAP-10750 it 
WCAP-1 06961, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld <ref 10CFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT,D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000,84/12/20, 8501180363, 


8501080174 Advises that fuel load dates changed to 860601 for Byron 
Unit 2, Apr 1986 for Braidwood Unit 1 it Jul 1987 for 
Braidwood Unit 2. 

REED, C. Commonwealth Edison Co. 84/12/24, DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 28231: 177, 24X 

Fiche: 50-000, 84/12/24, 8501080174. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for DL re certification of compliance to 
10CFR50, 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27, Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080511 Submits proposed actions on IDVP for all CY86 & CY87 plants. 
Draft Itrs to Duquesne Light it Comm Ed requesting compliance 
w/SAR commitments it plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28, 

8501080511. 


8501240339 Forwards revised response to FSAR Question 423. 25, revised 
FSAR Sections 14.2.5 it 14.2. 11 8c new FSAR Table 14.2-91 re 
startup test program. Attachment A withheld (ref 10CFR2. 790). 
Nonproprietary Attachment B end. 

TRAMM,T. R. Commonwealth Edison Co. 85/01/09. DENTON,H.R. Office 
of Nuclear Reactor Regulation, Director. 18pp. 28526:136. 24X 

Fiche: 50-000. 85/01/09, 8501240339. 


8501240357 Responds to questions re vol reduction sys. Response to 
Questions 321. 100,321. 103 it 321. 104 will be provided within 
1 wk. Info will be incorporated into FSAR. 

TRAMM, T. R. Commonwealth Edison Co. 85/01/09, DENTON.H.R, Office 
of Nuclear Reactor Regulation, Director. 14pp. 28526:154. 24X 

Fiche: 50-000, 85/01/09, 8501240357. 


8501240373 Forwards revised Page 9.4-97 to FSAR re ventilation sys. 
Auxiliary bldg exhaust fan capacity being revised due to 
late design change. Change does not present safety problems. 

Page will be formally incorporated into FSAR. 

TRAMM, T. R. Commonwealth Edison Co. 85/01/09. DENTON.H.R, Office 
of Nuclear Reactor Regulation, Director. 2pp. 28526: 168. 24X 

Fiche: 50-000, 85/01/09, 8501240373. 


8501180049 Submits cost analysis for OL application reviews for period 
specif ied. Of c of Resource Mgt notified to bill util for 
amount stated. Sub sequent bills covering 6-month reviews will 
be issued approx 90 days after each period. 

MILLER, W.O. License Fee Management Branch. 85/01/11. FARRAR, D, L. 
Commonwealth Edison Co. Ip. 28468:350. 24X Fiche: 50-456, 85/01/11, 

8501180049. 


8501240130 Forwards Rev 0 to SAD-454, "Response to NRC/NRR on Pipe 
Whip Restraint Energy Absorbing Matl Licensing Condition," 
to resolve open issues in Items D. 4. a, D. 4. b it D. 4. c, 

SWARTZ, E.D. Commonwealth Edison Co. 85/01/16. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28528: 178. 24X 

Fiche: 50-000, 85/01/16, 8501240130. 


— ^8501240141 Rev 2 to SAD-431, "Evaluation of Energy Absorbing Matl for 
Pipe Whip Restraints. " 

KAO, G. C. , YANG, M. S. , SU, T. Y. Sargent & Lundy, Inc. SAD-431 R02. 
85/01/31. 8pp. 28528:212, 24X Fiche: 50-000, 85/01/16, 8501240130. 


8501240247 Forwards response to Question 321. 104 re training of vol 
reduction sys operators, per 841214 request. Sys will be 
operated by util bargaining unit personnel assigned to 
plant. Responses to Questions 321.100 8f 321.103 forthcoming. 

TRAMM, T, R. Commonwealth Edison Co. 85/01/17. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 28532:165. 24X 

Fiche: 50-000, 85/01/17, 8501240247. 


850128054B Advises that before NRC approval can be granted for 84061B 
request to use higher damping values for piping analysis, 
util should ref ASME Code Case N-411 containing approved 
position on PVRC recommendation, 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/17. FARRAR. D. L. 

Commonwealth Edison Co, 4pp. 28639:075. 24X Fiche: 50-000. 85/01/17, 

8501280548. 


8501290384 Forwards revised version of FSAR Table 14.2-82, "Power 
Reactivity Coafficient Measurement" it corresponding revs to 
App A writeup on extent of compliance w/Reg Guide 1.68. 

Approval of changes requested by 850124, 

TRAMM, T. R, Commonwealth Edison Co. 85/01/21. DENTON.H.R. Office 
of Nuclear Raactor Regulation. Director, 4pp, 28620:303. 24X 

Fiche: 50-000. 85/01/21. 8501290384. 


8501290496 Provides eddl info re monitoring for feedwater flow venturi 
foul ing. necessary to finalize full power OL. Proper control 
of water chemistry program of routine insps will assure 
feedwater flowmeter venturis free of fouling. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/23. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28617:010, 24X 

Fiche; 50-000, 85/01/23, 8501290496. 
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E. NRC Safety Evaluation Report <SER)» soppls & correspondence 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27. 8501280654. 


— 8201260520 Forwards draft input to Chapter 7 of SER. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/01/11. 
TEDESCO, R. L. Assistant Director for Licensing. 65pp. 28631:012. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


8501140430 Forwards safety evaluation for elimination of arbitrary 
intermediate pipe breaks. Alternative criteria acceptable. 

FSAR Section 3. 6. 2 should be revised. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28392:180. 24X Fiche: 50-000, 85/01/07, 

8501140430. 


— 8501140434 Safety evaluation supporting elimination of arbitrary 
intermediate pipe breaks. 

e Mechanical Engineering Branch. 84/12/31. 12pp. 28392: 184, 

24X Fiche: 50-000, 85/01/07, 8501140430. 


F. Security, medical, emergency & fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
d irectory. W/841217 release memo. 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 24X 

Fiche: 50-000, 84/11/30, 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
d irectory. 

GALLE, D. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031. 

24X Fiche: 50-000, 84/11/30, 8412210259. 


8501140040 Revised emergency plan implementing procedures, including 
Rev 10 to TSN-CCC-1 re corporate command ctr director. Rev 4 
to TSN-CCC-2 re Intelligence director & Rev 3 to TSN-CCC-3 
re medical director. 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche: 50-000, 84/11 /30, 8501 140040. 


8501020247 Forwards Safeguards Insp Rept 50-456/84-38 on 841203-04. No 
noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 84/12/17. REED, C. 
Commonwealth Edison Co. 2pp. 28153:235. 24X Fiche: 50-456, 84/12/17, 

8501020247. 


— 8501020253 Safeguards Insp Rept 50-456/84-38 on 841203-04. No 
noncompliance noted. Major areas inspected: planning & 
scheduling for implementation of security program. 

BELANGER, J. L. , CREED, J. R. Regions, Office of Director. 84/12/17. 
Ip. 28153:237. 24X Fiche: 50-456, 84/12/17, 8501020247. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche; 50-000. 85/01/09, 8501100621. 


6. Adjudicatory correspondence 


8501110190 Order to file status repts re appearances of counsel, 
contentions it proposed amends or mods & suggestions for 
discovery & hearing schedule. Served on 850110. 

MILLER, M.E. Atomic Safety and Licensing Board Panel. #185 015. 
85/01/10. Office of the Executive Legal Director. Ip. 28310:330. 
24X Fiche: 50-456,85/01/10, 8501110190. 


8501290270 Forwards Reed 841224 ltr to NRC, changing estimated fuel 
loading dates for Unit 1 to Apr 1986 it Unit 2 to Jul 1987. 

Related correspondence. 

GALLO, J. Commonwealth Edison Co, #185 267. 85/01/22. MILLER, M. E. , 

COL£,R, F. , CALLIHAN, A. D. Atomic Safety and Licensing Board Panel. 
2pp. 28619:348. 24X Fiche; 50-456i 85/01 /22, 8501290270. 


M. Antitrust correspondence 


65012|^314 Forward^ updated info re antitrust analysis of OL 
application, per Reg Guide 9.3. 

DOUGLAS,!. Commonwealth Edison Co. 85/01/14. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director. 39pp. 28494:092. 24X 

Fiche; 50rC00. 85/01/14, 8501220314, 


Q. Inspection reports, IE Bulletins & correspondence 


8501040175 Forwards Insp Repts 50-456/84-32 it 50-457/84-30 on 
841023-1123, No noncompliance noted. 

WARNICK, R. F. Region 3, Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28208:292. 24X Fiche: 50-456, 84/12/ 10, 

8501040175. 


— 8501040182 Insp Repts 50-456/84-32 & 50-457/84-30 on 841023-1 123. No 
noncompliance noted. Major areas inspec ted: const assessment 
program re licensee action on previously identified items & 
const sample reinsp observation validation process. 

FORNEY, W. Region 3, Office of Director. 84/12/07. 7pp. 
28208:294. 24X Fiche: 50-456, 84/12/10, 8501040175. 


— 8501040185 Provides progress rept for 841113-23 ongoing insp of const 
assessment program. Const sample reinsp activities continued 
in areas of HUAC hangers Se ducts, concrete placements it small 
bore piping, 

NORELIUS, C, E. Region 3, Office of Director, 84/11/27. 

KEPPLER,U. G. Region 3, Office of Director. 2pp. 28208:301. 24X 

Fiche; 50-456, 84/12/10, 8501040175. 


— 8501040192 Forwards summary of 841108 monthly meeting w/NRC re const 
assessment program at Mazon emergency operations facility. 

Next meeting scheduled for 841206. Ui sual-aid matls used in 
presentations & Oct 1984 const assessment program rept end. 

SMITH, D.H. Commonwealth Edison Co. 84/11/27. KEPPLER, J. G. 

Region 3, Office of Director. 56pp. 28208:303. 24X 

Fiche: 50-456, 84/12/10, 8501040175. 


8501020247 Forwards Safeguards Insp Rept 50-456/84-38 on 841203-04. No 
noncompliance noted. 

AXELSON, W.L. Region 3, Office of Director. 84/12/17. REED, C. 
Commonwealth Edison Co. 2pp. 28153:235. 24X Fiche: 50-456, 84/12/17, 

8501020247. 


— 8501020253 Safeguards Insp Rept 50-456/84-38 on 841203-04. No 
noncompliance noted. Major areas inspected: planning Sc 
scheduling for implementation of security program. 

BELANGER, U. L. , CREED, J. R. Region 3, Office of Director. 84/12/17, 
Ip. 28153:237. 24X Fiche: 50-456, 84/12/17, 8501020247, 


B50110045Q Forwards Insp Repts 50-456/84-33 it 50-457/84-31 on 841101- 
30. No noncompliance noted. 

WARNICK, R.F. Region 3, Office of Director. 84/12/20. REED, C. 
Commonwealth Edison Co. 2pp. 28348:239. 24X Fiche: 50-456, 84/12/20, 

8501100450. 


“8501100466 Insp Repts 50-456/84-33 Sc 50-457/84-31 on 841101-30. No 
noncompliance noted. Major areas inspected: licensee actions 
on previous insp findings, preoperational test verification Sc 
test results, plant tours Sc housekeeping. 

♦ Region 3, Office of Director. 84/12/20. 5pp. 28348:241. 24X 

Fiche: 50-456, 84/12/20, 8501100450. 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under i0CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fich e; 50-000, 84/12/21, 8412190503. 


8501080193 Responds to NRC 841126 ltr re noncompliance noted in Insp 
Repts 50-456/84-31 Sc 50-457/84-29. Correc tive actions: cables 
rerouted to correct error it QC inspector retrained. 

FARRAR. D.L. Commonwealth Edison Co. 84/12/21. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 28233:285, 24X Fiche: 50-456, 84/12/21, 

8501080193. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack ltr will be issued. 

KEPPLER, J.G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


8501100475 Requests cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J.G. Regions, Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28, 

8501100475. 


850124066B Forwards Insp Repts 50-456/84-34 Sc 50-457/84-32 on 
841112-1219 Sc notice of violation. 

WARNICK, R, Region 3, Office of Director. 84/12/31. REED, C. 
Commonwealth Edison Co. 2pp. 28555:001. 24X Fiche: 50-456, 84/12/31, 

8501240668. 
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— 8501240670 Notice of violation from insp on 841112-1219. 

UARNICK^R. F. Region 3< Office of Director. 84/12/31. 2pp. 
28555; 003. 24X Fiche; 50-456i 84/12/31, 8501240668. 


— 8501240671 Insp Repts 50-456/84-34 & 50-457/84-32 on 841112-1219. 
Noncompliance noted; deficient HVAC uelds, lack of appropriate 
pipe support, lack of uelding insp procedure & failure to 
folloui matl control procedures. 

FORNEY, W. L. Region 3, Office of Director. 84/12/28. 12pp. 

28555: 005. 24X Fiche: 50-456, 84/12/31, 8501240668. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

ORACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of Neui York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of Neui 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501220469 Requests that info listed be provided uiithin 60 days from 
date of Itr re design verification/independent design insp 
activities. 

EISENHUT, D. e. Division of Licensing. 85/01/14. REED, C. 

Commomifealth Edison Co. 4pp. 28518:339. 24X Fiche: 50-000, 85/01/14, 

8501220469. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neui 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Neui 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York, Inc. 108pp. 28692:186. 24X Fich e; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neui 

York, Inc. 109pp. 28692:001. 24X Fi ch e; 50-000, 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 it 23 meetings 
ui/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co, 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000, 85/01/29, 8301250352, 


S, Reportable occurrences, LERs & related correspondence 


8501070106 Interim Deficiency Rept 84-04 re out-of-tolerance 
radiographic film densities. Radiographs rereviewed for 
density it quality indi cations. Corrective actions listed. 

Next rept expected by 850315. 

SMITH, D.H. Commonwealth Edison Co. 84/12/21. KEPPLER, J. 0. Region 
3, Office of Director. 3pp. 28218:288. 24X Fiche: 50-456, 84/12/21, 

8501070106. 


8501230198 Final Part 21 rept re defective valve operators. Initially 
reported on 841030, Control valve failures resulted from 
hydraulic fluid contamination St improper maint procedures 
which allowed aeration of hydraulic fluid. 

ERLACH, F. U. Paul-Munroe Hydraulics, Inc. 85/01/15. MURLEY, T. E. 
Region 1, Office of Director. 6pp. 28513:349. 24X 

Fiche; 50-000, 85/01/15, 8501230198. 


8501310121 Interim Deficiency Rept 84-12 re removal of nameplates from 
ASHE large bore spool pieces. Initially reported on 840824. 

Spools w/o nameplates part of matl traceability program. 

Next rept by 850113. 

SMITH.D.H. Commonwealth Edison Co. 85/01/17. KEPPLER, J. G. Region 
3, Office of Director. 2pp. 28685:351. 24X Fiche; 50-456, 85/01/17, 

8501310121. 


8501310537 Interim Deficiency Rept 82-10 re structural steel 
installation insp rec ords. Initial ly reported on 821230. 

Procedure to repair, upgrade & inspect inaccessible 
connections w/inadequate records reviewed. 

SMITH,D.H. Commonwealth Edison Co. 85/01/17. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 28693:006. 24X Fiche; 50-456, 85/01/17, 

8501310537. 


V. Operator Examinations 


8501140127 Grants waiver of required observation training for licensee 
candidates Swift, Weber, Ungeran it O'Brien, per 840928 request. 

Waivers granted based on reactor facility experience accrual 
in environs comparable to exam plant. 

LITTLE, W.S. Region 3, Office of Director. 85/01/03. MARSHALL, J. 0. 
Commonwealth Edison Co. Ip. 28378:006. 24X Fiche: 50-456, 85/01/03, 

8501140127. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A. Application/construction stage documents it correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. 0. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— 8501180180 Forwards final version of EQG-EA-6332, "Audit of Environ 
Qualification of Safety-Related Electrical Equipment at 
Byron Units 1 & 2 & Braidwood Units 1 Sc 2, " interim rept, 
completing Node 28-20 of FY83 milestone chart. 

SAFFELL,B. F. NRC - No Detailed Affiliation Given. FIN A-6415. 
83/07/28. SAKO, J. A. Energy, Dept. of. 3pp. 28467:126. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


— 8501180186 "Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Byron Units 1 & 2 Sc Braidwood Units 1 Sc 2. " 

BORGEN, R. A. EGScG, Inc. FIN A-6415. EOG-EA-6332. 83/07/31. 

NRC - No Detailed Affiliation Given. 30pp. 28467:128. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A Sc B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


—8501280684 Forwards second set of questions generated by ANL Sc branch 
reviewers re Chapter 7 of FSAR, 

SATTERFIELD, R. Instrumentation Sc Control Systems Branch. 

84/07/27. YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 28630:281. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


8412120397 Provides update of 840809 matl based on 841203 Sc 06 telcons 
re GDC 51 review of RCPB components. 

SWARTZ, E.D. Commonwealth Edison Co. 84/12/07. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 27900:001. 24X 

Fiche: 50-000, 84/12/07, 8412120397. 


—8412120399 "Comm Ed Co Braidwood Station GDC 51 Compliance Review. " W/ 
12 oversize drawings. Aperture cards available in PDR. 

* Sargent S< Lundy, Inc. 84/12/07. 174pp. 27900:003. 24X 

Fiche: 50-000, 84/12/07, 8412120397. 


8501030301 Confirms plans for 850103 meeting w/util Sc Independent 
Expert Overview Group at Mazon, IL to review status of const 
assessment program per 841206 telcon. 

NORELIUS, C. E. Region 3, Office of Director. 84/12/18. REED, C. 
Commonwealth Edison Co. 2pp. 28189:050. 24X Fiche: 50-456, 84/12/18, 

8501030301. 


8501180363 Forwards nonproprietary Sc proprietary WCAP-1Q750 Sc 
WCAP-10698, respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill," Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU, A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT, D. G, Division of Licensing. 4pp. 28452:252. 24X 

Fiche; 50-000,84/12/20, 8501180363. 
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8501080174 Advises that fuel load dates changed to 860601 for Byron 
Unit 2iApr 1986 for Braiduood Unit 1 & Jul 1987 for 
Braidufood Unit 2. 

REED, C. Commonwealth Edison Co. 84/12/24. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. Ip. 28231: 177. 24X 

Fiche: 50-000, 84/12/24, 8501080174. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, ’’Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. '* Svc list end. 
EISENHUT,D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc, 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080511 Submits proposed actions on IDVP for all CY86 Sc CYS7 plants. 
Draft Itrs to Duquesne Light & Comm Ed requesting compliance 
w/SAR commitments 8c plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG, R. C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28, DENTON, H. R. Office of Nuclear Reactor 
Regulation, Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28, 

8501080511. 


8501240339 Forwards revised response to FSAR Question 423, 25, revised 
FSAR Sections 14.2.5 Sc 14.2. 11 & new FSAR Table 14.2-91 re 
startup test program. Attachment A withheld <ref 10CFR2, 790). 
Nonproprietary Attachment B end. 

TRAMM, T. R. Commonwealth Edison Co. 85/01/09. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. IBpp. 28526:136. 24X 

Fiche: 50-000, 85/01/09, 8501240339. 


8501240357 Responds to questions re vol reduction sys. Response to 
Questions 321, 100,321. 103 Sc 321. 104 will be provided within 
1 wk. Info will be incorporated into FSAR. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/09. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 14pp. 28526:154. 24X 

Fiche: 50-000, 85/01/09, 8501240357. 


6501240373 Forwards revised Page 9.4-97 to FSAR re ventilation sys. 
Auxiliary bldg exhaust fan capacity being revised due to 
late design change. Change does not present safety problems. 

Page will be formally incorporated into FSAR. 

TRAMM, T.R. Commonwealth Edison Co. B5/01/09. DENTON,H. R. Office 
of Nuclear Reactor Regulation, Director, 2pp. 28526:168. 24X 

Fiche: 50-000, 85/01/09, 8501240373. 


8501180049 Submits cost analysis for OL application reviews for period 
specif led. Ofc of Resource Mgt notified to bill util for 
amount stated. Subsequent bills covering 6-month reviews will 
be issued approx 90 days after each period. 

MILLER, W.O. License Fee Management Branch. 85/01/11. FARRAR, D. L. 
Commonwealth Edison Co. ip. 28468:350. 24X Fiche: 50-456, 85/01/11, 

8501180049, 


8501240130 Forwards Rev 0 to SAD-454, "Response to NRC/NRR on Pipe 
Whip Restraint Energy Absorbing Matl Licensing Condition," 
to resolve open issues in Items D. 4, a, D. 4. b Sc D. 4. c. 

SWARTZ, E.D. Commonwealth Edison Co. 85/01/16. DENTON. H. R. Office 
of Nuclear Reactor Regulation, Director. 2pp. 28528:178. 24X 

Fiche; 50-000, 85/01/16, 8501240130. 


—8501240141 Rev 2 to SAD-431, "Evaluation of Energy Absorbing Matl for 
Pipe Whip Restraints. " 

KAO,G. C. Sargent Si Lundy, Inc, SAD-431 R02. 85/01/31. 8pp. 

28528:212. 24X Fiche: 50-000, 85/01/16, 8501240130. 


8501240247 Forwards response to Question 321.104 re training of vol 
reduction sys operators, per 841214 request. Sys will be 
operated by util bargaining unit personnel assigned to 
plant. Responses to Questions 321.100 Si 321.103 forthcoming. 

TRAMM, T.R. Commonwealth Edison Co, 85/01/17. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 3pp. 28532: 165. 24X 

Fiche; 50-000, 85/01/17, 8501240247. 


6501280548 Advises that before NRC approval can be granted for 840618 
request to use higher damping values for piping analysis, 
util should ref ASME Code Case N-411 containing approved 
position on PVRC recommendation, 

YOUNGBLDOD>B, J, Licensing Branch 1. 85/01/17. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28639:075. ‘24X Fiche; 50-000, 85/01/17, 

8501280548 


8501290384 For uiai^ds rfvised voTsion of FSAR Table 14.2-82, "Power 
Reactivity Coefficient Measuremeint" Sc corresponding revs to 
App A writeup on extent of compliance w/Reg Guide 1, 68. 

Approval of changes requested by 850124. 

TRAMM, T.R. Commonwealth Ed Ispn Co. 85/01/21, DENTON, H,R. Office 
of Nuclear Reactor Regulation, Director. 4pp. 28620: 303. 24X 

Fiche; 50-000, EW/01/21, 8501290384. 


8501290496 Provides addl info re monitoring for feedwater flow venturi 
foul ing, necessary to finalize full power OL. Proper control 
of water chemistry Sc program of routine insps will assure 
feedwater flowmeter venturis free of fouling. 

TRAMM, T.R. Commonwealth Edison Co. 85/01/23. DENTON, H. R, Office 
of Nuclear Reactor Regulation, Director. 2pp. 28617:010. 24X 

Fiche: 50-000,85/01/23, 8501290496. 


E. NRC Safety Evaluation Report (SER), suppls Sc correspondence 


8501280654 Responds to FOIA request for all documents dealing ui/testing 
of P-4 interlock for Westinghouse SSPS. App A Sc B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27, 8501280654. 


— 6201260520 Forwards draft input to Chapter 7 of SER. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/01/11. 
TEDESCO,R. L. Assistant Director for Licensing. 65pp. 28631:012. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


8501140430 Forwards safety evaluation for elimination of arbitrary 
intermediate pipe breaks. Alternative criteria acceptable. 

FSAR Section 3.6.2 should be revised. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. FARRAR, D. L. 

Commonwealth Edison Co. 4pp. 28392:180. 24X Fiche: 30-000, 85/01/07, 

8501140430. 


— 8501140434 Safety evaluation supporting elimination of arbitrary 
intermediate pipe breaks. 

* Mechanical Engineering Branch. 84/12/31. 12pp. 28392: 184. 

24X Fiche: 50-000, 85/01/07, 8501140430. 


F. Security, medical, emergency Si fire protection plans 


8412210259 Forwards public version of revised emergency plan telephone 
directory. W/S41217 release memo. 

MOORE, R. D. Commonwealth Edison Co. 84/11/30. Record Services 
Branch (Document Control Desk). 5pp. 28234:029. 24X 

Fiche: 50-000, 84/11/30, 8412210259. 


— 8412210293 Public version of revised emergency plan telephone 
directory. 

GALLE, D. P. Commonwealth Edison Co. 84/10/31. 52pp. 28234:031. 

24X Fiche: 50-000, 84/11/30, 8412210259. 


8501140040 Revised emergency plan implementing procedures, including 
Rev 10 to TSN-CCC-1 re corporate command ctr director, Rev 4 
to TSN-CCC-2 re intelligence director Se Rev 3 to TSN-CCC-3 
re medical director. 

MOORE, R.D. Commonwealth Edison Co. 84/11/30. 106pp. 28360:249. 

24X Fiche: 50-000, 84/11/30, 8501140040. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


G, Adjudicatory correspondence 


8501110190 Order to file status repts re appearances of counsel, 
contentions 8c proposed amends or mods Sc suggestions for 
discovery 8c hearing schedule. Served on 850110. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. #185 015. 
85/01/10. Office of the Executive Legal Director. Ip. 28310:330. 
24X Fiche: 50-456, 85/0 1 / 10, 850 1 1 1 0 190. 


8501290270 Forwards Reed 841224 ltr to NRC, changing estimated fuel 
loading dates for Unit 1 to Apr 1986 St Unit 2 to Jul 1987. 

Related correspondence. 

GALLO, J. Commonwealth Edison Co. #185 267. 85/01/22. MILLER, M. E. , 

COLE, R. F. , CALLIHAN, A. D, Atomic Safety and Licensing Board Panel. 
2pp. 28619:348, 24X Fiche: 50-456, 85/01/22, 8501290270. 


M. Antitrust correspondence 


8501220314 Forwards updated info re antitrust analysis of OL 
application, per Reg Guide 9.3. 

DOUGLAS, E. Commonwealth Edison Co. 85/01/14. DENTON, H. R. Office 
of Nuclear Reactor Regulation, Director. 39pp. 28494:092. 24X 

Fiche; 50-000, 85/01/14, 8501220314. 
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Q. Inspection reports^ IE Bulletins & correspondence 


8501040175 Forwards Insp Repts 50-456/84-32 & 50-457/84-30 on 
841023-1123. No noncompliance noted. 

WARNICK,R.F. Region 3> Office of Director. 84/12/10. REED, C. 
Commonwealth Edison Co. 2pp. 28208:292. 24X Fiche: 50-456, 84/12/10, 

8501040175. 


— 8501040182 Insp Repts 50-456/84-32 & 50-457/84-30 on 841023-1 123. No 
noncompliance noted. Major areas inspec ted: const assessment 
program re licensee action on previously identified items it 
const sample reinsp observation validation process. 

FORNEY, W. Region 3, Office of Director. 84/12/07. 7pp. 

28208: 294. 24X Fiche: 50-456, 84/12/10, 8501040175. 


— 8501040185 Provides progress rept for 841113-23 ongoing insp of const 
assessment program. Const sample reinsp activities continued 
in areas of HYAC hangers & ducts, concrete placements Sc small 
bore piping. 

NORELIUS, C. E. Region 3, Office of Director. 84/11/27. 

KEPPLER,J. 0. Region 3, Office of Director. 2pp. 28208:301. 24X 

Fiche: 50-456. 84/12/10. 8501040175. 


— 8501040192 Forwards summary of 841108 monthly meeting u/NRC re const 
assessment program at Mazon emergency operations facility. 

Next meeting scheduled for 841206. Vi sual-aid matls used in 
presentations & Oct 1984 const assessment program rept end. 

SMITH, D.H. Commonwealth Edison Co. 84/11/27. KEPPLER, J. 0. 

Region 3, Office of Director. 56pp. 28208:303. 24X 

Fiche: 50-456. 84/12/10. 8501040175. 


8501100450 Forwards Insp Repts 50-456/84-33 & 50-457/84-31 on 841101- 
30. No noncompliance noted. 

WARNICK, R. F. Region 3. Office of Director. 84/12/20. REED, C. 
Commonwealth Edison Co. 2pp. 28348:239, 24X Fiche: 50-456, 84/12/20, 

8501100450. 


— 8501100466 Insp Repts 50-456/84-33 & 50-457/84-31 on 841101-30. No 
noncompliance noted. Major areas inspec ted: 1 icensee actions 
on previous insp findings, preoperational test verification & 
test results. plant tours & housekeeping. 

» Region 3, Office of Director. 84/12/20. 5pp. 28348:241. 24X 

Fiche: 50-456. 84/12/20, 8501100450. 


8412190503 IE Info Notice 84-94. “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501080193 Responds to NRC 841126 Itr re noncompliance noted in Insp 
Repts 50-456/84-31 It 50-457/84-29. Correc tive actions: cables 
rerouted to correct error & QC inspector retrained. 

FARRAR. D.L. Commonwealth Edison Co. 84/12/21. KEPPLER, U. G. Region 
3. Office of Director. 3pp. 28233:285. 24X Fiche: 50-456, 84/12/21, 

8501080193. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adeq.uate.no ack Itr will be issued. 

KEPPLER, J.G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000. 84/12/21, 

8501300674. 


8501100475 Req,ueBts cooperation in improving initial access time for 
NRC inspectors at sites. 

KEPPLER, J.G. Region 3. Office of Director. 84/12/28. REED, C. 
Commonwealth Edison Co. 2pp. 28348:231. 24X Fiche: 50-000, 84/12/28, 

8501100475. 


8501240668 Forwards Insp Repts 50-456/84-34 tt 50-457/84-32 on 
841112-1219 St notice of violation. 

WARNICK, R, Region 3, Office of Director. 84/12/31. REED, C. 
Commonwealth Edison Co. 2pp. 28555:001. 24X Fiche; 50-456, 84/12/31, 

8501240668. 


— 85Q1240670 Notice of violation from insp on 841112-1219. 

UARN1CK,R. F. Region 3. Office of Director. 84/12/31. 2pp. 
28555: 003. 24X Fiche: 50-456, 84/12/31, 8501240668. 


—85012404*71 Insp Rapi?s 50-456/84-34 8, 50-457/84-32 on 841112-1219. 
Noncompliance noted! HVAC welds, lack of appropriate 
pipe support, lack of welding insp procedure St failure to 
follow matl control procedures. 

FORNEY, W.L. Region .3, Office of Director. 84/12/28. 12pp. 

28555:005. 24X Fiche: 50-456, 84/12/31, 8501240668. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

GRACE, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501220469 Requests that info listed be provided within 60 days from 
date of Itr re design verification/independent design insp 
activities. 

EISENHUT, D. G. Division of Licensing. 85/01/14. REED, C. 

Commonwealth Edison Co. 4pp. 28518:339. 24X Fiche: 50-000, 85/01/14, 

8501220469. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft St Impeller. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche; 50-000, 85/01/15, 8501 100655. 


8501160196 lE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills, " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Sve list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229, 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 630103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001, 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 Sc 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Sve list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs St related correspondence 


8501070106 Interim Deficiency Rept 84-04 re out-of-tolerance 
radiographic film densities. Radiographs rereviewed for 
density Sc quality indications. Corrective actions listed. 

Next rept expected by 850315. 

SMITH, D.H. Commonwealth Edison Co. 84/12/21. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 28218:288. 24X Fiche: 50-456, 84/12/21, 

8501070106. 


8501230198 Final Part 21 rept re defective valve operators. Initially 
reported on 841030. Control valve failures resulted from 
hydraulic fluid contamination Sc improper maint procedures 
which allowed aeration of hydraulic fluid, 

ERLACH, F.U. Paul-Munroe Hydraulics, Inc. 85/01/15. MURLEY, T. E. 
Region 1, Office of Director. 6pp. 28515:349. 24X 

Fiche; 50-000, 85/01/15, 8501230198. 


6501310121 linterim Deficiency Rept 84-12 re removal of nameplates from 
ASME large bore spool pieces, Initially reported on 840824. 

Spools w/o nameplates part of matl traceability program. 

Next rept by 850113, 

SMITH, D.H. Commonwealth Edison Co. 85/01/17. KEPPLER, J.G. Region 
3, Office of Director. 2pp. 28685:351. 24X Fiche; 50-456, 85/01/17, 

8501310121. 


8501310^^37 Interim Deficiency Rept 82-10 re structural steel 
instelletion insp rcGords. Initially reported on 821230- 
Procedure to repair, upgrade Sc inspect inaccessible 
connections w/inadequate records reviewed. 

SMITH, D. H. Commonwealth Edison Co. 85/01/17. KEPPLER, J. G, Region 
3, Office of Director. 3pp. 28693:006. 24X Fiche; 50-456, 85/01/17, 

8501310537. 



346 


DOCKETED ITEMS 


V. Operator Examinations 


8501140127 ©rants waiver of required observation training for licensee 
candidates Swifti Weberi Ungeran & O'Brieniper 840928 request. 

Waivers granted based on reactor facility experience accrual 
in environs comparable to exam plant. 

LITTLE* W. S. Region 3* Office of Director. 85/01/03. MARSHALL* J. G. 
Commonwealth Edison Co. Ip. 28378:006. 24X Fiche: 50-456* 85/01/03* 

8501140127. 


DOCKET 50-458 RIVER BEND STATION* UNIT 1 


A. Application/construction stage documents & correspondence 


8501070386 Forwards summarization of sys component evaluation work 
sheets submitted on 841019 to assist Equipment Qualification 
Branch review of balance-of-plant & NSSS electrical 
equipment located in harsh environ. 

BOOKER* J.E. Gulf States Utilities Co. 84/12/14. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 527pp. 28206:001. 

24X Fiche: 50-458* 84/12/14, 8501070386. 


8501020293 Documents 841214 meeting w/util to discuss tracking of 
commitments* organization changes S< administrative matters. 

JOHNSON* E.H, Region 4* Office of Director. 84/12/27. CAHILL, W. J. 
Gulf States Utilities Co. Ip. 28141:361. 24X Fiche: 50-458. 

84/12/27* 8501020293, 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501140512 Forwards marked-up BWR-6 STS* based on 840727 submittal. Draft 
provides bases for late Jan 1985 site visit it meeting to 
discuss areas of June 1984 submittal not incorporated in 
draft. W/o end. 

SCHWENCER.A. Licensing Branch 2. 85/01/07. CAHILL. W. J. Gulf 

States Utilities Co. Ip. 28378:356. 24X Fiche: 50-458* 85/01/07* 

8501140512. 


8501160341 Forwards "Process Control Program" & "Offsite Dose 
Calculation Manual" for review. 

BOOKER. J.E. Gulf States Utilities Co. 85/01/07, DENTON* H. R. 

Office of Nuclear Reactor Regulation* Director. Ip. 28410:028. 24X 

Fiche; 50-458, 85/01/07* 8501160341. 


— 8501160343 Rev 0 to Procedure RWS-0204* "Process Control Program. " 
* Gulf States Utilities Co. 85/01/07. 12pp. 28410:029. 24X 

Fiche: 50-458*85/01/07*8501160341. 


— 8501160347 "Offsite Dose Calculation Manual, " 

* Gulf States Utilities Co. 85/01/07. 102pp. 28410:040. 24X 

Fiche: 50-458* 85/01/07* 8501160341. 


8501300186 Requests meetings w/NRC on 850123 Zt 24-25 to discuss 
hydrogen control program plan te acceptance criteria Sc obtain 
approval of program plan concept Si phi losophy. Meeting agenda 
end. 

HOBBS, S.H. Hydrogen Control Owners Group. 85/01/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director. 5pp. 28642:199. 
24X Fiche; 50-000, 85/01/08* 8501300186. 


8501220229 Notification of 850123 meeting w/Hydrogen Control Owners 
Group in Bethesda, MD to discuss hydrogen control program for 
all Mark IZX plants. 

STAHLE*C. Licensing Branch 4. 85/01/15. ADENSAM* E. G. Licensing 

Branch 4, 2pp. 28520:128. 24X Fiche: 50-000* 85/01/15* 8501220229. 


8501240254 Forwards addl info re 10 concerns of ACRS* indud ing HPCS 
pujsp & dep-ign criteria* per 840712 meeting. 

BOEDER* J. E. Gdf States Utilities Co. 85/01/15. DENTON* H. E. * 
SCHUENCER*A. Office of Nuclear Reactor Regulation* Director. 15pp, 

28532:179. 24X Fiche: 50-458, 85/01/15* 8501240254. 


8501230001 Forwards notification of cost analysis for OL application 
review* consistent W/10CFR170. 12(bl. 

MILLER*W. a. License Fee Management Branch. 85/01/17. CAHILL* W. J. 

Golf States Utilities Co. 3pp. 28536:207. 24X 

Fiche: 50-458185/01/17, 8501230001. 


85013006^2 Notification of B5013Q niesting w/Hydrogen Control Owners 
Group in Bet^h^esda* MD to discuss hydrogen generation rates. 

STAHLE.C. Lite^nsing Branch 4. 85/01/24. ADENSAM. E. 0. Licensing 

Branch 4. 6pp, 28672:342. 24X Fiche: 50-000, 85/01/24, 8501300612. 


8501310427 Documents 850124 meeting between NRC 8e util representatives 
in Region IV ofcs re status of implementation of NUREG-0737 
items* completed deficiency repts & forthcoming update of 
Chapter 13 of FSAR. 

JOHNSON, E.H. Region 4* Office of Director. 85/01/25. CAHILL* W.J. 
Gulf States Utilities Co. Ip. 28656:160. 24X Fiche: 50-458* 

85/01/25, 8501310427. 


8501310446 Confirms 850117 telcon between L England Zi J Jaudon re 
scheduling of 840124 meeting at Region IV ofcs. Subj of 
meeting will be brief on status of implementation of 
NUREG-0737. 

JOHNSON* E.H. Region 4* Office of Director. 85/01/25. CAHILL. W.J. 
Gulf States Utilities Co. Ip. 28660:049. 24X Fiche: 50-458* 

85/01/25, 8501310446. 


D. NRC Draft/Final Environmental Statements* suppls & correspondence 


8501240053 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
RIVER BEND STATION. Doc ket No. 50-458. < Gulf States Utilities 
And Cajun Electric Power Cooperative) 

* Division of Licensing. NUREO-1073. 85/01/31. 140pp. Available 

at NRC. *7.00. 28559:174. 24X Fiche: 50-458, 85/01/31 * 8501240053. 


E. NRC Safety Evaluation Report (SER), suppls 8c correspondence 


8501100034 Summary of 841120 meeting w/util in Bethesda* MD re alternate 
8c safe shutdown criteria.per SER Outstanding Issue 9. 

WEINKAM.E. J. Licensing Branch 2. 84/12/26. Licensing Branch 2. 

4pp. 28355:345. 24X Fiche; 50-458* 84/12/26* 8501100034. 


8501020291 Forwards response to SER Confirmatory Items 54 8c 55 re TMI 
Item II. B. 2* "Plant Shielding" 8c backup radiation protection 
manager designate* respectively. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/28. DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director. 8pp. 28142:012. 
24X Fiche: 50-458* 84/12/28, 8501020291. 


8501090229 Forwards response to SER Confirmatory Item 50* Section 
10. 4. 6. SER Section 9.3.2 should be revised to reflect 
631108 submittal re post-accident sampling sys. End provides 
addl clarification of NUREO-0737* Item II. B. 3. 

BOOKER* J.E. Gulf States Utilities Co. 85/01/02. DENTON, H. R. 
Office of Nuclear Reactor Regulation* Director. 9pp, 28254: 194. 
24X Fiche: 50-458* 85/01/02* 8501090229. 


— 8501090232 Rev 0 to Procedure CDP-1050* "Post-Accident Estimation of 
Fuel Core Damage. " 

* Gulf States Utilities Co. 85/01/02. 26pp. 28254:203. 24X 

Fiche: 50-458, 85/01/02* 8501090229. 


8501230258 Forwards draft status of const completion tc testing items 
to be completed after fuel load. Areas' include normal 
cooling water* solid radwastc sys* fuel bldg sampling sys* 
elevators 8c safe/alternate shutdown (SER Issue 3). 

BOOKER* J.E. Gulf States Utilities Co. 85/01/14. SCHWENCER* A. 
Licensing Branch 2. 11pp. 28512:215. 24X Fiche: 50-458, 05/01/14* 

8501230258. 


8501290358 Forwards response to SER Confirmatory Item 52 re TMI 
Item II. F.l. Lines mfg using stainless steel in order to 
minimize iodine 8c particulate plate-out in sample lines 
from process streams. W/o end. 

BOOKER* J.E. Gulf States Utilities Co. 85/01/24. DENTON* H. R. 

Office of Nuclear Reactor Regulation* Director. Ip. 28616:026. 24X 

Fiche: 50-458* 85/01/24, 8501290358, 


F. Security* medical* emergency 8c fire protection plans 


8501030318 Forwards Insp Rept 50-458/84-27 on 841018-19. No violation 
or deviations noted. 

JOHNSON* E.H. Region 4* Office of Director. 84/12/19, CAHILL* W.J. 
Gulf Statas Utilities Co. 2pp. 28189:043, 24X 

Fiche: 50-458, 84/12/19* 8501030318, 


—8501030322 Insp Rept 50-458/84-27 on 841018-19. No violation or 
deviations noted. Major areas inspected : emargency 
organization* training* emergency response facilitiies & 
coordination w/offsliio groups. 

MONTGOMERY* J. U * BAIRD, JAUDON* Jv Region 4* Office of Director. 
84/12/14. 3pp. 28189:045. 24X Fich e: 50-450* 84/12/19* 8501030318. 

85011(X)034 Summary of: 841120 meeting w/util in Bernes da* MD ra alternate 
8c safe shutdown criteria* per SER Outstanding Issue 9. 

WEINKAM* E. J, Licensing Branch 2. 84/12/26. Licensing Branch 2. 

4pp. 28355; 3!45. 24X Fiche: 50-458. 84/ 12/26» 8501100034. 
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8501080111 Forwards Physical Security Insp Rept 50-458/84-37 or 
841126-29. No violation or deviation noted. 

JOHNSON*E. H. Region 4i Office of Director. 84/12/28. CAHILL* W. J. 

Oulf States Utilities Co. 2pp. 28245:357. 24X 

Fiche; 50-45B* 84/12/28* 8501080111. 


•8501080128 Physical Security Insp Rept 50-458/84-37 on 841126-29. No 
violation or deviation noted. Major areas inspected: physical 
barriers in protected & vital areas* access control it 
detection aids. Details withheld (ref 10CFR73. 21). 

CALDWELL* R. A. . EVANS* C. A. * EVERETT*R. J. Region 4. Office of 
Director. 84/12/27. Ip. 28245:359. 24X Fiche: 50-458* 84/12/28* 

8501080111. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501230256 Forwards draft status of const completion it testing items 
to be completed after fuel load. Areas include normal 
cooling water* solid radwaste sys* fuel bldg sampling sys* 
elevators & safe/alternate shutdown (SER Issue 3). 

BOOKER* J.E. Gulf States Utilities Co. 85/01/14. SCHUENCER* A. 
Licensing Branch 2. 11pp. 28512:215. 24X Fiche: 50-458* 85/01/14* 

8501230258. 


M. Antitrust correspondence 


8501110207 Forwards* for review it comment* draft "OL Antitrust Review 
For Unit 1 of River Bend Nuclear Station* Finding of No 
Significant Change. " W/o end. Related correspondence. 

VOGLER*B. H. Hearing Branch 2. #185 021. 85/01/09. CUTLER* M, 

Justice* Dept. of. Ip. 28310:331. 24X Fiche: 50-458. 85/01/09* 

8501110207. 


Q. Inspection reports* IE Bulletins it correspondence 


8501070076 Forwards partial response to IE Bulletin 84-03* "Refueling 
Cavity Water Seal. " Addl info addressing Items 4 & 6 will be 
provided by 850201. Summary of evaluation will be provided in 
final rept. 

BOOKER* J.E. Gulf States Utilities Co. 84/11/19. MARTIN* R. D. 
Region 4* Office of Director. 4pp. 28204:358. 24X 

Fiche: 50-458* 84/11/19* 8501070076. 


8501070277 Informs that no defective matl or equipment mfg by 
Ray Miller* Inc procured for use in nonsafety-related sys* 
per IE Bulletin 83-07 re fraudulent products sold by 
Ray Mi Her* Inc. 

BOOKER* J.E. Gulf States Utilities Co, 84/11/26. MARTIN. R. D. 
Region 4* Office of Director. 2pp. 28204:279. 24X 

Fiche: 50-458* 84/11/26* 8501070277. 


8501070047 Informs of util investigation w/QE to identify circuit 
breakers w/undervoltag e trip feature. Final response or 
status rept to IE Bulletin 83-08 will be submitted by 
850204. 

BOOKER* J.E. Gulf States Utilities Co. 84/11/30. MARTIN. R. D. 
Region 4, Office of Director. 2pp. 28204:305. 24X 

Fiche; 50-458* 84/11/30* 8501070047. 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

grace* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21* 8412190503. 


8501020276 Forwards Insp Rept 50-458/84-38 on 841203-07 & notice of 
deviation. 

JOHNSON* E.H. Region 4* Office of Director. 84/12/27. CAHILL* W. J. 
Gulf States Utilities Co. 2pp. 28142:235. 24X 

Fiche: 50-458* 84/12/27* 8501020276. 


8501020278 Notice of deviation from insp on 841203-07. 

* Region 4* Office of Director. 84/12/27. Ip. 28142:237. 24X 

Fiche: 50-458* 84/12/27* 8501020276. 


•8501020281 Insp Rept 50-458/84-38 on 841203-07. Deviation noted : fai 1 ore 
to meet FSAR commitments for standby diesel generator 
preoperational tests. 

HARBUCK* C. C. * JAUDON* J. P. Region 4* Office of Director. 84/12/27. 
5pp. 28142: 238. 24X Fiche: 50-458* 84/12/27* 8501020276. 


8501080111 Forwards Physical Security Insp Rept 50-458/84-37 on 
841126-29. No violation or deviation noted. 

JOHNSON* E.H. Region 4* Office of Director. 84/12/28. CAHILL* W. J. 

Gulf States Utilities Co. 2pp. 28245:357. 24X 

Fiche: 50-458* 84/12/28* 8501080111. 


— 8501080128 Physical Security Insp Rept 50-458/84-37 on 841126-29. No 
violation or deviation noted. Major areas inspected: physical 
barriers in protected & vital areas, access control & 
detection aids. Details withheld (ref 10CFR73. 21). 

CALDWELL* R. A. * EVANS* C. A. * EVERETT* R. J. Region 4* Office of 
Director. 84/12/27. Ip. 28245:359. 24X Fi che: 50-458* 84/12/28* 

8501080111. 


8501080285 Ack receipt of 841205 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-458/84-23. 

JOHNSON, E.H. Region 4* Office of Director. 85/01/03. CAHILL* W. J. 
Gulf States Utilities Co. Ip. 28233:174. 24X Fiche: 50-458* 

85/01/03* 8501080285. 


— 8501080290 Responds to NRC 841019 ltr re violations noted in Insp Rept 
50-458/84-23. Correct ive acti ons: programmed contents of 
periodic quality repts reviewed !c new trend chart prepared. 

CAHILL*W. J. Gulf States Utilities Co. 84/12/05. MARTIN* R. D. 

Region 4* Office of Director. 41pp. 28233:175. 24X 

Fiche: 50-458* 85/01/03, 8501080265. 


8501150208 Ack receipt of 841224 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-458/84-29. 

JOHNSON* E.H. Region 4* Office of Director. 85/01/07. CAHILL, W. J, 
Gulf States Utilities Co. Ip. 26380:289. 24X Fiche: 50-458, 

85/01/07, 8501150208. 


— 8501150214 Responds to NRC 841123 ltr re violations noted in Insp Rept 
50-458/84-29. Correct! ve actions: Proced ure ADM-0003, 

"Development* Control & Use of Procedures*" revised to 
clarify need for incorporating missing info (LATERS). 

DEDDENS*J. C. Gulf States Utilities Co. 84/12/24. MARTIN* R. D. 
Region 4* Office of Director. 4pp. 28380:290. 24X 

Fiche: 50-458* 85/01/07* 8501150208. 


8501030318 Forwards Insp Rept 50-458/84-27 on 841018-19. No violation 
or deviations noted, 

JOHNSON. E.H. Region 4* Office of Director, 84/12/19, CAHILL* W. J. 
Gulf States Utilities Co. 2pp. 28189:043. 24X 

Fiche: 50-458*84/12/19* 8501030318. 


— 8501030322 Insp Rept 50-458/84-27 on 841018-19. No violation or 
deviations noted. Major areas inspected : emergency 
organization* training* emergency response facilities it 
coordination w/offsite groups. 

MONTGOMERY* J. L. * BAIRD, J.* JAUDON, J, Region 4, Office of Director. 
84/12/14. 3pp. 28189:045. 24X Fich e: 50-458* 84/12/19* 8501030318. 


8501150382 Forwards QA Program Insp Repts 99900765/84-01,99900343/84-01 
it 99900003/84-01* for info & action. Evaluation to determine 
significance of findings re quality acceptability of 
product or svc requested, W/o end. 

JOHNSON* E.H. Region 4, Office of Director. 85/01/08. CAHILL, W. J. 
Gulf States Utilities Co. 2pp. 28379:185. 24X 

Fiche: 50-458* 85/01/08, 8501150382. 


8501250504 Forwards Insp Rept 50-458/84-33 on 841105-09. No violation or 
deviation noted. 

JOHNSON, E.H. Region 4* Office of Director. 85/01/09. CAHILL* W, J. 
Gulf States Utilities Co. 2pp. 28562:180. 24X 

Fiche: 50-458* 85/01/09* 8501250504. 


8501090681 Ack receipt of 840904 it 1116 Itrs informing NRC of steps 
taken to correct violations noted in Insp Rept 50-458/84-15. 
JOHNSON* E.H. Region 4* Office of Director. 84/12/19. CAHILL* W. J. 
Gulf States Utilities Co, Ip. 28304:356. 24X Fiche: 50-458, 

84/12719* 8501090681. 


—8 50 1090685 Responds to NRC 841005 ltr re violations notad in Insp Rept 
50-4 S8784-!'! 5. Correct ive actions: nonconformance *< disposition 
rept it GA Insp Repts Type-1 used to document (k track 
engineering approval of corrective actions. 

CAHILL*U.J. Gulf States Utilities Co. 84/11/16, MARTIN*R.O. 

Region 4, Office of Director. 3pp, 28304:357, 24X 

Fiche: 50-458, 84/12/19, 8501090681. 


— 8501250506 Insp Rept 50-458/84-33 on 841105-09. No violation or 
deviation noted. Major areas inspected : radwaste mgt 8e 
transportation activities* including organ! zatlon* audits* 
liquid it gaseous radwaste sys. 

HOLLEY* W.L.* BAER, R. * MURRAY* B. Region 4* Office of Director. 
85/01/07. 9pp. 28562:182. 24X Fi ch e ; 50-458* 85/01 /09* 8501250504, 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp, 28537:127, 24X Fiche: 50-000* B5/01/10* 8501070401. 
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S501080502 IE Info Notice 85-002. "Improper Installation & Testing of 
Differential Pressure Transmitters. '* Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post B30103). 85/Oi/ll. Consolidated Edison Co. of New 

York. Inc. 109pp. 28537:193. 24 X Fich e; 50-000. 85/01/1 1. 8501080502. 


8501100655 IE Info Notice 85-003. "Separation of Primary Reactor 
Coolant Pomp Shaft & Impeller. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc, 103pp. 28490:226. 24X Fi ch e: 50-000. 85/01/15. 8501 100655. 


8501230221 Forwards Insp Rept 50-458/84-36 on 851126-30 Sc notice of 
violation. Insp provided more in-depth review Sc evaluation of 
findings from Const Appraisal Team Insp Rept 50-458/84-23, 

JOHNSON. E.H. Region 4, Office of Director. 85/01/16. CAHILL. W.J. 
Gulf States Utilities Co. 2pp. 28515:266. 24X 

Fiche: 50-458, 85/01/16. 8501230221. 


— 8501230227 Notice of violation from insp on 841126-30. 

* Region 4. Office of Director. 85/01/16. 2pp. 28515:268. 24X 

Fiche: 50-458. 85/01/16. 8501230221. 


— 8501230237 Insp Rept 50-458/84-36 on 841 126-30. Violation noted; failure 
to review aspects of QA program adeq.uately. design not 
adequately controlled Sc pipe restraints Sc supports not 
inspected in accordance u/design requirements. 

MCNEILL, W. N. . JAUDON. J. P. Region 4. Office of Director. 85/01/09. 
24pp. 28515:270. 24X Fiche: 50-458. 85/01/16, 8501230221. 


8501230319 Forwards Insp Rept 50-458/84-28 on 840926-1221 Sc notice of 
violation, 

JOHNSON. E.H. Region 4, Office of Director. 85/01/16. CAHILL. W. J. 
Gulf States Utilities Co, 2pp. 28508: 139. 24X 

Fiche: 50-458. 85/01/16. 8501230319, 


— 8501230324 Notice of violation from insp on 840926-1221. 

* Region 4, Office of Director, 85/01/16. 3pp. 28508: 141, 24X 

Fiche: 50-458. 85/01/16, 8501230319. 


—8501230333 Insp Rept 50-458/84-28 on 840926-1221. Violation noted: 
inadequate QA audit program Sc inadequate control of QA audit 
records. 

FARRELL. R. E. . JAUDON. J. P. Region 4. Office of Director. 85/01/09. 
9pp. 28508:144. 24X Fiche: 50-458, 85/01/16. 8501230319. 


8501230425 Ack receipt of 850107 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-458/84-31. 

JOHNSON. E.H. Region 4, Office of Director. 85/01/16. CAHILL, W. J. 

- Gulf States Utilities Co. 2pp. 28511:126. 24X 
Fiche: 50-458. 85/01/16. 8501230425. 


— 8501230427 Responds to NRC 841207 Itr re violations noted in Insp Rept 
50-458/84-31. Corrective actions; master punch list Item 1 
added for Boundary Identification Package SVV. 000. 

"Automatic Depressurization Sys. " 

CAHILL. W.J. Gulf States Utilities Co. 85/01/07. MARTIN. R.D. 

Region 4. Office of Director. 4pp. 28511:128. 24X 

Fiche; 50-458. 85/01/16,8501230425. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. “ Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103), 85/01/17, Consolidated Edison Co. of New 

York. Inc. 109pp. 28613:169. 24 X Fich e: 50-000. 85/01/17. 8501 160196. 


8501280390 Inforttts that, in light of pending issuance of followup insp 
rept in in consultation w/J Milhoan.addl info re Integrated 
Design Insp Rept 50-458/84-18 it followup activities will be 
provided by 850215, 

BOOKER, J.E, Gulf States Utilities Co. 85/01/18. DEYOUNG. R. C. 
Director's Office. Office of Inspection and Enforcement. Ip. 

28565: 301. 24X Fiche; 50-458. 85/01/18. 8501280390. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN. E. L. Division of Efsergency Preparedness Sc Engineering 
Response (Post 8(^1031. 85/01/23, Consolidated Edison Co. of New 

York, Inc. 108pp. 28692: 186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Irifo Notice 85-006> “Contamination of Breathing Air 
Sys. " Svc list ;eT)cI." 

JORDAN. E, L. D'iyisiorj of Emergency Preparedness Sc Engineering 
Response (Post 83O103>> ^/01/23. Consolidated Edison Co. of New 

York. Inc, 109, 2869?: 001. 24 X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 65—007, "Contaminated Radiography Source 
Shipments." Svc list qnd. 

GRACE. J. N. Division of QA. Safeguards Sc Insp Programs 

(8301 03-85021 2>. 85/01/29. Consolida ted Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29. 8501250352. 


S. Reportable occurrences. LERs Sc related correspondence 


8501240567 Interim Deficiency Rept DR-264 re physical separation 
between Div I Sc Div II panel wiring in GE supplied Remote 
Shutdown Panel C61-P001. Next rept anticipated by 850301, 

BOOKER. J.E. Gulf States Utilities Co. 85/01/09. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28543:355. 24X 

Fiche; 50-458. 84/01/09. 8501240567. 


8501280206 Corrected final Deficiency Rept DR-171 re possible failure 
of Robertshaw thermostatic flow control valves on TDI 
standby diesel generators. Item not reportable per 
10CFR50. 55(e). 

BOOKER. J.E. Golf States Utilities Co. 84/07/16. COLLINS. J. T. 
Region 4. Office of Director. Ip. 28615:024. 24X 

Fiche: 50-458. 84/07/16. 8501280206. 


S501080353 Corrected interim Deficiency Rept DR-1S2 re Limitorque 
motor operator failure on feedwater isolation valve. Next 
rept will be provided by 850130. 

BOOKER. J.E. Gulf States Utilities Co. 84/11 /OS. MARTIN. R. D. 

Region 4. Office of Director. Ip. 28245:262. 24X 

Fiche: 50-458, 84/11/08. 8501080353. 


8501080550 Corrected interim Deficiency Rept DR-236 re piston wrist 
pins in TDI-supplied standby diesel generator. Next rept will 
be provided by 850117. 

BOOKER. J.E. Gulf States Utilities Co. 84/11/28. MARTIN. R. D. 
Region 4, Office of Director. Ip. 28244:362. 24X 

Fiche; 50-458. 84/11/28. 8501 080550. 


8501020491 Final Deficiency Rept DR-262 re starting & field flashing 
circuitry of TDI standby diesel generators. Initially 
reported on 841108. Condition not reportable under 
10CFR50. 55(e). 

BOOKER. J.E, Gulf States Utilities Co. 84/12/10. MARTIN. R. D. 
Region 4. Office of Director. 2pp. 28168:323. 24X 

Fiche: 50-458. 84/12/10. 8501020491. 


8501080S78 Interim Deficiency Rept DR-265 re TDI-supplied shielded 
cables in excitation cabinets of standby diesel generators. 
Initially reported on 8411 13. Wiring changed. Next rept will 
be submitted by 850214. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/12. MARTIN. R. D. 
Region 4. Office of Director. 3pp. 28244:292. 24X 

Fiche: 50-458. 84/12/12. 8501080578. 


8501280192 Corrected Interim Deficiency Rept DR-265 re deteriorated 
shielded cables in TDI standby diesel generator excitation 
cabinets. Initially reported on B41 1 13. Wiring changed. Next 
rept will be submitted by 850214. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/12, MARTIN. R. D. 
Region 4. Office of Director. 3pp. 28614:312. 24X 

Fiche; 50-458. 84/12/12. 8501280192. 


850X080021 Interim Deficiency Rept DR-246 re linear indication on 
BF Shaw shop weld found during preservice insp of spool 
piece for RHR sys. Next rept will be submitted by 850320. 

BOOKER. J. E. Gulf States Utilities Co. 84/12/18. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28245:362. 24X 

Fiche: 50-458. 84/12/18. 8501080021. 


8501080133 Interim Deficiency Rept DR-179 re test loop diagrams used to 
perform continuity checks of Category I instrumentation & 
control circuits. Next rept will be submitted by 850228, 

BOOKER. J. E. Gulf States Utilities Co, 84/12/18. MARTIN. R. D. 

Region 4. Office of Director. Ip. 28245:340. 24X 

Fiche: 50-458, 84/12/18. 8501080133. 


8501080669 Interim Deficiency Rept DR-247 re fabrication of pipe anchor 
clamps. Next rept will be provided by 850320. 

BOOKER. J.E. Gulf States Utilities Co. 84/12/18. MARTIN, R. D. 

Region 4. Office of Director. Ip. 28244:068. 24X 

Fiche: 50-458, 84/12/18. 8501080669. 


8501080147 Final Deficiency Rept DR-221 re fire deck wall thickness 
of cylinder heads of standby diesel generators supplied by 
TDI. Initially reported on 841119. Cyl inder heads replaced. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/19. MARTIN. R. D, 
Region 4, Office of Director. 3pp. 28245:328. 24X 

Fiche; 50-458, 84/12/19. 8501080147, 


B501080369 Final Deficiency Rept DR-220 re TDI standby diesel generator 
cylinder head valve seats. Initially reported on 841119. 

Cylinder heads replaced. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/19. MARTIN. R. D. 

Region 4. Office of Director. 3pp. 28245:264. 24X 

Fiche: 50-458. 84/12/19. 8501080369. 
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B5010S0465 Final Deficiency Rept DR-207 re cold soldered joints & 
unsoldered uires in eight auxiliary trip assemblies supplied 
by GE for neutron &/or process radiation. Condition not 
reportable per 10CFR50. 55<e). Nonconformance rept issued. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/19. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28245:289. 24X 

Fiche: 50-458, 84/12/19. 8501080465. 


8501080575 Final Deficiency Rept DR-230 re air start valve of Cylinder 
8 of TDI Standby Diesel Generator 1EGS*EG1A. Initially 
reported on 841119. Entire air start assembly replaced in 
accordance ui/manufacturer instructions. 

BOOKER, J.E. Golf States Utilities Co. 84/12/19. MARTIN. R. D. 

Region 4, Office of Director. 3pp. 28245; 138. 24X 

Fiche; 50-458. 84/12/19, 8501080575. 


8501080668 Final Deficiency Rept DR-174 re inadequate sizing of skeued 
angle fillet melds mfg by Reactors Controls. Inc for four 
support members mithin mul ti-f unction support structure for 
scram header. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/19. MARTIN, R. D. 

Region 4. Office of Director. Ip. 28244:069. 24X 

Fiche: 50-458. 84/12/19. 8501080668. 


8501080183 Interim Deficiency Rept DR-175 re HPCS diesel batteries 
supplied by GE. Next rept mill be submitted by 850227. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/20. MARTIN, R. D. 
Region 4. Office of Director. Ip. 28246:216. 24X 

Fiche; 50-458. 84/12/20. 8501080183. 


8501080357 Interim Deficiency Rept DR-203 re arc strikes on interior 
surface of seven of eight air start receiver tanks on 
standby diesel generators supplied by TDI. Next rept mill be 
submitted by 850110, 

BOOKER, J.E. Gulf States Utilities Co. 84/12/20. MARTIN. R. D. 
Region 4. Office of Director. Ip. 28245:263. 24X 

Fiche: 50-458. 84/12/20, 8501080357. 


8501080398 Interim Deficiency Rept DR-243 re installation of Pacific 
Scientific snubbers (PSA 10) & Bergen Paterson clamps 
<PT 1001-15). Next rept mill be provided by 850122. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/20. MARTIN, R.D. 
Region 4, Office of Director. Ip. 28245:252. 24X 

Fiche; 50-458. 84/12/20, 8501080398. 


8501080428 Interim Deficiency Rept DR-225 re motor torque specified for 
motor operated valves supplied by Velan Engineer ing. Ltd. Next 
rept mill be provided by 850121. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/20. MARTIN, R. D. 

Region 4, Office of Director. Ip. 28245:230. 24X 

Fiche; 50-458. 84/12/20, 8501080428. 


8501080568 Final Deficiency Rept DR-235 re 178 vertical B series 
spliced cadmelds. Cadmelds mere visually inspected & found 
acceptable & exceeding min tensile strength requirements. 
Condition not reportable per 10CFR50. 55(e). 

BOOKER, J.E. Gulf States Utilities Co. 84/12/20. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28244:291. 24X 

Fiche: 50-458. 84/12/20, 8501080568. 


6501080436 Interim Deficiency Rept DR-177 re installation, design mfg 
of coaxial & instrumentation cable for neutron monitoring 
sys. Next rept mill be provided by 850111. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/21. MARTIN, R. D. 

Region 4, Office of Director. Ip. 28245:243. 24X 

Fiche; 50-458. 84/12/21, 8501080436. 


8501090266 Formards revised program plan for evaluating & testing TDI 
Div I & II standby diesel generators tk data on insps & 
testing performed to date. 

BOOKER, J.E, Gulf States Utilities Co, 84/12/21. DENTON. H. R. 

Office of Nuclear Reactor Regulation. Director. Ip, 28254:280. 24X 

Fiche: 50-458. 84/12/21. 8501090264, 


— 8501090273 Revised program , plan fff evaluating & testing TDI Div I & II 
standby diesel generators. 

a Gulf States Utilities Co. 84/12/21. 141pp. 28254:281. 24X 

Fiche: 50-458.84/12/21, 8501090266. 


8501020360 Formards final design reviem ft quality evaluation rept for 
TDI diesel generators installed at facility. Recommendations 
re component maint & surveillance outlined in App II of 
rept. N/o end, 

DEDDENE^J. C. Gulf States Utilities Co. 84/12/24. DENTON, H. R. 

Office of Nuclear Reactor Regulation. Director. Ip, 28160:161, 24X 

Fiche; 50-’4S8. 84/12/24, 850102036Q. 


850102034Q FQwards final design review & quality evaluation rept for 
TDT diesei generators installed at facil ity. Recommendations 
re coiT^onent maint Sc surveillance outlined in App II of 
rept. N^o : end. 

DEDDENS.J. C. Gulf States Utilities (Jo,^ 84/12/24. DENTON, H. R. 

Office of Nudeer Reactor Regulation. Director. 2pp. 28160: 161. 
24X Fiche: 50-458. 84/12/24. 8501020360. 


— 8501030172 Vols I-IV of "TDI Diesel Generator Design Reviem & Quality 
Revalidation Rept. " 

DEESE. R. J. . RAY. C. L. TDI (Transamerica Delaval, Inc.) Omners 
Group. 84/12/31. S53pp. 28160:163. 24X Fiche; 50-458, 84/12/24, 

8501020360. 


8501080392 Final Deficiency Rept DR-172 re rupture of jacket water 
shroud for standby diesel generator A supplied by TDI. 

Initially reported on 841119. Permanent repair of damaged 
jacket mater shroud mill be made prior to fuel load. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/26. MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28245:249. 24X 

Fiche: 50-458, 84/12/26, 8501080392. 


8501080491 Final Deficiency Rept DR-151 re partial penetration melds 
for square groove, butt-melded joints on HUAC saf ety-related 
ductmork. Initially reported on 841126. Field meld technique 
sheet revised to indicate full penetration meld. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/26. MARTINiR.D. 
Region 4, Office of Director. 3pp. 28245:232. 24X 

Fiche: 50-458, 84/12/26, 8501080491. 


8501080495 Interim Deficiency Rept DR-266 re installation of clamp ears 
ft snubber end paddle melds supplied by Bergen-Paterson. Next 
rept mill be submitted by 850220. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/26. MARTIN, R. D. 

Region 4, Office of Director. Ip. 28245:231. 24X 

Fiche: 50-458, 84/12/26, 8501080495. 


8501080478 Interim Deficiency Rept DR-18S re hubs on socket weld 
flanges supplied by West Jersey Mfg Co. Next rept mill be 
submitted by 850131. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/27. MARTIN,R. D. 
Region 4, Office of Director. Ip. 28245:286. 24X 

Fiche: 50-458, 84/12/27, 8501080478. 


8501090402 Interim Deficiency Rept DR-267 re optical isolators supplied 
by GE. Next rept mill be provided by 850228. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/28. MARTIN, R. D. 

Region 4, Office of Director. ip. 28277:226. 24X 

Fiche: 50-458, 84/12/28, 8501090402. 


8501090691 Interim Deficiency Rept DR-268 re Rosemount trip units 
supplied by GE. Next rept mill be provided by 850228. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/28. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28301:361. 24X 

Fiche: 50-450, 84/12/2B, 8501090691. 


8501140501 Final Deficiency Rept DR-232 re insulation for motors of 
valves supplied by Velan Engineering, Ltd. Initial ly reported 
on 841 128. Motor operators will be interchanged by Limitorque 
representative. 

BOOKER, J.E. Gulf States Utilities Co. 84/12/28. MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28376:314. 24X 

Fiche: 50-458, 84/12/28, 850H40501. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY, C. L. TDI (Transamerica Delaval, Inc.) Omners Group. 85/01/02. 
DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


8501140485 Final Deficiency Rept DR-220 re cylinder heads of engine 
cylinders of standby diesel generators supplied by TDI. 

Initially reported on 841203. Cyl inder heads replaced w/new 
valve assemblies. 

BOOKER, J. E. Gulf States Utilities Co. 85/01/02. MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28377:194. 24X 

Fiche: 50-458, 85/01/02, 8501140485. 


8501140494 Final Deficiency Rept DR-195 re insulation for motors of 
valves supplied by Velan Engineering Ltd. Initially reported 
on 841203. Motors mill be replaced when qualified life of 
5 yrs expires. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/02. MARTIN,R.D. 
Region 4, Office of Director. 3pp. 28376:311. 24X 

Fiche: 50-458, 85/01/02, 8501140494. 


8501240532 Final Deficiency Rept DR-231 re roundness of cylinder lines 
in excess of manufacturer tolerance limits for TDI Standby 
Diesel Generator lEOSsEGlA. Initially reported on 841204. 

Defective liners replaced. Diesel generator inspected. 

BOOKER, J.E, Gulf States Utilities Co. 85/01/03. MARTIN, R. D. 

Region 4, Office of Director. 3pp. 28553:340. 24X 

Fiche: 50-458, 85/01/03, 8501240532. 


8501240596 Final Deficiency Rept DR-259 re split terminal blocks mfg by 
Underwriter Safety Device Co. Details provided re 
incorporation of brackets in all motor control etr cubicles 
containing terminal blocks. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/03. MARTIN, R. D. 

Region 4, Office of Director. 3pp, 28553:358. 24X 

Fiche: 50-458^ 85/01/03> 8501240596. 
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8501160465 Interim Deficiency Rept DR-271 re containment penetrations 
for RTD circuits supplied by Conax Corp. Next rept will be 
submitted by 850207. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/07. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28420:072. 24X 

Fiche: 50-458, 85/01/07, 8501160465. 


8501160482 Interim Deficiency Rept DR-270 re penetration pipe & 
restraint lugs of nonradial restraints in shield bldg wall. 
Next rept will be submitted by S50213. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/07. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28420:085. 24X 

Fiche: 50-458, 85/01/07, 8501160482. 


8501170010 Interim Deficiency Rept DR-272 re piping for reactor 
recirculation sys. Next rept will be submitted by 850226. 
BOOKER, J.E. Gulf States Utilities Co. 85/01/07. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28445: 168. 24X 

Fiche: 50-458, 85/01/07, 8501170010. 


8501240592 Final Deficiency Rept DR-228 re cylinder head valves in 
standby diesel generators supplied by TDI. Initially reported 
on 841206. Defective valves on 1EGS«E01A replaced w/ 
equivalent acceptable valves. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/07. MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28553:361. 24X 

Fiche: 50-458, 85/01/07, 8501240592. 


8501280074 Revised final Deficiency Rept DR-191 re improperly sixed 
Gould Buchanan stacking terminal blocks for power cables. 

Blocks removed & scrapped. Util notified Gould of conditions 
requesting investigation to prevent recurrence. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/08. MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28614: 192. 24X 

Fiche: 50-458, 85/01/08, 8501280074. 


8501240574 Interim Deficiency Rept DR-184 re shop weld on BF Shaw, Co 
support trunnion. Next rept anticipated by 850214. 

BOOKER. J.E. Gulf States Utilities Co. 85/01/09. MARTIN, R. D. 
Region 4. Office of Director. Ip. 28553:343. 24X 

Fiche: 50-458, 85/01/09, 8501240574. 


8501240583 Fi.nal Deficiency Rept DR-227 re push rod sockets (cups) in 
intermediate rocker assemblies of standby diesel generators 
supplied by TDI. Initially reported on 841210. Deficient push 
rod sockets replaced. 

BOOKER. J.E. Gulf States Utilities Co. 85/01/09. MARTIN, R. D. 
Region 4, Office of Director. 3pp, 28543:356. 24X 

Fiche: 50-458, 85/01/09. 8501240583. 


8501280064 Revised final Deficiency Rept DR-172 re rupture of jacket 
water shroud for Standby Diesel Generator A supplied by TDI. 
General Flush Procedure 1-GFP-l revised. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/09. MARTIN, R, D. 
Region 4, Office of Director. 3pp. 28615:027. 24X 

Fiche: 50-458, 85/01/09, 8501280064. 


8501240563 Interim Deficiency Rept DR-273 re relocation of four 
Rosemount pressure transmitters. Next rept anticipated by 
850228. 

BOOKER, J.E. Gulf States Utilities Co, 85/01/10. MARTIN, R. D. 
Region 4, Office of Director, Ip. 28543:354. 24X 

Fiche; 50-458, 85/01/10, 8501240563. 


8501240616 Final Deficiency Rept DR-173 re shop radiographs for welds 
on main steam pipe elbows supplied by G£. Welds 
reradiographed after weld ripple ground. Item not reportable 
per 10CFR50. 55(e). 

BOOKER, J.E. Gulf States Utilities Co. 85/01/10. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28554:172. 24X 

Fiche: 50-458, 85/01/10, 8501240616. 


8501250584 Final Deficiency Rept DR-203 re arc strikes & weld spatter 
on interior of four diesel starting airtanks supplied by 
TDI. Air start sys adequate to perform safety function. 

Condition not reportable under 10CFR50. 55(e}. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/10. MARTIN, R. D. 
Region 4, Officq of Director. Ip. 28561:271. 24X 

Fiche: 50-458,85/01/10, 850121^584. 


8501250601 Final Deficiency Rept DR-75 re error in GHOSH-WILSON 
computer bi^ograot. initially reported on 841211, Program 
c orrected. Hardware mods resulting from reanalysis listed. 
BDOKER,J.E. Gulf States Utilities Co. 85/01/10. MARTIN, R. D. 
Region 4, Office of Director. 4pp. 28561:286. 24X 

Fiche: 50-458,85/01/10, 8501250601. 


8501280092 Interim Deficiency Rept DR-156 re GE conductivity cells It 
indicators. Next rept will be provided by 850226. 

BOOKER, J,:E. Golf States UtUities Co. 85/01/10. MARTIN, R. D. 
Region 4, Office of Director. Ip, 28614:199. 24X 

Fiphe: 50-458, B5/01/L0, S50i280692. 


8501290031 Final Deficiency Rept OR-177 re design, mfg & installation of 
Rockbestos coaxial & instrumentation cable for neutron 
monitoring sys. Initial ly reported on 841109. Cable lengths in 
excess of 500 ft designated acceptable. 

BOOKER, J.E. Gulf States Utilities Co. 85/01/11. MARTIN, R. D. 

Region 4, Office of Director. Spp. 28639:256. 24X 

Fiche: 50-458,85/01/11, 8501290031. 


8501250599 Final Deficiency Rept DR-168 re stainless steel welds 
repaired w/filler metal in excess of 1/16-inch d iameter. Item 
not reportable per 10CFR50. 55( e ). 

BOOKER, J.E. Gulf States Utilities Co. 85/01/14. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28561:230. 24X 

Fiche; 50-458, 85/01/14, 8501250599. 


8501290039 Final Deficiency Rept DR-193 re post-LOCA passive failure 
in ECCS suction line in auxiliary bldg crescent area. 

Initially reported on 841214. Suppression pool pumpback sys 
installed to detect & control effects of post-LOCA failures. 
BOOKER, J.E. Gulf States Utilities Co. 85/01/14, MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28639:264. 24X 

Fiche: 50-458, 85/01/14, B501290039. 


8501300538 Final Deficiency Rept DR-185 re piping design for RCIC sys 
vacuum breaker lines. Piping design meets allowable stresses 
for normal, upset, emerg ency & faulted conditions. Item not 
reportable per 10CFR50. 55(e). 

BOOKER, J.E. Gulf States Utilities Co. 85/01/16. MARTIN, R. D. 
Region 4, Office of Director. Ip. 28677:146. 24X 

Fiche: 50-458, 85/01/16, 8501300538. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metaj bowl. 

BOYER, R.E. Transamerica Delavali Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. Spp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


8501310427 Documents 850124 meeting between NRC & util representatives 
in Region IV ofes re status of implementation of NUREG-0737 
items, completed deficiency repts Zt forthcoming update of 
Chapter 13 of FSAR. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/25. CAHILL, W. J. 
Gulf States Utilities Co. Ip. 28656:160. 24X Fiche: 50-458, 

85/01/25, 8501310427. 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A. Application/construction stage documents 8e correspondence 


8501300186 Requests meetings w/NRC on 850123 & 24-25 to discuss 
hydrogen control program plan 8c acceptance criteria Sc obtain 
approval of program plan concept & philosophy. Meeting agenda 
end. 

HOBBS, S.H. Hydrogen Control Owners Group. 85/01/08. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. Spp. 28642:199. 
24X Fiche: 50-000. 85/01/08, 8501300186. 


8501300612 Notification of 850130 meeting w/Hydrogen Control Owners 
Group in Bethesda.MD to discuss hydrogen generation rates. 

STAHLE, C. Licensing Branch 4. 85/01/24. ADENSAM, E. G. Licensing 

Branch 4. 6pp. 28672:342. 24X Fiche: 50-000, 85/01/24, 8501300612. 


S. Reportable occurrences, LERs 8c related correspondence 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY,C. L. TDI (Transamerica Delaval, Inc.) Owners Group. 85/01/02. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202: 058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22, Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents Zt correspondence 


8501230060 FOIA request for documents te mothballed nuclear power 
reactors. 

BELL, N. Nuclear Information 8, Resource Service. 84/06/01. 

FELTON, v).M. Division of Rules and Records. 2pp. 28525:323. 24X 

Fiche: 50-460, 84/06/01, 8501230Q6Q, 



DOCKETED ITEMS 


8501230064 Partial response to FOIA request for documents re mothballed 
nuclear pouter reactors. Forwards App A documents. Documents 
also available in PDR. Search for addl documents continuing. 

FELTON I J. M. Division of Rules and Records. 84/06/28. BELL> N. 
Nuclear Information & Resource Service. 2pp. 28525:325. 24X 

Fiche; 50-397, 84/06/28, 8501230064. 


— 8501230069 Forwards updated const status repts as of 830930. One 
oversize figure end. Aperture card available in PDR. 

SORENSEN, G. C. Washington Public Power Supply System. 83/10/23. 
HARTFIELD, R. A. Office of Resource Management, Director. 5pp. 
28525:327. 24X Fiche: 50-397, 84/06/28, 8501230064. 


8501240346 FOIA request for responses to BK Cohen 840720 request for 
documents re plaintiffs in In Re WPPSS Securities 
Litigation. 

COHEN,D. N. Wachtell, Lipton, Rosen & Katz. 84/07/23. FELTON, J. M. 
Division of Rules and Records. Ip. 28537:358. 24X 

Fiche: 50-397, 84/07/23, 8501240346. 


8501300125 Final response to FOIA request for documents re const 
appraisal team insp conducted in 1983 w/exception of final 
insp rept & documents available per previous requests. 

Forwards list of documents maintained by Region V. 

FELTON, J. M. Division of Rules and Records. 84/07/23. BELL, N. 
Nuclear Information & Resource Service. 15pp. 28675:207. 24X 

Fiche: 50-460, 84/07/23, 8501300125. 


8501240330 FOIA request for NRC response to BK Cohen 840720 FOIA 
request for documents re permitting, licensing & other 
matters concerning fac i 1 ities. Documents responsive to Cohen 
request not currently required. 

KLEIN, 0.0. Syrdal, Danelo, Klein & Myre. 84/07/27. FELTON, J. M. 
Division of Rules and Records. Ip. 28556:356. 24X 

Fiche: 50-397, 84/07/27, 8501240330. 


8501240364 FOIA request for NRC responses to BK Cohen 840720 FOIA 
request on behalf of all plaintiffs re WPPSS ' 

Securities Litigation. BK Cohen 840720 FOIA request end. 

NOBLE, P.B. Helsell, Fetterman, Martin, Todd «< Hokanson. 84/07/27. 
FELTON, J.M. Division of Rules and Records. Ip. 28630:153. 24X 

Fiche: 50-397, 84/07/27, 8501240364. 


8501280440 Partial response to FOIA request for 12 categories of 
documents re facility including, LWAs, CPs, design, engineering 
8( const, ASLB it Commission rul ings, f inane ing & antitrust 
agreements. App A documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/08/06. COHEN, B. K. 
Meredith Cohen, P. C. 3pp. 28637:321. 24X Fiche: 50-000, 84/08/06, 

8501280440. 


6501080427 Summary of 840925 mgt meeting w/util, Coalition for Safe 
Power $c Public Sve of New Hampshire in Bethesda, MD re status 
& project completion plans. Util established plant 
preservation & maint program. Attendance list end. 

NERSES, V. Licensing Branch 3. 84/12/13. Licensing Branch 3. 

35pp. 28273:292. 24X Fiche: 50-460, 84/12/13, 8501080427. 


8501020238 Provides specific plans for responding to Generic Ltr 81-21 
re natural circulation cooldown, per 841114 meeting. Specif ic 
plant responses to generic ltr expected by 850201. 

HOSLER, A. G. Babcock it Wilcox Operating Plants Owners Group. 

84/12/14. KADAMBI,N. P. NRC - No Detailed Affiliation Given. Ip. 
28143: 266. 24X Fiche: 50-000, 84/12/14, 8501020238. 


8501080107 Advises of fees resulting from review of OL applications. 
Invoice will be sent, per 10CFR170. 

MILLER, W. 0. License Fee Management Branch. 84/12/28. MAZUR, D. W. 
Washington Public Power Supply System. Ip. 28269:361. 24X 

Fiche: 50-460, 84/12/28, 8501080107. 


8501150375 Informs that, upon const restart, util will begin process of 
selecting between intermittent head venting & continuous 
venting for natural circulation cooldown, per 841214 it 831104 
responses to Generic Ltr 81-21. 

SORENSEN, G. C, Washington Public Power Supply System. 85/01/07. 
ADENSAM, E. 0. Licensing Branch 4. Ip. 28379:118. 24X 

Fiche: 50-460, 85/01/07, 8501150375. 


0. Adjudicatory correspondence 


8501100732 Submits applicant fifth quarterly status rept re const 
activities at faci lity. Change in level of activity during 
next several leonths not anticipated, W/o end. Related 
coTTaspo^denca. 

REYNOLDB^IiSv Bishop, Liberman, Cook, Purcell it Reynolds, #185 007. 

80/01/02. GROSSMAN, H., BRIGHT, G. 0. , HARBOUR, J. Atomic Safety and 
Licensing Board Panel, Ip. 28308:264. 24X Fiche: 50-460, 85/01/02, 

8501100732 , 


I. Financial information 


8409040220 Responds to FOIA request for 12 categories of documents re 
WPPSS. Forwards box of financial files. Review for addl 
records subj to request continuing. 

FELTON, J.M. Division of Rules and Records. WPPSS. 84/08/24. 

COHEN, B.K. Meredith & Cohen, P. C. Ip. 27060:004. 24X 

Fiche; 50-000, 84/08/24, 8409040220. 


— 8410030190 Confirms status of contractual & financial arrangements. 
Requests consideration of financial qualification be 
deferred. 

STRAND, N. 0. Washington Public Power Supply System. WPPSS 021A. 
75/10/22. BOYD, R. Division of Reactor Licensing (NRR-1975 only). 
3pp. 27062: 077. 24 X Fiche: 50-000, 94/ 08/24, 8409040220. 


Q. Inspection reports, IE Bulletins fc correspondence 


8501160145 Responds to IE Bulletin 84-03 re refueling cavity water 
seal. Complete evaluation of potential for refueling cavity 
water seal failure will not be provided due to current const 
deferral status. Item will remain open. 

ROOT,R. W. Washington Public Power Supply System. 84/12/27. 
MARTIN, J.B. Region 5, Office of Director. Ip. 28414:232. 24X 

Fiche: 50-460. B4/12/27, 8501160145. 


S. Reportable occurrences, LERs & related correspondence 


8501070470 Final deficiency St Part 21 rept re method of heat treating 
piston skirts installed in engines. Initially reported on 
841119. Defective spare piston skirts will be shipped to TDI 
for stress relief operation. 

ROOT, R. W. Washington Public Power Supply System. 84/12/14. 

MARTIN, J.B. Region 5, Office of Director. 2pp. 28217:150. 24X 

Fiche: 50-460, 84/12/14, 8501070470. 


8501020351 Forwards justification re use of TDI diesel generators as 
emergency backup power supply, per NRC request. 

SORENSEN, G. C. Washington Public Power Supply System. 84/12/20. 
ADENSAM, E.Q. Licensing Branch 4. 27pp. 28157:018. 24X 

Fiche: 50-460, 84/12/20, 8501020351. 


—8501020356 "Qualification Test for Delaval Engine Generator Set. '' W/11 
oversize strip charts. Aperture cards available in PDR. 

BARICH, J. J. Transamerica Delaval, Inc. 79/03/20. 956pp. 

28157:044. 24X Fiche: 50-460, 84/12/20, 8501020351. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY, C. L. TDI (Transamerica Delaval, Inc, ) Owners Group. 85/01/02. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 16pp. 
28202:058. 24X Fiche: 50-000, 85/01/02, 8501070285. 


8501230198 Final Part 21 rept re defective valve operators. Initially 
reported on 841030. Control valve failures resulted from 
hydraulic fluid contamination Sc improper maint procedures 
which allowed aeration of hydraulic fluid. 

ERLACH, F.U. Paul-Munroe Hydraulics, Inc. 85/01/15. MURLEY, T. E. 
Region 1, Office of Director. 6pp. 28515:349. 24X 

Fiche: 50-000,85/01/15, 8501230198. 


B501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E, Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A, Application/construction stage documents it correspondence 


8501180051 FOIA r«qu»st for repts resulting from listed environ 
qualif ication of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS, O.G. JRA AssociatBS, 84/04/05. FELTON^ J. M. Division of 
Rules and Records. Ip. 28467:001. 24X Fiche: 50-000, 84/04/05, 

8501180051. 


B5QJ 180069 Partial response to FOIA request for repts resulting from 
listfd qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PBR. 

FELTON, J.n Diyislon ; of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 
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S501030120 Generic Ltr 84-24 to all licensees of operating reactors 8* 
applicants for DL re c ertif i cation of compliance to 
10CFR50. 49. "Environ Goal i fi cation of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York. Inc. ISpp. 28464:230. 24X 

Fiche: 50-000. 84/12/27, 8501030120. 


8501180150 Responds to B Kennedy questions re schedule for resubmittal 
of revised emergency operating procedure writer guide 
incorporating all changes committed to in 841024 ltr. Revised 
writer guide will be submitted by 850730. 

SPANGENBERO. F. Illinois Power Co. 85/01/09. SCHWENCER. A. 

Licensing Branch 2. Ip. 28455:020. 24X Fiche: 50-461. 85/01/09. 

8501180150, 


8501080511 Submits proposed actions on IDVP for all CY86 8f CY87 plants. 
Draft Itrs to Duquesne Light & Comm Ed requesting compliance 
w/SAR commitments S plans to incorporate corrective actions, 
respectively, end. 

DEYOUNG. R.C. Director's Office. Office of Inspection and 
Enforcement. 84/12/28. DENTON. H. R. Office of Nuclear Reactor 
Regulation. Director. 4pp. 28271:176. 24X Fiche: 50-000. 84/12/28, 

8501080511. 


8501180520 Forwards comments on 840926 detailed control room design 
review program plan, Evaluation based on NUREG-0737. 

NUREG-0700. NUREG-OBOO & Generic Ltr 83-1 8. Meet ing to discuss 
end comments requested by 850131. Proposed agenda end. 

SCHWENCER. A. Licensing Branch 2. 85/01/09. SPANGENBERG. F. 

Illinois Power Co. 22pp. 28480:338, 24X Fiche: 50-461. 85/01/09. 

8501180520. 


8501300186 Requests meetings w/NRC on 850123 & 24-25 to 
hydrogen control program plan 8c acceptance criteria 8c 
approval of program plan concept Sc philosophy. Meeting 
end. 

HOBBS. S. H. Hydrogen Control Owners Group. 85/01/08. 
Office of Nuclear Reactor Regulation. Director. 5pp. 
24X Fiche: 50-000. 85/0 1 /OS. 850 1 3001 86. 


discuss 

obtain 

agenda 

DENTON. H. R. 
28642: 199. 


8501170022 Provides info responsive to NRC concerns re voltage Sc 
current testing levels used to verify isolation capability 
for SPDS isolators. TEC Model 980-3 Sc 981-1 isolators 
acceptable for intended applications. 

SPANGENBERO, F. Illinois Power Co. 85/01/11. SCHWENCER. A. 
Licensing Branch 2. 3pp. 28426:126. 24X Fiche: 50-461. 85/01/1 1. 

8501170022. 


8501220229 Notification of 850123 meeting w/Hydrogen Control Owners 
Group in Bethesda. WD to discuss hydrogen control program for 
all Mark III plants. 

STAHLE. C. Licensing Branch 4. 85/01/15. ADENSAM. E. G. Licensing 

Branch 4. 2pp. 28520:128. 24X Fiche: 50-000. 85/01/15. 8501220229, 


8501240657 Forwards population density map for emergency planning zone. 
Map developed by ORNL using 1980 census data projections it 
must be taken as estimate. W/o end. 

HIND, J. A, Region 3. Office of Director. 85/01/14. OERSTNER, W. C. 
Illinois Power Co. Ip. 28554:307. 24X Fiche: 50-461. 85/01/14. 

8501240657. 


8501240258 Forwards addl info on app licabi lity of GE Rept NEDE-2498a-P 
on TMI Item II. D. 1 re relief Sc safety valve test 
requirements. 

SPANGENBERO. F. Illinois Power Co. 85/01/16. SCHWENCER. A. 

Licensing Branch 2. llpp, 28532:168. 24X Fiche: 50-461. 85/01/16, 

8501240258. 


8501230398 Responds to 841213 ltr transmitting list of safety 
evaluation review items. Meeting planned for Jan 1985 to 
finalize info Sc to provide responses or schedule of 
responses to questions. 

SPANGENBERO, F. Illinois Power Co. 85/01/17. SCHWENCER. A. 
Licensing Branch 2. Ip. 28511:222. 24X Fiche: 50-461. 85/01/17. 

8501230398. 


8501300612 Notification of 850130 meeting w/Hydrogen Control Owners 
Group in Bethesda. MD to discuss hydrogen generation rates. 

STAHLE. C. Licensing Branch 4. 85/01/24. ADENSAM. E. G. Licensing 

Branch 4. 6pp. 28672:342. 24X Fiche: 50-000. 85/01/24. 8501300612. 


E. NRC Safety Evaluation Report (SERI, suppls Sc correspondence 


8501020311 Forwards description of two test configurations to be tested 
in 1/10-scale Mark III encroachment test faci 1 ity. draft 
Tech Spec re Test Series 6104 encroachment test Sc milestone 
schedule for SER Confirmatory Issue 71. 

SPANGENBERG. F. Illinois Power Co. 84/12/21. SCHWENCER, A. 

Licensing Branch 2. 14pp. 28142:318. a4X Fiche: 50-461. 84/12/21. 

8501020311. 


8501170035 Forwards four oversize drawings indicating locations of 
four high range gamma monitors, per TMI Action Item II. F. 1.3. 
Submittal fulfills commitment made in Amend 11 to F8AR Sc 
described in Page 12-8 of SER. Aperture cards in PDR. 

SPANGENBERG. F. Illinois Power Co. 85/01/14, SCHWENCER. A. 
Licensing Branch 2. Ip. 28426:129. 24X Fiche: 50-461. 85/01/14. 

8501170035. 


F. Security, medical, emergency Sc fire protection plans 


8501140097 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security le 
emergency response to reduce reactor site training time. 

KEPPLER, J.G. Region 3, Office of Director. 84/12/28. GERSTNER. W. C. 

Illinois Power Co. 2pp. 28378:014. 24X Fiche: 50-461. 84/12/28, 

8501140097. 


8501160158 Forwards position paper encouraging rev to Halon 
c oncentration criterion for power generation control complex 
floor sys. Criterion of 6% Halon w/10 minute duration 
adequate. Meeting requested w/NRC during Jan 1965. 

SPANGENBERG. F. Illinois Power Co. 85/01/08, SIEGEL, B. L. Licensing 
Branch 2. llpp. 284i0: 246. 24X Fiche: 50-461. 85/01/08. 8501160158. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. .Inc. 13Bpp. 67718:161. 24X 

Fiche; 50-000^ 85/01/0?, 8501 10062 1 . 


8501230228 Forwards final "Evacuation Time Estimates for Clinton Power 
Station Plume Exposure Pathway Emergency Planning Zone. " 

Estimates revised to reflect comments received from state & 
local agencies. 

SPANGENBERG. F. Illinois Power Co. 85/01/18. SCHWENCER. A. 

Licensing Branch 2. Ip. 28516:026. 24X Fiche: 50-461. 85/01/18. 

8501230228. 


— 8501230235 "Evacuation Time Estimates for Clinton Power Station Plume 
Exposure Pathway Emergency Planning Zone. " 

# HMM Associates, Inc. 84-666. 84/12/31. 100pp. 28516:027. 

24X Fiche: 50-461. 85/01/18. 8501230228. 


G. Adjudicatory correspondence 


8501070565 Memorandum it order withdrawing Prairie Alliance Contention 
I. Concerns expressed in contention have been or could be 
resolved outside hearing process. 

CLARK. H. K. Atomic Safety and Licensing Board Panel. #185 942. 
85/01/04. Office of the Executive Legal Director. 2pp. 

28216: 332. 24X Fiche: 50-461. 85/01/04. 8501070565. 


8501300638 Notice of filing of joint stipulation. Certificate of Svc 
end. 

ZABEL, S. A. Illinois Power Co. ZABEL. S. A. Soyland Power 
Cooperative. Inc. ZABEL. S. A. Western Illinois Power Cooperative, 
Inc. #185 308. 85/01/28. 4pp. 28652: 164. 24X 

Fiche; 50-461, 85/01/28, 8501300638. 


— 8501300641 Joint stipulation re withdrawal of five subparts of 
Contention III on facility control room. 

GODDARD,R. J. Hearing Branch 3. FOY. J. M. Prairie Alliance. 
ZABEL.S. A. Illinois Power Co. 85/01/28. 18pp. 28652:168. 24X 

Fiche: 50-461, 85/01/28. 8501300638. 


8501300648 Notice of appearance in proceed ing. Certificate of Svc end. 
MCCAFFREY, J. W. Illinois. State of. #185 307. 85/01/28. 5pp. 

28650: 331. 24X Fiche: 50-461, 85/01/28. 8501300648. 


J, Insurance & indemnity information 


8501070134 Forwards Endorsement 21 to NELIA Policy NF-261. 

TURNER. C.U Illinois Power Co. 84/12/31. SALTZMAN NRC - No 
Detailed Affiliation Given. 2pp, 28204:327. 24X 

Fiche; 50-461, 84/12/31, 8501070134. 


M. Antitrust correspondence 


8501300073 Requests info re merger or planned merger of Soyland Power 
Cooperative, Inc it Western Illinois Power Cooperative, Inc per 
antitrust review of application for OL. 

REGAN. W.H. Site Analysis Branch, 85/01/16. SPANGEBERG. F. Illinois 
Power Co, Ip. 28684:281. 24X Fi c he: 50-461. 85/01/16. 8501300073. 
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Q. Inspection reports. IE Bulletins & correspondence 


8501020062 Forwards Insp Rept 50-461/84-30 on 841003-1121 & notices of 
violation & deviation. 

WARNICK, R. F. Region 3. Office of Director. 84/12/04. GERSTNER. W. C. 

Illinois Power Co. 2pp. 28155:015. 24X Fiche: 50-461. 84/12/04. 

8501020062. 


— 8501020066 Notice of violation from insp on 841003-1121. 

WARNICK. R.F. Region 3. Office of Director. 84/12/04. 2pp. 
28155: 017. 24X Fiche: 50-461. 84/12/04, 8501020062. 


— 8501020071 Notice of deviation from insp on 841003-1121. 

* Region 3, Office of Director. 84/12/04. Ip. 28153:019. 24X 

Fiche: 50-461. 84/12/04. 8501020062. 


— 8501020077 Insp Rept 50-461/84-30 on 841003-1 121 . Noncomp 1 ianc e Sc 
deviation noted: fai lure to follow procedures & failure to 
implement commitments contained in FSAR Paragraph 5. b. 

KNOP. R. C. Region 3. Office of Director. 84/12/04. 12pp. 

28135: 020. 24X Fiche: 50-461, 84/12/04, 8501020062. 


8501080094 Forwards Insp Rept 50-461/84-42 on 841126-28. No 
noneompliance noted. 

HARRISON, J. J. Region 3. Office of Director. 84/12/17. 
GERSTNER, W. C. Illinois Power Co. 2pp. 28246:176. 24X 

Fiche: 50-461.84/12/17, 8501080094. 


— 8501080101 Insp Rept 50-461/84-42 on 841126-28. No noneompliance or 
deviation noted. Major areas inspected: 10CFR50. 55<e) items, 
containment penetrations, containment structural steel 
welding records St piping weld repairs. 

WARD, K. D. . DANIELSON, D. H. Region 3. Office of Director. 84/12/14. 
6pp. 28246:178. 24X Fiche: 50-461. 84/12/17. 8501080094. 


8501070315 Responds to IE Bulletin 84-03, "Refueling Cavity Water 
Seal, " All bellows welds nondestructive! y examined Sc found 
acceptable. Gross seal failure unlikely. 

HALL. D.P. Illinois Power Co. 84/12/20. KEPPLER, J. G. Region 3, 
Office of Director. Spp. 28202:077. 24X Fiche: 50-461. 84/12/20. 

8501070315. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. " Sve list end. 

GRACE. J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. I2lpp. 28570:042. 24X Fich e: 50-000. 84/12/21. 8412190503. 


8501300674 Informs that use of preprinted ack Itr re items of 
noneompliance referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response ade(iuate. no ack Itr will be issued. 

KEPPLER. J. G. Region 3. Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp, 28677:067. 24X Fiche: 50-000, 84/12/21. 

8501300674. 


8501100206 Summary of 841206 meeting w/State of IL atty general 
in Glen Ellyn, IL re forthcoming const appraisal team insp 
efforts at facility re Contention II <QA). 

SIEGEL. B. Licensing Branch 2. 84/12/26. SCHWENCER, A. Licensing 

Branch 2. 28pp. 28355:291. 24X Fiche: 50-461. 84/12/26, 8501 100206. 


8501140097 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region 111 will conduct training in 
generic aspects of radiation safety. physical security & 
emergency response to reduce reactor site training time. 

KEPPLER. J.O. Region 3, Office of Director. 84/12/28. GERSTNER. W. C. 

Illinois Power Co. 2pp. 28378:014. 24X Fiche; 50-461. 84/12/28, 

8501140097. 


8501250553 Forwards Insp Rept 50-461/84-43 on 841203-14 notice of 
violation. 

HARRISON, J. J. Regioti 3, Office of Director. 85/01/07. 

GERSTNER, W. C. Illinois Power Co. 2pp. 28561:321. 24X 

Fiche: 50-461, 85/01/07, 8501250553. 


— 8501250556 Hotica of violation from insp on 84lSK)3>“l,4. 

HARRISON, J.U. Region 3, Of fide of Director. BS^/pl/07. Ip. 
28561:323. 24X Fiche; 50-461,85/01/07, 8501250853. 

—8501250561 Insp Rept 50-461/84-^3 on 841203-^07 fit lOf^lA. Noncomp limnee 
noted; failure to establish effective program to control 
storage 6 preservation of metl St equipment. 

tOVB, R. 8. . WILLIAMS, C. C. Region 3, Office of Director. 85/01/07. 
lOpp- 28561:324. 24X Fiche: 50-461, 85/01/07, 8501250553. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Sve list end. 

grace, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York. 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10. 8501070401. 


8501080502 IE Info Notice 85-002. "Improper Installation 8c Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co, of New 

York, Inc. 109pp. 28537:193. 24X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche; 50-000, 85/01/17. 8501 160196, 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints, " Sve list 
end, 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Sve list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fich e; 50-000, 85/01/23. 8501230236, 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Sve list end. 

GRACE. J. N. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000. 85/01/29, 8501250352. 


8. Reportable occurrences, LERs 8c related correspondence 


8501070112 Interim Deficiency Rept 55-84-14 re Baldwin Assoc QA 
vendor surveillance program. Initially reported on 840621. 

Three phase corrective action plan outlined to address 8c 
provide resolution to Corrective Action Request 173, 

HALL, D.P. Illinois Power Co. 84/12/18. KEPPLER, J. G. Regions, 
Office of Director. 4pp. 28218:319. 24X Fiche: 50-461, 84/12/18, 

8501070112. 


8501070476 Interim Potential Deficiency Rept 55-84-01 re control of 
field design changes between Sargent 8c Lundy 8c Baldwin 
Assoc, Initially reported on 840111. Investigation will be 
completed in approx 2 months. 

HALL, D.P. Illinois Power Co. 84/12/18. KEPPLER, J. G. Regions, 
Office of Director. 4pp. 28229:345. 24X Fiche: 50-461, 84/12/18, 

8501070476. 


8501020144 PNO-II 1-84-1 1 1 : on 841217, female QC inspector received 
threatening phone calls to stay out of reactor containment 
8c on 841219 was attacked by man outside home. Inspector 
reassigned. Local police notified. 

KNOP, R.C. , WARNICK, R.F. Regions, Office of Director, 84/12/20. 
Ip. 28154:218. 24X Fiche; 50-461, 84/12/20, 8501020144. 


8501100515 Amend to Final Deficiency Rept 55-83-08, clarify ing 
corrective action being taken to rework/repair 10 damaged 
guard pipe bellows assemblies. Completion of repair to 
bellows anticipated by 841231. 

HALL, D.P. Illinois Power Co. 84/12/21, KEPPLER, J. G. Regions, 
Office of Director. 2pp. 28348:216. 24X Fiche: 50-461, 84/12/21, 

8501100515. 


8501150399 Interim Deficiency Rept 55-84-13 re suppression pool temp 
monitoring ays. Addl 30 days needed to complete analysis 8c 
evaluation St provide final rept on issue. 

HALL,D. P. Illinois Power Co. 84/12/31. KEPPLER, J. G. Regions, 
Office of Director, Ip. 28414:336. 24X Fiche: 50-461, 84/12/31, 

8501150399. 


3501160319 Part jgl rept re defect in PRC 84-42 Topaz inverter low 
voltage shutoff; Initially reported on 841006. GE initiating 
field disposition instruction for implementing corrective 
action, 

HALL, DP. Illinois Power Co. 85/01/02. KEPPLER, J. G. Regions, 
Office of Director. 2pp, 28410:019. 24X Fiche; 50-461, 85/01/02, 

8501160319 . 
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8501210335 Interim Part 21 & Deficiency Rept 55-84-23 re Ruskin 
interlocking blade fire dampers. Initially reported on 
841203. Cause of deficiency will be determined by vendor. 
Investigation plan implemented. 

HALL, D. P. Illinois Power Co. 85/01/04. KEPPLER, J. S. Region 3, 
Office of Director. 3pp. 28494:273. 24X Fic he: 50-461, 85/01/04, 

8501210335. 


6501180051 FOIA request for repts resulting from listed environ 
qualification of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS, □. 0. JRA Associates. 84/04/05. FELTON, J. M. Division of 
Rules and Records. Ip. 28467:001. 24X Fiche: 50-000, 84/04/05, 

8501180051. 


8501160281 PNQ-III-B4-111A: on 850107, anonymous telephone call received 
on site, threatening life of QC inspector. FBI notified of 
threat. State of IL will be notified. 

KNOP, R. , WARNICK, R. Region 3, Office of Director. 85/01/08. Ip. 
28411:234. 24X Fiche: 50-461, 85/01/08, 8501160281. 


8501290395 Interim Potential Deficiency Rept 55-84-02 re problems 
concerning identification & traceability of installed 
electrical hanger matls. Initially reported on 840111, Next 
rept to be submitted within 45 days. 

HALL, D. P. Illinois Power Co. 85/01/18. KEPPLER, J. 0. Region 3, 
Office of Director. 6pp. 28618:204. 24X Fiche: 50-461, 85/01/18, 

8501290395. 


8501290405 Interim Potential Deficiency Rept 55-84-11 re uncertified 
flanges installed in ASME sys & stainless steel 
thread-o-lets mfg from unqualified stock matl. Initially 
reported on 840525. 

HALL, D. P. Illinois Power Co. 85/01/18. KEPPLER, J. 0. Region 3, 
Office of Director. 4pp. 28620:344. 24X Fiche: 50-461. 85/01/18, 

8501290405. 


DOCKET 50-462 CLINTON POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8501240657 Forwards population density map for emergency planning zone. 
Map developed by ORNL using 1980 census data projections & 
must be taken as estimate. W/o end. 

HIND, J. A. Regions, Office of Director. 85/01/14. GERSTNER, W. C. 
Illinois Power Co. Ip. 28554:307. 24X Fiche: 50-461, 85/01/14, 

8501240657. 


DOCKET STN-50-470 CESSAR SYSTEM 80 


A. Application/construction stage documents & correspondence 


8501090384 Responds to 841127 Itr re recommended mods to severe 
accident policy statement < SECY-84-370 ) . Further substantive 
changes in policy statement would destabilize early 
attainment of regulatory objectives. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/28. SCHERER, A. £. Combustion Engineering, Inc. 6pp. 
28307:339. 24X Fiche: 50-470, 84/12/28, 8501090384. 


— 8501090393 Recommends mods to severe accident policy statement 
(SECY-84-370) . Any ref design, w/valld final design approval, 
should be automatically granted referenceability for new 
applications. 

SCHERER, A. E. Combustion Engineering. Inc, 84/11/27. 
PALLADINO, N. J. Commissioners. 7pp. 28307:345. 24X 

Fiche: 50-470, 84/12/28, 8501090384. 


8501150255 Forwards “Palo Yerde Technical Audit" of safety analysis & 
applicable CESSAR-F analyses, per 841106 Itr. No serious 
technical errors, safety concerns or systematic error 
patterns found, C-E design process adequate. 

SCHERER,A,E. Combustion Engineering, Inc. 85/01/11. EISENHUT, D. 6. 
Division of Licensing. Ip. 28381:082. 24X Fiche: 50-000. 85/01/1 1, 

8501150255. 


8501160621 Notification of 850115 meeting w/C-E in Bethesda.MD to 
discuss review of proposed CES8AR changes. 

MORIETTE, P. R. Standardization Sc Spacial Projects Branch. 85/01/11. 
THOMAS, C. O. Standardization Sc Special Projects Branch. 3pp. 

28448: 054. 24X Fiche: 50-470, B5/01/1 1, 8501160621. 


DOCKET STN-50-4B2 WOLF CREEK GENERATING STATION 


A. Application/cdnstruction stage documents 4 correspondence 


B5012402I3 FOIA request for documents prepared or utilized by NRC re 
falsification of GA/QC. dorcuments by M Annas of Daniels Const 
Co FBI invest lii:at ion of incident. 

BELL, N. Nuclear ^ inf dr mrat ion Sr Resource Service. 84/01/05. Office 

of. Administration. ‘ 2pp, 28557:001. 24X Fich e: 50-482, 84/01/05, 

8501240213. , ; 


8501160325 FOIA request for repts re facil ities, including SALP repts, 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000, 84/05/17, 8501160325. 


8501180197 Partial response to FOIA request for documents re util 
830912 issuance of hold work agreement. App A documents end. 

Search for documents continues. 

FELTON, J.M. Division of Rules and Records. 84/05/21. STEPHENS, S. 
Nuclear Awareness Network. 2pp. 28471:075. 24X 

Fiche: 50-482, 84/05/21, 8501180197. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in POR. Forwards App A documents. Document s also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


■8309060514 Forwards list of Tech Specs reviewed it review comments. Other 
Tech Specs acceptable as written. 

BERLINGER, C. H. Core Performance Branch. 83/08/26. THOMAS, C. 0. 
Standardization St Special Projects Branch. 2pp. 28467; 175. 24X 

Fiche: 50-000 , 84/05/24,85011 80069. 


— 8501180216 SER re environ qualification of electric equipment important 
to safety St safety-related mechanical aquipmant. 

* Equipment Qualification Branch. 83/08/26. 2app. 28467:177. 

24X Fiche: 50-000. 84/05/24, 8501180069. 


— 8501180298 “Audit of Environ Qualification of Saf ety-Relatad Electrical 
Equipment for SNUPPS. " 

HUMPHREY, T. 0. , STUART, V. A. EGStG, Inc. FIN A-6415. EOO-EA-6339. 

83/07/31. NRC - No Detailed Affiliation Given. 25pp. 

28468: 059. 24X Fiche: 50-000, 84/05/24, 8501180069. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts St const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J. M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000, 84/06/08, 8501160253. 


8501240260 Forwards original documents obtained at facility on 810515 
re suspected forgery of weld control record suppl sheet by 
former Daniels Inti supervisor. W/o end. 

DRISKILL, D. D. Region 4, Office of Director. 81/05/18. NRC - No 
Detailed Affiliation Given. 4pp. 28557:105. 24X 

Fiche: 50-482, 84/07/20. 8501240226. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Se 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end, 
EISENHUT, D. C. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501080029 Forwards markad-up Tech Specs providing info re low pressure 
testing of containment, per 841210 ltr. Info incorporated in 
OL application. 

KOESTER, 0. L. Kansas Gas & Electric Co. 85/01/02. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 28231:133, 

24X Fiche: 50-482, 85/01/02, 8501080029. 


8501100019 Forwards oversize diagram of completion schedule to fuel 
load as of 841228. Aperture card available in PDR. 

KOESTER, G.L. Kansas Gas Se Electric Co. 85/01/04. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 28261:021. 
24X Fiche: 50-482, 85/01/04, 8501100019. 


8501140085 Notice of environ assessment S< finding of no significant 
impact re partial exemption from 10CFR5Q, App J requirements 
re seal leakage teat. 

NOVAK, T. M. Assistant Diractor for Licensln||. , 85/01/04. 5pp, 
28390: 295. 24X Fiche: 50-482, 85/01/04, 0501140085. 
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S501100567 Notification of 850110 meeting u/util at site to discuss 
operational readiness. Meeting agenda end. 

0 'CONNOR, P. W. Licensing Branch 1. 85/01/07. YOUNGBLOOD , B. J. 

Licensing Branch 1. 5pp. 28357:196. 24X Fic he: 50-482, 85/01/07, 

8501100567. 


8501160125 Foruiards "Offsite Dose Calculation Manual. " Document revised 
per 841213 & 20 telcons. 

KOESTER, 0. L. Kansas Gas & Electric Co. 85/01/09. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 2pp. 28411:125. 

24X Fiche: 50-482, 85/01/09, 8501160125. 


S501280654 Responds to FOIA request for all documents dealing u/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 

Corp. 7pp. 28630:274. 24X Fiche; 50-000, 84/07/27, 8501280654. 


8109280753 Foruiards SER input re instrumentation Sc control sys. Info 
applies to Section 7 of SRP Sc includes all SER input for 
which branch has responsibility. 

CHECK, P. S. Assistant Director for Plant Systems. 81/09/10. 
TEDESCO,R. L. Assistant Director for Licensing. 70pp. 28630:304. 

24X Fiche: 50-000,84/07/27, 8501280654. 


— 8501160128 "Offsite Dose Calculation Manual. " 

* Kansas Gas & Electric Co. 85/01/09. 106pp. 28411:127. 24X F. Security, medical, emergency Sc fire protection plans 

Fiche: 50-482. 85/01/09,8501160125. 1 


8501150300 Forwards changed pages to operating quality program 
described in FSAR & reason for change. Info will be 
incorporated into next rev to FSAR. 

KOESTER, O.L. Kansas Gas & Electric Co. 85/01/11. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. MARTIN, R. D. Region 
4, Office of Director. 26pp. 28388:079. 24X Fiche: 50-482, 85/01/11, 

8501150300. 


8501160232 Advises that superintendent of maint has not completed 
training on ASME Section III. Next occasion to attend 
training is June 1985. Delayed training acceptable because 
key persons reporting completed training. 

KOESTER, O.L. Kansas Gas & Electric Co. 85/01/14. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. Ip, 28410:268. 24X 

Fiche; 50-482,85/01/14, 8501160232. 


8501180368 Submits six addl changes to FSAR. Changes will be 
incorporated into first annual FSAR update, 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
85/01/16. DENTON,H. R. Office of Nuclear Reactor Regulation, 
Director. 3pp. 28454:154. 24X Fiche: 50-482, 85/01/16, 8501 180368. 


8501230232 Forwards changes to final draft version of Tech Specs 
discussed during 850117 meeting. 

PETRICK,. N. A. Standardized Nuclear Unit Power Plant System. 
85/01/18, DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. Ip. 28515:304. 24X Fiche: 50-482, 85/01/18, 8501230232. 


— 8501230241 Proposed changes to Tech Specs discussed during 850117 
meeting. 

* Standardized Nuclear Unit Power Plant System. 85/01/18. 18pp. 

28515: 305. 24X Fiche: 50-482, 85/01/18. 8501230232. 


8501230329 Forwards marked-up pages to FSAR <ref 841228 Rev 17), 
clarifying fabrication code of diesel generator lube oil 
level control tenk. Change required because rectangular 
conf iguration not covered by ASME. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
85/01/18. DENTON, H.R, Office of Nuclear Reactor Regulation, 
Director, 11pp. 28510:122. 24X Fiche: 50-482, 85/01/18, 8501230329. 


8501290003 Forwards clar if ication of environ qualification program 
described in FSAR for incorporation into util application 
for OL. Info will also be incorporated into first annual FSAR 
update. 

KOESTER, O.L. Kansas Gas «< Electric Co. 85/01/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 3pp. 28616:037. 
24X Fiche: 50-482, 85/01/23, 8501290003. 


8501290307 Summarixes 850117 meeting w/util at Region IV ofc re 
regulatory matters of mutual interest. Ut il appeal of JE Well 
case to 10th Circuit Court of Appeals & investigation of 
alleged misconduct of util employee discussed. 

BROWN, W.L. Region 4, Office of Director. 85/01/23. FOSTER, R. 
Kansas 0ms k Electric Co, 2pp. 28620:139. 24X 

Fiche: 50-482, 85/01/23, 8501290307. 


@501290156 Foruiards changes to final draft Tach Specs, as discussed ut/ 
NRC during meetings on 850117,18,24 & 25. Rev to finel dreft 
includes chenges in limiting condition for operation & 
surveillaince requirement's. 

PETRICK, N. A. Standerrfixed Nucleer Unit Power Plant System. 

85/01/25. DENTON. H.R. Office of Nucleer Reactor Ragolation, 
Director. 11pp. 28618:333. 24X Fiche: 50-482, 85/01/25, 8501290156. 


E. NRC Safety Cyailuetiori Report (SER), sup pis h cp^rrespondence 


8501180069 Partial rfsponse to- FOIA request fpr repts resulting from 
listed qualification of equippieni site audits to be pieced 
in POR. Forwerds App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/0:5/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/2#, 

850118006^1- . ^ 


8501080102 Forwards Emergency Preparedness Appraisal Rept 50-482/84-25 
on 840917-28. Lists of significant emergency preparedness 
deficiencies Sc preparedness improvement items end for 
response within 30 days. 

DENISE, R.P. Region 4, Office of Director. 84/12/21. KOESTER, G. L. 
Kansas Gas & Electric Co. 15pp. 28246:010. 24X 

Fiche: 50-482, 84/12/21, 8501080102. 


■8501080113 Emergency Preparedness Appraisal Rept 50-482/84-25 on 
840917— 28. No violation or deviation identified. Major areas 
inspected; administration, emergency organization, training 
S< emergency facilities Sc equipment. 

HACKNEY, C. A. , BAIRD, J. B. , MARTIN, L. E. Region 4, Office of 
Director. 84/12/21. 53pp. 28246:025. 24X Fiche: 50-482, 84/12/21, 

8501080102. 


8501150368 Foruiards Insp Rept 50-482/84-34 on 840924-28 Sc 1005 Sc 
notice of deviation. 

DENISE, R.P. Region 4, Office of Director. 85/01/07. KOESTER, G. L. 
Kansas Gas Sc Electric Co. 2pp. 28379:097. 24X 

Fiche: 50-482, 85/01/07, 8501150368. 


— 8501150370 Insp Rept 50-482/84-34 on 840924-28 Sc 1005. Deviation 
noted; agreement to provide regional weather info w/flrst 
order National Weather Sve station by June 1984 not 
imp lemented , 

CHANEY, H.D., MARKEE, E. H. , MURRAY, B. Region 4, Office of Director. 
85/01/04. 13pp. 28379:100. 24X Fich e: 50-482, 85/01/07, 8501 15036B. 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Sve list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Bpp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150118 Forwards Rev 7 to physical security p Ian, safeguards 
contingency plan Sc training Sc qualifications plan. Rev 
withheld (ref 10CFR73. 21). 

KOESTER, O.L. Kansas Gas Sc Electric Co. 85/01/11. DENTON, R R. 
Office of Nuclear Reactor Regulation, Director, 2pp. 28385:271, 
24X Fiche: 50-482, 85/01/11, 8501150118. 


8501220321 Discusses implementation of design change in control room 
Halon lys to improve performanc e. Change provides automatic, 
time initiation of backup bank. End revised FSAR pages 
reflecting changes will be included in next FSAR amend. 

KOESTER. O.L. Kansas Gas Sc Electric Co. S5/01/13. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 6pp. 28494:086. 
24X Fiche: 50-482,85/01/13,8501220321. 


8501280399 Requests assistance in arranging personnel access to site. 
Schedule established ui/telephone company for making mod to 
ATTIS provided Health Physics Network equipment (Circuit 
GP— 2066) instelled at various locations. 

KAY.B.J. Region 4, Office of Director. 85/01/22. KOESTER. O.L. 
Kansas Gas Sc Electric Co. Ip. 28565:203. 24X Fiche: 50-482, 

05/01/22, 8501280399. 


85O12TO05B Rev 15 to radiological emergency response plan. W/850123 ltr, 
KOESTER, G.L. Kansas Gas Sc Electric Co. 85/01/23. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director, 300pp. 28569:036. 

24X Fiche; 50-482, 85/01/23, 8501280058. 


8501280392 Forwards Rev 3 to "Interim Findings on Adequacy of 
Radiological Emergency Response Planning by State Sc Local 
Govts at Wolf Creek Generating Station, Burlington, KS. " 

KRIHM, R. W. Federal Emergency Management Agency. 85/01/24. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 4pp. 28565:204. 24X Fiche; 50-482, 85/01/24, 

8501280392- 


— 8501280410 Rev 3 to "Interim Findings on Adequacy of Radiological 
Emergency Response Planning by State Sc Local Govt at Wolf 
Creek Generating Station, Burlington, KS. " 
a* Federal Emergency Management Agency. S5/01/11. 39pp. 

28565:208. 24X Fich e; 50-482, 85/01/24, 8501280392. 
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- -St'C;l3C4:* "Entrcis# laip leaertati on of State & Local 

*J«ti3lonca; i??e»psrse Plans- “ conducted on 841107 

t '‘‘?««»dial Enertise £»'al-aticn of Putlic Alert Sc 
Ncti f icatzon Sys. “ conducted on S4:215 

■* Emergency nanagemer.t Agency, 85/01/10. 53pp. 

20»ts5 247. 24* F:cSe 50-432- 85/C: /24. 8501280392. 


35C;29:4ij2 Forwards Insp Pept 50-482/84-47 cn S41105-09. No violation or 
deviation noted 

OENilSE.P P Pigion 4- Office «f Director. 85/01/24. KOESTER.C, L. 
Kansas Sas % Electric Co 2pp 23616:295. 24X 

FlCf^e 50-482. 85/31/24- 8501290462. 


-a5C:24C4t»9 Snsp Pept 50-482/34-47 on 341 105-09. No violation or 
deviation noted Major areas inspected: performance *f 
capatilities during exercise of emergency plan it 
imp Itfttnt.ir!g procedures. 

HACKNE/.C A - BAIPD. u. B . flAPTlNiL- E. Region 4, Office of 
Director. 85/01/24 ICpp, 28616 297. 24X Fiche: 50-482. 85/01/24. 

S5C 1290462. 


S Adjudicatory correspondence 


8501290745 Respond* to end 850109 request for info re structural steel 
ueldini at fmcility. Imp repts. enforcement action & 
confirmation of action Itr from NRC end. Util 841231 final 
rept re sufcj currently under review. M/o NRC documents. 

PALLACINO. N. J. Commissioners, #185 293. 85/01/23. DINCELL. J. D. 

House af Rep. lOpp. 28639:112. 24X Fi c he: 50-482. 85/01/23. 

8501290745. 


—8501290750 Requests info re significant cases of noncompliance w/ 
structural welding retiuirements discovered during NRC insps 
at facility in 1984. Prompt response to listed questions 
requested. 

OINCELL.U- D House of Rep. 85/01/09. PALLADINO.N. 
Commissioners. 2pp 28639 122. 24X Fiche: 50-482. 85/01/23. 

8501290745 


8501160325 FGIA request for repts re facil i ties, including SALP repts. 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL. B. Kansas City Star/Kansas City Times. Kansas City. MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 

28432; 313. 24X Fiche: 50-000. 84/05/17. 8501 160325. 


B501160253 Responds to FOIA request for SALP repts. const audit team 
repts & const deficiency repts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON. J.M. Division of Rules and Records. 84/06/08. CORNELL. B. 
Kansas City Star/Kansas City Times. Kansas City. MO. Ip. ZSA-SS; 312. 
24X Fiche: 50-000. 84/06/08. 8501160253. 


8501240226 Further response to 840105 FOIA request for documents re 
facility. Documents listed in App A available in PDR. 

Documents listed in App B partially or completely withheld 
(ref FOIA Exemptions 6 & 7). 

FELTON. J.M. Division of Rules and Records. 84/07/20. BELL. N. 
Nuclear Information & Resource Service. 7pp. 28557:003. 24X 

Fiche: 50-482. 84/07/20, 8501240226. 


— 8501240244 Forwards investigation rept St supporting documentation, 
including signed statement re alleged falsification of 
traveller records. Enforcement action Sc rept issuance delayed 
pending IE notification. N/o end. 

C(XLINS.U. T. Region 4, Office of Director. 81/09/25. WARD. U. J. 
Investigations Branch (Pre 820201). 2pp. 28557:021. 24X 

Fiche: 50-482. 84/07/20. 8501240226. 


8501240250 Forwards 810722 memo re rept that Daniel Inti Corp foreman 
instructed subordinates to fabricate saf ety-related pipe 
hanger from non-safety scrap metal. Not if ication of action 
taken in matter requested. 

W«?D. W. J. Investigations Branch CPre 820201). 81/10/14. 

SCHNEBELEN. A. Office of Inspector 8t Auditor. ip. 28557:023. 24X 

Fiche: 50-482, 84/07/20. 8501240226. 


H. Oeneral correspondence 


8501240226 Further response to 840105 FOIA request for documents re 
facility Documents listed in App a available in PDR. 

Doe^enti listed in App B partially or completely withheld 
(ref FOIA Exemptions 6 St 7). 

FELTON, J.H. Division of Rules and Records. 84/07/20. BELL. N 
Nuclear Information It Resource Service. 7pp. 28557:003 24X 

Fiche 50-482. 84/07/20, 8501240226. 


—8501240274 Forwards written comments re numerous statements contain 
in memo sent to recipient. NRC will answer questions once 
comments are reviewed. NRC most anxious to respond to 
raised by public re const of facility. 

= * Director. 81/05/14. KMBC-TV 

aS'aJoat =♦* Fici..:5o-4sa.a4/o7/2o, 

.f*^*** R.port IFSAR) k iMndt 

*•'' *® *“ e.n.ratin, Station 

liu«tiinl“ * * etanje* << naipontaa to NRC 

K^STER, 0, L. Kansas Sas li Electric Co, 85/01/14 Dpmtein m e 




faaactiM. tapaot.. IE Boll. tin, & eoni..,oonaanca 


850 U 4 <X 568 . «w 3 B 9 . 096 . Fiche; 50 - 482 . 84 / 03 / 30 . 

o,«c. o. 

awjw.095. a4X Fiche: 50-488.04/04/13, 


taocarnin 

FttW. s*MiiiXoc5S^,4wi. 


r gruiara s 




It Auditor re Daniel Inti Corp improper duplication of 
safety-related pipe hanger. Notification of action taken in 
matter requested. 

C{X.LINS. J. T. Region 4. Office of Director. 81/07/22. WARD, W. J, 
Investigations Branch (Pre 820201). In. 28557:024. 24X 

Fiche: 50-482, 84/07/20. 8501240226, 




r-uruiarns wnu ,v.k uwsiiOBy wocumeni; 0U-4Bi4/E(l-09 fOr 

formal comparative handwriting exam. Signatures on Items A & 

Portion *° ,='r-»PP|) occuTTad, 

COLLINS. J.T. Region 4. Office of Director. 81/06/24. Fedmral 
Bureau of Investigation. 57pp. 28557- 115 24X 

Fiche: 50-482, 84/07/20. 8501240226 


Info partially withheld — --s as re 

Region 4, Office of Director. 81/05/28. 

- No DeSiled'Af^M}"! ®^ Inspector Ic Auditor. DRISKILL. D. D. 

No Detailed Affiliation Given. 56pp, 28557* 172 24X 

Fiche: 50-482, 84/07/20, 6501240226. 


travelloTv. • I » I" wiiegeo rai *i f I cation 

bu Daii^ls ^ Pertially withhel d. Statement 

og Daniels Const Co employee encl 

Office of Director. 01/09/25. 
Detailed Affiliation Given. Spp. 28557-228 24X 

Fiche: 50-482. 84/07/20, 8501240226! 


NRC - No 




HVAC traveller at faciiir., inspector signatures on 

AtnllHiot' eitl ” Maa‘’'*|sSS7 NRC - No D.t.ll.d 

8501240226. 20^557.833. 24X Fiche; 50-482. B4/07/SO. 




info re facilitu OA nront.,.* e ^ requests for various categorie 
FELTON;j M DlJisinE n! ; ^ documents. 

Nocl.ar N.t„o^l, 

Fiche: 50-482, 84/07/23. 8501280714 ® 


of 

£, 


MADSEN O 50-482/ 

^L.E, S. Kansas Gas Ic Electric Ce 

Fxcha: 50-488, 84/07/83, 850J8M714, 


•01 on 750218-20.0326 it 0402-04. 
of the Director. 75/04/21, 

app, 28630:217. a4X 


DivfS«LJ”Joted!’SA^pro«iu?«^&‘*'' 750218-20.0326 & 0402-04. 
controlled properly & auditi ii** ®«nuals not issued Ic 
conducted xndependJntll * contractor suppliers not 
DICKERSON. M. W. . CROSSMAN. U A i/ctikva n .. 

Office of the Director 75/04/?T^”^2n^‘ 4. Dallas. 

Fich.: 50-488, 84/07/83, ' 
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8412200622 Informs of upcoming insp of mechanical interlock starters at 
listed facilities. 

KNOCK. R. B. Gould. Inc. 84/11/26. LAUDAN. U. NRC - No Detailed 
Affiliation Given. 2pp. 28485:345. 24X Fiche: 50-000. 84/11/26. 
8412200622. 


8501030430 Forwards Insp Rept 50-482/84-48 on 841009-1 102. No violations 
or deviations noted. 

DENISE. R.P. Region 4, Office of Director. 84/12/19. KOESTER. G. L. 
Kansas Gas & Electric Co. 2pp. 28189:284. 24X 

Fiche: 50-482, 84/12/19. 8501030430. 


— 8501030434 Insp Rept 50-482/84-48 on 841 009-1 102. No violations or 
deviations noted. Major areas inspected : imp lementation of 
quality first program Sc overall startup test program. 

MADSEN.G.L., MARTIN, L. E. Region 4, Office of Director. 84/12/18. 
11pp. 28189:286. 24X Fiche: 50-482. 84/12/19, 8501030430. 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fi ch e: 50-000. 84/12/21. 8412190503. 


8501080102 Forwards Emergency Preparedness Appraisal Rept 50-482/84-25 
on 840917-28. Lists of significant emergency preparedness 
deficiencies Sc preparedness improvement items end for 
response within 30 days. 

DENISE. R.P. Region 4. Office of Director. 84/12/21. KOESTER, G.L. 
Kansas Gas Sc Electric Co. 15pp. 28246:010. 24X 

Fiche: 50-482, 84/12/21. 8501080102. 


— 8501080113 Emergency Preparedness Appraisal Rept 50-482/84-25 on 
840917— 28. No violation or deviation id enti f ied. Me jor areas 
inspected; administration, emergency organization. training 
St emergency facilities Sc equipment. 

HACKNEY, C. A. . BAIRD. J. B. , MARTIN, L. E. Region 4. Office of 
Director. 84/12/21. 53pp. 28246:025. 24X Fiche: 50-482. 84/12/21 . 

8501080102. 


8501070171 Ack receipt of 841116 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-482/84-32. 

DENISE. R. P. NRC - No Detailed Affiliation Given. 84/12/31. 
KOESTER. G.L. Kansas Gas Sc Electric Co. 2pp. 28204:350. 24X 

Fiche: 50-482. 84/12/31, 8501070171. 


— 8501070179 Responds to NRC 841019 Itr re violations noted in Insp Rept 
50-482/84-32. Correct ive actions: Procedure QCP-7. 1. "Receipt 
Insp" revised to clarify dimensional verification 
requirements. Training class conducted re receiving insp. 

KOESTER. G.L. Kansas Gas Sc Electric Co. 84/11/16. DENISE, R. P. 
Region 4, Office of Director. 4pp. 28204:352. 24X 

Fiche: 50-482. 84/12/31, 8501070171. 


8501090184 Forwards payment of civil penalty in amount of 975. 000, per 
Enforcement Action EA-84-107. 

KOESTER. G.L. Kansas Gas Sc Electric Co. 84/12/31. DEYOUNG. R. C. 
Director-'s Office. Office of Inspection and Enforcement. Ip, 

28255; 076. 24X Fiche: 50-482, 84/12/31, 8501090184. 


8501090340 Responds to violations Sc proposed imposition of civil 
penalty noted in NRC 841121 Sc 1221 Itrs. Corrective actions: 
identified weld deficiencies documented on noncomf ormance 
repts Sc reworked to correct deficiency. 

KOESTER. G.L. Kansas Gas Sc Electric Co. 84/12/31. DEYOUNG. R. C. 
Director's Office. Office of Inspection and Enforcement. 5pp. 
28258:232. 24X Fiche; 50-482. 84/12/31. 8501090340. 


8501080098 Forwards Special Const Verification Insp Rept 50-482/84-51 
on 841023-1102 Sc notice of violation. Executive summary 
of special const verification insp end. 

DENI8E.R. P. Region 4. Office of Director. 85/01/03. KOESTER. G.L. 
Kansas Gas ^ Electric Co. 6pp. 28232:198. 24X 

Fiche; 50-482, 85/01/03. 8501080098. 


— ^8501080103 Notice of violation from special const verification insp 
on 841023-1102. 

# Region 4. Office of Director. 85/01/03. 4pp. 28232:204. 24X 

Fiche; 50^^48®. 85/01/03. 8501080098. 

—8501088114 8lpeci»l Const Verification Insp Rept 50-482/84-51 on 
841023-1102. Violation noted: nonsafety conduits to safety 
cable trays Si cables exiting trays did not meet spatial 
requlraments specified in Reg Guide 1. 75 Sc IEEE-384. 

PERANICH. M. W. . STEIN. S. R. . GOWER. G. C. Region 4. Office of 
Director, 84/12/10. 99pp. 28232:208. 24X Fiche: 50-482. 85/01 /03i 

8501080098. 


8501150293 Forwards Insp Rept 50-482/84-45 on 841113-16 8« notice of 
violation. 

DENISE, R.P. Region 4, Office of Director. 85/01/07. KOESTER, G. L, 
Kansas Gas St Electric Co. 2pp. 29382:033. 24X 

Fiche: 50-482. 85/01/07, 8501150293. 


■8501150298 Notice of violation from insp on 841113-16. 

DENISE, R.P. Region 4, Office of Director. 85/01/07. Ip. 
28382: 035. 24X Fiche: 50-482, 85/01/07, 8501150293. 


— 8501150302 Insp Rept 50-482/84-45 on 841 113-16. Noncompl iance noted: 
failure to ensure prompt corrective action re response due 
dates for two audits. 

WALKER, H. A. , TAYLOR. T. E. , HAWKINS, F. C. Region 4. Office of 
Director. 85/01/07. 6pp. 28382:036. 24X Fiche: 50-482. 85/01/07, 
8501150293. 


8501150315 Forwards Insp Rept 50-482/84-40 on 841022-25. No violations 
noted. 

DENISE, R.P. Region 4, Office of Director. 85/01/07. KOESTER. G. L. 
Kansas Gas Si Electric Co. 2pp. 28382:117. 24X 

Fiche: 50-482. 85/01/07, 8501150315. 


— 8501150324 Insp Rept 50-482/84-40 on 841022-25. No violations or 
deviations noted. Major areas inspected : chemistry/ 
radiochemistry program, including review of outstanding open 
items, offsite Si onsite organizations 8i staffing. 

NICHOLAS, J. B. , WISE, R. , MURRAY, B. Region 4, Office of Director. 
85/01/04. 27pp. 28382:119. 24X Fi ch e: 50-482, 85/01/07, 8501 1 5031 5. 


8501150368 Forwards Insp Rept 50-482/84-34 on 840924-28 Sc 1005 Si 
notice of deviation. 

DENISE, R.P. Region 4. Office of Director. 85/01/07. KOESTER. G. L. 
Kansas Gas Se Electric Co. 2pp. 28379:097. 24X 

Fiche: 50-482, 85/01/07, B50115036B. 


— 8501150369 Notice of deviation from insp on 840924-28 Si 1005. 

* Region 4, Office of Director. 85/01/07. Ip. 28379:099. 24X 

Fiche: 50-482, 85/0 1 /07, 850 1 1 50368. 


—8501150370 Insp Rept 50-482/84-34 on 840924-28 Si 1005. Deviation 
noted; agreement to provide regional weather info w/first 
order National Weather Svc station by June 1984 not 
implemented. 

CHANEY, H.D., MARKEE, E. H. , MURRAY, B. Region 4, Office of Director. 
85/01/04. 13pp. 28379:100. 24X Fiche: 50-482, 85/01/07, 8501150368. 


8501110467 Ack receipt of 841231 payment of *75,000 civil penalty 
proposed by NRC 841121 Itr. Corrective actions will be 
examined during future insps. 

AXELRAD, J. A. Enforcement Staff. 85/01/08. KOESTER, G. L. Kansas Gas 
8( Electric Co. Ip. 28371:349. 24X Fiche: 50-482, 85/01/08, 

8501110467. 


8501150272 Forwards errata to Exam Rept 50-482/85-01 consisting of 
inadvertently omitted figures, charts Si tables provided to 
candidates. 

HUNTER, D.R. Region 4, Office of Director. 85/01/08. KOESTER, G, L. 
Kansas Gas Si Electric Co. 2pp. 28382:052. 24X 

Fiche: 50-482, 85/01/08, 8501150272. 


— 8501150275 Errata to Exam Rept 50-482/85-01, consisting of inadvertently 
omitted figures, charts Si tables provided to candidates. 

* Region 4, Office of Director. 85/01/08. 16pp. 28382:055. 24X 

Fiche: 50-482, 85/01/08, 8501150272. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Si Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 20537:127. 24X Fich a: 50-000, 85/01/10, 8501070401. 


8501290104 Ack receipt of 841203 S< 13 Itrs supplementing 841023 Itr re 
840927 notice of violation St proposed imposition of civil 
penalty, Civil penalty suspended pending resolution of 
current appeal of Dept of Labor 840614 final order. 

TAYLOR, J. M. Director's Office, Office of Inspection and Enforcement. 

65/01/10. KOESTER, G.L. Kansas Gas Si Electric Co. Ip. 28639:299. 
24X Fiche: 50-482, 85/01/10, 8501290104. 


8501080502 IE Info Notice 85-002, "Improper Installation St Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche; 50-000, 85/01/11, 8501080502. 
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8501220389 Forwards marked-up page to SNUPPS FSAR re open trays 
containing safety-related cables 8e end conduits 
containing nonsafety-related cablesj correcting violation in 
Insp Rept 50-482/84-51. Info will be in next revised FSAR. 
KOESTER*©. L. Kansas Oas & Electric Co. 85/01/14. DENTON* H. R. 
Office of Nuclear Reactor Regulation* Director. 3pp. 28491:070. 
24X Ficbe: 50-482* 85/01/14* S5012203S9. 


8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft 8c Impeller. " Svc list end. 

JORDAN* E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-000. 85/01/15* 8501100655. 


8501160196 IE Info Notice 85-004* "Inadeq.uate Mgt of Security Response 
Drills." Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fich e: 50-000* 85/01/17. 8501160196. 


8501300440 Forwards Insp Rept 50-482/84—49 on 841103-30. Notice of 
violation transmitted w/641205 Itr. 

DENISE.R.P. Region 4* Office of Director. 85/01/18. KOESTER* 0. L. 
Kansas Oas 8e Electric Co. 2pp. 28677:277. 24X 

Fiche: 50-482* 85/01/18* 8501300440. 


— 8501300448 Insp Rept 50-482/84-49 on 841 101-30, Violation noted : failure 
to protect equipment & failure to control temporary mod to 
reactor coolant pump seals. Six open items identified. 

©ULDEMOND* W, 0. * BUNDY* H. F. * MARTIN.L. E. Region 4* Office of 
Director. 85/01/14. 33pp. 28677:279. 24X Fiche: 50-482* 85/01/18* 

8501300440. 


8501300697 Forwards Insp Rept 50-482/84-43 on 841001-1130. 
Noncompliances subj of 841204 enforcement conference. 

DENISE.R.P. Region 4, Office of Director. 85/01/18. KOESTER* O. L. 

Kansas Gas & Electric Co. 2pp. 28677:047. 24X 

Fiche: 50-482* 85/01/18. 8501300697. 


“8501300701 Insp Rept 50-482/84-43 on 841001-1130. Noncompliance noted: 
technical content of approved preoperatlonal test procedures 
deficient. 

FARBER.M. J. * WILLIAMS* D. L. * MCCORMICK-BARGE Region 3. Office of 
Director. 85/01/14. 14pp. 28677:049. 24X Fiche; 50-482* 85/01/18. 

8501300697. 


8501280421 Forwards revised response to notice of violation* ref lecting 
editorial changes* welder qualification procedures* number of 
joints reworked as result of revised dispositions & final 
disposition of missing welds per Enforcement Action 84-107. 

KOESTER* O.L. Kansas Gas «« Electric Co, 85/01/21. DEYOUNG. R. C. 
Director's Office* Office of Inspection and Enforcement. 225pp. 
28564:059. 24X Fiche: 50-482* 85/01/21* 8501280421. 


8501230229 IE Info Notice 85-005* "Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 108pp. 28692:186. 24X Fich e; 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236. 


8501280378 Forwards Insp Rept 50-482/84-44 on 841012-1 102. No violations 
or deviations noted. 

DENISE.R.P. Region 4* Office of Director. 85/01/23. KOESTER, 0. L. 
Kansas Gas Sc Electric Co. 2pp. 28566:032. 24X 

Fiche: 50-482* 85/01/23* 8501280378. 


— 8501280388 Insp Rept 50-482/84-44 on 841012-1102. No violation or 
deviation noted. Major areas inspected: 10CFR50. S5<e} repts Sc 
response to Generic Ltr 83-28. Nine open items Sc two 
unresolved items identified. 

GULDEMDND* W, 0, * BUNDY, H. F. , BARTLETT* B. L. Region 4* Office of 
Director, 85/01/15. 36pp. 28566:034. 24X Fiche: 50-482* 85/01/23* 

850128(^78. 


8501290495 Forwards Insp Rept 50-482/84-52 ot» 841113-1213. No deviation 
or violation noted. 

DENISE* R. P. Region 4* Office of Director. 85/01/23. KOESTER* G, U 
Kansas Gas Sc Electric Co. ^pp. v 286i7;0l4v 24X 

Fiche: 50-482*85/61/^* Bgi0129(J4S95, 


—8501290511 Insp Rept 50-482/84^52 on 841 1 13-1213. No violation or 
deviation noted. Major areas inspected: implementation of 
programs for investigation Sc resolution of quality concerns* 
hot-line calls Sc followup to allegations. 

MADSEN* G.L., MARTIN* L. E. Region 4* Office of Director. 85/61/15,, 
4pp. 28617:016. 24X Fi che: 50-482, 85/Q1/23* 8501290495. 


8501310528 Forwards response to 850109 request for info re structural 
steel welding. NRC insp activity identified deficiencies Sc 
required corrective action before plant ready for operation. 

Answers to specific questions end. Record copy. 

PALLADINa*N. J. Commissioners. 85/01/23. DINGELL* J. D. House of 
Rep. 13pp. 28687:227. 24X Fiche: 50-482* 85/01/23* 8501310528. 


— 8501310535 Submits addl info requested in 841115 ltr re corrective 
action program for structural steel welding. Rev 1 to mgt 
plan for resolution of corrective action request* ref lecting 
changes in responsible parties Sc completion dates* end. 

KOESTER* G.L. Kansas Gas Sc Electric Co. 84/12/07. MARTIN* R.D. 
Region 4* Office of Director. 25pp. 28687:249. 24X 

Fiche: 50-482* 85/01/23* 8501310528. 


8501290462 Forwards Insp Rept 50-482/84-47 on 841105-09. No violation or 
deviation noted. 

DENISE* R.P. Region 4* Office of Director. 85/01/24. KOESTER* G. L. 
Kansas Gas Sc Electric Co. 2pp. 28616:295. 24X 

Fiche: 50-482* 85/01/24* 8501290462. 


— 8501290469 Insp Rept 50-482/84-47 on 841 105-09. No violation or 
deviation noted. Major areas inspected: performance Sc 
capabilities during exercise of emergency plan Sc 
implementing procedures. 

HACKNEY* C. A. * BAIRD* J. B. * MARTIN* L. E. Region 4* Office of 
Director. 85/01/24. 10pp. 28616:297. 24X Fiche: 50-482* 85/01/24* 

8501290462. 


8501310186 Forwards Insp Rept 50-482/84-53 on 841210-14. No violations 
or deviations noted. 

DENISE* R.P. Region 4* Office of Director. 85/01/25. KOESTER, 0. L. 
Kansas Gas Sc Electric Co. 2pp. 28656:011. 24X 

Fiche: 50-482* 83/01/25* 8501310186. 


— 8501310189 Insp Rept 50-482/84-53 on 841210-14. No violation or 
deviation noted. Major areas inspected: radwaste program* 
including training* 1 iquid* gaseous Sc solid waste sys* control 
of effluents* air cleaning sys Sc instrumentation. 

HOLLEY* W.L.* MURRAY* B. , MARTIN* L. E. Region 4* Office of Director. 
85/01/21. 8pp. 28656:013. 24X Fiche : 50-482* 85/01/25* 8501310186. 


8501250352 IE Info Notice 85-007* "Contaminated Radiography Source 
Shipments.” Svc list end. 

GRACE* J. N. Division of QA* Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fi che: 50-000* 85/01/29* 8501250352. 


S. Reportable occurrences* LERs Sc related correspondence 


8501140568 FOIA request for all facility notices of violations ^ 
deviations Sc civil penalties. 

BROSIUS* E. Nuclear Awareness Network. 84/03/30. Office of 
Administration. 3pp. 28389:096. 24X Fiche: 50-482* 84/03/30* 

8501140568. 


8501140558 FOIA request for all facility deficiency repts Sc all 
Security Level III violations. 

BROSIUS* E. Nuclear Awareness Network. 84/04/13. Office of 
Administration. Ip. 28389:095. 24X Fi che: 50-482, 84/04/13* 

8501140558. 


8501160325 FOIA request for repts re facil ities, including SALP repts. 
const audit team repts Sc const deficiency repts from start 
of const to present. 

CORNELL* B. Kansas City Star/Kansas City Times* Kansas City* MO. 
84/05/17. FELTON* J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000* 84/05/17* 8501160325. 


8501160253 Responds to FOIA request for SALP repts* const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON* J. M. Division of Rules and Records. 84/06/08. CORNELL.B. 
Kansas City Star/Kansas City Times* Kansas City* MO. Ip. 28432:312. 
24X Fiche: 50-000,84/06/08*8501160253. 


8501020058 Final deficiency rept re certification of lead auditor for 
Technical Metals* Inc. Initially reported on 840524. Samp les 
from production lots remaining in site warehouse chemically 
analyzed Sc found acceptable. 

KOESTER* G.L. Kansas Gas Sc Electric Co. 84/12/07. DENISE.R.P. 
Region 4* Office of Director. 2pp. 28153:307. 24X 

Fiche: 50-482* 84/12/07* 8501020058. 


8501020205 Final deficiency rept re lubricating oil piping sys 
for safety injection pumps Sc centrifugal charging pumps. 
Initially reported on 840717. Rep lacement of saf ety-related 
equipment w/o QA program will be repeated per QA program. 
KOESTER* G.L. Kansas Gas Sc Electric Co, 84/12/07. DENISE* R. P, 
Region 4* Office of Director. Ip. 28153:358. 24X 

Fiche: 50-482* 84/12/07* 8501020205. 
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8501020274 Supplemental final deficiency rept re installation of 3-h 
rated hollow metal fire door frames. Initially reported on 
840525. Existing caulking replaced «u/approved flame retardant 
adhesive sealant. 

KOESTER*©. L. Kansas Gas & Electric Co. 84/12/07. DENISEi R. P. 
Region 4i Office of Director. 2pp. 28153:273. 24X 

Fiche: 50-482, 84/12/07, 8501020274. 


8501020482 Final deficiency rept re ITE-Oould containment cooling for 
mechanical interlocks. Initial ly reported on 840316. 

Instruction manual revised to change installation 
instructions of Size 5 mechanical interlock assembly. 

KOESTER, 0. L. Kansas Gas & Electric Co. 84/12/07. DENISE, R. P. 
Region 4, Office of Director. 2pp. 28155:359. 24X 

Fiche: 50-482, 84/12/07, 8501020482. 


8501030332 Final deficiency rept re RCS resistance temp detector calibr 
data. Initially reported on S40S01. Manufacturer calibr 
procedures revised to allow recalibr at facility. All 
resistance temp detectors will be replaced or refurbished. 

K0ESTER,0.L. Kansas Gas & Electric Co. 84/12/07. DENISE, R. P. 

Region 4, Office of Director. Ip. 28189:066. 24X 

Fiche: 50-482, 84/12/07, 8501030332. 


8501030386 Final deficiency rept re heat numbers w/more than one pipe 
schedule. Initially reported on 831213. Two piping spool 
pieces replaced w/correct schedule of pipe. Exam of all 
installations of subj heats revised to prevent recurrences. 

KOESTER, G.L. Kansas Gas & Electric Co. 84/12/07, DENISE, R. P. 
Region 4, Office of Director. Ip. 28189:361. 24X 

Fiche: 50-482, 84/12/07, 8501030386. 


8501140472 Final Deficiency Rept DR-234 re short cap screws, shallow 
bolt hoi es, damaged dowel pins & damaged or missing lock 
devices for hanger block bolts in check valves supplied by 
Velan Engineering, Ltd. Initial ly reported on 841128. 

BOOKER, J.E. Gulf States Utilities Co, 84/12/28. MARTIN, R. D. 
Region 4, Office of Director. 3pp. 28376:360, 24X 

Fiche: 50-482, 84/12/28, 8501140472. 


8501150401 Forwards Dec 1984 status rept re 10CFR50. 55< e )/Part 21 open 
items. 

KOESTER, G.L. Kansas Gas Sc Electric Co. 85/01/03. DENISE, R. P. 
Region 4, Office of Director. lOpp. 28414:337. 24X 

Fiche: 50-482,85/01/03, 8501150401. 


8501140500 Final deficiency rept re MSIU 1 oc kwashers. Ini tial ly reported 
on 841207. Lockwashrers installed via Startup Field Rept 
I-SU— 122 Sc will be completed prior to fuel load. 

KOESTER.G.L. Kansas Gas Sc Electric Co. 85/01/04. DENISE, R. P. 

Region 4, Office of Director. Ip. 28376:317. 24X 

Fiche; 50-482,85/01/04. 8501140500. 


8501300525 Final deficiency rept re removal & replacement of ASME 
components in support of cleaning & flushing activities. 
Initially reported on 84071 1, Invest i gati on into handling & 
storage of ASME components removed from sys conducted. 
KOESTER.G.L. Kansas Gas 8c Electric Co. 85/01/13. DENISE, R. P, 
Region 4, Office of Director. Ip. 28677: 168. 24X 

Fiche; 50-482, 85/01/13, 8501300525. 


8501300549 Final deficiency rept re microb iolog ical ly Induced 
corrosion in HXs. Initially reported on 840601. All HXs 
utilizing lake water for cooling medium eddy current 
inspected for microbiological ly induced corrosion. 

KOESTER.G.L. Kansas Gas 8c Electric Co. 85/01/13. DENISE, R, P. 
Region 4, Office of Director. 2pp. 28677:157, 24X 

Fiche: 50-482, 85/01/13, 8501300549. 


8501300577 Final Deficiency Rept <53546-Ki58) re ASME hangers & 
component supports. Initially reported on 841212. Insulation 
contractors revised procedures 8c retrained personnel to 
preclude further tampering of supports. 

KOESTER, G.L. Kansas Gas 8c Electric Co. 85/01/13. DENISE, R. P, 
Region 4, Office of Director, 2pp. 28677:241. 24X 

Fiche: 50-482, 85/01/13, 8501300577. 


8501300705 Final Deficiency Rept <53564-K118) re safety-related field 
procurement by constructor. Initially reported on 840103. 

Complete review of constructor safety-related purchase 
orders completed. All nonconformance repts resolved. 

KOESTER.G.L. Kansas Gas 8c Electric Co. 85/01/13. DENISE, R. P. 
Region 4, Office of Director. 2pp. 28677:045. 24X 

Fiche: 56-48jg, 85/01/13. 8501300705. 


U. Congressiftnal/Executive Correspondence 


8501290745 Responds to end 850109 request for info re structural steel 
Mitelding qt l^acility, Insp repts, enforcement action 8c 

ftf action Itr from NRC end. Util 841231 final 
rept re subj currently under review. W/o NRC documents. 

PALLADINO, N. J. Commissioners. #185 293. 85/01/23. DINOELL, J. D. 

House of Rep, 10pp. 28639:112. 24X Fi che: 50-482, 85/01/23, 

8501290745 . 


— 8501290750 Requests info re significant cases of noncompliance w/ 
structural welding requirements discovered during NRC insps 
at facility in 1984. Prompt response to listed questions 
requested. 

DINOELL, J.D. House of Rep. 85/01/09. PALLADINO, N. 
Commissioners. 2pp. 28639:122. 24X Fiche: 50-482, 85/01/23, 

8501290745. 


8501310528 Forwards response to 850109 request for info re structural 
steel welding. NRC insp activity identified deficiencies 8c 
required corrective action before plant ready for operation. 

Answers to specific questions end. Record copy. 

PALLADINO, N. J. Commissioners. 85/01/23. DINGELL, U, D. House of 
Rep. I3pp. 28687:227. 24X Fiche: 50-482, 85/01/23, 8501310528. 


U. Operator Examinations 


8501020506 Discusses written 8c simulator/oral exams scheduled for 
850415 8c 16-19, respectively. License applications should be 
submitted at least 60 days prior to exam dates. List of 
required ref matls end, 

LITTLE, W.S. Region 3, Office of Director. 84/12/19. SCHOLAND, J. 
Westinghouse Electric Corp. 5pp. 28156: 164. 24X 

Fiche: 50-0Q0, 84/12/19, 8501 020 506. 


8501150272 Forwards errata to Exam Rept 50-482/85-01 consisting of 
inadvertently omitted figures, charts 8c tables provided to 
candidates. 

HUNTER, D.R. Region 4, Office of Director. 85/01/08. KOESTER, 0. L. 
Kansas Gas 8c Electric Co. 2pp. 28382:052. 24X 

Fiche: 50-482, 85/01/08, 8501150272. 


— 8501150275 Errata to Exam Rept 50-482/85-01, consist ing of inadvertently 
omitted figures, charts 8c tables provided to candidates. 

* Region 4, Office of Director. 85/01/08. 16pp. 28382:055. 24X 

Fiche: 50-482, 85/01/08, 8501150272. 
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A. Application/construction stage documents 8< correspondence 


8501160325 FOIA request for repts re facil ities, including SALP repts, 
const audit team repts 8< const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000. 84/05/17, 8501160325. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualif ication of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24, WILLI AMS, 0. G. 

JRA Associates. 3pp, 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— 8309060514 Forwards list of Tech Specs reviewed & review comments. Other 
Tech Specs acceptable as written. 

BERLINGER, C. H. Core Performance Branch. 83/08/2,6. THOMAS, C. 0. 
Standardization 8« Special Projects Branch. 2pp. 28467:175. 24X 

Fiche: 50-000, 84/05/24, 850 1 1 80069. 


— 8501180216 SER re environ qualification of electric equipment important 
to safety & saf ety-related mechanical equipment. 

■» Equipment Qualification Branch, 83/08/26. 2app. 28467: 177. 

24X Fiche: 50-000, 84/05/24, 8501180069. 


— 8501180298 "Audit of Environ Qualification of Safety-Related Electrical 
Equipment for SNUPPS. " 

HUMPHREY. T. 0. . STUART, V. A, EG&G, Inc. FINA-6415. EGG-EA-6339. 

83/07/31, NRC - No Detailed Affiliation Given. 25pp. 

28468; 059. 24X Fiche: 50-000, 84/05/24, 8501 180069, 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts & const deficiency repts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities, 

FELTON, J.M, Division of Rules and Records. 84/06/08, CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312, 
24X Fiche: 50-000, 84/0^08,8501160253. 


8501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR 8e other ofes 8e all 
drafts of Board Notification 84-058. Document listed in 
app end & ava^iiable in. PDR. « 

FELTON, J.M. Divifipn of Rules and Records. 84/07/05. GARDE, B.P. 
Government Accountability Project. 3pp. 28630:197. 24X 

Fiche: 50-000, 84/®7/05/ 3561280647. 
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— 85012S0669 Forwards listing of status of each open allegation at listed 
near-term OL plants in Region III.W/o ends. Related info 
enc 1. 

DAVIS, A. B. Region 3, Office of Director. 84/05/04. PURPLE, R. A. 
Division of Licensing. 3pp. 28630:202. 24X Fi che : 50-000, 

84/07/05, S5012S0647. 


E. NRC Safety Evaluation Report (SER), suppls & correspondence 


85011S0069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24, 

8501180069. 


8501280654 Responds to FOIA request for all documents dealing u/testing 
of P-4 interlock for Westinghouse SSPS. App A & B documents 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/27. PEDRO, J. NUS 
Corp. 7pp. 28630:274. 24X Fiche; 50-000, 84/07/27* 8501280654. 


— 8109280753 Forwards SER input re instrumentation it control sys. Info 
applies to Section 7 of SRP & includes all SER input for 
which branch has responsibility. 

CHECK, P, S. Assistant Director for Plant Systems. 81/09/10. 
TEDESCO,R. L. Assistant Director for Licensing. 70pp. 28630:304. 

24X Fiche: 50-000,84/07/27,8501280654. 


F. Security, medical, emergency St fire protection plans 


8501140244 Revised emergency plan implementing procedures, including 
index 8i Rev 3 to EIP-ZZ-00101 re classification of 
emergencies. 

* Union Electric Co. 85/01/07. 75pp. 28361:018. 24X 

Fiche: 50-483, 84/01/07* 8501140244. 


8501020336 Forwards chart of interim fire shift schedule effective on 
850106. Number of equipment operators will be held at five 
or six per shift to maintain close surveillance of plant 
equipment during operation at high power levels. 

SCHNELL,D. F. Union Electric Co. 84/12/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 28141:096. 24X 

Fiche; 50-483, 84/12/27, 8501020336. 


8501100196 Forwards Rev 7 to Rev BA to '’Radiological Emergency Response 
Plan Changes. " Rev 8A includes changes which address 
comments received during emergency preparedness appraisal 
visit. Rev SA does not decrease emergency preparedness. 

SCHNELL, D. F. Union Electric Co. 84/12/28. KEPPLER, J. G. Region 3, 
Office of Director. 3pp. 28299:001. 24X Fiche: 50-483, 84/12/28, 

8501100196. 


8501100199 Rev 7 to Rev 8A to "Radiological Emergency Response Plan 
Changes. " 

* Union Electric Co. 85/01/31. 491pp. 28299:004. 24X 

Fiche; 50-483, 84/12/28, 8501100196. 


8501140069 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security S( 
emergency response to reduce reactor site training time. 

KEPPLER, J.G. Region 3, Office of Director. 84/12/28. SCHNELL, D. F. 
Union Electric Co. 2pp. 28377:241. 24X Fiche: 50-483, 84/12/28, 

8501140069. 


8501080397 Rev O to Emergency Plan Implementing Procedure EIP-ZZ-A0O24, 
“Emergency Preparedness Required Reading. " 

SUDNAK, P. , KANYO/J. P. Union Electric Co, 85/01/02, 11pp. 

28231 ; 027. 24X Fich e: 50-483, 85/01 /02, 8501080397. 


8501210423 Forwards Insp Rept 50-483/84-51 on 841210-14 & notice of 
violation. 

HARRISON, J. J. Region 3, Office of Director. 85/01/02. SCHNELL, D. F. 

Union Electric Co. 2pp. 28494:220. 24X Fiche: 50-483, 85/01 /02, 

8501210423. 


850121042:6 Notice of violation from ihsp on 841210-14. 

HARRISONiJ- J. »egioT> 3* Office of Director. 85/01/02. Ip. 
28494: 222. 24X Fiche; 50-483, 85/01/02, 8501210423, 

—8501210430 Insp Rept 50-483/84-51 on 841210-14. Noncomp 1 iance noted; 
completed it approved startup test results packages not 
stored in arpproved vault. . . 

FARB-ER, tt. J. , RlNGi.n, A. Region 3> Office of Director. 85/01/02. 
6pp. 28494:223, 24X Fiche : 50-483, 85/01/02, 8501210423. 


8501170029 Forwards response to request for addl info re changes to 
physical security p Ian. Response withheld (ref 10CFR73. 21). 

SCHNELL, D.F. Union Electric Co. 85/01/08. AXELSON, W. L. Region 3, 
Office of Director. App. 28427:121. 24X Fiche: 50-483, 85/01/08, 

8501170029. 


8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718; 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


8501150288 Forwards Safeguards Insp Rept 50-483/84-50 on 841210-14. 

No noncompliance noted. 

AXELSON, W. L. Region 3, Office of Director. 85/01/09. SCHNELL, D. F. 
Union Electric Co. 2pp. 28386:252. 24X Fiche: 50-483, 85/01/09, 

8501150288. 


— 8501150296 Safeguards Insp Rept 50-483/84-50 on 841210-14. No 
noncompliance noted. Major areas inspected; review of licensee 
actions for security-related LERs it action on previous insp 
findings. Details withheld (ref 10CFR73. 21). 

KNICELEY, J. R. , CHRISTOFFER, G. , CREED, J. R. Region 3, Office of 
Director. 85/01/09. 2pp. 28386:254. 24X Fiche: 50-483, 85/01/09, 

8501150288. 


8501160027 Informs that mods for removal of privacy feature from Health 
Physics Network (HPN) scheduled for wk of 850121. Access to 
all HPN extensions of plants in Region III requested to 
facilitate mods. Info re HPN trouble repts provided. 

HIND, J. A. Region 3, Office of Director. 85/01/11. SCHNELL, D, F. 
Union Electric Co. Ip. 28414:250. 24X Fiche: 50-483, 85/01/1 1, 

8501160027. 


B501280279 Advises that 850108 changes to Rev 5 to physical security 
plan consistent w/provisions of 10CFR50. 54(p ) it acceptable. 

AXELSON, W.L. Region 3, Office of Director. 85/01/21. SCHNELL, D. F. 
Union Electric Co. Ip. 28569:308. 24X Fiche: 50-483, 85/01/21, 

8501280279. 


J. Insurance & indemnity information 


8501300194 Forwards corrected Endorsements 6 & 7 to NELIA Policy 
NF-264. Endorsement 6 incorrectly labeled. 

SCHhELL,D.F. Union Electric Co. 85/01/18. DINITZ, 1. Office of 
State Programs, Director. 2pp. 28642:351. 24X 

Fiche: 50-483, 85/01/18, 8501300194. 


— 8501300200 Forwards Endorsements 6 & 7 to NELIA Policy NF-264. 

NADAL, M. Marsh & McLennan, Inc. 81/10/26. SALTZMAN, J. NRC - No 
Detailed Affiliation Given. 3pp. 28642:353. 24X 

Fiche; 50-483, 85/01/18, 8501300194. 


P. Operating license stage documents *< correspondence 


8501020270 Forwards addl response to Generic Ltr 83-28 re design for 
automatic shunt trip for scram breakers. Program will be 
fully implemented by Sept 1985. 

SCHNELL, D.F. Union Electric Co. 84/12/27. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 5pp. 28142:251. 24X 

Fiche: 50-483, 84/12/27, 8501020270. 


B501020335 Farwards one oversize P&ID depicting addl batch waste 
release tanks i< associated piping connections re 841003 it 
1206 Tech Spec change requests, per 841220 telcon. Aperture 
card available in PDR. 

SCHNELL,D. F. Union Electric Co. 84/12/27. DENTON. H. R. Office of 
Nuclear Reactor Regulation, Director. 10pp. 28139:126. 24X 

Fiche: 50-483, 84/12/27, 8501020335. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc, 18pp. 28464:230. 24X 

Fiche: 50-000,84/12/27,8501030120. 


8501020295 Application to amend License NPF-30, revising Condition 
2. C. (3). (a) to incorporate 851130 deadline for environ 
qualification of safety-related electrical equipment. Fee 
paid. 

SCHNELL, D.F. Union Electric Co. 84/12/28. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 7pp. 28142:001. 24X 

Fiche: 50-483, 84/12/28, 8501020295, 


-8501020304 Proposed Tech Specs, revising License Condition 2. C. (3>. (a) 
to incorporate 851130 deadline for environ qualification 
of saf ety-related equipment, 

* Union Electric Co. 84/12/28. Ip. 28142:008. 24X 

Fiche; 50-483,84/12/28,8501020295. 
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8501020343 Forwards response to License Condition C(12> re low temp 
overpressure protection> per 841127 meeting. Mods will be made 
within 1 yr of NRC approval. W/two oversize drawings. Aperture 
cards in PDR. 

SCHNELL, D. F. Union Electric Co. 84/12/28. DENTONi H. R. Office of 
Nuclear Reactor Regulation^ Director. 7pp. 28139: 166. 24X 

Fiche: 50-483, 84/12/28, 8501020343. 


8501140263 Forwards monthly notice for applications & amends to OLs 
involving NSHC published in 841231 FR notice. Notice of 
issuance of Amend 1 to License NPF-30 contained in end 
issue. N/o end, 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/07. SCHNELL, D. F. Union 

Electric Co. 3pp. 28378:243. 24X Fiche: 50-483, 85/01/07, 8501140263. 


8501180375 Application for amend to License NPF-30, revising Tech Specs 
re organizational charts to eliminate unrequired detail & 
provide emphasis for generic util functions consistent 
w/NUREG-0731. Fee paid. 

SCHNELL, D.F. Union Electric Co. 85/01/10. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director. 6pp. 28454: 136. 24X 

Fiche: 50-483. 85/01/10, 8501180375. 


—8501180377 Proposed Tech Specs re organizational charts, el Iminating 
unrequired detail & providing emphasis for generic util 
functions, per NUREO-0731. 

* Union Electric Co. 85/01/10. 3pp. 28454:142. 24X 

Fiche: 50-483, 85/01 / 1 0, 8501 1 80375. 


8501310577 Notifies that on 841219, power ascension testing program 
successfully completed. All items closed out & commitments 
fullfilled. 

SCHNELL, D.F. Union Electric Co. 85/01/10, KEPPLER, J. 0. Region 3, 
Office of Director. 2pp. 28693:108. 24X Fiche: 50-483, 85/01/10, 

8501310577. 


8501290337 Forwards list of addl submittals by SNUPPS for incorporation 
into 841016 application, 

SCHNELL. D.F. Union Electric Co. 85/01/22. DENTON, H. R. Office of 
Nuclear Reactor Regulation, Director. 4pp. 28616:001. 24X 

Fiche: 50-483, 85/01/22, 8501290337. 


Q. Inspection reports, IE Bulletins & correspondence 


8501150413 FOIA request for G Mizuno 840327 Itr to J Ellis re plant. Itr 
to ASLB judges w/four encls.ASLB Chairman Block 831228 
order on <3A design of plant << IE SNUPPS Callaway 1 rept. 

Forwards documents, 

BRDSIUS, E. Nuclear Awareness Network. 84/04/13, Office of 
Administration. Ip. 28416:003. 24X Fiche: 50-000, 84/04/13, 

8501150413. 


8501150070 Responds to FOIA request for G. Mizuno 840327 Itr to J Ellis 
re ASLB Chairman Block 831228 order on GA design of plant & 

IE Snupps Callaway 1 rep t. Document 1 listed on App A end. 

Documents 2-4 listed on App A available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/17. BROS I US, E. 
Nuclear Awareness Network, 2pp. 28416:001. 24X 

Fiche: 50-000, 84/05/17, 8501150070. 


8501160325 FOIA request for repts re facil ities, including SALP repts, 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times, Kansas City, MO. 
84/05/17. FELTON, J. Division of Rules and Records. 2pp. 

28432; 313, 24X Fiche: 50-000, 84/05/17, 8501160325. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts it const deficiency repts. Forwards computer printouts 
of SALP repts St const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Timas, Kansas City, MO. Ip. 28432:312. 
24X Fiche: 50-000,84/06/08,8501160253. 


8412200622 Informs of upcoming insp of mechanical interlock starters et 
listed facilities. 

KNOCKER. BV Could, Ihc. 84/11/26. LAUDAN, W. NRC - No Detai led 
Affiliation Given. 2pp. 28485:345. 24X Fiche: 50-000, 84/11/26, 

84L220Q622, , 


B501I00447 Forwards Insp Rept 5C^83/84-42 on 840916-1124 Sc notice of 
violatiorn/ 

WARNICK,R. F. Region 3, Office of Director. 84/12/18, SCHNELL, D. F. 
Union Electric Co. 2pp. 28348:246. 24 X Fiche: 50-483, 84/12/18, 

8501100447. 


—8501100456 Notice of violation from insp on 840916-1124. 

WARNICK,R. F. Region 3, Office of Director. 84/12/18. 2pp. 
28348; 248. 24X Fiche: 50-483, 84/ 1 2/18, 8501 100447. 


— 8501100463 Insp Rept 50-483/84-42 on 840916-1 124. Noncomp liance noted; 
work completed on Work Request 22568 w/o obtaining required 
signoff. 

FORNEY, W.L. Region 3, Office of Director. 84/12/17. 17pp. 

28348: 250. 24X Fiche: 50-483, 84/12/18, 8501100447. 


8412190503 IE Info Notice 84-94, ”Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. “ Sve list end. 

grace, J. N. Division of Emergency Preparedness Sc Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack Itr re items of 
noncompliancB referenced in 840803 Itr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate, no ack Itr will be issued, 

KEPPLER, J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000, 84/12/21, 

8501300674. 


8501150455 Forwards Exam Rept 50-483/0L-84-01 of exams administered on 
841127.28 it 29. 

LITTLE, W. 8. Region 3, Office of Director. 84/12/26. SCHNELL, D. F. 
Union Electric Co, 2pp, 28419:073. 24X Fiche: 50-483, 84/12/26, 

8501150455. 


— 8501150458 Exam Rept 50-483/0L-84-01 on 841127,28 & 29. Exam results; 
all eight examinees passed all portions of exam. 

HIGG1NS,R. L. , BALDWIN,M. , THORNTON, R. Regions, Office of 
Director. 84/12/24. 72pp. 28419:075. 24X Fiche; 50-483, 84/12/26, 

8501150455. 


8501140069 Requests cooperation in improving initial access time for 
NRC inspectors at site. Region III will conduct training in 
generic aspects of radiation safety, physical security & 
emergency response to reduce reactor site training time. 

KEPPLER, J.G. Regions, Office of Director. 84/12/28. SCHNELL, O, F. 
Union Electric Co. 2pp. 28377:241. 24X Fiche: 50-483, 84/12/28, 

8501140069. 


8501210423 Forwards Insp Rept 50-483/84-51 on 841210-14 it notice of 
violation. 

HARRISON, J. J. Region 3, Office of Director. 85/01/02. SCHNELL, D. F. 

Union Electric Co. 2pp. 28494:220. 24X Fiche: 50-483, 85/01 /02, 

8501210423. 


— 6501210426 Notice of violation from insp on 841210-14. 

HARRISON, J. J. Region 3, Office of Director, 85/01/02. Ip. 
28494; 222. 24X Fiche: 50-483, 85/01/02, 8501210423. 


8501210430 Insp Rept 50-483/84-51 on 841210-14. Noncompliance noted: 
completed & approved startup test results packages not 
stored in approved vault. 

FARBER, M. J. , RING, M. A. Region 3, Office of Director. 85/01/02. 
6pp, 28494:223. 24X Fiche: 50-483, 85/01/02, 8501210423. 


8501150288 Forwards Safeguards Insp Rept 50-483/84-50 on 841210-14. 

No noncompliance noted. 

AXELSON,W. L. Regions, Office of Director. 85/01/09. SCHNELL, D. F. 
Union Electric Co. 2pp. 28386:252. 24X Fiche: 50-483, 85/01/09, 

85011502BB. 


— 8501150296 Safeguards Insp Rept 50-483/84-50 on 841210-14. No 
noncomplianci noted. Major areas inspected; review of licensee 
actions for security-related LERs it action on previous insp 
findings. Details withheld (ref 10CFR73.21>. 

KNICELEY, J. R. , CHRISTOFFER, G. , CREED, J. R. Region 3, Office of 
Director. 85/01/09. 2pp. 28386:254. 24X Fiche: 50-483, 05/01/09, 

8501150288. 


8501070401 IE Info Notice 85-001, ''Continuous Supervision of 
Irradiators. " Sve list end, 

GRACE. J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-00^^ "Improper Installation it Testing of 
Differential Pressure Transmitters. ** SVe list end, 

JORDAN, E. L. Division of Emergency Preparedness S< Engineering 
Response (Post 830103), BS/Oi/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. S14X Fiche; 50^000, 85/01/1 1, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Impeller. " Sve list end. 

JORDAN, E, L. Division of Emergency Preparedness ^ Elfi;neering 
Response (Post 830103). 80/oi/15. Consolideted Edison Co. of New 

York, Inc. I03pp. 28490: ^6. 24X Fiche; 50-000, 85/01/15, 8501100655. 
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S501160196 IE Info Notice 85-004. "Inadeq.uate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness ft Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York. Inc. 109pp. 28613: 1A9. 24X Fich e: 50-000. 85/01/17. 8501 160196. 


8501220566 Forwards order imposing civil monetary penalty in amount of 
$25,000 for violations noted during insp on 840730-0803 & 

0813-17. Addl mitigation of penalty unwarranted. 

TAYLOR. J.M. Director's Office. Office of Inspection and Enforcement. 

85/01/18. SCHNELL.D. F. Union Electric Co. Ip. 28518:349. 24X 

Fiche: 50-483. 85/01/18. 8501220566. 


— 8501220571 Order imposing civil monetary penalty in amount of *25.000 
for violations identified during 840730-0803 & 0813-0817 
insps. 

TAYLOR. J. M. Director's Office. Office of Inspection and 
Enforcement. 85/01/18. Union Electric Co. 5pp. 28518:350. 

24X Fiche: 50-483. 85/01/18. 8501220566. 


8501230169 EN-84-060 A : n o t i c e of violation ft proposed imposition of 
civil penalties in amount of *25.000 to be issued. Action 
based on violation of Tech Specs re operation in Mode 4 
w/containment spray sys inoperable. 

BEACH, B.. AXELRAD.J. Director's Office, Office of Inspection and 
Enforcement. 85/01/18. Ip. 28513:272. 24X Fiche: 50-483. 85/01/18. 

8501230169. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints. " Svc list 
end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. I08pp. 28692:186. 24 X Fiche: 50-000. 85/01/23. 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fich e: 50-000. 85/01/23. 8501230236. 


8501250352 IE Info Notice 85-007. "Contaminated Radiography Source 
Shipments. " Svc list end. 

©RACE. J. N. Division of QA. Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29. 8501250352. 


R. Periodic operating reports St related correspondence 


8501240484 Monthly operating rept for Nov 1984. W/a41207 Itr. 

PATTERSON. J. T. . MILTENBERSER, S. Union Electric Co. 84/11/30. 7pp. 
28556:001. 24X Fiche: 50-483. 84/11/30. 8501240484. 


S. Reportable occurrences. LERs & related correspondence 


8501160325 FOIA request for repts re fac il ities. including SALP repts, 
const audit team repts & const deficiency repts from start 
of const to present. 

CORNELL. B. Kansas City Star/Kansas City Times. Kansas City. MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 
28432:313. 24X Fiche: 50-000. 84/05/17, 8501 160325. 


8501160253 Responds to FOIA request for SALP repts. const audit team 
repts 8c const deficiency repts. Forwards computer printouts 
of SALP repts & const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J.M. Division of Roles and Records. 84/06/08. CORNELL. B. 
Kansas City Star/Kansas City Times. Kansas City. MO. Ip. 28432:312. 
24X Fiche: 50-000. 84/06/08, 8501160253, 


8501080670 LER 84-061-00: on 841 129. reactor trip occurred from BOX rated 
thermal power because of turbine trip. Load ctr from 480-voIt 
nonsaf ety-related transformer removed from svc tied to 
redundant transformer, causing overload, W/841227 Itr. 

STAHL. W.H., NILTENBERGER, 8. Union Electric Co. 84/12/27. 4pp. 
28244: 064. 24X Fiche: 50-483. 84/12/27. 8501080670. 


8501170036 Special Rept 84-01; on 84071S.P0RVs BB-PCU-455 8( BB-PCU-456 
lifted while starting reactor coolant pump B. Caused by RCS 
pressure surge. Section added to precautions 8t limitations of 
associated operating procedures. 

MILTENBERGER. S. Union Electric Co, 85/01/03. KEPPLER.J. G. Region 
3. Office of Director. 3pp, 28445:129. 24X Fiche: 50-483. 85/01/03. 

8501170036, 


8501100809 LER 84^062-00: on 841207. inadvertent ESF actuation resulted 
in containment purge Isolation signal & control room 
ventilation isolation signal. Caused by blown fuse. Fuse 
replaced. W/B50i04 Itr. 

NASLUND. C. D: . MILTENBERGER. S. Union Electric Co. 85/01/04. 4pp. 
28345:300.. 24X Fiche: 50-483. 85/01/04. B50110080S. 


3501140467 LER 84-049-01: on 841009 ft 25. steam generator B main 
steam outlet pressure indicator Sc condensate storage tank 
to auxiliary feedwater pump suction header pressure 
indicator found to be outside Tech Spec 1 imi ts. U/850107 Itr. 
TAYLOR. M.E.. MILTENBERGER Union Electric Co. 85/01/07. 4pp. 
28376: 346. 24X Fiche: 50-483, 85/01/07. 8501140467. 


8501150447 LER 84-063-00: on 841209, ESF inadvertently ac tuated. Caused by 
spurious signals from control room radiation monitor. 

Radiation monitor returned to svc. W/850108 Itr. 

NASLUND. C. D. , MILTENBERGER. S, Union Electric Co. 85/Ol/OS. 4pp. 
28414: 296. 24X Fiche: 50-483. 85/01/08. 8501150447. 


8501210104 Part 21 rept re incorrect insulating tape. Instructions 
governing handling of incoming matls fully adequate Sc if 
followed. would have prevented error. 

HOFFMAN. E. G. Kerite Co. (subs, of Harvey Hubbell. Inc.). 85/01/11. 

Region 1. Office of Director. 2pp. 28471:057. 24X 

Fiche: 50-000, 85/01/11. 8501210104. 


8501250518 LER 84-064-00: on 841217. reactor trip received on rapidly 
decreasing pressurizer pressure. Caused by. lifting of PORVs 
& fully opened pressurizer spray valves. Test procedure 
revised & test repeated successfully. W/850116 Itr. 

CAMPBELL. W. R. . MILTENBERGER. S. Union Electric Co. 85/01/16, 4pp. 
28562: 224. 24X Fiche: 50-483. 85/01/16. 8501250518. 


8501280079 LER 84-004-01: on 840617. ESF actuation signal initiated by 
radiation monitor causing containment purge isolation signal 
& control room ventilation isolation signal. Caused by 
voltage spi ke. W/8501 16 Itr. 

NASLUND. C, D. . MILTENBERGER, S. Union Electric Co. 85/01/16. 4pp. 
28614:205. 24X Fiche: 50-483. 85/01/16. 8501280079. 


8501280087 LER 84-065-00: on 841217 & 18. ESFs actuated by steam 
generator level oscillations. First event caused by failed 
current pressure converter. Second event caused by control 
valve not seating prop erly. W/850116 Itr. 

NASLUND. C. D. . MILTENBERGER. S. Union Electric Co. 85/01/16. 5pp. 
28614: 200. 24X Fiche: 50-483. 85/01/16. 8501280087. 


8501300603 LER 84-033-01 : on 840816. packing adjusted on containment 
isolation valves w/o performing retest within time 
constraints of Tech Spec action statements. Caused by 
failure to realize action statement entered. W/850121 Itr. 

TAYLOR. M.E.. MILTENBERGER. S. Union Electric Co. 85/01/21. 5pp. 
28677: 036. 24X Fiche: 50-483. 85/01/21. 8501300603. 


V. Operator Examinations 


8501020506 Discusses written Se simulator/oral exams scheduled for 
850415 ft 16-19. respectively. License applications should be 
submitted at least 60 days prior to exam dates. List of 
required ref matls end. 

LITTLE. W. S. Region 3. Office of Director. 84/12/19. SCHOLAND.J. 
Westinghouse Electric Corp, 5pp. 28156: 164. 24X 

Fiche: 50-0Q0. 84/12/19. 8501020506. 


8501150455 Forwards Exam Rept 50-483/0L-B4-01 of exams administered on 
841127.28 8c 29. 

LITTLE. W.S. Region 3. Office of Director. 84/12/26. SCHNELL. D. F. 
Union Electric Co. 2pp. 28419:073. 24X Fiche: 50-483. 84/12/26. 

8S011504S5. 


—8501150458 Exam Rept 50-4B3/0L-84-01 on 841127.28 ft 29. Exam results: 
all eight examinees passed all portions of exam. 

HIGGINS, R. L. . BALDWIN. M.. THORNTON. R. Region 3. Office of 
Director. 84/12/24. 72pp. 28419:075, 24X Fiche: 50-483. 84/12/26. 

8501150455, 


DOCKET STN-50-486 CALLAWAY PLANT. UNIT 2 

E. NRC Safety Evaluation Report (SER). suppls 8e correspondence 


8501280654 Responds to FOIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A ft B documents 
available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/07/27. PEDRO. J. NUB 
Corp. 7pp. 28630:274. 24X Fiche: 50-000, 84/07/27. 8501280654. 


— 8109280753 Forwards SER input re instrumentation ft control sys. Info 
applies to Section 7 of SRP ft includes all SER input for 
which branch has responsibility. 

CHECK. P. S. Assistant Director for Plant Systems. 81/09/10. 
TEDESCO.R. L, Assistant Director for Licensing, 70pp, 28630:304. 

24X Fiche: 50-000. 84/07/27. 8501230654. 
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DOCKET STN-50-49a SOUTH TEXAS PROJECT* UNIT 1 


8501080502 IE Info Notice 85-002* "Improper Installation & Testing of 
Differential Pressure Transmitters. '* Svc list end. 

JORDAN* E, L. Division of Emergency Preparedness & Engineering 
Response .(Post 830103). 85/01/11. Consolidated Edison Co. of Neu 

York* Inc. 109pp. 28537:193. 24X Fi ch e: 50-000, 85/01/1 1* 8501080502. 


A. Application/construction stage documents & correspondence 


8501140362 Third partial response to FOIA request for three categories 
of documents re facility. Fortuards App A & B documents. 

Portions of App B documents oiithheld (ref FOIA Exemptions 6 
& 7). Documents also available in PDR. 

FELTON* J. M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEU* H. Shaw* Pittman* Potts & Trowbridge. 4pp. 28390:034. 
24X Fiche: 50-498* 84/07/03, 8501 140362. 


— 8501140391 Delegates authority to administer oaths or affirmations* per 
Section 161C of Atomic Energy Act of 1954* re allegations 
concerning coating deficiencies & concrete problems at 
facility. 

STELLO* V. Director's Office* Office of Inspection and Enforcement. 

81/05/12, BACI*P. E. Director's Office* Office of Inspection and 
Enforcement. HERR*R.K. Region 4* Dallas* Office of the Director 
(81/03/01). Ip, 28390:042, 24X Fi ch e: 50-498* 84/07/03* 8501 140362. 


— 8501140414 Submits info re receipt of allegation from member of public 
at facility hearing. Info deleted. 

TAPIA, J. I. NRC - No Detailed Affiliation Given. 81/07/27. 

GAGLIARDD> J. E. NRC - No Detailed Affiliation Given. 3pp. 

28390: 048. 24X Fiche: 50-498* 84/07/03* 8501 140362. 


— 8501140421 Submits info re allegations by Brown it Root auditor at 
facility & summarizes events. Info deleted. 

PHILLIPSi H. S. Region 4* Dallas, Office of the Director. 80/08/05, 
Region 4* Dallas* Office of the Director. 4pp. 28390:052. 24X 

Fiche: 50-498* 84/07/03* 8501140362. 


— 8501140424 Discusses Brown it Root Audit 36. Disagreement noted over 
responses provided to Brown it Root QA auditor. Results of 
interview listed. Info deleted. 

PHILLIPS* H. S. Region 4* Dallas* Office of the Director. 80/07/09. 

Region 4* Dallas* Office of the Director. 2pp. 28390:056. 24X 

Fiche: 50-498* 84/07/03* 8501140362. 


— 8501140433 Submits info re falsification of maint records 
(Case 80-19-01). Info deleted. 

OBERG*C.R. * SEIDLE*U.C. NRC - No Detailed Affiliation Given. 
80/07/29. NRC - No Detailed Affiliation Given. Ip. 28390:059. 
24X Fiche: 50-498* 84/07/03, 8501140362. 


6501160222 Sixth partial response to FOIA request for prefiled 
testimony* speeches, published papers it internal memos re 
facility. Documents listed in App A available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/07/31. 

GLASSPIEGEL, H, Shaw* Pittman* Potts it Trowbridge. 3pp. 28432:232. 
24X Fiche: 50-498* 84/07/31* 8501160222. 


8501080555 Forwards request for addl info* per NRC review of FSAR 
Section 5. 3* re fracture toughness properties of closure 
flange region of reactor vessels it matl surveillance program 
requirements, Response by 850102 requested. 

KNIGHTON* G. W. Licensing Branch 3, 84/12/06. GOLDBERG* J. H. Houston 

Lighting it Power Co. 4pp. 28271:166. 24X Fiche: 50-498, 84/12/06* 

8501080555. 


8501180363 Forwards nonproprietary tc proprietary WCAP-10750 & 
WCAP-10698* respectively, "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2. 790). 

LADIEU* A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EZSENHUT,D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000* 84/12/20* 8501180363. 


8501230525 Notification of 850107-11 structural audit w/util in 
Houston* TX- Agenda end, 

NERSES* V. Licensing Branch 3. 84/12/21. KNIGHTON* G. W. Licensing 

Branchs. 4pp. 28536:283. 24X Fiche: 50-498* 84/12/21* 8501230525. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors it 
applicants for OL re certif ication of compliance to 
10CFR50. 49* ’'Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche; 5O-0Q0* 84/12/27* 8501030120. 


8501030033 Forwards 110 oversize electrical & instrumentation & control 
drawings* per Section 1.7 of Reg Guide 1.70 it NRC Question 
032. 01. Aperture cards available in PDR. 

GOLDBERG* J. H. Houston Lighting it Power Co. 84/12/28. NOVAK* T. M. 
Assistant Director for Licensing. lOpp, 28162:296. 24X 

Fiche: 50-498* 84/12/28* 8501030033. 


8501080511 Submits proposed actions on IDVP for all CY86 & CYS7 plants. 
Draft Itrs to Duquesne Light it Comm Ed requesting compliance 
w/SAR commitments & plans to incorporate corrective actions* 
respectively* end. 

DEYOUNG* R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON* H. R. Office of Nuclear Reactor 
Regulation* Director. 4pp. 28271:176. 24X Fiche: 50-000* 84/12/28* 

8501080511. 


8501100062 Informs that no response received from licensee re 831220 
QA Branch Questions 260. 34-47. Requests response to QA 
review questions on timely basis to allow update of SER in 
May 1985 in accordance w/840823 schedule. 

GRACE* J. N. Division of QA* Safeguards it Insp Programs 
(830103-850212). 85/01/03. NOVAK* T. M. Assistant Director for 

Licensing. 2pp. 28355:361. 24X Fiche: 50-498* 85/01/03* 8501100062. 


8501180370 Advises that responses to NRC 841206 Questions 251. OSN & 
251. 09N will be provided by 850126. Devel opment of responses 
will not support 850102 due date. 

GOLDBERG, J. H. Houston Lighting it Power Co. 85/01/08. KNIGHTON, G. W. 

Licensing Branch 3. 2pp. 28454:149. 24X Fiche: 50-498* 85/01/08, 

8501180370. 


8501180201 Forwards effective page listing through Amend 43 for 
facility FSAR. Listing should be considered addition to FSAR. 
Listing will be updated periodically. 

WISENBURG* M. R. Houston Lighting it Power Co. 85/01/14. NOVAK, T. H. 
Assistant Director for Licensing. 77pp. 28454:267. 24X 

Fiche: 50-498* 85/01/14, 8501180201. 


8501230629 Informs that cost analysis for QL application reviews for 
period listed completed. Ofc of Resource Mgt notified to bill 
for listed amount. Rev to 10CFR170 encl.W/o end. 

MILLER* W.O. License Fee Management Branch. 85/01/18. OPREA, 0. W. 
Houston Lighting it Power Co. Ip. 28536:223. 24X 

Fiche: 50-498* 85/01/18, 8501230629. 


—8501230630 Informs that cost incurred by various program ofes directly 
involved in processing OL reviewed. Summary of review costs 
Sc supporting documentation end. 

HOLLOWAY* C, J, License Fee Management Branch. 85/01/16. License 
Fee Management Branch. 2pp. 28536:224. 24X Fiche: 50-498* 

85/01/18* 8501230629. 


*8501230632 Informs that cost incurred by various program ofes directly 
involved in processing OL reviewed. Summary of review costs 
Sc supporting documentation end. 

HOLLOWAY* C. J. License Fee Management Branch. 85/01/18. License 
Fee Management Branch. 2pp. 28536:226. 24X Fiche; 50-498, 

85/01/18* 8501230629. 


8501300013 Forwards responses to Matls Engineering Branch Questions 
Q251. 13N Sc Q251. 14N re fracture toughness requirements Sc 
fracture mechanics analyses* respectively . Responses will be 
provided in later FSAR amend. 

GOLDBERG* J. H. Houston Lighting & Power Co. 85/01/25. KNIGHTON* G. W. 

Licensing Branch 3. 7pp. 28643:062. 24X Fiche: 50-498, 85/01/25* 

8501300013. 


F. Security* medical* emergency & fire protection plans 


8412280099 Forwards emergency mgt plan it objectives of 1986 
radiological emergency exercise. Meeting w/NRC prior to 
review of emergency plan urged. Meeting would benefit NRC 
understanding of overall emergency planning effort. 

GOLDBERG* J. H. Houston Lighting & Power Co, 84/12/26. EISENHUT, D. G. 

Division of Licensing. 11pp. 28108:289. 24X Fiche: 50-498* 

84/12/26* 8412280099. 


— 8412280104 "Emergency Mgt Plan. " 

» Houston Lighting 8c Power Co. 84/12/26. 242pp, 28108:301. 24X 

Fiche: 50-498* 84/12/26* 8412280099. 


8501100621 Generic Ltr 85-01 to all power reactor licensees 8c all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 13Spp. 67718:161. 24X 

Fiche: 50-000, 85/01/09* 8501100621, 
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Q. Adjudicatory correspondence 


8501280133 Seventh partial response to FQIA request For documents re 
prefiled testimony* speeches 8e public papers on nuclear pouier 
8e plant-specific memos authored by listed individuals. 

Forwards App A document. Document available in FOR. 

FELTON. J.M. Division of Rules and Records. 84/08/09. 

OLASSPIEGEL. H. Shaw. Pittman. Potts it Trowbridge. 2pp. 28633:348. 
24X Fiche: 50-498. 84/08/09, 8501280133. 


*8501280138 Requests that end views on review of ALAB-639 be attached 
to any memo issued on matter to insure views published in 
NRC issuances. 

GILINSKY. V. Commissioners. 81/07/07. CHILK. S, J. Office of the 
Secretary of the Commission. 2pp. 28633:350. 24X 

Fiche: 50-498. 84/08/09. 8501280133. 


8501040131 Response to Citiaens Concerned About Nuclear Power 841204 
motion for reconsideration of ASLB 841116 order. Motion 
should be denied in all aspects. Certificate of Svc end. 

SILVERMAN. D. J. Houston Lighting & Power Co. SILVERMAN. D. J. Newman 
& Holtzinger, #185 908. 84/12/31. Atomic Safety and Licensing 

Board Panel. ISpp. 28182:266, 24X Fic he: 50-498. 84/12/31. 

8501040131. 


8501090200 Requests extension until 850114 to file response to 
intervener motion for reconsideration of ASLB 841116 order. 
Certificate of Svc end. 

PIRFO. O.R. Hearing Branch 3. #185 977. 85/01/07. Atomic Safety 

and Licensing Board Panel. 3pp. 28254:229. 24X 

Fiche: 50-498. 85/01/07. 8501090200. 


8501090407 Request for extension of time until 850114 for filing 
response to Concerned Citizens About Nuclear Power motion 
for reconsideration of ASLB 841116 order. Request granted. 

Served on 850108. 

PIRFO, O.R. Hearing Branch 3. #185 973. 85/01/07. Atomic Safety 

and Licensing Board Panel. Ip. 28253:278. 24X 

Fiche; 50-498. 85/01/07. 8501090407. 


8501150332 Opposition to Citizens Concerned About Nuclear Power 841204 
motion requesting ASLB reconsider fifth prehearing 
conference order. Certificate of Svc end. 

PIRFO. O.R. Hearing Branch 3. #185 059, 85/01/14. Atomic Safety 

and Licensing Board Panel. 16pp. 28382: 166. 24X 

Fiche; 50-498. 85/01/14. 8501150332. 


8501290444 Forwards amended text for Paragraphs 18.21 Sc 26 of 841221 
joint affidavit. Related correspondence. 

PIRFO. O.R. Hearing Branch 3, #185 285. 85/01/24. BECHHOEFER. C. , 

LAMB. J. C. . HILL. E, E. Atomic Safety and Licensing Board Panel. 4pp 
28617: 244, 24X Fiche: 50-498. 85/01/24. 8501290444. 


H. General correspondence 


8501300458 Requests correction of svc list for listed dockets to 
reflect address change. 

SINKIN. L. Nuclear Information & Resource Service. 85/01/22. 
BURWELL.S. B. Licensing Branch 1. ip. 28642:037. 24X 

Fiche: 50-000. 85/01/22. 8501300458. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8501020300 Forwards Amend 42 to FSAR for South Texas Project 
Units 1 Sc 2. incorporating revised Section 17.2 re QA program 
during operations phase. new & revised responses to NRC 
questions & miscellaneous FSAR text revs. 

GOLDBERG. J. H. Houston Lighting U Power Co. 84/12/27. DENTON. H. R. 
Office of Nuclear Reactor Regulation. Director. 8pp. 28159:356. 
24X Fiche: 50-498. 84/12 /27. 850 1 020300. 


— 8501020303 Amend 42 to FSAR for South Texas Project Units 1^2. 

* Houston Lighting & Power Co. 84/12/27. 159pp. 28160:002. 24X 

Fiche: 50-498. 84/12/27. 8501020300. 


8501030105 Foru^rds Amend 43 to FSAR for South Texas Project. 

GOLDBERG, J, H. Houston Lighting tc Power Co. 84/12/31. DENTON, H. 
Office of Nuclear Reactor Regulation. Director. 5pp. 28247:001. 
24X Fiche: 50-498. 84/12/31. 8501030105. 


— 8501030108 Amend 43 to FSAR for South Texas Project. 

* Houston Lighting 8r Power Co. 84/12/31. 1.116pp. 28247:006. 

24X Fiche: 50-498. 84/12/31.8501030105. 


,8. Inspection reports. IE Bulletins it correspondence 


84020^62 Forwards NRR input to SALP rept for Dec 1982 - Nov 1983. 
Overall rating qf Category I determined, 

VIEtTI. A. Licensing Branch 3. 84/01/18. EISENHUT. D, G. Division of 

ticenqin®. . 5pp. 28637:295, 24X Fiche: 50-498.84/01/18.8501280489. 


8501140509 FOIA request for documents re 1984 SALP repts for South 
Texas Project & 840505 meeting between NRC & licensee. 

GLASSPIEGEL. H. Shaw. Pittman. Potts it Trowbridge. 84/05/18. 
FELTON, J.M. Division of Rules and Records. Ip. 28392:049. 24X 

Fiche: 50-498, 84/05/18, 8501140509. 


8501140362 Third partial response to FOIA request for three categories 
of documents re facility. Forwards App A & B documents. 

Portions of App B documents withheld (ref FOIA Exemptions 6 
it 7). Documents also available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL. H. Shaw. Pittman. Potts Sc Trowbridge. 4pp. 28390:034. 
24X Fiche: 50-498. 84/07/03. 8501140362. 


— 8501140372 Requests investigation of listed concerns of anonymous 
facility emp loyee. focusing on alteration of records. 

SEIDLE. W. C. Region 4. Dallas. Reactor Construction Sc Engineering 
Support Branch. 80/05/07. SEYFRIT. K. V. Region 4. Dallas. Office 
of the Director. 2pp. 28390:038. 24X Fiche: 50-498. 84/07/03. 

8501140362. 


— 8501140377 Delegates authority to administer oaths or affirmations re 
investigation concerning allegations associated w/Ebasco Co. 

SEYFRIT, K.V, Region 4, Dallas. Office of the Director. 80/06/04, 
HERR.R. K. NRC - No Detailed Affiliation Given. Ip. 28390:040. 

24X Fiche: 50-498. 84/07/03. 8501140362. 


— 8501140381 Forwards Investigation Repts 50-498/80-14 Sc 50-499/80-14 re 
falsification of QA records. Ul/o end. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 80/07/23. 
THOMPSON. D. Executive Officer for Operations Support. Ip. 

28390: 041. 24X Fiche: 50-498. 84/07/03. 8501140362. 


— 8501140393 Forwards Investigation Repts 50-498/80-22 Sc 50-499/80-22 re 
alleged questionable hiring practices Sc falsification of 
records. W/o end. 

SEYFRIT.K. V. Region 4, Dallas. Office of the Director (81/03/01). 
81/01/20. NARD.W.J. Investigations Branch (Pre 820201). Ip. 

28390: 043. 24X Fiche: 50-498. 84/07/03. 8501140362. 


— 8501140398 Forwards Investigation Repts 50-498/80-21 Sc 50-499/80-21 re 
falsification of maint procedure. W/o end. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 80/08/26. 
THOMPSON. D. Executive Officer for Operations Support. 2pp. 

28390: 044. 24X Fiche: 50-498, 84/07/03, 8501 140362. 


— 8501140408 Submits info re alleged falsification of records from 
Investigation Repts 50-49B/80-14 Sc 50-499/80-14. Info 
deleted. 

HERR.R.K. . DRISKILL. D. D. . SEYFRIT. K. V. Region 4. Dallas. Office of 
the Director, 80/06/27. Region 4. Dallas. Office of the 
Director. Ip. 28390:047. 24X Fiche: 50-498. 84/07/03. 8501140362. 


•8501140417 Submits info re concerns associated w/quality of work by 
drug users at facility, per Investigation Repts 50-498/80-29 
Sc 50-499/80-29. Info deleted. 

CROSSMAN. W. A. NRC - No Detailed Affiliation Given. 80/09/12. 

NRC - No Detailed Affiliation Given. Ip. 28390:051, 24X 

Fiche; 50-498. 84/07/03, 8501140362. 


— 8501140429 Submits info re alleged falsification of maint records. per 
Investigative Repts 50-498/80-21 Sc 50-499/80-21. Info 
deleted. 

HERR.R.K., DRISKILL. D. D. . SEYFRIT, K. V. Region 4. Dallas. Office of 
the Director. 80/08/11. Region 4, Dallas. Office of the 
Director. Ip. 28390:058. 24X Fiche: 50-498. 84/07/03. 8501140362. 


8501140513 Response to FOIA request for documents re 1984 SALP repts 
for South Texas Project Sc 840510 meeting. App documents 
available in PDR. Documents listed on app forwarded. 

FELTON, J. M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL. H, Shaw. Pittman. Potts 8< Trowbridge. 2pp. 20392:050. 
24X Fiche: 50-498. 84/07/03.8501140513. 


8501280489 Final response to FOIA request fpr documents re 1984- SALP 
rept for facilities Sc 840510 meeting between NRC & licensee;. 

Forwards App A documents. Documents also available in PDR. 

Action completes request. 

FELTON. J. M. Division of Rules and Records. 84/08/01. 

GLASSPIEGEL. H. Shaw. Pittman, Potts Sc Trowbridge, 2pp. 28637:290. 
24X Fiche: 50-498. 84/08/01. 8501280489. 


— 8501280501 Notifies that final draft of util SALP rept copiplettd^ 
Concurrence requested. 

JOHNSON. E.H. Region 4. Office of Director. 84/08/Qly 
KNIGHTON. G, w. Licensing Branch 3. Ip. 28637:292. ,a4X' 

Fiche: 50-498.84/00/01.8501280489. iv . , 


—8501280509 Comments on SALP rept for facilities. 

SULLIVAN. T. NRC - No Detailed Affiliation Given. 84/01/20. 
VISTTI.A. NRC - No Detailed Affiliation Given, 2pp. 28637:293. 
24X Fiche: 50-498. 84/08/01. 8501280489. 
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8501030310 Notifies that Insp Repts 
canceled. 

JOHNSON^ E. H. Region 4# Office of 
Houston Lighting & Power Co. Ip. 
Fiche: 50«49Si 84/12/19, 8501030310. 


8501030424 Notifies that Insp Repts 
canceled. 

JOHNSON, E.H. Region 4, Office of 
Houston Lighting it Power Co. Ip. 
Fiche: 50-498, 84/12/19, 8501030424. 


50-498/83-19 & 50-499/83-19 

Director. 84/12/19. OPREA, O. W. 

28189:065. 24X 

50-498/83-09 it 50-499/83-09 

Director. 84/12/19. OPREA, G. W. 

28189: 352. 24X 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche: 50-000. 84/12/21. 8412190503. 


8501280104 First interim deficiency Sc Part 21 rept re failure of 
Ruskin fire dampers to close. Initially reported on 841211. 
Revised locking mechanism considered for horizontal dampers. 
Next rept by 850308. 

OPREA, G.W. Houston Lighting 8< Power Co. 85/01/09. MARTIN, R. D. 
Region 4, Office of Director. 4pp. 28614:209. 24X 

Fiche: 50-498, 85/01/09, 8501280104. 


8501250608 Second interim deficiency rept re containment spray pH 
levels that exceed e<iuipment qualification limits. Initially 
reported on 840821. Spray additive tanks will be isolated. 

Next rept by 850422. 

OPREA, 0. W. Houston Lighting it Power Co. 85/01/15. MARTIN, R. D. 
Region 4, Office of Director. 5pp. 28561:290. 24X 

Fiche: 50-498, 85/01/15, 8501250608. 


T. Hearing transcripts on non-anti trust matters 


8501110086 Forwards Insp Repts 50-498/84-15 it 50-499/84-15 on 
841001— 31. No violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/28. OPREA, G. W. 
Houston Lighting it Power Co. 2pp. 28362: 113. 24X 

Fiche: 50-498, 84/12/28, 8501110086. 


8501230028 Final response to FOIA request for documents re ItcE Rept 
79-19 & associated notice of proposed imposition of civil 
penalties. App A, B it C documents available in PDR. Portions of 
App C documents withheld (ref FOIA Exemption 7). 

CHILK, S. J. Commissioners. 84/07/03. HAMLIN, J. B. Shaw, Pittman, 
Potts it Trowbridge. 17pp. 28535:237. 24X Fiche: 50-498, 84/07/03, 

8501230028. 


•8501110091 Insp Repts 50-498/84-15 it 50-499/84-15 on 841001-31. No 
violation or deviations noted. Major areas inspected : si te 
tours it startup administrative instructions. 

CARPENTER, D. R, , JAUDON, J. P. Region 4, Office of Director. 
84/12/28. 5pp. 28362:115. 24X Fiche: 50-498, 84/12/28, 8501110086. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501150021 Forwards QA Program Insp Repts 99900277/84-02,99900003/84-01 
it 99900875. Evaluation of product or svc provided by vendors 
requested. W/o ends. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/10. OPREA, G. W. 
Houston Lighting it Power Co. 2pp. 28379:268. 24X 

Fiche: 50-498, 85/01/10, 8501150021. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche; 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. ” Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys, " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. “ Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs Sc related correspondence 


8501020139 Revised final deficiency rept re rejectable indications in 
welds iip essential CUS. Initially reported on 800312, 

Evaluation of reexam data concluded replacement unnecessary 
for 12 inaccessible welds. 

OPREA, G. W. Houston Lighting Sc Power Co. 84/12/14. MARTIN» R. D. 
Region 4>^ Office of Director. 4pp. 28154:233. 24X 

Fiche; 50-498,^^/12/14, 8501020139. 

8501100057 Revised final deficiency rept re temp channel l^trol card, 
in Meetinghouse 7300 process control Sc protection sys. hhira 
relay being developed. Field change notices issued S< mods 
will be incorporated before fuel load. 

OPREA, G.U. Houston Lighting Sc Power Co. 84/12/21. MARTIN, R. D. 
Region 4, Office of Director. 2pp. 28348; 027^ 24X 

Fiche: 50-498, 84/12/21, 8501100057. 


— 8501230031 Advises that counsel for util Sc Brown Sc Root will be 
provided w/encl revised transcript of Commission 800415 
briefing on investigation of QA-QC problems at facility. 
BERKOVITZ, D, M. Office of the General Counsel. 84/09/18. 
REASONER, H. Vinson Sc Elkins. Ip. 28535:255. 24X 

Fiche; 50-498, 84/07/03, 8501230028. 
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B5010B0S02 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000. 85/01/11, 8501080502. 


A. Application/construction stage documents Sc correspondence 


8501140362 Third partial response to FOIA request for three categories 
of documents re facility. Forwards App A Sc B documents. 

Portions of App B documents withheld (ref FOIA Exemptions 6 
Sc 7). Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL, H. Shaw, Pittman, Potts Sc Trowbridge. 4pp. 28390:034. 
24X Fiche: 50-498, 84/07/03, 8501 140362. 


— 8501140391 Delegates authority to administer oaths or affirmations, per 
Section 161C of Atomic Energy Act of 1954, re allegations 
concerning coating deficiencies Sc concrete problems at 
facility. 

STELLO, V. Director's Office, Office of Inspection and Enforcement. 

81/05/12. BACI.P.E. Director's Office, Office of Inspection and 
Enforcement. HERR.R.K. Region 4, Dallas, Office of the Director 
(81/03/01). Ip. 28390:042. 24X Fich e: 50-498, 84/07/03, 8501140362. 


— 8501140414 Submits info re receipt of allegation from member of public 
at facility hearing. Info deleted. 

TAPIA, J. I. NRC - No Detailed Affiliation Given. 81/07/27. 
GAGLIARDO, J. E. NRC - No Detailed Affiliation Given. 3pp. 

28390; 048. 24X Fiche: 50-498, 84/07/03, 8501140362. 


— 8501140421 Submits info re allegations by Brown Sc Root auditor at 
facility Sc summarizes events. Info deleted. 

PHILLIPS, H. S. Region 4, Dallas, Office of the Director. 80/08/05. 

Region 4, Dallas, Office of the Director. 4pp. 28390:052. 24X 

FrcTrrr-50-498, 84/07/03, 8501140362. 


— 8501140424 Discusses Brown Sc Root Audit 36. Disagreement noted over 
responses provided to Brown Sc Root QA auditor. Results of 
interview listed, Info deleted. 

PHILLIPS, H. S. Region 4, Dallas, Office of the Director. 80/07/09. 

Region 4, Dallas, Office of the Director. 2pp. 28390:056. 24X 

Fiche: 50-498, 84/07/03* 8501140362. 


— 8501140433 Submits info r# falsification of maint records 
(Casa 80-19-01) » Info daleted. 

OBERG, C. R. , SEIDLE, U. C. NRC - No Detailed Afflliotion Given. 
80/07/29. NRG - No Detailed Affiliation Given. Ip. 28390:059. 
24X Fiche; 50-496, 84/07/03,8501140362. 


8501160222 Sixth partial response to FQIA request for prefiled 
testimony, speeches, pub lished papers Sc internal memos re 
facility. Documents listed in App A available in PDR. 

FELTON, J. M. Division of Rules end Records. 84/07/31. : 

GLASSPIEGEL, H. Shaw, Pittman, Potts Sc Trowbridge. 3gp> 28432:232. 
24X Fiche: 50-498, 84/07/31,8501160222. 
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85010S0555 Forwards request for add! info^ per NRC review of FSAR 
Section 5. 3. re fracture toughness properties of closure 
flange region of reactor vessels 8t matl surveillance program 
requirements. Response by 850102 requested. 

KNIGHTON, 6. W. Licensing Branch 3. 84/12/06, GOLDBERG. J. K Houston 

Lighting & Power Co. 4pp. 28271:166. 24X Fic he: 50-499. 84/12/06. 

8501080555. 


8501180363 Forwards nonproprietary & proprietary WCAP-10750 & 
WCAP-1069S. respectively. "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill." Proprietary rept withheld (ref 10CFR2. 790), 

LADIEU. A. Westinghouse Operating Plants Owners Group. 84/12/20. 
EISENHUT. D. G. Division of Licensing. 4pp. 28452:252. 24X 

Fiche: 50-000.84/12/20, 8501180363. 


8501230525 Notification of 850107-11 structural audit w/util in 
Houston. TX. Agenda end. 

NERSES, V. Licensing Branch 3. 84/12/21. KNIGHTON. G. W. Licensing 

Branchs. 4pp. 28536:283. 24X Fiche: 50-498, 84/12/21, 8501230525. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501030033 Forwards 110 oversize electrical it instrumentation 8e control 
drawings, per Section 1.7 of Reg Guide 1.70 & NRC Question 
032. 01, Aperture cards available in PDR. 

GOLDBERG, J. H, Houston Lighting & Power Co. 84/12/28. NOVAK. T.M. 
Assistant Director for Licensing. 10pp. 28162:296. 24X 

Fiche: 50-498, 84/12/28, 8501030033. 


8501100062 Informs that no response received from licensee re 831220 
QA Branch Questions 260. 34-47. Requests response to QA 
review questions on timely basis to allow update of SER in 
May 1985 in accordance w/840823 schedule. 

GRACE. J.N. Division of QA. Safeguards it Insp Programs 
<830103-850212), 85/01/03, NOVAK. T. M. Assistant Director for 

Licensing. 2pp. 28355:361. 24X Fiche: 50-498. 85/01/03, 8501 100062. 


8501180370 Advises that responses to NRC 841206 Questions 251, 08N & 

251. 09N will be provided by 850126. Development of responses 
will not support 850102 due date. 

GOLDBERG. J. H, Houston Lighting & Power Co. 85/01/08, KNIGHTON. G. W, 
Licensing Branch 3. 2pp. 28454:149. 24X Fiche: 50-498, 85/01/08. 

8501180370. 


8501180201 Forwards effective page listing through Amend 43 for 
facility FSAR. Listing should be considered addition to FSAR. 

Listing will be updated periodical ly. 

WISENBURG.M. R. Houston Lighting & ‘Power Co. 85/01/14. NOVAK. T. H. 
Assistant Director for Licensing. 77pp. 28454:267. 24X 

Fiche: 50-498,85/01/14,8501180201. 


B501230629 Informs that cost analysis for OL application reviews for 
period listed completed. Ofc of Resource Mgt notified to bill 
for listed amount. Rev to 10CFR170 end. W/o end. 

MILLER, W.O. License Fee Management Branch. 85/01/18. OPREA. G. W. 
Houston Lighting St Power Co, Ip. 28536:223. 24X 

Fiche: 50-498, 85/01/18, 8501 230629. 


— 8501230632 Informs that cost incurred by various program ofcs directly 
involved in processing OL reviewed. Summary of review costs 
it supporting documentation end, 

HOLLOWAY. C. U. License Fee Management Branch. 85/01/18. License 
Fee Management Branch. 2pp, 28536:226. 24X Fiche; 50-498, 

85/01/18,8501230629. 


8501300013 Forwards responses to Matls Engineering Branch Questions 
G251. 13N & Q251. 14N re fracture toughness requirements & 
fracture mechanics analyses. respectively. Responses will be 
provided in later FSAR amend. 

GOLDBERG. J. H. Houston Lighting 8t Power Co. 85/01/25. KNIGHTON. G. W. 

Licensing Branch 3. 7pp. 28643:062, 24X Fiche: 50-498, 85/01/25, 

8501300013. 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT. D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York. Inc. 138pp. 67718:161. 24X 

Fiche: 50-000. 85/01/09. 8501100621. 


G. Adjudicatory correspondence 


8501280133 Seventh partial response to FOIA request for documents re 
prefiled testimony, speeches & public papers on nuclear power 
& plant-specific memos authored by listed individuals. 

Forwards App A document. Document available in PDR. 

FELTON. J. M. Division of Rules and Records. 84/08/09. 

GLASSPIEGEL. H. Shaw. Pittman. Potts 8f Trowbridge. 2pp. 28633:348. 
24X Fiche: 50-498. 84/08/09, 8501280133. 


— 8501280138 Requests that end views on review of ALAB-639 be attached 
to any memo issued on matter to insure views published in 
NRC issuances. 

GILINSKY. V. Commissioners. 81/07/07. CHILK. S. J. Office of the 
Secretary of the Commission. 2pp. 28633:350. 24X 

Fiche: 50-498, 04/08/09, 8501280133. 


8501040131 Response to Citizens Concerned About Nuclear Power 841204 
motion for reconsideration of ASLB 841116 order. Motion 
should be denied in all aspects. Certificate of Svc end. 

SILVERMAN. D. J. Houston Lighting it Power Co. SILVERMAN. D. J. Newman 
it Holtzinger. #185 908. 84/12/31. Atomic Safety and Licensing 

Board Panel. 18pp. 28182:266. 24X Fiche; 50-498. 84/12/31. 

8501040131. 


8501090200 Requests extension until 850114 to file response to 
intervenor motion for reconsideration of ASLB 841116 order. 
Certificate of Svc end. 

PIRFO. O. R. Hearing Branch 3. #185 977. 85/01/07. Atomic Safety 

and Licensing Board Panel. 3pp. 28254:229. 24X 

Fiche; 50-498.85/01/07. 8501090200. 


8501090407 Request for extension of time until 850114 for filing 
response to Concerned Citizens About Nuclear Power motion 
for reconsideration of ASLB 841116 order. Request granted. 

Served on 850108. 

PIRFO, O.R. Hearing Branch 3. #185 973. 85/01/07. Atomic Safety 

and Licensing Board Panel. Ip, 28253:278. 24X 

Fiche: 50-498, 85/01/07, 8501090407. 


8501150332 Opposition to Citizens Concerned About Nuclear Power 041204 
motion requesting ASLB reconsider fifth prehearing 
conference order. Certificate of Svc end. 

PIRFO, O.R. Hearing Branch 3. #185 059. 85/01/14. Atomic Safety 

and Licensing Board Panel. 16pp. 26382: 166. 24X 

Fiche: 50-498. 85/01/14. 8501150332. 


8501290444 Forwards amended text for Paragraphs 18.21 & 26 of 841221 
joint affidavit. Related correspondence. 

PIRFO. O.R. Hearing Branch 3. #185 285. 85/01/24. BECHHOEFER. C. . 

LAMB. J. C. . HILL.E.E. Atomic Safety and Licensing Board Panel. 4pp. 
28617:244. 24X Fiche: 50-498. 85/01/24, 8501290444. 


H. General correspondence 


8501300458 Requests correction of svc list for listed dockets to 
reflect address change. 

SINKXN. L. Nuclear Information Sc Resource Service, 85/01/22. 
BURWELL.S. B. Licensing Branch 1. Ip. 28642:037. 24X 

Fiche: 50-000, 85/01/22. 8501300458. 


K, Utility Final Safety Analysis Report (FSAR) it amends 


8501020300 Forwards Amend 42 to FSAR for South Texas Project 
Units 1 Sc 2, incorporating revised Section 17.2 re QA program 
during operations phase, new it revised responses to NRC 
questions Sc miscellaneous FSAR text revs. 

GOLDBERG. J. H. Houston Lighting it Power Co. 84/12/27, DENTON. H. R, 
Office of Nuclear Reactor Regulation. Director. 8pp. 28159:356. 
24X Fiche: 50-498. 84/12/27. 8501020300. 


F. Security, medical, emergency Sc fire protection plans 


8412280099 Forwards emergency mgt plan Sc objectives of 1986 
radiological emergency exerci se. Meeting w/NRC prior to 
review of emergency plan urged. Meeting would benefit NRC 
understanding of overall emergency planning effort. 

GOLDBERG, J. H. Houston Lighting & Power Co. 84/12/26. EISENHUT. D. G. 

Division of Licensing. 11pp. 28108:289. 24X Fiche: 50-498. 

84/12/26.8412280099. 


—8412280104 "Emergency Mgt Plan. " ; ^ ^ 

a Houston Lighting Sc Power Co',. 84»(12/26. 242pp. 28108:301. 24X 

, Fiq: he?; 50-498. 84/12/26. B41^00'?9.S ' : 


— 8501020303 Amend 42 to FSAR for South Texas Project Units 1 Sc 2. 

* Houslyon Lighting Sc Power Co. 84/12/27. 159pp. 28160:002. 24X 

Fiche: 50-490. 84/12/27. 8501020300. 


8501030105 Forwards Amend 43 to FSAR for South Texas Project. 

GOLDBERG. J. H, Houston Lighting Sc Power Co. 84/12/31. DENTON. H. 
Office of Nuclear Reactor Regulation. Director. 5pp, 28247:001. 
24X Fiche: 50-490.64/12/31. 8501030105. 


— 8501030 l(j6. Apiend .43 to JltSAR for South Texas Project. 

* Houston Lighting & Power Co. 84/12/31. 1.116pp. 28247:006. 

24X Fiche: 50-498. 84/12/31. 8501030105. 
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Q. Inspection reportSf IE Bulletins S< correspondence 


8402080462 Foruiards NRR input to SALP rept for Dec 1982 - Nov 1983. 
Overall rating of Category I determined. 

VIETTI.A. Licensing Branch 3. 84/01/18. EISENHUT. D. O. Division of 

Licensing. 5pp. 28637:295. 24X Fiche: 50-498, 84/01/18i 8501280489. 


8501140509 FOIA request for documents re 1984 SALP repts for South 
Texas Project & 840505 meeting between NRC it licensee. 

GLASSPIEOEL, H. Sham, Pittman, Potts it Trowbridge. 84/05/18. 
FELTON, J. M. Division of Rules and Records. Ip. 28392:049. 24X 

Fiche: 50-498, 84/05/18, 8501140509. 


8501140362 Third partial response to FOIA request for three categories 
of documents re fac i 1 i ty. Forwards App A & B documents. 

Portions of App B documents withheld (ref FOIA Exemptions 6 
& 7). Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL,H. Shaw, Pittman, Potts & Trowbridge. 4pp. 28390:034. 
24X Fiche: 50-498, 84/07/03, 8501140362. 


— 8501140372 Requests investigation of listed concerns of anonymous 
facility employee, focusing on alteration of records. 

SEIDLE, M. C. Region 4, Dallas, Reactor Construction & Engineering 
Support Branch. 80/05/07. SEYFRIT,K. V. Region 4, Dallas. Office 
of the Director. 2pp. 28390:038. 24X Fiche: 50-498, 84/07/03, 

8501140362. 


— 8501140377 Delegates authority to administer oaths or affirmations re 
investigation concerning allegations associated w/Ebasco Co. 

SEYFRIT, K. V. Region 4, Dallas, Office of the Director. 80/06/04. 
HERR,R. K. NRC - No Detailed Affiliation Given. Ip. 28390:040. 

24X Fiche: 50-498, 84/07/03, 8501140362. 


— 8501140381 Forwards Investigation Repts 50-498/80-14 S< 50-499/80-14 re 
falsification of QA records. W/o end. 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director, 80/07/23. 
THOMPSON, D. Executive Officer for Operations Support. Ip. 

28390:041. 24X Fi ch e; 50-498, 84/07/03, 8501 140362. 


— 8501140393 Forwards Investigation Repts 50-498/80-22 Se 50-499/80-22 re 
alleged questionable hiring practices it falsification of 
records. W/o end. 

SEYFRIT, K.V, Region 4, Dallas, Office of the Director <81/03/01). 
81/01/20. WARD, W. J. Investigations Branch (Pre 820201), Ip. 

28390: 043. 24X Fiche: 50-498, 84/07/03, 8501140362. 


— 8501280501 Notifies that final draft of util SALP rept completed. 
Concurrence requested. 

JOHNSON,E. H. Region 4, Office of Director. 84/08/01. 

KNIGHTON, G. W. Licensing Branch 3. Ip. 28637:292. 24X 

Fiche: 50-498, 84/08/01, 8501280489. 


— 8501280509 Comments on SALP rept for facilities. 

SULLIVAN, T. NRC - No Detailed Affiliation Given. 84/01/20. 
VIETT1,A. NRC - No Detailed Affiliation Given. 2pp. 28637:293. 
24X Fiche: 50-498,84/08/01,8501280489. 


8501030310 Notifies that Insp Repts 50-498/83-19 it 50-499/83-19 
canceled. 

JOHNSON, E. H. Region 4, Office of Director. 84/12/19. OPREA, G. W. 
Houston Lighting & Power Co. Ip. 28189:065. 24X 

Fiche: 50-498, 84/12/19, 8501030310. 


8501030424 Notifies that Insp Repts 50-498/83-09 it 50-499/83-09 
canceled. 

JOHNSON, E.H. Region 4. Office of Director. 84/12/19. OPREA, G. W. 
Houston Lighting & Power Co. Ip. 28189:352. 24X 

Fiche: 50-498, 84/12/19, 8501030424. 


8412190503 IE Info Notice 84-94, "Reconc en tration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303, *' Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501110086 Forwards Insp Repts 50-498/84-15 & 50-499/84-15 on 
841001-31. No violations or deviations noted. 

JOHNSON, E.H. Region 4, Office of Director. 84/12/28. OPREA, 0. W. 
Houston Lighting & Power Co. 2pp. 28362; 113. 24X 

Fiche; 50-498, 84/12/28, 8501110086. 


— 8501110091 Insp Repts 50-498/84-15 & 50-499/84-15 on 841001-31. No 
violation or deviations noted. Major areas inspected: site 
tours & startup administrative instructions. 

CARPENTER, D. R, , JAUDON, J. P. Region 4, Office of Director. 

84/12/28. 5pp. 28362:115. 24X Fic he ; 50-498, 84/12/20, 8501 1 10086. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. ” Svc list end. 

GRACE, J, N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10, 8501070401. 


— 8501140398 Forwards Investigation Repts 50-498/80-21 it 50-499/80-21 re 
falsification of maint procedure. W/o end. 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director. 80/08/26. 
THOMPSON, D. Executive Officer for Operations Support. 2pp. 

28390: 044. 24X Fiche: 50-498, 84/07/03, 8501140362. 


— 8501140408 Submits info re alleged falsification of records from 
Investigation Repts 50-498/80-14 & 50-499/80-14. Info 
deleted. 

HERR,R.K., DRISKILL, D. D. , SEYFRIT, K. V. Region 4, Dallas, Office of 
the Director. 80/06/27. Region 4, Dallas, Office of the 
Director. Ip. 28390:047. 24X Fiche: 50-498, 84/07/03, 8501140362. 


8501150021 Forwards QA Program Insp Repts 99900277/84-02,99900003/84-01 
& 99900875. Evaluation of product or svc provided by vendors 
requested. W/o ends. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/10. OPREA, G. W. 
Houston Lighting 8< Power Co. 2pp. 28379; 268. 24X 

Fiche: 50-498, 85/01/10, 8501150021. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft 8< Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


— 8501140417 Submits info re concerns associated w/quality of work by 
drug users at facility, per Investigation Repts 50-498/80-29 
it 50-499/80-29. Info deleted. 

CROSSMAN, W. A. NRC - No Detailed Affiliation Given, 80/09/12. 

NRC - No Detailed Affiliation Given. Ip, 28390:051. 24X 

Fiche; 50-498, 84/07/03, 8501140362. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17, Consolidated Edison Co. of New 

York, Inc. 1.09pp. 28613:169. 24X Fi ch e: 50-000, 85/01/17, 8501 160196. 


— 8501140429 Submits info re alleged falsification of maint records, per 
Investigative Repts 50-498/80-21 it 50-499/80-21. Info 
deleted. 

HERR,R.K. , DRISKILL, D. D. , SEYFRIT, K.V. Region 4, Dallas, Office of 
the Director. 80/08/11. Region 4, Dallas, Office of the 
Director. Ip. 28390:058, 24X Fiche: 50-498, 84/07/03, 8501140362. 


8501140513 Response to FOIA request for documents re 1984 SALP repts 
for South Texas Project it 840510 meeting. App documents 
available in PDR, Documents listed on app forwarded. 

FELTON, J.M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL, H. Shaw, Pittman, Potts & Trowbridge. 2pp. 28392:050. 
24X Fiche: 50-498, 84/07/03, 8501 140513. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. i09pp. 28692:001. 24 X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments, " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York. 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


8. Reportable occurrences, LERs & related correspondence 


8501280489 Final response to FOIA request fpr documents re 1984 SALP 
rept for facilities & 840510 meeting between NRC it licensee. 
Forwards App A documents. Documents also available in PDR. 

Action completes request. 

FELTON, J.M. Division of Rules and Records, 84/08/01. 

GLASSPIEGEL, H, Shaw, Pi ttipari, Potts <( Trowbridge. 2pp. 28637:290. 
24X Fiche; 50-498, 84/08/01, f 501280489. 


8501020139 Revised final deficiency rept re rejectable indications in 
welds in essential CWS. Initially reported on 800312. 

Evaluation of reexam data concluded replacement unnecessary 
for 12 inaccessible welds. 

OPREA, G. W. Houston Lighting & Power Co, 84/12/14. MARTIN, R. D. 
Region 4, O.ffice of Director. 4pp. 28154:233. 24X 

Fiche: 50-498, 84/12/14, 8501020139. 
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8501100057 Revised final deficiency rept re temp channel control card 
in Westinghouse 7300 process control & protection sys. New 
relay being developed. Field change notices issued & mods 
will be incorporated before fuel load. 

OPREAiG. W, Houston Lighting & Power Co. 84/12/21. MARTIN. R. D. 
Region 4. Office of Director. 2pp. 28348:027. 24X 

Fiche: 50-498.84/12/21. 8501100057. 


8501280104 First interim deficiency & Part 21 rept re failure of 
Ruskin fire dampers to close. Initially reported on 841211. 
Revised locking mechanism considered for horizontal dampers. 

Next rept by 850308. 

QPREA, G. W. Houston Lighting & Power Co. 85/01/09. MARTIN. R. D. 
Region 4. Office of Director. 4pp. 28614:209. 24X 

Fiche: 50-498. 85/01/09. S501280I04. 


8501250608 Second interim deficiency rept re containment spray pH 
levels that exceed equipment qualification limits. Initially 
reported on 840821. Spray additive tanks will be isolated. 

Next rept by 850422. 

□PREA. G. W. Houston Lighting & Power Co. 85/01/15. MARTIN. R. D. 
Region 4. Office of Director. 5pp. 28561:290. 24X 

Fiche: 50-498. 85/01/15. 8501250608. 


T. Hearing transcripts on non-antitrust matters 


8501230028 Final response to FOIA request for documents re IScE Rept 
79-19 & associated notice of proposed imposition of civil 
penalties. App A. 6 St C documents available in PDR. Portions of 
App C documents withheld <ref FOIA Exemption 7). 

CHILK. S. J. Commissioners, 84/07/03. HAMLIN. J. B. Shaw. Pittman, 
Potts & Trowbridge. 17pp. 28535:237. 24X Fiche: 50-498. 84/07/03. 

8501230028. 


— 8501230031 Advises that counsel for util & Brown & Root will be 
provided w/encl revised transcript of Commission 800415 
briefing on investigation of QA-QC problems at facility. 
BERK0VIT2. D. M, Office of the General Counsel, 84/09/18. 
REASONER. H. Vinson & Elkins, Ip. 28535:255. 24X 

Fiche: 50-498. 84/07/03. 8501230028. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT. UNIT 3 


A. Application/construction stage documents Sc correspondence 


8501150194 FOIA request for four categories of info on subduction zones 
St low angle thrust faults in Pacific Northwest which could 
affect Trojan Sc WPPSS-3 nuclear plants, 

BELL. N, Nuclear Information St Resource Service. 84/06/01. 

FELTON, J. M. Division of Rules and Records. 2pp. 28392:283. 24X 

,-iche: 50-000. 84/06/01. 8501150194. 


8501160237 FOIA request for documents re subduction zones St low angle 
thrust faults which could affect facilities. 

BELL. N. Nuclear Information St Resource Service. 84/06/01. 

FELTON. J.M. Division of Rules and Records. 2pp. 28432:237. 24X 

Fiche: 50-000. 84/06/01. 8501160237. 


8501230060 FOIA request for documents re mothballed nuclear power 
reactors. 

BELL. N, Nuclear Information St Resource Service. 84/06/01. 

FELTON. J.M. Division of Rules and Records. 2pp. 28525:323. 24X 

Fiche; 50-460, 84/06/01. 8501230060, 


8501150202 Partial response to FOIA request for four categories of info 
on subduction zones St low angle thrust faults in Pacific 
Northwest which could affect facilities. Responsive documents 
available in PDR, 

FELTON. J. M, Division of Rules and Records. 84/06/20. BELL. N. 
Nuclear Information Sc Resource Service. Ip. 28392:285. 24X 

Fiche: 50-000. 84/06/20. 8501 150202. 


8501230064 Partial response to FOIA request for documents re mothballed 
nuclear power reactors. Forwards App A documents. Documents 
also available in PDR. Search for addl documents continuing. 

FELTON. j;M. Division of Rules and Records. 84/06/28. BELL. N. 
Nuclear Information Sc Resource Service. 2pp. 28525:325. 24X 

Fiche; 50-397. 84/06/28. 8501 230064. 


-'-8501230069 Forwards updated const status repts as of 830930. One 
oversize figure encl. Aperture card available in PDR. 

SORENSEN. G. C. Washington Public Power Supply System. 83/10/23. 
HARTFIELD. R. A. Office of Resource Management. Director. 5pp. 
28525 : 327. 24X Fiche: 50-^397, 84/06/28. 850 1 230064. 


8501240346 FOIA request for responses to BK Cohen 840720 request for 
documents re plaintiffs in In Re WPPSS Securities 
Litigation. 

COHEN. D.N. Wachtell. Lipton. Rosen Sc Katz. 84/07/23. FELTON, J. M. 
Divislo-n of Rules and Records. Ip. 28537:358. 24X 

fiche.: 50-508. 84/07/^. 8501240346. 


8501240330 FOIA request for NRC response to BK Cohen 840720 FOIA 
request for documents re permitting, licensing St other 
matters concerning fac ilities. Documents responsive to Cohen 
request not currently required. 

KLEIN. O.G. Syrdal, Danelo. Klein Sc Myre. 84/07/27. FELTON, J. M. 
Division of Rules and Records. Ip. 28556:356. 24X 

Fiche: 50-508. 84/07/27. 8501240330. 


8501240364 FOIA request for NRC responses to BK Cohen 840720 FOIA 
request on behalf of all plaintiffs in In Re WPPSS 
Securities Litigation. BK Cohen 840720 FOIA request end. 

NOBLE. P.B. Helsell. Fetterman. Martin, Todd Sc Hokanson. 84/07/27. 
FELTON. J.M. Division of Rules and Records. Ip. 28630:153. 24X 

Fiche: 50-508. 84/07/27. 8501240364. 


8501160249 Second partial response to FOIA request for info re 
subduction zones Sc low angle thru'»t faults which could 
affect facilities. Forwards App A documents. Documents also 
available in PDR. App B documents responded to by 840508 Itr. 
FELTON. J.M. Division of Rules and Records. 84/08/01. BELL. N. 
Nuclear Information Sc Resource Service. 3pp. 28432:239. 24X 

Fiche; 50-000. 84/08/01, 8501160249. 


—8305090232 Forwards request for addl info needed to complete review of 
FSAR. Sections 2.5.1 through 2. 5. 3. Meet ing w/applicant 
requested. 

JACKSON. R.E. Geosciences Branch. 83/04/28. KNIGHTON. G. W. 

Licensing Branch 3. 9pp. 28432:285. 24X Fiche: 50-000. 84/08/01. 

8501160249. 


— 8311140111 Forwards geology Sc seismology sections for draft SER. W/ 
exception of listed open items, site acceptable. W/o end. 

KNIGHT. J. P. Assistant Director for Comp. Sc Structures Engineering 
(Pre 830201). 83/11/01. NOVAK. T. H. Assistant Director for 

Licensing. 18pp. 28432:294. 24X Fiche; 50-000. 84/08/01. 

850 11 60249. 


8501240061 Further response to FOIA request for records relevant to 
Sc/or generated in connection w/NRC insp Sc analysis in 
electrical equipment qualification of Rockbestos cable. Info 
partially withheld (ref FOIA Exemption 4). 

FELTON. J.M. Division of Rules and Records. 84/08/06. GARDE. B. P. 
Government Accountability Project. 4pp. 28557:284. 24X 

Fiche: 50-508, 84/08/06. 8501240061. 


— 8501240095 "Rept on Qualification Tests for D60-01 Cable Contract 
3240-626 WPPSS Nuclear Project 3 w/Insulation Indents for 
Class IE Sve in Nuclear Generating Stations. " 

SHORT. P. A.. LITTLEHALES. G. Rockbestos Co. QR3802. 83/02/03. 

13pp. 28557:294. 24X Fiche: 50-508. 84/08/06. 8501240061. 


8501280440 Partial response to FOIA request for 12 categories of 
documents re facility including LWAs. CPs. design. engineering 
Sc const. ASLB Sc Commission rul ing s. f inane ing Sc antitrust 
agreements. App A documents available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/08/06. COHEN. B. K. 
Meredith Sc Cohen. P. C. 3pp. 28637:321. 24X Fiche: 50-000. 84/08/06. 

8501280440. 


8501080427 Summary of 840925 mgt meeting w/util. Coalition for Safe 
Power Sc Public Sve of New Hampshire in Bethesda.MD re status 
Sc project completion plans. Util established plant 
preservation Sc maint program. Attendance list end. 

NERSES. V. Licensing Branch 3. 84/12/13. Licensing Branch 3. 

35pp. 28273:292. 24X Fiche: 50-460, 04/12/13. 8501080427. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certif ication of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
eiSENHUT.D. C. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000. 84/12/27. 8501030120. 


8501080107 Advises of fees resulting from review of OL applications. 
Invoice will be sent. per 10CFR170. 

MILLER. W. a License Fee Management Branch. 84/12/28. MAZUR. D. W. 
Washington Public Power Supply System. Ip. 28269:361. 24X 

Fiche: 50-460, 84/12/28. 8501080107, 


E, NRC Safety Evaluation Report (SER). suppls Sc correspondence 


8501220274 Informs that draft SER will be issued by end of Mar 1985. 
in response toi applicent 841005 S? 08 ltr a. Draft will 
contribute to objective to have all completed work reviewed 
Sc accepted by NRC by restart. 

DENTON^H-H' Office of Nuclear Raactor Regulation. Director. 
85/Ql/OB, MAzilR.D. W, Washington .Rub lie Power Supply System. 3pp. 
28520; 085. 24X Fi ch e: 50-508. 85/01 /OS, 8501220274. 
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Security* medical* emergency & fire protection plans 

reactor licensees & all 

applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept, Svc list end. 

Edi^n^Co^ ff Licensing. 85/01/09. Consolidated 

Edison Co. of New York* Inc. 138pp. 67718:161 24X 

Fiche: 50-000* 85/01/09* 8501100621. 

H. General correspondence 

^^facilities**^*^**** addition to correspondence list for listed 

BRINKMAN* C.B. Combustion Engineering. Inc. 85/01/04. KNIGHTON,© 
8501090251^^*"^*’^’ 28254:138. 24X Fiche: 50-000* 85/01/04* 

Q. Inspe ction reports* IE Bulletins & correspondence 

8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under i0CFR20. 303. " Svc list end 

(Post 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche; 50-000* 84/12/21* 8412190503. 

8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

Prrp;’’*""*** & Enjin..ring R»pons* 
Consolidated Edison Co. of New York* 

Inc, 67pp. 28537:127, 24X Fiche: 50-000* 85/01/10* 8501070401, 

85-002* "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 

Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fi ch e: 50-000* 85/01/1 1* 8501080502. 

” 8 .p*r*tion of Prloi.rg R.octor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness U Engineering 
Response 85/01/15. Consolidated Edison Co of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-000* 85/01/15* 8501100655. 

^^Siilli!*" Svc^lUt'^Md* "Inadeciuate Mgt of Security Response 

JORDAN, E. L. Division of Emergency Preparedness << Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co of New 

York* Inc. 109pp. 28613:169. 24X Fich e: 50-000, 85/01/17* 8501160196. 


docket 50-513 WPPSS NUCLEAR PROJECT* UNIT 4 


"Pipe Whip Restraints." Svc list 


8501230229 IE Info Notice 85-005, 
end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 

R..PQT.*. (Po.t 830103, 88/01/33. Consolla.t.d Edi.on Co of N.u> 

York* Inc. 108pp. 28692:186. 24X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Inf o Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. * 

JORDAN, E.L. Division of Emergency Preparedness S( Engineering 
Response (Post 830103) . 85/01/23, Consolidated Edison Co of New 

York, Inc. 109pp, 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236. 


"Contaminated Radiography Source 


8501250352 IE Info Notice 85-007, 

Shipments." Svc list end. 

Safeguards I* Insp Programs 

(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc, 67pp, 28692:295. 24X Fiche: 50-000* 85/01/29* 8501250352 . 


DOCKET STN-50-^509 WPPSS NUCLEAR PROJECT* UNIT 5 
A. Applicati on/ construct ion stage documents Sc correspondence 

8501280440 Partial raeppnsf to PSIA request for 12 categories of 
documents re Paqi lity; inclfc^dfng LWAs* CPs* design* engineering 
<c const* A 8 LB ti Commission rulings* f inane ing Sc antitrust 
agreements, f^pp A dpeumentt available in PDR. 

FELTON, Division of Rules and Records. 84/08/06. COMEN* B. K. 

J 28637:321. 24X Fiche: 50^000* 84/08/06* 

O501SB0440.. 


documents & correspondence 

8501280440 Partial response to FOIA request for 12 categories of 

&°ASLrrcILrrj“*'^ including LWAs, CPs, design, engineering 
8 c ASLB & Commission rul ings* f inane ing & antitrust 
available in PDR. 

ELTON, J. M. Division of Rules and Records. 84/08/06 COHEN, B K 

I. Financial information 

»tftu» of contractual & financial arraniamont.. 
Requests consideration of financial qual if ication be 
fl ererr ed, 

75/10%2 Supply System. WPPSS 021A. 

Reactor Licensing (NRR-1975 only). 
3pp. 27062.077, 24X Fiche: 50-000, 84/08/24* 8409040220. ^ 

Bulletins «c correspondence 

Bulletin 84-03 re refueling cavity water 
iitir refueling cavity 

defer-rai be provided due to current const 

deferral status. Item will remain open, 

ARTIN, J, B. Region 5, Office of Director. Ip. 28414*232 24X 

Fiche: 50-460, 84/12/27, 8501160145. 

*■ ’■•x***" coTr.sponil.nce 

r.pt r. potential defect in DSR or DSRV standbp 
di.e.l Qontr.tor or air filtar in angina control panel. 
f??ni s'* f ??? J" '■“’■'•'•‘O opoc-Polgcerbonat. 

niim :!*** *’* ,"»f>*ced u/aetal boul. 

ff ice* Office of Inspection and Enforcement. 5 pp. 28563*094 24 X 

Fiche: 50-000*85/01/22*8501280486. a 4 X 


STN-50-518 HARTSVILLE NUCLEAR PLANT* UNIT 1 

** relat*d correlpondence 

8501280486 Part 21 rept re potential defect in DSR or DSRV standby 

iillA «"trol panel. ^ 

filtsr purchase spec. Polycarbonate 
replaced w/metal bowl, 

oSff^e 85/01/22. Director's 

C* Inspection and Enforcement. 5pp, 28563:094 24X 

Fiche: 50-000*85/01/22* 8501280486. uv^. ^41 


DOCKET STN-50-519 HARTSVILLE NUCLEAR PLANT* UNIT 2 

** related correspondence 

8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

5“ ?^*??? J” purchase spec. Polycarbonate 

filter bowl will be replaced w/metal bowl. 

BOYro, R. E. Transamerica Delaval, Inc. 85/01/22. Director's 

Officer Office of Inspection and Enforcement. 5pp. 28563:094 24X 

Fiche; 50-000*85/01/22, 8501280486. 

DOCKET^STN-W-520 HARTSVILLE NUCLEAR PLANT, UNIT 3 

S. Reportab le o ccurrences, LERs Se related correspondence 

8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel genarator or air filter in engine control panel. 

Caused by change in filter purchast spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYei* R. E. Transamerica Delaval, Inc. 85/01/22. Director's 

Pfrlcs of Inspection and Enforcement. 5 pp. 28563:094, 24X 

Fiche: 50-000* 85/01/22* 8501280486. -oao.,. uv-», 
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DOCKET STN-50~521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S, Reportable occurrences, LERs & related correspondence 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000, 85/01/22, 8501280486. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50, 49, “Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. *' Svc list end. 
EISENHUT. D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


F. Security, medical, emergency & fire protection plans 


8501100621 Generic Utr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


Q. Inspection reports, IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. '' Svc list end. 

GRACE, J. N, Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. i21pp. 28570:042. 24 X Fich e: 50-000, 84/12/21 , 8412190503. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J, N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation it Testing of 
Differential Pressure Transmitters, " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24 X Fiche; 50-000, 85/01/11, 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24 X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche; 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 05-006, “Contamination of Breathing Air 
Sys. " Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103), 85/01/23. Consolidated Edison Co. of New 

VoT^k, Inc. 109f)pik 28692:001. 24X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85r 007, "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J.N, Division of QA, Safeguards 8( Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


A. Application/construction stage documents Sc correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50, 49, "Environ Qualif ication of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000,84/12/27, 8501030120. 


F. Security, medical, emergency Sc fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list encl. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 138pp. 67718:161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


G. Inspection reports, IE Bulletins Sc correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list encl. 

GRACE, J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters. ’’ Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502, 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. ” Svc list encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. I03pp. 28490:226. 24 X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end, 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24 X Fich e: 50-000, 85/01 /17, 8501 160196. 


8501230229 IE Info Notice 05-005, "Pipe Whip Restraints. " Svc list 
encl. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. lOBpp. 28692:186. 24 X Fich e: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fich e; 50 - 000 , 85/01/23, 8501230236. 


8501250352 IE Info Notice 05-007, "Contaminated Radiography Source 
Shipments. " Svc list encl. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche; 50-000, 85/01/29, 8501250352. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents Sc correspondence 


8501140541 FOIA request for repts Sc records received by MRC since Sept 
1975 re feasibility of dry cooling methods for nuclear 
reactors. 

RYAN, J. A. Streich, Lang, Weeks Sc Card on, 84/03/13. Office of 
Administration. 3pp. 28391:001. 24X Fiche: 50-528, 84/03/13, 

8501140541 . 
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85011S0051 FOIA request for repts resulting from listed environ 
qualification of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS, 0. G. JRA Associates, 84/04/05. FELTON, J. M. Division of 
Roles and Records. Ip. 28467:001. 24X Fi c he; 50-000, 84/04/05, 

8501180051. 


8501140545 Responds to FOIA request for all records received by NRC 
since Sept 1975 re feasibility of dry cooling methods for 
nuclear reactors. Documents 1,2 & 3 listed in App A available 
in LPDR in Phoeni x, AZ. Document 4 must be purchased. 

FELTON, J.M. Division of Rules and Records. 84/04/26. RYAN, J. A. 
Streich, Lang, Weeks Cardon. 2pp. 28391:004. 24X 

Fiche: 50-528, 84/04/26, 8501140545. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000, 84/05/24, 

8501180069. 


— 8308230842 Forwards SER approving applicant plan for environ 
qualification of electtrical equipment important to safety & 
safety-related mechanical equipment per 10CFR50. 49, 

NUREG-0588 Sc NUREO-0800. One open item remains. 

KNIGHT, J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/08/15. NOVAK, T. M. Assistant Director for 

Licensing. 2pp. 28467:154. 24X Fich e: 50-000, 84/05/24, 8501 180069. 


— 8501180208 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment. 

* Equipment Qualif ication Branch. 83/06/15. 19pp. 28467: 156. 

24X Fiche: 50-000. 84/05/24, 8501180069. 


— 8501180295 "Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Palo Verde Nuclear Generating Station Unit 1, “ 

BORGEN, R. A. , HOLLOWAY, E. R. EGScG, Inc. FIN A-6415. EGG-EA-6416. 

83/09/30. NRC - No Detailed Affiliation Given. 41pp. 

28468: 018. 24X Fiche: 50-000, 84/05/24, 8501180069. 


8501220365 Further response to 830805 FOIA request for documents re 
allegations made by R Gunderson Sc U Royce. Forwards App A 
documents. Documents also available in PDR. Info partially 
withheld (ref FOIA Exemptions 6 Sc 7). 

FELTON, J.M. Division of Rules and Records. 84/06/07. BERNABEI, L. 
Government Accountability Project. 3pp. 28519:330. 24X 

Fiche: 50-528, 84/06/07, 8501220365. 


8501040189 Forwards draft License NPF-34. Comments by 841220 requested. 
NOVAK, T. M. Assistant Director for Licensing. 84/12/14. VAN 
BRUNT,E.E. Arizona Public Service Co. 14pp. 28212:266. 24X 
Fiche: 50-528, 84/12/14, 8501040189. 


8501160360 Advises of results of investigation of NRC Allegation 156 
re handwritten preparation of purchase orders Sc omission of 
model Sc serial numbers on computerized purchase orders. 

Allegation unsubstantiated. No corrective action required. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5, Office of Director. 3pp. 28406:359. 24X 

Fiche: 50-528, 84/12/14, 8501160360. 


8501160298 Forwards Bechtel evaluation of corrosion on burled piping, 
tanks S< associated structures at fac i 1 it y. Corrosion 
protection acceptable. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/21. MARTIN, J. B. 
Region 5, Office of Director. 115pp. 28411:255. 24X 

Fiche: 50-528, 84/12/21, 8501160298. 


8501290585 Requests certification of 841221 final draft Tech Specs. 
Statements re certification of final draft Tech Specs may 
not be valid if all proposed changes not accepted. 

KNIGHTON, G. W. Licensing Branch 3. 84/12/24. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 28646:326. 24X 

Fiche: 50-528, 84/12/24, 8501290585. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certif ication of compliance to 
10CFR50. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501090099 Corrects 841218 request for proposed CESSAR changes be 
reviewed as proposed FSAR changes for facilities. Approval 
also accepts justification for using primary sys blowdown 
it separation analyses per Reg Guide 1. 75. 

VAN BRUNT, E.E. Arizona Public Service Co. 85/01/02. KNIGHTON, G. W. 
Licensing Branch 3. 3pp. 28258:146. 24X Fiche: 50-528, 85/01/02, 

8501090099. 


8501150255 Forwards "Palo Verde Technical Audit" of safety analysis it 
applicable CESSAR-F analyses, per 841106 ltr. No serious 
technical errors, safety concerns or systematic error 
patterns found. C-E design process adequate. 

SCHERER, A. E. Combustion Engineering, Inc. 85/01/11. EISENHUT, D. G. 
Division of Licensing. Ip. 28381:082. 24X Fiche: 50-000, 85/01/1 1 , 

8501150255. 


— 8501220370 Handwritten memo forwarding status list of allegations it 
persons responsible for closeout. Open allegations & items to 
be assigned to Region V highlighted. Info partially withheld. 
NARBUT, A. D. NRC - No Detailed Affiliation Given. 83/04/19. 
JOHNSON, A. NRC - No Detailed Affiliation Given. 5pp. 28519:333. 
24X Fiche: 50-528, 84/06/07, 8501220365. 


8501040115 Forwards proposed Tech Specs. Requests review within 10 days 
& certification that Tech Specs accurately reflect plant, 

FSAR & SER analyses. Proposed changes should be identified in 
response. W/o end. 

KNIGHTON, G. W. Licensing Branch 3. 84/11/28, VAN BRUNT. E. E. 

Arizona Public Service Co. 2pp. 28209:292. 24X 

Fiche; 50-528, 84/11/28, 8501040115. 


8501040222 Forwards request for addl info based on review of 840919 ltr 
re steam generator tube rupture analysis. 

KNIGHTON, G. w. Licensing Branch 3. 84/11/28, VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 28216:275. 24X 

Fiche: 50-528, 84/11/28, 8501040222. 


8501040234 Foruiards request for. addl info based on review of studies 
re whether fires at plant could result in spurious 
actuations. 

KNIGHTON, G. W. Licensing Bfanch 3. 84/12/04. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 28216:329. 24X 

Fiche: 50-528, 84/12/04, 8501040234. 


8501080445 Summary of 841108 meeting w/C-E Core Protection 
Calculators Owners Group re long-term improvement program. 
Detailed description of program will t* presented in Apr 
1985. List of attendees encl^ 

LEE, R. S. Operating Reactors Branch 3. 84/12/09. MILLER, J. R. 

Operating Reactors Branch 3. 3pp. 28271: 105. 24X 

Fiche: 50-000. 84/12/09, 8501080445. 


8501030266 Summary of 841107 meeting w/utll in Bethesda, MD re operating 
experience requirements for shift staff ing. List of attendees 
end. 

LICITRA, E. A. Licensing Branch 3. 84/12/14. Llcenr<ng Branch 3. 

5pp. 28201:352. 24X Fiche: 50-528, 84/12/14, 850103026/ . 


E. NRC Safety Evaluation Report (SER), suppls it correspondence 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24. WILLIAMS, 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fi che: 50-000, 84/05/24, 

8501180069. 


F. Security, medical, emergency it fire protection plans 


8501020130 Forwards Insp Rept 50-528/84-46 on 841022-26 8» 1114-16. Two 
unresolved items it four open items require action. 

KIRSCH, D.F. Region 5, Office of Director. 84/12/10. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28154:246. 24X 

Fiche: 50-528, 84/12/10, 8501020130. 


— 8501020134 Insp Rept 50-528/84-46 on 841022-26 it 1114-16. No violations 
noted. Major areas inspected : fire protection Sc sys. 

QUALLS,P. M. . YOUNG, T., MILLER, L. Region 5, Office of Director. 
84/12/07. 4pp. 28154:248. 24X Fiche: 50-528, 84/12/10, 8501020130. 


8501030265 Summary of 841115 meeting w/util at site re vital area 
barriers for security program. List of attendees end. 

LICITRA, E. A. Licensing Branch 3. 84/12/10. Licensing Branch 3. 

4pp. 28201:274. 24X Fiche: 50-528, 84/12/10, 8501030265. 


8501160206 Submits followup rept re status of physical security program 
deficiencies identified during preoperational physical 
security insps. Alarm rate decreased it 1, 000-watt fixtures 
satisfactorily installed. 

VAN BRUNT, E. E. Arizona Public Service Co, 84/12/28. MARTIN, J.B. 
Region 5, Office of Director. 2pp, 28412; 162. 24X 

Fiche: 50-528, 84/12/28, 8501160206. 
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8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

ElSENHUTi D. G. Division of Licensing. 85/01/09, Consolidated 
Edison Co. of New York* Inc. 138pp. 67718:161. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


8501150243 Forwards Safeguards Insp Rept 50-528/84-58 on 841210-14 & 
20. No violations noted. Withheld <ref 10CFR73. 21). 

MONTGOMERY* J. L. Region 5* Office of Director. 85/01/09. VAN 
BRUNT, E.E. Ari 2 ona Public Service Co. 2pp. 28388:068. 24X 

Fiche: 50-528* 85/01/09* 8501150243. 


8501230068 Forwards "QA Program for Fire Protection" & detection sys 
during const & startup phases* per NRC Deviation Item 
50-528/84-25-03. 

VAN BRUNT, E.E. Arizona Public Service Co. 85/01/09. KIRSCH, D. F. 
Region 5, Office of Director. Ip. 28513:284. 24X 

Fiche; 50-528* 85/01/09, 8501230068. 


— 8501230073 "OA Program for Fire Protection, " 

* Arizona Public Service Co. 85/01/09. 42pp. 28513:285. 24X 

Fiche; 50-528, 85/01/09* 8501230068. 


H. General correspondence 


8501090251 Requests author addition to correspondence list for listed 
facilities. 

BRINKMAN, C. B. Combustion Engineering* Inc. 85/01/04. KNIGHTON* G. 
Licensing Branch 3. Ip. 28254:138. 24X Fiche: 50-000* 85/01/04, 

8501090251. 


J. Insurance & indemnity information 


8501140010 Unexecuted Amend 3 to Indemnity Agreement B-95. 

SALTZMAN*U. Assistant Director for State & Licensee Relations. 
84/12/24. 3pp. 28390:330. 24X Fiche: 50-528* 84/12/24* 8501140010. 


6501250541 Forwards License NPF-34, FR notices of issuance Sc environ 
assessment* assessment of effect of 40-yr license duration, 

SSER 7 ft Amends 2 Sc 3 to Indemnity Agreement B-95. W/o 
SSER 7. 

EISENHUT* D. G. Division of Licensing. 84/12/31. VAN BRUNT* E, E. 
Arizona Public Service Co. 4pp. 28570: 137. 24X 

Fiche; 50-528* 84/12/31* 8501250541. 


P. Operating license stage documents Sc correspondence 


8501250541 Forwards License NPF-34* FR notices of issuance Sc environ 
assessment, assessment of effect of 40-yr license duration. 

SSER 7 S( Amends 2 St 3 to Indemnity Agreement B-95. W/o 
SSER 7. 

EISENHUT, D. G. Division of Licensing. 84/12/31. VAN BRUNT* E. E. 
Arizona Public Service Co. 4pp. 28570: 137. 24X 

Fiche: 50-528*84/12/31, 8501250541. 


— 8501250546 License NPF-34 for facility* authorizing 5% operation. 
DENTON*H. R. Office of Nuclear Reactor Regulation* Director. 
84/12/31. 14pp. 28570:141, 24X Fich e: 50-52^ 84/12/31* 8501250541. 


— 8501250551 Notice of issuance of License NPF-34* authorizing 57. power 
operation. 

KNIGHTON* G. W. Licensing Branch 3. 84/12/31. 5pp. 28570:155. 

24X Fiche: 50-528* 84/12/31* 8501250541, 


— 8501250554 Notice of environ assessment Se finding of no significant 
impact re issuance of License NPF-34. 

SCHWENCER*A. Division of Licensing, 84/12/19. 6pp. 28570:160. 
24X Fiche: 50-528* 84/12/31* 8501250541. 


—8501250559 "Environ Protection Plan (Nonradiological) to License 
NPF-34, '' App A Tech ^pecs (NUREO-llll) end. 

'* Office of Nueiepr Reactor Regulation* Director. 84/12/31. 
225pp. 28570:168, 24X Fiche: 50-528* 84/12/31, 8501250541. 


8501160134 Certifies operability of all required sys for initial fuel 
load* per Item 1, a to License MPFra4. Operability 
demonstrated by iseeting acceptance criteria in Tech Specs. 

VAN BRUNt.E.E, Arizona Public Service Co. 85/01/06. MARTIN* J. B. 
Region 5* Office of Director. Ip. 28412:183. 24X 

Fiche: 50-528* 85/01/06, 8501160134. 


8501220279 Advises that Amends 12 & 13 FSAR Chapter 17 re OA program 
description continue to satisfy requirements of App B to 
10CFR50 it acceptable. 

KIRSCH* D.F. Region 5* Office of Director. 85/01/15. VAN BRUNT, E.E. 

Arizona Public Service Co. Ip. 28494:037. 24X 

Ficha; ?0-528* 85/0^1/15* 8501220279. 


6501230392 Forwards final version of fuel load incentive program 
inadvertently omitted from 841226 ltr. Program included w/ltr 
not final version. 

VAN BRUNT* E. E. Arizona Public Service Co. 85/01/16. EISENHUT* D. G. 
Division of Licensing. 4pp. 28512:085. 24X Fiche; 50-528* 85/01/16* 

8501230392. 


Q. Inspection reports* IE Bulletins 8c correspondence 


8501020130 Forwards Insp Rept 50-528/84-46 on 841022-26 8c 1114-16. Two 
unresolved items Sc four open items require action. 

KIRSCH* D.F. Region 5* Office of Director. 84/12/10. VAN BRUNT* E. E. 

Arizona Public Service Co. 2pp. 28154:246. 24X 

Fiche: 50-528* 84/12/10* 8501020130. 


—8501020134 Insp Rept 50-528/84-46 on 841022-26 8c 1114-16. No violations 
noted. Major areas inspected: fire protection 8t sys. 

QUALLS* P.M.* YOUNG* T.* MILLER* L. Region 5* Office of Director. 
84/12/07. 4pp. 28154:248. 24X Fiche : 50-528* 84/12/10* 8501020130. 


8501100048 Advises that insps re const 8e testing of facility & QA 
program completed* w/exception of items identified in end. 

QA program meets requirements of 10CFR50*App B. 

MARTIN* J.B. Region 5* Office of Director. 84/12/19. DENTON* H. 
Office of Nuclear Reactor Regulation* Director. 5pp. 28349; 171. 
24X Fiche: 50-528* 84/12/19, 8501100048. 


8501100557 Forwards Insp Rept 50-528/84-60 on 841126-30. No violations 
identified. 

KIRSCH, D.F. Division of Resi dent. Reactor Project 8i Engineering 
Programs. 84/12/19. VAN BRUNT, E. E. Arizona Public Service Co. 
2pp. 28348:111. 24X Fiche: 50-528, 84/12/19, 8501100557. 


— 8501100562 Insp Rept 50-528/84-60 on 841 126-30. No violation or 
deviations noted. Major areas inspected : surveil lance program* 
maint program, 10CFR50. 55(e) items & implementation of TMl 
action plan items. 

KELLUND, G. C. , IVEY, K. D. , YOUNG, T. Region 5, Office of Director. 
84/12/18. 9pp. 28348:113. 24X Fiche: 50-528, 84/12/19, 8501100557. 


8501070406 Responds to 841203 request for deletion of names Sc other 
info which could disclose identity of persons named in Ofc 
of Investigation rept prior to placement in PDR. Request 
denied. No compelling reason for nondisclosure identified. 

MARTIN* J.B. Region 5* Office of Director. 84/12/20. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28229:342. 24X 

Fiche: 50-528, 84/12/20, 8501070406. 


6412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 1QCFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness Sc Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fi c he: 50-000, 84/12/21, 8412190503. 


8501020301 Forwards response to 841212 notice of violation Sc proposed 
imposition of civil penalty, Item I. B re electrical 
termination cards. Requests remission of penalty based on 
listed reasons. 

VAN BRUNT,E. E. Arizona Public Service Co. 84/12/26. Director's 
Office, Office of Inspection and Enforcement. 17pp. 28142:289. 24X 

Fiche: 50-528, 84/12/26* 8501020301. 


8501160206 Submits followup rept re status of physical security program 
deficiencies identified during preoperational physical 
security insps. Alarm rate decreased <c 1,000-watt fixtures 
satisfactorily installed. 

VAN BRUNT*E. E. Arizona Public Service Co. 84/12/28. MARTIN* J. B. 
Region 5* Office of Director. 2pp. 28412:162. 24X 

Fiche; 50-528* 84/12/28* 8501160206. 


S501210192 Forwards Insp Rept 50-528/84-57*50-529/84-38 Sc 
50-530/84-27 on 841203-07 8c 17-19. No noncompliance noted. 
WENSLAWSKI* F. A. Region 5* Office of Director. 84/12/28. VAN 
BRUNT, E.E. Arizona Public Service Co. Ip. 28494:337. 24X 

Fiche; 50-528* 84/12/28* 850X210192. 


—8501210204 Insp Repts 50-528/84-57*50-529/84-38 8e 50-530/84-27 on 
841203-07 8t 17-19. No violation or deviation noted. MajoT 
areas inspected: preoperational testing* tritiated water 
disposal 8c NRC bypass training. . 

NORTH* H. 8.* YUHAS,C. P. Region 5* Office of Director, 84/12/28, 
6pp. 28494:338. 24X Fiche; 50-528* 84/12/28* 8501210192* 


8501150016 Responds to NRC 841205 ltr re violetions noted in Insp Rept 
50-528/84-47. Corrective actions: eddl weld on north 2 
sides added 8c Bechtel initiated reinsp program. 

VAN BRUNT* E. E. Arizona Public Service Co, 85/01/04. KIRSCH* D. F. 
Region 5* Office of Director. 6pp. 28380:159, 

Fiche: 50-528* 85/01/04* 8501150016. 
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8501150243 Forwards Safeguards Insp Rept 50-528/84-58 on 841210-14 & 
20. No violations noted. Withheld (ref 10CFR73. 21). 

MONTGOMERY* J. L. Region 5i Office of Director. 85/01/09. VAN 
BRUNT.E. E. Arizona Public Service Co. 2pp. 28388:068. 24X 

Fiche: 50-528* 85/01/09. 8501150243. 


8501230068 Forwards “QA Program for Fire Protection" Se detection sys 
during const & startup phases* per NRC Deviation Item 
50-528/84-25-03. 

VAN BRUNT* E. E. Arizona Public Service Co. 85/01/09. KIRSCH* D. F. 
Region 5* Office of Director. Ip. 28513:284. 24X 

Fiche; 50-528* 85/01/09* 8501230068. 


— 8501230073 "QA Program for Fire Protection. " 

* Arizona Public Service Co. 85/01/09. 42pp. 28513:285. 24X 

Fiche: 50-528* 85/01/09* 8501230068. 


8501070401 IE Info Notice 85-001. "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10* 8501070401. 


8501300044 Forwards Insp Rept 50-528/84-64 on 841213-18. No violations 
noted. 

WENSUAWSKI* F. A. Region 5* Office of Director. 85/01/10. VAN 
BRUNT.E. E. Arizona Public Service Co. 2pp. 28678:285. 24X 

Fiche: 50-528* 85/01/10* 8501300044. 


— 8501300051 Insp Rept 50-528/84-64 on 841213-18. No noncomp 1 iance or 
deviation noted. Major areas inspected: preoperational tests* 
completion of work on & calibr of radiation monitoring sys & 
NUREG-0737* Items II. B. 3 & II. F. 1. 

SHERMAN.C. * YUHAS* G. P. Region 5* Office of Director. 85/01/08. 
8pp. 28678:287. 24X Fiche: 50-528* 85/01/10* 8501300044. 


8501080502 IE Info Notice 85-002* "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


8501250617 Forwards Insp Rept 50-528/84-56 on 841126-1214. No violations 
or deviations noted. 

KIRSCH* D.F. Regions, Office of Director. 85/01/11. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28561:233. 24X 

Fiche: 50-528* 85/01/11* 8501250617. 


— 8501250618 Insp Rept 50-528/84-56 on 841 116-1214. No violations or 
deviations noted. Major areas inspected : 10CFR50. 55( e) items 
Sc licensee programs for verification of quality-related 
activities. 

WAGNER, W.J.* PEREZ, G.* CLARK* C. Region 5* Office of Director. 
85/01/07. 24pp. 28561:235. 24X Fiche: 50-528* 85/01/1 1* 8501250617. 


8501290691 Forwards Insp Rept 50-528/84-53 on 841031-1108*28 S< 1219. No 
violations noted. 

KIRSCH* D.F. Regions* Office of Director. 85/01/11. VAN BRUNT* E. E. 

Arizona Public Service Co. 2pp, 28639:189. 24X 

Fiche; 50-528* 85/01/11* 8501290691. 


—8501290700 Insp Rept 50-528/84-53 on 841031-1108*28 «c 1219. No 
violations or deviations noted. Major areas inspected: Tech 
Spec comparsion to as-built plant features & administrative 
controls for plant equipment/conf igura tion. 

CREWS* J.L.* JOHNSON, A. D. * CHAFFEE, A. E. Region 5* Office of 
Director. 85/01/04. 6pp. 28639:191. 24X Fiche: 50-528* 85/01/11 , 

8501290691. 


8501300019 Forwards Insp Repts 50-528/84-61*50-529/84-40 Sc 50-530/84-29 
on 841203-07. No noncompliance noted. 

KIRSCH* D.F. Region 5* Office of Director. 85/01/11. VAN BRUNT, E. E. 

Arizona Public Service Co. Ip. 28678:307. 24X 

Fiche: 50-528, 85/01/11, 8501300019. 


— 8501300022 Insp Repts 50-528/84-61,50-529/84-40 Sc 50-530/84-29 on 
841203-07. No noncompliance noted. Major areas inspected: IE 
circulars* previously identified open items Sc implementation 
of TMI Lessons Learned actions, 

SORENSEN, R. C. * HOLLENBACH* D. * MILLER* L. F. Region 5, Office of 
Director. 85/01/04. 11pp. 28678:308. 24X Fiche: 50-528* 85/01/11, 

8501300019. 


8501100655 IE Info Notice 85-003* "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490: 226, 24X Fich e: 50-000* 85/01/15, 8501 100d»55, 


8501230314 Responds to violations noted in Insp Rept 50-528/84-15. 
Corrective actions: erroneous paperwork c orrected. Welder 
skill can be demonstrated. Review detected no errors in 
essential welder qualification variables. 

VAN BRUNT, E.E. Arizona Public Service Co. 85/01/16. KIRSCH* D. F. 
Region 5, Office of Director. 6pp. 28510:134. 24X 

Fiche: 50-528* 85/01/16* 8501230314. 


8501160196 IE Info Notice 85—004* "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. I09pp. 28613:169. 24X Fiche: 50-000* 85/01/17* 8501160196. 


8501250379 Ack receipt of 850104 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-528/84-47. Add 1 
clarification required. Statistics should be included in 
analysis of Units 2 Sc 3 reinsp program. 

KIRSCH* D.F. Region 5* Office of Director. 85/01/21. VAN BRUNT* E. E. 

Arizona Public Service Co. 2pp. 28549:018. 24X 

Fiche: 50-528* 85/01/21, 8501250379. 


8501230229 IE Info Notice 85-005. “Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fiche: 50-000* 85/01/23* 8501230229. 


8501230236 IE Info Notice 85-006* "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23* 8501230236. 


8501250352 lE Info Notice 85-007* “Contaminated Radiography Source 
Shipments. ” Svc list end. 

GRACE* J. N. Division of QA* Safeguards Se Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29* 8501250352. 


S. Reportable occurrences* LERs & related correspondence 


8501070292 Corrected final Deficiency Rept DER 84-62 re malfunction of 
sequencer during safeguards testing. Initial ly reported on 
840817. Deficiency not reportable per 10CFR50. 55(e>. 

VAN BRUNT* E. E. Arizona Public Service Co. 84/12/08. KIRSCH* D. F. 
Region 5, Office of Director. 9pp. 28218:171. 24X 

Fiche: 50-528* 84/12/08* 8501070292. 


8501020057 Final Deficiency Rept DER 84-74 re Class IE inverters 
supplied by Elgar. Inverters caused circuits to blow fuse. 

Inverter connections tightened & alarm logic boards St 
inverter fuses replaced, 

VAN BRUNT* E. E. Arizona Public Service Co. 84/12/14. KIRSCH* D.F. 
Region 5* Office of Director, 6pp. 28156:221. 24X 

Fiche: 50-528, 84/12/14. 8501020057. 


8501020181 Final Deficiency Rept DER 84-100 re compression fittings, to 
terminals* supplied by GE. Const Spec 13-EM-306 now requires 
insp of terminal holding screws. 

van brunt, E.E. Arizona Public Service Co. 84/12/14. KIRSCH*D.F. 
Region 5* Office of Director. 4pp. 28154:206. 24X 

Fiche; 50-528* 84/12/14* 8501020181. 


8501080173 Rev 1 to final Deficiency Rept DER 84-08 re ITT/Barton Model 
763 transmitters not meeting specs. Initially reported on 
840229. Rev updates condition description St corrective 
action* per NRC request. 

VAN BRUNT.E, E. Arizona Public Service Co. 84/12/14. KIRS€H*D. F. 
Region 5* Office of Director. 4pp. 28245:322. 24X 

Fiche: 50-528* 84/12/14* 8501080173. 


8501070624 Rev 1 to final Deficiency Rept DER 84-37 re unqualified \ 

sealant in essential HVAC ductwork. Originally reported on 
840510. Rev updates condition description St corrective t 

action* per NRC 841130 request. [ 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/17. KIRSCH* D. F. [ 

Region 5* Office of Director. 6pp. 28217:248. 24X I 

Fiche: 50-528* 84/12/17,8501070624. I 

; 

8501070627 Final Deficiency Rept DER 84-53 re bonnet Sc diaphragm nuts St 
bolts loose on PC Se CH valves. Originally reported on 840817. 

Deficiency determined not reportable under 10CFR50. 55(e). 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/18. KIRSCH* D.F. 

Region 5* Office of Director. 9pp, 28217:255. 24X 

Fiche: 50-528, 84/12/18, 8501070627. 


8501160Q14 ForuMrds summery d:e»^cript^^ioh ifc evii^ of Impafpt of 

substantive changes to revised final deficiency repts. Revs 
evaluated es not substantive noted in files. 

VAN BRUNT* E. E. Arizona Public Service Co. 84/12/20. KIRSCH, D. F. 
Division of Resident, Rsactor Project St Engineering Programs. 8pp. 

28414: 241. 24X Fiche: 50-528* 84/12/20* 8501160014. 

i 

: ■ . ■ i 
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8501210153 Revised final Deficiency Rept DER 84-53 re bonnet & 
diaphragm nuts & bolts loose on pressure control Sc CH 
valves. Initially reported on 840817. Item not reportable per 
10CFR50. 55<e). 

VAN BRUNT. E.E. Arizona Pub-lic Service Co. 85/12/28. KIRSCH. D. F. 
Region 5. Office of Director. 9pp. 28501:263. 24X 

Fiche: 50-528. 84/12/28. 8501210153. 


8501280234 Rev 1 to final Deficiency Rept DER 83-49 re broken impeller 
blades & diffuser bolts loose in C-E reactor coolant pumps. 
Deficiency not reportable per 10CFR50. 55(e). 

VAN BRUNT. E.E. Arizona Public Service Co. 85/01/09. KIRSCH. D. F. 
Region 5. Office of Director. 8pp. 28615:016. 24X 

Fiche: 50-528. 85/01/09. 8501280234. 


8501240627 Rev 1 to final Deficiency Rept DER 83-61 re LPSI pumps 
failing to start & produce required head. Initially reported 
on 830914. Caused by hard contact between impeller & case 
ring. 

VAN BRUNT. E.E. Arizona Public Service Co. 85/01/11. KIRSCH. D.F. 
Region 5. Office of Director. llpp. 28554:228. 24X 

Fiche: 50-528. 85/01/11. 8501240627. 


V. Operator Examinations 


— 8501030256 Order extending const completion date to 851231. 

EISENHUT. D. 0. Division of Licensing. 84/12/10. Arizona Public 
Service Co. 4pp. 28201:303. 24X Fiche: 50-529. 84/12/10. 

8501030252. 


— 8501030385 Safety evaluation of util 841025 request. as amended by 
841113 Itr, for extension of const completion date to 
851231. Issuance of order extending const completion date to 
851231 reasonable & should be authorized. 

* NRC - No Detailed Affiliation Given. 84/12/10. 3pp. 
28201:307. 24X Fich e: 50-529, 84/12/10, 8501030252. 


8501030378 Forwards request for addl info re pressurizer auxiliary 
spray sys. Results of required analysis & non-Class IE power 
supply sys design changes proposed due to analysis 
requested. 

KNIGHTON. G. W. Licensing Branch 3. 84/12/13. VAN BRUNT, E.E. 

Arizona Public Service Co. 5pp. 28200:336. 24X 

Fiche: 50-529. 84/12/13. 8501030378. 


8501030266 Summary of 841107 meeting w/util in Bethesda. MD re operating 
experience requirements for shift staffing. List of attendees 
end. 

LICITRA. E. A. Licensing Branch 3. 84/12/14. Licensing Branch 3. 

5pp. 28201:352. 24X Fiche: 50-528. 84/12/14. 8501030266. 


8501250304 Forwards ref matl requirements for operator licensing exams 
scheduled for 850409 & 0410-0503. 

PATE. R. Region 5. Office of Director. 85/01/21. VAN BRUNT, E. E. 
Arizona Public Service Co. 5pp. 28546:225. 24X 

Fiche: 50-528. 85/01/21. 8501250304. 


DOCKET STN-50-529 PALO VERDE NUCLEAR STATION. UNIT 2 


8501160360 Advises of results of investigation of NRC Allegation 156 
re handwritten preparation of purchase orders & omission of 
model & serial numbers on computerized purchase orders. 

Allegation unsubstantiated. No corrective action required. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5. Office of Director. 3pp. 28406:359. 24X 

Fiche: 50-528. 84/12/14. 8501160360. 


A. Application/construction stage documents & correspondence 


8501140541 FOIA request for repts & records received by NRC since Sept 
1975 re feasibility of dry cooling methods for nuclear 
reactors. 

RYAN, U. A. Streich. Lang, Meeks & Cardon. 84/03/13. Office of 
Administration. 3pp. 28391:001. 24X Fiche: 50-528, 84/03/13, 

8501140541. 


8501140545 Responds to FOIA request for all records received by NRC 
since Sept 1975 re feasibility of dry cooling methods for 
nuclear reactors. Documents 1.2 3 listed in App A available 

in LPDR in Phoenix, AZ. Document 4 must be purchased. 

FELTON, J.M. Division of Rules and Records. 84/04/26, RYAN, J. A. 
Streich, Lang, Weeks & Cardon. 2pp. 28391:004. 24X 

Fiche: 50-528. 84/04/26. 8501140545. 


8501220365 Further response to 830805 FOIA request for documents re 
allegations made by R Gunderson & W Roy ce. Forwards App A 
documents. Documents also available in PDR. Info partially 
withheld (ref FOIA Exemptions 6 it 7). 

FELTON. J.M. Division of Rules and Records. 84/06/07. BERNABEI.L. 
Government Accountability Project. 3pp. 28519:330. 24X 

Fiche: 50-528, 84/06/07. 8501220365. 


— 8501220370 Handwritten memo forwarding status list of allegations it 
persons responsible for closeout. Open allegations & items to 
be assigned to Region V highlighted. Info partially withheld. 
NARBUT. A. D. NRC - No Detailed Affiliation Given. 83/04/19. 
JOHNSON. A. NRC - No Detailed Affiliation Given. Spp. 28519:333. 
24X Fiche: 50-528, 84/06/07. 8501220365. 


8501040222 Forwards request for addl info based on review of 840919 Itr 
re steam generator tube rupture analysis. 

KNIGHTON. G. w. Licensing Branch 3. 84/11/28. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 28216:275. 24X 

Fiche: 50-528. 84/11/28. 8501040222. 


8501160298 Forwards Bechtel evaluation of corrosion on buried piping, 
tanks & associated structures at facility. Corrosion 
protection acceptable. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/21. MARTIN. J. B. 
Region 5, Office of Director. 115pp. 28411:255. 24X 

Fiche; 50-528, 84/12/21, 8501160298. 


8501030391 Ack receipt of 841210 fee it application for exemption from 
GDC 4. Fee will be retained & applied to review cost for 
application. Fee assessment info end. 

DIGGS.R, M. License Fee Management Branch. 84/12/26. VAN BRUNT. E. E. 

Arizona Public Service Co. 3pp. 28200:342. 24X 

Fiche; 50-529, 84/12/26, 8501030391. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
lOCFRSO. 49, "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Svc list end. 
EISENHUT, D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. 18pp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120. 


8501090099 Corrects 841218 request for proposed CESSAR changes be 
reviewed as proposed FSAR changes for facilities. Approval 
also accepts justification for using primary sys blowdown 
it separation analyses per Reg Guide 1. 75. 

VAN BRUNT.E. E. Arizona Public Service Co. 85/01/02. KNIGHTON, 0. W. 
Licensing Branch 3. Spp. 28258:146. 24X Fiche: 50-528, 85/01/02, 

8501090099. 


8501150255 Forwards "Palo Verde Technical Audit" of safety analysis Sc 
applicable CESSAR-F analyses, per 841106 ltr. No serious 
technical errors, safety concerns or systematic error 
patterns found. C— E design process adequate. 

SCHERER, A.E. Combustion Engineering, Inc. 85/01/11. EISENHUT, D, G. 
Division of Licensing. Ip. 28381:082. 24X Fiche: 50-000, 85/01/11, 

8501150255. 


8501040234 Forwards request for addl info based on review of studies 
re whether fires at plant could result in spurious 
actuations, 

KNIGHTON, G. w. Licensing Branch 3. 84/12/04. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 28216:329. 24X 

Fiche: 50-528. 84/12/04, 8501040234. 


8501080445 Summary of 841108 meeting w/C-E & Core Protection 
Calculators Owners Group re long-term improvement program. 
Detailed description of program will be presented in Apr 
1985. List of attendees end. 

LEE,R. S. Operating Reactors Branch 3, 84/12/09. MILLER, J. R. 

Operating Reactors Branch 3. 3pp. 28271:105, 24X 

Fiche: 50-000, 84/12/09, 8501080445. 


8501030252 Forwards order extending const completion date to 851231 it 
safety evaluation of 841025 & 1113 requests for extension 
of CPPR-142, 

EISENHUT, D. G. Division of Licensing. 84/12/10. VAN BRUNT, E. E. 
Arizona Public Service Co. 4pp. 28201:299, 24X 

Fiche: 50-529.84/12/10, 8501030252. 


8501220279 Advises that Amends 12 it 13 to FSAR Chapter 17 re QA program 
description continue to satisfy requirements of App B to 
lOCFRSO it acceptable. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/15. VAN BRUNT. E. E. 

Arizona Public Service Co. Ip, 28494:037. 24X 

Fiche: 50-528, 85/01/15, 8501220279. 


F. Security, medical, emergency St fire protection plans 


8501030265 Summery of 841115 meeting w/util at site re vital area 
barriers for security program. List of attendees end. 

LICITRA, E. A. Licensing Branch 3. 84/12/10. Licensing Branch 3. 

4pp. 28201:274. 24X Fiche: 50-528, 84/12/10, 8501030265. 


8501160206 Submits followup rept re status of physical security program 
deficiencies identified during preoperat ional physical 
security insps. Alarm rate decreased St 1,000-watt fixtures 
satisfactorily installed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/28. MARTIN, J. B. 
Region 5, Office of Director. 2pp. 28412:162. 24X 

Fiche: 50-528, 84/12/28, 8501160206. 
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8501100621 Generic Ltr 85-'01 to all pouter reactor licensees & all 
applicants for pouter reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT< D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of Neut York/ Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


G. Adjudicatory correspondence 


8501230264 Advises of status of settlement neg otiations. Sett 1 ement 
agreement completed. Indefinite postponement of 850129 
hearings requested. Related correspondence. 

DEWEY, L.S. Hearing Branch 3. #185 200. 85/01/18. LAZO, R. M. , 

CALLIHAN, D. , COLE, R. F. Atomic Safety and Licensing Board Panel. Ip. 
28515:238. 24X Fi c he : 50-529, 85/01/18, 8501230264. 


H. General correspondence 


8501090251 Requests author addition to correspondence list for listed 
facilities. 

BRINKMAN, C. B. Combustion Engineering, Inc. 85/01/04. KNIGHTON, G. 
Licensing Branch 3. Ip. 28254:138. 24X Fiche: 50-000, 85/01/04, 

8501090251. 


Q. Inspection reports, IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94, “Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Seuiage Sys Permitted 
Under 10CFR20. 303. ” Svc list end. 

GRACE, J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of Neu» York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501020301 Forwards response to 841212 notice of violation & proposed 
imposition of civil penalty. Item I. B re electrical 
termination cards. Requests remission of penalty based on 
listed reasons. 

VAN BRUNT,E. E. Arizona Public Service Co. 84/12/26. Director's 
Office, Office of Inspection and Enforcement. 17pp. 28142:289. 24X 

Fiche: 50-528, 84/12/26, 8501020301. 


8501160206 Submits followup rept re status of physical security program 
deficiencies identified during prcoperat ional physical 
security insps. Alarm rate decreased it 1,000-watt fixtures 
satisfactorily installed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/28. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 28412:162. 24X 

Fiche; 50-528, 84/12/28, 8501160206. 


8501210192 Forwards Insp Rept 50-528/84-57, 50-529/84-38 & 
50-530/84-27 on 841203-07 it 17-19. No noncompliance noted. 
WENSLAWSKI, F. A. Region 5, Office of Director. 84/12/28. VAN 
BRUNT, E.E. Arizona Public Service Co. Ip. 28494:337. 24X 

Fiche: 50-528, 84/12/28, 8501210192. 


—8501210204 Insp Repts 50-528/84-57,50-529/84-38 it 50-530/84-27 on 
841203-07 it 17-19. No violation or deviation noted. Major 
areas inspected: preoperational testing, tritiated water 
disposal it NRC bypass training. 

NORTH, H.S., YUHAS, G, P. Region 5, Office of Director. 84/12/28. 
6pp. 28494:338. 24X Fiche: 50-528, 84/12/28, 8501210192. 


8501070401 IE Info Notice 85—001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, U. N. Division of Emergency Preparedness 8c Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127. 24X Fiche; 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, “Improper Installation 8c Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN, E. L, Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche; 50-000, 85/01/1 1, 8501080502. 


8501300019 Forwards Insp Repts 50-528/84-61,50-529/84-40 8c 50-530/84-29 
on 841203-07. No noncompliance noted. 

KIRSCH, D. F. Region 5, Office of Director. 85/01/11. VAN BRUNT, E. E. 

Arizona Public Service Co. Ip. 28678:307. 24X 

Fiche: 50-528, 85/01/11, 8501300019. 


— 8501300022 Insp Repts 50-528/84-61,50-529/84-40 it 50-530/84-29 on 
841203-07. No noncompliance noted. Major areas inspected; IE 
circulars, previously identified open items 8c implementation 
of TMI Lessons Learned actions. 

SORENSEN, R. C. , HOLLENBACH, D. , MILLER, L. F. Region 5, Office of 
Director. 85/01/04. 11pp. 28678:308. 24X Fiche: 50-528, 85/01/11, 

8501300019. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft 8c Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fiche: 50-000, 85/01/15, 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. “ Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche: 50-000, 85/01/17, 8501160196. 


8501250379 Ack receipt of 850104 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-528/84-47. Add 1 
clarification required. Statistics should be included in 
analysis of Units 2 & 3 reinsp program. 

KIRSCH, D.F. Region 5. Office of Director. 85/01/21. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28549:018. 24X 

Fiche: 50-528, 85/01/21, 8501250379. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness 8c Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S. Reportable occurrences, LERs 8< related correspondence 


8501070292 Corrected final Deficiency Rept DER 84-62 re malfunction of 
sequencer during safeguards testing. Initially reported on 
840817. Deficiency not reportable per 10CFR50. 55(e). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/08. KIRSCH, D. F. 
Region 5, Office of Director. 9pp. 28218:171. 24X 

Fiche: 50-528, 84/12/08, 8501070292. 


8501020057 Final Deficiency Rept DER 84-74 re Class IE inverters 
supplied by Elgar. Inverters caused circuits to blow fuse. 

Inverter connections tightened it alarm logic boards 8< 
inverter fuses replaced. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/14. KIRSCH, D.F. 
Region 5, Office of Director. 6pp. 28156:221. 24X 

Fiche: 50-528, 84/12/14, 8501020057. 


8501020181 Final Deficiency Rept DER 84-100 re compression fittings, to 
terminals, supplied by GE. Const Spec 13-EM-306 now requires 
insp of terminal holding screws. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/14. KIRSCH,D.F. 
Region 5, Office of Director. 4pp. 28154:206. 24X 

Fiche: 50-528, 84/12/14, 8501020181. 


8501080173 Rev 1 to final Deficiency Rept DER 84-08 re ITT/Barton Model 
763 transmitters not meeting specs. Initially reported on 
840229. Rev updates condition description it corrective 
action, per NRC request. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5, Office of Director. 4pp. 28245:322. 24X 

Fiche: 50-528, 84/12/14, 8501080173. 


8501070624 Rev 1 to final Deficiency Rept DER 84-37 re unqualified 
sealant in essential HVAC ductwork. Originally reported on 
840510. Rev updates condition description it corrective 
action, per NRC 841130 request. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/17. KIRSCH, D.F. 
Region 5, Office of Director. 6pp. 28217:248. 24X 

Fiche: 50-528, 84/12/17, S501Q70624. 


8501070627 Final Deficiency Rept DER 84-53 re bonnet t< diaphragm nuts & 
bolts loose on PC it CH valves. Originally reported on 840817. 
Deficiency determined not reportable under 10CFR50. 55(e). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/18. KIRSCH, D.F, 
Region 5, Office of Director. 9pp. 28217:255. 24X 

Fiche: 50-528, 84/12/18, 8501070627. 


8501160014 Forwards summary description evaluation of impact of 
substantive changes to revised final deficiency repts. Revs 
evaluated as not substantive noted in files. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/20. KIRSCH, D. F. 
Division of Resident, Reactor Project it Engineering Programs. 8pp. 
28414:241. 24X Fiche: 50-528, 84/12/20, 8501160014. 
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8501210153 Revised final Deficiency Rept OER 84-53 re bonnet & 
diaphragm nuts & bolts loose on pressure control & CH 
valves. Initially reported on 840817. Item not reportable per 
10CFR50. 55te). 

VAN BRUNT. E. E. Arizona Public Service Co. 85/12/28. KIRSCH. D. F. 

Region 5. Office of Director. 9pp. 28501:263. 24X 

Fiche: 50-528. 84/12/28. 8501210153. 


8501030378 Forwards request for addl info re pressurizer auxiliary 
spray sys. Results of required analysis Sc non-Class IE power 
supply sys design changes proposed due to analysis 
requested. 

KNIOHTON, 0. W. Licensing Branch 3. 84/12/13. VAN BRUNT. E. E. 

Arizona Public Service Co. 5pp. 28200: 336. 24X 

Fiche: 50-529. 84/12/13. 8501030378. 


8501280234 Rev 1 to final Deficiency Rept DER 83-49 re broken impeller 
blades & diffuser bolts loose in C-E reactor coolant pumps. 
Deficiency not reportable per 10CFR50. 55(e>. 

VAN BRUNT.E. E. Arizona Public Service Co. 85/01/09. KIRSCH. D. F. 
Region 5. Office of Director. 8pp. 28615:016. 24X 

Fiche: 50-528. 85/01/09. 8501280234. 


8501240627 Rev 1 to final Deficiency Rept DER 83-61 re LPSI pumps 
failing to start & produce required head. Initially reported 
on 830914. Caused by hard contact between impeller & case 
ring. 

VAN BRUNT.E. E. Arizona Public Service Co. 85/01/11. KIRSCH. D. F. 
Region 5. Office of Director. 11pp. 28554:228. 24X 

Fiche; 50-528, 85/01/11. 8501240627. 


8501030266 Summary of 841107 meeting w/util in Bethesda.MD re operating 
experience requirements for shift staf f i ng. Li st of attendees 
end. 

LICITRA. E. A. Licensing Branch 3. 84/12/14. Licensing Branch 3. 

5pp. 28201:352. 24X Fiche: 50-528. 84/12/14. 8501030266. 


8501160360 Advises of results of investigation of NRC Allegation 156 
re handwritten preparation of purchase orders it omission of 
model it serial numbers on computerized purchase orders. 

Allegation unsubstantiated. No corrective action required. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5. Office of Director. 3pp. 28406:359. 24X 

Fiche: 50-528. 84/12/14. 8501160360. 


V. Operator Examinations 


8501250304 Forwards ref matl requirements for operator licensing exams 
scheduled for 850409 & 0410-0503. 

PATE, R. Region 5. Office of Director. 85/01/21. VAN BRUNT. E. E. 
Arizona Public Service Co. 5pp. 28546:225. 24X 

Fiche: 50-528, 85/01/21. 8501250304. 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 
A. Application/construction stage documents & correspondence 


8501030391 Ack receipt of 841210 fee it application for exemption from 
ODC 4. Fee will be retained St applied to review cost for 
application. Fee assessment info end. 

Dices. R.M. License Fee Management Branch. 84/12/26. VAN BRUNT, E. E. 

Arizona Public Service Co. 3pp. 28200:342. 24X 

Fiche: 50-529. 84/12/26. 8501030391. 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors Sc 
applicants for OL re certification of compliance to 
10CFR50. 49. "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. " Sve list end. 
EISENHUT.D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York, Inc. ISpp. 28464:230. 24X 

Fiche: 50-000, 84/12/27, 8501030120 


8501140541 FOIA request for repts it records received by h«C since Sept 
1975 re feasibility of dry cooling methods for nuclear 
reactors. 

RYAN. J. A. Streich, Lang, Weeks & Cardon. 84/03/13. Office of 
Administration. 3pp. 28391:001. 24X Fiche: 50-530, 84/03/13, 

8501140541. 


8501140545 Responds to FOIA request for all records received by NRC 
since Sept 1975 re feasibility of dry cooling methods for 
nuclear reactors. Documents 1.2 & 3 listed in App A available 
in LPDR in Phoeni x. A2. Document 4 must be purchased. 

FELTON, J.M, Division of Rules and Records. 84/04/26, RYAN. U. A. 
Streich, Lang. Weeks it Cardon. 2pp. 23391:004. 24X 

Fiche; 50-530,84/04/26. 8501140545. 


8501220365 Further response to 830805 FOIA request for documents re 
allegations made by R Gunderson it W Royce. Forwards App A 
documents. Documents also available in PDR, Info partially 
withheld <ref FOIA Exemptions 6 & 7). 

FELTON. J.M. Division of Rules and Records. 84/06/07. BERNABEI, L 
Government Accountability Project. 3pp. 28519*330 24X 

Fiche: 50-530, 84/06/07, 8501220365 


8501220370 Handwritten memo forwarding status list of allegations it 
prsons responsible for closeout. Open allegations it items to 
^ highlighted. Info partially withheld. 

Affiliation Given. 83/04/19. 

UOf^^, A. NRC - No Detailed Affiliation Given, 5pp. 28519:333 
24X Fx Che: 50-530, 84/06/07,8501220365. 


8501040222 Forwards request for addl info bast 
re steam generator tube rupture analysis 
KNIGHTON. G. W. Licensing Branch 3. 84/11/:^! 

Arizona Public Service Co. 3pp. 28216*275 
Fiche: 50-528, 84/11/28, 8501040222 


on review of 840919 ltr 

VAN BRUNT.E. E. 

24X 


re Whether fires at plant could result in spurious 

actuations. ■ ■ 


KNlfhdTON, G. W. Licensing Branch 3. 
Arizona Public Service Co. Spp 
Fiche: 50-528. 84/12/04. B5O104Cffi34, 


84/12/04, 
28216: 329, 


VAN BmJNT/E- 4 
24X, 


8501090445 Summary af 841108 iseeting w/C-E V Core Protection 

Dlt^iled^dM?^!* long-term improvement prograim 

ijS program will he presented in Apr 

1985. List of attendees encl. 

?***^»*i”S Reactors Branch 3. 84/12/09. MILLER, J R 

Operating Reactors Branch 3. 3 pp. ^271; 105 a4x 
F i c he ; 50— 000. 84/ 1 2/09. 8501080445. 


8501080511 Submits proposed actions on IDVP for all CY86 it CY87 plants. 
Draft Itrs to Duquesne Light it Comm Ed requesting compliance 
w/SAR commitments 6 plans to incorporate corrective actions, 
respectively, encl. 

DEYOUNG.R.C. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. DENTON. H. R. Office of Nuclear Reactor 

Director. 4pp. 28271:176. 24X Fiche: 50-000, 84/12/28, 


8501090099 Corrects B4121B request for proposed CESSAR changes be 
reviewed as proposed FSAR changes for fac ilities. Approval 
also accepts justification for using primary sys blowdown 
« separation analyses per Reg Guide 1. 75. 

VAN BRUNT, E.E, Arizona Public Service Co. 05/01/02. KNIGHTON, O W 
28258:146. 24X Fiche: 50-528, 85/01/02, ’ 


applicable CESSAR-F analyses, per 841106 ltr. No serious ** 

technical errors, safety concerns or systematic error 
patterns found. C-E design process adequate. 

SCHERER, A. E. Combustion Engineering, Inc. 85/01/11. EISENHUT, D. G. 
8501150255 ^AX Fiche: 50-000, 85/01/11 , 


nmenos « i3 to FSAR Chapter 17 re QA Drooram 

iSSSsS "•■‘“‘’'•"'•"f <><■ App B to 

Fiche: 50-528, 85/01/15, 8501220279. 


t.nkrra«IrrrH corrosion on buried piping, 

i & associated structures at facility. Corrosion ^ * 

protection acceptable. 

VAN BRUNT, E. E. Arizona Public Service Qo. 84/12/21 MARTIN, J li 
Regiqn 5, Office of Director. USpp. 28411*255 24X 

Fiche: 50-528, 84/12/21, 8501160298 233. 24X 


F. Securijby. medical, 


i^prgendy Ik; f ire protectjLon plans 


4„. 2BM,;=74. 

Fiche; 50-528,84/12/28.8501160206 162 - , 24X 
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8501100621 Generic Ltr 85-01 to all power reactor licensees & all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Conimittee rept. Svc list end. 

EISENHUT, D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Spp. 67718: 161. 24X 

Fiche: 50-000, 85/01/09, 8501100621. 


G. Adjudicatory correspondence 


8501230264 Advises of status of settlement negotiations. Settlement 
agreement completed. Indefinite postponement of 850129 
hearings requested. Related correspondence. 

DEWEY, L. S. Hearing Branch 3. #185 200. 85/01/18. LAZO. R.M. , 

CALLIHAN, D. , COLE, R. F. Atomic Safety and Licensing Board Panel. Ip. 
28515:238. 24X Fic he : 50-529, 85/01 /18, 8501230264. 


H. General correspondence 


8501090251 Requests author addition to correspondence list for listed 
facilities. 

BRINKMAN. C. B. Combustion Engineering, Inc, 85/01/04. KNIGHTON, G. 
Licensing Branch 3. Ip. 28254:138. 24X Fich e: 50-000, 85/01/04, 

8501090251. 


Q. Inspection reports, IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94, "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20, 303. " Svc list end, 

GRACE, J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York, 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21, 8412190503. 


8501020301 Forwards response to 841212 notice of violation & proposed 
imposition of civil penalty, Item I. B re electrical 
termination cards. Requests remission of penalty based on 
listed reasons. 

VAN BRUNT, E.E. Ariiona Public Service Co. 84/12/26. Director's 
Office, Office of Inspection and Enforcement. 17pp. 28142:289. 24X 

Fiche: 50-528, 84/12/26, 8501020301. 


8501160137 Responds to violation noted in Insp Rept 50-530/84-07, per 
NRC 841126 ltr it commitment during NRC 841005 exit meeting. 
Corrective action: section of reel yard cordoned off & signs 
posted indicating area for quarantined laydown. 

VAN BRUNT.E. E. Arizona Public Service Co. 84/12/26. KIRSCH, D. F. 
Division of Resident, Reactor Project it Engineering Programs. 5pp. 
28414:233. 24X Fiche: 50-530, 84/12/26, 8501 160137. 


8501160206 Submits followup rept re status of physical security program 
deficiencies identified during preoperat ional physical 
security insps. Alarm rate decreased it 1,000-watt fixtures 
satisfactorily installed. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/28. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 28412:162. 24X 

Fiche: 50-528, 84/12/28, 8501160206, 


6501160233 Responds to NRC 841126 ltr re violations noted in Insp Rept 
50-530/84-24. Corrective actions: licensing dept Instruction 
51406.01.02, "NRC Insp St Enforcement Insp Rept Program," 
re valve bonnet engagement will be revised. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/28. KIRSCH, D. F. 
Region 5, Office of Director. 3pp. 28410:299. 24X 

Fiche: 50-530, 84/12/28, 8501160233. 


8501210192 Forwards Insp Rept 50-528/84-57,50-529/84-38 8< 
50-530/84-27 on 841203-07 St 17-19. No noncompliance noted. 
WENSLAWSKI,F. A. Region 5, Office of Director. 84/12/28, VAN 
BRUNT, E.E. Arizona Public Service Co. Ip. 28494:337. 24X 

Fiche: 50-528, 84/12/28, 8501210192. 


— 8501210204 Insp Repts 50-528/84-57, 50-529/84-38 it 50-530/84-27 on 
841203-07 St 17-19. No violation or deviation noted. Major 
areas inspected: preoperational testing , tritiated water 
disposal Sc NRC bypass training. 

NORTH, H.S., YUHAS, 0. P. Region 5, Office of Director. 84/12/28. 
6pp. 28494:338. 24X Fiche: 50-528, 84/ 12/28, 8501210192. 


8501070401 IE Info Nlotflce 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness St Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127, 24X Fiche: 50-000, 85/01/10, 8501070401. 


8501080502 IE Info Notice 85-002, "Improper Installation Sc Testing of 
Differential Pressure Transmitters, " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24X Fiche: 50-000, 85/01/11, 8501080502. 


8501300019 Forwards Insp Repts 50-528/84-61,50-529/84-40 !t 50-530/84-29 
on 841203-07. No noncompliance noted. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/11. VAN BRUNT, E. E. 

Arizona Public Service Co. Ip. 28678:307. 24X 

Fiche: 50-528, 85/01/11, 8501300019. 


— 8501300022 Insp Repts 50-528/84-61,50-529/84-40 St 50-530/84-29 on 
841203-07. No noncompliance noted. Major areas inspected; IE 
c irculars, previously identified open items St implementation 
of TMI Lessons Learned actions. 

SORENSEN, R. C. , HOLLENBACH, D. , MILLER, L. F. Regions, Office of 
Director. 85/01/04. 11pp. 28678:308. 24X Fiche: 50-528, 85/01/11, 

8501300019. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. 103pp. 28490:226. 24X Fich e: 50-000, 85/01/15, 8501 100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169. 24X Fiche; 50-000, 85/01/17, 8501160196. 


8501250379 Ack receipt of 850104 ltr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-528/84-47. Add 1 
clarification required. Statistics should be included in 
analysis of Units 2 Sc 3 reinsp program. 

KIRSCH, D.F. Region 5, Office of Director. 85/01/21. VAN BRUNT, E. E. 

Arizona Public Service Co. 2pp. 28549:018. 24X 

Fiche: 50-528, 85/01/21, 8501250379. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 109pp. 28692:001. 24 X Fich e: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards it Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


S, Reportable occurrences, LERs 8< related correspondence 


8501070292 Corrected final Deficiency Rept DER 84-62 re malfunction of 
sequencer during safeguards testing. Initially reported on 
840817. Deficiency not reportable per 10CFR50, 55(e). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/08. KIRSCH, D. F. 
Region 5, Office of Director. 9pp. 28218:171. 24X 

Fiche: 50-528, 84/12/08, 8501070292. 


8501020057 Final Deficiency Rept DER 84-74 re Class IE inverters 
supplied by Elgar. Inverters caused circuits to blow fuse. 

Inverter connections tightened & alarm logic boards it 
Inverter fuses replaced. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5, Office of Director. 6pp. 28156:221. 24X 

Fiche: 50-528, 84/12/14, 8501020057. 


8501020181 Final Deficiency Rept DER 84-100 re compression fittings, to 
terminals, supplied by GE, Const Spec 13-EM-306 now requires 
insp of terminal holding screws. 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/14. KIRSCH, D. F. 
Region 5, Office of Director. 4pp. 28154:206. 24X 

Fiche: 50-528, 84/12/14, 8501020181. 


8501080173 Rev 1 to final Deficiency Rept DER 84-08 re ITT/Barton Model 
763 transmitters not meeting specs. Initially reported on 
840229. Rev updates condition description it corrective 
action, per NRC request. 

VAN BRUNT, E. Arizona Public Service Co. 84/12/14, KIRSCH, D. F. 
Region 5, Office of Director. 4pp. 28245:322. 24X 

F i c h e : 50-528, 84/ 1 2/ 1 4, 8501 080 1 73. 


8501070624 ReV 1 to final Deficiency Rspt DER 84-37 re unqualified 
sealant in essential HVAC ductwork. Originally reported on 
840510. Rev updates condition description ?e corrective 
action, per NRC 841130 request. 

VAN BRUNT, E, E. Arizona Public 8ervice Co. 84/12/17. K1RSCH>0. F. 
Region 5, Office of Director. 6pp, 28217:248. 24X 

Fiche: 50-528, 84/12/17, 8501070624. 
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8501070593 Interim Deficiency Report DER 84-28 re diesel generator fuel 
1 ines. Originally reported on 840511. Time extension requested 
due to extensive investigation & evaluation required. Next 
rept expected by 850125. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/18. KIRSCH, D. F. 
Region 5, Office of Director. 3pp. 28217:222. 24X 

Fiche: 50-530. 84/12/18. 8501070593. 


8501070627 Final Deficiency Rept DER 84-53 re bonnet & diaphragm nuts & 
bolts loose on PC & CH valves. Or ig inal ly reported on 640817. 

Deficiency determined not reportable under 10CFR50. 55<e). 

VAN BRUNT, E. E. Arizona Public Service Co. 84/12/18. KIRSCH, D. F. 
Region 5, Office of Director. 9pp. 28217:255. 24X 

Fiche: 50-528. 84/12/18. 8501070627. 


8501160014 Foruiards summary description & evaluation of impact of 
substantive changes to revised final deficiency repts. Revs 
evaluated as not substantive noted in files. 

VAN BRUNT. E. E. Arizona Public Service Co. 84/12/20. KIRSCH. D. F. 
Division of Resident, Reactor Project & Engineering Programs. 8pp. 
28414:241. 24X Fiche: 50-528. 84/12/20, 8501 160014. 


8501210153 Revised final Deficiency Rept DER 84-53 re bonnet & 
diaphragm nuts & bolts loose on pressure control & CH 
valves. Initially reported on 840817. Item not reportable per 
10CFR50. 55(e). 

VAN BRUNT. E. E. Arizona Public Service Co. 85/12/28. KIRSCH. D. F. 
Region 5. Office of Director. 9pp. 28501:263. 24X 

Fiche; 50-528, 84/12/28. 8501210153. 


8501280234 Rev 1 to final Deficiency Rept DER 83-49 re broken impeller 
blades & diffuser bolts loose in C-E reactor coolant pumps. 

Deficiency not reportable per 10CFR50. 55<e). 

VAN BRUNT. E. E. Arizona Public Service Co. 85/01/09. KIRSCH. D. F, 
Region 5. Office of Director. 3pp. 28615:016. 24X 

Fiche: 50-528. 85/01/09. 8501280234. 


8501240627 Rev 1 to final Deficiency Rept DER 83-61 re LPSI pumps 
failing to start St produce required head. Initially reported 
on 830914. Caused by hard contact between impeller & case 
r ing. 

VAN BRUNT. E. E. Arizona Public Service Co. 85/01/11. KIRSCH. D. F. 
Region 5. Office of Director. llpp. 28554:228. 24X 

Fiche: 50-528, 85/01/11. 8501240627. 


V. Operator Examinations 


8501250304 Forwards ref matl requirements for operator licensing exams 
scheduled for 850409 St 0410-0503. 

PATE. R. Region 5. Office of Director. 85/01/21. VAN BRUNT. E. E. 
Arizona Public Service Co, 5pp. 28546:225. 24X 

Fiche: 50-528. 85/01/21, 8501250304. 


DOCKET STN-50-531 GESSAR-251 


A. Application/construction stage documents St correspondence 


8501280243 Partial response to FOIA request for documents re IGSCC. 
App A documents available in PDR. Search for addl documents 
continuing. 

FELTON. J.M. Division of Rules and Records. 84/07/13. BELL. N. 
Nuclear Information & Resource Service. 2pp. 28633: 120. 24X 

Fiche: 50-531.84/07/13. 8501280243. 


— 8501280277 Summary of meeting w/GE to discuss leak-before-break for 
GESSAR. 

O'BRIEN. U, Mechanical/Structural Engineering Branch. 84/04/23, 
ARLOTTO. G, A. Division of Engineering Technology. 24pp. 

28633: 211. 24X Fiche: 50-531 , 84/07/13, 8501280243. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Application/construction stage documents St correspondence 


8501280367 Further response to 830628 FOIA request for all SECY papers 
issued in 1982. Forwards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOIA Exemption 

FELTON. J, M. Division of Rules and Records. 84/06/13. WEISS. E. R. 
Union of Concerned Scientists. 6pp. 28636:001. 24X 

Fiche: 50-289.84/06/13, 8501280367. 


— 8501280477 Commission paper informing of Ofc qf General Counsel review 
of allegations in petition for investigation 8c recommending 
course of action, Info partially withheld. 

BICKWIT, L. Office of the General Counsel. SECY-82-328. 82/08/03. 

Commissioners. 89pp, 28636:223. 24X Fiche: 50-000. 84/06/13. 

8501280367. 


G. Adjudicatory correspondence 


— 8501280506 Commission paper re NRDC/Sierra Club petition to delineate 
scope of LWA proceeding. Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. SECY-S2-410. 

82/10/08. Commissioners. 230pp, 28636:347. 24X 

Fiche: 50-000, 84/06/13, 8501280367. 


— 85012B0517 Commission paper providing analysis of supplemental findings 
St proposed order re NRDC proceeding concerning exemption 
from 10CFR50. 12. Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. SECY-S2-503, 

82/12/30. Commissioners. 15pp. 28637:219. 24X 

Fiche: 50-000, 84/06/13. 8501280367. 


8501280523 Commission paper providing order concluding proceeding, per 
Commissioner Bradford 820303 request. Info partially 
withheld. 

BICKWIT, L. Office of the General Counsel. SECY-82-094. 82/03/05. 

Commissioners. 3pp. 28637:234. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


8501280499 Commission paper providing proposed response to NRDC/Sierra 
Club motion to stay order granting exemption for facility. 

Info partially withheld. 

BICKWIT, L. Office of the General Counsel. SECY-82-339. 82/08/17. 

Commissioners. 29pp. 28636:318. 24X Fiche: 50-000, 84/06/13, 

8501280499. 


DOCKET 50-538 MEMPHIS STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 


8501150104 Partial response to FOIA request for physical security St 
safeguards insp repts for all nonpower reactors in Regions 
II 8t V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21. AFTERGOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150182 Sanitized version of Insp Rept 50-538/84-01 on 840320-21. No 
noncompliance noted. Major areas inspected: organi zation, keys, 
security plan/implementation procedures, records St repts. 
testing & maint. locks 8< combinations St communications. 

TILLMAN, A.. MCGUIRE. D. R. Region 2. Office of Director. 84/03/30. 
5pp. 28416:096. 24X Fiche; 50-000, 84/06/21, 8501 150104. 


“8501150198 Sanitized version of Insp Rept 50-538/81-01 on 810121-22. No 
noncompliance noted. Major areas inspected: security plan, SNM 
protection, security organi zation. access control, alarm sys, 
key St lock control, c ommunication St surveillance procedures. 

HOWELL, J. C. , MCGUIRE, D.R. Region 2, Atlanta, Office of the 
Director. 81/02/11. 4pp. 28416:103. 24X Fiche: 50-000, 84/06/21. 

8501150104. 


—8501150203 Sanitized version of notice of violation from insp on 
790306-07. 

* Region 2. Atlanta, Office of the Director. 79/03/23. Ip. 
28416; 109. 24X Fiche: 50-000. 84/06/21, 8501150104. 


“8501150210 Sanitized version of Insp Rept 50-538/79-01 on 790306-07. 
Violation noted: failure to conduct security program reveiw. 

PERRY. C.D., GILLESPIE. F. P. Region 2. Atlanta, Office of the 
Director. 79/03/23. 4pp. 28416:110. 24X Fiche: 50-000. 84/06/21. 

8501150104. 


8501240192 Requests extension until 850301 to implement revised 
emergency plan dtd 840801. 

OLIPHANT, V. N. Memphis State Univ. . Memphis. TN. 85/01/18. 
THOMAS. C. 0. Standardization St Special Projects Branch. 2pp. 
28532: 070. 24X Fiche: 50-538, 85/01/18, 8501240192. 


Q. Inspection reports, IE Bulletins 8e correspondence 


8501150104 Partial response to FOIA request for physical security St 
safeguards insp repts for all nonpower reactors in Regions 
II St V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON, J.M. Division of Rules and Records. 84/06/21, AFTERGOOD, S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Fiche: 50-000. 84/06/21, 8501150104. 


■8501150182 Sanitized version of Insp Rept 50-538/84-01 on 840320-21, No 
noncompliance noted. Major areas inspected: organization, kays, 
security plan/imp lementation procedures, racords St repts, 
testing Sc maint. loc ks St comb inations (k communications. 

TILLMAN, A. J MCGUIRE, D. R. Region 2, Office of Director, 84/03/30. 
5pp. 28416:096. 24X Fiche: 50-000, 84/06/21, 8501 150104. 
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— 8501150198 Sanitized version of Insp Rept 50-538/81-01 on 810121-22. No 
noncompliance noted. Major areas inspected: security plan>SNM 
protection* security organization* access control* alarm sys* 
key & lock control* c ommunication it surveillance procedures. 

HOWELL* J.C.* MCGUIRE* D.R. Region 2* Atlanta* Office of the 
Director. 81/02/11. 4pp. 28416:103. 24X Fiche: 50-000* 84/06/21* 

8501150104. 


— 8501150203 Sanitized version of notice of violation from insp on 
790306-07. 

* Region 2, Atlanta* Office of the Director. 79/03/23. Ip. 
28416: 109. 24X Fiche: 50-000* 84/06/21* 8501150104. 


— 8501150210 Sanitized version of Insp Rept 50-538/79-01 on 790306-07. 
Violation noted: fai 1 ure to conduct security program reveiui. 

PERRY* C. D. * GILLESPIE* F. P. Region 2* Atlanta* Office of the 
Director. 79/03/23. 4pp. 28416:110. 24X Fiche: 50-000* 84/06/21* 

8501150104. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION* UNIT 1 


A, Application/construction stage documents & correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors & 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. *' Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501070640 Requests remittance of review costs for Unit 1 & Unit 2 
OL application reviews through 840623. 

MILLER, W.O. License Fee Management Branch. 84/12/28. SHIELDS* S. W. 
Public Service Co. of Indiana* Inc. Ip. 28229:336. 24X 

Fiche: 50-546* 84/12/28* 8501070640. 


8501300078 Responds to 850108 request for summary statement of costs 
for each NRC ofc involved in processing application for OL. 

Summary statement of costs end. 

MILLER* W.O. License Fee Management Branch. 85/01/22. SHIELDS* S. W. 
Public Service Co. of Indiana, Inc. 3pp. 28684:269. 24X 

Fiche: 50-546* 85/01/22* 8501300078. 


F. Security* medical* emergency it fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees Sc all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York* Inc. 138pp. 67718: 161. 24X 

Fiche: 50-000* 85/01/09* 8501100621. 


Q. Inspection reports* IE Bulletins it correspondence 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* U. N. Division of Emergency Preparedness it Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000* 84/12/21, 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate*no ack ltr will be issued. 

KEPPLER*J. G. Region 3* Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fic he: 50-000* 84/12/21* 

8501300674. 


8501070401 IE Info Notice 85-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fiche: 50-000* 85/01/10* 8501070401. 


8501080502 IE Info Notice 65-002* "Improper Installation & Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft Sc Impeller. " Svc list end, 

JORDAN* E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 630103). 85/01/15. Consolidated Edison Co. of New 

York* Inc. 103pp. 28490:226. 24X Fiche: 50-000* 85/01/15* 8501100655. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of New 

York* Inc. 109pp. 28613:169. 24X Fi c h e : 50-000* 85/01/17, 8501 160196. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints." Svc list 
end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 108pp. 28692:186. 24X Fiche: 50-000* 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York* Inc. 109pp. 28692:001. 24X Fich e: 50-000* 85/01/23* 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE* J. N. Division of QA* Safeguards 8c Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York* 

Inc. 67pp. 28692:295. 24X Fi che: 50-000* 85/01/29* 8501250352. 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION* UNIT 2 


A. Application/construction stage documents 8c correspondence 


8501030120 Generic Ltr 84-24 to all licensees of operating reactors 8< 
applicants for OL re certification of compliance to 
10CFR50. 49* "Environ Qualification of Electric Equipment 
Important to Safety of Nuclear Power Plants. “ Svc list end. 
EISENHUT* D. G. Division of Licensing. 84/12/27. Consolidated 
Edison Co. of New York* Inc. 18pp. 28464:230. 24X 

Fiche: 50-000* 84/12/27* 8501030120. 


8501070640 Requests remittance of review costs for Unit 1 it Unit 2 
□L application reviews through 840623. 

MILLER. W.O. License Fee Management Branch. 84/12/28. SHIELDS* S. W. 
Public Service Co. of Indiana* Inc. Ip. 28229:336. 24X 

Fiche: 50-546*84/12/28* 8501070640. 


8501300078 Responds to 850108 request for summary statement of costs 
for each NRC ofc involved in processing application for OL. 

Summary statement of costs end. 

MILLER* W.O. License Fee Management Branch. 85/01/22. SHIELDS, S. W. 
Public Service Co. of Indiana* Inc. 3pp, 28684:269. 24X 

Fiche: 50-546* 85/01/22, 8501300078. 


F. Security* medical* emergency 8< fire protection plans 


8501100621 Generic Ltr 85-01 to all power reactor licensees it all 
applicants for power reactor licenses re Fire Protection 
Policy Steering Committee rept. Svc list end. 

EISENHUT* D. G. Division of Licensing. 85/01/09. Consolidated 
Edison Co. of New York, Inc. 13Bpp. 67718: 161. 24X 

Fiche: 50-000* 85/01/09, 8501100621. 


Q. Inspection reports* IE Bulletins & correspondence 


8412190503 IE Info Notice 84-94* "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness it Engineering Response 
(Post 830103). 84/12/21. Consolidated Edison Co. of New York* 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21* 8412190503. 


8501300674 Informs that use of preprinted ack ltr re items of 
noncompliance referenced in 840803 ltr will be discontinued 
as of 850101 in effort to further reduce unnecessary 
paperwork. If response adequate*no ack ltr will be issued 
KEPPLER,J. G. Region 3, Office of Director. 84/12/21. 

Commonwealth Edison Co. 3pp. 28677:067. 24X Fiche: 50-000* 84/12/21 * 

8501300674. 


8501070401 IE Info Notice 65-001* "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE* J. N. Division of Emergency Preparedness & Engineering Response 
(Post 830103). 85/01/10, Consolidated Edison Co. of New York* 

Inc. 67pp. 28537:127. 24X Fi che; 50-000* 85/01/10* 8501070401. 


8501080502 IE Info Notice 85-002* "Improper Installation it Testing of 
Differential Pressure Transmitters. " Svc list end. 

JORDAN* E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York* Inc. 109pp. 28537:193. 24X Fiche: 50-000* 85/01/11* 8501080502. 
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B501100655 IE Info Notice 85-003i "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JOROANi E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of Neu 

York- Inc. 103pp. 28490:226. 24X Fi c h e: 50-000- 85/01/1 5- 8501 100655. 


8501160196 IE Info Notice 85-004. "Inadequate Mgt of Security Response 
Drills. " Svc list end. 

JORDAN- E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co. of Neui 

York- Inc. 109pp. 28613:169. 24X Fiche: 50-000- 85/01/17- 8501160196. 


8501230229 IE Info Notice 85-005. "Pipe Whip Restraints." Svc list 
end. 

JORDAN-E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York- Inc. 108pp. 28692:186. 24X Fiche: 50-000- 85/01/23. 8501230229. 


8501230399 Certifies that application for CP/OL delivered to Governor 
M White- County Judge, M Renfro & Mayor R Mullen on 850114. 

KLEIN, D. E. Texas- Univ. of- Austin- TX. 85/01/14. DENTON- H. 

Office of Nuclear Reactor Regulation- Director. Ip. 28511*223 24X 

Fiche: 50-602,85/01/14- 8501230399. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP. - CANOCA PARK- CA 


8501030441 Foruards revs to physical security plan. Revs involve addl or 
revised uording to 841102 submittal re shipping SNM offsite 
Revs withheld (ref 10CFR2. 790). 

REGAN, N. A. Babcock & Wilcox Co. 84/12/06. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. Ip. 28201:255. 


8501230236 IE Info Notice 85—006, “Contamination of Breathing Air 
Sys. *' Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of Neu 

York- Inc. 109pp. 28692:001, 24X Fiche: 50-000. 85/01/23- 8501230236. 


“Contaminated Radiography Source 


8501250352 IE Info Notice 85-007, 

Shipments. " Svc list end. 

GRACE, J.N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


DOCKET STN-50-55O OESSAR -238-BOP, INTERFACE 


DOCKET 70-0027 BABCOCK it WILCOX CO, - LYNCHBURG- VA 


8406130190 Application to reneu License SNM-42. License conditions it 
possession limits end. Approval of renewal application 
eliminates need for Matl/Byproduct License 45-00105-04 W/o 
ends. 

KELLY- J.W. Babcock & Wilcox Co. 82/02/22. DIRCKS, W. J. Office of 
Nuclear Material Safety & Safeguards- Director. 83pp. 28368:267. 


u UT otwtwe: it iv izvs informing NRC of steps t- 

to correct violations noted in Insp Rept 70-0027/84-04. 

STOHR-J. P. Region 2- Office of Director. 84/05/02. ECKERT- J P 
Babcock & Wilcox Co. Ip. 28615:262. 


A. Application/construction stage documents Se correspondence 


8501280243 Partial response to FOIA request for documents re IGSCC 
App A documents available in PDR. Search for addl documents 
continuing. 

f^^LTONi J, M. Division of Rules and Records. 84/07/13. BELL, N. 
Nuclear Information & Resource Service. 2pp. 28633: 120 24X 

Fiche: 50-447- 84/07/13- 8501280243. 


~“^^GESSAR^7 meeting u/GE to discuss leak-before-break for 

O'BRIEN- J. Mechanical/Structural Engineering Branch. 84/04/23. 
ARLOTTO-G. A. Division of Engineering Technology. 24pp. 

28633:211. 24X Fiche: 50-447- 84/07/13- 8501280243. 


DOCKET STN-50-553 PHIPPS BEND NUCLEAR STATION- UNIT 1 
S. ^Reportable occurrences- LERs it related correspondence 


-8501280756 Revises 840402 response to NRC 840307 Itr r# violations 
noted in Insp Rept 70-0027/84-04. Corrective actions- gross 
weight minus actual tare weight will be used to determine 
net weight of U— 308 received. 

ECKERT, J.P. Babcock & Wilcox Co. 84/04/19. 

2- Office of Director. 2pp. 28615:263. 


O'REILLY, J.P. Region 


re vioiacion notao in 

70-0027/84-04. Corrective actions:Oak Ridge requested to 

10 Tiew plastic bags «c/or bottles- to package 
U-308-SO average tare weight can be determined. 

ECKERT- J.P. Babcock & Wilcox Co. 84/04/02. O'REILLY, J. P. 
2- Office of Director. 2pp. 28615:265. 




Region 


—8501280760 Forwards Insp Rept 70-0027/84-04 on 840213-17 it notice of 
10CFR2^79b^&*73%l) ** withheld (ref 

STDHR,J. P. Region 2- Office of Director. 

Babcock it Wilcox Co. 2pp. 28615:267. 


84/03/07. ECKERT- J.P. 


850 ^80486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec . Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER- R.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office- Office of Inspection and Enforcement. 5pp. 28563:094 24X 

Fiche: 50-000- 85/01/22- 8501280486, 


DOCKET STN-50-554 PHIPPS BEND NUCLEAR STATION- UNIT 2 
a Reportable occurrences- LERs it related correspondence 


B5012804B6 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec . Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER, R.E. Transamerica Delaval, Inc. 85/01/22. Director's 
Office. Office of Inspection and Enforcement. 5pp. 28563:094 24X 

Fiche; 50-000- 85/01/22- 85012B0486. 


DOCKET 50-602 TEXAS- UNIV. OF 

A. Applicatipn/construction stage documents & correspondence 


85011^433 fOTUsards notice of receipt of application for CP & OL fc FR 
notice of proposed issuance of CP & OL. Info sufficiently 
conrpletikS application acceptance review. 

EJSENHUt,D.^G. Division of Licensing. 84/12/21. FONKEN- G. J, Texas. 
850^1 lO 043 a^*^ ** ^^* ^^' 28350:334, 24X Fiche: 50-602- 84/12/21, 


*8501100441 Notice of proposed issuance of CP & OL, 

THOMAS, C.O. Standardization it Special Projects Branch. 
5pp. 28350:341. 24X Fich e: 50-602* 84/ 12/21, 8501 100433 . 


84/12/21. 


License SNM-42, modifying License 
® Amend MPP-1. Enel withheld (ref 10CFR2. 790). 

REGAN, N. A. Babcock 8c Wilcox Co. 84/08/31. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. Ip. 28536:344. 

8501100325 Responds to 841116 request for extension of time to 
reconcile physical inventory it calculate limit of error for 
inventory di fference. Request approved. Unnumbered license 
condition to Amend NPP-1 to License SNM-42 added. 

RFoS'w A Licensing Branch. 84/11/26. 

REGAN, N. A. Babcock it Wilcox Co. Ip. 28356:350. 


8501100664 Responds to 841109 request for 7-day delay in starting 
physical inventory for Nov-Dee 1984 matl balance period. 

Amend MPP-1 to License SNM-42 revised. 

RFoS'w A Facility Safeguards Licensing Branch. 84/11/29, 

REGAN, N. A, Babcock 8t Wilcox Co. Ip. 28356:191. 


prooiem involving scrubber venti 

sys re scrubbers having potential for collecting U deposits 
^‘iltBred. Addl info will be provided by 
850115. Response withheld (ref 10CFR2. 790). 

REGAN, N. A. Babcock & Wilcox Co. B4/12/06. BR0WN, W; B. Fuel 
Facility Safeguards Licensing Branch. Ip. 28190:3:58. 


Forwards corrected Chapter 6 to fundemen#i|iiiqcle.r matls 
control plan. Chapter withheld (ref 10CFR2. 790). 

REGAN,N. A. Babcock 8c Wilcox Co. 84/12/11. MCALPINE, E. J. Region 2 , 
Office of Director, Ip. 28264:324. * 

Forwards details of possible vulnerability in physical 
protection program. Details withheld. 

Rpoam'm A Safeguards Licensing Brarnch. 85/01/03, 

REGAN.N. A. Babcock it Wilcox Co. Ip. 28464:212. 


Forwards revised Rev 4 to Page 21.2 of physical protection 
8^1206 Itr. End withheld. . - 

A S^^efluaT-ds Licensing Branch, 85/01/08. 

REGAN,N. A. Babcock 8c Wilcox Co, Ip. 28461:352. 
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DOCKET 70-0036 COMBUSTION ENGINEERING, INC. , WINDSOR, CT 


8501100333 Informs that safeguards policy revised re receipts of UF6 
u/enrichment less than 6‘A in U-235 for licensee booking 
shipper measurement data.UF6 verified by indirect means 
using techniques other than mass spectrometry. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/12/20. 
ESKRIDGE, H. Combustion Engineering, Inc. Ip. 28356:349. 


8501280011 Ack receipt of 841120 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 70-0036/84-02. Response 
to Violations 1 & 2 in 841017 rept unsatisfactory. Comments 
enc 1. Response requested within 30 days of Itr date. 

HIND, J. A. Regions, Office of Director. 84/12/26. LICHTENBERGER 
Combustion Engineering, Inc. 3pp. 28614:005. 


— 8501280015 Responds to NRC 841017 Itr re violations noted in Insp Rept 
70-0036/84-02. Corrective actions: tamper-safe seal program 
will be routinely audited Sc fundamental nuclear matl control 
plan will be revised to describe matl move/change tickets. 

ESKRIDGE, H. E. Combustion Engineering, Inc. 84/11/20. 

AXELSON, W. L. Region 3, Office of Director. 5pp. 28614:008. 


— 8501280018 Advises that due to unavailability of key individuals under 
current personnel si tuation, response to 840726-31 St 0911-14 
insps will be combined. 

ESKRIDGE, H. E. Combustion Engineering, Inc. 84/10/01. 

AXELSON, W.L. Region 3, Office of Director. Ip. 28614:013. 


DOCKET 70-0113 PENNSYLVANIA STATE UN IV. , UNIVERSITY PARK, PA 


8501100545 Notifies of revised safeguards policy re UF6 receipts w/ 
enrichment less than 6X in U-23S for licensees booking 
shipper measurement data. Licensees desiring to use 
alternative methods should submit plans for approval. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/12/20. 
VAUGHAN. C. General Electric Co. Ip. 28357:224, 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC. , ERWIN, TN 


8501100720 Responds to 841102 request for exemption from requirements 
of 10CFR70. 57. Request denied. Pooling of data from different 
inventory periods w/o testing unsound statistical practice. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch, 84/11/26. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 
Ip. 28353:344. 


8501110454 Grants 840817 request for one-time exemption from 10CFR70. 58 
g, License Condition 6.1 of Amend MPP-l to License SNM-124 of 
fundamental nuclear matl control plan to resolve shipper- 
receiver difference, 

BROWN, W, B. Fuel Facility Safeguards Licensing Branch, 84/11/29. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
2pp. 28368:358. 


8501100548 Responds to 841121 request for 5-day extension for 
completing certain 10CFR70. SKe) (4) requirements for 841102 
high enriched U physical inventory . New unnumbered amend to 
license condition issued, 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/11/30. 
HENSLEY, K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. }. 
Ip. 28357:219, 


8501180478 Confirms arrangements made during 841212 telcon re 841219 
enforcement conference at Erwin site. Operational issues 
resulting in exposure Of employees to radioactive matl 
remedial actions will be discussed. Meeting agenda end. 

STOHR, J. P. Region 2, Office of Director. 84/12/14. GUINN, F. K. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 2pp. 
28464:284. 

. . ■ ,■ -’VI,);-,. ■ r, / ■ 

8501090412 Forwards proposed compensatory safeguards measures for 
scheduled holiday shutdown, per telcon w/0 Smith. End 
withheld. 

JOHNSON, S.C, NudtS^ Fuel Services, Inc. (subs, of Getty Oil Co.). 
84/12/18. BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 
Ip. 28273:358. 


8501070407 Forwards request for add! info to complete environ 
assessment associated w/license renewal. Response requested 
by 850201. 

WYNGARDEN, S. 0. Uranium Fuel Licensing Branch. 84/12/20. 

IDEKER, R. L. Nuclear Fufl Services, Inc. (subs, of Getty Oil Co.). 
3pp. 28223:359. 


8501090047 Responds to 841218 Itr submitting list of compensatory 
safeguards measures to be employed during temporary shutdown 
of production activities. Request approved provided listed 
measures followed. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/12/24. 
GUINN, K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). Ip. 
28307: 336. 


8501160116 Forwards revised implementation schedule for installation of 
monitors in guard towers, confirming 841221 Sc 27 telcons. End 
contains classified natl security info Sc withheld. 

JOHNSON, S. C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
84/12/28. BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 

Ip. 28435:341. 


8501210055 Approves Amend 30 to License SNM-124, authorizing changes 
in Subsections 211,212 Sc 221 re organization Sc 
administration, per 841001 application. Subsection 231 not 
included in approval. SER end. 

CROW,W. T. Uranium Fuel Licensing Branch. 85/01/11. IDEKER, R. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). Ip. 

28497: 323, 


— 8501210060 SER supporting Amend 30 to License SNM-124 re organization 
Sc administration. 

SOONG, A. L. Uranium Fuel Licensing Branch. 85/01/11. 2pp. 

28497: 324. 


— 8501210064 Informs that environ assessment or EIS not warranted for 
amend to License SNM-124 re administrative Sc organizational 
changes requested on 841001. 

CROW, W. T. Uranium Fuel Licensing Branch. 85/01/11. Uranium 
Fuel Licensing Branch. Ip. 28497:326. 


8501230211 Forwards Insp Rept 70-0143/84-45 on 841217-21 8c notice of 
violation. Rept details Sc notice of violation withheld 
(ref 10CFR95>. 

STOHR, J.P. Region 2, Office of Director. 85/01/17. GUINN, F. K. 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). 2pp. 
28515:346. 


— 8501230219 Insp Rept 70-0143/84-45 on 841217-21. Violation noted: 
safeguarding natl security info regulatory requirements 
violated. Details withheld (ref 10CFR95>. 

ENNIS, J.D., MCGUIRE, D.R. Region 2, Office of Director. 85/01/15. 
Ip. 28515:348, 


8501280680 Discusses insp on 840522 Sc forwards notice of violation Sc 
proposed imposition of civil penalty, App re evaluations Sc 
conclusion withheld (ref 10CFR95). 

TAYLOR, J-M. Director's Office, Office of Inspection and Enforcement. 

85/01/22. GUINN, F.K. Nuclear Fuel Services, Inc. (subs, of Getty 
Oil Co.). 2pp. 28635:351. 


'8501280688 Notice of violation Sc proposed imposition of civil penalty 
in amount of t80, 000. Violation not stated. 

TAYLOR, J. M. Director's Office, Office of Inspection and 
Enforcement. 85/01/22. 4pp. 28635:353. 


8501310412 PNO-II-85-010; on 850125, accounting loss resulting from 
841226 physical inventory exceeded associated limit of 
error. Required investigation being conducted. 

MCALPINE, E, J. , LEE, T. D. Region 2, Office of Director. 85/01/28. 
Ip. 28656: 103. 


DOCKET 70-0343 RUTGERS STATE UNIV. , NEW BRUNSWICK, NJ 


8501080520 Insp Findings Sc Licensee Ack on 841220 Sc 21 of Lice 
SNM-314, 29-05218-28, 29-05218-29 Sc 29-05218-30. Insp findings: 
no violations observed, 

MCFADDEN, J. R. Region 1. Office of Director. 84/12/21, Ip. 
28244: 290. 


DOCKET 70-0356 NUCLEAR RESEARCH CORP. , DOVER, NJ 


8501030090 Advises of expiration of License SNN-331 Si discusses actions 
to be taken by licfnsee. 

KINNEMAN, J. D. Division of Engineering Sc Technical Programs. 

84/12/17, Nuclear Research Corp. 2pp. 28188:187. 


DOCKET 70-4)364 BABCOCK Sc WILCOX CO. , APOLLO, PA 


8501030126 Notifies fjif transfer of entire handling of BSeW License 
SNM-^H to NM8S* per 841204 memo. 

DAVIS, J.Q. Office of Nuclear Materiel Safety Sc Safeguards, Director. 
84/12/27. mOrLEyVt.E. Region !, Office of Director. Ip. 
28190:362. 
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8501040262 Responds to 841126-27 Itrs forwarding petition to Codimission 
re application by B&W to operate trash compactor & 
incinerator for low level radwaste. Action requested under 
10CFR2. 206 unclear* as facility not yet licensed. 

DAVISi O. Office of Nuclear Material Safety & Safeguards* Director. 
84/12/27. CHELKO*M. Kiski Valley Coalition to Save Our Children. 

4pp. 28215:354. 


8501070647 Ack receipt of 841214 Itr re B&W proposal to operate vol 
reduction sves facility at plant. Clarification requested 
whether request for public hearing is on own behalf or on 
behalf of Kiski Valley Coalition to Save Our Children. 

ROUSE* L.C. Advanced Fuel tc Spent Fuel Licensing Branch. 84/12/27. 
CARNEY*K. * CARNEY*M. Affiliation Not Assigned. Ip. 28229:331. 


8501140175 Advises that official docket file & supporting matl for 
License SNM-414 sent under separate cover to LC Rouse of 
NMSS* per 841227 memo. 

HURLEY* T.E. Region 1, Office of Director. 85/01/07. DAVIS* J. G. 
Office of Nuclear Material Safety St Safeguards* Director. Ip. 
28378: 266. 


8501140477 Expresses appreciation for reestablishment of LPDR. Documents 
re current License SNM->414 St 841031 application for amend 
to license sent under separate cover. 

ROUSE* L. C. Advanced Fuel St Spent Fuel Licensing Branch. 85/01/07. 
DATZ Apollo* PA. Ip. 28390:361. 


8501140109 Responds to 841023 Sc 31 applications for amend to License 
SMM-414* authorizing receipt Sc storage of low level radwaste 
containing byproduct matl St operation of vol reduction sves 
facility. FR notice end. 

ROUSE* L, C. Advanced Fuel Sc Spent Fuel Licensing Branch. 85/01/08. 
AUSTIN* M. A. Babcock St Uilcox Co. 2pp. 28390:291. 


—8501140114 Notice of receipt Sc availability of application for amend to 
License SNM-414* authorizing operation of high-force 
compactor Sc incinerator in order to reduce vol of low level 
radwaste. 

ROUSE* L.C. Advanced Fuel Sc Spent Fuel Licensing Branch. 84/12/31. 
2pp. 28390:293. 


8501140554 Ack receipt of Itr re proposed vol reduction sves facility 
in Parks Township* PA. No action will be taken on applications 
until evaluations complete. 

ROUSE* L.C. Advanced Fuel Sc Spent Fuel Licensing Branch. 85/01/08. 
C1BIK*G.E.. URBAN*S.A. * URBAN. A. Affiliation Not Assigned. 2pp. 
28389: 204. 


■8501140557 Forwards “Statement by Kiski Valley Coalition to Save Our 
Children* ” adopted at 841125 meeting. 

CLARK.C. J. Kiski Valley Coalition to Save Our Children. 84/11/26. 
DAVIS* J. Office of Nuclear Material Safety Sc Safeguards* Director. 
3pp. 28389:210. 


— 8501140560 Requests public hearing re incineration of low level 
radwaste in Parks Township plant* based on poor firm safety 
record. 

FRANK* E. Affiliation Not Assigned. 84/12/16. NRC - No Detailed 
Affiliation Given. Ip. 28389:213. 


— 8501140561 Requests public hearing re incineration of low level 
radwaste based on poor firm safety record. 

CHELKO.B. Affiliation Not Assigned. 84/12/16. NRC - No 
Detailed Affiliation Given. Ip. 28389:214. 


— 8501140563 Requests hearing on Kiski Valley Coalition to Save Our 
Children petition against BScU plans to bring low level 
radwaste to facility for incineration. Health hazard 
possible. 

« Affiliation Not Assigned. 84/12/14. NRC - No Detailed 
Affiliation Given. Ip. 28389:215. 


— >6501140565 Requests support in preventing licensing of facility to 
reduce radwastes. Feci lity may pose serious threat to 
environ Sc health. Accidents at plant Sc during radwaste 
transportation likely. 

ZANOTTI* B. L. * ZANOTTI*B. Affiliation Not Assigned. 64/12/03. 
NRC - No Petatled Affiliation Given. Ip. 28389:216. 


—8501140570 Protests i^gainst B&M plan to reduce radwaste at Parks 
Township facility. Cancer rate increased since beginning of 
facility operation. 

BAFIK*J. Affiliation Not Assigned. 84/12/02. DAVIS NRC - No 
Detailed Affiliation Given. Ip. 28389:217. 


-r-Bsoil 401569 Ekfr asses concern rs proposal to process nuclear wastes at 
facility. Proposal represents health tc well being of area 
residents. Facility could be deterrent to attracting light 
industry to economically depressed area. 

UDLSKY. M. Affiliation Not Assigned. 84/11/30. DAVIS Office of 
Nuclear Material Safety Sr Safeguards* Director. 2pp. 28389:218. 


-8501140566 Submits petition against B&W plans to utilize facility for 
burial & disposal of nuclear radwaste. 

CHELKO* M. Kiski Valley Coalition to Save Our Children. 84/11/27. 
NRC - No Detailed Affiliation Given. 3pp. 28389:220. 


— 8501140571 Requests public hearing re proposed project at Parks 
Township* PA plant based on B&W poor performance record. 

C^£LKO* M. Kiski Valley Coalition to Save Our Children. 84/11/26. 
NRC - No Detailed Affiliation Given. Ip. 28389:223. 


— 8501140572 Protests plan to burn nuclear waste at facility based on 
high area cancer rate. 

SHIRLEY*K. * SHIRLEY*L. Affiliation Not Assigned. 84/11/21. NRC 
- No Detailed Affiliation Given. Ip. 28389:224. 


— 8501140574 Requests assistance in preventing B8tW from obtaining license 
to burn nuclear waste at plant. High cancer death rate cited, 

URBAN* S. A.* URBAN* A. Affiliation Not Assigned. 84/11/20. NRC - 
No Detailed Affiliation Given. Ip. 28389:225. 


— 8501140577 Requests assistance in preventing burning & burial of 
nuclear waste at facility due to high cancer rate. 

URBAN*S. A. * URBAN* A.* URBAN* A. G. Affiliation Not Assigned. 
85/01/08. NRC - No Detailed Affiliation Given. 2pp. 28389:226. 


— 8501140580 Requests weighing of all safety factors before considering 
application for license to dispose of nuclear waste at 
facility due to concern re higher than normal cancer rate. 

CIBIK*6. E. Affiliation Not Assigned. 84/11/20. NRC - No 
Detailed Affiliation Given. Ip. 26389:228. 


DOCKET 70-0371 UNC NAVAL PRODUCTS* INC. * UNCASVILLE* CT 


8501100683 Forwards requested documents to assist in response to 841031 
Itr* per 841106 telcon. Documents withheld. 

BROWN* W. B. Fuel Facility Safeguards Licensing Branch. 84/11/15. 
GIOLIOTTI*R. U. United Nuclear Corp. (subs, of UNC Resources* Inc.). 
Ip. 28350:349. 


8501080546 Forwards Insp Rept 70-0371/84-08 on 840820-22. No violations 
noted. Corrective actions assuring that all personnel conduct 
contamination surveys upon exiting controlled areas not 
initiated. 

STAROSTECKI* R. Division of Project 6 Resident Programs. 84/12/17. 
AMY*G. 0. United Nuclear Corp. (subs, of UNC Resources* Inc. ). 2pp. 
28244: 305. 


—8501080551 Insp Rept 70-0371/84-08 on 840820-22. No violations noted. 
Corrective actions assuring that all personnel conduct 
contamination surveys upon exiting contaminated control 
areas not initiated. 

ROTH*J. * MCCABE* E.C. Region 1* Office of Director. 84/11/09. 

6pp. 28244: 307. 


8501160005 Forwards flowsheets of offsite 8SNM shipments* including 
transport mode* in response to RL Jackson request. Data 
considered demonstration only <c subj to rev w/o NRC review it 
approval. W/o end. 

COLLOPY, T. J. United Nuclear Corp. (subs, of UNC Resources* Inc.). 
84/12/17. BROWN* W.B. Fuel Facility Safeguards Licensing Branch. 
Ip. 26435:363. 


8501170289 Forwards details on possible vulnerability in physical 
protection program. Details withheld. 

BROWN* W. B. Fuel Facility Safeguards Licensing Branch. 85/01/03. 
AMY*G. O. United Nuclear Corp. (subs, of UNC Resources* Inc.). Ip. 
28464:211. 


8501280516 Forwards Safeguards Insp Rept 70-0371/84-13* on 841203-07. No 
noncompliance noted. 

MARTIN* T.T. Region 1* Office of Director. 85/01/22. AMY* 0. 0. 
United Nuclear Corp. (subs, of UNC Resources* Inc. ). 2pp. 

28565: 032. 


—8501280521 Safeguards Insp Rept 70-0371/84-13 on 841203-oT. No 
noncompliance noted. Major areas inspected: safeguards 
contingency plan/general requirements* personnel training tc 
qualification plan. Portion withheld (ref 10CFR73. 21). 

MADDEN* W.* KEIM1G*R. R. Region 1* Office of Director.. 85/01/16. 
5pp. 28565:034. 


DOCKET 70-0696 GENERAL SERVICES ADMIN. * WASHINGTON* DC 


8501100681 Ack receipt of 841105 Itr re commitflifent to satisfy 
10CFR73. 45(e> requirements. Plan revs*w/new commitments* 
requested by 850331. 

BROWN* W.B. Fuel Facility Safeguards Licensing Branch. 84/11/15. 
MOWRY*W. R. GA Technologies* Inc. /General Atomic Co. Ip. 28350:346. 
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DOCKET 70-0698 WESTINOHOUSE ELECTRIC CORP. * PITTSBURGH, PA 


8501040036 Application for amend to License SNM-770, permitting receipt* 
treatment, packaging & shipment of items contaminated u/loui 
levels of byproduct metis. Fee paid. 

NARDI*A.J. Uestinghouse Electric Corp. 84/11/13. PAGE, R. 0. 

Uranium Fuel Licensing Branch. 2pp. 28209; 182. 


— 8501040048 Ack receipt of application <c fee for amend to License 
SNM— 770. Addl fee requested, per fee Category 4B 8e Footnote 
Kd) of 10CFR170. 

WEISS, D. License Fee Management Branch. 84/11/30. NARDI, A. J. 
Uestinghouse Electric Corp. Ip. 28209; 184. 


8501030128 Revised application for amend to License SNM-770, permitting 
receipt, treatment 6 packaging of waste matls from other 
licensed operations. 

NARDI, A. J. Uestinghouse Electric Corp. 84/12/12. PAGE, R. G. 

Uranium Fuel Licensing Branch. 5pp. 28192:343. 


— 8501030132 "Technical Description of Waste Shredding Operation. “ 
* Uestinghouse Electric Corp. 84/12/12. 5pp. 28192:349. 


8501030384 Submits items of interest. Meeting held on 841219 
w/Westinghouse in Silver Spring, MD re planned new activities 
for Waltz Mill Site. 

PAGE, R. G. Uranium Fuel Licensing Branch. 84/12/20. DAVIS, J. O. 
Office of Nuclear Material Safety & Safeguards, Director, Ip. 
28200; 341. 


8501100679 Forwards “Rept 8 on Results of Quarterly Groundwater 
Monitoring Samples at Waltz Mill Site. “ Concentration of 
Sr-90 in 4 of 38 monitoring wells exceeded max limit. 

CALM, D. T. Uestinghouse Electric Corp. 84/12/26. MURLEY, T. Region 
1, Office of Director. 2pp. 28355:170. 


— 6501100684 "Rept 6 on Results of Quarterly Groundwater Monitoring 
Samples at Waltz Mill Site." 

* Uestinghouse Electric Corp. 84/11/26. 24pp. 28355:172. 


DOCKET 70-0712 KERR-MCGEE NUCLEAR CORP. , OKLAHOMA CITY, OK 


8501220509 FOIA request for documents re Kcrr-McGee Cushing U l( thorium 
facilities, including Form AEC-578 matl status repts & 
attachments for License 8NM-693 for Jan 1963 - Dec 1965 it 
insp repts for listed licenses during 1963. 

BARNES, C. Affiliation Not Assigned. 84/05/13. FELTON, J. M. 

Division of Riiles and Records. 2pp. 28518:001. 


8501220514 Responds to FOIA request for 12 separate categories of 
documents re Kerr-McGee Cushing U it thorium facilities. 

Documents requested in Items 1-7 & 10 not located. Documents 
for Items 8, 9 & 11 listed in App A end. 

FELTON, J.M. Division of Rules and Records. 84/06/19. BARNES, C. 
Affiliation Not Assigned. 2pp. 28518:003. 


■8501220517 Discusses insp of License SNM-695 on 640810-11. Noncompliance 
noted: pilot light in furnace used to burn off gases not lit 
it in-process matls stored in 1-gallon bottles on floor of 
bldg. Response requested within 20 days. 

PRICE, E.R. Atomic Energy Commission. 64/10/16. LAMBERTUS, H. 
Kerr-McGee Corp. 2pp. 28518:005. 


— 8501220521 Forwards insp rept from insp on 640810-11 for appropriate 
action. Item of noncompliance re vendor use of hydrogen gas 
in processing area discussed, NRC suggestions for increased 
safety of operations listed. 

DUBINSK1,L. Atomic Energy Commission. 64/09/11. PRICE, E.R. 
Atomic Energy Commission. Ip. 28518:007. 


— 8501220525 Insp rept on 640810-11. Noncompliance noted; excess hydrogen 
used in conversion of ammonium diuranate to U dioxide not 
ignited by flame, but allowed to vent unburned into exhaust 
sys. 

COOLEY, U. J. Atomic Energy Commission. 64/09/02. 10pp. 

28518:008. 


—8501220529 Compliance insp rept from insp on 640122-23 Be 0305. 
Noncompliance noted: AEC not informed 10 days prior to start 
of machining, operations it dry source matl transferred in 
hood not equipped w/absolute filter. 

SMITH, O.H., WALKER, D.l. Atomic Energy Commission. 64/04/08. 
21pp. 28518:031. 


—8501220536 Forwards Part 70 insp rept from insp on 650908, No 
noncompliance noted. 

CROCKER, H.W. Atomic Energy Commission. 65/10/01. WALKER, D, I. 
Atomic Energy Commission, Ip. 28518:066. 


— 8501220539 Forwards compliance insp rept from insp on 650126-27 it 0202- 
03. No noncompliance noted. 

WALKER, D.l. Atomic Energy Commission. 65/02/16. DUBINSKI,L. 

Atomic Energy Commission. 2pp. 28518:070. 


— 8501220542 Compliance insp rept from insp on 650126-27 & 0202-03. No 
noncompliance noted. Major areas inspected: scope of 
operation, facilities Sc subcontracts. 

SANDEL, P. S. , UOOLSEY, R. T. Atomic Energy Commission. 65/02/16. 
9pp. 28518; 072. 


— 8501220548 Forwards Part 70 insp rept from insp on 650126-27. No 
noncompliancc noted. 

CROCKER, H.U. Atomic Energy Commission. 65/02/04. BROWN, G. D. 
Atomic Energy Commission. Ip. 28518:081. 


— 8501220551 Part 70 insp rept from insp on 650126-27. No noncomp liance 
noted. Major areas inspected : nuc leer safety program, 
organization & Cushing operations. 

CROCKER. H.W. Atomic Energy Commission. 65/02/04. 6pp. 

28518; 082. 


— 8501220554 Part 70 insp rept from insp on 650908. No noncompliance 
noted. Major areas inspected : rad iological & nuclear safety 
programs practices. 

CROCKER, H. W. Atomic Energy Commission. 65/09/21. 4pp. 

28518: 088. 


8501180339 Responds to FOIA request for four categories of documents re 
Kerr-McGee Cushing Facility. Item 1 of request sent in 
response to 840619 FOIA-84-385 as Item 10 of App A. App A 
documents end. 

FELTON, J.M. Division of Rules and Records. 84/07/11. BARNES, C. 
Affiliation Not Assigned. 2pp. 28475:294. 


— 8501180484 Compliance insp rept on 650126,27,0202 it 03. Noncompliance 
noted; employee entered hood in thorium processing facility. 

Survey to evaluate concentrations of airborne thorium to 
which employee exposed not conducted. 

SANDEL, P.S., UOOLSEY, R.T. Atomic Energy Commission. 65/09/16. 

9pp. 28475: 297. 


— 8501180488 Forwards nuclear safety portion of joint insp rept on 
650126-27. No noncompliance noted. Major areas inspected: final 
cleanup & recovery operations on recent fuel processing 
order, 

CROCKER, H.W. Atomic Energy Commission. 65/02/04. BROWN, G. D. 
Atomic Energy Commission. Ip. 28475:306. 


— 8501180490 Insp rept on 650126-27. No noncompliance noted. Major areas 
inspected: final cleanup it rtcovery operations on recent fuel 
processing order. 

CROCKER, H.W. Atomic Energy Commission. 65/02/04. 4pp. 

28475: 307: 


DOCKET 70-0734 6A TECHNOLOGIES. INC. , SAN DIEGO, CA 


8501040166 Discusses refinement of plans for releasing portions of site 
to unrestricted use. Confirmation that soils surrounding now 
removed 8c underground radioactive matl storage tanks 
decontaminated to acceptable levels requested. 

MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 84/12/06. 

CROW, W. T. Office of Nuclear Material Safety tc Safeguards, Director. 
4pp. 28209:343. 


8501020404 Forwards Safeguards Insp Rept 70-0734/84-16 on 841126-29. 
No noncompliance noted. 

MONTGOMERY, J. L. Region 5, Office of Director. 84/12/10. 
COLANDREA, T. R. GA Technologies, Inc. /General Atomic Co. Ip. 
28153: 066. 


■8501020407 Safeguards Insp Rept 70-0734/84-16 on 841126-29. No 
noncompliance noted. Major areas inspected ; security plan 8e 
procedures, mgt effectiveness 8c security organ! zati on. Details 
withheld <ref 10CFR2. 790 8t 73.21). 

MCQUEEN, A. D. , SCHUSTER, M. D. Regions, Office of Director. 
84/12/07. Ip. 28153:067. 


8501030433 Forwards complete Section 2 for Part I of Category II 8c III 
physical protection plan for License SNM-696. U/o end, 

MOWRY, W. R. GA Technologies, Inc. /General Atomic Co. 84/12/10. 
MARTIN, J.B. Region 5, Office of Director, Ip. 28195:361. 


8501080553 Submits addl info for use in evaluation 8c approval of plans 
for releasing certain portions of site for unrestricted use. 

Approval requested to begin in cleanup rept preparation. 

MOWRY, U. R. GA Technologies, Inc. /General Atomic Co. 84/12/21. 

CROW, W. T. Office of Nuclear Material Safety 8c Safeguards, Director. 
2pp. 28264:361. 
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8501080265 Forward* Safeguards Insp Rept 70~0734/84~19 on 841210-14. 
No violations observed. 

MONTOOMERY* J. L. Region 5* Office of Director. 85/01/03. 
COLANOREAf T. R. OA Technologies^ Inc. /General Atomic Co. Ip. 
28234: 026. 


—8501080274 Safeguards Insp Rept 70-0734/84-19 on 841210-14. No 
violations noted. Major areas inspected: measurement sys« 
measurement control & statistics & physical inventory. 
Details withheld (ref 10CFR2. 790). 

NELSON. G.B., SCHUSTER. M. D. Region 5. Office of Director. 
85/01/02. Ip. 28234:027. 


8501280025 Forwards Insp Rept 70-0734/84-18 on 841126-30. No violation 
noted. 

MONTGOMERY. J. L. Region 5. Office of Director. 85/01/10. 

COLANDREAi T. R. GA Technologies. Inc. /General Atomic Co. Ip. 

28615: 062. 


— 8501280030 Insp Rept 70-0734/84-18 on 841126-30. No violation noted. 
Major areas inspected: operator training & retraining, 
criticality safety. operations review, radiation protection & 
transportation of radioactive metis 6 radwaste mgt. 

BROCK. B.L.. ZURAKOWSKI.P.R. . THOMAS. R. 0. Region 5. Office of 
Director. 85/01/09. 10pp. 28615:063. 


DOCKET 70-0754 GENERAL ELECTRIC CO. . PLEASANTON. CA 


8501100702 Informs of spent nuclear fuel shipment from Monticello to 
Morris Operations. Enel withheld (reP 10CFR73. 21). 

MATHIASI^. G. D. Northern States Power Co. 84/12/31. Region 3. 
Office of Director. Ip. 28308:360. 


8501290225 Sanitized Itr responding to 841218 request for approval of 
primary & alternate routes to be used for transport of spent 
reactor fuel from Dresden. IL to Lynchburg. VA. Alternate route 
redesignated as primary route. 

SHERR. T. S. Material Transfer Safeguards Licensing Branch. 85/01/18. 
KIRKLAND. M. W. General Electric Co. 12pp. 28645:342. 


DOCKET 70-0820 UNITED NUCLEAR CORP. . WOOD RIVER JUNCTION. RI 


8501030112 Advises that areas found during recent visit of Oak Ridge 
Associated Univs verification survey team w/elevated levels 
of contamination decontaminated by removal & replacement of 
affected concrete blocks. 

HEL(?ESON. K. A. United Nuclear Corp. (subs, of UNC Resources. Inc.). 
84/11/19. CROW.W. T. Office of Nuclear Material Safety & 
Safeguards. Director. 3pp. 28192:355. 


DOCKET 70-0824 BABCOCK & WILCOX CO. . LYNCHBURG, VA 


8501150104 Partial response to FOIA request for physical security & 
safeguards insp repts for all nonpower reactors in Regions 
II Ic V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4), 

FELTON. J.M. Division of Rules and Records. 84/06/21. AFTER GOOD. S. 
Committee to Bridge the Gap. 4pp. 28416:049. 24X 

Flche: 50-000. 84/06/21. 8501150104. 


—8501150427 Sanitized version of Insp Repts 50-013/81-02.50-099/81-02 tc 
70-0824/81-02 on 810506-07. No noncompliance noted. Major 
areas inspected: security plan & organ! zation. physical 
barriers, access control Sr alarm stations. 

HALL.B. L. Region 2. Atlanta. Office of the Director, 81/06/08, 

4pp. 28416:182. 24X Flche; 50-000. 84/06/21. 8501 150104. 


— 8501150433 Sanitized version of Insp Repts 50-013/82-03 St 70-0824/82-10 
on 820930-1001. No noncompliance noted. Major areas inspected: 
physical protection of low enriched strategic nuclear matl. 

GOODE. R. Region 2. Office of Director. 82/10/15. 3pp. 

28416; 18B. 24X Fiche: 50-000. 84/06/21. 8501150104. 


8501180522 Confirmation of Action Ltr 84-01 confirming 841220 telcon 
re events surrounding extremity overexposure by staff 
member. Operations leading to overexposure ceased St will not 
restart unless performed inside hot cell. 

O'REILLY. J. P. Region 2. Office of Director. 84/12/21. 

ENGELDER. T, C. Babcock Sc Wilcox Co. ip. 28464:281. 


3501210216 Confirms enforcement conference on 850111 et Region II 
to discuss extremity overexposure received by employee Sc 
remedial actions taken. per 850103 telcon w/KP Barr. Proposed 
meeting agenda end. 

STOHR.J.P. Region 2. Office of Director. 85/01/04. ENGELDER. T. C. 
Babcock St Wilcox Co. 2pp. 28607:359. 


DOCKET 70-0870 APPLIED HEALTH PHYSICS, INC. , BETHEL PARK. PA 


8501180447 Responds to FOIA request for license issued to Applied 
Health Physics. Inc. Forwards App A documents. 

FELTON. J.M. Division of Rules and Records. 84/05/10. GESSNER. W. R. 
Affiliation Not Assigned. 3pp. 28471:179. 


— 8501180492 Amend 3 to License SNM-0811 for Applied Health Physics. Inc 
authorizing use of 600 micrograms U-233. 5 g U-235 St 90 
micrograms Pu-239/241 as analytical specimens for testing 
or analysis of samples. 

JERMAN.P. C. Region 1. Office of Director. 83/06/02. 2pp. 

28471: 186. 


“8501180497 Amend 2 to License SNM-08il for Applied Health Physics. Inc 
authorizing RO Gallaghar. KM Myers. JE Nipar. DR Stacy. 

IF Stacy or DM Brandon as users/supervisors of use of 
licensed matl. 

BASSIN, N. Radioisotopes Licensing Branch (Pre 790501). 78/08/08. 

Ip. 28471:188. 


— 8501180502 Forwards Form NRC-313 (Supplemental Sheets). Items 8 St 9 
pertaining to J Douglas training St experience to serve as 
assistant radiation safety off icer. Similiar info also 
forwarded on RL Gallaghar. 

GALLAGHAR. R. G. Applied Health Physics. Inc. 83/04/27. JERMAN.P. 
Region 1, Office of Director. 9pp. 28471:189. 


—8501180506 Application for renewal of License 8NM-0811. extending 
license for 5-yr period. 

GALLAGHAR. R. G. Applied Health Physics. Inc. 78/01/31. BROWN. J. M. 
Radioisotopes Licensing Branch (Pre 790501). 11pp. 28473:285. 


— 8501180510 Application for renewal of License SNM-081i. author iz ing 
. RO Gallaghar St KM Myers as users/supervisors of use of 
licensed matls. RG Gallaghar Sc KM Myers resumes St list of 
radiation detection instrumentat ion end. 

GALLAGHAR. R. G. Applied Health Physics. Inc. 77/08/31. 

Radioisotopes Licensing Branch (Pre 790501). 9pp. 28473:296. 


— 8501180511 Addendum to application for ranewal of License SNM-eil. 
including Pu-23a. Po-239. Pu-240. Po-242. Pu-244. U-233 St U 
enriched in U-235 isotope as licensed matl. 

GALLAGHAR. R. G. Applied Health Physics. Inc. 22060. 83/04/12. 

HICKEY. J. Materials Licensing Branch. Ip. 28471:217. 


—8501180514 Application for renewal of License 8NM-811. ex tending 
license for 5-yr period. 

GALLAGHAR. R. 0. Applied Health Physics. Inc. 83/01/27. HICKEY. J. 
Materials Licensing Branch. 7pp. 28471:218. 


DOCKET 70-0882 COLUMBIA UNIV. . NEW YORK. NY 


8501160015 Insp Findings St Licensee Ack on 840928 of License SNM-870. 
Insp findings: no violations observed. Steps taken to correct 
violations identified during last insp verified. 

STEARNS. C.F. Region 1. Office of Director. 84/09/28. Ip. 

28421 : 250. 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE. TROY. NY 


8501070175 Ack receipt of 840917, 1030 St 1105 Itrs informing NRC of 
steps taken to correct violetions noted in Insp Repts 
50-225/84-01 St 70-0920/84-01. 

MARTIN. T. T. Division of Engineering St Technical Programs. 84/11/28. 

LAHEY. R. T. Rensselaer Polytechnic Institute. Troy. NY. 2pp. 
28204:330. 24X Fiche; 50-225. 84/11/28. 8501070175. 


DOCKET 70-0984 BATTELLE MEMORIAL INSTITUTE. RICHLAND. WA 


8501040067 Forwards rev to Procedure PNL-MA-11. "Emergency 
Preparedness. " reflecting event contractor responsibility to 
man DOE-RL hot line telephones in 300 St 3000 area emergency 
control ctrs until DOE mgt representative arrives at ctrs. 
KOYAMA.E. Battalia Memorial Instituta. Pacific Northwest 
Laboratories. 84/10/03. Battalia Memorial Institute. Pacific 
Northwest Laboratories. 2pp. 28209:246. 


— 8501040072 Revised Procedure PNL-MA-il. "Emergency Preparedness. " 
* Battelle Memorial Institute. Pacific Northwest Laboratories. 
84/09/28. 10pp. 28209:248. 
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DOCKET 70-1007 GENERAL ELECTRIC CO. , SAN JOSE, CA 


8501100563 Foruards Insp Rept 70-1007/84-01 on 840222-24,0702,05 & 
0918. Bldg H maats NRC ralaasa guidalinat for unrastrictad 

usa. 

nONTOONERY, J. L. Ragion 5, Offica of Director. 84/12/19. 
DARMITZEL, R. M. Ganaral Electric Co. Ip. 28348:099. 


—8501100566 Insp Rapt 70-1007/84-01 on 840222-24,0702,05 Se 0918. Major 
area inspected: Bldg H confirmatory surveys for release for 
unrestricted use. 

BROCK, B.L., ZURAK0WSK1,P. R. , THOMAS, R. D. Region 5, Office of 
Director. 84/12/19. 11pp. 28348: 100. 


8501150407 Foruiards confirmatory survey of Bldg H at OE facilities in 
San Jose, CA. Bldg meats guidelines for release for 
unrestricted use under License SNM-54. 

THaiiA8,R. D. Office of Nuclear Material Safety it Safeguards, Dirac tor. 

84/12/24. CROW, W. T. Uranium Fuel Licensing Branch. Ip. 

28416:007. 


DOCKET 70-1068 FLORIDA, UNIV. OF. GAINESVILLE, FL 


8501310484 Forwards 840719 application to amend License SNM-1050 re 
installation of fire alarm sys. Fire alarm sys full 
operational status delayed until 850215 by contractor 
problems. 

VERNETSON, U. G. Florida, Univ. of, Gainesville, FL. 85/01/07. 
PAGE, R. G. Uranium Fuel Licensing Branch. Ip. 28684:358. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8501040026 Application for amend to License SNM-1067, allowing NFM- 
Ulndsor to have high enriched matl in possession at all 
times. Fee paid. 

LICHTENBEROER Combustion Engineering, Inc. 84/11/30. PAGE, R. 0. 
Uranium Fuel Licensing Branch. 5pp. 28207:351. 


—8501040029 Rc(iuests fee required for review of 841130 application for 
amend to License SNM-1067. 

WEISS, D. License Fee Management Branch. 84/12/11. LICHTENBEROER 
Combustion Engineering, Inc. Ip. 28207:356. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8501310511 Application for amend to License SNM-1097, to allow const of 
calcium fluoride waste treatment, f^.il^y. W/two, oversixc 
drawings. Aperture cards available in PDR. F*ee paid. 

VAUGHAN, C.M. General Electric Co. 84/10/29. CROW, W, T. Office of 
Nuclear Material Safety & Safeguards, Dir ector. 7pp. 28686:222. 


8501100641 Responds to 831209 Itr transmitting revised pages to 
fundamental nuclear matl control. Rev acceptable. License 
Condition 2. 1 of Amend MPP-3 to License SNM-1097 revised. 

BROWN, W. B. Fuel Facility Safeguards Licensing Branch. 84/11/30. 
VAUGHAN, C.M. General Electric Co. 2pp. 28356:121. 


8501230147 Application for amend to License 8NM-1097, authorizing 
operation of calcium fluoride waste treatment facility. 

Project description it facility diagrams end. 

VAUGHAN, C.M. General Electric Co. 84/12/19. CROW, W. T. Office of 
Nuclear Material Safety it Safeguards, Dir ector. 7pp. 28536:336. 


8501160158 Ack receipt of 841102 Itr, describing site-specific training 
program for trainees it instructions that should be adhered 
to by NRC personnel for unescorted entry to plant. Program 
acceptable. 

8T0HR,J. P. Region 2, Office of Director. 84/12/21. VAUGHAN, C.M, 
General Electric Co. Ip. 28465:267. 


8501310463 Forwards rev to fundamental nuclear matl control plan, 
consisting of descriptive listing of changes made which do 
not require NRC approval prior to implementation it revised 
pages w/applicmble index pages. Withheld (ref 10CFR2. 790). 

VAUGHAN, C.M. General Electric Co. 84/12/28. O'REILLY* U. P. Region 
2, Office of Director. Ip. 28684:331. 


8501100356 Responds to 841119 requests for authorization, on ohe-time 
basis, to retain on inventory for more than 1 yr, certain 
incinerator ash having measurement uncertainty of greatdf 
than lOX. License condition to Amend MPP-3 added. 

BROWN, W.B. Fuel Facility Safeguards Licensing Branch. 84/12/31. 
VAUGHAN, C.M. General Electric Co. 2pp. 28356:359. 


8501100478 Informs that supplemental environ info to cover const of 
calcium fluoride waste treatment facility not required, 
per 841029 Itr. License amend required prior to addition of 
SNM to facilities. SER end. 

PAGE, R.G. Uranium Fuel Licensing Branch. 85/01/03. VAUGHAN, C. 
General Electric Co. Ip. 28357:276. 


— 8501100483 SER authorizing const of calcium fluoride waste facility. 
BIDINGER, G. H. Uranium Fuel Licensing Branch. 85/01/03. 2pp. 
28357: 277. 


8501160066 Ack receipt of 841213 petition requesting five insp repts 
be withdrawn it new insp repts documenting alleged violations 
Sc deviations be issued. NRC will review petition. FR notice 
end. 

TAYLOR, J. M. Director's Office, Office of Inspection and Enforcement. 
85/01/10. RATNER, M. G. Affiliation Not Assigned. Ip. 28435:355. 


— 8501160074 Notice of 841213 request for action under 10CFR2. 206 
requesting review Sc withdrawal of insp repts which allegedly 
improperly dismissed certain violations Sc/or deviations 
associated w/activities of licensee. 

TAYLOR, J.M. Director's Office, Office of Inspection and 
Enforcement. 85/01/10. 3pp. 28435:356. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORF., PITTSBURGH, PA 


8411140031 Ack receipt of 841003 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 70-1151/84-10. 

STOHR,J. P. Region 2, Office of Director. 84/10/25. D'AM0RE,M. 
Westinghouse Electric Corp. Ip. 27493:264. 


— 6411140036 Responds to NRC 840904 Itr re violations noted in Insp Rept 
70-1151/84-10. Corrective actions: criteria established 
defining when nuclear criticality signs required it nuclear 
criticality safety criteria expanded. 

D'AMORE, M. Westinghouse Electric Corp. 84/10/03. STOHR, J. P. 

Region 2, Office of Director. 8pp. 27493:265. 


— 8411140051 Forwards Insp Rept 70-1151/84-10 on 840723-27 & notice of 
violation. 

STOHR, J.P. Region 2, Office of Director. 84/09/04. D'AMORE, M. 
Westinghouse Electric Corp. 2pp. 27493:273. 


— 8411140053 Notice of violation from insp on 840723-27. 

* Region 2, Office of Director. 84/09/04. 2pp. 27493:275. 


— 8411140059 Insp Rept 70-1151/84-10 on 840723-27. Violations noted: 
inadequate nuclear criticality safety procedure & 
unauthorized storage area for SNM established. 

KAHLE, J. B. , MCALPINE, E. J. R^ipn, 2, Office of* Director. 84/08/30. 
7pp. 27493:277. 


8501030421 Forwards addition to Columbia Plant fundamental nuclear matl 
control plan describing interim SNM mgt for Mfg Automation 
Project. Enel withheld <ref 10CFR2. 790). 

NARDI,A. J. Westinghouse Electric Corp. 84/12/01. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. Ip. 28195:362. 


8501080027 Forwards revised fundamental nuclear matls control plan for 
facility. Rev withheld <ref 10CFR2. 790). 

NARDI, A. J. Westinghouse Electric Corp. 84/12/01. STOHR, J. P. 

Region 2, Office of Director. Ip. 28266:346. 


8501080459 Forwards revised physical security plan for facility. Rev 
withheld (ref 10CFR2. 790). 

NARDI, A. J. Westinghouse Electric Corp. 84/12/01. STOHR, J.P. 
Region 2, Office of Director. ip. 28273:066. 


8501180104 Forwards Insp Rept 70-1151/84-15 on 841106-09. No violations 
or deviations noted. 

BARR, K. P. Region 2, Office of Director. 84/12/12. D'AMORE, M. 
Westinghouse Electric Corp. 2pp. 28465:058. 


— 8501180110 Insp Rept 70-1151/84-15 on 841106-09, No violations or 
deviations noted. Major areas inspected: emergency 
preparedness. 

KREH, J. L, , CLINE, W.E. Region 2, Office of Director. 84/11/29, 
5pp. 28465; 060. 


8501100676 Responds to 841128 request for limited exemption from 
I0CFR70. 58 requirement re shipper-receiver differences. 

Request valid 6 will not adversely affect common defense Ic 
security. License amend listed. 

BROWN, W.B, Fuel Facility Safeguards Licensing Branch. 84/12/20, 
SANDERS, C.F. Westinghouse Electric Corp. Ip. 28356:034. 
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8501100734 Informs of revised safeguards policy re receipt of UF 6 u»/ 
less than 6 % U-235. Licensees wanting to use other methods 
for verifying shipments of UF 6 w/less than 6"4 U-235 should 
send appropriate revs to fundamental matl control plans. 

BRQWNi M. B. Fuel Facility Safeguards Licensing Branch. 84/12/20. 
SANDERS, C.F. Westinghouse Electric Corp. Ip. 28353:363. 


8501210180 Advises that criteria describing packaging & shipping 
requirements for Zircaloy tubing & completed fuel rods for 
burial at Chem-Nuclear Barnwell site acceptable. 

STOHR, J. P. Region 2, Office of Director. 84/12/20. D'AM0RE,M. 
Westinghouse Electric Corp. Ip. 28500: 363. 


DOCKET 70-1201 BABCOCK & WILCOX CO. , LYNCHBURO, UA 


8501180028 Ack receipt of 841026 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 70-1201/84-07. 

Implementation of corrective actions will be examined during 
future insp. 

BARR,K. P. Region 2, Office of Director, 84/12/13. ALTO, R. A. 
Babcock & Wilcox Co. Ip. 28465:053. 


8501080059 Application for amend to License SNM-II 681 authorizing end 
plan to assign U-235 value to 73 55-gallon drums of 
contaminated firebrick prior to disposal. W/o end. Fee paid. 

WATTERS, J.P. Babcock Wilcox Co. 84/12/14. BROWN, W. B. Fuel 
Facility Safeguards Licensing Branch. Ip. 28271:232. 


8501090561 Application for amend to License SNM-1 168, author iz ing 
storage & maint of failed fuel rod detection sys used at 
reactor sites. Fee paid. 

WATTERS,J.P. Babcock «e Wilcox Co. 84/12/14. PAGE, R. 0. Uranium 
Recovery Licensing Branch. 15pp. 28305:328. 


—8501080597 Amend 3 to License SNM-2500, ack rev of consolidated SER 
& QA plan. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/12/31, 
5pp. 28264:316. 


—8501080605 Safety evaluation supporting Amend 3 to License 
SNM-2500. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/12/31 
Ip. 28264:321. 


■8501080614 Notice of issuance & availability of Amend 3 to License 
SNM-2500. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 84/12/31 
2pp. 28264:322. 


DOCKET 70-1426 TRANSNUCLEAR, INC. , FALLS CHURCH, VA 


8501080450 Forwards spent nuclear fuel route survey from West Valleu, 
NY to Forked River, NJ. 

SHERR,T. S. Material Transfer Safeguards Licensing Branch. 84/12/31. 
HANNETT,B, A. Transnuclear, Inc. lOpp. 28271:095. 


8501080339 Forwards Insp Rept 70-1426/84-02 on 841211-18 & notice of 
violation. Notice of violation tc rept details withheld 
<ref 10CFR2. 790 & 73.21). 

STOHR, J, P. Region I, Office of Director. 85/01/04. MAN0USI,J 
Transnuclear, Inc. 2pp. 28233:034. 


— 8501080345 Insp Rept 70-1426/84-02 on 84121 1-18. Violation noted: 
regulatory requirements re transmission of classified 
documents. Details withheld (ref iOCFR2. 790 & 73.21). 

MOORE, D. E. , MCGUIRE, D. R. Region 1, Office of Director, 84/12/31. 
Ip. 28233:036. 


DOCKET 70-1257 EXXON NUCLEAR CO, , INC. , RICHLAND, WA 


8501100800 Forwards Insp Rept 70-1257/84-10, on 841105-09. No violations 
identified. 

MONTGOMERY, J. L. Region 5, Office of Director. 84/12/18. NILSON, R, 
Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). Ip, 28345:281. 


—8501100802 Insp Rept 70-1257/84-10 on 841105-09. No violations 
identified. Major areas inspected : violation corrections, mgt 
organization & controls, operator training Sc retraining, 
criticality safety & operations review. 

BROCK, B.L., 2URAK0WSKI,P. R. , THOMAS, R. D. Region 5, Office of 
Director. 84/12/14. 13pp. 28345:282. 


8501290565 Application to amend License SNM-1823, terminating license. 
FLYNN, J p. Cincinnati Gas & Electric Co. 85/01/11. Division of 
Fuel Cycle & Material Safety. 2pp. '"'28646:348.* 


DOCKET 70-1478 PHILADELPHIA ELECTRIC CO. , PHILADELPHIA, PA 


8501180339 Responds to FOIA request for four categories of documents re 
Kerr-McGee Cushing Facility. Item 1 of request sent in 
response to 840619 FOIA-84-385 as Item 10 of App A. App A 
documents end. 

FELTON, J.M. Division of Rules and Records. 84/07/11, BARNES, C. 
Affiliation Not Assigned. 2 pp. 28475:294. 


—8501180484 Compliance insp rept on 650126,27,0202 Sc 03. Noncompliance 
noted: employee entered hood in thorium processing facility. 

Survey to evaluate concentrations of airborne thorium to 
which employee exposed not conducted. 

SANDEL, P. S. , UOOLSEY, R.T. Atomic Energy Commission. 65/09/16 
9pp. 28475:297. 


8501290578 Certificate of disposition of matls:matls transferred to 
Exxon Nuclear Co, Inc,ADCO Sves, Inc Sc Monsanto Co. 

FLYNN, J.D. Cincinnati Gas Sc Electric Co. 85/01/11. 14pp. 

28646: 350. 


DOCKET 70-1308 GENERAL ELECTRIC CO. , SAN JOSE, CA 


8002080298 Requests reconsideration of AEC determination that facility 
fuel storage basin is vital area Sc of deletion of License 
SNM-1 265, Amend MPP-2. 

SMITH. C.W, General Electric Co, 74/11/13. PAGE, R, G. Atomic Energy 
Commission, Directorate of Licensing. 2 pp. 28537:046. 


■8501230510 "Sabotage Analysis for Fuel Storage at Morris. " 

VOILAND.E. , HERRINGTON, C. , HENDRICKSON, M, Westinghouse Electric 
Corp. NEDM-20682. 74/11/01. 80pp. 28537:048. 


8501040227 Forwards Safeguards Insp Rept 72-0001/84-04 on 841114-16 S< 

21 Sc notice of violation. Notice of violation withheld 
<ref 10CFR73. 21). 

AXELSON,W. L. Region 3, Office of Director, 84/12/20. VAN HOOMISSEN 
General Electric Co. 2 pp. 28208: 192. 


— 8501040236 Safeguards Insp Rept 72-0001/84-04 on 841114-16 Sc 21. 
None offlp lienees noted : security of ficer medical records not 
kept in accordance w/security plan commitments. Portions 
withheld (ref 10CFR73. 21 ). 

STAPLETON, B. U. , CREED, J, R, Region 3, Df-fice of Director. 
84/12/20. 2pp. 28208: 194. 


8501080586 Forwards Amend 3 to License SNM-2500, safety evaluation Sc 
notice of issuance Sc availability. Amend ack rev of 
consolidated SAR Sc QA plan. 

^^‘•vanced Fuel Sc Spent Fuel Licensing Branch. 84/12/31. 
HERRINGTON, C.C. General Electric Co. 2 pp, 28264:314. 


DOCKET 70-2302 ARMY, DEPT. OF, ABERDEEN, MD 


8501110036 Discusses insp of Licenses 19-00294-19, 19-00294-23, SUB-834 Sc 
SNM-1649 Sc forwards notice of violation for License SUB-834. 

MARTIN, T.T. Region 1 , Office of Director. 85/01/07. HITE, R. Army, 
Dept. of. 2 pp. 28310:346. 


DOCKET 70-2322 EDLOW INTERNATIONAL CO. , WASHINGTON, DC 


8501230136 Application for amend to import license, requesting 
revalidated revised route plan for shipments originating 
from Port of Portland, OR in 1985. 

DANIELS, G. Edlow International Co. 84/12/19. HILLMAN, C. Material 
Transfer Safeguards Licensing Branch. 3pp. 28536:330. 


8501210009 Responds to 841219 request for approval of route for 
transport of spent nuclear fuel. Route from Port of Portland, 

OR to Idaho Falls, ID approved through 851231. 

SHERR, T. S. Materiel Transfer Safeguards Licensing Branch. 85/01/14. 
DANIELS, G. Edlow International Co. 9pp. 28497:001. 


DOCKET 70-2479 TRANSNUCLEAR, INC. , FALLS CHURCH, VA 


8501210092 Responds to 641204 request for approval of route for 
transport of spent reactor fuel. Route from Newport News, VA 
to Idaho Falls^ ID approved through 851231. 

SHERR, T. 8 . Material Transfer Safeguards Licensing Branch. 85/01/14. 
HANNETT, B. A. Transnuclear, Inc. 31pp. 28497:118. 


8501020036 Forwards spent fuel survey of shipment from Norfolk, VA to 
Savannah River, SC for Dec 1984. Route acceptable. 

SHERR, T,S. Material Transfer Safeguards Licensing Branch. 84/12/26. 
HANNETT, B. A. Transnuc laar, Inc. 9pp. 28169:212. 
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8501040232 Forwards spent nuclear fuel route survey from Portsmouthj VA 
to Idaho Fallsj ID« approved through 851231. Notification 
requirements reiterated. 

SHERR> T. S. Material Transfer Safeguards Licensing Branch. 84/12/27. 
HAMNETT, B. A. Transnuc lear, Inc. 32pp. 28216:209. 


8501070269 Approves route to be used for transport of spent reactor 
fuel from Newport News, VA to Savannah River, SC through 
851231. Sanitized route description end. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 84/12/31. 
HAMNETT, B. A. Transnuclear, Inc. 9pp. 28226:140. 


8501210098 Responds to 841204 request for approval of route for 
transport of spent reactor fuel. Route from Oakland, CA to 
Idaho Falls, ID approved through 851231. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 85/01/15. 
HAMNETT, B. A. Transnuclear, Inc. 11pp. 28498:113. 


8501290576 Sanitized Itr forwarding route for transport of spent 
reactor fuel from Port of Portland, OR to Idaho Falls, ID. 

Route approved through 851231. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 85/01/22. 
HAMNETT, B. A. Transnuclear, Inc. 9pp. 28646:339. 


DOCKET 70-2786 GENERAL ELECTRIC CO. , SAN JOSE, CA 


8501080093 Forwards spent fuel route for shipment of irradiated reactor 
fuel from Oakland to Pleasanton, CA for CY85, for approval. 

KIRKLAND, M. V. General Electric Co. 84/12/18. HILLMAN, C. R. 

Material Transfer Safeguards Licensing Branch. 7pp. 28271:111. 


6501160390 Informs of NRC approval of 841218 request for route for 
transport of spent rector fuel from Port of Oakland, CA to 
GE Pleasanton, CA through 851231. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 85/01/10. 
KIRKLAND, M. W. General Electric Co. 6pp. 28444:330. 


DOCKET 70-2638 CINCINNATI GAS & ELECTRIC CO. . CINCINNATI, OH 


8501290565 Application to amend License SNM-1823, terminating license. 
FLYNN, J.D. Cincinnati Gas & Electric Co. 85/01/11. Division of 
Fuel Cycle & Material Safety. 2pp. 28646:348. 


—8501290578 Certificate of disposition of metis: matls transferred to 
Exxon Nuclear Co, Inc,ADCO Svcs, Inc & Monsanto Co. 

FLYNN, J.D. Cincinnati Gas & Electric Co. 85/01/11. 14pp. 

28646: 350. 


docket ‘70-2949 ARIZONA PUBLIC SERVICE CO. 7 PHOENIX, AZ‘ 


6501140039 Unexecuted Amend 2 to Indemnity Agreement B-95. 

SALTZMAN, J. Assistant Director for State Sc Licensee Relations. 
84/12/24. Ip. 28390:317. 


DOCKET 70-2951 MANHATTAN COLLEGE, BRONX, NY 


8501080554 Forwards Insp Repts 50-199/84-04 Sc 70-2951/84-01 on 841114. 
No violations noted. 

MARTIN, T. T. Division of Engineering Sc Technical Programs. 84/12/17. 

KANE, R. Manhattan College, Riverdale, NY. 2pp. 28244:321. 24X 

Flche: 50-199, 84/12/17, 8501080554. 


— 8501080557 Insp Repts 50-199/84-04 Sc 70-2951/84-01 on 841114. No 
noncompliance noted. Major areas inspected: facility 
organization Se operation, physical inventory Sc records St 
repts. 

DELLA RATTA,A. , KEIMIO, R. R. Region 1, Office of Director. 
84/12/12. 3pp. 28244:323. 24X Fiche ; 50-199, 84/12/17, 8501080554. 


DOCKET 70-2968 CLEVELAND ELECTRIC ILLUMINATING CO. , CLEVELAND, OH 


8501310457 Request for amend to application for license, authorizing 
changes to neutron source activity Sc miscellaneous changes 
to license application. 

EDELMAN, M. R. Cleveland Electric Illuminating Co. 85/01/07. 

DAVIS, J.O. Office of Nuclear Material Safety Sc Safeguards, Director. 
5pp. 28684:341. 


DOCKET 70-2984 ARIZONA PUBLIC SERVICE CO. , PHOENIX, A2 


8501040237 Application for amend to License SNM-1922, increasing max 
amount of U-235 permitted from 36 g to 65 g to allow for 
extra storage of spare ex-core detectors. 

VAN BRUNT, E.E. Arizona Public Service Co. 84/12/07, Assistant 
Director for Material Safety Sc Licensing. 4pp. 28216:325. 


DOCKET 70-2998 GULF STATES UTILITIES CO. , BEAUMONT, TX 


8501090068 Informs that Rev 0 amended by Rev 1 to physical security 
plan for receipt Se storage of SNM of low strategic 
significance approved Sc should be fully implemented by date 
of fuel receipt. 

BROUN, M. B. Fuel Facility Safeguards Licensing Branch. 84/12/24. 
BOOKER, J.E. Gulf States Utilities Co. Ip. 28307:332. 


8501230489 Unexecuted Indemnity Agreement B-104. 

SALTZMAN, J. Assistant Director for State Se Licensee Relations. 
85/01/15. 13pp. 28536:210. 


8501290499 Forwards License SNM-1943, authorizing possession of U-235 
isotope contained in fuel assemblies, Indemnity Agreement 
B-104, environ assessment, SER S< finding of no significant 
impact. Exemption from 10CFR70. 24 granted, per 841114 request. 

CROW, W. T. Uranium Fuel Licensing Branch. 85/01/15, BOOKER, J. E. 
Gulf States Utilities Co. 3pp. 28649:103. 


— 8501290505 License SNM-1943, author i zing receipt, possession, insp tc 
storage of 116,605 kg U, in U-235 isotope 8c 32,834 kg natural 
U at River Bend Station. 

* Division of Fuel Cycle Sc Material Safety. 85/01/15. 2pp. 
28649: 106. 


— 8501290514 SER re 840416 application for matls license, author iz ing 
receipt, possession, insp Sc storage of nuclear fuel bundles. 
Issuance of license recommended, provided that listed 
conditions incorporated into license. 

BIDINGER, G. H. Uranium Fuel Licensing Branch. 85/01/15. 11pp. 

28649: 106. 


— 8501290523 Discusses environ assessment for util 840416 application for 
license to permit receipt, possession, insp & storage of SNM 
at River Bend Station. Finding of no significant impact 
recommended, per 10CFR51. 31. 

WYNGARDEN, S. D. Uranium Fuel Licensing Branch. 85/01/15. 

Uranium Fuel Licensing Branch. 3pp. 28649: 119, 


— 8501290530 Notice of finding of no significant impact re issuance of 
License SNM-1943 to permit receipt, ^possession, insg^ 9c storage 
of unirrad'iated nuclear fuel assemblies. Preparation of ElS 
unwarranted. 

CROW, W. T. Uranium Fuel Licensing Branch. 85/01/03. 2pp. 

28649: 122. 


DOCKET 70-3000 COMMONWEALTH EDISON CO. , CHICAGO, IL 


8501290560 Forwards License SNM-1936, authorizing receipt, storage & use 
of post— acc ident neutron monitoring detectors containing 
40 g U-235 Sc SER supporting license, 

CROW, W. T. Uranium Fuel Licensing Branch. 85/01/14. SWARTZ, E. D. 
Commonwealth Edison Co. 2pp. 28648:352. 


—8501290564 License SNM-1938 for Comm Ed, authoriz ing receipt, storage 9c 
use of post-accident neutron monitoring detectors containing 
40 g U-235. 

CROW, W. T. Division of Fuel Cycle 9c Material Safety. 85/01/14. 

2pp. 28648:354. 


—8501290567 SER supporting issuance of license to authorize receipt, 
storage 9c use of post-accident neutron monitoring detectors 
containing 40 g U-235. License conditions listed. 

KETZLACH, N. , CROW, W, T. Uranium Fuel Licensing Branch. 85/01/14. 
4pp. 28648:356. 


— 8501290571 Discusses categorical exclusion for licensee 841119 request 
to receive, store 9c use 40 g U in in-core fission chambers Sc 
post-accident neutron monitoring detec tors. Environ 
assessment or ElA unwarranted. 

CROW, W. T. Uranium Fuel Licensing Branch. 85/01/14. Uranium 
Fuel Licensing Branch. Ip. 28648:360. 
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PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0001 ANEFCO, INC. 


8501220219 R»iiuests renctiial of QA program for radioactive matl package: 
0001. Fee paid. 

MURPHY. U.D. Anefco. Inc. 84/12/31. MACDONALD. C. E. Transportation 
Certification Branch. Ip. 28520: 103. 


8501290712 Forwards QA program approval for radioactive matl package: 
0001. Rev 2. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/23. 
MURPHY. J.D. Anefco. Inc. Ip. 28644:329. 


DOCKET 71-0056 PHILADELPHIA ELECTRIC CO. 


8501090237 Forwards raduiaste matl activity section of operations phase 
QA plan re procurement, use. maint tk repair of certain 
packaging used in transport of radioactive matl. List 
comparing 10CFR71 Subpart H to plan end. 

DALTROFF. S. L. Philadelphia Electric Co. 84/12/17. DAVIS. J. 0. 
Division of Safeguards. 4pp. 28308:128. 


— 8501090240 Vol III of QA plan. operations phase activity section - 
radwaste matl. 

» Philadelphia Electric Co. 84/08/08. 13pp. 28308: 132. 


DOCKET 71-0060 MORRISON-KNUDSEN CO. . INC. 


— 8501290757 QA program approval for radioactive matl package: 0001. Rev 2. 
MACDONALD. C. E. Transportation Certif ication Branch. 85/01/23. 

Ip. 28644: 330. 


DOCKET 71-0021 UNIVERSAL TECHNICAL TESTING LABORATORIES. INC. 


8501180499 Advises that QA program approval for radioactive matl 
package: 0060 expires on 850331. Renewal must be reqLuested 
within 30 days of expiration. If renewal not desired. NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/15. 
WILLIAMS. D. E. Morrison-Knudsen Co. . Inc. Ip. 28480:360. 


8501030436 Forwards remittance fee in support of application for 
renewal of QA program. 

MODES. M. C. Universal Technical Testing Laboratories. Inc. 84/11/29. 

MACDONALD. C. E. Transportation Certification Branch. 2pp. 

28201:251. 


8501290728 Forwards QA program approval for radioactive matl package: 
0021. Rev 2. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/23. 
MODES. M.C. Universal Technical Testing Laboratories. Inc. Ip. 
28644: 327. 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CO. 


8501280739 Notifies that QA program approval for radioactive matl 
package:0062 expires on 850430. Renewal of QA program 
requested 30 days prior to expiration date. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/23. 
GAINES. T.M. Industrial Nuclear Co. Ip. 28629:104. 


DOCKET 71-0079 BABCOCK tc WILCOX CO. 


— 8501290736 QA program approval for radioactive matl package: 0021. Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 85/01/23. 

Ip. 28644: 328. 


DOCKET 71-0024 HITTMAN NUCLEAR & DEVELOPMENT CORP. 


8501180469 Advises that QA program approval for radioactive matl 
package: 0024 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired. NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/15. 
ROWE. B. S. Hittman Nuclear Sc Development Corp, (subs, of Hittman 
Corp. }. Ip. 28480:363. 


DOCKET 71-0026 EASTERN TESTING Sc IN8PECTIDN 


8501110457 Advises that QA program approval for radioactive matl 
package: 0026 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired. NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/08. 
BADIALI.J. Eastern Testing Sc Inspection. Inc. Ip. 28366:356. 


8501110453 Advises that QA program approval for radioactive matl 
package: 0079 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired. NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/08. 
GRABER.H. C. Babcock Si Wilcox Co. Ip. 28368:360. 


DOCKET 71-0088 BABCOCK Sc WILCOX CO. 


8501210026 Advises that QA program approval for radioactive matl 
package: 0088 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired. NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/15. 
CORDANI.R. A. ■ Babcock Sc Wilcox CoT ’lp. ’28498:)D96. 


DOCKET 71-0089 NAVY. DEPT. OF 


8501220448 Forwards QA program requirements in application for renewal 
of QA program approval for radioactive matl package: 0089 
which expired on 840930. 

COOK.C. I. Navy. Dept. of. 85/01/05. Transportation Certification 
Branch. Ip. 28519:304. 


DOCKET 71-0027 BABCOCK Sc WILCOX CO. — 8501220453 QA program requirements for radioactive matl package; 0089. 

« Navy. Dept. of. 85/01/05. 14pp. 28519:305. 


8501180460 Advises that QA program approval for radioactive matl 
package: 0027 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired. NRC 
s4)ould be notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/15. 

HUTCHINSON. L. Babcock Sc Wilcox Co. Ip. 28483:350. 


DOCKET 71-0042 NAVY. DEPT. OF 


8501280723 Notifies that QA program approval for radioactive matl 
package: 0042 expires on 850430. Renewal of QA program 
requested 30 days prior to expiration dete. 

HACDONALO.C. E, Transportation Certification Branch. 85/01/23. 
Navy. Dept. of. Ip. 28638:360. 


DOCKET 71-0054 OKLAHOMA TESTING LABORATORIES 


8501280718 Notifies that QA program approval for radioactive matl 
package: 0054 espirea on 850430. Renewal of QA program 
requastad 3p days prior to expiration date. 

MA CDON ALD. C. E. Tran-sportetion Certif icetion Branch. 85/01/23. 
WITTE. M. A- Oklahoeie Tasting Laboratpries. Ip. 28633:358. 


8501290696 Forwards QA program approval for radioactive matl package: 
0089. Rev 2. 

MAC DON ALD. C. E. Transportation Certification Branch. 85/01/23. 
DURFEE. P. J. Navy. Dept. of. Ip. 28644:344. 


—8501290703 QA program approval for radioactive matl package; 0089. Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 85/01/23. 

Ip. 28644:345. 


DOCKET 71-0098 NEWPORT NEWS SHIPBUILDING Sc DRY DOCK CO. 


8501040053 Forwards QA program for radioactive matl package: 0098. Fee 
paid. 

CLARK. R.T. Newport News Shipbuilding (subs, of Tenneco Corp.). 
84/11/29. MACDONALD. C. E. Transportation Certif ication Branch. 2pp. 
28209: 233. 


'B50104Q059 Rev B1 to QA program for use of shipping packages for 
special form radioactive matl. 

* Newport News Shipbuilding (subs, of Tenneco Corp. ). 84/03/07. 

8pp. 28209:236. 
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DOCKET 71-0114 COLBY-THIELMEIER TESTING CO. 


8901180493 Advists that QA program approval for radioactiva matl 
package; 0114 expires on 890331. Renewal must be requested 
within 30 days of expiration. If renewal not desiredi NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 89/01/19. 
THIELMEIR.L. F, Colby-Thielmier Testing Co. . Inc. Ip. 28480:362. 


DOCKET 71-0115 BABCOCK & WILCOX CO. 


8501100656 Req^uests renewal of QA program for radioactive matl 
package; 0115. Rev 0 to manual end. Fee paid. 

WATTERS. J.P. Babcock & Wilcox Co. 84/12/17. MACDONALD. C. E. 
Transportation Certification Branch. Ip. 28319:223. 


— 6901100662 Rev 0 to "Shipping Container QA Program Manual. " 
* Babcock & Wilcox Co. 84/12/17. 62pp. 28319:224. 


8901300436 QA program approval for radioactive matl package: 0119. Rev 2. 
MACDONALD. C. E. Transportation Certification Branch. 85/01/23. Ip. 
28684: 092. 


DOCKET 71-0117 ABEX CORP. 


8901160231 Forwards revised "QA Program for Shipping Packages for 
Transportation of Radioactive Matls. " per 841017 request. 

REGINA. A. F. Abex Corp. 84/12/26. Office of Nuclear Material 
Safety & Safeguards. Director. Ip. 28439:199. 


— 8901160234 Revised "QA Program for Shipping Packages for Transportation 
of Radioactive Matls. " 

HEYER. B. A. . REGINA. A. F. Abex Corp. 84/12/12, 229pp. 28439:197. 


DOCKET 71-0122 J. L. SHEPHERD & ASSOCIATES 


8901280791 Notifies that QA program approval for radioactive matl 
package: 0122 expires on 890430. Renewal of QA program 
requested 30 days prior to expiration date. 

MACDONALD. C. E. Transportation Certification Branch. 89/01/23. 
SHEPARD. J. L. v/. L. Shepherd & Associates. Ip. 28630:141. 


DOCKET 71-0142 CHICAGO BRIDGE & IRON CO. 


890 iD3D06D' Forwards QA program for' radioactive matl package: 0142. Fee 
paid. 

BONINA. R. A. Chicago Bridge St Iron Co. 84/11/30. MACDONALD. C. E. 
Transportation Certification Branch. 2pp. 28169:268. 


— 8901020070 QA program for radioactive matl package: 0142. 

* Chicago Bridge Sc Iron Co. 84/11/29. 4pp. 28169:270. 


DOCKET 71-0144 NAVY, DEPT. OF 


8901080124 Forwards request for renewal of QA program approval for 
radioactive matl package: 0144. 

DURFEE. P. J, Navy, Dept. of. 84/12/20. Transportation 
Certif ication Branch. Ip. 28273:203, 


— 8901080132 Requests renewal of QA program approval for radioactive 
matl package: 0144. 

ZMORZENSKI. F. P. Navy, Dept. of. 84/12/07. Transportation 
Certification Branch, 23pp. 28273:204. 


— 8501080137 "U88 Ajax QA Program for Receiving, Handling. Storage Sc 
Shipment of Radioactive Matl. " 

ZMORZENSKI, F. P. Navy, Dept, of, 84/12/07. 23pp. 28273:209. 


8901290161 Forwards QA program approval for radioactive matl package: 
0144, Rev 2. 

MACDONALD. C, E. Transportation Certification Branch. 65/01/23. 
DURFEE. P. J. Navy, Dept, of, Naval Sea Systems Command. Ip. 

26646: 099. 


— 8901290162 QA program approval for radioactive matl package; 0144, Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 89/01/23. 

Ip. 2B646: 100. 


DOCKET 71-0159 LOCKHEED MISSILES Si SPACE CO. , INC, 


8901210028 Advises that QA program approval for radioactive matl 
package: 0199 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 89/01/19. 
HAMMONS. A. C. Lockheed Missiles St Space Co., Inc. Ip. 28498:089. 


DOCKET 71-0160 OMAHA TESTING LABS. , INC. 


8501210017 Advises that QA program approval for radioactive matl 
package: 0160 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired. NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 89/01/19. 
MERTZ, L. R. Omaha Testing Laboratories, Inc. Ip. 28498:093. 


DOCKET 71-0167 FINLAY TESTING LABORATORIES 


8501080580 Notifies that QA program approval for radioactive matl 
package: 0167 expired on 841031. 

MACDONALD. C. E. Transportation Certification Branch. 84/12/20. 
FINLAY. G.W. Finlay Testing Laboratories. Ip. 28269:362. 


DOCKET 71-0177 FEDERAL AVIATION ADMIN. 


8501280725 Notifies that QA program approval for radioactive matl 
package: 0177 expires on 890430. Renewal of QA program 
requested 30 days prior to expiration date. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/23. 
BROWN. L.K. Federal Aviation Administration. Ip. 28630:132. 


DOCKET 71-0193 NAVY, DEPT. OF 


8901110422 Advises that QA program approval for radioactive matl 
package: 0193 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/08. 
Navy, Dept. of. Ip. 28369:071. 


DOCKET 71-0199 NAVY, DEPT. OF 


Sd'01110419 Advises that QA program approval for radioactive matl 
package: 0199 expires on 890228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 89/01/08. 
Navy. Dept. of. Ip. 28369:072. 


DOCKET 71-0206 PRYOR FOUNDRY, INC. 


8501210023 Advises that QA program approval for radioactive matl 
package: 0206 expires on 890331. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD. C. E. Transportation Certification Branch. 89/01/19. 
GILBREATH. J. H. Pryor Foundry, Inc. Ip. 28498:091. 


DOCKET 71-0231 CHEM-NUCLEAR SYSTEMS, INC. 


8901030409 Forwards application for renewal of QA program for 
radioactive matl package; 0231. Fee paid. 

HATHAWAY. C. M. Chem-Nuclear Systems, Inc. 84/12/29. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 28201:207. 


—8901030414 Rev 2 to QA program for radioactive matl on package: 0231. 
*. REYNOLDS, L. E. , JOHNSON, B. U. Chem-Nuclear Systems, Inc. 
83/09/06. 41pp. 28201:209. 


8901290667 Forwards QA program approval for radioactive matl package: 
0231. Rev 3. 

MACDONALD. C. E. Transportation Certification Branch. 89/01/23. 
HATHAWAY. C. M. Chem-Nuclear Systems, Inc, Ip. 28644:280. 


—8901290671 QA program approval for radioactive matl package: 0231, Rev 3. 
MACDONALD. C. E. Transportation Certification Branch. 65/01/23. 

Ip. 28644:281. 
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DOCKET 71-0238 AGRICULTURE, DEPT. OF 


8501040117 Forwards QA program for radioactive matl pac kage: 0238. 
JARRETT, R.D. Agriculture, Dept. of. 84/12/10. Transportation 
Certification Branch. 2pp. 28209:294. 


— 8501040128 QA program for radioactive matl pac kage: 0238. 
♦ Agriculture, Dept. of. 84/12/10. 3pp. 28209:296. 


8501290580 Forwards QA program approval for radioactive matl package: 
0238, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/23. 
JARRETT, R. J. Agriculture, Dept, of, Research Center. Ip. 

28646: 337. 


— 8501290584 QA program approval for radioactive matl package: 0238, Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 85/01/23. 

Ip. 28646:338. 


DOCKET 71-0239 NAVY, DEPT. OF 


8501110456 Advises that QA program approval for radioactive matl 
package: 0239 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/08. 
Navy, Dept. of. Ip. 28368:357. 


DOCKET 71-0242 LAW ENOINEERINC TESTING CO. 


8501230172 Requests QA program approval for radioactive matl package: 
0242. Fee paid. 

FORBES, J.R. Law Engineering Testing Co. 85/01/03. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 28536:348. 


— 8501230178 QA program. 

« Law Engineering Testing Co. 85/01/03. 5pp. 28536:349. 


DOCKET 71-0248 MONSANTO RESEARCH CORP. 


8501110451 Advises that QA program approval for radioactive matl 
package:0248 expires on 850228, Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C, E. Transportation Certification Branch. 85/01/08. 
BOOTH, J. A. Monsanto Co. Ip. 28368 361. 


DOCKET 71-0251 WESTINOHOUSE ELECTRIC CORP. 


8501150480 Requests renewal of end QA plan for transportation of 
radioactive matl for Licenses SNM-47, SNM-770. SNM-951, 

SNM-1460, 37-00497-09, 37-05809-01 37-05809-02. Fee paid. 

NARDI,A. J. Westinghouse Electric Corp. 84/12/27. MACDONALD, C. E. 
Transportation Certification Branch. Ip. 28404:331. 


-8501150481 QA plan for transportation of radioactive matl under 
Licenses SNM-47, SNM-770, SNM-951, SNM-1460, 37-00497-09, 
37-05809-01 it 37-05809-02. 

* Westinghouse Electric Corp. 84/12/27. lOpp. 28404:332. 


DOCKET 71-0258 U. S. ECOLOGY, INC. 


8501290157 Notifies that QA. program approval for radioactive matl 
package; 0258 expires on 850430, Renewal of QA program 
requested 30 days prior to expiration 4iata. 

MACDONALD, C. E. Trenspartatien Certification Branch. 85/01/23. 
SCOVILLE, J U. 8. Ecology, Inc. (formerly Nuclear Engineering, 
Inc. ). Ip. 28646; 101, 


DOCKET 71-0260 ASTROTECH, INC. 


8501020084 Requests renewal of 79091-0 "QA Program for Shipping Paekagpes 
of Radioactivf Matl," Fee paid. 

MYKYTA, L.„ Asj^oitech, ince MACDONALD, C. E. Transportation 

Certification';'irjm'chw--'V-:2pp, ' . .28.16'9: 26i^. \.,v 


DOCKET 71-0304 TELEDYNE BROWN ENGINEERING CO. 


8501230507 Requests fee for 841203 application for renewal of QA 
program for radioactive matl transport package: 0304. 

JACKSON, G. License Fee Management Branch. 84/12/28. CROW,F. R. 
Teledyne Brown Engineering Co. Ip. 28536:358. 


8501220452 Forwards application fee for renewal of radioactive matl 
package: 0304. 

CROW, F. R. Teledyne Brown Engineering Co. 85/01/07. JACKSON, J. 
License Fee Management Branch. Ip. 28520: 184. 


— 8501220457 Forwards QA program for renewal of radioactive matl package: 
0304. Fee paid. 

CROW, F. R. Teledyne Brown Engineering Co. 84/12/03. MCDONALD NRC 
- No Detailed Affiliation Given. 2pp. 28520: 185. 


— 8501230299 QA program for "Radiographic Training Procedure. " 

* Teledyne Brown Engineering Co. 84/12/03. 59pp. 28520: 187. 


DOCKET 71-0333 ALABAMA POWER CO. 


8501040022 Requests renewal of QA program approval for radioactive matl 
package; 0333. 

MACDONALD, C. E. Alabama Power Co. 84/12/04. MACDONALD, C, E. Office 
of Nuclear Material Safety Sc Safeguards, Director. 2pp. 28207:347. 


DOCKET 71-0341 ARKANSAS POWER Sc LIGHT CO. 


B501280744 Application for renewal of QA approval for radioactive matl 
packaga; 0341. Fee paid. 

ENOS, J. T. Arkansas Power Sc Light Co. 85/01/04. MACDONALD, C. E. 
Division of Fuel Cycle Sc Material Safety. 3pp. 28629:092. 


8501290746 Forwards QA program approval for radioactive matl package: 
0341, Rev 2. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/23. 
ENOS, J. T. Arkansas Power Sc Light Co. Ip. 28644:317. 


— B501290749 QA program approval for radioactive matl package; 0341, Rev 2. 
MACDONALD, C. E. Transportation Certification Branch. 85/01/23. 

Ip. 28644: 318. 


DOCKET 71-0347 STONE Sc WEBSTER ENGINEERING CORP. 


8501220555 Requests renewal of (3 A program approval for radioactive 
matl pac kage: 0347. Fee paid. 

CHIN, P. K. Stone Sc Webster Engineering Corp. 84/12/20. GORDAN, L. 
Transportation Certification Branch. Ip. 28517:360. 


8501110449 Advises that QA program approval for radioactive matl 
package; 0347 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/08. 
GIBSON, J. D. Stone Sc Webster Engineering Corp. Ip. 28368:362. 


DOCKET 71-0349 CATERPILLAR TRACTOR CO. 


8501110520 Advises that QA program approval for radioactive matl 
package; 0349 expires on 650228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. £. Transportation Certification Branch. 85/01/08. 
VOGEL, R.J. Caterpillar Tractor Co. Ip. 28369:270. 


DOCKET 71-0352 NILES STEEL TANK CO. 


8501210020 Advises that QA program approval for radioactive matl 
packa.gij|s,(:;^2, e4pii?is on 850331. Renewal must be requested 
iH.thin 3C days of expiration. If renewal not desired, NRC 
should be so notifio’d, 

MACDQNALli, c. E. Transportation Certification Branch. 85/01/15. 
k^OOD,J, C. Niles Steel Tank, Ip. 28498:092. 
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DOCKET 71-0354 ADVANCED MEDICAL SYSTEMSi INC. 


DOCKET 71-0363 BRIGOS ENGINEERING Sc TESTING CO. , INC. 


8501090347 Forwards Rav C to QA Program Policy QA 1000 1. 4 Sc raquests 
review. Fee paid. 

ZRNINi H. R. Advanced Medical SystemSi Inc. 84/12/07. MACDONALD^ C. E. 
Transportation Certification Branch. Ip. 28308:108. 


— 8501090357 Rev C to QA Program Policy QA 1000 1. 4» “Compliance 
W/10CFR71. " 

IRWIN, H.R.* KELBLEYi N. Advanced Medical Systems, Inc. 84/12/10. 
13pp. 28308: 109. 


DOCKET 71-0355 JERSEY CENTRAL POWER Sc LIGHT CO. 


8501110464 Advises that QA program approval for radioactive matl 
package: 0355 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/08. 
SNIDER, T. General Public Utilities - GPU Service Corp. Ip. 
28371 : 350. 


DOCKET 71-0356 NAVY, DEPT. OF 


8501110460 Advises that QA program approval for radioactive matl 
package; 0356 expires on 850228. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/08. 
Navy, Dept. of. Ip. 28368:351. 


DOCKET 71-0357 NAVY, DEPT. OF 


8501290756 Advises that QA program approval for radioactive matl 
package: 0357 expires on 850430. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified, 

MACDONALD, C. E. Transportation Certification Branch. 85/01/23. 
Navy, Dept. of. Ip. 28644: 310. 


DOCKET 71-0358 NAVY, DEPT. OF 


8501210014 Advises that QA program approval for radioactive matl 
package: 0358 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/13. 
Navy, Dept. of. Ip, 28498:094. 


DOCKET 71-0360 NAVY, DEPT. OF 


8501180443 Advises that QA program approval for radioactive matl 
package: 0360 expires on 850331 , Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 
Navy, Dept. of. Ip. 28483:351. 


DOCKET 71-0361 MODEL: PAT-1, ENERGY, DEPT. OF 


8501030200 Requests changes discussed in 841217 telcon re Rev 7 to "NRC 
Directory of Certificates of Compliance for Radioactive 
Mails Packages. " Certificates listed for registration to 
DOE License DP- 122. 2. 

GARRISON, R. F. Energy, Dept. of. 84/12/19, MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 28194:349. 


DOCKET 71-0362 WISCONSIN PUBLIC SERVICE CORP. 


8501180496 Advises that QA program approval for radioactive matl 
package;0362 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch, 85/01/15. 
RICHMOND, J. Wisconsin Public Service Corp. Ip. 28480:361. 


8501180438 Advises that QA program approval for radioactive matl 
package: 0363 expires on 850331. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 
Briggs Engineering & Testing. Ip. 28483:352. 


DOCKET 71-0366 ARMY, DEPT. OF 


8501290758 Advises that QA program approval for radioactive matl 
package: 0366 expires on 850430. Renewal must be requested 
within 30 days of expiration. If renewal not desired, NRC 
should be so notified. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/23, 
Agriculture, Dept. of. Ip. 28644:309. 


DOCKET 71-0395 NAVY, DEPT. OF 


8501290486 Requests that QA program for radioactive matl package: 
0395 be terminated. 

DURFEE, P. J. Navy, Dept, of, Naval Sea Systems Command, 85/01/14. 
Transportation Certification Branch. 2pp. 28649:124. 


DOCKET 71-0397 TELEDYNE ENERGY SYSTEMS 


8501090370 Submits application for renewal of QA Program Plan TES-3143, 
Fee paid. 

MCDONALD, W. A. Teledyne Energy Systems. 84/12/10. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 28305:359. 


DOCKET 71-0510 GESELLSCHAFT FUER NUKLEAR SERVICE, MBH 


8501080512 Ack receipt of recent communication re addl info concerning 
pending topical rapt on storage for Castor 1C 8< Castor V. 

Final stages of completing ultimate corporate strategy of US 
operations in progress. 

HARROLD, T. J. Cofer, Beauchamp, Hawes & Brown. 84/12/14. ROUSE, L. C. 
Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 28264:325. 


DOCKET 71-0524 RADIATION STERILIZERS, INC. 


8501110416 Forwards request for ad_dl info re 841031 application for 
renewal of QA program approval for radioactive package: 0524. 

Info requested within 30 days of Itr date. 

MACDONALD, C. E. Transportation Certification Branch. 35/01/03. 
CHIN, A. Radiation Sterilizers, Inc. 4pp. 28369:074. 


DOCKET 71-4888 MODEL: SENTINEL -25A, B. C, C3, D, E, F, TELEDYNE 


8501090332 Application to amend Certificate of Compliance 4888, 
redesignating listed packaging as Type B<U} & changing 
package identification number. Fee paid. 

VOGT, J. F. Teledyne Energy Systems. 84/12/17. ODEGAARDEN, R. H. 
Transportation Certification Branch. 2pp. 28307:360. 


8501280024 Requests that NRC be advised within 30 days when 
consolidated application addressing all requirements of 
10CFR71 will be provided re 841217 application for renewal 
of Certificate of Compliance 4888. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/16. 
VOGT, J, F. Telcdyne Energy Systems. Ip. 28615:358, 


DOCKET 71-4986 MODEL: RA-2, RA-3, RA-J, GENERAL ELECTRIC CO. 


8501020022 Forwards Rev 17 to Certificate of Compliance 4986 for 
Models RA-2 6 RA-3. 

MACDONALD, C. E, Transportation Certification Branch. 84/12/19. 
GERRALD, L. D. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 2pp. 
28169: 236. 


— 8501020025 Certificate of Compliance 4986, Rev 17, for Models RA-2 & 
RA-3. Approval record end. 

MACDONALD, C, E. Transportat ion Certification Branch. 84/12/19. 
6pp. 28169:238. 
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DOCKET 71-5026 MODEL: CNS 14-190, CHEM-NUCLEAR SYSTEMS, INC. 


8501040009 Reciuests r»gi*tr«tion as usar of Modals CNS-14-190, FSV— 2, 
NRBK-43,Sentinel~100F Se T-3. 

GARRISON, R. F. Energy, Dept. of. 84/12/19. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 28207:341. 


8501160102 Application for amend to Certificate of Compliance 5026 for 
Model 14-190 cask, extending expiration date to 850630 to 
allow completion of current shipment campaign. Fee paid. 

POPPE, L. K. Chem-Nuclear Systems, Inc. 84/12/26. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 28435:342. 


8501160202 Requests registration as user of Models BCL-2, BCL— 4, OH-143, 
OH-142 MKI. OH-142 MKII, OE-100. CNS 14-190, NRBK-41, NRBK-42, 

NRBK-43, WAPD-40, FSV-2, TN-S, TN-SL & T-3. 

GARRISON, R. F. Energy, Dept. of. 85/01/08. MACDONALD, C. F. 
Transportation Certification Branch. Ip. 28435:339. 


8501250033 Forwards Rev 13 to Certificate of Compliance 5026 for Model 
CNS 14-190. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 
KINTNER,S. Chem-Nuclear Systems, Inc. 3pp. 28571:345. 


—8501250038 Certificate of Compliance 5026, Rev 13, for Model CNS 14-190. 
MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 

4pp. 28571:348. 


DOCKET 71-5597 MODEL: TUNGSTEN SHIELDED CASK, ENERGY, DEPT. OF 


8501090781 Forwards ORNL responses to 821012 questions on "ORNL 
Tungsten Shielded Cask,” rapt. Legible copies of three 
requested drawings also end. 

GARRISON, R. F. Energy, Dept. of. 84/12/20. MACDONALD. C. E. 
Transportation Certification Branch. 16pp. 28308: 192. 


DOCKET 71-5814 MODEL: NRBK-41, -42 Ic -43, ENERGY, DEPT. OF 


8501040009 Requests registration as user of Mod-^ls CNS-14-190, F8V-2, 
NRBK-43, Sent inel-lOOF Sc T-3. 

GARRISON, R. F. Energy. Dept. of. 84/12/19. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 28207:341. 


8501160202 Requests registration as user of Models BCL-2, BCL-4, OH-143, 
OH-142 MKI, OH-142 MKII, OE-lOO, CNS 14-190, NRBK-41, NRBK-42, 

NRBK-43, WAPD-40, FSV-2, TN-e, TN-8L Si T-3. 

GARRISON, R. F. Energy, Dept. of. 85/01/08. MACDONALD, C. F. 
Transportation Certification Branch. Ip. 28435:339. 


DOCKET 71-5862 MODEL: SENTINEL-1 OOF, TELEDYNE ENERGY SYSTEMS 


8501090276 Application for amend to Certificate of Compliance 5862, 
redesignating listed packaging as Type B<U) Sc changing 
package identification number. Fee paid. 

VOGT, J. F. Teledyne Energy Systems. 84/12/17. ODEOAARDEN, R. H. 
Transportation Certification Branch. 2pp. 28308:122. 


8501280646 Requests consolidated application addressing all 10CFR71 
requirements within 30 days from Itr date re 841217 
application for renewal of Certificate of Compliance 5862. 

MACDONALD, C. E. Division of Fuel Cycle Se Material Safety. 85/01/16. 
VOGT,J.F. Teledyne Energy Systems. Ip. 28635:362. 


DOCKET 71-5874 MODEL; WAPD-40. ENERGY, DEPT. OF 


8501230108 Forwards draft DOE Certificate of Compliance 5874 Sc Revs 3 
Se 4 'to WAPD-40 SAR.' 

ENGEL, W.P. Energy, Dept. of. 84/12/26> MACDONALD, C. E. 
Trensportation Certification Branch, 160pp. 28!K35:06i. 


8501040009 Requests registration as uiar of Models CNS- 14- 190, FSV-2, 
NRBK-43, Sent in el-lOOF Se T-3. 

GARRISON. R. F. Energy, Dept. of. 84/12/19. MACDONALD, C. E. 
Transportetion Certification Branch. 3pp, 28207:341. 


8501160202 Req^ats rifgistration ae usar of Models BCL— 2, BCL-4, OH-143, 
OH-142 MK1«0N^14^. GE^iOC^ 14-190, NRBK-41, NRBK-42, 

NRBK-43, WAI?!0-4ia, FSVr-a, TN^, TlvH8L Se T-3. 

GARRISON, R. ' EnerEV, Dept, of: 85/01/08. MACDONALD, C. F. 
Transp^rtftlon Certification Branch;^ Ip. 28435:339, 


DOCKET 71-5916 MODEL; 2501, MONSANTO RESEARCH CDRP. 


8501030439 Application for rev to Certificate of Compliance 5916 for 
Model 2501 shipping containers. 

CUNNINGHAM, G. E. General Electric Co. 84/12/05. MACDONALD, C. E. 
Transportation Certification Branch. 2pp. 28201:253. 


8501290630 Notification of registration as user of Model 2501 in 
response to 841205 request. 

MACDONALD, C. E Transportation Certification Branch. 85/01/23. 
CUNNINGHAM, G. E. General Electric Co. Ip. 28649:191. 


DOCKET 71-5926 MODEL: OE-100, GENERAL ELECTRIC CO. 


8501160202 Requests registration as user of Models BCL-2, BCL-4, OH-143, 
OH-142 MKI, OH-142 MKII, OE-100, CNS 14-190, NRBK-41, NRBK-42, 

NRBK-43, WAPD-40, FSV-2, TN-8. TN-SL Se T-3. 

GARRISON, R. F. Energy, Dept. of. 85/01/08. MACDONALD, C. F. 
Transportetion Certification Branch. Ip. 28435:339. 


DOCKET 71-5939 MODEL: GE-1500, GENERAL ELECTRIC CO. 


8501100795 Requests registration as user of Model OE-1500. 
JENS,W. H. Detroit Edison Co. 84/12/18. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 28319:215. 


DOCKET 71-5942 MODEL: OE-700, GENERAL ELECTRIC CO. 


8501020110 Application for rov to Certificate of Complianco 5942 for 
Model 700. Fee paid. 

CUNNINGHAM, G. E. General Electric Co. 84/12/05. MACDONALD, C. E. 
Trensportation Cortif icetion Branch. 2pp, 28164:355. 


8501070249 Forwards Rov 7 to Cortificate of Compliance 5942 for Model 
GE-700. 

MACDONALD. C. E. Transportation Certification Branch. 84/12/31. 
CUNNINGHAM, 6. E. General Electric Co. 2pp. 28226:241. 


—8501070253 Certificate of Compliance 5942, Rev 7, for Model OE-700. 
Approval record end. 

MACDONALD, C. E. Transportation Certification Branch. 64/12/31, 
4pp. 28226:243. 


DOCKET 71-5950 MODEL: BCL-4, BATTELLE COLUMBUS LABORATORY 


8501140005 Summery of 850104 meeting w/Envirocare, Inc Sc NUS in Silver 
Spring, MD re eddl contents for Model BCL-4 cask. 

ODEOAARDEN, R. H. Transportation Certification Branch. 85/01/07. 
Transportation Certification Branch. 2pp. 28390:335. 


8501160202 Requests registration as user of Models BCL-2, BCL-4, OH- 143, 
OH-142 MKI, OH-142 MKII, OE-100, CNS 14-190, NRBK-41, NRBK-42, 

NRBK-43, WAPD-40, FSV-2, TN-8, TN-BL Sc T-3. 

GARRISON, R. F. Energy, Dept. of. 85/01/08. MACDONALD, C. F. 
Transportation Certification Branch. Ip. 28435:339. 


DOCKET 7i-5957 MODEL: BMI-1, BATTELLE COLUMBUS LABORATORY 


8501170155 Appeals Director's Decision DD-84-24 re potential for 
irradiated fuel to oxidize to fine particles as result of 
cladding damage Sc eelf-heeting in dry ceek during transport. 

W/encls. 

AUDIN.L. Affiliation Not Assigned. #185 109. 84/12/17. HENDRIE, J. 

NRC - No Detailed Affiliation Given. 3pp. 28422:146. 


— 8408300006 Commends Director's Decision DD-84-09 re oxidation of 
failed irradiated fuel in spent fuel casks. Alteration of 
certificates of compliance of 14 cask types w/respect to 
spent fuel shipping casks requested. 

AUDIN, L. Affiliation Not Assigned. 84/07/30. DAVIS, J. 0. Office 
of Nuclear Mat^erial Safety Sc Safeguards, Director. 3pp. 28422:166, 


8501080201 Advisas that time for Commission to review Director's 
Decision DD^4<-24 expired. Commission declined review. 

Decision became final agency action on 850104. Served on 
8 ^ 107 . 

HOYLE, J.C. Office of the Secretary of the Commission. #185 960. 
85/01/07. AUpiN,L. Affiliation Not Assigned. Ip. 28231:241. 
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DOCKET 71-6050 MODEL: B-3, U. S. ECOLO©Y> INC. 


B501070309 Advises that US Ecology< Inc no longer prime contact Aor 
Certificate of Compliance 6058 for Model B-3 package. 

Union Carbide Corp luill be contact for package. 

8AUER< R. E. U. S. Ecologyi Inc. (formerly Nuclear Engineering! Inc.). 
84/11/29. ODEOAARDENi D. Transportation Certification Branch. 2pp. 
28225: 258. 


DOCKET 71-6144 MODEL: B-2! U. S. ECOLOQV. INC. 


8501160097 Application for renewal of Certificate of Compliance 6144 
for Model B-2 for addl 5 yrs. Fee paid. 

SAUER* R. E. U. S. Ecology* Inc. (formerly Nuclear Engineering* Inc.). 
84/12/28. MACDONALD* C. E. Transportation Certification Branch. 2pp. 
28435: 344. 


8501290679 Forwards Rev 9 to Certificate of Compliance 6144 for Model 
B-2. 

MACDONALD* C. E. Transportation Certification Branch. 85/01/22. 
SCOVILLE* U. J. U, S. Ecology* Inc. (formerly Nuclear Engineering* 
Inc.). 4pp. 28644:265. 


— 8501290690 Certificate of Compliance 6144* Rev 9* for Model B-2. Approval 
record end. 

MACDONALD* C. E. Transportation Certification Branch. 85/01/22. 

4pp. 28644:269. 


DOCKET 71-6280 MODEL: A-0109* J. L. SHEPHARD & ASSOCIATES 


8501030116 Discusses change in designation for Co-60 in Certificate of 
Compliance 6280. Revised detailed operating procedures* QA 
insp for units under const & maint for 6280 ovcrpack end. 

SHEPHERD. J. L. J. L. Shepherd & Associates. 84/11/29. ODEOAARDEN* D. 
NRC - No Detailed Affiliation Given. 12pp. 28179:350. 


8501080674 Forwards reciuest for addl info re 840830 it 1129 applications 
for amend to & renewal of Model A-0109 irradiator in A-0117 
overpack package. Response within 30 days of Itr date 
req,uested. 

MACDONALD* C. E. Transportation Certification Branch. 84/12/24. 
SHEPHERD* J. L. J. L. Shepherd 8c Associates. 2pp. 28243:340. 


DOCKET 71-6346 MODEL: FSV-1, OA TECHNOLOGIES* INC. 


8501070335 Forwards revised pages to GADR-55* Addendum IV. Revs Indicate 
authorized contents safe w/load.ing up to 3* 720 lb. Rev to 
Certificate of Compliance Subsection 5(b)'(2}(ii) req.uvs'^od- 
MOURY. U. R. OA Technologies* Inc. /General Atomic Co. 84/12/05. 
MACDONALD* C. E. Transportation Certification Branch. 2pp. 

28225: 224. 


— 8501070341 Rev lA to Addendum IV to "Design Rept for Fort 8t Vrain 
(Model FSV-1) Fuel Shipping Cask." 

LABAR.M. P. GA Technologies* Inc. /General Atomic Co. OADR 55 ADD 
04 ROIA. 84/12/05. 5pp. 28225:226. 


8501020061 Notifies that Certificate of Compliance 6346 for Model 
F8V-1 will expire on 850930. Consol idated BAR most be 
submitted for renewal 30 days before exp iration. SAR format 
described. 

MACDONALD* C. E. Transportation Certification Branch. 84/12/14. 

MOWRY* W. R. GA Technologies* Inc. /General Atomic Co. Ip. 28169:267. 


8501080661 Forwards Rev 13 to Certificate of Compliance 6346 for Model 
FSV-1. 

MACDONALD* C. E. Transportation Certification Branch. 84/12/31. 
M0)4RY*U. R. GA Technologies* Inc. /General Atomic Co. 2pp. 

28243: 342. 


—8501080667 Certificate of Compliance 6346* Rev 13* for Model FSV-l. 
Approval record encl. 

MACDONALD* C, E. Transportation Certification Branch. 84/12/31. 
4pp. 28243:344. 


DOCKET 71-6400 MODEL: 6400* WESTINGHOUSE ELECTRIC CORP. 


8501310466 Application for amend to Item 12 of Cartificate of 
Compliance 6400, Fee paid. 

OLSEN* A. P, Babcock & Wilcox Co. 85/01/10. MACDONALD* C. E. 
Transportation Certification Branch, Ip. 28684:362. 


8501180024 Forwards Rev 18 to Certificate of Compliance 6400 for Model 
6400. 

MACDONALD* C. E. Transp ortation Certification Branch. 85/01/11. 
OLSEN* A. F. Babcock it Wilcox Co. 3pp. 28468:351. 


— 8501180027 Certificate of Compliance 6400* Rev 18, for Model 6400. 
MACDONALD* C. E. Transportation Certification Branch. 85/01/11. 
9pp. 28468:354. 


DOCKET 71-6639 MODEL: MH-IA* ENERGY* DEPT. OF 


8501210113 Summary of 850110 meeting w/DOE*Sandia it REA re responses to 
NRC 830224 request for addl info concerning 820907 
application for Model MH-1 A. Answers encl. 

ODEGAARDEN* R. H. Transportation Certification Branch. 85/01/14. 
Transportation Certification Branch, 13pp. 28496:137. 


DOCKET 71-6717 MODEL: 6717-B* GAMMA INDUSTRIES 


6501040037 Requests registration as user of Model 6717 B Type B 
overpack. 

ODOM*C. W. Certified Welding Consultants. 84/12/04. MACDONALD* C. E. 
Transportation Certification Branch. 2pp. 28207:360. 


DOCKET 71-6745 MODEL: FSV-2. OA TECHNOLOGIES, INC. 


8501040009 Requests registration as user of Models CNS- 14-1 90* FSV-2* 
NRBK-43* Sentinel-1 OOF it T-3. 

GARRISON* R. F. Energy* Dept. of. 84/12/19. MACDONALD* C. E. 
Transportation Certification Branch. 3pp. 28207:341. 


8501160202 Requests registration as user of Models BCL-2* BCL-4, OH-143* 
OH-142 MKI* OH-142 MKII* GE-IOO. CNS 14-190* NRBK-41, NRBK-42* 

NRBK-43. WAPD-40. FSV-2, TN-8. TN-8L & T-3. 

GARRISON* R. F. Energy, Dept. of. 85/01/08. MACDONALD* C. F. 
Transportation Certification Branch. Ip. 28435:339. 


DOCKET 71-9006 MODEL: 500-SU* AUTOMATION INDUSTRIES* INC. 


8501250061 Responds to FOIA request for documents re Automation 
Industries* Inc License 37-00611-09. Forwards documents listed 
in App A. Div of Accounting will forward bill for 
reproduction costs. 

FELTON* J.M. Division of Rules and Records. 84/06/13. REED, K. C. * 
CAMPBELL* M. A. Bolton* Dunn it Moore. 21pp. 28608:002. 


—8501250195 Re-sponds to 820527 Itr re shipment of Model 500-SU source 
changer w/two sealed sources St use of overpack for certain 
shipments. Amend to certificate of compliance for Model 
500-SU necessary prior to use of modified package. 

MACDONALD* C. E. Transportation Certification Branch. 82/01/15. 
SANTORO* M.P. Automation Industries* Inc. Ip. 28612:266. 


— 8501250266 Forwards Certificate of Compliance 9006 for Model 500-SU 
source changer. Certificate of Compliance supersedes in 
entirety Amend 71-3 to License 37-(X)6l 1-09. Listed companies 
registered as users of package. 

MACDONALD* C. E. Transportation Certification Branch. 75/01/22. 
SANTORO* M.P. Automation Industries* Inc. 2pp. 28612:061. 


— 8501250268 Certificate of Compliance 9006* for Model 500-SU. 

MACDONALD* C. E. Transportation Certification Branch. 73/01/22. 
2pp. 28612:083. 


DOCKET 71-9007 MODEL: 520, AUTOMATION INDUSTRIES* INC. 


8501250061 Responds to FOIA request for documents re Automation 
Industries* Inc License 37-00611-09. Forwards documents listed 
in App A. Div of Accounting will forward bill for 
reproduction costs. 

FELTON* J.M. Division of Rules and Records. 84/06/13. REED* K. C. 
Bolton* Dunn it Moore, 21pp. 28608:002. 


DOCKET 71-9015 MODEL: TN-8* -BL* VIRGINIA ELECTRIC it POWER CO. 


8501040009 Requests registration as user of Models CNS-14-190* F8V-2* 
NRBK-43* Sent in el-lOOF it T-3. 

GARRISON* R. F. Energy, Dept. of. 84/12/19. MACDONALD* C. E. 
Transportation Certification Branch. 3pp. 28207:341. 
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8501160202 Req.uests registration as user o-P Models BCL-2* BCL-4* OH-143* 
0H-14a MKI* OH-142 MKI I* OE-100* CNS 14-190* NRBK-41, NRBK-4a* 

NRBK-43* WAPD-40* FSV-2* TN-8, TN-BL & T-3. 

GARRISON* R. F. Energy. Dept. of. 85/01/08. MACDONALD. C. F. 
Transportation Certification Branch. Ip. 28435:339. 


DOCKET 71-9021 MODEL: 750. TECHNICAL OPERATIONS* INC. 


8501040047 Requests registration as user o-P Models 660.680.683*650.750 
& 771. 

BUSBY. £. United Inspection. Inc. 84/12/05. Transportation 
Certif ication Branch. Ip. 28209:221. 


DOCKET 71-9032 MODEL: 650. TECHNICAL OPERATIONS* INC. 


8501040047 Requests registration as user of Models 660.680.683*650.750 
& 771. 

BUSBY. E. United Inspection* Inc. 84/12/05. Transportation 
Certification Branch. Ip. 28209:221. 


DOCKET 71-9033 MODEL: 660 St 660E. TECHNICAL OPERATIONS, INC. 


8501040047 Requests registration as user of Models 660*680.683*650.750 
St 771. 

BUSBY. E. United Inspection* Inc. 84/12/05. Transportation 
Certification Branch. Ip. 28209:221. 


DOCKET 71-9035 MODEL: 680 St 6aOE. TECH OPS* INC. 


8501040047 Requests registration as user of Models 660*680*683*650*750 
St 771. 

BUSBY. £. United Inspection* Inc. 84/12/05. Transportation 
Certification Branch. Ip. 28209:221. 


DOCKET 71-9053 MODEL: 683. TECHNICAL OPERATIONS* INC. 


8501040047 Requests registration as user of Models 660.680*683*650.750 
St 771. 

BUSBY. E. United Inspection* Inc. 84/12/05. Transportation 
Certification Branch. Ip. 28209:221. 


DOCKET 71-9068 MODEL: BCL-2, BATTELLE COLUMBUS LABORATORY 


8501160202 Requests registration as user of Models BCL-2. BCL-4. OH-143* 
OH-142 MKI. OH-142 MKI I, ©E-100. CNS 14-190* NRBK-41. NRBK-42* 

NRBK-43, WAPD-40. FSV-a* TN-S* TN-8L St T-3. 

GARRISON. R. F. Energy, Dept. of. 85/01/08. MACDONALD* C. F. 
Transportation Certification Branch. Ip. 28435:339. 


DOCKET 71-9071 MODEL: AP-101* ANEFCO* INC. 


8501070442 Provides list of deficiencies re 830405 application to amend 
Model AP-101 package to include borosilicate St other 
silicate solid waste forms in steel canisters as authorized 
contents. Application denied w/o prejudice. 

CUNNINGHAM, R. E. Division of Fuel Cycle Sc Material Safety. 84/12/28. 
MURPHY, U.D. Anefco, Inc. 2pp. 28240:346. 


DOCKET 71-9073 MODEL: OH-142 SERIES St NUS 10-135, NUCLEAR PACKAGING 


8501090387 Application for mod to Certificate of Compliance 9073. 
Rev B to procedure UM-023* "NUSPSC Halogen Leak Test 
Procedure for NUS 10-135 Type B Cask," end. 

POWELL, R.H. NUS Corp. 94/12/13. MACDONALD* C. E. Transportation 
Certification Branch. Ip. 28305:344. 


—8501090397 Rev B to Procedure WM-023* "NUSPSC Halogen Leak Test 
Procedure for NUS 10-135 Type B Cask. " 

REAGAN. E.E. NUS Corp. 84/12/17. lOpp, 28305:345. 


8501080677 Forwards Rev 10 to Certificate pf Compliance 9073 for Models 
OH-142 St NUS 10-135. 

MACDONALD* C. E. Transportation Certification Branch. 84/12/28. 

POWELL. R.H. NUS Corp. 2pp. 28243:333. 


—8501080680 Certificate of Complianca 9073, Rev 10, for Models QH-142 St 
NUS 10-135. Approval record end. 

MACDONALD, C. E, Transportation Certification Branch. 84/12/28. 

5pp, 28243:335. 


8501160202 Requests registration as user of Models BCL-2* BCL-4* OH- 143* 
OH-142 MKI. OH-142 MKI I. GE-IOO. CNS 14-190. NRBK-41. NRBK-42. 

NRBK-43* WAPD-40. FSV-2. TN-S, TN-8L St T-3. 

GARRISON, R. F. Energy, Dept. of. 85/01/08. MACDONALD. C. F. 
Transportation Certification Branch. Ip. 28435:339. 


DOCKET 71-9079 MODEL: HN-IOO. SERIES 2 8e 2A, HITTMAN NUCLEAR 


8501230209 Requests registration as user of Models 9079 St 9096, in 
addition to casks described in 841219 Itr. All future 
correspondence re casks should be forwarded to JR Allen at 
listed address. 

SORENSEN. G. C. Washington Public Power Supply System. 85/01/09. 
MACDONALD. C. E. Transportation Certification Branch. 2pp. 

28536: 167. 


DOCKET 71-9080 MODEL: HN-600. NUPAC 7-100 St CNS 7-100. HITTMAN NUCLEAR 


8501030209 Advises that end Westinghouse Hittman Nuclear* Xnc 841207 
application St associated drawings marked "Proprietary" 
should be placed in PDR. 

MACDONALD. C. E. Transportation Certification Branch. 84/12/27. 
SCOTT. S. Document Management Branch. Ip. 28201:289. 


— 8501030217 Application for amend to Certificate of Compliance 9080. 
changing gaskets used on cask. Rev 3 to “SAR for 9080 
Radwaste Shipping Cask” Sc one oversize drawing end. Aperture 
card available in PDR. Fee paid. 

LEDUC. R. J. Westinghouse Hittman Nuclear. Inc. 84/12/07. 
MACDONALD. C. E. Transportation Certification Branch. Spp. 

28201 : 290. 


— 8501030233 Rev 3 to "SAR for 9080 Radwaste Shipping Cask. " 

a Westinghouse Hittman Nuclear. Inc. STD-R-02-011 R03. 84/12/04. 

3pp. 28201:296. 


8501180016 Forwards Rev 11 to Certificate of Compliance 9080 for Models 
HN-600. NUPAC 100 St CNS 7-100. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/14. 

ROWE. B. 8. Westinghouse Hittman Nuclear. Inc. 4pp. 28471:066. 


— 8501180020 Certificate of Compliance 9080. Rev 11. for Models HN-600* 
NUPAC 100 St CNS 7-100. 

MACDONALD. C. E. Transportation Certification Branch. 85/01/14. 
Spp. 28471:070. 


DOCKET 71-9094 MODEL: CNS 14-195-H. CHEM-NUCLEAR SYSTEMS. INC. 


8501100759 Requests registration as user of Model CNS 14-195H. Address 
for future correspondence re transport casks listed. 

SORENSEN. G. C. Washington Public Power Supply System. 84/12/19. 
MACDONALD. C. E. Transportation Certification Branch. 2pp. 

28354: 283. 


DOCKET 71-9096 MODEL: CNS 21-300* CHEM-NUCLEAR SYSTEMS* INC. 


8501230209 Requests registration as user o-f Models 9079 St 9096* in 
addition to casks described in 841219 Itr. All future 
correspondence re casks should be forwarded to JR Allen at 
listed address. 

SORENSEN* G. C. Washington Public Power Supply System. S5/01/09. 
MACDONALD, C. E. Transportation Certification Branch. 2pp. 

28536: 167. 


DOCKET 71-9107 MODEL: 771, TECHNICAL OPERATIONS, INC. 


8501040047 Requests registration as user of Models 660,680,683,650,750 
St 771. 

BUSBY, E. United Inspection, Inc. 84/12/05. Transportation 
Certification Branch. Ip. 28209:221. 


DOCKET 71-9132 MODEL: T-3, ENERGY, DEPT. OF 


8501040009 Requests registration as user of Models CNS-14— 190, F8V-2, 
NRBK-43, Sent inel-lOOF St T-3. 

GARRISON, R. F. Energy, Dept. of. 84/12/19. MACDONALD, C. E. 
Transportation Certification Branch. 3pp. 28207:341. 


8501160202 Requests registration as user of Models BCL-2, BCL-4* OH-143, 
OH-142 MKI, OH-142 MKII, GE-lOO* CNS 14-190* NRBK-41, NRBK-42, 

NRBK-43, WAPD-40, FSV-2, TN-e, TN-8L St T-3. 

GARRISON* R. F. Energy* Dept. of. 85/01/06. MACDONALD* C. F, 
Transportation Certification Branch. Ip. 28435:339. 
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DOCKET 71-9151 MODEL: HN-100 SERIES 3* HITTMAN NUCLEAR 


8501090132 Application for rev to Certificate of Compliance 9151 for 
NUS 14-170 Series X<Type A transport cask. Change allows 
option to fabricate casks u/29-inch diameter lid opening. 

Fee paid. M/two oversize drawings. Aperture cards in PDR. 

POWELL, R.H. NUS Cor p. 84/12/07. MACDONALD, C. E. Transportation 
Certification Branch. 2pp. 28273:360. 


DOCKET 71-9159 MODEL: NUPAC 14/190L. /190M & /190H, NUCLEAR PKG. . INC. 


8501160081 Application for revs to Certificates of Compliance 9159 for 
Model NUPAC 14/190,9176 for NUPAC 14/210,9177 for NUPAC 
10/140,9178 for NUPAC 7/100 & 9179 for NUPAC 6/100. W/two 
oversize drawings. Aperture cards in PDR. Fee paid. 

POWELL, R.J. NUS Cor p. 84/12/14. MACDONALD, C. E. Transportation 
Certification Branch. 3pp. 28446:001. 


— 8501160101 Rev D to Procedure WM-011, "Soap Bubble Leak Test NUS 
Process Svcs Corp Type A Shipping Casks. " 

REA0AN,E. S. NUS Corp. 84/12/17. 7pp. 28446:008, 


— 8501160105 "Type A Cask Lugs. " 

NOMES, J, A. NUS Corp. 84/10/24. 6pp. 28446:022. 


■8501160110 "Type A Cask Lid Lugs. “ 

NOMES, J. A. NUS Corp. 84/11/14. 10pp. 28446:028. 


— 8501160115 Forwards payment of fee for application to amend 
Certificates of Compliance 9159,9176,9177,9178 it 9179, per 
841228 request. 

HIPSHER,U. M. NUS Corp. 85/01/04. JACKSON, 0. License Fee 
Management Branch. 4pp. 28446:040. 


8501040318 Requests addl fee for 841214 application for amends to 
Certificates of Compliance 9159,9176,9177,9178 & 9179. 

JACKSON, O. License Fee Management Branch. 84/12/28. POWELL, R. H. 
NUS Corp. Ip. 28216: 274. 


DOCKET 71-9163 MODEL: ONO-20, GULF NUCLEAR, INC. 


8501100303 Forwards Rev 2 to Certificate of Compliance 9163 for Model 
ONO-20. 

MACDONALD, C. E. Transportation Certification Branch. 84/12/31, 
HOPCRAFT, C. P. Oulf Nuclear, Inc. Ip, 28356:351. 


—8501100313 Certificate of Compliance 9163, Rev 2, for Model ONO-20. 
Approval record end, 

MACDONALD, C. E. Transportation Certification Branch. 84/12/31. 
3pp. 28356: 352. 


DOCKET 71-9168 MODEL: CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 


8501030235 Forwards responses to questions raised in NRC 841023 Itr re 
Model CNS 8-120B shipping package it Rev 3 to "SAR for Chem- 
Nuclear Sys, Inc Model CNS 8-120B Type B Radwaste Shipping 
Cask. " 

POPPE, L. K. Chem-Nuclear Systems, Inc. 84/12/07. MACDONALD, C. E. 
Transportation Certification Branch. 6pp. 28179:301. 


—8501030240 Rev 3 to "SAR for Chem-Nuclear Sys, Inc Model CNS 8-120B 
Type B Radwaste Shipping Cask. '* 

* Chem-Nuclear Systems, Inc. 84/11/30. 41pp. 28179:307. 


8501020005 Summary of 841212 meeting w/Chem Nuclear, Inc in Silver 
Spring, MD re application for Model CNS e-120B. 

ODEOAARDEN, R. H. Transportation Certification Branch. 04/12/14. 
Transportation Certification Branch. Ip. 28169:249. 


DOCKET 71-9176 MODEL; NUPAC 14/210L 8< 14/210H, NUCLEAR PACKAGING, INC. 


8501160081 Application for revs to Certificates of Compliance 9159 for 
Model NUPAC 14/190,9176 for NUPAC 14/210,9177 for NUPAC 
10/140,9178 for NUPAC 7/100 & 9179 for NUPAC 6/100. W/two 
oversize drawings. Aperture cards in PDR. Fee paid, 

POWELL, R.J. NUS Corp. 84/12/14. MACDONALD, C. E. Transportation 
Certif ication Branch. 3pp. 28446:001. 


8501040318 Requests addl fee for 841214 application for amends to 
Certificates of Compliance 9159,9176,9177,9178 St 9179. 

JACKSON, 0. License Fee Management Branch. 84/12/28. POWELL, R. H. 
NUS Corp. Ip. 28216:274. 


DOCKET 71-9177 MODEL: NUPAC 10/140, NUCLEAR PACKAGING, INC. 


8501160081 Application for revs to Certificates of Compliance 9159 for 
Model NUPAC 14/190,9176 for NUPAC 14/210,9177 for NUPAC 
10/140,9178 for NUPAC 7/100 St 9179 for NUPAC 6/100. W/two 
oversize drawings. Aperture cards in PDR. Fee paid. 

POWELL. R.J. NUS Corp. 84/12/14. MACDONALD, C. E. Transportation 
Certification Branch. 3pp. 28446:001. 


— 8501160115 Forwards payment of fee for application to amend 
Certificates of Compliance 9159,9176,9177,9178 St 9179, per 
841228 request. 

HIPSHER.W. M. NUS Corp. 85/01/04. JACKSON. G. License Fee 
Management Branch. 4pp. 28446: 040. 


8501040318 Requests addl fee for 841214 application for amends to 
Certificates of Compliance 9159,9176,9177,9178 St 9179. 

JACKSON, G. License Fee Management Branch. 84/12/28. POWELL, R. H. 
NUS Corp. Ip. ' 28216:274. 


DOCKET 71-9178 MODEL: NUPAC 7/100, NUCLEAR PACKAGING, INC. 


8501160081 Application for revs to Certificates of Compliance 9159 for 
Model NUPAC 14/190,9176 for NUPAC 14/210,9177 for NUPAC 
10/140. 9178 for NUPAC 7/100 Sc 9179 for NUPAC 6/100. W/two 
oversize drawings. Aperture cards in PDR. Fee paid. 

POWELL, R.J. NUS Corp. 84/12/14. MACDONALD, C. E. Transportation 
Certification Branch. 3pp. 28446:001. 


— 8501160115 Forwards payment of fee for application to amend 
Certificates of Compliance 9159,9176,9177,9178 St 9179, per 
841228 request. 

HIPSHER, W. M. NUS Corp. 85/01/04. JACKSON, 6. License Fee 
Management Branch. 4pp. 28446:040. 


8501040318 Requests addl fee for 841214 application for amends to 
Certificates of Compliance 9159,9176,9177,9178 St 9179. 

JACKSON, G. License Fee Management Branch. 84/12/28. POWELL, R. H. 
NUS Corp. Ip. 28216:274. 


DOCKET 71-9179 MODEL: NUPAC 6/lOOL St 6/lOOH, NUCLEAR PACKAGING, INC. 


8501160081 Application for revs to Certificates of Compliance 9159 for 
Model NUPAC 14/190, 9176 for NUPAC* i472i6,’9177 f or NUPAC 
10/140,9178 for NUPAC 7/100 St 9179 for NUPAC 6/100. W/two 
oversize drawings. Aperture cards in PDR. Fee paid. 

POWELL, R.J. NUS Corp. 84/12/14. MACDONALD, C. E. Transportation 
Certification Branch. 3pp. 28446:001. 


—8501160115 Forwards payment of fee for application to amend 
Certificates of Compliance 9159,9176,9177,9178 St 9179, per 
841228 request. 

HIPSHER. W.M. NUS Corp. 85/01/04. JACKSON, G. License Fee 
Management Branch. 4pp. 28446: 040. 


8501040318 Requests addl fee for 841214 application for amends to 
Certificates of Compliance 9159,9176,9177,9178 St 9179. 

JACKSON, Q. License Fee Management Branch. 84/12/28. POWELL, R. H. 
NUS Corp. Ip. 28216: 274. 


DOCKET 71-9181 MODEL: PAS-2, NUCLEAR PACKAGING, INC. 


8501240665 Forwards Rev 1 to Certificate of Compliance 9181 for Models 
PAS-2 it PAS-2A. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 
TEMUS.C. J. Nuclear Packaging, Inc. Ip. 28558:265, 


— 8501240667 Certificate of Compliance 9181, Rev 1, for Models PAS-2 St 
PAS-2A. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 
3pp. 28558:266. 


DOCKET 71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE CORP. 


—*8501160115 Forwards payment of fee for application to amend 
Certificates of Compliance 9159,9176,9177,9178 St 9179, per 
841228 request. 

HIPSHER, W.M. NUS Corp. 85/01/04. JACKSON, G. License Fee 
Management franch. 4pp. 28446:040. 


8501160092 Application for amend to Certificate of Compliance 9183 for 
Model NAC-1, extending period of use until 850531 to allow 
completion of in-progress waste shipping program. Fee paid, 

DANESE, F. L. Nuclear Assurance Corp, 84/12/21. MACDONALD, C. E. 
Transportation Certification Branch, 2pp. 28435:346. 
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DOCKET 71-9192 MODEL: AP-300, ANEFCO. INC. 


B501040111 Forwards revised Drawings 133 - 1 . 134-1. 135-1, 136-li 137-1 & 
138-1. per Comments 2 & 4 of NRC 841101 Itr. Stds & acceptance 
for NDT exam noted on Drawing 133-1. 

MURPHY. J.D. Anefco. Inc. 84/12/04. MACDONALD, C. E. Transportation 
Certification Branch. 14pp. 28236:002. 


8501280032 Forwards req.uest for addl info re 840501 application for 
Certificate of Compliance 9192 for Model AP-300 Type A 
packaging. Requests response schedule within 30 days of Itr 
date. 

MACDONALD, C. E. Transportation Certification Branch. 85/01/15. 
MURPHY, J.D. Anefco, Inc. 3pp. 28615:351. 


DOCKET 71-9196 MODEL: UX-30, NUCLEAR PACKAGINO. INC. 


8501020048 Forwards Rev 0 to Certificate of Compliance 9196 for Model 
UX-30. 

MACDONALD. C. E. Transportation Certification Branch. 84/12/17. 
TEMUS.C. J. Nuclear Packaging, Inc. Ip. 28169:115. 


—8501020052 Certificate of Compliance 9196,Rev 0, f or Model UX-30. 
MACDONALD, C. E. Transportation Certification Branch. 84/12/17. 
2pp. 28169:116. 


— 8501020055 Safety evaluation supporting Rev O to Certificate of 
Compliance 9196 for Model UX-30. 

MACDONALD, C. E. Transportation Certification Branch. 84/12/17. 
7pp. 28169:118. 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


8411140130 Forwards addl info re dry cask ISFSI, including responses to 
Questions 2. 1. 1, 2. 1. 2, 3. 1. 2, 5. 2. 1 it 5. 2. 2. 

STEWART, W. L. Virginia Power (formerly Virginia Electric 9t Power 
Co.). 84/10/24. CUNNINGHAM, R. E. Office of Nuclear Material Safety 

& Safeguards, Director. 10pp. 27525:331. 24X Fiche: 50-280, 84/10/24 

8411140130. 


8501030454 Forwards addl info requested in 841001 Itr re liquefaction 
potential calculations in proposed rev to facility ISFSI 
SAR. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 84/11/30. CUNN1N0HAM,R. E. Office of Nuclear Material Safety 

& Safeguards, Director. 9pp. 28201:256, 24X Fiche: 50-280, 84/11/30, 

8501030454. 


8501020089 Responds to 830909 request for addl info re ISFSI license 
application. 

STEWART, W.L. Virginia Power (formerly Virginia Electric & Power 
Co.). 84/12/04. CUNNINGHAM, R. E. Office of Nuclear Material Safety 

Sc Safeguards, Director. 26pp. 28164:299. 24X Fiche: 50-280, 84/12/04 

8501020089. 


8501030082 Forwards addl info requested in NRC 840909 Itr re details 
of requalification activity for cask Sc spent fuel following 
off-normal handling accident. Response to Question 3.1.1 re 
accident contained in General Nuclear Sys topical rept. 

STEWART, W.L. Virginia Power (formerly Virginia Electric Sc Power 
Co.). 84/12/10. CUNNINGHAM, R. E. Office of Nuclear Material Safety 

Sc Safeguards, Director. 4pp. 28194:324. 24X Fiche: 50-280, 84/12/10, 

8501030082. 


8501020042 Grants 841024 request that Rev A to Drawing X-20-2350 for 
Model UX-30 overpack be considered proprietary. Drawing will 
be withheld from public disclosure, per 10CFR2. 790 Sc Section 
103(b> of Atomic Energy Act of 1954. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety Sc 

Safeguards, Director. 84/12/18. TEMUS, C. J. Nuclear Packaging, Inc. 

3pp. 28169:206. 


DOCKET 71-9200 MODEL: 9200, NUCLEAR PACKAGING, INC. 


8501250623 Summary of NRC 850116 meeting w/NUPAC, EGScG, GPU, BSeW Sc Sandia 
in Silver Spring, MO re shipment of TMI failed fuel in 
railroad cask. 

ODEGAARDEN, R. H. Transportation Certification Branch. 85/01/18. 
Transportation Certification Branch. 2pp. 28570:073. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 


8501040227 Forwards Safeguards Insp Rept 72-0001/84-04 on 841114-16 Sc 
21 Sc notice of violation. Notice of violation withheld 
(ref 10CFR73.21). 

AXELSON, W. L. Regions, Office of Director, 84/12/20. VAN HOOMISSEN 
General Electric Co. 2pp. 28208: 192. 


— 8501040236 Safeguards Insp Rept 72-0001/84-04 on 841114-16 Sc 21. 
Noncompliances noted: security officer medical records not 
kept in accordance w/security plan commitments. Portions 
withheld (ref 10CFR73. 21). 

STAPLETON, B. W. , CREED, J. R. Region 3, Office of Director. 
84/12/20. 2pp. 28208:194. 


8501080586 Forwards Amend 3 to License SNM— 2500, safety evaluation Sc 
notice of issuance Sc availability. Amend ack rev of 
consolidated SAR St QA plan. 

ROUSE, L. C. Advanced Fuel Sc Spent Fuel Licensing Branch. 84/12/31. 
HERRINGTON, C. C. General Electric Co. 2pp. 28264:314, 


—8501080597 Amend 3 to License SNM-2500, ack rev of consolidated SER 
Sc QA plan. 

ROUSE, L.C. Advanced Fuel Sc Spent Fuel Licensing Branch. 84/12/31. 
5pp. 28264:316. 


“'""8501080605 Safety evaluation supporting Amend 3 to License 
SNM-2500. 

ROUSE, L.C. Advanced Fuel Sc Spent Fuel Licensing Branch. 84/12/31. 
Ip. 28264:321. 


—8501080614 Notice of issuance Sc availability of Amend 3 to License 
SNK-25P0. 

ROUSE, L.€. Advanced Fuel St Spent Fuel Licensing Branch. 

2pp. 28264:322. . 


84/12/31. 



NONDOCKETED ITEMS 


lOCFR COMMISSION MEETING RECORDS 


8501020047 Transcript of 841218 Commission meatinc} in Washington* DC re 
briefing it discussion on hearing process ref orms. Pp 1-76. 

* Commissioners. 84/12/18. 76pp. 28169:125. 


8501020266 Transcript of 841220 affirmation/discussion Sc vote in 
Washington* DC re Limerick lou pouer license Sc emergency 
feeduiater flou indication per TMI-2 restart proceeding. 

Pp 1-3. 

* Commissioners. 84/12/20. 7pp. 28164:340. 24X 

Fiche: 50-000* 84/12/20* 8501020266. 


8501070432 Staff requirements memo re 841219 discussion in Washington* 
DC concerning FY86 budget Sc cuts proposed by 0MB. 

CHILK*S. J. Office of the Secretary of the Commission. M841219. 
84/12/27. Office of the Secretary of the Commission. Ip. 

28240; 336. 


8501070542 Transcript of 841219 meeting in Washing ton* DC re proposed 
response to 0MB on FY86 NRC budget submittal.Pp 1-120. 

* Commissioners. 84/12/19. 120pp. 28237: 153. 


6501 100489 Staff requirements memo re Commission 841211 meeting ui/NRC 
in Washington* DC to follow up on DOE 841115 briefing on high 
level waste program. Commissioner Asselstine issued 841211 
memo requesting NRC responses to several questions. 

CHZLK* S. J. Office of the Secretary of the Commission. M841211A. 
85/01/04. Office of the Secretary of the Commission. Ip. 

28357: 274. 


8501150058 Partial response to appeal re denial of FOIA request for 
documents concerning fac il ity. Forwards transcript of 831115 
closed Commission meeting re facility investigation. 

Transcript partially withheld (ref FOIA Exempt! on 7). 

CHXLK* S. J. Office of the Secretary of the Commission. 84/07/03. 
HICKEY* J.P. Shaw* Pittman* Potts & Trowbridge. 2pp. 28418:084. 


8501160080 Staff requirements memo re 841220 affirmation/discussion & 
vote on SECY-84-14 re emergency feedwater flow indication 
in TMI-1 restart proceeding it 8ECY-84-454 re review of 
ALAB-789 if petition for stay of Limerick license. 

CHILK* S. J. Office of the Secretary of the Commission. Me4i220. 
84/12/28. PLA1NE*H. H. Office of the General Counsel. 2pp. 

28435: 348. 24X Fiche: 50-000* 84/12/28* 8501160080. 


8501180056 Transcript of 850108 public meeting in Wash ington* DC re 
periodic briefing on near-term OLs. Pp 1-75. Supporting 
documentation end. 

* Commissioners. 85/01/08. 107pp. 28468:113. 


8501210011 Staff requirements memo re Commission 841210 discussion in 
Washington* DC concerning publication of final amends to 
10CFR50 on hydrogen control. FR notice should be revised as 
indicated. Commissioner Asselstine views end. 

CHILK* S, J. Office of the Secretary of the Commission. M841210. 
85/01/15. DZRCK8*W. J. Office of the Executive Director for 
Operations. 7pp. 28498:106. 


8501210034 Staff requirements memo re Commission 841218 <||iscussion in 
Washington* DC on hearing process* incJjiudiTiiii rev to 
regulations it guidance on listed proposcci changes to be 
presented in notice of proposed rulem^HnB- 

CHILK^ 8. J. Office of the Secretarg of the Commission. M841218. 
85/01/15. TQURTELLOTTE* Regulatory fltf arm Task Force, 

OIRCKS* W. J. Office o^ the Executive Director for Operatisns. 

PLAINE* H* H. Office of the Executive Legal Director, 2pp, 

28498:087. 


8501220030 Transcript of Commission 850109 meeting in Washington* DC re 
continuatibn of 841218 briefing V discussion on hearing 
process. Pp 1-93. Supporting documentation end. 

* Commissioners. 85/01/09, 93pp. 28518:224. 


8501220053 Staff requirements memo re 841203 discussion/possible vote 
in Washington* DC on severe accident policy statement. 

Specific action plan & procedure to consider standardized 
plant design approvals requested within 2 months. 

CHILK, S. J. Office of the Secretary of the Commission. M841203. 
SS/01/16. DIRCKS*W. J. Office of the Executive Director for 
Operations. PLAZNE* H. H. Office of the General Counsel. Ip. 

28520: 147. 


8501220497 Transcript of 850110 discussion/possible vote in 
Washington* DC re proposed amends to 10CFR2. Pp 1-58. 

* Commissioners. 85/01/10. 58pp. 28517:298. 


8501230346 Transcript of 850110 affirmation discussion it vote in 
Washing ton* DC re 10CFR53, "Criteria *e Procedures for 
Determining Adequacy of Available Spent Nuclear Fuel 
Storage Capacity. " Pp 1-2. 

* Commissioners. S5/01/10. 5pp. 28537:032. 


8501230508 Staff requirements memo re 850110 affirmation/discussion 8t 
vote in Wash ington* DC approving final rulemaking 10CFR50> 

"Criteria & Procedures for Determining Adequacy of Available 
Spent Nuclear Fuel Storage Capacity. " 

CHILK. S.J. Office of the Secretary of the Commission. M850110B. 
85/01/16. DIRCKS. W. J. Office of the Executive Director for 
Operations. 2pp. 28536:356. 


8501240202 Staff requirements memo re Commission 850108 briefing on 
status of near-term OLs. Staff requested to provide data on 
resources expended for Comanche Peak review Sc to review 
process for responding to Diablo Canyon allegations. 

CHILK* S. J. Office of the Secretary of the Commission. M850108. 
85/01/17. DIRCKS* W.J. Office of the Executive Director for 
Operations. PLAINS* H. H. Office of the General Counsel. Ip. 
28556: 361. 24X Fiche; 50-000* S5/01/17* 8501240202. 


8501250363 Notifies that Commission further revised implementation 
paragraph of hydrogen control rule. Revised staff 
requirements memo Sc complete final rule sent for FR 
publication on 850122 end. Related correspondence. 

WOODHEAD* C, P. Hearing Branch 4. #185 241. OL. 85/01/23. 

GLEASON* J. P. * BRIGHT* O.O.* KLINE* J. R. Atomic Safety and Licensing 
Board Panel. 36pp. 28548:325. 24X Fiche; 50-440* 85/01/23* 

8501250363. 


8501280080 Revised staff requirements memo re Commission 841210 Sc 
850117 meetings in Washington* DC concerning approval of 
publication of final amends to 10CFR50 on hydrogen control 
(SECY-83-357A), 

CHILK* S. J. Office of the Secretary of the Commission. M841210. 
85/01/22, DIRCKS* W.J. Office of the Executive Director for 
Operations. 4pp. 28615:338. 


8501290657 Transcript of 850116 public meeting in Washington* DC re need 
for Sc impact of further facility hearings. Pp 1-50. 

* Commissioners. 85/01/16. 50pp. 28645:011. 24X 

Fiche; 50-289* 85/01/16* 8501290657. 


8501290662 Transcript of 850117 discussion/possible vote in Washington* 
DC on full power license for facility. Pp 1-74, Supporting 
documentation end, 

* Commissioners. 65/01/17. 83pp. 28644:156. 24X 

Fi Che: 50-413* 85/01/17* 8501290662. 


8501290688 Transcript of 850116 discussion Sc vote in Washington* DC on 
hydrogen control rule. Pp 1-52. 

* Commissioners. 85/01/16. 52pp. 28640:302. 


65(11310073 Staff requirements memo re 850116 discussion in Washington* 
DC of need for St impact of further TMI-1 hearings re restart 
proceeding on issues other then training Sc Dieckamp 
mailgram. 

CHILK* S. J. Office of the Secretary of the Commission. M850116. 
85/01/24. ZERBEtJ. E. Office of Policy Evaluations. PLAINE* H. H. 
Office of the General Counsel. ip. 28686:351. 24X 

Fiche: 50 t^ 2S9* 85/01/24* 850iaiQ073. ^ : 
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ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8404040340 Discusses general statement of policy & procedure for 
enforcement action* discussed during ACRS 287th meeting on 
840315-17. Exclusive emphasis on punitive measures in 
existing & proposed policies may erode licensees incentive. 
EBERSOLE* J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/03/20. PAULADINO. N. U. Commissioners. 2pp. 28390:354. 


8412280454 Recommends NRC complete tc issue revised it updated Reg Guide 
1.52 re control room habitability. 

EBERSOLE* J. ACRS - Advisory Committee on Reactor Safeguards. 
84/12/18. DIRCKSjW. J. Office of the Executive Director for 
Operations, 3pp. 28470:019. 


8501020514 Forwards ACRS rept on fac i 1 ity. Licensee position requested 
re ACRS recommendations concerning turbine overspeed 
protection test program & appl icability of ultimate plant 
protection sys. 

SCHWENCER#A. Licensing Branch 2. 84/12/21. MITTL*R. L. Public 

Service Electric & Gas Co. of New Jersey. 4pp. 28164:333. 24X 

Fiche: 50-354, 84/12/21, 8501020514. 


— 8412270321 Summarizes ACRS 296th meeting on 841213-15 to review OL 
application. Open issues identified. Structured test program 
for evaluating turbine overspeed protection recommended. 
Simplified depressurization & venting sys discussed. 

EBERSOLE, J. C. ACRS - Advisory Committee on Reactor Safeguards. 
84/12/18. PALLADINO, N. J. Commissioners. 3pp. 28164:337. 24X 

Fiche: 50-354, 84/12/21, 8501020514. 


8501100216 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects it Site Evaluation on Emergency Preparedness 850103 
meeting in Washing ton, DC. Pp 1-226. Supporting documentation 
encl^ 

-» ACRS - Advisory Committee on Reactor Safeguards, 85/01/03. 
238pp. 28292:226. 


8501100297 Transcript of ACRS Subcommittee on Quality & QA in Design it 
Const 850103 meeting in Washington, DC. Supporting 
documentation end. 

♦ ACRS - Advisory Committee on Reactor Safeguards. 85/01/03. 

251pp. 28298:076. 


8501100335 Transcript of ACRS Subcommittee on Reactor Radiological 
Effects it Site Evaluation on Emergency Preparedness 850104 
meeting in Washington, DC. Pp 227-276. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/04. 50pp. 

28298: 018. 


8501110027 Transcript of ACRS Subcommittee on Reactor Operations 
850109 meeting in Wash ington, DC. Pp 1-177. Supporting 
documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/09. 
230pp. 28314:057. 


8501140307 Transcript of ACRS 297th meeting on 850110 in Washington, 
DC. Pp 1-80. Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/10. 
121pp. 28360:003. 


6501160400 Discusses RES severe accident research program. Suggestions 
for improvement of program listed, indud Ing input from 
working groups performing best estimate analyses of severe 
accidents. 

CATTON, 1. ACRS - Advisory Committee on Reactor Safeguards. 

85/01/03. WANG, A. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 28432: 360. 


8501160453 Submits progress rept on visits to major research ctrs in 
Jepan. Visits included lab tours, technical discussions & 
lectures. 

SCHROCK, V, E. Kyoto Uni v., Osaka, JA. SCHROCK, V, E. ACRS - Advisory 
Committee on Reactor Safeguards. 84/10/24. BOEHNERT, P. ACRS - 
Advisory Committee on Reactor Safeguards. 3pp, 28432:315. 


8501160464 Comments on ACRS Subcommittee on Class 9 Accidents S40723 
meeting. MARCH 2.0 program utilized outside range of 
applicability. 

CaRRAD^INl, M; ACRE - Advisory Committee on Reactor Safeguards. 
CORRADINI,M. Wisconsin, Univ. of, Madison, WI. 84/07/31. KERR, W. 
ttichigan, Univ. of, Ann Arbor, MI. KERR, W. ACRS - Advirtry 
Committee on Reactor Safeguards. 4pp. 28444:360. 24X ^ 

Fiche: 50-003, 84/07/31, 8501160464. 


8501 160468 Submits comments on NUREO-1061, Vol III, “Evaluation of 
Potential for Pipe Breaks, Acceptance criteria for ASME 
Code Class I piping inside containment outlined in Vol III 
acceptable. 

RODABAUGH,E. C. E. C. Rodabaugh Associates, Inc. RODABAUGH, E. C. ACRS 
. - Advisory Committee on Reactor Safeguards. 84/11/02. lONE, E. ACRS 
- Advisory Committee oh Reactor Safeguards. 2pp. 28444:358. 


8501160471 Comments on PRA per ACRS 841020 meeting. Operation would not 
impose undue risk to public. 

DAVIS, P.R. Affiliation Not Assigned. DAVIS, P. R. ACRS - Advisory 
Committee on Reactor Safeguards. S4/10/24. OKRENT, D. ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 28444: 356. 24X 

Fiche: 50-352, 84/10/24, 8501160471. 


8501160487 Comments on topics discussed at ACRS Subcommittee on Metal 
Components 841108-09 meetings. Pipe Break Task Group proposal 
to accept leafc-bef ore-break analyses in lieu of pipe-whip it 
jet impingement analyses supported. 

GALL, W. R. ACRS - Advisory Committee on Reactor Safeguards. 

OALL,W. R. Gall, W. R. 84/12/04. IGNE, E. NRC - No Detailed 
Affiliation Given. 3pp. 28439:360. 


8501160532 Provides rept on info presented during ACRS ECCS 
Subcommittee 841016-17 meetings to review joint NRC/B«tW 
Owners Group EPRI/B&W integral sys test program & supporting 
programs. 

TIEN. C. California, Univ. of, Berkeley, CA. TIEN, C. ACRS - 
Advisory Committee on Reactor Safeguards. 84/10/24. BOEHNERT, P. A. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 28445:077. 


8501160596 Forwards comments on ACRS Metal Components Subcommittee 
841108 meeting re NDE cast stainless steel components 8e 
NDE aspects of matls & metallurgy research programs. 

THOMPSON, R. B. Ames Laboratory, Energy it Mineral Resources Research 
Institute. THOMPSON, R. B. ACRS - Advisory Committee on Reactor 
Safeguards. 84/12/04. IGNE, E. 0. ACRS - Advisory Committee on 
Reactor Safeguards. 4pp. 28445:057. 


8501160623 “Comments on Metal Components Meeting 841108-09. •' 
BENDER, M. ACRS - Advisory Committee on Reactor Safeguards. 
BENDER, M. Querytech, Inc. 84/11/12. 4pp. 28445:085. 


8501170002 Forwards comments on ACRS Metal Components Subcommittee 
840914 meeting. 

THOMPSON, R. B. Ames Laboratory, Energy it Mineral Resources Research 
Institute. THOMPSON, R. B. ACRS - Advisory Committee on Reactor 
Safeguards. 84/09/25. IGNE, A. G. ACRS - Advisory Committae on 
Reactor Safeguards. 5pp. 28462:325. 


8501170003 Provides comments on 840910 site visit Sc subsequent ACRS 
subcommittee meeting. Util plans to provide cover for fuel 
pool to ensure ventilation control Sc protection of pool 
to intrusion from debris or heavy objects. 

STEINDLER. M. J. Argonne National Laboratory. STEINDLER, M. J. ACRS - 
Advisory Committee on Reactor Safeguards. 84/09/14. MOELLER, D. 

ACRS — Advisory Committee on Reactor Safeguards. 2pp. 28461:355. 
24X Fiche: 50-133,84/09/14, 8501170003. 


8501170013 Provides belated review of Matls Engineering Branch 
"Detailed Research Program Plans." Document tends to 
ignore extensive complementary efforts overseas. 

BUSH. S. H. Review Sc Synthesis Associates. BUSH,S. H. ACRS - Advisory 
Committee on Reactor Safeguards. 84/09/10. FRALEY, R. F. ACRS - 
Advisory Committee on Reactor Safeguards. 2pp. 28460; 167. 


8501170019 Comments on plan for severe accident research Sc regulatory 
implementation. No discussion in plan of efforts to assess 
validity, identify uncertainties Sc upgrade capability of 
accident consequence modeling. 

DAVIS, P. R. Affiliation Not Assigned. DAVIS, P. R. ACRS - Advisory 
Committee on Reactor Safeguards. 84/12/01. KERR, W, ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 28445:361. 


8501170020 Comments on ACRS Subcommittee on Hope Creek 84H28-29 
meetings re S5E. Selected value of SSE within acceptable 
range. 

POMEROY, P.W. Rondout Associates, Inc. POMEROY, P. W. ACRS - Advisory 
Committee on Reactor Safeguards. 84/12/10, SEISS, C. ACRS - 
Advisory Committee on Reactor Safeguards. 18pp. 28462:307. 24X 

Fiche: 50-354, 84/12/10, 8501170020. 


8501170023 Comments on ACRS subcommittee 840910 meeting re 
decommissioning of facility. Monitoring spent fuel pool 
radioactivity should be accomplished more frequently. 

KATHREN, R. L. Battelle Memorial Institute, Pacific Northwest 
Laboratories. KATHREN, R. L. ACRS - Advisory Committee on Reactor 
Safeguards. 84/09/17. MOELLER, D. W. ACRS - Advisory Committee on 
Reactor Safeguards. Ip. 28445:360. 24X Ficha: 50-133, 84/09/17, 

8501170023. 


8501210148 Recommends Commission give consideration to use of 
check-operator concept for licensed reactor operator 
requalif ication, per ACRS 296th St 297th meetings on 
841213-15 St 850110-12, respectively, 

LEWIS, H. W. ACRS - Advisory Committee on Reactor Safeguards. 
85/01/15. PALLADINO, N. J, Commissioners. 2pp. 28470:110. 
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8501210154 Forwards ACRS Waste Mgt Subcommittee summary rept of 
observations tt comments on 841219-20 meeting re high level 
waste repository, Radwaste classification should be based 
on potential for human exposure. 

LEUIS^ H. W. ACRS - Advisory Committee on Reactor Safeguards. 
85/01/15. DIRCKS^W. J. Office of the Executive Director for 
Operations. 4pp. 28470:190. 


8501210231 Discusses diesel generator failures at plant. per ACRS 297th 
meeting on 850110--12. Possibility of modifying diesel 
generator testing requirements. as suggested in end 820916 
memo requested. 

LEWIS. H. W. ACRS - Advisory Committee on Reactor Safeguards. 
85/01/15, DIRCKS. W. J. Office of the Executive Director for 
Operations. 2pp. 28472:065. 24X Fiche : 50-339. 85/01/15. 8501210231. 


8501290093 Further response to FOIA request re all records concerning 
Ford Amend study. Forwards App H document s. Documents also 
available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/08/01. LEIGHTON. A. P. 
Shaw. Pittman. Potts & Trowbridge. 4pp. 28648:083. 


— 8501290443 Forwards tentative schedule for ACRS Subcommittee on Quality 
tt QA in Design 8e Const 831206 meeting in Washington. DC to 
discuss activities for assuring quality in design & const of 
nuclear power plants. 

FISCHER. D. ACRS - Advisory Committee on Reactor Safeguards. 

83/11/09. REMICK. F. ACRS - Advisory Committee on Reactor 
Safeguards. 2pp. 28648:267. 


— 8501290507 Forwards working copy of summary of ACRS Subcommittee on 
Quality St QA in Design St Const 831206 meeting in Washington. 

DC. Corrected version of minutes. incorporating any comments, 
will be transmitted for certification of accuracy. 

FISCHER. D. ACRS - Advisory Committee on Reactor Safeguards. 
84/01/25. REMICK. F. ACRS - Advisory Committee on Reactor 
Safeguards. 2epp. 28648:302. 


8501300266 Revised summary of ACRS Subcommittee on Hope Creek 
Generating Station Unit 1 841128-29 meetings w/NRC St util in 
Philadelphia. PA re OL application review. 

♦ ACRS - Advisory Committee on Reactor Safeguards. 85/01/15. 

ACRS - Advisory Committee on Reactor Safeguards. 40pp. 28680:280. 

24X Fiche: 50-354. 85/01/15. 8501 300266. 


8501300274 Summary of ACRS Subcommittee on Reactor Operations 841009 
meeting in Wash ing ton. DC re recent experiences at operating 
plants. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards, 84/12/15. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28678:349, 

24X Fiche: 50-000. 84/12/15. 8501300274. 


8501300714 Proposed minutes of ACRS 840322-23 seminars in Washington. DC 
re state-of-the-art in PRA & use of PRA in nuclear industry. 

List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/09/15. 

ACRS - Advisory Committee on Reactor Safeguards. 38pp. 28671:133. 


ADVCM NRC ADVISORY COMMITTEE 


8405010298 SECY-84- 159 

Provides options for Commission consideration on issue of 
matl false statements. Changes to way NRC deals w/problem of 
inaccurate. omitted or incomplete info addressed. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
84/04/16. 22pp. 28356:001. 


8411130258 SECY-84-421 

Provides recommendations for changes to Commission treatment 
of matl false statements by approving issuance of proposed 
rule St policy statement. 

DIRCKS. W.J. Office of the Executive Director for Operations. 
84/10/30. 35pp. 28355:326. 


8501290635 Summary of ACRS Subcommittees on Reactor Radiological 
Effects it Waste Mgt 841130 & 1201 meetings in Washing ton. DC 
re research rept for FY86-87. List of attendees St meeting 
agenda end. 

s- ACRS - Advisory Committee on Reactor Safeguards. 85/01/10. 

ACRS - Advisory Committee on Reactor Safeguards. 21pp. 28645:279. 


8501090741 Transcript of 841219 meeting in Bethesda.MD re draft of 
proposed scope of review for Commission approval. 

Pp 287-343. Supporting documentation end. 

* Advisory Committee on Enforcement Policy. 84/12/19. 70pp. 

28308: 038. 


8501290637 Revised summary of ACRS Subcommittee on Safety Philosophy. 
Technology St Criteria 841212 meeting in Washington. DC re 
status of NRC evaluation of 2‘-yr trial implementation of 
proposed safety goal policy. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 85/01/10, 

ACRS " Advisory Committee on Reactor Safeguards. 15pp. 28644:350. 


8501300008 Proposed minutes of ACRS Subcommittee on Safety Philosophy. 
Technology & Criteria 640905 meeting in Washington. DC re 
EPRI LWR standardized plant design evaluation program. List 
of attendees & proposed agenda end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/10/13. 

ACRS - Advisory Committee on Reactor Safeguards. 27pp. 28674:309, 


8501300026 Summary of ACRS 249th meeting on 841011-13 in Washin ton, DC. 
e ACRS - Advisory Committee on Reactor Safeguards. 84/10/13. 

ACRS - Advisory Committee on Reactor Safeguards, 200pp. 26674:116. 


8501100154 Transcript of 841218 meeting in Bethesda.MD re enforcement 
policy. Pp 1-286. Supporting documentation end. 

* Advisory Committee on Enforcement Policy. 84/12/18. 333pp. 

28320:051. 


8501100342 Responds to Palladino 840628 Itr re establishment of 
Advisory Committee on Enforcement Policy. OSA concurs in 
establishment of commi ttee. Sec tion 101-6.1007 of OSA interim 
rule cited for operation of committee. 

MARTINSON. R. L. General Services Administration. 84/08/02. 

HOYLE. J.C. NRC - No Detailed Affiliation Given. Ip. 28357:036. 


8501100352 Informs of course of action that Ad Hoc Advisory Committee 
for Review of Enforcement Policy intends to pursue. Purpose 
of committee & basic issues described. Meeting anticipated in 
late Jan. Rept expected by Aug 1985. 

WILKINSON. E. P. Advisory Committee on Enforcement Policy. 84/12/19. 
DIRCKS. W. J. Office of the Executive Director for Operations. 2pp. 
28357: 343. 


8501300058 Summary of ACRS Subcommittees on Limerick St Reliability St 
Probabilistic Assessment 841009 meeting w/util in 
Wash ing ton. DC re status of plant review & detailed security 
planning. 

* ACRS — Advisory Committee on Reactor Safeguards. 85/01/09. 

ACRS - Advisory Committee on Reactor Safeguards. 13pp. 28671:332. 

24X Fiche: 50-352. 85/01/09. 8501300058. 


8501300067 Summary of ACRS Subcommittee on Millstone Unit 3 840828-29 
meetings w/util in Windsor Locks. CT to conduct plant tour St 
review OL application. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/10/29. 

ACRS - Advisory Committee on Reactor Safeguards, 36pp. 28671:292. 

24X Fiche: 50-423.84/10/29, 8501300067. 


8501300243 Summary of ACRS Subcommittee on Qualification Program for 
Safety-Related Equipment 840730 meeting in Wash ing ton. DC re 
RES proposed aging research program It NRC equipment 
qualif ication review process. List of attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/10/10. 

ACRS - Advisory Committee on Reactor Safeguards. 14pp. 28680:336. 


8501300264 Summary of ACR^ Subcommittee on Reactor Operations St 
Reliability St Probabilistic Assessment 841114 meeting in 
Washington. DC re NRC work on safety implications of steam 
generator overfill St Unresolved Safety Issues A-17 St A-47. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/24. 

ACRS - Advimpry Committee on Reactor Safeguards. 16pp. 28680:320. 


8501100632 Agenda for 841218-19 meetings w/lE to discuss enforcement 
policy. 

* Advisory Committee on Enforcement Policy. 85/01/08, Advisory 
Committee on Enforcement Policy. 2pp. 28356; 139. 


8501100634 "Charter for Ad Hoc Committee for Review of Enforcement 
Policy. " 

HOYLE. J. C. Advisory Committee on Enforcement Policy. 84/11/27. Ip, 
28356: 138. 


8501100658 "Contract Schedule (Enforcement Study) Statement of Work, 
Terms St Conditions. " 

* Advisory Committee on Enforcement Policy. 85/01/08. 7pp. 
28356:201. 


8501310258 Transcript of 850110 hearing of Advisory Panel for 
Decontamination of TMI-2 850110 hearing in Harrisburg. PA. 

Pp 1-114. Supporting documentation end. 

* Advisory Council for Decontamination of TMI Unit 2. 85/01/10. 

I14pp. 28658:349. 24X Fiche: 50-320. 85/01/10. 8501310258. 
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COHMISSION NRC COMMISSIONERS 


S407270073 Informs that transcript of Commissioners Asselstine & 
Roberts 840716 meeting ut/NRC staff re phased licensing 
p laced in PDR. Served on 840726. 

DAVIS. P. Commissioners. DSB 556. OL. 84/07/26. Office of the 

Executive Legal Director. Ip. 25790:071. 24X Fiche: 50--413. 
84/07/26. Q407270073. 


— 8407270079 Forwards transcript of meeting u/staff re facilities. for 
copying Sc placement in PDR & LPDR. W/o end. 

DAVIS. P. Commissioners. OL. 84/07/26. CLEMENTS. W. Docketing Sc 
Services Branch. Ip. 25790:072. 24X Fic he: 50-413. 84/07/26. 

8407270073. 


8501020419 Forwards digest of comments on licensing hearing process. 
Info consolidates summary of 841011 memo & presents each 
proposal ui/pro & con arguments. 

TOURTELLOTTE. J. Regulatory Reform Task Force. 84/10/17. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. 31pp. 28169:275. 


8501020431 Discusses possible administrative oversight re Item 20. 
notice of hear ing. referenced in 841017 memo concerning 
briefing & discussion on CP Sc OL hearing process. Task force 
focused on proposed change instead of revised regulations. 
TOURTELLOTTE. J. Regulatory Reform Task Force. 84/12/17. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. 5pp. 28169:328. 


8501040293 Meekly info rept for wk ending 841221. 

REHMiT. A. Office of the Executive Director for Operations. 
84/12/28. 27pp. 28215:024. 


8501080078 Ack receipt of 841113 Itr providing copy of correspondence 
to DOE re transportation casks used for shipment of damaged 
reactor fuel from TMI. No cask yet approved to ship reactor 
core. 

PALLADINO. N. J. Commissioners. 84/12/13. HEINZ. J. Senate. Energy & 
Natural Resources. 3pp. 28271:202. 24X Fiche: 50-320. 84/12/13. 

8501080078. 


— 8501080086 Forwards 841113 Xtr sent to DOE re transportation casks 
used in removal of damaged reactor fuel from TMI. Reguests 
review & comments on questions posed to DOE re NRC 
activities. 

HEINZ. J. Senate. 84/11/13. PALLADINO. N. J. Commissioners. 6pp. 
28271: 215. 24X Fiche: 50-320. 84/12/13. 8501080078. 


8501080473 Responds to 841031 Itr re proposed transportation of spent 
nuclear fuel from Monticello. MN through State of MI. DOT 
responsible for determining safety of routes. NRC responsible 
for protection against sabotage. 

PALLADINO. N. U. Commissioners. 84/12/17. EARL. A. S. Wisconsin. 
State of, 2pp. 28273:264. 24X Fiche: 50-263. 84/12/17. 8501080473. 


—8501080476 Advises that petition will be submitted by 841204 asking for 
assessment of need for shipment of 1.058 spent fuel 
assemblies from Mont icello. MN to Morris. IL. Assessment should 
include inciuiry into alternatives to shipment. 

EARL. A. S, Wisconsin. State of. 84/10/31. PALLADINO. N. J. 
Commissioners. 2pp. 28273:266. 24X Fiche: 50-263. 84/12/17. 

8501080473. 


8501080513 Responds to 841114 recLuest for Commission answers to 
concerns expressed by Commissioner Asselstine re NRC 
decision not to release certain transcripts of closed 
Commission meetings. 

PALLADINO. N. J. Commissioners. 84/12/13. MARKEY, E. J. House of 
Rep.. Interior Sc Insular Affairs. 16pp. 28271:183. 24X 

Fiche: 50-275, 84/12/13. 8501080513. 


— 8501Q80516 Req.uests Commission response to Commissioner Asselstine 
concerns re withholding of transcripts of certain closed 
Commission meetings from public. Response requested by 
841205. 

MARKEY.E. J. House of Rep.. Interior Sc Insular Affairs. 84/11/14, 
PALLADINO. N. U. Commissioners. 3pp. 28271:199. 24X 

Fic h e: 50-275. 84/ 12/13. 8501080513. 


8501080545 Acit receipt of 841106 cpeiments on draft proposed changes to 
lOCFRd^ re procedure* for licensing of high level waste 
repository. Response will be provided following public 
comment period. 

PALLADINO. N. J. Commissioners. 84/12/13. MATHESON# 8. M. Utah, State 
of. Ip; 28271:17a 


8501080625 Forwards responses to 28 of 34 eddl questions for record of 
heering on conversion of research St test reactors to low 
enriched U fuel. per S41010 request. Responses to remaining 
six qua St ions will be provided in near future. 

PALLADIN(J,N.j. Commissioners. 84/12/17. LLOYD. M. House of Rep. . 
Scicnejt > Tecbnolpgy. llpp. 28246:304. 


— 8501080632 Lists comments from 841109 meeting w/Natural Organ! xati on of 
Test. Research It Training Reactors re conversion from high 
enriched U to low enriched U in nonpower reactors. 

ROBERTS. T.M. Commissioners. 84/11/19. PALLADINO. ASSELSTINE. 
BERNTHAL Commissioners. 26pp. 28246:315. 


— 8501060640 Requests responses to end questions to supplement record 
of 840925 hearing on conversion of research & test reactors 
to low enriched U fuel. Responses requested within 3 wks from 
Itr date. 

FUQUA.D. . LLOYD, M. House of Rep.. Science It Technology. 84/10/10. 
PALLADINO. N. J. Commissioners. 5pp. 28246:343. 


8501100053 Informs of review It forwards comments on SECY 84-421. Matl 
false statements should encompass written It oral statements 
It omissions. Limitation to deliberate or intentional false 
statements supported. W/o end. 

CONNELLY, S. R. Office of Inspector St Auditor. 84/12/10. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. Ip. 28355:363. 


8501100060 Informs of review of SECY 84-421 (matl false statements). 
Review performed because of impact on NRC investigative 
program. Disagreement w/several provisions noted. Specific 
comments provided. 

HAYESiB. B. Office of Investigation. 84/12/10. PALLADINO. ROBERTS, 
ASSELSTINE Commissioners. 4pp. 28356:092. 


S501100496 Forwards monthly rept on status of offsite emergency 
preparedness for OL reviews for Nov 1984. Commission decision 
It start of hearing dates shown on end Table 1 consistent 
w/monthly licensing rept. 

DIRCKS. W. U. Office of the Executive Director for Operations. 
84/12/24. PALLADINO Commissioners. 5pp. 28357:268. 


8501100705 Submits summary of proposed amends to 10CFR55 Sc policy 
statement covering instructionel programs Sc qualifications 
for operator licensing on which public comment will be 
requested. 

PALLADINO. N. J. Commissioners. 84/12/31. SIMPSON. A. House of Rep. . 
Environment Sc Public Works. OTTINOER. R. L. House of Rep.. Energy Sc 
Commerce. UDALL.M. K. House of Rep.. Interior Sc Insular Affairs. 

2pp. 28356:035. 


—8501100717 Proposed rules 10CFR50 S< 55, “Operator Licenses Sc Conforming 
Amend. “ Amend will clarify regulations for issuance of 
licenses to operators Sc senior operators Sc revise 
requirements Sc scope of written exams Sc operating tests. 

CHILK. S. J. Office of the Secretary of the Commission. 84/11/16. 
48pp. 28356:043. 


8501110257 Ack receipt of 841106 Itr expressing concern re effective 
state participation in transportation analysis Sc planning in 
event State of NE becomes corridor to permanent high level 
radwaste repository in West. 

PALLADINO. N. J. Commissioners. 84/12/19. KERREY. R. Nebraska. State 
of. 2pp. 28376; 139. 


— 8501110265 Expresses concern re effective state participation in 
transportation analysis Sc planning in event State of NE 
becomes corridor to permanent high level radwaste repository 
in West. 

KERREY, R. Nebraska. State of. 84/11/06. PALLADINO, N. 
Commissioners. 2pp. 28376; 141. 


8501110326 Discusses evaluation of sys of internal accounting Sc 
administrative control of NRC in effect during yr ended Dec 
1964. Info on how evaluation process conducted Sc statement 
re conformity of specific accounting sye fgrwarded. 

PALLADINO. N. -J. Commissioners. 84/12/28. President of U. S. Sc 
Executive Of ficts. O'NEILL. T.P. House of Rep. BUSH. G. H. Senate. 
18pp. 28374:294. 


8501150002 Forwards status rept of various proposals under 
consideration re Commission rulemaking efforts concerning ex 
parte communications. Proposals will not lessen communication 
barriers created by ex parte rule. 

PALLADINO. N. J. Commissioners. 85/01/62^ , ^ House of Rep. . 

Appropriations. 6pp. 28518; 110, . ! 


— 8501150003 Informs of position on options proposad in General Counsel 
840406 Ic 20 memos re rulemaking efforts concerning ex parte 
communications. Rules should be changed to reflect 
requirements of existing statutory law. 

ZECH. L. W. NRC - No Detailed Affiliation Given. 84/08/30. 

CHILK. 8. J, Office of the Secretary of the Commission. 3pp. 
28518:116. 


—8501150006 Provides views on options fipr iRDdifying role of staff It 
revising ex parte 8c separatioh of fundtioihq; rules. Strongly 
agrees le/General Counsel 840716 inemo to cre^ly identify 
problems to be solved before changin-g roieis. 

ROBERTS. T.M. NRC - No Detailed Affiliation; van. 84/09/10. 
PALLADINO. A8SEL8TINE. BERNTHAL Commi eStoners. 2pp. 28518:119. 
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— 8&01150009 Summarizes St clarifies vieuis on ex parte separation of 
functions Sc role of staff. Option 2 re staff participation in 
hearings on substantive issues Sc not procedural issues 
supported. 

ASSELSTINE. J. K. Commissioners. 84/09/25. CHILKi S. J. Office of 
the Secretary of the Commission. 2pp. 2891S: 121. 


— 8501150013 Provides vieuis on options for decision re staff role Sc ex 
parte/separation of functions. Option 2 supported. Option 
mould not adversely affect quality of NRG technical 
decisions in adjudicatory cases. 

PALLADXNO^N. J. Commissioners. 84/11/16. ROBERTS^ ASSELSTXNE> 
BERNTHAL Commissioners. 2pp. 28518; 123. 


— 8501150014 Informs that under existing lam only three practicable 
options currently available to Commission for dealing in 
meaningful manner m/ex parte/separation of functions 
problem. Options listed. 

BERNTHALcF. Commissioners. 84/12/05. CHILK* S. J, Office of the 
Secretary of the Commission. 6pp. 28518; 125. 


— 8501150018 Discusses separation of functions & ex parte rules analysis 
of Initial licensing exceptions. Separation of functions 
prohibits staff member investigating or prosecuting case 
from advising decisionmaker on decision. 

PLAXNE> H. H. Office of the General Counsel. 84/04/05. PALLAOXNO* 
GILXNSKY^ ROBERTS Commissioners. 12pp. 28918:131. 


— 8901150020 Formards Ofc of General Counsel proposals for revising 
existing ex parte it separation of functions rule prohibiting 
off-the-record communications re merits of proceeding 
betmeen agency decisionmakers Sc persons outside agency. 

PLAXNE>H. H. Office of the General Counsel. 84/04/06. PALLADXNO* 
GILINSKY* ROBERTS Commissioners. 13pp. 28518; 143. 


— 8901190022 Responds to Ofc of General Counsel 831116 request for 
comments on 831003 draft rule on ex parte Sr separation of 
functions. Rule should be mritten in terms of mhat is 
prohibited rather than mhat is permitted. 

MALSCH^ M. G. Office of the General Counsel. 84/04/06. A8SELSTINE 
Commissioners. 21pp. 28918: 196. 


— 8501150023 Lists options for role of staff in contested licensing 
hearings. Option 4 benfits do not outmeigh probable costs. 

PLAINE. H. H, Office of the General Counsel. 84/04/20. PALLADINO^ 
0IL1NSKY» ROBERTS Commissioners. 16pp. 28918:179. 


— 8501150024 Discusses 840420 memo re options for changing role of staff 
in contested licensing hearings. Commission should be clear 
on problems to be addressed before any change in staff 
roles. 

PLAINE# H.H. Office of the General Counsel. 84/07/16. PALLADINO# 
ROBERTS# A8SELSTINE Commissioners. 33pp. 28918:191. 


8901150026 Further response to FOIA request for 13 categories of 
documents re mhy number of civil penalties increased greatly 
betmeen 1979 Sc 1980. App A & B documents available in PDR. 

Reviem continuing. 

FELTON# J. M. Division of Rules and Records, 84/07/03. SAMP# R. A, 
Sham# Pittman# Potts it Trombridge. 3pp. 28419:082. 


— 8501190029 Responds to 790716 request for Budget Reviem Group viems on 
SECY-79-436 re IE proposed unit resident inspector program. 

Group concerned that program not given detailed 
consideration customary to development of major program. 

ENGELHARPT# T. F. Office of the Executive Legal Director. 79/07/24. 
AHEARNE Commissioners. 3pp, 28419:089. 


— 8501190047 Provides description of current policy on enforcement action 
against individual licimsed operators mechanisms for 
implementing policy# per 800103 request, 

STELLO#V. Director's Office# Office of Inspection and Enforcement. 
80/01/23. KENNEDY Commissioners. 2pp. 28419; 104. 


— 8901150095 Formards comments on SECY-SO-139 re NRC enforcement program, 
STELL0#V# Dir^ector <^* i0«fflce# Office of Inspection and Enforcement. 

80/0E/27. AHEARNE# GILIN8KY# HENDRIE Commissioners. 13pp. 

28419; 180. 


8901220419 Advises of status of restart proposal per 841116 Itr. 
Determination reachexi; on 841121 that proposed restart did 
not require license amend tc could assuming safety findings 
made# be handled by order issuance. 

PALLADINO#Ni J. Commissioners. 89/01/11. MODEL# P.P, Energy# Pept. 
of. Ip, 28919:329. 24X Flche: 90-206# 89/01/11# 8901220419. 


•8901220425 Urges careful reviem of mhether NRC conf Irmatpry order 
issued mhen util voluntarily undertakes safety mods should . 
be treated a-s^ suspension order or amend to license. ■ 

MODEL# P.F. Energy# Pept. of. 84/11/16. PALLAP1N0# N.J. - 
Commissioners. ip. 28519:329. 24X Fiche: 90-206# 89/01/1 1# 

8901220419. 


8901230012 Responds to 840312 Itr re implementation of EPA stds for U 
mill tailings. View that 1983 amends to U Mill Tailings 
Radiation Control Act require program consisting of EPA 
environ stds St NRC regulatory requirements supported. 

PALLADINO# N. J. Commissioners. 89/01/08. SIMPSON# A. K. Senate# 
Environment Se Public Works. 4pp. 28536; 186. 


— 8901230018 Responds to 840312 Itr re implementation of EPA stds for U 
mill tail ings. Vieui that 1983 amend to U Mill Tailings 
Radiation Control Act requires program consisting of EPA 
environ stds St NRC regulatory requirements supported. 

PALLADINO# N. J. Commissioners. 89/01/08. DOMENICI# P. V. Senate# 
Environment St Public Works. 4pp. 28536:190. 


— 8901230021 Responds to 840323 Itr re implementation of EPA stds for U 
mill tailings. NRC rules to implement radiological portion of 
EPA stds to be issued in final form in near future. 

Nonradiological grounduiater requirements to take addl time. 
PALLADINO# N. J. Commissioners. 85/01/08. UDALL# M. K. House of 
Rep.# Interior Sc Insular Affairs. 3pp. 28536:194. 


— 8501230025 Discusses U Mill Tailings Radiation Control Act of 1978 as 
amended by NRC authorization for FY82 Sc FY83. Decision to 
implement EPA stds on ad hoc basis prior to conforming NRC 
regulations to EPA stds inconsistent. 

DOMENICI# P. V. # SIMPSON# A. K. Senate# Environment Sc Public Works. 
84/03/12. PALLADINO# N. J. Commissioners. 2pp. 28536:197. 


— 8501230093 Discusses continuing inability of NRC Sc EPA to resolve 
differences re NRC consistency w/EPA stds for U mill 
tailings control. NRC conformance to generally applicable EPA 
stds requested. 

UDALL# M. K. House of Rep.# Interior Sc Insular Affairs. 84/03/23. 
PALLADINO# N. Commissioners. 2pp. 28936:199. 


— 8901230055 Discusses uncertainty betmeen NRC Sc EPA re U mill tailings 
issues. Features of final EPA std# including authorization 
of alternate concentration limits by NRC# make NRC 
flexibility in licensing process difficult. 

D1RCKS#W. J. Office of the Executive Director for Operations. 
84/03/09. CANNON# J. Environmental Protection Agency. 2pp. 

28936: 201. 


8501230294 Responds to 841109 Itr re restart. Commission interested in Sc 
working toward decision on restart. Complience w/conditions 
for restart set forth in 790809 order directing that plant 
remain in cold shutdown. 

PALLADINO# N, J, Commissioners. 89/01/02. BEVILL# T. House of Rep. # 
Appropriations. 9pp. 28936:179. 24X Fiche: 50-289# 85/01/02# 

8901230294. 


— 8901230262 Informs of growing concern re unwillingness or inability of 
NRC to make timely decisions. Failure to make decisions 
undermines NRC effectiveness Sc credibility. Prompt decision 
on restart urged. Info re plans to address restart requested. 

BEVILL# T. House of Rep.# Appropr ietions. 84/11/09. 

PALLADINO# N. J. Commissioners. 2pp. 28936:184. 24X 

Fiche; 50-289# 65/01/02# 8501230254. 


8501230494 Responds to 841217 Itr re Third Conference on Air Duality 
Modeling scheduled for 850129-31# in Washington# DC. NRC 
representatives will be in attendance. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 
85/01/16. CANNON# J. A. Environmental Protection Agency. 4pp, 
28537; 038. 


•8901230497 Informs of 890129-31 Third Conference on Air Quality 
Modeling in Washington# DC to solicit public comments on 
proposed revs to guideline on air quality models. 

CANNON# J. A. Environmental Protection Agency. 84/12/17. 
PALLADINO# N, J. Commissioners. 4pp. 28937:042. 


8901230922 Responds to 841120 Itr re loose parts in reactor core. Util 
continued use of modified heatup jk noise monitoring programs 
precludes problems w/loost parts 8c ensurts public health 8( 
safety not at risk. LERs 8i insp rept end. 

DENTON# H. R. Office of Nuclear Raactor Regulation# Director. 
89/01/16. STEIN# A. New York# NY. 4pp. 26536:289. 24X 

Fiche: 50-247# 89/01/16. 8901230922. 


— ^8901230927 Expresses conctrn rt presence of loose parts in rtactpr 
core, Comments requested. 

STEIN# A. New York# NY. 84/11/20. PALLADINO# N. Commissioners, 
Ip. 28936:293. 24X Fiche; 90-247# 89/01/16# 8901230922. 


8901240032 Forwarde summary of actions taken by NRC In responee to 
Comptroller General 1964 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-910. 

PALLADINO# N. U, Commissioners. 89/01/04. HATFIELD# M. 0. Senate# 
Appropriations, Ip. 28937:331. 
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— B501240036 Forwards summary of actions taken by NRC in response to 
Comptroller General 19B4 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-510. 
PALLADIND>N. Commissioners. 85/01/04. BROOKS* J. House of 
Rep.* Government Operations. Ip. 28537:332. 


— 8501240040 Forwards summary of actions taken by I^JRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Summary submitted per Section 23d> of Public Law 91-510. 

PALLADINO* N. J. Commissioners. 85/01/04. WHITTEN* J. House of 
Rep., Appropriations. Ip. 28537:333. 


— 8501240044 Forwards summary of actions taken by NRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-510. 

PALLADINO, N. J. Commissioners. 85/01/04. SIMPSON* A. Senate* 
Environment & Public Works. Ip. 28537:334. 


— 8501240051 Forwards summary of actions taken by NRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-510. 

PALLADINO* N. J. Commissioners. 85/01/04. UDALL* M. K. House of 
Rep.* Interior & Insular Affairs. Ip. 28537:335. 


—8501240054 Forwards summary of actions taken by NRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-510. 

PALLADINO* N. J. Commissioners. 85/01/04. ROTH* W. V. Senate* 
Governmental Affairs. Ip, 28537:336. 


— 8501240058 Forwards summary of actions taken by NRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Sutnmary submitted per Section 236 of Public Law 91-510. 

PALLADINO* N. J. Commissioners. 85/01/04. STOCKMAN* D. A. Office of 
Management It Budget. Ip. 28537:337. 


— 8501240062 Forwards summary of actions taken by NRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-510. 

PALLADINO* N. J. Commissioners. 85/01/04. BOWSHER* C. A. General 
Accounting Office. Ip. 28537:338. 


— 8501240067 Forwards summary of actions taken by NRC in response to 
Comptroller General 1984 rept recommendations re NRC. 

Summary submitted per Section 236 of Public Law 91-510. 

PALLADINO* N. J. Commissioners. 85/01/04. House of Rep.* Energy 
Sc Commerce. 14pp. 28537:339. 


8501250356 Forwards AA Herman 850121 Itr for svc on parties in steam 
generator proceeding. Served on 850124. 

DAVIS, P.R. Commissioners. #185 255. OLA. 85/01/24. CLEMENTS* W. L. 

Docketing Sc Services Branch, 2pp. 28548:323. 24X 

Fiche; 50-289, 85/01/24* 8501250356. 


— 8501250368 Discusses PR Clark 850108 Itr re town meeting on util plans 
for steam generators, Ltr obscures facts that steam 
generators highly suspect due to corrosion Sc continued 
degradation. 

HERMAN* A. A. Affiliation Not Assigned. OLA. 85/01/21. 

ASSELSTINE* J. K. Commissioners. Ip. 28548:324. 24X 

Fiche: 50-289* 85/01/24. 8501250356. 


8501280538 Weekly info rept for wk ending 850111. 

REHM* T. A. Office of the Executive Director for Operations. 
85/01/18. 26pp. 28637:327. 


8501280541 Partial response to FOIA request for documents generated or 
received by NRC since 820331 re Hayward Tyler Pump Co. 

Forwards documents listed in App A. Documents also available 
in PDR. Search continuing. 

FELTON* J.M. Division of Rules and Records. 83/10/21. LODGE* B. 
Dallas Morning News* Dallas* TX. 3pp, 28634:001. 


— 8501280560 Discusses Commission actions re investigation of Hayward 
Tyler Pump Cp.Episode indicative of Commission failure to 
take forceful actions to ensure integrity of regulatory 
processes,. 

OTTiNGER* R. L, House of Rep, * Energy tc Commerce, 82/05/06. 
PALLADINO, N. Commissioners. 4pp. 28634:033. 


8501290745 Responds to end 850109 request for info re structural steel 
welding at facility. Insp repts* enforcement action & 
confirmation of action ltr from NRC end. Util 841231 final 
rept re subj currently under review. W/o NRC documents. 

PALLADINO* N. J. Commissioners. #185 293. OL. 85/01/23. 

DINCELL* J.D. House of Rep. lOpp.: 28639:112. 24X 

Fiche: 50-4^* 85/01/23* 8501 290745. 


— 8501290750 Requests info re significant cases of noncompliance w/ 
structural welding requirements discovered during NRC insps 
at facility in 1984. Prompt response to listed questions 
requested. 

DINGELL*J. D. House of Rep. OL. 85/01/09. PALLADINO* N. 
Commissioners. 2pp. 28639:122. 24X Fiche: 50-482* 85/01/23* 

8501290745. 


8501300696 Weekly info rept for wk ending 850118. 

REHM* T. A. Office of the Executive Director for Operations. 
85/01/24. 3Spp. 28671:175. 


8501310347 Discusses request that NRC evaluate author criticism of 
leak rate testing methodology. Wrong ANS equation & 
equalizing-stabilizing should be banned tt public hearings 
should be held to improve methodology. 

REYTBLATT* Z. V. Warren Wilson College* Swannanoa* NC. 84/07/25. 
PALLADINO* N. Commissioners. 2pp. 28686:287. 


8501310528 Forwards response to 850109 request for info re structural 
steel welding. NRC insp activity identified deficiencies & 
required corrective action before plant ready for operation. 

Answers to specific questions end. Record copy. 

PALLADINO* N. vi. Commissioners. 85/01/23. DINOELL* J. D. House of 
Rep. 13pp. 28687:227. 24X Fiche: 50-482* 85/01/23* 8501310528. 


— 8501310535 Submits addl info requested in 841115 ltr re corrective 
action program for structural steel welding. Rev 1 to mgt 
plan for resolution of corrective action request* ref lecting 
changes in responsible parties Sc completion dates* end. 

KOESTER*G. L. Kansas Gas & Electric Co. KMLNRC 84-224. 84/12/07. 

MARTIN* R.D. Region 4* Office of Director. 25pp. 28687:249. 24X 

Fiche: 50-482, 85/01/23* 8501310528. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8501020041 Notification of contract execution* Mod 9* to "Demographic 
Projections & Regional Economic Impacts of Accidents. “ 

Contractor: Dept of Commerce. 

PAGE* M. Technical Assistance Contracts Branch. NRC-03-02-112. 
84/12/20. COLLMER*R. Division of Engineering. CLEARY* D. NRC - No 
Detailed Affiliation Given. Ip. 28169:209. 


— 8501020046 Mod 9* extending period of performance to 850228* revising 
delivery date tt changing project officer* to "Demographic 
Projections & Regional Economic Impacts of Accidents. " 

TROTT*E. Commerce* Dept. of. * Division of Contracts. 
NRC-03-82-112. 84/12/20. 2pp. 28169:210. 


8501060034 Notification of contract execution* Mod 4* to "Processing & 
Packaging Documents for Transmittal to LPDRs. " 

Contractor: SBA. Subcontractor: Maxima Corp. 

HAWKINS, D. A. Administrative Contracts Branch. NRC-l 0-84-247. 
84/12/06. FELTON* J.M. Division of Rules and Records. SOUDER* J. 
NRC - No Detailed Affiliation Given. Ip. 28268:334. 


— 8501080040 Mod 4* increasing total contract amount* to "Processing St 
Packaging Documents for Transmittal to LPDRs. " 

IVORY, B. J. Small Business Administration. JONES* P. E. Maxima 
Corp. WIGGINS* E. Division of Contracts. NRC -10-84-247. 
84/12/06. 3pp. 28268:335. 


8501090077 Notification of contract execution* "Engineering Cost 
Analyses of Proposed Changes in NRC Requirements Having 
Economic Consequences. " Contractor : United Engineers Sc 
Constructors* Inc. 

BAZIN* J. Administrative Contracts Branch. FIN D-1216. 
NRC-33-B5-311, 84/12/24. TRINER* E. G. Division of Budget Sc 

Analysis. FOWLER. G. NRC - No Detailed Affiliation Given. Ip. 
28355:001. 


— 8501090083 Contract: "Engineering Cost Analyses of Proposed Changes in 
NRC Requirements Having Economic Consequences* " awarded to 
United Engineers Sc Constructors* Inc. 

* United Engineers Sc Constructors* Inc. <subs. of Raytheon Co, ), 
HAGAN, T.F. Division of Contracts. FIND-1216. NRC-33-B5-311. 

84/12/24. 156pp. 28355:002. 


8501090088 Notification of contract execution* Mod 3* to "Environ 
Monitoring Program W/State of VT. " Contractor: State of VT. 
SILVIS*R. M. Division of Contracts. FIN B-1253. NRC-05-80-257. 

85/01/03. COBB.L. I. Director's Office* Office of Inspection and 
Enforcement. COHEN, L. NRC - No Detailed Affiliation Given, Ip. 
28307; 330. 


— 8501090097 Mod 3* deobl igating balance remaining under contract* to 
"Environ Monitoring Program W/State of VT. " 

ROSENSTREICH* B. Vermont* State af. .THOMPSON* R. D. Division of 
Contracts. FIN B-1253. NRC-05-80r257. 85/01/03. Ip. 283Q7: 331. 
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8501090163 Notification of grant execution^ Mod 2# to "Partial Support 
of Geological Sciences Board." 6rantee:NAS. 

STEWART, S. Technical Assistance Contracts Branch. FIN 0-1054. 
NRC-G-04-e3-007. 84/12/31. BATSON, W. Office of Nuclear Regulatory 

Research, Director. ZURFLUEH, E. NRC - No Detailed Affiliation 
Given. Ip. 28308: 166. 


— 8501090169 Mod 2, extending period of performance to 860531 & adding 
funds, to "Partial Support of Geological Sciences Board. " 

SMITH, P. M. National Academy of Sciences. MORTON, K. V. Technical 
Assistance Contracts Branch. FIN G-1054. NRC-G-04-83— 007. 

84/12/31. Ip. 28308: 167. 


8501090220 Notification of contract execut ion, Mod 22, to "PDR 
Micrographic Storage & Retrieval Sys. " Contractor: Access 
Corp. 

LITTLE, M. Division of Contracts. FIN B-8153. NRC -17-79-449. 

85/01/02. CHILK, S. J. Office of the Secretary of the Commission. 
SCATTOLINI, L. NRC - No Detailed Affiliation Given. Ip. 28308:164. 


— 8501090228 Mod 22, deob 1 igat ing unliquidated balance, to "PDR 
Micrographic Storage 8t Retrieval Sys. " 

BAKER, N.D. Access Corp. THOMPSON, R. D. Division of Contracts. 
FIN B-8153. NRC- 17-79-449. 85/01/02. Ip. 28308: 165. 


8501090230 Notification of contract execut ion, Mod 10, to “Sealing Rock 
Masses." Contractor : Univ of Arizona. 

STEWART, S. Technical Assistance Contracts Branch. FIN B-6627. 
NRC-04-78-271. 84/12/18. BATSON, W. Office of Nuclear Regulatory 

Research, Director. DOYLE, L. NRC - No Detailed Affiliation Given. 
Ip. 28308:145. 


— 8501090235 Mod 10, extending period of performance w/funds to 850531 & 
adding tasks, to "Sealing Rock Masses." 

WHEELER, J.T. Arizona, Univ. of, Tucson, A2. EDGEWORTH, P. J. , 
SWENSON, F. A. Division of Contracts. FIN B-6627. NRC-04-7S-271. 

84/12/18. 18pp. 28308; 146. 


8501090321 Notification of contract execut ion, Mod 3, to "Seismicity of 
Pacific Northiiiestern (Northern Oregon)." Contractor: Univ of 
Washington. 

STEWART, 8. Technical Assistance Contracts Branch. FIN B-6614. 
NRC-04-81-177. 84/12/31. BATSON, W. Office of Nuclear Regulatory 

Research, Director. ZURFLEUH, E. NRC - No Detailed Affiliation 
Given. Ip. 28308: 189. 


-8501090327 Mod 3, extending period of performance to 850331, adding 
change to travel reimbursement & changing B&R number, to 
"Seismicity of Pacific Northuiestern (Northern Oregon). " 

ALLEN, D. W. Washington, Univ. of, Seattle, WA. EDGEWORTH, P. J. 
Division of Contracts. FIN B-6614. NRC-04-81-177. 84/12/31. 

2pp. 28308:190. 


8501090569 Notification of contract execution, Mod 8, to "Investigation 
Program at Maxey Flats Radwaste Burial Facility. " 

Contractor: Commonwealth of KY, 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-6192. 
NRC-04-78-259. 84/12/18, BATSON, W, Office of Nuclear Regulatory 

Research, Director. O'DONNELL, E. NRC - No Detailed Affiliation 
Given. Ip. 28273:356. 


— 8501090575 Mod 8, extending period of performance at no addl cost to 
850131, to "Investigation Program at Maxey Flats Radwaste 
Burial Facility. " 

BALDWIN, C. E. Kentucky, Commonwealth of,. EDGEWORTH, P, J. Division 
of Contracts. FIN B-6192. NRC-04-78-259. 84/12/18. Ip. 

28273: 357. 


8501090596 Notification of contract execut ion, Mod 33, to "Downcomer 
Effects Experimental Program." Contractor: CREARE, Inc. 

WOLLETT, S. Technical Assistance Contracts Branch, FIN A-4070. 
NRC-04-75-162. 84/12/14. BATSON, W. Office of Nuclear Regulatory 

Research, Director. REYES, J, NRC - No Detailed Affiliation Given. 
Ip. 28273:348. 


— 8501090600 Mod 33, extending period of performance at no cost to 841231, 
to "Downcomer Effects Experimental Program. " 

HICKIN, R. A. Creare, Inc. EDGEWORTH, P. J. Division of Contracts. 

FIN A-4070. NRC-04-75-162. 84/12/14, Ip. 28273:349. 


8501090602 Notification of contract execut ion, Mod 1, to "Citadel Code 
Mods it Radiological Calculations," Contractor; BMI. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-8696. 
NRC-04-84-1.14. 84/12/10. BOYD, 8. Office of Nuclear Reactor 

Regulation, Director. AKSTULEWICZ, F. NRC - No Detailed Affiliation 
Given, Ip. 28273:343. 


— 8501090610 Mod 1, providing ratification of unauthorized actions, addl 
funding & extending period of performance to 850131, to 
"Citadel Code Mods & Radiological Calc ulations. " 

SEWELL, H. M. Battelle Memorial Institute, Columbus Laboratories. 
EDGEWORTH, P. J. Division of Contracts. FIN B-8696. NRC-04-84-1 14. 

84/12/10. 3pp. 28273:345. 


8501100215 Notification of contract execut ion, Mod 3, to "Software Maint 
it Sys Support of PDRs Bibliographic Retrieval Sys. " 

Contractor: Zonar Corp. 

BAZIN, J.P. Administrative Contracts Branch. FIND-1212. 
NRC-33-84-408. 84/12/07. BASSETT, H. S. Division of Automated 

Information Services. SHELBURNE, B. NRC - No Detailed Affiliation 
Given. Ip. 28356:253. 


— 8501100233 Mod 3, definitizing Itr contract it deleting attached clauses, 
to "Software Maint & Sys Support of PDRs Bibliographic 
Retrieval Sys. " 

SULLIVAN, D. E. Zonar Corp. HAGAN, T. F. Division of Contracts. FIN 
D-1212. NRC-33-a4-408. 84/12/07. 95pp. 28356:254. 


8501100529 Notification of contract execution, Mod 5, to “Presentation 
of General it Refresher Courses in NDE. " Contractor: Roc fcwell 
Inti Corp. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8701. 
NRC-05-82-246. 84/12/28. MUIR, A. P. Office of Resource Management, 

Director. ANDERSON, R. L. NRC - No Detailed Affiliation Given. Ip. 
28357:243. 


— 8501100530 Mod 5, exercising option for performance of general NDE 
course, add ing funds to contract ceiling it changing project 
officer, to "Presentation of General it Refresher Courses in 
NDE. " 

JOHNSON,R. A. Rockwell International Corp. EDGEWORTH, P. U. 
Division of Contracts. FIN B-8701. NRC-05-B2-246. 84/12/28. 

2pp. 28357:244. 


8501100587 Notification of contract execution, Mod 10, to "Geotechnical 
Engineering Casework Review II." Contractor; US Army Corps of 
Engineers. 

UMBEL, D. Technical Assistance Contracts Branch. FIN B-8027. 
NRC-03-82-102. 84/12/28. VOLLMER, R. Division of Engineering. 

HELLER, L. NRC - No Detailed Affiliation Given. Ip. 28356:171. 


—8501100594 Mod 10, revising work requirements & estimated completion 
date under Work Order 5, to "Geotechnical Engineering 
Casework Review II. " 

MCCORMICK, W. N. Army, Dept, of. Corps of Engineers. EDGEWORTH, P. J. 

Division of Contracts. FIN B-8701. NRC-03-82-102. 84/12/28. 

2pp. 28356:172. 


8501100591 Notification of contract execut ion, Mod l,to "Periodical 
Subscription Sves. " Contractor: Avanti Enterprises, Inc. 

HAWKINS, D. Administrative Contracts Branch. NRC-1 0-84-256. 
85/01/03. BESAWi W. J. Division of Technical Information it Document 
Control. CONYNGHAM, M. H. NRC - No Detailed Affiliation Given. Ip. 
28356; 168. 


— 6501100596 Mod 1, obligating funds for Yr 2, to "Periodical Subscription 
Sves. " 

WIGGINS, E. Avanti Enterprises, Inc. NRC-1 0-84-256. 85/01/03. 

2pp. 28356:169. 


B5011006D2 Notification of contract execut ion, Mod 3, to "Revieui of 
Tornado Missile PRA. " Contractor: Dept of Commerce, NBS. 

LITTLE, M. Division of Contracts. FIN B-8688. NRC-03-83-1 14. 

85/01/03. BERNERO, R. Division of Systems Integration (post 811005). 
SINGH, B.K. NRC - No Detailed Affiliation Given. Ip, 28356:163. 


— 8501100607 Mod 3, deobl igating unliquidated balance remaining under 
contractor, to "Review of Tornado Missile PRA." 

WI8NER,U. W. Commerce, Dept, of, National Bureau of Standards. 
THOMPSON, R. D, Division of Contracts. FIN B-06S8. NRC-03-83-1 14. 

85/01/03. Ip. 28356: 164. 


8501100609 Notification of contract execut ion, Mod 13, to "Fission 
Product Transport Analysis." Contractor: BMI, 

PAGE, M. Technical Assistance Contracts Branch. NRC-04-80-177. 
85/01/02. BATSON, W. Office of Nuclear Regulatory Research, 
Director. MEYER, R. NRC - No Detailed Affiliation Given. Ip. 
28356: 150. 


— 8501100649 Mod 13, revising statement of work & changing project 
officer, to "Fission Product Transport Analysis." 

SEWELL, H. M. Battelle Memorial Institute, Columbus Laboratories. 
EDGEWORTH, P. U. Division of Contracts. NRC-04-S0-177. 85/01/02. 

12pp. 28356: 151. 


— 8501090606 Notification of contract execution^ Mod 1, to "Citadel Code 
Mods it Radiological Calculations," Contractor; BMI. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN D-1140. 
NRC-04-84-1 14. 84/12/10. BATSON, W. Office of Nuclear Regulatory 

Research, Director. HOPENFIELD, U. NRC - No Detailed Affiliation 
Given. ip. 28273:344, 
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8501100623 Notification of contract execution* Nod 11* to "Publication 
Distribution St Inventorij Svcs. " Contractor: Computer Data 
Sys* Inc. 

COLEMAN* R. Technical Assistance Contracts Branch. NRC-1 0-83-332. 

85/01/07. BESAW*W. J. Division of Technical Information It Document 
Control. STANSBURY, T. NRC - No Detailed Affiliation Given. Ip. 
28356: 144. 


— 8501100631 Mod 11* retitling Paragraph 2 of Article 1* deleting annual 
audit/inventory requirement* revising training* changing 
project officer Sc deleting vault requirement* to "Publication 
Distribution Sc Inventory Svcs. " 

TINSLEY. W. D. Computer Data Systems* Inc. WIGGINS* E. Division of 
Contracts. NRC-1 0-83-332. 85/01/07. 3pp, 28356:145. 


8501110314 Notification of contract execution* Mod 1* to "Analysis 8t 
Development of Recommendations re QA* Safety & Reliability." 
Contractor: GEE B's.Inc. 

STEWART* S. Administrative Contracts Branch. FIN D-1014-5. 
NRC-02-S4-007. 85/01/04. DAVIS* J. G. Office of Nuclear Material 

Safety & Safeguards, Director. DELEGATTI.M. NRC - No Detailed 
Affiliation Given. Ip, 28375: 167, 


— 8501110330 Mod 1* initiating Task V* adding funds St changing FIN number* 
to "Analysis St Development of Recommendations re QA* Safety Sc 
Reliability. " 

BLAND. W.M. QeeB's, Inc. EDGEWORTH* P. J. Technical Assistance 
Contracts Branch. FIN D-1014-5. NRC-02-84-O07. 85/01/04. 2pp. 

28375; 168. 


8501100639 Notification of contract execution* Mod 4* to "Mod of Existing 
Air Pathuiay Model for Lou Level Waste Assessment & Training 
Course." Contractor; NOAA. 

PAGE* M, Technical Assistance Contracts Branch. NRC-02-S3-031. 
85/01/02. BROWN* R.S. Program Support Branch. NEUDER* S. NRC - No 
Detailed Affiliation Given. ip. 28356; 135. 


8501140001 Notification of contract execution: "NRC Operations Ctr 
Video Wall Sys, " awarded to Future View* Inc, 

FLYNN* M. Administrative Contracts Branch, FIN B-8743. 

NRC-05-S5-155. 84/10/22. MUIR* A. P. Director's Office* Office of 

Inspection and Enforcement. PRIEBE. R. NRC - No Detailed Affiliation 
Given. Ip. 28392:097. 


— 8501100646 Mod 4* providing no cost extension* to "Mod of Existing Air 
Pathway Model for Low Level Waste Assessment & Training 
Course. " 

MAHLER.R. J. Commerce* Dept, of* Natl. Oceanographic St Atmospheric 
Administration. EDGEWCH^TH* P. J. Division of Contracts. 
NRC-02-a3-031. 85/01/02. Ip. 28356: 136. 


8501100653 Notification of contract execution* Mod 3* to "Review & 
Evaluation of Geologic St Seismic Features of Nuclear Power 
Sites. " Contractor: USGS. 

UMBEL* D. Technical Assistance Contracts Branch. FIN B-8643. 
NRC-03-84-06S. 85/01/02. DIGALOMA* T. Office of Nuclear Reactor 

Regulation* Director. LEFEURE* H. NRC - No Detailed Affiliation 
Given. Ip. 28356:097. 


— 8501100661 Mod 3* issuing Work Assignment 12* to "Review St Evaluation of 
Geologic Sc Seismic Features of Nuclear Power Sites. " 

FILSON*J. R. Interior* Dept, of* Geological Survey. EDGEWORTH* P. J. 

Division of Contracts. FIN B-8643. NRC-03-84-068. 85/01/02. 

3pp. 28356:098. 


8501100667 Notification of contract execution* Mod 2* to "Technical 
Support for Region I NDE Van. " Contractor: Thompson 
Engineering Testing* Inc. 

UMBEL* D, Technical Assistance Contracts Branch. FIN B-8361. 
NRC-28-84-431. 85/01/02. DURR* J. P. Region 1* Office of Director. 

Ip. 28319: 220. 


•8501100674 Mod 2* adding incremental funds St changing B&R number* to 
"Technical Support for Region I NDE Van. " 

EDGEWORTH* P. J, Vaster J. Thompson* Jr.* Inc. PAYNE/D. F. Division 
of Contracts. FIN B-8361. NRC-28-B4-431. 85/01/02. 2pp. 

28319:221. 


— 8501140003 Contract: "NRC Operations Ctr Video Wall Sys* " awarded to 
Future View* Inc. 

HANRAHAN* D. G. Future View* Inc. HAGAN* T, F. Administrative 
Contracts Branch. FIN B-S743. NRC-05-85-155. 84/10/22. 49pp. 

28392: 098. 


8501140250 Notification of contract execut ion* Mod 5* to "Review & 
Evaluation of Geologic St Seismic Features of Nuclear Power 
Sites." Contractor: USGS. 

UMBEL* D. Technical Assistance Contracts Branch. FIN B-8643. 
NRC-03-84-068. 85/01/08. DIGALOMA* T. Office of Nuclear Reactor 

Regulation* Director. LAFEVRE* H. NRC - No Detailed Affiliation 
Given. Ip. 28378:246. 


— 8501140257 Mod 5* increasing FY85 funds* revising amounts previously 
certified & extending period of performance to 871001* 
to "Review & Evaluation of Geologic fc Seismic Features of 
Nuclear Power Sites. " 

HAMILTON* R. M. Interior* Dept, of* Geological Survey. 

EDGEWORTH* P. J. Division of Contracts. FIN B-B643. NRC-03-84-06B. 

85/01/08. 13pp, 28378:247. 


8501140271 Notification of contract execution: "Data Analysis for 
Corporate Data Network* " awarded to Touche Ross & Co. 

FLYNN* M.J, Administrative Contracts Branch. FIN D-1225. 
NRC-33-85-327. 84/12/26. BASSETT* H. S. Office of Resource 

Management* Director. FROST* J. NRC - No Detailed Affiliation Given. 
Ip. 28378:060. 


— 8501140277 Contract: "Data Analysis for Corporate Data Network* " 
awarded to Touche Ross St Co. 

* Touche Ross St Co. HAGAN* T. F. Division of Contracts. FIN 
D-1225, NRC-33-B5-327. 84/12/26. 182pp. 28378:0^1. 


8501100760 Notification of contract execution* Mod 
Support Studies." Contractor; MPR Assoc. 

PAGE* M. Technical Assistance Contracts Branch. 
NRC-04-75-183. 84/12/28. BATSON* W. Office of 

Research* Director. RHEE* 0. NRC - No Detailed 
Ip. 28354:285. 


24* to "Local ECCS 

FIN B-5537. 
Nuclear Regulatory 
Affiliation Given. 


—8501100763 Mod 24* adding three tasks to statement of work St providing 
addl funding* to "Local ECCS Support Studies. ” 

e MPR Associates* Inc. EDGEWORTH* P. J. Division of Contracts. 

FIN B-5537. NRC-04-75-183. 84/12/28. 9pp. 28354:286. 


8501110047 Notification of contract axecut ion* Hod 9* to "Geotechnical 
Assistance. " Contractor:, US Army Corps of Engineers. 

UMBEL* D. Technical Assistance Contracts Branch, FIN B-6935-5. 
NRC-02-BI-036. ; 84/12/28. DAVIS* J, Office of Nuclear Mat arial 

Safety ^ Safeguards* Director. WESTBROOK* K. NRC - No Detailed 
Af f illation Given. Ip . 2S369: 258. 


—8501110051 Wofdi 9* ad ding funds for FYBD* to "Geotechnical Assistance. “ 
MCCORMICK* W. N. Army* Dept, of* Corps of Engineers. EDGEWORTH* P. J. 
Division of Contracts. FlN B-6935-5. NRC-02-8 1-036. B4/12/2B. 

Ip. 28369:259. 


8501140370 Notification of contract execution* Mod 2* to "Consulting 
Svcs of JD Stevenson to Investigate Limiting Use of 
Snubbers* Event Combinations St Piping Vibration Loads. " 

Contractor: JD Stevenson St Assoc* Inc. 

PAGE*M. Technical Assistance Contracts Branch. FIN B-8691. 
NRC-03-84-072. 84/12/27. DENTON* H. P. Office of Nuclear Reactor 

Regulation* Director. SULLIVAN* T. NRC - No Detailed Affiliation 
Given. Ip. 28392: 208. 


•8501140383 Mod 2* extending period of performance to 850630 St increasing 
funding* to "Consulting Svcs of JD Stevenson to Investigate 
Limiting Use of Snubbers* Event Combinations St Piping 
Vibration Loads. " 

THOMAS* G.G. Stevenson «t Associates. EDGEWORTH* P. J, Division of 
Contracts, FIN B-S691. NRC-03-84-072. 84/12/27. 2pp. 

28392: 209. 


8501140438 Notification of contract execut ion* Mod 3d** to "Technical 
Asaistence to Support NRC IE Personnel in Investigations of 
Incitfents. ** Contractor : Parameter* Inc. 

WOLLETT/S. Technical Assistance Contracts Branch. EliN B-1302. 
NRC-05-82-249. 85/01/03. BLAHA* J. Director's Office* Office of 

Inspection and Enforcement. LAUDEN*W. NRC - No Deteiled Affiliation 
Given, Ip. 28:^:174. 


8501110054 Notification of contract execution* Mod 2* to "Hydrogeologic 
Evaluations. " Contractor; INTER A Technologies* Inc. 

UMBEL. D.. Technical Assistence Contrects Branch. FIN 8-7304. 
NRC-02-B3^41 .; 84/12/28. 8R0WN*R.S. Program Support Branch. 

WIDMAYER. p,. NRC r Nn Detailed Aff iliation Given. Ip. 28369: 255, 

—8501110057 Mod 2* modifying Article VI re overhead/gcneral (< 
administration fates* tn "Hydrog cologic Evaluations." 

OLIVER;L, R. INTERA tachnol ogles* Inc. EDGEWORTH* P. J. Division Of 
Contracts. :FlNB-7384. NRC -02-83-041. 84/12/28. 2pp. 

2^9-: 256. ' 


— 8501140443 Mod 36* extending period of performence to 850530 St providing 
incrementel funding* to "Technicel Assistance to Support NRC 
IE Personnel in Investigations of Incidents. " 

LOfY.R. A. ParameteT. Inc. EDGEWORTH. P. J. Division of Contracts. 

FiN 8^1302. NRC-^05-82-249. 85/01/03. 5pp. 28392:175. 


8501140493 Notification of contract execut ion* Mod 5* to "Courses in 
C-E Facility Design & Qp^efatioh. " Contractor; C-E. 

UMBEL* p. Technical Assistance Contracts Branch. FIN B-1301. 
NRC-05-S2-241. ef4/12/3i: MUIR. A. P. Director's Off ica. Office of 

Inspection and Ertforceideht. 8H0WE* 8. NRC - No Detailad Affiliation 
Givan, ■ Ip.'. ■ "283B9:'i98;'' 
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— 8501140496 Mod 5/ exercising option for addl course Sc allocating addl 
funds* to "Courses in C-E Facility Design Sc Operation." 

LECLAIR* D. E. Combustion Engineering* Inc. EDGEWORTH* P. J. 

Division of Contracts. FIN B-1301. NRC -05-82-241. 84/12/31. ip. 

28389: 199. 


6501140537 Notification of contract execut ion* Mod 4* to “Technical 
Assistance in Hydrology* " Contractor: Inti Engineering Co* 

Inc. 

WOLLETT* S. Technical Assistance Contracts Branch. NRC -02-82-028-04. 

85/01/03. DAVIS* J. Office of Nuclear Material Safety Sc 
Safeguards* Director. POHLE* J. NRC - No Detailed Affiliation Given. 
Ip. 28390:023. 


— 8501140543 Mod 4* extending period of performance to 850531 Sc changing 
project officer# to "Technical Assistance in Hydrology." 

BELL* W. C. International Engineering Co. EDGEWORTH* P. J. Division 
of Contracts. NRC-02-S2-02S-04. 85/01/03. Ip. 28390:024. 


8501140553 Notification of grant execution: "Nuclear Criticality 
Safety ; Theory Sc Practice*" atuarded to ANS. 

STEWART* S. Technical Assistance Contracts Branch. FIN G-1074. 
NRC-G-04-S5-001. 85/01/08. ARLOTTO* G. Office of Nuclear Reactor 

Regulation* Director. WEINSTEIN* M. NRC - No Detailed Affiliation 
Given. Ip. 28390:025. 


— 8501140556 Grant: "Nuclear Criticality Safety : Theory Sc Practice*" 
awarded to ANS. 

DIEKMAN*W. M. American Nuclear Society. MORTON* K. V. Technical 
Assistance Contracts Branch. FIN 0-1074. NRC-0-04-85-0Q1. 

85/01/08. 2pp. 28390:026. 


8501140559 Notification of contract execut ion* Mod 3* to "Assess 
Methodologies Used to Evaluate Flawed Piping. " Contractor: 

Impell Corp. 

PAGE* M. Technical Assistance Contracts Branch. FIN B-8689. 
NRC-03-84-070. 84/12/26. DENTON* H. Office of Nuclear Reactor 

Regulation* Director. SULLIVAN* E. NRC - No Detailed Affiliation 
Given. Ip. 28390:031. 


— 8501140562 Mod 3* changing statement of work Sc obligating funds* to 
"Assess Methodologies Used to Evaluate Flawed Piping. " 

JACOBS* P-R. Impell Corp. EDGEWORTH* P. J. Division of Contracts. 
FIN B-8689. NRC-03-84-070. 84/12/26. 2pp. 28390:032. 


8501140564 Notification of contract execut ion* Mod 4* to “Reviewing 
Hydrologic Investigations of Bedded Sc Dome Salt Basins - 
Project A." Contractor: Williams Sc Assocs. 

UMBEL* D. Technical Assistance Contracts Branch. FIN B-7389. 
NRC-02-83-033. 84/12/30. DAVIS* J. Office of Nuclear Material 

Safety Sc Safeguards* Director. COOKE* B. NRC - No Detailed 
Affiliation Given, Ip. 28390:028, 


— 8501140567 Mod 4* revising statement of work* to "Reviewing Hydrogeologic 
Investigations of Bedded Sc Dome Salt Basins - Project A. " 

WILLIAMS* R. E, Williams Sc Associates. EDGEWORTH* P. J. Division of 
Contracts. FIN B-7389. NRC -02-83-03 3. 84/12/30, 2pp. 

28390; 029. 


6501150247 Notification of contract execut ion* Mod 14* to "Development of 
Nuclear Reactor Plant Data Bank." Contractor: SBA. 

Subcontractor: Technology Development of California. 

PAGE* M. Technical Assistance Contracts Branch. FIN D-7077. 
NRCHD4-80-215. 84/12/17. BATSON* W. Office of Nuclear Regulatory 

' Research* Director. TROUTMAN* C. NRC - No Detailed Affiliation 
■ Given. Ip. 28415:351. 


—8501150257 Mod 14* extending period of performance to 841210* revi sing 
Task 23 Sc increasing funding* to "Development of Nuclear 
Reactor Plant Data Bank. " 

GUERRERO* L. Small Business Administration. RAMIREZ* J. Technology 
'Development of California* Inc. EDGEWORTH* P. J, Division of 
Contracts, FIN D-7077. NRC-04-80-215. 84/12/17. 4pp. 

28415; 33R 


8501160069 Notification of contract execut ion* Mpd 1* to "Development of 
Five Draft Stds in Area of Rock Mechanics. " Contractor : ASTM. 

LITTLE* M. Division of Contracts. FIN B-7115. NRC-0 1-81-014. 
85/01/11. FOREi+AWD*W. Office of Nuclear Reactor Regulation* 

Director. SPHMIITT* T. NRC - No Detailed Affiliation Given, Ip. 

28437; 333, 

—8501160073 Mod 1* extending period of performance until 851130* to 
"DevelApfient of Five Draft Stds in Area of Rock 
Mechanics. " 

CAVANAUGH* W. T, American Society for Testing h Materials. 

THOMPSON^ R. D. Division of Contracts. FIN B-7115, NRC-01-84-014. 

85/01/11. Ip. 28437:334. 


8501160548 Notification of contract execution* Mod 1* to "Study of 
Uncertainties in Sys Analysis Part of Seismic PRA. " 

Contractor: Future Resources Assoc* Inc. 

STEWART* S. Technical Assistance Contracts Branch. FIN D-1556. 
NRC-04-84-138. 85/01/14. BATSON* W. Office of Nuclear Regulatory 

Research* Director. MURPHY* J. NRC - No Detailed Affiliation Given. 
Ip. 28445:074. 


— 8501160554 Mod 1* incremental 1 y increasing funding & changing BStR 
number* to "Study of Uncertainties in Sys Analysis Part of 
Seismic PRA. " 

* Future Resources Associates* Inc. EDGEWORTH* P. J. Division of 
Contracts. FIN D-1556. NRC-04-84-138. 85/01/14. 2pp. 

28445: 075. 


8501160559 Notification of contract execution* Mod 3* to "Technical 
Assistance in Hydrogeology." Contractor: GeoTrans* Inc. 

WOLLETT, S. Technical Assistance Contracts Branch. NRC-02-e2-O28-06. 

85/01/07. DAVIS* J. Office of Nuclear Material Safety <c 
Safeguards* Director. POHLE* J. NRC - No Detailed Affiliation Given. 
Ip. 28445:072. 


— 8501160563 Mod 3* extending period of performance to 850531 at no addl 
cost & changing project officer, to "Technical Assistance in 
Hydrogeology. " 

FAUST, C.R. Geotrans* Inc. EDGEWORTH* P. J. Division of Contracts. 
NRC-02-82-028-06. 85/01/07. Ip. 28445:073. 


8501170004 Notification of contract execution* Mod 4* to "Technical 
Assistance in Hydrogeology." Contractor: Wil liams & Assoc. 

WOLLETT, S. Technical Assistance Contracts Branch. NRC-02-82-028-05. 

85/01/02. DAVIS* J. Office of Nuclear Material Safety St 
Safeguards*Director. POHLE* J. NRC - No Detailed Affiliation Given. 
Ip. 28461:353. 


— S501170006 Mod 4* assigning J Pohle as project officer & extending 
period of performance to 850531* to "Technical Assistance in 
Hydrogeology. " 

WILLIAMS* R. E. Williams St Associates. EDGEWORTH* P. J. Division of 
Contracts. NRC-02-82-028-05. 85/01/02. Ip. 28461:354. 


8501170026 Notification of contract execution* Mod 9* to "Support Sves 
for Research St Evaluation of Severe Accident Phenomenon St 
Mitigation." Contractor: BMl. 

WOLLETT* S. Technical Assistance Contracts Branch. FIN B-7499. 
NRC-04-84-127. 84/12/06. BATSON* W. Office of Nuclear Regulatory 

Research* Director. SCOTT* R. NRC - No Detailed Affiliation Given. 
Ip. 28445:357. 


— 8501170030 Mod 9* finalizing Task Order 13 & providing addl incremental 
funding* to "Support Sves for Research St Evaluation of 
Severe Accident Phenomenon St Mitigation. " 

LUKZ* F. J. Battelle Memorial Institute* Columbus Laboratories. 
EDGEWORTH* P. J. Division of Contracts. FIN B-7499. NRC-04-84-127. 

84/12/06. 2pp. 28445:358. 


B501180505 Notification of contract execut ion* Mod 3* to "Addl Tasks 
for Development of AMASS," Contractor: NUSAC* Inc. 

STEWART* S. Technical Assistance Contracts Branch. NRC-02-83-028. 
84/09/20, Office of Nuclear Material Safety St Safeguards* Director. 
MILLER* M. NRC - No Detailed Affiliation Given. Ip, 28483:353. 


— 8501180509 Mod 3* changing submittal date for final applications manual 
to 840920* to "Addl Tasks for Development of AMASS. " 

* Wackenhut. EDGEWORTH* P. J. Division of Contracts. 

NRC-02-S3-028. 84/09/20. 5pp. 28483:354. 


6501210006 Notification of contract execut ion* Mod I* to "Preventative 
Remedial St On Call Maint on Data General Computer St 
Peripheral Eq,uipment. ” Contractor : Data Consultants* Inc. 

HAWKINS. D. A. Division of Contracts. FIN B-1663. NRC -33-84-386. 
84/12/14. BASSETT* H.S. Division of Automated Information Services, 
JOHNSON* C. NRC - No Detailed Affiliation Given. Ip. 28497:010. 


— 8501210Q08 Mod 1* revising Article II* A. 5 re sve call procadures* to 
"Preventative Remedial St On Call Maint on Data General 
Computer St Peripheral Equipment. " 

BONNES* O. Data Consultants* Inc. WIGGINS* E. Division of 
Contracts. FIN B-1663. NRC-33-B4-386. 84/12/14. 2pp. 

28497:011. 


85O121O280 Notification of contract execut ion* Mod 7* to "Severe Accident 
Core/Vessal/Containment Interactions. " Contractor: Purdue 
Research Foundation. 

STEWART* 8. Tachnical Assistance Contracts Branch. FIN B-8634, 
NRC-00-S3-093. 85/01/14, BERNERO* R. M, Division of Systems 

Integration (,po#t 81*0051, HARDIN* W. NRC - No Detailed Affiliation 
Given. Ip. 28498: 128. 
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— 8501210287 Mod 7» obligating addl funds* to "Severe Accident Core/Vessel/ 
Containment Interactions. " 

* Purdue Research Foundation. EDGEWORTH* P. J. Division of 
Contracts. FIN B-S634. NRC -03-83-093. 85/01/14. 2pp. 

28498: 129. 


8501230009 Notification of contract execut ion. Mod 13. to “Coordination 
of FederaX/State Radiation Control Activities & Assistance 
in Solving Radiation Control Problems." Contractor; HHS. FDA. 

HAWKINS, D, A. Administrative Contracts Branch. FIN B-1620. 
NRC-06-76-247. 85/01/11. KERR* 6. W. Office of State Programs* 

Director. YOUNG* F. W. NRC - No Detailed Affiliation Given. Ip. 
28536: 203. 


— 8501230015 Mod 13, correcting Mod 12* deleting first paragraph & revising 
language* to "Coordination of Federal/State Radiation Control 
Activities Sc Assistance in Solving Radiation Control 
Problems. " 

MCKNIGHT Food St Drug Administration. WIGGINS* E. Administrative 
Contracts Branch. FIN B-1620. NRC-06-76-247. 85/01/11. Ip. 

28536; 204. 


8501230085 Notification of contract execution, Mod 5* to “Severe Accident 
Conseq.uences Mitigation." Contractor : RScD Assoc* Inc. 

PAGE, M. Technical Assistance Contracts Branch. NRC -03-83-092. 
85/01/09. BERNERO* R. Division of Systems Integration (post 811005). 
HARIN.W. NRC - No Detailed Affiliation Given. Ip. 28535:338. 


— 8501230093 Mod 5* adjusting provisional rates for FYS5, to "Severe 
Accident Consequences Mitigation. *' 

WHITE* J.W. R&D Associates. EDGEWORTH* P. J. Division of Contracts. 
NRC-03-B3-092. 85/01/09. 2pp. 28535:339. 


8501230118 Notification of contract execution. Mod 5, to "Measurement 
<c Stds Development for Nuclear Matl Safeguards. " Contractor: 

NBS. 

LITTLE* M. Division of Contracts. FIN B-6016. NRC-0 1-79-011. 

85/01/16. BATSON* W. Office of Nuclear Regulatory Research, 
Director. TELFORD, J. NRC - No Detailed Affiliation Given. Ip. 
28536: 327. 


— 8501230123 Mod 5* deob 1 igating unliquidated balance & closing contract* 
to "Measurement Stds Development for Nuclear Matl 
Safeguards. " 

* Commerce* Dept, of* National Bureau of Standards. THOMPSON, R. D. 

Division of Contracts. FIN B-6016. NRC-0 1-79-011. 85/01/16. 

Ip. 28536:328. 


8501230163 Notification of contract execution* Mod 8* to "Engineering 
Characterizations of Seismic Motion for Nuclear Power Plant 
Design." Contractor : Wooduard-Clyde Consultants. 

UMBEL* D. Technical Assistance Contracts Branch. NRC-04-80-192. 
85/01/15, FOREHAND* W. Division of Risk Analysis & Operations (post 
840429). COSTELLO. J. NRC - No Detailed Affiliation Given. Ip. 
28536; 345. 


— 8501230167 Mod 8* extending contract to 850331 at no addl cost* to 
"Engineering Characterizations of Seismic Motion for Nuclear 
Power Plant Design. " 

* Woodward-Clyde Consultants* Inc. EDGEWORTH, P. J. Division of 
Contracts. NRC-04-S0-192. 85/01/15. Ip. 28536:346. 


8501230175 Notification of contract execution* Mod 13, to "Utilization 
of BWR & PWR Simulator Facilities." Contractor: TVA. 

LITTLE, M, Division of Contracts. FIN X-1157. NRC-0 5-76-3 57. 

85/01/14. MUIR, A, Resource Management Branch. SHOWE* S. NRC - No 
Detailed Affiliation Given. Ip, 28536:354. 


— 8501230179 Mod 13* deob 1 igating unliquidated funds It closing out 
contract* to "Utilization of BWR & PWR Simulator Facilities." 
JOHNSON.R, U, Tennessee Valley Authority. THOMPSON* R. D. Division 
of Contracts. FIN X-1157. NRC-05-76-357, 85/01/14. Ip. 

28536; 355. 


8501280583 Notification of contract execut ion* Mod 3, to "Stenographic 
Reporting Sves Within Washington* DC Metropolitan Area." 

Contract: Ace-Federal Reporters* Inc. 

DAVIS* K. A. Administrative Contracts Branch. FIN D-1454. 

NRC-1 7-85-207. 84/12/26. CHILK* S. J. * MCGREGOR* E. W. Office of the 

Secretary of the Commission. Ip. 28639:022. 


—8501280590 Mod 3* incorporating provisional billing rates & extending 
date for def initization of contract to 850115* to 
"Stenographic Reporting Sves Within Washington* DC 
Metropolitan Area. " 

P^N, A, I- ^e-Faderal Reporters* Inc. HAGAN* T. F. Division of 
Contracts. FIN D-1454. NRC-17-e5-207. 84/12/26. 4pp. 

28639:0^. 


8501280594 Notification of contract execut ion* Mod 4* to "Stenographic 
Reporting Sves Within Washington* DC Metropolitan Area." 

Contractor: Ace-Federal Reporters* Inc. 

DAVIS* K. A. Administrative Contracts Branch. FIN B-1454. 

NRC-1 7-85-207. 84/12/26. CHILK* S. J. * MCGREGOR* E. W. Office of the 

Secretary of the Commission. Ip. 28639:019. 


— 8501280599 Mod 4* increasing amount of govt liability under Itr 
contract* to "Stenographic Reporting Sves Within Washington, 

DC Metropolitan Area. " 

* Ace-Federal Reporters* Inc. MATTIA* M. J. Division of Contracts 
FIN B-1454. NRC-17-95-207. 84/12/26. 2pp. 28639:020. 


8501280623 Notification of contract execution: "Training Course 
Entitled* 'Safety Aspects of Industrial Radiography* 
awarded to Gamma Industries* Inc. 

BAZIN* J.P. Administrative Contracts Branch. FIN B-1618. 
NRC-06-85-390. 85/01/09. KERR, G. W. Office of State Programs* 

Director. ASHLEY* E. NRC - No Detailed Affiliation Given. Ip 
28615: 269. 


— 8501280627 Contract; "Training Course Entitled* 'Safety Aspects of 
Industrial Radiography* awarded to Gamma Industries. 

RIDDLE* R.R. Nuclear Systems* Inc. HOGAN* T. F. Division of 
Contracts. FIN B-1618. NRC-06-B5-390. 85/01/09. 50pp. 

28615: 270. 


8501280631 Notification of contract execut ion* Mod 6, to "Word Processing 
Sves." Contractor: Keyboard Communications* Inc. 

MCLEAREN, T. Administrative Contracts Branch. NRC- 10-83-296. 

85/01/04. STEELE, M. Division of Technical Information & Document 
Control. JOHANSEN* J. Cress Branch. Ip. 28613:277. 


— 8501280641 Mod 6* extending performance to 850131* increasing amount 
obligated & reissuing contract in FAR format* to "Word 
Processing Sves. " 

BRIGGS*H. J. Keyboard Communications* Inc. WIGGINS.E. Division of 
Contracts. NRC-10-83-296. 85/01/04. 62pp. 28613:278. 


850128065B Notification of contract execution* Mod 2* to "Feasibility 
Study of Constructing Multi-Purpose Integral Test Facility. " 
Contractor: Ybarrondo Assoc-Sc ien-Tech* Inc. 

WOLLETT*S. Technical Assistance Contracts Branch. FIN D-1160. 
NRC -04-84-1 30. 05/01/09. BASSETT* 0. E. Division of Accident 

Evaluation. LANDRY* R. NRC - No Detailed Affiliation Given. Ip. 
28635: 359. 


— 8501280666 Mod 2* extending period of performance until 650930* to 
"Feasibility Study of Constructing Multi-Purpose Integral 
Test Facility, " 

YBARRONDO* L. J. Ybarrondo Associates. EDGEWORTH* P. J. Division of 
Contracts. FIN D-U60. NRC-04-84-130. 85/01/09. Ip. 28635:360. 


8501280659 Notification of contract execut ion* Mod 24* to "FLECHT-SEASET 
Program, " Contractor: Westinghouse/EPRI. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-6204. 
NRC-04-77-127. 84/12/18. BATSON, W. Office of Nuclear Regulatory 

Research* Director. LEE, R. NRC - No Detailed Affiliation Given. 

Ip. 28635:357. 


— 8501280665 Ltr Contract NRC-04-77-127, Mod 24* extending period of 
performance to 841231 at no addl cost* to "FLECHT-SEASET 
Program. " 

EDGEWORTH, P. J. Division of Contracts. FIN B-6204. NRC-04-77-127. 

84/12/11. WILLIAMS* L. M. Westinghouse Electric Corp. Ip. 

28635; 358. 


85012B0675 Notification of contract execut ion* Mod 7* to 

"Geophysical-Geological Studies of Possible Extensions of 
New Madrid Fault Zone." Contractor ; Purdue Research 
Foundation. 

STEWART, S.D. Technical Assistanca Contracts Branch, 

NRC-04-81-195-01. 85/01/17. BATSON* W. Offica of Nuclear Regulatory 

Research, Director. WASTLER* S. NRC - No Detailed Affiliation Given. 
Ip. 28638:270. 


—8501280685 Mod 7* revising Mods 5 & 6* deleting patents clause 8t 
inserting updated version* to "Geophysical-Geological 
Studies of Possible Extensions of New Madrid Fault Zone. " 
GREENKORN, R. A. Purdue Research Foundation. EDGEWORTH* P. J. 
Division of Contracts. NRC-04-81-195-01, 85/01/17. 9pp. 

28638:271. 


8501280726 Notification of contract execution; "Charleston Earthquake 
Research Program* " awarded to Law Enginaering Testing Co. 

BAISDEN*L. Technical Assistance Contracts Branch. FIN B-B291. 
NRC-04-B5-112. 85/01/07. FOREHAND* W. Office of Nuclear Regulatory 

Research* Director. ZURFLUEH* E. NRC - No Detailed Affiliation 
Given. 4pp. 28630:128. 
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— 8501280730 Contract: "Charleston Earthquake Research Programi " auarded 
to Law Engineering Testing Co. 

WHITE* R, M. Law Engineering Testing Co. SMITH* P. A. Division of 
Contracts. FIN B-8291. NRC-04-a5“'ll2. 85/01/07. 4pp. 

28630: 129. 


B501290033 Notification of contract execut i on* Mod 4* to "Technical 
Assistance in Hydrogeology." Contractor: S-Cubed. 

WOLLETT* S. Technical Assistance Contracts Branch. NRC-02-82-028-02. 

85/01/09. DAVIS* J. Office of Nuclear Material Safety & 

Safeguards* Director. PQHLE* J. NRC No Detailed Affiliation Given. 
Ip. 28646:260. 


— 8501290040 Mod 4* extending period of performance until 850531 S( 
changing project officer. to "Technical Assistance in 
Hydrogeology. " 

GRINE.D. R. S-Cubed. EDGEWORTH* P. J. Division of Contracts. 
NRC~02-S2-028-02. 85/01/09. Ip. 28646:261. 


8501290088 Notification of contract execut ion* Mod 5* to "Technical 
Assistance in Hydrogeology." Contractor: Law Engineering 
Testing Co. 

WOLLETT* S. Technical Assistance Contracts Branch. NRC -02-82-028-01. 

65/01/03, DAVIS* J. Office of Nuclear Material Safety & 

Safeguards* Director. PQHLE* J. NRC - No Detailed Affiliation Given. 
Ip. 28646:193. 


—8501290096 Mod 5* extending period of performance to 850531 & changing 
project officer to J Pohle.to "Technical Assistance in 
Hydrogeology, " 

STEINBRENNER* F. Law Engineering Testing Co. EDGEWORTH* P. J. 
Division of Contracts. NRC-02-82-028-01. 85/01/03. Ip. 

28646: 194. 


8501290102 Notification of contract execut ion. Mod 4* to "Severe Accident 
Core/Vessel/Containment Interactions." Contractor : Purdue 
Univ. 

STEWART* S. Technical Assistance Contracts Branch. FIN B-8634. 
NRC-03-B3-093. 85/01/11. MATTSON* R. Division of Systems 

Integration (post 811005), HARDIN* W. NRC - No Detailed Affiliation 
Given. Ip, 28646: 166. 


— 8501290112 Mod 4* adding Tasks 5 & 6 to Article 1* Section C it changing 
Article 1* Section E re travel it testimony* to "Severe 
Accident Core/Vessel/Containment Interactions." 

OREENKORN* R. A. Purdue Univ,* West Lafayette* IN. EDGEWORTH* P. J. 
Division of Contracts. FIN B-S634. NRC-03-03-093. 05/01/11. 

2pp. 28646: 167. 


8501290123 Notification of contract execut ion. Mod 5* to "Severe Accident 
Core/Vessel/Containment Interactions." Contractor: Purdue 
Univ, 

STEWART* S. Technical Assistance Contracts Branch. NRC-03-83-093. 
85/01/11. MATTSON* R. Division of Systems Integration (post 811005). 
HARDIN*W, NRC - No Detailed Affiliation Given. Ip. 28646:150. 


— 8501290130 Mod 5* deleting phrase from Mod 3* to "Severe Accident Core/ 
Vessel/Containment Interactions. " 

GREENKORN* R. A. Purdue Univ,* West Lafayette* IN. EDGEWORTH* P. J. 
Division of Contracts. NRC-03-83-093. 85/01/11. 2pp. 28646:151. 


8501290204 Notification of contract ex ecut ion* Mod 1* to "Analysis & 
Development of Recommendations re QA.Safety & Reliability. " 
Contractor; Get B'SiInc. 

STEWART. 8. Technical Assistance Contracts Branch. D-10X4-5. 
NRC-02-84-007. 84/12/29. DAVIS* U. G. Office of Nuclear Material 

Safety <c Safeguards* Director. DELEOATTI.M. NRC - No Detailed 
Affiliation Given. Ip. 28645:358. 


8501290643 Notification of contract execut ion. Mod 11* to "Analysis of 
Fission Product Transport & Acceleration Condition. " 

Contractor: BMI. 

SZLVlSiR. M. Division of Contracts. FIN A-4078. NRC-04-76-293. 

85/01/22. BATSON* W. Office of Nuclear Regulatory Research. 

Director. SHERRY* R. NRC - No Detailed Affiliation Given. Ip. 

2B645: 153. 


— 8501290650 Mod 11. Incorporating 1976-78 overhead rates* to "Analysis of 
Fission Product Transport & Acceleration Condition. " 

SEWELL*H.M. Battelle Memorial Institute* Columbus Laboratories. 
THOMPSON* R. D. Division of Contracts. FIN A-4078, NRC-04-76-293. 

85/01/22. Ip, 28645; 154. 


8501290644 Notification of contract execution; "Disintegration of US 
Nuclear Utils: Analysis of Improvements Feasible Within 
Existing Industry Structures* " awarded to Inti Energy Assoc* 

Ltd. 

HAGEY* H, Technical Assistance Contracts Branch. FIN B-8747. 

NRC-0 5-85-1 64, 85/01/09. BURDA* A. U, Program Support 8e Analysis 

Staff. MENCZERiW. B. NRC - No Detailed Affiliation Given. Ip. 
28645; 091. 


8501290654 Contract: "Disintegration of US Nuclear Utils: Analysis of 
Improvements Feasible Within Existing Industry Structures." 
awarded to Inti Energy Assoc* Ltd. 

ALIKDNIS. N. A. International Energy Associates* Ltd. SMITH. P, A. 
Division of Contracts. FIN B-8747, NRC-05-85-164. 85/01/09 

61pp. 28645:092. 


8501290646 Notification of contract execut ion* Mod 4* to "Technical 
Assistance in Hydrogeology. " Contractor: Golder Assoc* Inc. 

WOLLETT* S. Technical Assistance Contracts Branch. NRC-02-82-028-03. 

84/12/31. DAVIS* J. Office of Nuclear Material Safety it 
Safeguards.Director. POHLE* J. NRC - No Detailed Affiliation Given. 
Ip. 28645:009. 


— 8501290652 Mod 4. extending period of performance to 850531 Sc changing 
project officer* to "Technical Assistance in Hydrogeology." 

* Golder Associates. EDGEWORTH* P. J. Division of Contracts. 
NRC-02-82-028-03. 84/12/31. Ip. 28645:010. 


8501290711 Notification of contract execution* Mod 5 to "Tornado 
Windspeed Document." Contractor: Univ of Chicago. 

STEWART* S. Technical Assistance Contracts Branch. NRC-04-82-004. 
85/01/17. BATSON* W. Office of Nuclear Regulatory Research* 

Director. KORNASIEWICZ* R. NRC - No Detailed Affiliation Given. Ip. 
28644: 339. 


8501290716 Mod 5* adding no cost extension until 860131* to “Tornado 
Windspeed Document. " 

SIGAL*D. S. Chicago* Univ. of* Chicago, IL. EDGEWORTH* P. J. 

Division of Contracts. NRC-04-S2-004. 85/01/17. 2pp. 28644:340, 


8501290738 Notification of contract execut ion* Mod 3* to "Technical 
Assistance in Hydrogeology." Contractor: Earth Technology 
Corp (Western). 

WOLLETT* S. Technical Assistance Contracts Branch. NRC-02-82-028-07. 

85/01/11. Davis* T. Office of Nuclear Material Safety & 
Safeguards*Director. POHLE* J. NRC - No Detailed Affiliation Given. 
Ip. 28644:321. 


— 8501290744 Mod 3* extending period of performance to 850531 Sc changing 
project officer* to "Technical Assistance in Hydrogeology." 

MADSEN* S.H. Earth Technology Co. EDGEWORTH* P. J. Division of 
Contracts. NRC-02-82-028-07. 85/01/11. ip. 28644:322. 


8501300012 Notification of grant execution* Mod 1* to "Transient Critical 
Heat Flux Behavior." Grantee: Univ of Central Florida. 

STEWART* S. Technical Assistance Contracts Branch. FIN G-1061. 
NRC-G-04-84-002. 85/01/15. BATSON* W. Office of Nuclear Regulatory 

Research* Director. YOUNG* M. NRC - No Detailed Affiliation Given. 

Ip. 28674:307. 


— 8501300017 Mod 1* adding no cost extension until 850630* to "Transient 
Critical Heat Flux Behavior. " 

* Central Florida* Univ. of* Orlando* FL. EDGEWORTH, P. J, 
Technical Assistance Contracts Branch. FIN G-1061. 
NRC-G-04-84-002. 85/01/15. Ip. 28674:308. 


8501300021 Notification of contract execut ion* Mod 2* to "Data Entry 
Region III." Contractor: SBA. Subcontractor: Norcom Inti Corp. 
PERLMAN* J. Division of Contracts. NRC-33-B4-3B5. 85/01/22. 

BASSETT* H.S, Office of Resource Management* Director. PAPPAS, H, 
Region 3* Office of Director. Ip. 28674:305. 


—8501300025 Mod 2* changing name of project officer* to “Data Entry Region 
III. " 

* Small Business Administration. * Norcom International Corp, 
(formerly Noriega Communications Corp.). WIGGINS* E. Division of 
Contracts. NRC-33-B4-385. 85/01/22. Ip. 28674:306. 


8501300026 Notification of contract execution* Mod 6* to "Integral Sys 
Test Program-Once-Through Integral Sys it Multi-Loop Integral 
Sys Test Components. " Contractor: B&W. 

WOLLETT* S. Technical Assistance Contracts Branch. FIN B-S909. 
NRC-04-S3-168. 85/01/16. BATSON* W. Office of Nuclear Regulatory 

Research* Director. YOUNG, M. NRC - No Detailed Affiliation Given. 
Ip. 28671:351. 


— 8501300038 Ltr Contract NRC~04-83-168* Mod 6* providing FY85 funding k 
adjusting EPRI FY84 funding* to “Integral Sys Test Program- 
Once-Through Integral Sys & Multi-Loop Integral Sys Test 
Components. " 

EDGEWORTH* P. J. Division of Contracts. FIN B-8909. NRC-04-83-168. 

84/12/14, LUKASIK*M. Babcock & Wilcox Co. Ip. 28671:352. 


8501300372 Notification of contract execution* Mod 2* to "Advanced 
Reactor Safety Research Progress Plans." Contractor: NUS 
Corp, 

SILVIS* R. M, Division of Contracts. FIN B-6353. NRC-04-78-254, 

05/01/25. BATSON* W. Office of Nuclear Regulatory Research, 
Director. SCHAMBERGER* R. NRC -No Detailed Affiliation Given. Ip. 
28684: 117. 
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— 8501300381 Mod 2^ incorporating 1978 overhead, general & administrative 
rates, to "Advanced Reactor Safety Research Progress Plans." 

EDMONSON, L. R. NUS Corp. THOMPSON, R. D. Division of Contracts. 

FIN B-6353. NRC-04-78-254. 85/01/25. Ip. 28684: 118. 


8501300537 Notification of contract execution, Mod 4, to "Operation 8e 
Maint of MRC Document Control Sys. " Contrac tor : SBA. 

Subcontractor; Technassociates, Inc. 

BROMBERG, B. Administrative Contracts Branch. FIN D-122S. 

NRC-1 0-84-211. 84/12/14. NORRY, P. G. , LUNDY, J. Office of 

Administration. Ip. 28684: 169. 


— 8501300546 Mod 4, adding FOIA St NMSS documents, to "Operation St Maint of 
NRC Document Control Sys. " 

HILL, D. Small Business Administration. RENTNER, M. A. 

Technassociates, Inc. WIGGINS, E. Division of Contracts. FIN 
D-1228. NRC-10-84-211. 84/12/14. 3pp. 28684:170. 


8501310140 Notification of contract execution, Mod 5, to "GSA Board of 
Contract Appeals." Contractor: 6SA Board of Contract Appeals. 

BROMBERG, B. J. Administrative Contracts Branch. NRC -10-82-361. 
84/04/26. SPRINGER, M. L. Office of Administration. THOMPSON, R. NRC 
- No Detailed Affiliation Given. Ip. 28686:335. 


— 8501310145 Mod 5, extending period of performance to 850930, to "GSA 
Board of Contract Appeals. " 

NEARY, J. F. General Services Administration. WIGGINS, E. Division 
of Contracts. NRC-1 0-82-361. 84/04/26. Ip. 28686:336, 


8501310459 Notification of contract execution. Mod 5 to "Automated 
Library Sys." Contractor; On-Line Computer Sys, Inc. 

BROMBERG, B, J. Administrative Contracts Branch. NRC -33-83-454. 
85/01/01. BASSETT, H. Office of Resource Management, Director. 
CONYNGHAM,M. NRC - No Detailed Affiliation Given. Ip. 28686:261. 


— 8501310462 Mod 5, exercising contract option for svcs betueen Jan-Dec 
1985, to "Automated Library Sys. “ 

LYNN, D. L. ONLINE Computer Systems, Inc, WIGGINS, E. Division of 
Contracts. NRC-33-83-454. 85/01/01. 24pp. 28686:262. 


FOIA FREEDOM OF INFORMATION ACT REGUESTS AND RELEASES 


8409040220 Responds to FOIA request for 12 categories of documents re 
WPPSS. Foruiards box of financial files. Review for addl 
records subj to request continuing. 

FELTON, J.M. Division of Rules and Records. WPPSS. 84/08/24. 

COHEN, B.K. Meredith & Cohen, P. C. Ip, 27060:004. 24X 

Fiche: 50-000, 84/08/24, 8409040220. 


— 8410030190 Confirms status of contractual it financial arrangements. 
Requests consideration of financial qual if ication be 
deferred. 

STRAND,N. O. Washington Public Power Supply System. WPPSS 021A. 
GOl-75-238. 75/10/22. BOYD, R. Division of Reactor Licensing 

<NRR-1975 only). 3pp. 27062:077. 24X Fiche: 50-000, 84/08/24, 

8409040220. 


8501140186 FOIA request for documents re insp of auxiliary bldg. 
SCHLEMMER, D. L. , GARDE, B. P. Government Accountability Project. 
84/05/02. Office of Administration, 2pp. 28390:077. a4X 
Fiche: 50-329,84/05/02. 8501140186. 


8501140190 Responds to 840502 FOIA request for documents re insp of 
auxiliary bldg. No documents located subj to request. 

FELTON, U. M. Division of Rules and Records. 84/07/10. 

SCHLEMMER, D. L. , GARDE, B. P. Government Accountability Project. Ip. 
28390: 079, 24X Fiche: 50-329, 84/07/10, 8501140190. 


8501140323 FOIA request for documents considered by Commission in sua 
sponte review of circumstances surrounding implementation 
schedule for seven long-term items incomplete prior to 
scheduled restart. 

WEISS, E.R. Harmon, Weiss Se Jordan. WEISS, E.R. Union of Concerned 
Scientists. 84/05/15, FELTON, J. Division of Rules and Records. 

Ip. 28390:080. 24X Fiche: 50-289, 84/05/15, 8501 140323. 


8501140329 Partial response to FOIA request for Commission documents re 
restart. App A documents available in PDR. App B document 
completely withheld <ref FOIA Exemption 3). 

FELTON, J.M, Division of Rules and Records. 84/07/02. WEISS, E.R. 
Harmon, Weiss Jordan. WEISS, E.R. Union of Concerned Scientists, 
4pp. 28390:081. 24X Fiche: 50-289, 84/07/02, 8501140329. 


8501140338 Responds to FOIA request for documents on NUREO/CR-2963 re 
planning guidance for decontamination & NUREG/CR-3503 re 
steam generator decontamination. Docomants available at NRC 
Technical Library & Library of Congress. 

FELTON, J. M. Division of Rules and Records. 84/07/02. BELL, N, 
Nuclear Information Se Resource Service. 2pp. 283^:062. 


8501140344 FOIA request for documents ref in NUREG/CR-2963, "Planning 
Guidance for Nuclear Power Plant Decontamination" Se 
NURE&/CR-3503, "Steam Generator Decontamination: Methods Se 
Past Applications". 

BELL, N. Nuclear Information Se Resource Service. 64/06/01. 

FELTON, J. M, Division of Rules and Records. 13pp. 28390:064. 


8501140360 Further response to FOIA request for two categories of 
records re Mar 1984 audit of electrical equipment 
qualification files. App C documents available in PDR. App D 
documents withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/02. WEISS, E. R. 
Union of Concerned Scientists. 4pp. 28390:337. 24X 

Fiche: 50-289, 84/07/02, 8501140360. 


8501140362 Third partial response to FOIA request for three categories 
of documents re faci lity. Forwards App A & B documents. 

Portions of App B documents withheld (ref FOIA Exemptions 6 
it 7). Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL, H. Shaw, Pittman, Potts it Trowbridge. 4pp. 28390:034. 
24X Fiche: 50-498. 84/07/03, 8501 140362. 


— 8501140372 Requests investigation of listed concerns of anonymous 
facility employee, focusing on alteration of records. 

SEIDLE, W. C. Region 4, Dallas, Reactor Construction & Engineering 
Support Branch. 80/05/07. SEYFRIT, K. V. Region 4, Dallas, Office 
of the Director. 2pp. 28390:038. 24 X Fiche: 50-498, 84/07/03, 

8501140362. 


■8501140377 Delegates authority to administer oaths or affirmations re 
investigation concerning allegations associated w/Ebasco Co. 
SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 80/06/04. 
HERR.R. K. NRC - No Detailed Affiliation Given. Ip. 28390:040. 

24X Fiche: 50-498, 84/07/03, 8501140362. 


—8501140381 Forwards Investigation Repts 50-498/80-14 8t 50-499/80-14 re 
falsification of QA records. W/o end. 

SEYFRIT. K.V. Region 4, Dallas, Office of the Director. 80/07/23. 
THOMPSON, D. Executive Officer for Operations Support. Ip. 

28390: 041. 24X Fiche: 50-498, 84/07/03, 8501140362. 


— 8501140391 Delegates authority to administer oaths or affirmations, per 
Section 161C of Atomic Energy Act of 1954, re allegations 
concerning coating deficiencies te concrete problems at 
facility. 

STELLO, V. Director's Office, Office of Inspection and Enforcement, 
81/05/12. BACI.P, E. Director's Office. Office of Inspection and 
Enforcement. HERR.R.K. Region 4, Dallas, Office of the Director 
(81/03/01). Ip. 28390:042. 24X Fich e: 50-498, 84/07/03, 8501140362. 


—8501140393 Forwards Investigation Repts 50-498/80-22 it 50-499/80-22 re 
alleged questionable hiring practices & falsif ication of 
records. W/o end. 

SEYFRIT, K.V. Region 4, Dallas, Office of the Director (81/03/01). 
81/01/20. WARD, W. J. Investigations Branch (Pre 820201). Ip. 

28390: 043. 24X Fiche: 50-498. 84/07/03, 8501 140362. 


—8501140398 Forwards Investigation Repts 50-498/80-21 it 50-499/80-21 re 
falsification of maint procedure. W/o end. 

SEYFRIT, )i. V. Region 4, Dallas, Office of the Director. 80/08/26. 
THOMPSON, D. Executive Officer for Operations Support. 2pp. 

2B390: 044. 24X Fiche: 50-498, 84/07/03, 8501 140362. 


— 8501140403 Requests initiation of task to determine upgrading of 
qualifications & training of QA personnel. 

STELLO, V. Office of Inspection 8c Enforcement, Office of the 
Director. 80/04/11. MINOOUE, R. B. Office of Standards 
Development, Director. Ip. 28390:046. 


— 8501140408 Submits info re alleged falsification of records from 
Investigation Repts 50-498/80-14 Sc 50-499/80-14. Info 
deleted. 

HERR.R.K., DRISKILL, D. D. , SEYFRIT, K. V. Region 4, Dallas, Office of 
the Director. 80/06/27. Region 4, Dallas, Office of the 
Director. Ip. 28390:047. 24X Fiche: 50-498, 84/07/03, 8501140362. 


—8501140414 Submits info re receipt of allegation from member of public 
at facility hearing. Info deleted. 

TAPIA, J.l. NRC - No Detailed Affiliation Given. 81/07/27. 

GAGLIARDO, J. E. NRC - No Detailed Affiliation Given. 3pp. 

28390 : 048. 24X Fiche: 50-498, 84/07/03, 8501 140362. 


— 8501140417 Submits info re concerns associated u/quality of work by 
drug users at facility, per Investigation Repts !k>-498/80-29 
8e 50-499/80-29. Info deleted. 

CRDSSMAN, W. A. NRC - No Detailed Affiliation Given. 80/09/12. 

NRC - No Detailed Affiliation Given. Ip. 28390:051. 24X 

Fiche: 50-498, 84/07/03, 8501 140362. 



NONDOCKETED ITEMS 


409 


— 8501140421 Submits info re allegations by Brown & Root auditor at 
facility & summarizes events. Info deleted. 

PHILLIPS/ H. S. Region 4> Dallas/ Office of the Director. 80/08/0S. 

Region 4^ Dallas/ Office of the Director. 4pp. 28390:052. 24X 

Fiche: 50-498/ 84/07/03/ 8501140362. 


— 8501140424 Discusses Brown & Root Audit 36. Disagreement noted over 
responses provided to Brown it Root QA auditor. Results of 
interview listed. Info deleted. 

PHILLIPS/ H. 8. Region 4/ Dallas# Office of the Director. 80/07/09. 

Region 4, Dallas# Office of the Director. 2pp. 28390:056. 24X 

Fiche: 50-498. 84/07/03# 8501140362. 


— 8501140429 Submits info re alleged falsification of maint records# per 
Investigative Repts 50-498/80-21 «t 50-499/80-21. Info 
deleted. 

HERR/R. K. / DRISKILL# D. D. , SEYFRIT/K. V. Region 4# Dallas# Office of 
the Director. 80/08/11. Region 4# Dallas# Office of the 
Director. Ip. 28390:058. 24X Fiche: 50-498# 84/07/03# 8501 140362. 


— 8501140433 Submits info re falsification of maint records 
(Case 80-19-01). Info deleted. 

□BERG#C.R. / SEIDLE#W. C. NRC - No Detailed Affiliation Given. 
80/07/29. NRC - No Detailed Affiliation Given. Ip. 28390:059. 
24X Fiche: 50-498# 84/07/03# 8501 140362. 


8501140495 FOIA request for list of licensees in region who store 
radioisotopes. 

SCHAFER# A. C. World Venture Management# Inc. 84/06/13. Region 1# 
Office of Director. Ip. 28390:359. 


8501140499 Responds to FOIA request for list of licensees in Region I 
who store radioisotopes. Forwards computer listing of Region 
I licensees. W/o end. 

FELTON# J.M. Division of Rules and Records. 84/07/05. SCHAFER# A. C. 
World Venture Management# Inc. Ip. 28390:358. 


8501140503 Responds to FOIA request for names & addresses of all 
industrial source matl licenses (nonmedical) in Region 111. 

Two printouts end. W/o end. 

FELTON# J.M. Division of Rules and Records. 84/06/29. MIKOWSKI# J. 
Standard Nuclear Consultants# Ltd. Ip. 28390:356. 


8501140505 FOIA request for names & addresses of all industrial source 
matl licenses (nonmedical) in Region III. 

MIKOWSKI# J. Standard Nuclear Consultants# Ltd. 84/06/12. 

WIEDEMAN/D. Region 3# Office of Director. Ip. 28390:357. 


8501140508 Responds to FOIA request for draft rept on failure modes & 
effects analysis of events that could result in steam 
generator overfill for fac il ity. Forwards rept. Rept also 
available in PDR. 

FELTON# J.M. Division of Rules and Records. 84/05/17. PEDRO# J. NUS 
Corp. Ip. 28392:001. 24X Fiche: 50-2^9# 84/05/17# 8501140^08. 


—8501140514 "Nuclear Power Plant Steam Generator Overfill Resulting 
From Control Actions. " 

CLARK# F.H./ CLAPP# N.E.# BROADWATER# R. Oak Ridge National 
Laboratory. FIN B-0467. ORNL/TM-9061 . 84/02/28. Division of 

Facility Operations. 46pp. 28392:002. 


8501140509 FOIA request for documents re 1984 SALP repts for South 
Texas Project & 840505 meeting between NRC it licensee. 

OLASSPIEOEL# H. Shaw# Pittman# Potts & Trowbridge. 84/05/18. 
FELTON# J.M. Division of Rules and Records. Ip. 28392:049. 24X 

Fiche: 50-498/ 84/05/18# 8501140509. 


8501140513 Response to FOIA request for documents re 1984 SALP repts 
for South Texas Project it 840510 meeting. App documents 
available in PDR. Documents listed on app forwarded. 

FELTON# J.M. Division of Rules and Records. 84/07/03. 

GLASSPIEGEL/H. Shaw# Pittman# Potts Sc Trowbridge. 2pp. 28392:050. 
24X Fiche: 50-498# 84/07/03# 8501140513. 


B501140517 FOIA request for draft rept on failure modes Sc effects 
analysis of events that could result in steam generator 
overfill for facility. 

PEDRO# J. NUS Corp. CD-LIS-84-272. 84/04/10. Division of Rules 

and Records. Ip. 28392:048. 24X Fiche : 50-269# 84/04/10# 8501 140517. 


8501140519 FOIA request for documents re J Wampler allegations 
concerning safety violations in area of radioactive mails 
used to X-ray welds, 

CURRANVD, Harmon# Weiss « Jordan. CURRAN#D. New England Coalition 
on Nuclear Pollution. 84/04/06. FELTON# J.M. Division of Rules and 
Records. app, 28391:342, 24X Fiche: 50-443# 84/04/06# 8501140519. 


8501140521 FOIA request for four categories of documents# includ ing 
Commission 720126 order in ECCS rulemaking procedure re 
facility & minutes of 821003-07 second inti workshop on 
impact of hydrogen on water reactor safety. 

HIATT# S. L. Ohio Citizens for Responsible Energy. 84/04/11. 
FELTON# J.M. Division of Rules and Records. Ip. 28391:313. 


8501140523 Responds to FOIA request for documents re alleged safety 
violations at facility. Forwards App A documents. Info 
partially withheld (ref FOIA Exemption 6). Documents also 
available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/14. CURRAN, D, 
Harmon# Weiss St Jordan. 3pp. 28391:344. 24X Fiche; 50-443# 84/05/14# 

8501140523. 


— 8501140531 Discusses Allegation RI-84-A-0001 re Pullman-Higgins 
radiographers unauthorized access to radiographic area w/ 
source exposed Sc termination of al leger. Concerns will be 
reviewed by State of NH & NRC senior resident inspector. 
HAVERKAMP# D. R. Region 1# Office of Director. 84/01/18. 

ALLAN# J.M. Region 1# Office of Director. 6pp. 28391:347. 24X 

Fiche: 50-443, 84/05/14# 8501140523. 


— 8501140536 Discusses 840105-06 telcons re Pullman-Higgins radiography 
activities at fac ility. Dept of Labor responsible for 
reviewing discrimation complaint. Related info end. 

GALLO# R.M. Region 1# Office of Director. 84/01/11. WAMPLER# J. . 
Affiliation Not Assigned. 7pp. 28391:353. 24X 

Fiche: 50-443# 84/05/14,8501140523. 


8501140525 Partial response to FOIA request for four categories of 
documents. Forwards App A documents. Documents also available 
in PDR. Agenda from 821003-07 conference available from 
EPRI. 

FELTON# J.M. Division of Rules and Records. 84/05/14. HIATT# S. L. 
Ohio Citizens for Responsible Energy. 3pp. 28391:314. 24X 

Fiche: 50-001# 84/05/14# 8501140525. 


— 8501140530 Order re acceptance criteria for ECCS for light-water-cooled 
nuclear power reactors (rulemaking 50-1). Public interest 
would be served by inclusion of addl ACRS views responsive 
to requests in rulemaking proceeding. 

MCCOOL#W. B. Atomic Energy Commission. 72/01/26. 26pp. 

28391:316. 24X Fiche: 50-001, 85/05/14# 8501140525. 


8501140541 FOIA request for repts it records received by NRC since Sept 
1975 re feasibility of dry cooling methods for nuclear 
reactors. 

RYAN# J. A. Streich# Lang# Weeks S< Cardon. 84/03/13. Office of 
Administration. 3pp. 28391:001. 24X Fiche: 50-528# 84/03/13# 

8501140541. 


8501140545 -Responds to FOIA request for all records received by NRC 
since Sept 1975 re feasibility, of dry cooling methods for 
nuclear reactors. Documents 1,2 & 3 listed in App A available 
in LPDR in Phoenix# AZ. Document 4 must be purchased. 

FELTON, J.M. Division of Roles and Records. 84/04/26. RYAN# J. A. 
Streich# Lang# Weeks it Cardon. 2pp. 28391:004. 24X 

Fiche: 50-528# 84/04/26# 8501140545. 


•8501140548 BNWL-1958 

"Survey of Metis tk Corrosion Performance in Dry Cooling 
Applications. ” 

JOHNSON# A. B. # PRATT#D.R. # ZIMA#G.E. Battelle Memorial Institute# 
Pacific Northwest Laboratories. UC-12, 76/03/31. I84pp. 

28391: 006. 


— 8501140550 NEDL-TME 81-47 

"Assessment of Need for Dry Cooling 1981 Update. " 
SONNICHSEN# J. C. Hanford Engineering Development Laboratory. 
UC-ll#12. 82/01/31. 54pp. 28391:193. 


8501140558 FOIA request for all facility deficiency repts it all 
Security Level III violations. 

BROSIUS#E. Nuclear Awareness Network. 84/04/13. Office of 
Administration, Ip. 28389:095. 24X Fi c he: 50-482# 84/04/13# 

8501140558. 


8501140568 FOIA request for all facility notices of violations St 
deviations & civil penalties. 

BROSIUS#E. Nuclear Awareness Network. 84/03/30. Office of 
Administration, 3pp. 28389:096. 24X Fiche: 50-482# 84/03/30# 

8501140568. 


8501140573 FOIA request for notes# trip expenses 8t/or info re H Denton 
it B Russell trips to Japan to be placed in PDR« 

CONNOR# L. Doc-Search Associates. 84/04/10, Division of Rules and 
Recortlb. Ip- 28392: OPS- 
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B501 140575 Responds to FOIA request for info re H Denton & B Russell 
trips to Japan. Documents listed placed in PDR. Review 
continuing. 

FELTON, J.M. Division of Rules and Records. 84/05/08. CONNOR, L. 
Doc-Search Associates. Ip. 88392:086. 


—8501140578 Discusses abstract for 16th Japan AIF annual conference, 
"Role of Evaluation Period for NRC Safety Goals. " 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 
83/03/01. N0RI,K. Japan, Govt. of. 2pp. 28392:087. 


— 8501140579 Informs that HR Denton will attend 16th annual Japan AIF 
conference, scheduled for 830323-25, to present paper, "Role 
of Evaluation Period of NRC Safety Goals. " 

LAFLEUR, J. D. Office of International Programs, Director. 

83/03/02. Office of International Programs, Director. 3pp 
28392:089. 


— 8501140581 Discusses HR Denton 830321-27 visit to Japan. 

LAFLEUR, J. D. Office of International Programs, Director. 

83/03/15. HILL, B. D. Energy, Dept. of. MURAKAMI, K. Japan, Govt 
of. 5pp. 28392:092. 


8501140576 Partial response to FOIA requests for documents concerning 
various categories of info re fad lity. Forwards App A 
documents. App B documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/16. BROSIUS, E 
Nuclear Awareness Network. 6pp. 28389:099. 24X 

Fiche: 50-482, 84/05/16, 8501140576. 


8501140582 FOIA request for SECY-83-283, SECY-84-159, Bern son 840420 memo 
to Denton & Eisenhut 831024 memo to Jordan re fire issues & 

Eisenhut 831220 memo to Olsh inski re electrical separation. 

GRABER,L. NUS Corp. CD-LIS-84-354. 84/05/16. Division of Roles 

and Records. Ip. 28389:075. 


8501140583 Further response to FOIA request for five specific 
documents. Review comp 1 eted. SEC Y-S3-283 available in PDR. 
SECY-84-159 withheld in entirety (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/16. GRABER,L 
NUS Corp. 2pp. 28389:076, 


—85011500^ Insp Repts 50-413/84-12 & 50-414/84-08 on 840215-16. No 
violations or deviations noted. Major areas inspected: 
emergency preparedness exercise. 

HUFFMAN,G. N. Region 2, Office of Director. JENKINS, G. R. Division 
of Emergency Preparedness & Materials Safety. 50-414/84-08. 
84/03/02. 9pp. 28417:055. 24X Fiche: 50-413, 84/05/09, 8501150001. 






problems at facility. 

Vermont Yankee Decommissioning Alliance. 
FELTON, J.M. NRC - No Detailed Affiliation Given. 3pp. 
24X Fiche: 50-271, 84/05/02, 8501150025. 


84/05/02. 
28415: 221. 


8501150026 Further response to FOIA request for 13 categories of 
documents re why number of civil penalties Increased greatly 
between 1979 & 1980. App A & B documents available in PDR. 

Review continuing. 

FELTON, J.M. Division of Rules and Records. 84/07/03. SAMP, R. A. 
Shaw, Pittman, Potts it Trowbridge. 3pp. 28415:082. 


WWW/ o/ 


QC eoiiioraax cn^nges xo avBfV Commissic 

paper on revised NRC enforcement pol ic y. Review limited 
to general policy paper & App II. 

of Reactor Construction Inspection. 
80/07/08. THOMPSON, D. Executive Officer for Operations Support. 
4pp. 28415: 163. 


790716 request for Budget Review Group views oi 
SECY-79-436 re IE proposed unit resident inspector program. 

Group concerned that program not given detailed 
consideration customary to development of major program. 

ENGELHARDT, T. F. Office of the Executive Legal Director. 79/07/24 
AHEARNE Commissioners. 3pp. 28415:085. 


8501150032 Forwards House of Representatives Bill H. R. 5297 granting 
modified closed rule, 1 imiting debate to 1 h & only allowing 
Atomic Energy Act to be amended for safeguards & civil 
penalties legislation. 

COMBS, F. Office of Congressional Affairs. 79/11/07. KAMMERER, C. 
Office of Congressional Affairs. 16pp. 28415:088. 


—850 1150137 SEC Y-S3-2S3 

Informs Comission of public comments received on draft 
policy statement on regional ization. 

DIRCKS, W. J. Office of the Executive Director for Operations 
83/07/13. 17pp. 28389:078. 


Provides description of current policy on enr 
against individual licensed operators 8c mechanisms for 


enrorcemens acvic 


implementing policy, per 800103 request. 

Inspection and Enforcement. 
80/01/23. KENNEDY Commissioners. 2pp. 28415: 104. 


8501150001 Further response to FOIA request for documents re emergency 
planning at facility. Forwards App A documents. App B 
documents available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/09. AHLERS, D M 
Palmetto Alliance. 3pp. 28416:224. 24X Fiche: 50-413, 84/05/09, ' 

8501150001. 


—8501150004 "Proposed Catawba Nuclear Station Emergency Plan for 
Southwest Charlotte. " Related info end. 

* Carolina Environmental Study Group. 84/03/21. 67pp. 

28416:244. 24X Fich e: 50-413, 84/05/09, 8501 1 50001. 


— B501150007 Discusses proposals for submittal dates of prefiled 
testimony 8c commencing hearings on emergency planning within 
mid-Apr - early May time frame. Further rept will be provided 
following 840323 meeting. Related info end. 

KNOTTS, J.B. Bishop, Liberman, Cook, Purcell & Reynolds. 84/03/12. 

MARGULIES, M. B. , LAZO, R, M. , HOOPER, F, F. Atomic Safety and 
Licensing Board Panel. 11pp. 28416:316. 24X 

Fiche: 50-413, 84/05/09, 8501150001. 


-8501150010 Forwards exercise scope t, objectives re full-scale exercis 
scheduled for 840215-16, per JP Stohr 820129 Itr, 

T^CKER,H.B, Duke Power Co, 83/11/30. 0 'REILLY, J. P. Region 2, 

8501150001*^*^*''*°’'' 28416:331. 24X Fi che: 50-413, 84/05/09. 


S®£J-150011 Ack receipt of B31205 Itr re Feb 1984 emergency exercise. 
Scenario will be reYiewpd upon receipt. 

Division of Project 8c Resident Programs. 83/12/22. 
TUCKER, H.B. Duta: Powier Co. Ip. 28416:337. 24X 

Fiche: 50-413*84/05/09, 8501150001, 


Repts 50-413/84-12 8c 50-414/84-08 on 
840215-16. No violations or deviations .noted. 

Pi-oject 8c Resident Programs. 84/03/07. 
TUCKER, H<B. puKe Power Co. 2pp. 28417:053 24X 

Fiche: 50-413, 84/05/Q9, 8501150001. 


8501150049 Forwards comments on enforcement policy 8e criteria. 
SNIEZEK, J. NRC - No Detailed Affiliation Given. 80/02/08. 

KEPPLER.J, NRC - No Detailed Affiliation Given. 3pp. 28415:106. 


-8501150054 Forwards memo soliciting views on major enforcement issues 
that emerged from enforcement proposals 8c summarizing plans 
for development of revised statement of enforcement policy 
8c program, for signature. 

N, Office of Resource Management, Director. 80/05/09. 
DIRCKB, B. NRC - No Detailed Affiliation Given. 10pp. 28415:153. 


-8501150063 Comments on revised NRC enforcement policy, per 800630 
request. Proposed policy unduly complicated by attempt to 
distinguish between three levels of violation. 

ENGELKEN, R. H. Region 5, Office of Director. 80/07/09, 
THOMPSON, D. Director's Office, Office of Inspection and 
Enforcement. 6pp. 28415: 168. 


8501150068 Comments on revised NRC enforcement policy, per 800630 
request. Formal guidance omitted from revised policy. Panel 
processing of violations recommendad. 

VETTER, W.E. Region 4, Office of Director, 80/07/11. THOMPSON, D. 
28415*174* Inspection and Enforcement. 3pp. 


—8501150092 Forwards comments on 800630 proposed rev to NRC enforcement 
policy. 

CUMMINGS, J, J. Office of Inspector 8( Auditor. 80/07/22. STELLO, V, 
2a415°**7'* O^'^ice of Inspection and Enforcement. 3pp. 


Forwards comments on SECY-80-139 re NRC enforcement program. 
Director's Office, Office of Inspection and Enforcement. 
28415^180 ^ILINSKY, HENDRIE Commissioners. 13pp. 


85011^028 Further response to FOIA request for documents re discovery 
of Co-60 release problems at facility. 

FELTON, J.M. Division of Rules and Records? 84/06/18, LONOENECKER 
Vermont Yankee Decommissioning Alliance. 3pp. 28415*224 24X 

Fiche: 50-271, 84/06/18, 8501150028 
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— S50115UO31 Forwards LRS Consultants rept on Team Visit 1-84 for 1984 S< 
840316 transmittal Itr to R Snel 1 ing< Governor< State of VT. 

CONWAYj W. F. Vermont Yankee Nuclear Power Corp. 84/03/16. 

RAYMOND^ Ul. J. NRC - No Detailed Affiliation Given. 4pp. 

28415:227. 24X Fiche: 50-271, 84/06/18, 8501150028. 


— 8501150033 "LRS Consultants Visit 1-84,840208-10." 

LAPP,R. E. , RICE, C. M. , ST AKER, R. G. LRS Consultants. 84/02/10. 
16pp. 28415:231. 24X Fiche: 50-271, 84/06/18, 8501 150028. 


— 8501150036 Forwards LRS Consultants rept on Team Visit 3-83 for 1983 & 
831118 transmittal Itr to R Snel 1 ing. Governor & State of VT. 

CQNWAY,W. F. Vermont Yankee Nuclear Power Corp. 83/11/18. 

RAYMOND, M. J. NRC - No Detailed Affiliation Given. 3pp. 

28415: 259. 24X Fiche: 50-271 , 84/06/18, 8501150028. 


— 8501150039 "LRS Consultants Team Visit 3-83,831012-14. " 

« LRS Consultants. 83/10/14. 23pp. 28415:262. 24X 

Fiche: 50-27 1 , 84/06/ 1 8, 850 1 1 50028. 


-8501150044 Forwards summary of 831013 meeting w/State of VT 
representatives. Technical issues from util findings can be 
dispositioned by Region I. Plants must be alerted to 
magnitude of releases through roof vents. 

RAYMOND, W.J. NRC - No Detailed Affiliation Given, 83/10/14. 
GALLO, R.M. Region 2, Office of Director. 3pp. 28413:285, 24X 

Fiche: 50-271,84/06/18, 8501150028. 


— 8501150050 Rev 1 to RO 83-06: accumulative from 840810-23, bui Id up of 
detectable quantities of plant-related Co-60 in Connecticut 
River. Caused by turbine bldg roof vents failing to filter 
waste. Procedural changes implemented. 

# Vermont Yankee Nuclear Power Corp. RO-831007. 83/10/07. 20pp. 

28415:290. 24X Fiche: 50-271, 84/06/18, 8501150028. 


— 8501150053 Forwards summary & chronology of investigations & findings 
re presence of Co-60 in north storm sewer sys 8e Connecticut 
River. Info will be summarized in Insp Rept 83-21. 

RAYMOND, W.J. NRC - No Detailed Affiliation Given, WJR/VY 83-10. 
83/09/06. GALLO, R. M. Region 2, Office of Director, 41pp. 
28415:310. 24X Fiche: 50-271, 84/06/18, 8501150028. 


8501150030 Further response to FOIA request for three categories of 
records re util or fac il ity, Apps E & F documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/18. BELAIR, R. R. 
Kirkpatrick «c Lockhart. 5pp. 28417:155. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


— 8203160412 Questions rationale behind & mods required re increased 
electrical output for plant. 

HAFNER, B. Affiliation Not Assigned. 82/03/07. WILSON, J. N. 
Division of Licensing. 5pp. 28417:172. 24X Fi che: 50-322, 

84/05/18, 8501150030. 


— 8205170208 Questions util reason for requesting proposed Tech Spec 
changes to NUREO-0420, Section 6. 7, MSI V leakage control sys. 
HAFNER, B. Affiliation Not Assigned. 82/05/10. WILSON, J. 
Division of Licensing. 2pp. 28417: 170, 24X Fiche: 50-322, 

84/05/18, 8501150030. 


-8311290415 Inf orms, in response to 831010 Itr, that copies of actual test 
procedures used by util to test emergency diesel generators 
not kept by NRC, Since 831017 telcon,NRC received test 
procedures. FSAR excerpt end, 

SCHWENCER, A. Licensing Branch 2. 83/10/28. JAFFE, H. Affiliation 

Not Assigned. 2pp. 28417:251. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


— 8311300229 Forwards resolution passed by Rocky Point Board of Educ at 
831031 monthly meeting, opposing OL issuance. Approved 
evacuation plan should be devised. 

KUZL08KI,V. Affiliation Not Assigned. ISSUANCES OL-3. 83/11/15. 

LAURENSON, J. A. Atomic Safety and Licensing Board Panel. 2pp. 
28417:268. 24X Fiche: 50-322, 84/05/18, 8501150030. 


— 8312300317 Responds to 830722 request for addi info re NRC rept 
entitled "Finding of LILCO Transition Plan as Requested by 
NRC as Part of NRC Licensing of Shoreham Nuclear Power 
Station. " Plan considered adequate. 

BRAGG, J. S, Federal Emergency Management Agency. 83/08/29, 

DXRCKS, W. J. Office of the Executive Director for Operations. 3pp. 
28417; 245. 24X Fiche: 50-322, 84/05/18, 8501150030. 


— 8401030400 Responds to 831115 Itr to Chairman Palladino expressing 
concern of Rocky Point Board of Educ re facility evacuation 
plans. Forwards NUREG-0396, W/o end. 

0EY0UNG,R. C. Director's Office, Office of Inspection and 
Enforcement. 83/12/20. KUZLOSKI,V. Rocky Point, NY. Ip. 
28417:270. 24X Fiche; 50-322, 84/05/18, 8501150030. 


— 8401190319 Forwards V Kuzloski of Rocky Point, NY Board of Educ 831115 
Itr, petition & NRC response re offsite emergency 
preparedness. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/12/30. KRIMM,R. W. Federal Emergency 

Management Agency. 2pp. 28417:266. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


— 8501150035 Responds to 810401 Itr listing seven concerns re emergency 
planning per NUREO-0654. 

GRIMES, B.K. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 81/08/27. HAFNER, W. Affiliation Not 

Assigned. 3pp. 28417:160. 24X Fiche: 50-322, 84/05/18, 8501 150030. 


— 8501150038 Raises questions re fac i 1 ity, based on NUREG-0420 & SER. 
Topics inc 1 ude: RHR, automatic switchover of RCIC sys suction, 
multiplexing circuitry, stainless steel pipe cracking & Mark 
II load criteria. 

HAFNER, B. Affiliation Not Assigned. 82/05/23. WILSON, J. N. NRC - 
No Detailed Affiliation Given. 2pp. 28417:166. 24X 

Fiche: 50-322, 84/05/ 1 8, 8501 1 50030. 


‘8501150042 Requests response to end questions re MSIV leakage at 
facility, per NUREO-0420. 

HAFNER, B. Affiliation Not Assigned. 84/07/21. GILBERT, R. NRC - 
No Detailed Affiliation Given. 2pp. 28417: 168. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150046 Provides info re W Hafner 8t N Romaine concerns re facility 
interim licensing. Effect of interim licensing legislation 
allows low power testing up to 5% rated full thermal power 
after thorough safety review. 

MALSCH, M. G. Office of the General Counsel. 82/12/07. CARNEY, W. 
House of Rep. 2pp. 28417:163. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


— 8501150059 Responds to 830228 Itr stating concerns re emergency 
preparedness tt mgt of radwaste. Some wastes produced as 
result of reactor operation are stored onsite & others 
transported to commercial disposal facilities. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/03/28. OPINANTE, A. Affiliation Not Assigned. 
2pp. 28417:176. 24X Fiche: 50-322, 84/05/18, 8501 150030. 


— 8501150061 Opposes startup of plant based on concerns expressed in 
areas of emergency planning & mgt of radwaste. 

OPINANTE, A. Affiliation Not Assigned. 83/02/28. PALLADINO 
Commissioners. Ip. 28417:178. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


— 8501150064 Forwards P Dower Apr 1983 statement re installation of 
improper reactor chamber floor drains, received during 830418 
legislative hearing. Info re Region I resolution requested. 
BOLLWERK, P. Office of the General Counsel. 83/04/19. ALLAN, J. M. 
Region 1, Office of Director. 2pp. 28417:179. 24X 

Fiche: 50-322, 84/05/ 1 8, 8501 1 50030. 


—8501150067 Suggests meeting w/FEMA, State of NY St NRC re issues 
discussed in D Axelrod Itr to ASLB re facility. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/04/21. AXELROD, D. New York, State of. 16pp. 28417:181. 24X 

Fiche: 50-322, 84/05/ 1 8, 850 1 1 50030. 


— 8501150076 Disagrees w/H Hurwitz contention that NRC places undue 
emphasis on lower doses Sc misdirects efforts in accident. 
NUREO-0396 cited as representative of full spectrum of 
accident scenarios considered in emergency plan development. 
DXRCKS, W.J. Office of the Executive Director for Operations. 
83/06/20. HURWITZ, H. Affiliation Not Assigned. 3pp. 28417:198. 
24X Fiche: 50-322, 84/05/18, 8501150030. 


— 8501150081 Provides background re State of NY attitudes re energy Sc 
ionizing radiation, in relation to fac i 1 ity. Requests that 
emergency planning be based on trigger level for mass 
evacuation w/anticipated dose commitment of at least 50 rem. 
HURWITZ, H. Affiliation Not Assigned. 83/05/11. DXRCKS, W. J. 

Office of the Executive Director for Operations. 5pp. 28417:202. 

24X Fiche: 50-322, 64/05/18, 8501150030. 


—8501150091 Forwards description of process used by regional examiners 
Sc mgt re operator licensing, in response to Governor Cuomo 
Commission discussion. Prior correspondence to licensees re 
overtime policy Sc NRC publication policy enql. 

8TAR0STECKI, R. Division of Project & Resident Programs. 83/08/15. 

CHRISTENBURY,E. Hearings Division. 8pp. 28417:227. 24X 

Fiche: 50-322, 84/05/18, 8501 15003Q. 


—8501150117 Recommended util Sc/or manufactorer as sources for handbook 
or spec manual describing re quir em'ehts Sr test in^j procedures 
for diesel generators used at facility, per 83^831 request. 

INGRAM, F.L. Office of Public Affairs. 83/09/09. JAFFE, H. 
Affiliation Not Assigned. Ip. 28417:248. 24X 

Fiche: 50-322, 84/05/18, 8501150030. 
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■8501150122 Requests 60'’day extension until B40201 for completion of 
independent review of Rev 1 to util transition plan for 
facility. Extension would allow for more thorough review & 
would avoid disruption of other pressing projects. 

KRIMM, R. W. Federal Emergency Management Agency. S3/10/27. 

JORDAN* E. L. Division of Emergency Preparedness te Engineering 
Response (Post S30103). 2pp. 28417:249. 24X 

Fiche: 50-322* 84/05/18* 8501150030. 


— 8501150128 Requests review of Rev 2 to util transition plan by 840201* 
per 831027 request for 60-day extension. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/10. KRIMM*R.W. Federal Emergency 

Management Agency. 4pp. 28417:254. 24X Fiche: 50-322* 84/05/18. 

8501150030. 


■8501150139 Forwards Rev 2 to util local offsite radio response plan & 
implementation procedures* per Nov 1983 commitment. Related 
info end. 

JORDAN* E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 83/11/15. KRIMM, R. W. Federal Emergency 

Management Agency. 7pp. 28417:258. 24X Fiche: 50-322* 84/05/18. 

8501150030. 


— 8501150156 Advises that FEMA findings & determinations on util offsite 
transition plan targeted for provision to NRC by 840301. 

Related info end. 

SCHWARTZ* S. A. Director's Office* Office of Inspection and 
Enforcement. 84/05/18. CHRISTENBURY* E. Hearings Division. 5pp. 
28417:274. 24X Fiche: 50-322* 84/05/18* S501150030. 


— 8501150160 Summarizes 840411 meeting w/State of NY re util proposal 
for low power operation in view of problems w/TDI diesel 
generators. 

MURLEY.T. E. Region 1* Office of Director. 84/04/12. DIRCKS. W. J. 
Office of the Executive Director for Operations. 9pp. 26417:281. 
24X Fiche: 50-322*34/05/18*8501150030. 


■8501150164 Responds to 830228 request for clarif ication of three items 
re State of NY views on emergency planning. 

AXELROD* D. New York* State of. 84/05/18. BRENNER* L. Atomic 
Safety and Licensing Board Panel. 2pp. 28417:290. 24X 

Fiche; 50-322* 84/05/18, 8501150030. 


8501150034 FOIA request for May* Aug & Nov 1983 quarterly updates to 
severe accident research plan. 

BUCKLES* R. NUS Corp. CD-LIS-84-330. 84/05/07. Division of Rules 

and Records. Ip. 28417:295. 


8501150037 Responds to FDIA request for 830506*0805 & 1113 quarterly 
updates to severe accident research plan. Documents 
available in PDR. 

FELTON* J.M, Division of Rules and Records. 84/05/24. BUCKLES* R. 
NUS Corp. Ip. 28417:296. 


8501150040 "Severe Accident Research Program* " quarterly rept. 

* Brookhaven National Laboratory. 83/05/06. NRC - No Detailed 
Affiliation Given. 38pp. 28417:297. 


■8501150043 "Severe Accident Research Program* " quarterly rept. 

* Brookhaven National Laboratory. 83/08/05. NRC - No Detailed 
Affiliation Given. 58pp. 28417:335, 


■8501150045 "Severe Accident Research Program* " quarterly rept. 

# Brookhaven National Laboratory, 83/11/14. NRC - No Detailed 
Affiliation Given. 49pp. 28418:031. 


8501150041 Appeals denial of 831123 FOIA request for 831115 transcript 
re pending plant investigations & documents prepared after 
discussing 830701 staff decision not to approve util actions 
for plant, 

HICKEY* J.P. Shaw* Pittman* Potts Trowbridge. 84/02/10. 

CHILK* S. J, Office of the Secretary of the Commission* Ip. 

28418: 080. 24X Fiche; 50-358* 84/02/10* 8501150041, 


8501150048 FOIA request for 831115 transcript re pending investigations 
of plant & documents prepared on or after 830701 re staff 
decision not to approve util proposed course of action for 
plant, 

HICKEY* J.P. Shaw* Pittman* Potts 8t Trowbridge, 83/11/23. 

6RIMSLEY* D. H. • Division of Rules and Records, 2pp. 28418:081. 24X 

Fiche: 50-358. 83/11/23, 8501 1 50048. 


8501150052 Partial reply to FOIA 831123 request. FOIA requests re 
facility cannot be completed until Ofc of Investigations 
completes investigation of allegations. 

FELTON* J.M. Division of Rules and Records. 84/01/10, HICKEY* J.P, 
Shaw, Pittman* Potts & Trowbridge. Ip. 28418:083. 24X 

Fiche: 50-358* 84/01/18* 8501 150052. 


8501150057 FDIA request for list of licensees in Region IV who store 
radioisotopes. 

SCHAFER, A. C. World Venture Management* Inc. 84/06/13. Region 4* 
Office of Director, ip. 28404:324. 


8501150058 Partial response to appeal re denial of FOIA request for 
documents concerning facility* Forwards transcript of 831115 
closed commission meeting re facility investigation. 

Transcript partially withheld (ref FOIA Exemption 7). 

CHILK* S. J. Office of the Secretary of the Commission. 84/07/03. 
HICKEY. J.P. Shaw* Pittman* Potts & Trowbridge. 2pp. 28418:084. 
24X Fiche: 50-358* 84/07/03* 85011 50058. 


— 8501150065 Transcript of Commission 831115 closed meeting in 
Washington. DC re pending investigations of facility. Pp 1-99. 
* Commissioners. 83/11/15. 101pp. 28418:016. 24X 

Fiche: 50-358* 84/07/03* 8501150058. 


8501150062 Responds to FOIA request for list of licensees in Region IV 
who store radioisotopes. Forwards computer listing of 
Region IV licensees. 

FELTON, J.M. Division of Roles and Records. 84/07/05. SCHAFER* A. C. 
World Venture Management* Inc. Ip. 28404:325. 


8501150069 Appeals denial of FOIA request. 

HANAUER, S. H. Technical Analysis Corp. 84/03/21. DIRCKS* W. J. 
Office of the Executive Director for Operations. Ip. 28418: 128. 


8501150070 Responds to FOIA request for G Mizuno 840327 Itr to J Ellis 
re ASLB Chairman Block 831228 order on QA design of plant & 

IE Snupps Callaway 1 rept. Document 1 listed on App A end. 

Documents 2-4 listed on App A available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/17. BROSIUS*E. 
Nuclear Awareness Network. 2pp. 28416:001. 24X 

Fiche: 50-000* 84/05/17* 8501150070. 


8501150072 Responds to appeal re denial of FOIA request for info on 
plant. Computer printout from plant allegation tracking sys 
end. 

FELTON* J.M. Division of Rules and Records. 84/06/20. HANAUER* 8. A. 
Technical Analysis Corp. 3pp. 28416:129. 24X Fiche: 50-356* 

84/06/20* 8501150072. 


—8501150073 Region III tracking sys re plant allegations. 

* Region 3, Office of Director. 84/02/29. 250pp. 28418: 132. 

24X Fiche; 50-358* 84/06/20, 8501150072. 


8501150074 FOIA request for SAND77-1352C* "Competing Risk Model for 
Reduction in Life Expectancy from Radiogenic Latent 
Cancer* " to be made available at PDR. 

SHOLLY*S. C. Union of Concerned Scientists. 84/04/26. FELTON* J. M. 
Division of Rules and Records. Ip. 28404:283. 


8501150079 Responds to FOIA request for SAND77-1352C* "Competing Risk 
Model for Reduction in Life Expectancy from Radiogenic 
Latent Cancer. " Document placed in PDR. 

FELTON* J.M. Division of Rules and Records. 84/05/22. SHOLLY, S. C. 
Union of Concerned Scientists. Ip. 28404:284. 


— 8501150083 SAND77-1352C 

"Competing Risk Model for Reduction in Life Expectancy^ from 
Radiogenic Latent Cancer. " 

DAVIS, H.T. Sandia National Laboratori as. 77/12/31. NRC - No 
Detailed Affilietion Given. 20pp. 28404:265. 


8501150086 FDIA request for all records re NRC monitoring *e overeight 
of eight specified contractors & all records re problems* 
deficiencies or flaws found in specified firms. 

BERNABEI* L. * HENDERSON* T. Government Accountability Project. 
84/03/21. Office of Administration. 2pp. 28404:281. 


0501150089 Responds to FOIA request for meaning of earthquake ratings 
on Chirardelli Complex of Bldgs* St Mary Cathedral it Bank 
of America Bldg in San Francisco. NRC not in possession of 
info requested. 

FELTON, J.M. Division of Rules and Records. 84/05/09. CALSOYAS* C. D, 
Affiliation Not Assigned. Ip. 28404:326. 


8501150090 Response to FOIA request for all racords re NRC monitoring it 
oversight of eight specified contractors it all records re 
problems* deficiencies or flaws found in work of specified 
firms. Request overbroad. 

FELTON* J.M. Division of Rules and Racords. 84/07/12. BERNABEI* L.* 
HENDERSON* T. Government Accountability Project. 2pp. 28404:279, 


0501150097 FOIA request for meaning of earthquake ratings on 
Chirardelli Complex of Bldg*St Nary Cathedral & Bank of 
America Bldg in San Francisco. 

CALSOYAS* C. D, Affiliation Not Assigned. 84/03/31. NRC - No 
Detailed Affiliation Given. 4pp. 28404:327. 
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S501150098 Partial response to FOIA request for all physical security 
& safeguards insp repts from 1979 to present for listed 
research reactors. Portions of Documents 1 & 2 listed in App 
A encl.Addl info withheld (ref FOIA Exemption 4). 

FELTON. vJ. M. Division of Rules and Records. 84/05/24. AFTER 0000. S. 
Committee to Bridge the Gap. 3pp. 28404:305, 24X 

Fiche: 50-000. 84/05/24. 8501150098. 


8501150100 FOIA request for SECY-83-514 to be placed in PDR. 

GRABER.L. D. NUS Corp. CD-LIS-84-212. 84/03/27, Division of 

Rules and Records. Ip. 28392:242. 


8501150103 Response to FOIA request for SECY-83-514. SECY placed in PDR. 
FELTON.J. M. Division of Rules and Records. 84/07/02. GRABER.L. D. 
NUS Corp. Ip. 28392:243. 


—8312270350 SECY-83-514 

Requests Cootmission approval of general policy statement re 
NRC role in responding to transportation accidents it 
incidents involving radioactive matls to assess radiation 
safety. 

DIRCKS. W. J. Office of the Executive Director for Operations. 
83/12/16. 31pp. 28392:244. 


8501150104 Partial response to FOIA request for physical security 8t 
safeguards insp repts for all nonpouier reactors in Regions 
II Sc V from 1979 to present. Forwards App A documents. 

Portions of documents withheld (ref FOIA Exemption 4). 

FELTON. J.M. Division of Rules and Records. 84/06/21. AFTEROOOD, S. 
Committee to Bridge the Gap. 4pp. 26416:049. 24X 

Fiche: 50-000» 84/06/21. 8501150104. 


— 8501150126 Sanitized version of Insp Rapt 50-326/79-01 on 790207-08. No 
noncompliance noted. Major areas inspected: organization Sc 
operations, measurements Sc controls, shipp ing Sc receiving, 
physical inventory Sc storage Sc internal controls. 

BROCK, B.L.. KOBORI.Y. . NORDERHAUG. L. R. Regions. San Francisco, 
Office of the Director. 79/02/16. 3pp. 28416:054, 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150133 Sanitized version of Insp Rapt 50-113/79-02 on 790205-06. No 
noncompliance noted. Major areas inspec ted: organization Sc 
operations, measurements Sc controls, shi pp ing Sc receiving, 
physical inventory Sc storage Sc internal controls. 

BROCK, B.L.. KOBORI.Y., NORDERHAUG, L. R. Regions, San Francisco, 
Office of the Director. 79/02/16. 3pp. 20416:056. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


-8501150136 Sanitized version of Insp Rept 50-394/79-01 on 790307. No 
noncompliance noted. Major areas inspac ted; organi zatlon Sc 
operations, physical inventory, records & repts of SNM. 

BROCK, B.L.. UIEDER,A. V. . NORDERHAUG, L. R. Region 5, San Francisco, 
Office of the Director. 79/03/28. 3pp. 20416:062. 24X 

Fiche; 50-000, 84/06/21, 8501150104. 


—8501150142 Sanitized version of notice of violation from insp on 
790226. 

* Region 5, San Francisco, Office of the Director. 79/03/30. Ip. 
28416: 067. 24X Fiche: 50-000, 84/06/21, 8501150104. 


—0501150149 Sanitized version of Insp Rept 50-326/79-02 on 790226, 
Noncompliance noted; security door not secured Sc fuel access 
equipment not controlled per security plan. 

NORTENSEN, W. P. , NORDERHAUG. L. R. Region 5, Sen Francisco, Office of 
the Director. 79/03/28. 5pp. 28416:068. 24X 

Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150154 Sanitized version of Insp Rept 50-224/79-02 on 790521. No 
noncompliance noted. Major areas inspected: security plan, SNM 
protection^ security organization, access control, alarm sys. 
keys, locks Sk combinations, communications Sc surveillance. 

POWER, E.U., NORDERHAUG, L. R. Region 5, San Francisco, Office of the 
Director. 79/06/05. 5pp. 20416:075. 24X Fiche: 50-000, 84/06/21 . 

8501150104. 


— 8501150162 Sanitized version of Insp Rept 50-a|43/79-01 on 790514-15. No 
noncompliance noted. Major areas inspected ; sfcurity plan, SNM 
prptfction, security organization, access control, alarm sys, 
keys, locks fc combinations, survei Hence tc procedures. 

HORTENS^, U. P. , NORDERHAUG, L. R. Regions, S»n Francisco, Office of 
the DirocW, 79/06/18. 4pp. 28416:082. S4X ^ 

Fiche: 50 - 600 , 84/06/21,8501150104. 


-8501150173 Sanitized version of Insp Rept 50-326/79-04 on 790713. No 
noncompliance noted. Hajor areas inspected:access control,^ 
alarm sgs^ Mge, locks Sc combinations Sc protfction against 
rad iplogi'cal "sabotage,' 

MORTENSENirt. P. , IVEY, L. W. , NORDERHAUG^ L. R.: "Reg* On 5/ San 
Francisco. Offic# of tha Director. 79/08/09. Spp. 28416:092. 
24X Fiche: 50-000, 84/06/21,8501150104. 


■8501150182 Sanitized version of Insp Rept 50-538/84-01 on 840320-21. No 
noncompliance noted. Major areas inspec ted ; organization, keys, 
security plan/implementation procedures, records & repts, 
testing it maint, locks S< combinations & communications. 

TILLMAN, A., MCGUIRE, D. R. Region 2, Office of Director, 84/03/30. 
5pp. 28416:096. 24X Fiche: 50-000, 84/06/21 , 8501150104. 


— 8501150198 Sanitized version of Insp Rept 50-538/81-01 on 810121-22. No 
noncompliance noted. Major areas inspected: security plan, SNM 
protection, security organization, access control, alarm sys, 
key S( lock control, c ommunication 8c surveillance procedures. 

HOWELL, J. C. , MCGUIRE, D. R. Region 2, Atlanta, Office of the 
Director. 81/02/11. 4pp. 28416:103. 24X Fiche; 50-000, 84/06/21, 

8501150104. 


8501150203 Sanitized version of notice of violation from insp on 
790306-07. 

* Region 2, Atlanta, Office of the Director. 79/03/23. Ip. 
28416:109. 24X Fiche: 50-000, 84/06/21, 8501150104. 


•8501150210 Sanitized version of Insp Rept 50-538/79-01 on 790306-07. 
Violation noted: fai lure to conduct security program reveiut. 

PERRY, C.D., GILLESPIE, F, P. Region 2, Atlanta, Office of the 
Director. 79/03/23. 4pp. 28416:110. 24X Fiche: 50-000, 84/06/21, 

8501 1 50104. 


—8501150220 Sanitized version of Insp Repts 50-062/83-04 <c 50-396/83-01 
on 831031—1101. No noncompliance noted. Major areas inspected: 
security plan, organization, physical barriers, locks, key s & 
combinations 8c records 8c repts. 

* Region 2, Office of Director. 50-396/83-01. 83/11/25. 4pp 

28416:116. 24X Fiche: 50-000, 84/06/21, 8501150104. 


— 8501150392 Sanitized version of Insp Repts 50-062/81-01 8c 50-396/81-01 
on 810505. No noncompliance noted. Major areas inspected: 
security plan 8c organi zation, physical barriers, access 
control, communi cati ons it records 8c repts. 

HALL, B. L. , MCGUIRE, D.R. Region 1, Philadelphia, Office of the 
Director (81/03/01). 50-396/81-01. 81/06/08. 4pp. 28416: 122, 

24X Fiche; 50-000, 84/06/21*8501150104. 


-8501150395 Sanitized version of Insp Rept 50-160/79-02 on 790328-29. No 
noncompliance or deviations noted. Major areas inspected; 
physical security plan, essential equipment, security areas, 
sys 8c organization 8< access control. 

FUCHKO, J.M. , TOBIN, M.J. Region 2, Atlanta, Office of the Director. 
79/04/11. 5pp. 28416:128. 24X Fiche: 50-000, 84/06/21, 8501 150104. 


—8501150397 Sanitized version of notice of violation from insp on 
811008-15. 

* Region 2, Atlanta, Office of the Director. 50-276/81-02. 
81/11/06. 2pp. 28416:135. 24X Fiche; 50-000, 84/06/21, 8501150104. 


— 8501150400 Sanitized version of Insp Repts 50-160/81-02 Sc 50-276/81-02 
on 81 1008-15. Violati ons noted : physical security sys not 
maintained per approved plan. 

PERNEY, C. D. , GOODE, R.W., MCGUIRE, D.R. Region 2, Atlanta, Office of 
the Director. 50-276/81-02. 81/11/03, 9pp. 28416:137. 24X 

Fiche; 50-000,04/06/21, 8501150104. 


— 8501150405 Sanitized version of Insp Rept 50-297/81-02 on 810803-04. No 
noncompliance noted. Major areas inspected: physical 
protection plan, SNM protection, security organization, access 
control, alarm sys «c communications. 

HALL, B. L. , MCGUIRE, D.R. Region 2, Office of Director. 84/03/12. 

3pp. 28416:151. 24X Fiche: 50-000,84/06/21, 8501150104. 


— 8501150409 Sanitized version of Insp Rept 50-297/81-01 on 810803-04, No 
noncompliance noted. Major areas inspacted : phy sical 
protection plan, SNM protection, security organization, access 
control, alarm sys & communications. 

HALL. B. L. , MCGUIRE, D.R. Region 2, Atlanta, Office of the Director 
(81/03/01). 81/08/13, 4pp. 28416:156. 24X Fiche: 50-000, 

84/06/21, 8501150104. 


— B5011504H Sanitized version of Insp Rept 50-297/80-01 on 800605. No 
noncompliance noted. Major areas inspec ted: security plan b 
organization, access control, alarm sys, keys, locks 
combinations it surveillance, 

HOWELL, J.C. , GILLESPIE, P. F. Region 2, * Atlanta, Office of the 
Director. 80/06/25, 3pp. 28416:162. 24X Fiche: 50-000, 84/06/21, 

85011501(}4. 


— B501150415 Sanitized version of Insp Rept 50-406/83-01 on 831214-15. No 
noncompliance noted. Major areas inspec ted; documentation b 
verificatibn that no nuclear fuel present at facility, 

HALL.B, L, , MCGUIRE, D.R, Rag ion 2, Office of Director. 83/12/28. 

2pp. 2S416: 166, 24:X Fiche: 50-000, 84/06/21* 8501150104. 
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— 8501150419 Sanitized version of Insp Rept 50-406/81-01 on 810914-15. Nc 
noncompliance noted. Major areas inspected: physical 
protection plan«8NM protection* security organization* access 
control* alarm sys Sc surveillance. 

HALL* B. L. * MC0UIRE*D. R. Region 2* Atlanta* Office of the Director 
<81/03/01). 81/10/06. 5pp. 28416:170. 24X Fic he: 50-000* 

84/06/21*8501150104. 


— 8501150423 Sanitized version of Insp Rept 50-406/80-01 on 800212. No 
noncompliance noted. Major areas inspected: security plan* 
areas & organi zation* access control* security sys Sc program 
review Sc fuel storage. 

MOORE*D. E. * TOBIN* W.J. Region 2* Atlanta* Office of the Director. 
80/02/28. 3pp. 28416:177. 24X Fiche; 50-000* 84/06/21* 8501 150104. 


— 8501150427 Sanitized version of Insp Repts 50-013/81-02* 50-099/81-02 Sc 
70-0824/81-02 on 810506-07. No noncompliance noted. Major 
areas inspected: security plan Sc organi zation* physical 
barriers* access control Sc alarm stations. 

HALL* B. L. * MCOUIRE* D. R. Region 2* Atlanta* Office of the Director. 

50-099/81-02. 81/06/08. 4pp. 28416: 182. 24X 

Fiche; 50-000* 84/06/2 1 * 850 1 1 50 1 04 . 


—8501150433 Sanitized version of Insp Repts 50-013/82-03 Sc 70-0824/82-10 
on 820930-1001. No noncompliance noted. Major areas inspected: 
physical protection of low enriched strategic nuclear matl. 

QOODe*R. * MC<5UIRE* D, R. Region 2* Office of Director. 

70-0824/82-10. 82/10/15. 3pp. 28416: 188. 24X 

Fiche: 50-000* 84/06/21* 8501150104. 


■8501150460 Sanitized version of Insp Repts 50-160/83-02 S< 50-276/83-01 
on 831213. No noncompliance noted. Major areas inspected: 
security plan Sc organization* surveillance Sc security 
program. 

HALL*B. L. * MCGUIRE* D.R. Region 2* Office of Director. 

50-276/83-01. 83/12/27. 3pp. 28416: 147. 24X 

Fiche: 50-000, 84/06/21* 8501150104. 


8501150129 Responds to FQIA request for info indicating whether State 
of CA PUC has reviewed seismic calculation pertaining to 
plant. No documents located on subj. 

FELTON* J.M. Division of Rules and Records. 84/05/09. CALSOYAS* C. D. 

Affiliation Not Assigned. Ip. 28417:065. 24X 

Fiche: 50-275* 84/05/09* 8501150129. 


8501150131 FOIA request to be informed of whether State of CA PUC* at 
any time* reviewed seismic calculations pertaining to plant. 
CALSOYAS* C. D, Affiliation Not Assigned. 84/03/30. NRC - No 
Detailed Affiliation Given. 4pp. 28417:066. 24X 

Fiche: 50-275* 84/03/30, 8501150131. 


8501150134 FDIA request for SECY-77-79* SECY-B2-456* SJ Chilk 790628 
memo* WJ Dircks 810813 memo Sc 790628 final Commission paper 
on safeguards upgrade rule. 

AFTERGOOD* S. Committee to Bridge the Gap. 84/03/19. Office of 
Administration. Ip. 28416: 192. 


8501150145 Further response to FOIA request for five specific 
documents. Review now completed. SECY-77-79 end. 

FELTON* J.M. Division of Rules and Records. 84/06/21. AFTER GOOD* S. 
Committee to Bridge the Gap. Ip. 28416: 193. 


—8501150151 SECY-77-079 

Recommends approval of end policy concerning any needed NRC 
upgrading of regulatory requirements in light of inti stds 
for physical protection of nuclear matls. 

CHAPMAN*K. R. Office of Nuclear Material Safety Sc 
Safeguards* Director. 77/02/11, 30pp. 28416:194. 


8501150155 FOIA request for documents re meetings between members of 
NRR*J Kane* H Singh* F Rinaldi St others re resolution of 
diesel generator bldg Sc implementation of recommendations or 
conclusions from Brookhaven B31Q21 rept. 

GARDE* B. P. Government Accountability Project. 84/05/22. Office 
of Administration. 2pp. 28415:001. 24X Fiche: 50-329* 84/05/22* 

8501150155. 


8501150158 Responds to FOIA request for documents re meetings between 
members of NRR Sc others re diesel generator bldg Sc 
Brookhaven .831021 rept. Forwards App A documents. Documents 
also available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/06/26. GARDE* B. P. 
Government Accountability Project. 3pp. 28415:003. 24X 

Fiche: 50-329* 84/06/26, 8501150158. 


— S501150165 Forwards TERA 840104 IDCVP rept re structural aspects of 
diesel generator bldg. Coordinated staff Sc mgt proposal 
should be made re implementation of final monitoring 
program. 

LEAR* G. Structural Sc Geotechnical Engineering Branch. 84/02/24. 
KNIGHT, J.P. Assistant Director for Gomp. Sc Structures Engineering 
(Post 830201). Ip. 28415: 066. 24X Fiche: 50-329* 84/06/26* 

8501 I 50158. 


— 8501150X68 Informs of 840313 meeting in Bethesda*MD to discuss 
technical issues for diesel generator bldg. 

EISENHUT. D. G. Division of Licensing. 84/03/09. DENTON, H. R. * 
CASE, E. C. Office of Nuclear Reactor Regulation* Director. 
YDLLMER* R. H. Division of Engineering. 2pp. 28415:010. 24X 

Fiche: 50-329. 84/06/26* 8501150158. 


— 8501150171 Forwards std order for DOE work: "Midland Diesel Generator 
Bldg Evaluation* " issued to BNL. 

VOLLMER*R. H. Division of Engineering. FIN A-3773. 84/03/26. 

OGEKA, G. J. Energy* Dept. of. 9pp. 28415:012. 24X 

Fiche: 50-329, 84/06/26* 8501150158. 


— 8501150180 Responds to 840217 Itr re LR Romo 840109 concerns that NRC 
withheld vital info re crack in diesel generator bldg. NRC 
withheld no such info. Util 840208 evaluation of crack 
available in LPDR. 

DIRCKS* W.J. Office of the Executive Director for Operations. 
84/04/03. RIEGLE.D. W. Senate. 2pp. 28415:049. 24X 

Fiche: 50-329, 84/06/26* 8501150158. 


— 8501150187 Requests briefing for DG Eisenhut & J Keppler to summarize 
structural integrity of diesel generator bldg. W/ 840425 
marked-up memo. 

EISENHUT* D. 0. Division of Licensing. 84/04/03. VOLLMER, R, 
Division of Engineering. 16pp. 28415:051. 24X 

Fiche; 50-329* 84/06/26* 8501150158. 


— 8501150192 Forwards request for addl info re structural adequacy of 
diesel generator bldg. 

EISENHUT* D. G. Division of Licensing. 84/05/25. COOK* J. W. 
Consumers Power Co. 10pp. 28415:072. 24X Fiche: 50-329, 84/06/26* 

8501150158. 


8501150159 Final response to FOIA request for info re emergency 
planning for facilities. Forwards documents listed in app. 

Documents also available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/06/14. AHLERS, D. M. 
Palmetto Alliance. 2pp. 28417:069. 24X Fiche: 50-413* 84/06/14* 

8501150159. 


—8501150166 "NC Exercise Instructions for Catawba* SC Nuclear Station 
Exercise." Chronological listing of exercise events & State 
of SC, Military Dept 840116 memo re 840215-16 exercise end. 

# South Carolina* State of. * North Carolina* State of. 

84/02/16. 83pp. 28417:071. 24X Fiche; 50-413, 84/06/14* 8501150159. 


6501150174 FOIA request for all details of three-phase program 
initiated by AEOD re development of more diversified data 
gathering sys Sc all records to first-phase contract w/BNL. 
KERCHNER* J. L. Doc-Search Associates. 84/05/18. FELTON* J, M. 
Division of Rules and Records. Ip. 28404:097. 


8501150175 Further response to FOIA request for all 1982 SECY papers. 
SECY-82-115 partially withheld <ref FOIA Exemption 5). 

FELTON* J.M. Division of Rules and Records. 84/06/14. WEISS* E. R. 
Union of Concerned Scientists. 2pp. 28392:308. 


—8203300064 SECY-B2-1 1 5 

Discusses Commission approval of statement of position to 
DQJ re State of CA pre-emption case. 

BICKUIT*L. Office of the General Counsel. 82/03/16. 54pp. 

28392: 311. 


8501150176 FOIA request for SECY-S4-176. 

WISE* J. R. Bishop* Liberman* Cook* Purcell & Reynolds. 84/05/31. 
FELTON* J.M. Division of Rules and Records. Ip. 28392:209. 


8501150178 Responds to FOIA request for SECY-84- 176. SECY end, 

FELTON* J.M. Division of Roles and Records. 84/07/03. WISE* J. R. 
Bishop* Liberman* Cook* Purcell & Reynolds, Ip. 28392:290. 24X 

Fiche: 50-245* 84/07/03* 8501150178. 


— 8405180023 SECY-B4-176 

Recommends Commission agree w/staff approval of licensee 
position to provide alternate location for certain emergency 
operations facility functions. Alternate facility 40 miles 
from site. 

DIRCKS* W. J. Office of the Executive Director for Operations. 
84/04/26. 14pp. 28392:291. 24X FI ch e; 50-245* 84/07/03* 8501 150178. 


8501150179 Response to FOIA request for all details of three-phase 
program initiated by AEOD re development of more diversified 
data gathering sys it all records pertaining to first-phase 
contract w/BNL. Documents listed in App A available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/20. CONNOR* L. 
Doc-Search Associates. 3pp. 28404:094. 


— 8307190048 Forwards std order for DOE work: "Diversified Date-Gathering 
Sys* " for review & acceptance. 

HELTEMES* C. J. Director's Office, FIN A-3196. 83/07/07. 

SCHWELLER* D. Energy* Dept. of. Ip. 28404; 102. 
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— 8307190050 Std order for DOE work: "Diversified Data-Gathering Sys. “ 
issued tro BNL. Statement of work end. 

HELTEMESj C. J. Director's Office. * Brookhaven National 
Laboratory. FIN A-3196. 80-83-049. 83/07/06. 5pp. 28404; 103. 


— 8501150323 "Diversified Data Gathering Sys*" monthly progress rept for 
Mar 1984. 

KATOi W. Y. Brookhaven National Laboratory. FIN A-3196. 84/04/16. 

DENNING, R.L. Director 's Of f ice. 3pp. 28404:265. 


— 8308150495 Recommends change to EDO Jul monthly status rept. Item 
38 re Std Order for DOE Work accepted by BNL. 

HELTEMES, C. J. Director's Office. 83/08/05. TRINER,E. G. Division 
of Budget & Analysis. Ip. 28404:108. 


— 8501150334 "Diversified Data Gathering Sys," monthly progress rept for 
Apr 1983. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3196. 84/05/16. 

DENNING,R. L. Direct or 's Of fi ce. 4pp. 28404:270. 


— 8310200303 Recommends listed changes in response to 831003 request for 
review of EDO monthly status rept for Sept. 

HELTEMES, C. J. Director's Office. 83/10/07. TRINER,E. G. Division 
of Budget & Analysis. Ip. 28404; 134. 


— 8405150539 Requests AEOD date for recommendation on whether to proceed 
w/Phase 2 of diversified data gathering sys development be 
rescheduled for Sept 1984. BNL request for extension 
reasonable, justified & needed to complete phase. 

HELTEMES, C. J. Director's Office. 84/04/20. DIRCKS, W. J. Office 
of the Executive Director for Operations. 2pp. 28404:268. 


— 8501150186 Informs of decision to modify schedule & provide increased 
funding for "Diversified Data Gathering Sys Project,” per 
840320 request. Revised Form 189, detail ing cost breakdown, 
should be prepared upon receipt of statement of work. 

HEBDON, F. J. Program Technology Branch. FIN A-3196. 84/04/25. 

KATO, W. Y. Brookhaven National Laboratory. Ip. 28404:101. 


—8501150211 "Diversified Data Gathering Sys," monthly progress rept for 
Jul /Aug 1984. 

KATO, W. Y, Brookhaven National Laboratory, FIN A-3196. 84/09/14. 

DENNING,R. L. Director's Office. 25pp. 28404:109. 


— 8501150338 Forwards std order for DOE work for review & acceptance. 
Order provides NRC funding to further develop more 
diversified sys for collection it analysis of reactor 
operational experience. 

HELTEMES, C. J. Director's Office. 84/05/22. SCHWELLER,D. Energy. 
Dept. of. ip. 28404:274. 


— 8501150347 Notifies of error re delivery date of diversified data 
gathering sys project draft rept transmitted by 840425 
memo. Date should be 840701. Error discussed w/P Samanta 
by phone on 840515. 

HEBDON, F.J. Director's Office. 84/05/23. KATO, W. Brookhaven 
National Laboratory. Ip. 28404:275. 


— 8501150362 "Diversified Data Gathering Sys," monthly progress rept for 
Oct 1983. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3196. 83/11/17. 

DENNING.R.L. Director's Office. 3pp. 28404:276. 


8501150183 Responds to FOIA request for Investigation Rept 1-83-003. 
Document withheld (ref FOIA Exemption 7). 

FELTON, J.M. Division of Rules and Records. 84/06/19. ROSS, A. S. 
Greenstein, Gorelick, Price, Silverman & Laveson. 2pp. 28392:286. 


—8501150216 "Diversified Data Gathering Sys," monthly progress rept for 
Sept 1984. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3196. 83/10/17. 

DENNING, R.L. Director's Office. 3pp. 28404:135. 


— 8501150227 Project & budget proposal for NRC work: "Diversified Data 
Gathering Sys. " 

SCHWELLER, D. , KATO, W. Y. , SAMANTA, P. Brookhaven National 
Laboratory. FIN A-3196. 83/10/24. DENNING, R. L. Director's 

Office. 3pp. 28404: 138. 


8501150185 Second response to FOIA request re documents prepared or 
utilized by, in possession of, or routed through NRC re 
Chairman Palladino 840420 memo to Commissioners re 
licensing delays. Documents listed in App A available in PDR. 
FELTON, J. M. Division of Rules and Records. 84/06/25. BELL, N, 
Nuclear Information & Resource Service. 2pp. 28404:341. 


8501150188 FOIA request for Investigation Rept 1-83-003. 

ROSS, A. S. Greenstein, Gorelick, Price, Silverman it Laveson. 

84/06/05. FELTON, J. Division of Rules and Records. Ip. 28392:288. 


— 8501150231 Forwards revised FY84 budget estimates S< requests reprogram 
approval. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/10/25. PALLADINO Commissioners. 12pp, 28404: 141. 


8501150191 Responds to FOIA request for documents re plant being built 
off-grade. 

FELTON, J. M. Division of Rules and Records. 84/05/08. BELL, N. 
Nuclear Information & Resource Service. Ip. 28392:305. 24X 

Fiche; 50-424, 84/05/08, 8501150191. 


■8501150238 Fulfills reporting requirement to "Diversified Data 
Gathering Sys Project." Various example sys chosen it data 
requirements for conducting feasibility of applying 
multicase, multivariate statistical methods in analysis. 
SAMANTA, P. K. Brookhaven National Laboratory. FIN A-3196. 
83/12/02. DENNING, R.L. Director's Office. 40pp. 28404:153. 


8501150194 FOIA request for four categories of info on subduction zones 
it low angle thrust faults in Pacific Northwest which could 
affect Trojan & WPPSS-3 nuclear plants. 

BELL, N. Nuclear Information & Resource Service. 84/06/01. 

FELTON, J. M. Division of Roles and Records. 2pp. 28392:283. 24X 

Fiche: 50-000, 84/06/0 1 , 850 1 1 50 1 94. 


— 8501150245 "Diversified Data Gathering Sys," monthly progress rept for 
Nov 1983. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3196. 83/12/13. 

DENN1NG,R.L. Director's Office. 3pp. 28404:193. 


— 8501150294 Forwards draft "Data Acquisition Through Simulator Runs for 
Selected Safety Sys. " Primary sys parameters also developed 
& are included w/parameters of two sys for different 
transient conditions. Related info also info. 

SAMANTA, P.K. Brookhaven National Laboratory. 83/12/28. 

DENNING, R.L. Director's Office. 49pp. 28404:196. 


— 8501150309 "Diversified Data Gathering Sys," monthly progress rept for 
Dec 1983. Related info end. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3196. 84/01/16. 

DENNING, R.L. Director's Office. 10pp. 28404:245. 


•8501150314 "Diversified Data Gathering Sys, " monthly progress rept for 
Jan 1984. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3196. 84/02/13. 

DENNING, R.L. Director's Office. 4pp. 28404:255. 


— 8501150317 "Diversified Data Gathering Sys, " monthly progress rept for 

KATO, W. Y. Brookhaven National Laboratory, FIN A-3196. 84/03/16. 

DENNING, R.L, Director's Office. 4pp. 28404:259, 


—8501150321 Sotm|tis requests for addl funds extension of completion 
date for diversified data gathering sys project based on 
reasons listed present evaluation of various ongoing 
activities in program. 

KATO, W, Y. Brookhaven National Laboratory. FIN A-3196. 84/03/20. 

DENNING, R.L, Director's Office. 2pp. 28404:263. 


8501150195 FOIA request for briefing sheets on allegations & problems 
at number of p lants, ref erenced in Commissioner Palladino 
840320 memo. 

BUCKLES, R. NUS Corp. CD-LlS-84-288. 84/04/17. Division of Rules 

and Records. Ip. 28392:282. 


8501150196 FOIA request for documents re allegations, insps & 
investigations concerning possibility that portions of plant 
built 10 ft off-grade. 

BELL, N. Nuclear Information «c Resource Service, 84/03/23. Office 
of Administration, 2pp. 28392:306. 24X Fiche: 50-424, 84/03/23, 

8501150196. 


8501150199 Final response to FOIA request for briefing sheets on 
allegations it problems at number of plants referenced in 
Palladino 840320 memo. Documents listed in Apps A B 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/25, BUCKLES, R. 
NUS Corp. 3pp. 28392:279, 


8501150200 FOIA request for computer printout of SALP, const audit team 
it 50. 55e repts for facilities built by Alabama Power. 

CORNELL, B, Kansas City Star/Kansas City Times, Kansas City, MO. 
84/06/21. FELTON, J. Division of Rules and Records, Ip. 28392:277, 
24X Fiche: 50-348, 84/06/21, 8501150200. 


8501150202 Partial response to FOIA request for four categories of info 
on subduction zones it low angle thrust faults in Pacific 
Northwest which could affect facilities. Responsive documents 
available in PDR. 

FELTDN, J. M. Division of Rules and Records. 84/06/20, BELL, N. 
Nuclear Information it Resource Service. Ip, 28392:285. 24X 

Fiche: 50-000, 84/06/20, 8501150202. 
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8501150204 Responds to FOIA request for computer printout of SALP* const 
audit team & 50. 55e repts. Forwards computer printouts. 

Documents available in PDR. U/o end. 

FELTON* J. M. Division of Rules and Records. 84/07/05. CORNELL* B. 
Kansas City Star/Kansas City Times. Kansas City* MO. Ip. 28392:278. 
24X Fiche: 50-348, 84/07/05, 8501150204. 


8501150207 FDIA request for list of every licensee in Region II uiho 
stores radioisotopes. 

SCHAFER, A. C. World Venture Management, Inc. 84/06/13. Region 2, 
Office of Director. ip. 28392:275. 


8501150212 Responds to FQIA request for list of every licensee in 
Region II who stores radioisotopes. Forwards computer 
printout. W/o end. 

FELTON* J. M. Division of Rules and Records. 84/07/05. SCHAFCT* A. C. 
World Venture Management* Inc. Ip. 28392:276. 


8502150222 Responds to appeal re denial of documents concerning 
GESSAR-II. Documents listed in App A withheld (ref FOIA 
Exemption 4>. Release of info could cause substantial harm 
to competitive position of OE. 

FELTON, J.M. Division of Rules and Records. 84/06/25. SHOLLY, S. 
Union of Concerned Scientists. 3pp. 28415:356. 24X 

Fiche: 50-447, 84/06/25, 8501150222. 


8501150234 Responds to 840612 FOIA request for access to documents of 
filmed &/or videotaped records w/explana tory text of HIPS 
wet reactor cavity tests. 

KANTOR.A. K. CBS, Inc. /CBS News. 84/06/14. FELTON, J. M. Division of 
Rules and Records. Ip. 28404:363. 


8501150240 FOIA response to request for videotaped records w/ 
explanatory text of HIPS wet reactor cavity tests. Videotape 
& descriptive statement being sent. Action completes request. 

FELTON, J.M. Division of Rules and Records. 84/06/25. KANTOR, A. K. 
CBS, Inc. /CBS News. Ip. 28404:360. 


— 8501150244 "Background on High Pressure Melt Ejection Tests. " 
* NRC - No Detailed Affiliation Given. 84/06/25. 2pp. 
28404:361. 


8501150249 FDIA request for Pennsylvania State Univ application for 
license to implant pine barren treefrogs w/radioactive matl. 
RUSSELL, S. Friends of Animals, Inc. 84/04/17. Office of 
Administration. Ip. 28404:350. 


8501150252 Responds to FOIA request for Pennsylvania State Univ 
application for license. Forwards application. 

FELTON, J.M. Division of Rules and Records. 84/05/01. RUSSELL,S. 
Friends of Animals, Inc. Ip. 28404:351. 


-8501150256 Application for amend to License 37-00185-04, allowing use of 
radioactive matl in field experiment to determine movement 
of pine barren treefrogs. W/three oversize drawings. Aperture 
cards in PDR. 

CUNNINOtWI, R. 0. Pennsylvania State Univ., University Park, PA. 
84/04/09. GLENN, J. Region 1, Office of Director. 7pp. 

28404; 352. 


8501150413 FOIA request for C Mizuno 840327 Itr to J Ellis re plant, Itr 
to ASLB judges w/four ends, ASLB Chairman Block 831228 
order on QA design of plant & IE SNUPPS Callaway 1 rept. 

Forwards documents, 

BROSIUS, E. Nuclear Awareness Network. 84/04/13. Office of 
Administration. Ip. 28416:003. 24X Fiche: 50-000, 84 / 04 / 13 , 

85011504X3. 


8501150416 Responds to FDIA request for records re weekly colloquia on 
FRA activities & development of safety goal. Forwards App A 
documents. Documents also available in PDR. Joosten 830511 
memo to Gilinsky withheld (ref FOIA Exemption 5), 

FELTt»l»J. M. Division of Rules and Records. 84/06/21. SHOLLY, S.C 
Union of Concerned Scientists. 3pp. 28416:020. 


8501160019 Final response to FQIA request for all insp repts & 
responses to repts for Pbarmatopes, Inc nuclear pharmacies 
licensed by NRC, Forwards App A documents. Portions of five 
* withheld (ref FOIA Exemption 4). 

FH.TOvt, J. «. Division of Rules and Records, 84/06/04. DESSEL,S 
Nudeer Pharmacy, Inc. :^p, 28437:080. 


s*ven categories of documents re Licenses 

BAf^SrC, Affiliation Not Assigned. IEB-79-19. 84/05/14 Public 

Doc oeient Branch. Ip, 28431 : 329 . Puhiic 


HLVl ^ 0* Hocamnits 

1 ? h Forwards App A documents. 

”*“»***»• 8^/06/19. BARNES, C. 

AffiliatS?flin.,N|ptr, Assigned. 'Spp. 2B431:330. 


— 8501160030 "Preliminary Title List Rept. *' 

* Division of Technical Information & Document Control, 
NRC- 10-84-211. 84/05/31. 4pp. 28431:332. 


— 8501160032 Insp Rept 40-8006/79-01 on 790226. Noncompl iance noted: 
failure to post radiation caution symbol in storage area for 
natural U in excess of 10 mCi. 

CAIN,C. L. NRC - No Detailed Affiliation Given. 79/04/09. 9pp. 
28431:336. 


— 8501160041 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radwaste for Transport & Burial. ’* No raduiaste transferred 
or shipped for offsite disposal. 

SHELLEY, W.J. Kerr-McGee Corp. IEB-79-19. 79/09/20. SEYFRIT, K. O. 

Region 4, Dallas, Office of the Director, Ip. 28431:345. 


— 8501160045 Responds to IE Bulletin 79-19, "Packaging of Low Level 
Radwaste for Transport & Burial. " No shipments of raduiaste 
generated for offsite disposal, 

SHELLEY.W. J. Kerr-McGee Corp. IEB-79-19. 79/08/30. SEYFRIT, K. V. 

Region 4, Office of Director. Ip, 28431:350. 


— 8501160049 Draft Insp Rept 40-8006/82-01 on 821116. No violations noted. 
Major areas inspected: licensee action on previous insp 
findings, training, radiation protection procedures, 
instrumentation & receipt & transfer of matl. 

* Region 4, Office of Director. 82/11/16. 19pp. 28431:351. 


8501160042 FOIA request for info re US Corp of Engineers partic ipati on 
in licensing process for plant & whether uniform bldg coda 
requires dynamic analysis on tall bldgs in regions subj to 
strong eathquakes. 

CALSOYAS, C. D. Affiliation Not Assigned. 84/02/25. NRC - No 
Detailed Affiliation Given. Ip. 28432:208. 24X 

Fiche: 50-344, 84/02/25, 8501160042. 


8501160051 Responds to FQIA request for info re US Corps of Engineers 
participation in licensing process for plant h uniform bldg 
code requirements re tall bldgs in regions subj to strong 
earthquakes. Forwards App A documents. 

FELTON, J.M. Division of Rules and Records. 84/05/09. CALSOYAS, C. D. 

Affiliation Not Assigned. 2pp. 28432:209. 24X 

Fiche: 50-344, 84/05/09, 8501160051. 


'6501160056 Advises that 730105 DE8 reviewed. No comments offered. 
Related info end. 

BALING, N.E. Army* Dept, of, Corps of Engineers. 73/01/17. 

MULLER, D.R. Atomic Energy Commission - Deputy Director for Reactor 
Projects. 15pp. 28432:211, 24X Fiche; 50-344, B4/05/09, 8501 160051, 


8501160065 Partial response to FOIA request for all documentation re 
facility from 1976-80, including 1977 exposure incident. 

Forwards documents listed in App A. Documents also available 
in LPDR. W/o end. 

FELTON* J.M. Division of Rules and Records. 84/06/21. KEANE, J. P. 
Madan & Madan. 2pp. 28432:226. 24X Fi che; 50-293, 84/06/21, 

8501160065. 


8501160071 FOIA request for all records re Ford amend study performed 
by NRC <c others at behest of NRC pursuant to NRC 
Authorization Act for FY82-B3 (Public Law 97-415), Sec tion 
13. 


LEI^TON, A. P. 8haw, Pittman, Potts h Trowbridge. 04/04/17. 
melton, J.M. Division of Rules and Records. 3pp, 28438:001. 


8501160078 FOIA request for documents re 840209,22,28 Sc 0320 meetings 
between NRC & GE h correspondence concerning GESSAR-II. 

SHOLLY,S. C. Union of Concerned Scientists. 84/03/29. FELTON, J, M. 
Division of Rules and Records. Ip. 28437:219 24X 

Fiche: 50-447, 84/03/29, 8501160078. 


. w. I i,>pun»r MO ruim request for ell records r 

amend study. Partial responses provided in 840503 St 17 Itrs. 


End App D St E records available at PDR. RC DeYoung, 

GT Ankrum St WD Altman 840404 slides end. 

FELTON, J.M. Division of Rules and Records. 84/Q6/13, 
Shaw* Pittman* Potts Sc Trowbridge. 15pp. 28438:004. 


LEIGHTON, A. P. 


S305120577 Forwards Commission rept on c erti f icetion of licensee QA 
requested by 830222, 

TAYLOR, J.M. QA Branch. 83/01/28. HAYNES, R.C. Region 1, Office 
of Director. 3pp. 28438:027. *, uTTice 


f comments on end SECY-83-26 r* certif icetion of 

S!' 

Lie,.,..,. 
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0501160120 Forujards proposed paper recommending measures to improve QA 

at reactors. Changes from 820706 version listed. Review 
summary of proposed paper against Commission QA statements 
to Congress end. W/o end. 

DEYOUNG»R.C. Director's Office* Office of Inspection and 
Enforcement. 82/08/16. DIRCKS. W. J. Office of the Executive 
Director for Operations, Ip. 28438: 019. 


— 8501160372 Reciuests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const & on study 
required by NRC Authorization Act* Section 13. W/o end. 

DEYOUNG*R. C. Director's Office* Office of Inspection and 
Enforcement. 83/04/01. GRATCH* S. American Society of Mechanical 
Engineers. Ip. 28438:051. 


— 8501160241 SECY-84- 124 

Requests Commission approval of propos®** transmitting QA 

rept to Congress & of three proposed actions recommended by 
Ford amend study. 

DIRCKS* W.J. Office of the Executive Director for Operations. 
84/03/20. 4pp. 28438:020. 


— 8501160383 Requests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const & on study 
required by NRC Authorization Act*Section 13. W/o end. 

DEYOUNG* R.C. Director's Office* Office of Inspection and 
Enforcement. 83/04/01. MAAS* R. American Society for Quality 
Control. Ip. 28438:052. 


8501160254 Requests comments on end S3O303 FR notice re methods of 

improving quality of nuclear power plant const & on study 
required by NRC Authorization Act* Sect ion 13. U/o end. 

DEYOUNG* R.C. Director's Office. Office of Inspection and 
Enforcement. 83/03/28. PROOM* B. American Nuclear Insurers. Ip. 
28438:024. 


— 8501160387 Requests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const tc on study 
required by NRC Authorization Act* Section 13. W/o end. 

DEYOUNG* R.C. Director's Office* Office of Inspection and 
Enforcement. 83/04/01. NEXON* H. H. Nuclear Service Organi zation* 
Inc. Ip. 28438:053. 


— 8501160276 Comments on 830128 matl re cartif ication of licensee QA 

programs «e role of designated tavi no • m 

CREWS* J.L. Region 5* Office of Director. 83/02/09. TAYLOR* J. M. 
Division of QA* Safeguards & Insp Proflrams (830103-850212). Ip. 
28438: 029. 


— 8501160391 Requests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const & on study 
required by NRC Authorization Act* Section 13. W/o end. 

DEYOUNG.R. C. Director's Office* Office of Inspection and 
Enforcement. 83/04/01. KELLY* A. Mutual Atomic Energy Liability 
Underwriters. Ip. 28438:054. 


-8501160280 Offers no comments on Commie* ion paper re certification of 
licensee QA programs & role of designated representatives. 

Review of QA program changes will be handled through 
oraanization chart shown. 

COLLINS. J.T. Region 4* Office of Director. 83/02/18. TAYLOR. J. M. 

Division of QA* Safeguards & Insp Programs (830103-850212). Ip. 
28438: 030. 


-8501160287 Forwards FR notice requesting comment on QA studies required 
by Section 13 to NRC Authorization Acl; for FYS2 & FY83. 

GRIMES* B.K. Division of QA. Safeguard e St Insp Programs 
(830103-850212). 83/02/24. LICHTMAN# O. Office of the Secretary 

of the Commission. Ip, 28438:031. 


— 8501160393 Requests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const tc on study 
required by NRC Authorization Act* Section 13. W/o end. 

DEYOUNG.R. C. Director's Office, Office of Inspection and 
Enforcement. 83/04/01. JACKSON* Q. Nuclear Mutual Ltd. Ip. 
28438: 055. 


— 8501160395 Requests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const *e on study 
required by NRC Authorization Act. Section 13. W/o end, 

DEYOUNG.R. C. Director's Office. Office of Inspection and 
Enforcement. 83/04/01. ROGERS* P. National Association of 
Regulatory Utility Commissioners. Ip. 28438:056. 


—8501160294 Notice of request for public comment re methods of improving 
quality of nuclear power plant cost a* required by 
Section 13 to NRC Authorization Act for FY82 it FY83. 

TAYLOR. J. M. Division of QA, Safeguard* & Xnsp Programs 
(830103-850212). 83/02/18. 6pp. 20-438:032. 


— 8501160398 Request comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const it on study 
required by NRC Authorization Act, Section 13. W/o end. 

DEYOUNG.R. C. Director's Office, Office of Inspection and 
Enforcement. 83/04/01. MUTZING.L.M. American Nuclear Society. 
Ip. 28438:057. 


—8501160338 Comments on SECY-83-26 re reaffirmation of licensee QA 
nraarams 8e role of designated representative. 

J, 0. Region 3* Office of Diractor, 83/02/25. TAYLOR* J.M. 
Division of QA, Safeguards it Insp Programs (830103-850212). 3pp. 
28438: 038. 


-8501160346 Comments on SECY-83-26 re reaffirmation IJ^ensee QA 
programs & role of designated represen tat Ives* per 830128 

0*REILLY* J. P. Region 2. Office of Director. 83/02/28. 

TAYLOR* J.M. Division of QA* Safeguard* fc Insp Program* 
(830103-050212). 6pp. 28438:041. 

—0501160350 Request* comment* on end 030303 FR notice on method* of 
improving quality of nuclear power plant const it on study 
required by NRC Authorization Act* Sect ion 13. W/o end. 

DEYOUNG* R.C. Director's Office* Office of Inspection end 

Enforcement. 83/03/28. HARRISON, S. F. National Board of Boiler «c 

Pressure Vessel Inspectors. Ip. 29430:047, 


—0501160354 Requests comments on end 030303 FR notice re methods of 
imoroving quality of nuclear power plant const it on study 
required by NRC Authorization Act, Section 13. W/o end. 

DEYOUNG*R. C. Director's Office, Office of Inspection end 
Enforcement. 83/04/01. TAYLOR* J. Electric Power Reseerch 
Institute. Ip. 28438:048. 


— 8501160444 Requests comments on end 830303 FR notice re methods of 
improving quality of nuclear power plant const it on study 
required by NRC Authorization Act, Section 13. W/o end. 

DEYOUNG*R. C. Director's Office* Office of Inspection and 
Enforcement. 83/04/01. THOMPSON, J. American Welding Society. 

Ip. 28438:058. 


— 8501160446 Requests comment* on end 830303 FR notice re method* of 
improving quality of nuclear power plant const it on study 
required by NRC Authorization Act, Section 13. W/o end. 

DEY0UN0*R. C. Director's Office* Office of Inspection and 
Enforcement. 83/04/01. WALSKE, C. Atomic Industrial Forum. Ip. 




8501160448 Requests comment* on end 830303 FR notice re method* 
imoroving quality of nuclear power plant const it on study 
required by NRC Authorization Act.Section 13. W/o end. 

DEYOUNG*R. C. Director's Office* Office of Inspection 
Enforcement. 83/04/11. WILKINSON* E. P. Institute of Nuclear Power 


“8501160456 Summary of Commission 830405 by FAA g 

of commercial aviation industry it certification of 
airworthiness of commercial aircraft. 


BRACK* E. W. 


;s or commercial aix-cT-aTv. . 4 

QA Branch. 83/05/04. GRIMES* B. K. 


—0501160363 Requests comments on end 830303 FR notice re methods of 
Improving quality of nuclear power pl«nt const »« on study 
required by NRC Authorization Act* Sect ion 13. W/o end. 

DEYOUNG*R. C, Director's Office* Offic* of inspection and 
Enforcement. 83/04/01. MILLS, L. Edison Electric Institute. Ip. 
20438: 049. 

—8501160367 Requests comments on end 830303 FR notice re methods of 
improving quality of nudaar power plmnt const «< on study 
required by NRC Authorization Act* Sect ion 13, W/o end. 

DEYOUNG, R.C, Director's Office* Offlco of Inspection and 

Enforcement. 83/04/01. OWENS* J. 8. Institute of Electrical Ic 

Electronic Engineers. Ip. 28438:050. 


—8501160457 Handwritten memo forwarding proposed talking papers for 

discussion w/FAA at upcoming meeting. EnaftT-eement 

Given. 8pp. 28438: 064, 

of DOE programs. Viewgrapbs end. ^ 

TAYLOR* J M-* Division of GA* Safeguards it Insp - 

(^103-W02t2). 83/0S/<». WLDENBERO. N. En.r9,. 

34pp, 28438:072. 



418 


NONDOCKETED ITEMS 


— S501160462 Confirms BNWL discussion w/FAA at 830525-26 meetings re NRC 
review of govt 8e industry QA programs. FAA designated 
representative program & FAA control over parts & equipment 
suppliers will be reviewed. 

GRIiiESfB. K. Division of QA« Safeguards & Znsp Programs 
(830103-850212). 83/06/06. CHIN, W. Federal Aviation 

Administration. Ip. 28438: 106. 


— 8501160466 Confirms BNWL discussion w/DOE at 830524 meeting re NRC 
review of govt Sc industry GA programs. DOE policy of 
integrating quality as line mgt function & application of 
QA to entire project will be reviewed. 

GRIMES,B. K. Division of QA, Safeguards & Insp Programs 
(830103-850212). 83/06/21. GERTON, R. E. Energy, Dept. of. 32pp. 

28438: 107. 


— 8501160474 Summarizes discussions of 830720-21 meetings re NRC review 
of govt QA programs. 

PARTLOW, J. G. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 83/08/08. BAILEY, E. W. Energy, Dept. of. 2pp, 

28438: 139. 


— 8501160479 Summarizes meeting on 831011 w/DOE Sc BNWL re NRC review of 
govt QA programs. 

PARTLOW, x). G. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 83/11/01. WALKER, W. L. Energy, Dept. of. 69pp. 

28438: 141. 


8501160088 Responds to FOIA request for documents concerning GESSAR-II. 
Forwards Documents 1-14 of App A. Documents also available in 
PDR. Info partially withheld (ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/06/19. SHOLLY, 8. 
Union of Concerned Scientists. 3pp. 28437:217. 24X 

Fiche: 50-447, 84/06/19, 8501160088. 


-8501160104 Discusses action plan proposed at 840222 meeting for 
consideration of source term issues as part of GESSAR II 
severe accident review. Series of sensitivity studies to be 
performed on parameters affecting containment failure modes. 
QUIRK, J.F. General Electric Co. MFN-029-S4. 84/03/13. 

EISENHUT, D. G. Division of Licensing. 3pp. 28437:248. 24X 

Fiche: 50-447, 84/06/19, 8501160088. 


—8501160122 NR-83/312 

Speech entitled, "Aerosol Instrumentation for Marviken 
Aerosol Transport Tests" presented at 830915-16 conference. 
Viewgraphs from GE/NRC 840320 meeting end. 

STROM, L., MAKYNEN.J. , PIISPANEN, W. Sweden, Govt. of. 83/10/24. 
18pp. 28437:259. 


— 8501160104 Discusses action plan proposed at 840222 meeting for 
consideration of source term issues as part of GESSAR II 
severe accident review. Series of sensitivity studies to be 
performed on parameters affecting containment failure modes. 
QUIRK, J.F, General Electric Co. MFN-029-B4. 84/03/13. 

EISENHUT, D. G. Division of Licensing. 3pp. 28437:248. 24X 

Fiche: 50-447, 84/06/19, 8501160088. 


— 8501160122 NR-83/312 

Speech entitled, "Aerosol Instrumentation for Marviken 
Aerosol Transport Tests" presented at 830915-16 conference. 
Viewgraphs from QE/NRC 840320 meeting end. 

STROM, L., MAKYNEN,J. , PIISPANEN, W. Sweden, Govt. of. 83/10/24. 
18pp. 28437:259. 


8501160130 Responds to FOIA request for five categories of documents. 
Documents listed in App A available in PDR. Documents listed 
in App B being placed in PDR. Document in App C partially 
withheld (ref FOIA Exemptions 6 & 7). 

FELTON, J.M. Division of Rules and Records, 84/05/29. GARDE, B. P. 
Government Accountability Project. 6pp. 28433:001. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


-8501160142 Forwards Dfc of Investigations Rept 4-83-001 re 
intimidation of coatings QC personnel. Rept establishes that 
QC supervisor threatened to fire QC inspectors if nitpicking 
nonconformance repts continued to be written. 

HAYES, B.B. Office of Investigation. 83/08/24. COLLINS, J. T. 
Region 4. Office of Director. 13pp, 28433:009. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


—8501160147 Suggests waiver of NRC confidentiality since review of 
W Dunham 831108 deposition provided to CASE disclosed that 
Dunham made public info previously provided to NRC 
investigator DD Driskill. 

DRISKILL,D. D. Region 4, Office of Director. 83/11/30. HERR, R. K. 
Region 4, Office of Director. Ip. 28433:021, 


— '8501160153 Confirms B31214 telcon re oral agreement by Dunham to waive 
830110 conf identiality agreement. 

MIZUNO, G. S. Hearing Branch 1. 84/01/01. SINDERSON, M. Sinderson, 

Daffin, Flores St Stool. 4pp. 28433:022. 24X 

Fiche; 50-445, 84/05/29, 8501160130. 


— 8501160160 Forwards Ofc of Investigations interim rept of investigation 
re alleged intimidation of QC personnel. Investigation 
initiated to determine whether QC personnel intimidated as 
result of termination of QC inspector. 

HAYES,B.B. Office of Investigation. 83/11/03. COLLINS. J. T. 

Region 4, Office of Director. 3pp. 28433:026. 24X 

Fiche: 50-445,84/05/29, B501160130. 


— 8501160166 Requests assistance in sanitizing Investigation Rept 
4-83-001 to protect confidentiality of QC inspectors tt in 
issuing sanitized version to ASLB & parties. 

CUNNINGHAM, G. H. Office of the Executive Legal Director. 83/10/14. 

HAYES, B.B. Office of Investigation. 4pp. 28433:029. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160171 Forwards proposed sanitized version of Ofc of Investigations 
Rept 4-83-001 per 831014 memo. W/o end. 

HAYES.B.B. Office of Investigation. 83/11/07. CUNNINGHAM. 6. H. 
Office of the Executive Legal Director. Ip. 28433:033. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160183 Informs of review of Investigation Repts 4-83-001 & 4-B3-013 
to identify info not subj to disclosure because of personal 
privacy &/or confidentiality exemptions. Redacted St complete 
versions of repts end. W/o end. 

HAYES.B.B. Office of Investigation. 84/02/10. CUNNINGHAM, G. H. 
Office of the Executive Legal Director. 30pp. 28433:034. 24X 

Fiche: 50-445, 84/05/29, 8501160130. 


— 8501160193 Informs of reported intimidation of inspector W Dunham per 
830107 telcon. W Dunham indicated concerns re occurrences at 
plant. D Driskill informed on 830107. No further action 
planned. 

VORSE, J. Y. Region 2, Office of Director. 83/01/12. Region 4, 
Office of Director. 700pp. 28433:064. 24X Fiche: 50-445, 84/05/29, 

8501160130. 


8501160222 Sixth partial response to FOIA request for prefiled 
testimony, speeches, pub lished papers Sc internal memos re 
fac il ity. Documents listed in App A available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/31. 

6LASSPIEGEL, H. Shaw, Pittman, Potts St Trowbridge. 3pp. 28432:232. 
24X Fiche: 50-498, 84/07/31, 8501160222, 


B501160237 FOIA request for documents re subduction zones Sc low angle 
thrust faults which could affect facilities. 

BELL, N. Nuclear Information Sc Resource Service. 84/06/01. 

FELTON, J. M. Division of Rules and Records. 2pp. 28432:237. 24X 

Fiche: 50-000, 84/06/01,8501160237. 


8501160244 FOIA request for four categories of documents re ICSCC in 
spent fuel pools Sc spent fuel pool assemblies. 

BELL, N. Nuclear Information Sc Resource Service. 84/04/02. Office 
of Administration. 2pp. 28432:070. 


8501160249 Second partial response to FOIA request for info re 
subduction zones Sc low angle thrust faults which could 
affect facilities. Forwards App A documents. Documents also 
available in PDR. App B documents responded to by 840508 Itr. 
FELTON, J.M. Division of Rules and Records. 84/08/01. BELL, N. 
Nuclear Information & Resource Service. 3pp. 26432:239. 24X 

Fiche: 50-000, 84/08/01, 8501160249. 


— 8305090232 Forwards request for addl info needed to complete review of 
FSAR, Sections 2.5.1 through 2. 5. 3. Meeting w/applicant 
requested. 

JACKSON, R.E. Geosciences Branch. 83/04/28. KNIGHTON, G. W. 

Licensing Branch 3. 9pp. 28432:285. 24X Fiche: 50-000, 84/08/01, 

8501160249. 


— 8311140111 Forwards geology Sc seismology sections for draft 8ER. W/ 
exception of listed open items, site ac ceptable. W/o end. 

KNIGHT, J.P, Assistant Director for Comp. Sc Structures Engineering 
(Pre 830201). 83/11/01. NOVAK. T. H. Assistant Director for 

Licensing. 18pp. 28432:294. 24X Fiche: 50-000, 84/08/01, 

8501160249. 


— 8501160259 "Northwest US Subduction Zone Seismic Risk Assessment, " 
rept for Oct 1983 - Oct 1984. 

HEATON, T. H. Interior, Dept, of, Geological Survey. 84/10/31. 
NRC - No Detailed Affiliation Given. 42pp. 28432:242. 24X 

Fiche: 50-000, 84/08/01, 8501160249. 


8501160253 Responds to FOIA request for SALP repts, const audit team 
repts Sc const deficiency repts. Forwards computer printouts 
of SALP repts Sc const deficiency repts. No const audit team 
repts exist for listed facilities. 

FELTON, J.M. Division of Rules and Records. 84/06/08. CORNELL, B. 
Kansas City Star/Kansas City Times, Kansas City, MO. Ip. 28432:312. 
24X Fiche:50-000, 84/06/08, 8501160253. 
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B501160255 Further response to FOIA request for documents re lOSCC in 
spent fuel pools & pool assemb 1 ies. Foruiards documents listed 
in App D. App D documents also available in PDR. App E 
documents withheld <ref FOIA Exemptions 4 it 5). 

FELTON. J. M. Division of Rules and Records. 84/06/25. BELL. N. 
Nuclear Information it Resource Service. 4pp. 28432:072. 24X 

Fiche: 50-000. 84/06/25. 8501160255. 


— 8308090321 Forwards Task Interface Agreement 83-14 it minutes of 830208 
meeting w/util re concentrated boric acid thin wall pipe 
cracks. Issue should be generic only for PURs requiring 
boric acid sys to limit return to power during heat removal. 
DIIANNI.D. C. Operating Reactors Branch 3. 83/08/02. BAER. R. 

Division of QA. Safeguards it Insp Programs (830103-850212). 5pp. 
28432:157. 24X Fiche: 50-000. 84/06/25. 8501160255. 


— 8308090327 Transfers responsibility for NRC action from Region III to 
Div of Licensing for facility crack indications in boric 
acid sys piping. NRR assessment of technical & safety aspects 
it IE assessment of generic implications requested. 

NORELIUS. C. E. Division of Project it Resident Programs. IEB-79-17. 
83/02/04. EISENHUT. D. G. Division of Licensing. 4pp. 28432:169. 
24X Fiche: 50-000, 84/06/25, 85011 60255. 


— 8308150187 Discusses Task Interface Agreement 83-14 re thin-wall pipe 
cracks in concentrated boric acid sys. Licensee adequately 
restored concentrated boric acid line to operable status. 

Plant permitted to resume power operations. 

EISENHUT. D. G. Division of Licensing. 83/08/08. NORELIUS. C. E. 
Division of Project it Resident Programs. 2pp. 28432: 181. 24X 

Fiche: 50-000, 84/06/25. 8501160255. 


— 8501160263 Forwards “Topical Rept on Exams of Portions of Reactor Bldg 
Spray Sys Piping From Arkansas Nuclear Plant 1. “ Leaks due 
to IGSCC on inside of piping caused by chloride ion. Source 
unknown. Item could pose generic problem. 

BERRY, W. E. Battelle Memorial Institute. Columbus Laboratories. 
75/02/07. SEYFRIT. K. B. Atomic Energy Commission. 2pp. 

28432:076. 24X Fiche: 50-000. 84/06/25. 8501160255. 


— 8501160272 “Topical Rept on Exams of Portions of Reactor Bldg Spray Sys 
Piping From Arkansas Nuclear Plant 1. “ 

BERRY. W. E. . STIEGELMEYER. W. . BOYD. U. K. Battelle Memorial 
Institute. Columbus Laboratories. 75/02/07. Atomic Energy 
Commission. 29pp. 28432:078. 24X Fi che: 50-000. 84/06/25. 

8501160255. 


— 8501160277 Informs of plant shutdown on 830128 due to inoperable boric 
acid line to safety injection line. Defects In line appear to 
be lOSCC. Cracking under investigation. Slide presentation 
for 830223 meeting end. 

DIIANNI.D. C. Operating Reactors Branch 3. 83/02/01. DENTON. H. . 

CARTER, J.. EISENHUT. D. NRC - No Detailed Affiliation Given. 46pp. 
28432: 107. 24X Fiche: 50-000. 84/06/25. 8501160255. 


— 8501160301 Forwards technical evaluation rept re safety/relief valve 
corrosion at foreign reactor, caused by decomposition of 
commercial cleaning agent. No NRC investigation needed. W/o 
end. 

BRONN. E. J. Reactor Operations Analysis Branch. 83/08/02. 

SEYFRIT. K.V. Reactor Operations Analysis Branch. Ip. 28432:173. 


— 8501160308 Forwards SER 43-82 re fractured fuel assembly guide tubes. 
W/o SER 43-82. 

WILLIS. J. Institute of Nuclear Power Operations. 82/12/13. 
COLLINS. J. NRC - No Detailed Affiliation Given. 2pp. 28432:155. 


8501160285 Further response to FOIA request for listed documentation 
on resolution of UCS 840120 petition re emergency feedwater 
sys. Ends 3 & 4 to SECY-84-92 available in PDR. Documents 
withheld (ref FOIA Exemption 5) & 10CFR9. 5. 

FELTON. J. M. Division of Rules and Records. 84/07/31. WEISS. E. R. 
Union of Concerned Scientists. 2pp. 28432:229. 24X 

Fiche: 50-289. 84/07/31. 8501160285. 


8501160295 FOIA request for documents re NRC studies on plant 
performance data. including operating factors, industry-wide 
reviews, findings of 1980-83 study & inside NRC study. 

BELL. N. Nuclear Information & Resource Service. 84/04/25. Office 
of Administration. 3pp. 28480:333. 


8501160300 Further response to FOIA request for IE Enforcement Notice 
83-69. Forwards App A documents, Documents also available in 
PDR, 

FELTON. J. M. Division of Rules and Records. 84/05/04. GARDE. B, P. 
Government Accountability Project. 2pp. 28432:006, 24X 

Fiche; 50-329, 84/05/04. 8501 160300, 


— 8310210103 Requests, on behalf of Lone Tree Council. that NRC take 
immediate action by modifying CP to include mandatory hold 
points on balance of plant work. 

GARDE. B, P. Government Accountability Project. 83/06/13. 
PALLADINO. N, Commissioners, 24pp. 28432:021. 24X 

Fiche: 50-329. 84/05/04, 8501160300. 


8501160325 FOIA request for repts re facil ities. including SALP repts. 
const audit team repts it const deficiency repts from start 
of const to present. 

CORNELL, B. Kansas City Star/Kansas City Times. Kansas City, MO. 
84/05/17. FELTON. J. Division of Rules and Records. 2pp. 

28432: 313. 24X Fiche: 50-000. 84/05/17. 8501160325. 


8501160331 Further response to FOIA request for four categories of 
documents re plant performance. Forwards computer printout re 
LERs. Printout available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/06/19. BELL, N. 
Nuclear Information Sc Resource Service. Ip. 28480:336. 


— 8501160335 "AEDD Work Assignment Mgt Sys Action Summary : LERs. ” 
* NRC - No Detailed Affiliation Given. 84/06/19. 12.242pp. 

28480: 337. 


8501160452 FOIA request for documents re SPARC computer code developed 
by BNWL. inc luding memos. Itr repts. progress repts it summary 
repts. 

SHOLLY.S. C. Union of Concerned Scientists. 84/03/29. FELTON. J. M. 
Division of Rules and Records. Ip. 28436:001. 


8501160459 Responds to FOIA request for documents discussing SPARC 
computer code. Forwards App A documents. Documents also 
available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/04/25. SHOLLY, S. C. 
Union of Concerned Scientists. 3pp. 28436:002. 


— 8501160481 “Status of Validation of Ice Condenser Decontamination 
Factor Code. " 

ALLEMANN. R. T. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2444. 84/02/29. Office of Nuclear 

Regulatory Research. Director. 13pp. 28436:036. 


— 8501160489 Forwards "ESF Sys Performance Studies. “ Sept 1983 progress 
rep t. High 1 ights include successful development of pool it 
ice bed retention computer codes & subsequent use in high 
priority source term update effort. 

WINEGARDNER, W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/10/25. NILSEN. C. W. Division of 

Engineering Technology. Ip. 28436:090. 


— 8501160497 "ESF Sys Performance Studies. " Sept 1983 progress rept. 
* Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN B-2413. 83/09/30. NRC - No Detailed Affiliation Given. 

9pp. 28436:091. 


— 8501160503 Forwards "ESF Sys Performance Studies." monthly progress 
rept for Aug 1983. Initial draft of rept re review of Pu 
Recycle Test Reactor incident essentially complete. 

WINEGARDNER. W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/09/13. NILSEN, C. W. Division of 

Engineering Technology. Ip. 28436; 100. 


— 8501160510 "ESF Sys Performance Studies. " monthly progress rept for 
Aug 1983. 

* Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN B-2413. 83/08/31. NRC - No Detailed Affiliation Given. 

13pp. 28436: 101. 


— 8501160518 Forwards "ESF Sys Performance Studies." monthly progress 
rept for Jul 1983. 

WINEGARDNER. W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIND-2413. 83/08/11. NILSEN. C. W. Division of 

Engineering Technology. Ip, 28436:114. 


— 8501160521 "ESF Sys Performance Studies. " monthly progress rept for 
Jul 1983. 

* Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN B-2413. 83/07/31. NRC - No Detailed Affiliation Given. 

7pp. 28436:115. 


— 8501160527 Forwards "ESF Sys Performance Studies." monthly progress 
rept for June 1983. Draft rept describing proposed 
experimental program also included. 

WINEGARDNER. W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/07/11. NILSEN. C. W. Division of 

Engineering Technology. Ip. 28436; 122. 


— 8501160539 "ESF Sys Performance Studies. “ monthly progress rept for 
June 1983. 

♦ Battelle Memorial Institute. Pacific Northwest Laboratories, 
FIN B-2413. 83/06/30. NRC - No Detailed Affiliation Given. 

4pp. 28436:123. 


— 8501160541 Forwards "ESF Sys Performance Studies." monthly progress 
rept for May 1983. Rept focuses on development of ice bed 
computer code, 

WINEGARDNER. W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/06/14. NILSEN. C. W, Division of 

Engineering Technology. Ip. 28436; 127. 
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— 8501160545 "ESF Sys Performance Studies, " monthly progress rept for 
May 1983. 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 
FIN B-2413. 83/05/31. NRC - No Detailed Affiliation Given. 

6pp. 28436: 128. 


— 8501160552 Forwards "ESF Sys Performance Studies," monthly progress/ 
yr to date status rept for Apr 1783. Ice bed model paper for 
presentation at 830828H}701 Inti Meeting on LWR severe 
accident evaluation accepted. 

WINEGARDNER, N. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413. 83/05/16. NILSEN, C. W. Division of 

Engineering Technology. Ip. 28436:134. 


— 8501160560 "ESF Sys Performance Studies, " monthly progress/yr to date 
status rept for Apr 1983. 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 

FIN B-2413. 83/04/30. NRC - No Detailed Affiliation Given. 

3pp. 28436: 135. 


— 8501160565 Forwards "ESF Sys Performance Studies, '* monthly progress 
rept for Mar 1983. Accident sequence selection & rationale 
emphasized. 

UINEGARONER, W. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413. 83/04/11. NILSEN, C. W. Division of 

Engineering Technology. Ip. 28436:138. 


— 8501160574 “ESF Sys Performance Studies, “ monthly progress rept for 
Mar 1983. 

♦ Battelle Memorial Institute, Pacific Northwest Laboratories. 
FIN B-2413. 83/03/31. NRC - No Detailed Affiliation Given. 

9pp. 28436: 139. 


— 8501160579 Draft "Methods for Predicting ESF Sys Effectiveness. " 
HALVERSON, M. A. , MISHIMA, J. Battelle Memorial Institute, Pacific 
Northwest Laboratories. 83/04/11. 26pp. 28436:148. 


— 8501160581 Forwards "ESF Sys Performance Studies, “ monthly progress 
rept for Feb 1983. Good progress made on high priority task 
of developing suppression pool scrubbing model. 

W1NE6ARDNER, W. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413. 83/03/08. NILSEN, C. W. Division of 

Engineering Technology. Ip. 28436:174. 


— 8501160585 "ESF Sys Performance Studies, " monthly progress rept for 
Feb 1983. 

* Battelle Memorial Institute, Pacific Northwest Laborator ies. 
FIN B-2413. 83/02/28. NRC - No Detailed Affiliation Given. 

6pp. 28436: 175. 


— 8501160588 Draft "Background Info for Prediction of ESF Sys Fission 
Product Retention Effectiveness. " 

WINEGARDNER, W, , MISHIMA, J. , HALVERSON, M. A. Battelle Memorial 
Institute, Pacific Northwest Laboratories. FIN B-2444. 84/01/31. 

NRC - No Detailed Affiliation Given. 150pp. 28436:181. 


— 8501160592 Forwards "Suppression Pool Modeling" presented at Eleventh 
Water Reactor Safety Research Info meeting on 831026 in 
Gaithersburg, MD. 

OUeZARSKI, D. C. Battelle Memorial Institute, Pacific Northwest 
Laboratories. 83/10/20. SZAWLEWIC2, S, NRC - No Detailed 
Affiliation Given, Ip. 28436:295. 


— 8501160595 Paper entitled "Suppression Pool Modeling" presented at 
Eleventh Water Reactor Safety Research Info meeting on 
831026 in Gaithersburg, MD. 

OWCZARSKI, P. C. , POSTMA, P. C. Battelle Memorial Institute, Pacific 
Northwest Laboratories. 83/10/31. 14pp. 28436:296. 


—8501160598 Informs that SARP question* answered under FIN B-2444. 
Previous FINs B-2413, B— 2444 S( B-2445 combined under 
FIN B-2444. 

NILSEN, C. W. Division of Engineering Technology. FIN B-2413. 
83/08/17. ROSS, D.F. Office of Nuclear Reguletory Research, 
Director, 9pp. 28436:310. 


— 8501160603 Revised project budget proposal for NRC work: 
"Effectiveness of LMR ESF Sys Under Severe Accident 
Conditions. " Draft NUREO/CR-3317 re technical bases 8c user 
manual for SPARC encl, 

. WINECMRDNER> # COOMES, Ei P. , OWCZARSKI, P. C, Battelle Memoriel 
Institute, Pacific Northwest Laborator ies. FIN B-2444. 
40-10-01—06. 83/06/29. NILSEN Chemical Engineering Branch. 

6Bpp. 28436: 319. 


—8501160606 Confirms 830318 telcon re transmittal of FORTRAN listing for 
draft SPARC (Suppression Pool Aerosol Removal Code) to BMI 
labs. Areas of' a^tdl effort include code implementation, peer 
review it dpeunventation. 

WINECARDNER,l!f. Battelle Memorial Institute, Pacific Northwest 
Laboratories, 83/03/21. NJL^, C. W. Division of Engineering 
Technology. 2pp, 28437:023. 


— 8501160608 Draft "Fission Product Removal in ESF Sys; Data Base 
Assessment Sc Suggested Experimental Program. " 

ZALOUDEK, F. R. , POSTMA, A. K. , WINEGARDNER, W. Battelle Memorial 
Institute, Pacific Northwest Laboratories. 83/03/21. 55pp. 

28437: 025. 


8501160470 FOIA request for documents re tools used by NRC Mgt Info 
Branch to determine facility Caseload Forecast Panel 
estimate. 

BUCKLES, R. NUS Corp. CD-L1S-S4-287. 84/04/17. Division of Rules 

and Records. Ip. 28438:211. 


8501160477 Responds to FOIA request for documents re tools used by NRC 
Mgt Info Branch to determine facility Caseload Forecast 
Panel estimate. Forwards draft "General Guidelines for Site 
Visits. " Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/14. BUCKLES, R. 
NUS Corp. Ip. 28438:212. 


— 6501160485 Draft "General Guidelines for Site Visits. " 

* NRC - No Detailed Affiliation Given. 84/05/14. 200pp. 

28438:213. 


8501180051 FOIA request for repts resulting from listed environ 
qualif ication of equipment site audits to be placed in PDR. 

Access to any repts resulting from audits held since Oct 
1982 also requested. 

WILLIAMS, 0. G. URA Associates. OGW-84-026. 84/04/05. FELTON, J. M. 

Division of Rules and Records. Ip. 28467:001. 24X 

Fiche: 50-000, 84/04/05, 8501180051. 


8501180069 Partial response to FOIA request for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24. WILLIAMS, O. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche; 50-000, 84/05/24, 

8501180069. 


— 8306020210 Forwards SER re environ qualification of electrical 
equipment important to safety tt safety-related mechanical 
equipment. Installation of one item which should be verified 
by Region IV identified in Section 3. 11.4.2. 

KNIGHT, U.P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 83/05/24. NOVAK, T. M. Assistant Director for 

Licensing. Ip. 28467:215. 24X Fiche: 50-000, 84/05/24. 8501 180069. 


— 8307130041 Forwards Equipment Qualification Branch SER on environ 
qualification of electrical equipment important to safety & 
safety-related mechanical equipment. Outstanding items 
identified in conclusion of rept. 

KNIGHT, U.P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 83/06/30. NOVAK, T. M. Assistant Director for 

Licensing. 2pp. 28467:074. 24X Fich e: 50-000, 84/05/24, 8501180069. 


— 8307250784 Forwards Equipment Qualification Branch SER input re environ 
qualification program for electrical equipment important to 
safety & safety-related mechanical equipment. Outstanding 
info identified in Sections 3. 11.3 8c 3. 11.4 required. 

KNIGHT, U.P. Assistant Director for Comp, it Structures Engineering 
(Post B30201). 83/07/14. NOVAK, T. M. Assistant Director for 

Licensing. 2pp. 28467:108. 24X Fiche: 50-000, 84/05/24, 8501180069. 


'8308230842 Forwards SER approving applicant plan for environ 
qualification of electtrical equipment important to safety 8c 
safety-related mechanical equipment per 10CFR50. 49, 

NUREG— 0588 8c NUREG-0800. One open item remains. 

KNIGHT, U.P. Assistant Director for Comp. 8c Structures Engineering 
(Post 830201). 83/08/15. NOVAK, T. M. Assistant Director for 

Licensing. 2pp. 28467:154. 24X Fich e: 50-000, 84/05/24, 8501180069. 


— 8309060514 Forwards list of Tech Specs reviewed 8c review comments. Other 
Tech Specs accepteblc as written. 

BERLINGER, C. H. Core Performance Branch. 83/08/26. THOMAS, C. O, 
Standardization 8c Special Projects Branch. 2pp. 28467:175. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


—8401190505 Trip rept of 831219-20 visit to util ofc in San Francisco, CA 
re evaluation of technical adequacy of resolution of IDVP 
followup Items 4,12 8c 14, identified in SSER 19. 

WALKER>H. Equipment Qualification Branch. 84/01/05. NOONAN, V. 8, 
Equipment Qualification Branch. 3pp. 28467:205. 24X 

Fiche; 50-000, 84/05/24,8501180069. 


— 8501180108 SER re environ qualification of electric equipment important 
to safety 8c safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/03/02. 55pp. 28467:006, 

24X Fiche: 50-000, 84/05/24, 8501180Q69. 
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— B501180119 Foruiards fflarked-up Equipment Qualification Branch SER re 
environ qualification of equipment important to safety. 
Deficiencies noted must be resolved prior to issuance of OL. 

Review conducted per NUREG-0800 & NUREG->0588. 

KNIGHT* J. P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 83/04/20. NOVAK* T. M. Assistant Director for 

Licensing. 13pp. 28467:061. 24X Fic he: 50-000* 84/05/24* 

8501180069. 


— B501180157 SER re environ qualification of electric equipment important 
to safety St safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/06/30. 32pp. 28467:076, 

24X Fiche: 50-000* 84/05/24* 8501180069. 


— 8501180172 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/07/14. 16pp. 28467:110. 

24X Fiche: 50-000* 84/05/24* 8501180069. 


— 8501180160 Forwards final version of EOO-EA-6332* "Audit of Environ 
Qualification of Safety-Related Electrical Equipment at 
Byron Units 1 Sc 2 S< Braiduiood Units 1 Sc 2* " interim rept* 
completing Node 28-20 of FY83 milestone chart. 

SAFFELL*B. F. NRC - No Detailed Affiliation Given. FIN A-6415. 
83/07/28. SAKO, J. A. Energy, Dept. of. 3pp. 28467:126. 24X 

Fiche: 50-000* 84/05/24* 8501180069. 


—8501180186 EQO-EA-6332 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Byron Units 1 Sc 2 Sc Braiduiood Units 1 Sc 2. " 
B0R0EN*R. A. * WEBER. D. A. * YOST* M. W. EGScG* Inc. FIN A-6415. 
83/07/31. NRC - No Detailed Affiliation Given. 30pp. 
28467: 128. 24X Fiche: 50-000* 84/05/24, 8501 180069. 


— 8501180208 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/08/15. 19pp. 28467: 156. 

24X Fiche: 50-000* 84/05/24, 8501 180069. 


— 8501180216 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment, 
a Equipment Qualification Branch. 83/08/26. 28pp. 28467:177. 

24X Fiche: 50-000, 84/05/24, 8501180069. 


—8501180253 Foruiards review detailing results of 831219 Sc 20 audits 
performed on environ qualification program documentation at 
fee il ity. Adequate technical basis for claimed qualif ication 
indicated. 

BORGEN*R. A. EGScG* InC. FINA-6810. 84/02/02. WALKER, H. 

Equipment Qualification Branch. 3pp. 28467:208. 24X 

Fiche; 50-000* 84/05/24* 8501180069. 


— 8501180266 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechancial' equipment. 

» Equipment Qualification Branch. 83/05/24. 29pp. 28467:216. 

24X Fiche: 50-000*84/05/24,8501180069. 


— B 5011 80272 EGG-E A-6200 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Waterford Steam Electric Station* Unit 3." 

HOLLOWAY* E. R. , YOST, M. W. EGScG* Inc. FIN A-6415. 83/03/31. NRC 

-No Detailed Affiliation Given. 31pp. 28467:245. 24X 

Fiche: 50-000, 84/05/24* 8501180069. 


— 8501180279 EOO-EA-6195 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Midland Nuclear Plant (Units 1 Sc 2)." 

HUMPHREY* T. G. * STUART* V. A. EGScG* Inc. FIN A-6415. 83/03/31. 

NRC - No Detailed Affiliation Given. 27pp. 28467:273. 24X 

Fiche; 50-000* 84/05/24, 8501180069. 


—850 1 1 80282 EGO-EA-6230 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment at WPPSS Nuclear Project 2. " 

DECKER* Q.R.* HOLLOWAY* E. R. EGScG, Inc. FIN A-6415. 83/04/30. 

NRC - No Detailed Affiliation Given. 40pp. 28467:299. 24X 

Fiche; 50-000, 84/05/24, 8501180069. 


— 8501180288 EGC-EA-6331 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment at WH Zimmer Nuclear Power Station. " 

DECKER, Q.R.* HUMPHREY, T. 0. EGScG, Inc. FIN A-6415. 83/07/31. 

NRC - No Detailed Affiliation Given. 42pp. 28467:339. 24X 

Fiche: 50-000, 84/05/24* 8501180069. 


— 8501180295 EGG-EA-6416 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment at Palo Verde Nuclear Generating Station Unit 1," 
BORGEN*R. A. * HOLLOWAY* E. R. EGScG, Inc. FIN A-6415. 83/09/30. 

NRC - No Detailed Affiliation Given. 41pp. 28466:018. 24X 

Fiche: 50-000, 84/05/24, 8501180069. 


— B 50 1 1 80298 EGG-EA-6339 

"Audit of Environ Qualification of Safety-Related Electrical 
Equipment for SNUPPS. " 

HUMPHREY* T. G. * STUART, V. A. EGScG* Inc. FIN A-6415. 83/07/31. 

NRC - No Detailed Affiliation Given. 25pp. 28468:059. 24X 

Fiche: 50-000* 84/05/24* 850 1 1 80069. 


8501180122 FOIA request for documents used to support proposed rule 
10CFR20* "Improved Personnel Dosimetry Processing. " Requests 
to be placed on mailing list for future info re proposed 
rule. KE Bell 840430 Itr to author end. 

STRQDL* W. R. Impel 1 Corp. 84/04/10. GLADHILL* R. L. Commerce* Dept, 
of* National Bureau of Standards. 2pp. 28466:336. 


8501180126 Responds to FOIA request for regulatory analysis, initial 
regulatory flexibility analysis Sc Univ of Maryland 810613 & 

821106 Itrs to NRC* per 840410 Itr to RL Gladhill of NBS. NRC 
responded to identical request on 840416. 

FELTON, J.M. Division of Rules and Records. 84/05/21. STRODL, W. R. 
Impel 1 Corp. Ip. 28466:338. 


8501180130 FOIA request for Rev 4 to Reg Guide 10. 1* "Compilation of 
Reporting Requirements for Persons Subj to NRC Regulations. " 

DAI2A. J. Multiple Dynamics Corp. MDC-01-1922. 84/05/09. NRC - 

No Detailed Affiliation Given. Ip. 28466:334. 


8501180133 Responds to FOIA request for Reg Guide 10. 1* Rev 4. Forwards 
reg guide. W/o end. 

FELTON, J.M. Division of Rules and Records. 84/05/17. DAIZA*J. 
Multiple Dynamics Corp. Ip. 28466:335. 


8501180143 Further response to FOIA request for three categories of 
records re util Sc facility. Apps C Sc D which identify addl 
records available in PDR end. Review continuing. 

FELTON* J.M. Division of Rules and Records. 84/05/08. BELAIR,R. R. 
Kirkpatrick Sc Lockhart. 4pp. 28466:172. 24X Fiche: 50-322* 84/05/08, 

8501180143. 


— 8501180217 83-14/R 

"Critique of Hudson Inst/LILCO Defense of Shoreham 
Economics. " Related info end. 

* Energy Systems Research Group, Inc. * Georgetown Consulting 
Group. Inc. 83/08/31. 50pp. 28466: 176. 24X 

Fiche: 50-322* 84/05/08* 8501180143. 


—8501180234 "LILCO/Hudson Inst Rept on Shoreham: Analysis of Errors re 
Property Taxes Sc Employment. " Related info end. 

PALAST, G. Union Associates. 83/08/30. 22pp. 28466:226. 24X 

Fiche: 50-322* 84/05/08, 850 1180143. 


— 8501180244 Forwards draft introduction to Shoreham Commission rept. 
Comments requested by 830906. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/09/02. DEYOUNG* R.C. Director's Office, Office of Inspection 
and Enforcement. DENTON* H. R. Office of Nuclear Reactor 
Regulation, Director. 16pp. 28466:248. 24X Fiche; 50-322* 

84/05/08, 8501180143. 


— 8501180304 Forwards finalized listing of responsibility for testimony 
for emergency planning hearing. 

REPKA.D. A. Hearing Branch 3. 83/09/27. GLASS* S. M. Federal 

Emergency Management Agency. 4pp. 28466:264. 24X 

Fiche: 50-322* 84/05/08*8501180143. 


— 8501180323 Forwards revised list of NRC/FEMA responsibilities for 
testimony for hearing. Changes listed, 

REPKA*D. A. Hearing Branch 3. 83/10/26. GLASS* S. M. Federal 

Emergency Management Agency. 6pp. 28466:268. 24X 

Fiche: 50-322, 84/05/08, 8501180143. 


8501180165 FOIA request for SECY-84-83 it SECY-84-B3A. 

MARKS* A. W. Transcontinent Technology* Inc. 84/04/17. FELTON* J. M. 
Division of Rules and Records. Ip. 28466:331. 


8501 180174 Responds to FOIA request for SECY-S4-83 «e SECY-84-83A. 
Documents withheld (ref FOIA Exemption 5). 

FELTON* J.M. Division of Rules and Records. 84/05/17. MARKS* A. W. 
Transcontinent Technology, Inc. 2pp. 28466:332. 


8501180177 FOIA request for list of licensees that possess byproduct 
matl license for industrial radiography, 

HAYDEN, R.J. Gulf Nuclear, Inc. 84/05/04. Office of 
Administration. Ip. 28466:329. 


8501180184 Responds to FOIA request for list of licensees that possess 
byproduct matl Upense for industrial radiography. Forwards 
computer printout. W/o printout. 

FELTON* J. M. Division of Rules and Records. 84/05/17. HAYDEN* R. J. 
Gulf Nuclear, Inc. Ip. 28466:330. 
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S5011S0191 FOIA request for 840413 "Caseload Backup ~ Staff Estimates." 
BUCKLES, R. NUS Corp CD-LIS-S4-323. 84/05/03. Division of Roles 

and Records. ip. 28466:339. 


85011^5197 Partial response to FOIA request for documents re util 
630912 issuance of hold work agreement. App A documents end. 

Search for documents continues. 

FELTON, U.M. Division of Rules and Records. 84/05/21. STEPHENS, S. 
Nuclear Awareness Network, 2pp. 28471:075. 24X 

Fiche; 50-482,84/05/21,8501180197. 


— 8501180233 Draft physical insp module; nonpower /research reactor 
Procedure 81N18, "Security Plan/Implementing Procedures. " 

* Lawrence Livermore National Laboratory. FIN A-0143. S0/09/1S. 

25pp. 28477: 178. 


— 8501180235 Draft physical insp module; nonpower/research reactor 
Procedure 81N22, "Security Organization. " 

* Lawrence Livermore National Laboratory. FIN A-0143. 80/09/18. 

17pp. 28477:202. 


8501180198 Responds to FOIA request for 840413 "Caseload Backup - Staff 
Estimates. " Document placed in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/18. BUCKLES. R. 

NUS Corp, Ip. 28466:340. 


—8501180204 "Caseload Backup - Staff Estimates. Power Reactors. " 
♦ NRC - No Detailed Affiliation Given. 84/04/13. 2pp. 
28466:341. 


—8501180241 Draft physical insp module; nonpower/researc h reactor 
Procedure S1N38, "Records & Repts. " 

* Lawrence Livermore National Laboratory. FIN A-0143. 80/09/10. 

19pp. 28477:218. 


— 8501180249 Draft physical insp module; nonpower/research reactor 
Procedure 81N42, "Testing & Maint. " 

* Lawrence Livermore National Laboratory. FIN A-0143. 80/09/lS. 

19pp. 28477:237. 


8501180214 Further response to FOIA request for documents re Ford 
Amend Study. Forwards App C documents. App B documents 
available in PDR. Review continuing. 

FELTON. J.M. Division of Roles and Records. 84/05/17. LEIGHTON, A P 
Shaw, Pittman, Potts fc Trowbridge. 3pp. 28473:165. 


8501180252 Draft physical insp module: nonpower/research reactor 
Procedure 81N46, "Keys, Locks & Combinations." 

* Lawrence Livermore National Laboratory. FIN A-0143. 80/09/18. 

26pp. 28477:255. 


8401060520 Responds to T Anfcrum request for legal analysis of issues 
associated w/use of high level advisory committee to review 
mgt competence of applicants for CPs. No regulatory obstacles 
to prevent creation of advisory committee identified. 

OLNSTEAD, W. U. Regulations Division. 83/12/19. PARTLOW, J, G. 
Division of QA, Safeguards & Insp Programs <830103-850212). 5pp. 
29473! 182. 

850UTO219 FOIA request for all versions of 81N00 series (Chapter 2545 
Of IE manual}, containing guidelines & procedures for 
security & safeguards insps of nonpower reactors possessing 
moderate or leu SSNM. ^ 

AFTERCOOD.S- Committee to Bridge the Gap. 84/04/12. Office of 
Administration. Ip. 28477; 166. 

PQJA request for records re emergency 
planning for facilities. Listed documents available in PDR. 

Remaining documents have yet to be reviewed. 

R^OT'ds. ' 84/05/24. AHLERS.D. M. 

8501180226 ^^ 28481:001. 24X Fiche: 50-413. 84/05/24, 

—8501180232 to emergency plan implementing procedures, 

including RP/0/5000/02.RP/0/A/5000/03 & RP/O/A/5000/04.'^ 

w/0 ttnclr 

TINKER. H_B. Duke Power Co. 84/03/12. DENTON. H. R. Office of 
Nuclear Reactor Regulation. Director. ADENSAM. E 6 Licensina 
Branch 4. 2 pp. 28481:004. 24X Fiche: 50-413. 84/05/24, 8501180226. 

•"Urgency plan implementing procedures, 
encl^**^”* BP /0/A/5000/01 & RP/0/A/50<X>/12. W/o 

TUCKER. H^B. Duke Power Co. 84/02/27. DO<TON.aR. Office of 
Nuclear Reactor Regulation. Director. AOEh^AM, E G Licensina 

Branch 4. 2 pp. 28481:006. 24X Fiche: ;^^^/L2i. |5SriSo226. 

~™ii^d^esrin:iid%jrR^/o;:;?i^ implementing 

N«clSr”RMctS‘R.^!ntiDn; Luintinc 

Branch.. 28.81:006. 24 X Flch.: 

S5OlJ0O2a7 Responds to FOIA ^ 

procedures for security & safeauard.. * * 

«N A-0143. 80/04/18. 


8501180308 Draft physical insp module: nonpower/research reactor 
Procedure SINIO. "Preinsp. " 

* Lawrence Livermore National Laboratory. FIN A-0143. 80/09/18. 

16pp. 28477:280. 

8501180311 Draft physical insp module: nonpower/research reactor 
Procedure 81N54, "Physical Barriers - PA, MAA, CAA. " 

* Lawrence Livermore National Laboratory. FIN A-0143. 80/09/18 

28pp. 28477:295. 

^*^£1180315 D^aft physical insp module: nonpower/research reactor 
Procedure 81N62. "Lighting. " 

15pp^***^2S477*”323^*”*^^* *'***'°*^*^ Laboratory. FIN A-0143. 80/09/10. 

—8501180330 Draft physical insp module: nonpower/research reactor 
Procedure 81N66. "Assessment/Surveillance Aids. " 

National Laboratory. FIN A-0143. 80/09/18. 

lApp. 2o9/7;338. 

—8501180332 Physical insp module: nonpower /research reactor 

Procedure S1N70. "Entry/Exit Control - Personnel. " 

16pp ^***^28477^352^"*°^* National Laboratory. FIN A-0143. 80/09/18. 

^^Procedure^siN 7 =>**^"p^i^^yi”®’’ PO’ipower/research reactor 

Procedure 81N72, Entry/Exit Control - Pac kages/SNli. " 

13pp^“’'2B478!'oor"'°''* Laboratory. FIN A-0143. 80/09/18. 

^^Procedure°BiN 7 A'’^«P^^*^/c"*'’ module: nonpower/research reactor 
Procedure B1N74. "Entry/Exit Control - Vehicles. " 

15pp^“"’SJ78!’Jir'"°''* Laboratory. FIN A-0143. 80/09/18. 

L.l.or.tor«. FIN A-0143. 80/09/18. 

nonpo..n/r.„.nch n..ctnr 
‘-•‘"■’••f”-'-- fin a-0143. 80/09/18. 

"""'’"“•'•'''■••••rch r..cl!or 

9pp''*“lS;7S:olr"°'‘' ‘-•‘■"'•-torw. PIN A-0143. 80/09/18. 

for lncTe...*of*clv*l°p.n 4 iti!?^h t"''***? P* ’■••.on 

sh,». Pitt«,n. Pott. ;!p“r ‘i 84 ? 2 fSSr- 
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— 8006300160 Forwards AIF 600408 Itr re proposed NRC enforcement policy. 
THOMPSON* D. Executive Officer for Operations Support. SO/04/09. 
HALLER* N. Office of Management and Program Analysis. Ip. 

2B476; 204. 


— 8006300164 Endorses proposed NRC enforcement policy. Pol icy may lead to 
such severe penalties not intended within scope of policy 
that licensees or utils contemplating purchase of reactors 
may elect not to accept implied risk. 

CDUNSIL*W. G. Atomic Industrial Forum. 80/04/08. STELLO* V. 

Office of Inspection & Enforcement* Office of the Director. 3pp. 
28476: 196. 


— 8102040114 Req.uB5ts implementation of interim enforcement practices 
including submittal of documents for proposed enforcement 
actions & designation of enforcement action number. 

THOMPSON*D. Director's Office (Pre 820201). 80/12/22, SNYDER, C. 

Region 1* Philadelphia, Office of the Director. 2pp. 28477:127. 


*—8501180245 Comments on six open items to major mod to enforcement 
policy* including request for legislation to increase CP 
authority* policy statement, informal en forcement* partial 
orders & pass thru. Informal enforcement end. 

BRYAN, S. E. Executive Officer for Operations Support. 79/02/14. 

DAVIS, J.G. Executive Officer for Operations Support. 5pp. 

28476: 044. 


— 8501180255 Provides list of six items requiring addl comment re major 
mod to enforcement policy. Items include request for 
legislation, policy statement, informal enforcement program & 
briefing. Response requested by 790205. 

DAVIS, J.G. NRC - No Detailed Affiliation Given. 79/01/11. 

BRYAN, S.E. NRC - No Detailed Affiliation Given. 2pp. 28476:049. 


— 8501180258 Requests comments on establishment of task force to 
reassess entire enforcement program & identification of 
staff member to serve on task force. 

THOMPSON* D. Executive Officer for Operations Support. 79/03/07. 
MOSELEY* N. C. Division of Reactor Operations Inspections. 
SNIE2EK,J. H. Division of Fuel Facility & Materials Safety. 

GRIER, B.H. Region 1, Philadelphia* Office of the Director. 2pp. 
28476: 054. 


— 8501180264 Forwards response to proposed Commission paper re GAO 
6t1D-79-16, per 790206 request. IE concurs w/clarif ication 
noted. 

THOMPSON* D. Executive Officer for Operations Support. 79/03/09. 
HALLER, N. M. Office of Management and Program Analysis. 2pp. 
28476:061. 


— 8501180267 Forwards package completing rept to Congress on GAO review 
of civil penalties. W/o IE review or concurrence, per request. 

BARBER* G. Office of Inspection Enforcement* Office of the 
Director. 79/04/02. REHM, T. A. Executive Officer for Operations 
Support. Ip. 28476:063. 


— 8501180270 Draft Commission paper requesting approval of NRC comments 
to Congress on GAO recommendations re NRC higher civil 
penalty authority. 

DAVIS, J.G. Office of Inspection (k Enforcement, Office of the 
Director. 79/03/04. 6pp. 28476:067. 


— 8501180274 Requests NRC support St cooperation in implementing end 
Recommendation 79*>3, "Agency Assessment S< Mitigation of 
Civil Monetary Penalties." NRC practices St steps taken or 
planned to comply w/procedures requested by 790901, 

ANTHONY, R. A. Administrative Conference of the U. S, 79/07/23. 
HENDRIE, J. M, Commissioners. 6pp. 28476:077. 


— 8501180307 Forwards updated listing of FY80 manpower requirements, per 
800215 request. Current tabulation of board employees plus 
planned new positions total 37 positions. 

GONER, G.C. Executive Officer for Operations Support. 80/02/25, 
DONNELLY* L. Executive Officer for Operations Support. 2pp. 
28476:083. 


— S5011B0314 Opposes proposed enforcement policy, Policy dots not provide 
equitable assessment of civil penaltie s. Recommends use of 
quantitative determination of actual danger of violation to 
public health *< safety, 

FERGUSON* J. H, Virginia Power (formerly Virginia Electric 8< Power 
Co. ), 377. 80/04/20. STELLO* V. Of^c* of Inspection «e 

Enforcement, Office of the Director.; ; ip. 28476:205. 

— 8501180320 Forwards proposed ’'Alternative EnfoTctment Program for 
NRC*" for NRC review. Rapt provides appropriate NRC 
enforcement policy, including stetytpry authority, legislative 
history ^ 'putiic health tit safety,' .viSSo-es, 

COUNSIL, W. Q, Nuclear Utility Group on Enforcement. 80/07/25‘> 
ANEARNE, J. F. Commissioners. 2pp. 28476:225. 


— 8501180321 Proposed "Alternative Enforcement Program for NRC." 
COUNSIL, W. G. Nuclear Utility Group on Enforcement. 80/07/25. 
51pp. 284 76:227. 


— 8501180326 Agrees w/need for balanced views on enforcement policy from 
both public interest groups it industry. Public interest 
groups should be invited to comment on proposed statement. 

STELLO, V. Office of Inspection & Enforcement, Office of the 
Director. 80/08/24. AHEARNE, GILINSKY, HENDRIE Commissioners. 

2pp. 23476:278. 


— 8501180352 Advises that revised enforcement policy forwarded to 
Commission for approval. Schedule for staff briefings on 
revised policy end. 

THOMPSON, D. Executive Officer for Operations Support. 80/09/24. 
THORNBURG, H, D. Division of Reactor Construction Inspection. 
HOWARD, E.M. Division of Safeguards Inspections. SNIEZEK, J. H. 
Division of Fuel Facility & Materials Safety. 3pp. 28477:093. 


— 85011B0353 Forwards comments on proposed enforcement policy statement. 
Licensee liability for violation if safety— related equipment 
fails & no exception for overexposures offered are two items 
requiring attention. 

HENDRIE. J.M. Commissioners. 80/12/18. CHILK, S. J. Office of the 
Secretary of the Commission. 30pp. 28477:097. 


— 8501180357 Submits suggestions to modify enforcement policy, includ ing 
editorial changes* c larifications it explanations. 

BRADFORD* P. A. Commissioners. 80/09/05. DIRCKS* W. J. Office of 
the Executive Director for Operations. 3pp. 28477; 160. 


8501180239 Partial response to FOIA request for three categories of 
documents. Documents responsive to first item re containment 
purge/vent isolation valve failures end. Documents also 
available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/05/14. HIATT, S. L. 
Ohio Citizens for Responsible Energy. Ip. 28490:328. 


— 8501180248 STANDARD REVIEW PLAN. Proposed Rev 1 to 6.2.4* "Containment 
Isolation Sys". 

* Office of Nuclear Reactor Regulation, Director. PSRP-6. 2. 4 Rl. 
B4/05/14. 14pp. 28490:338. 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 8c operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/10, BELL, N. 
Nuclear Information 8< Resource Service. 2pp. 28482:227, 24X 

Fiche: 50-000,84/07/10, 8501180247. 


— 8310110368 Forwards table re operation ctr repts. Seven human factor- 
related events occurred at Grand Gulf during Sept 1983. 

BLACK,K,M. Director's Office. 83/10/04. IPPOLITO,T. Director's 
Office. 4pp. 28482:286. 24X Fiche: 50-000, 84/07/10* 8501180247. 


—8501180260 Submits response to Bernthal request to examine legal basis 
for 840522 order re imposed requirements to disassemble one 
TDI diesel & to compensate loss Sc status of other TDI diesel 
so that plant shutdown would no longer be required. 

PLAINE*H. E. Office of the General Counsel. 84/05/30. PALLADINO 
Commissioners. GILINSKY, ROBERTS Office of the General Counsel. 
8pp, 28482:229. 24X Fiche ; 50-000, 84/07/10, 8501 180247. 


8501180254 FOIA request for SECY-83-500A Sc all related correspondence, 
memos Sc other documents, Including Itrs of transmittal Sc 
approval, preliminary or revised versions Sc suppls. 

AFTERGODD, S. Committee to Bridge the Gap. B4/05/29. Division of 
Rules and Records. Ip. 28466:289. 


85011B0263 Partial response tp FOIA request for SECY-B3-500A & all 
related correspondence. Documents will be addressed in 
response to FOIA 84-198. Documents listed in App A available 
in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/26. AFTEROOOD, S. 
Committee to Bridge the Gap. 2pp. 28466:290. 24X 

Fiche: 50-412*84/06/26* 8501180263. 


— 8404240532 Comments on 840328 memo re sabotage protection at nonpouier 
reactors. Conclusion re IE position ill founded. Requests 
Opportunity to present IE position, 

DEYOUNG* R. c. Director's Office* Office of Inspection and 
Enforcement. 84/04/11. CUNNINGHAM* O. H, Office of the Executive 
Legal Director. Ip. 28466:294. 24X Fiche: 50-412* 84/06/26, 

8501 180263. 


—8501180269 Submits schedule for completion of four actions committed to 
in SECY*-83-’500A. 

BROWN. W. B, Fuel Facilitu Safeguards Licensing Branch. 84/05/14. 
BWNETTiR. F. Division of Safeguards. Ip, 28466:292. 
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— 8501130271 Suggests that paragraph on Page 3 of SECY-S4-500A be changed 
to read as listed. 

BUSHi L. L. Operating Reactors Program Branch. 84/03/24. 

RENTSCHUER* R. Office of Nuclear Material Safety & 

Safeguards^ Director. Ip. 28466:293. 


— S5011S02S6 Provides background info for SECy~S3-500A. Moderate & lou> 
nonpower reactors need not protect against radiological 
sabotage. 

NORDERHAUG, L. R. Region 5, Office of Director. 84/05/11. 

MARTINi-J. B. Region 5 j Office of Director, 2pp. 28466:295. 


8501180268 Further response to FOIA request for documents from INPO & 
NRC that describe* analyze or evaluate INPO role or 
procedures in reporting info to NRC. Documents listed on Apps 
Oj E Sc F uithheld (ref FOIA Exemption 41. 

DIRCKSi W. J. Office of the Executive Director for Operations, 
84/07/13. TOTTEN, M. Public Citizen Litigation Group. 14pp. 

28471: 100. 


8501180276 FOIA request for documents re plant performance, including 
stds imposed by state regulatory agencies. 

BELL, N. Nuclear Information 8< Resource Service. 84/05/23. 
Division of Rules and Records. 2pp. 28486:001. 


8501180277 Further response to FOIA request for documents generated as 
result of Piping Revieu Committee it SJ Chilk 840213 memo to 
WJ Dire ks. Forwards App A documents. End to Document 1 & 

Documents 2*~41 of App B withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/05/16. WILLIAMS, 0. G. 
JRA Associates. 6pp. 28480: 184. 


— 8306280124 Summarizes ACRS 278th meeting on 830609-11 re fracture 
mechanics approach to pipe failure. Fracture mechanics 
analysis should be incorporated uj/Task Action Plan & re 
asymmetric blowdouin loads on coolant sys. 

RAY, J. J. ACRS - Advisory Committee on Reactor Safeguards. 
83/06/14. DIRCKS.W. J. Office of the Executive Director for 
Operations. 2pp. 28480:246. 


-8308300212 Approves proposal delineated in 830713 memo re reviewing NRC 
requirements for nuclear power plant piping. Plans for 
allocating consultant costs requested. Ongoing programs 
should not be affected by proposal. 

DIRCKS, W. J. Office of the Executive Director for Operations. 

83/08/01. DENTON, H. Office of Nuclear Reactor Regulation, 

Director. MINOGUE, R, B. Office of Nuclear Regulatory Research, 
Director. 2pp. 28480: 199. 


“8310050009 Responds to 830819 Itr re ACRS review of flaw evaluation 
procedures for BWR pipe cracks. Problems due to intergranular 
stress corrosion cracking. “Leak before break” technology 
may be applied to piping sys other than BWRs. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
83/09/23. PARIS, P.C. Fracture Proof Design Corp, 2pp. 

2B4S0; 244. 


— 8310050012 Discusses ACRS review of flaw evaluation procedures for BWR 
pipe cracks & “leak before break” arguments. Methods for 
showing adequate safety for most stainless steel primary sys 
are available. 

PARIS, P.C, Fracture Proof Design Corp. 83/08/19. PALLADINO, N. J. 
Commissioners. 2pp, 28480:250. 


—8402100428 Requests Piping Review Committee background info that would 
be useful to CRGR 2 wks in advance of future meetings. 

SNIE2EK, J. H. Regional Operations & Generic Requirements. 

84/02/06. VOLLMER,R.H, Piping Review Committee. Ip. 28480:330, 


—8501180296 ForwaTds update of research plans on BWR pipe cracking. 
Plan recommends addl programs that NRC St industry should 
undertake. Comments requested by 830819. 

SHAD,L,C. Division of Engineering Technology. 83/08/12, 
EISENHUT, D. G. Division of Licensing. VOLLMER, R. H. Division of 
Engineering. 16pp. 28480:201. 


— 8501180336 Discusses ACRS 830817 meeting re BWR pipe crack ing. Current 
methods suggested at meeting do not identify small 
percentage of piping which represents unnecessary larger 
risk. 

PARIS. P.C Fracture Proof Design Corp. 83/08/19. SLEWMON, P. Q. 

ACRS - Advisory Committee on Reactor Safeguards. 2pp, 28480:248. 


— 8501180348 Reiterates author opinion that using code loads to 
supposedly show that LOCA cannot occur is circumvention of 
stated philosophy under which code loads developed & again 
unacceptable. Ltr rept forwarded. 

PARIS, P.C. Del Research Corp. 81/08/26. PAWLICKI , 8. S. Materials 
Engineering Branch. 5pp. 28480:252. 


— 8501180354 Discusses initiation of Piping Review Committee, per 830531 
memo. BWR part of Task Group on Pipe Crack should complete 
effort to draft rept stage within 6 months. Viewgraphs of 
BWR Owners Group.EPRI & GE 831004 presentation to NRC end. 
VOLLMER.R. H. , SHAO. L. C. Piping Review Committee. 83/09/20. 
BAGCHI.G. , BECKER.R. , BOSNAa, R. J. Office of Nuclear Reactor 
Regulation, Director. 28pp. 28480:273. 


— 8501180356 Forwards draft Rev 3 to, “Guidelines for Evaluation of & 
Remedial Actions for BWR Piping Subj to IGSCC. “ EPRI 
anticipates having final draft around mid-Feb 1984. 

VOLLMER, R.H. Piping Review Committee. 84/01/16. NRC - No 
Detailed Affiliation Given. Ip. 28480:318. 


— 8501180359 Draft Rev 3 to “Guidelines for Evaluation of & Remedial 
Actions for BWR Piping Subj to IGSCC. " 

* Electric Power Research Institute. IEB-83-02. 83/10/15. 11pp. 

28480:319. 


— 8501180362 Advises that program & resource requirements should be 
modified to implement CRGR recommendation re requirements 
for nuclear power plant pip ing. Priorities should be based 
on anticipated needs for licensing decisions. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/09/14. DENTON, H.R. Office of Nuclear Reactor Regulation, 
Director. MINOGUE, R.B. Office of Nuclear Regulatory Research, 
Director. Ip. 28480:331. 


8501180278 Third partial response to FOIA request for documents re 
FIN A-3320 to be available in PDR. Forwards App A documents. 

App B documents available in PDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3320. 84/07/25. 
SHOLLY, S. C. Union of Concerned Scientists. 5pp. 28475:149. 24X 
Fiche: 50-447, 84/07/25, 0501180278. 


— 8005300153 Std order for DOE work: "Mark III LOCA Pool Dynamics 
Program," issued to BNL. 

TRIPLETT, M. P. Office of Nuclear Reactor Regulation, Director. FIN 
A-3320-0. 20-80-189. 80/04/22. 6pp. 28475:211, 


■8006300480 Forwards “BWR Containment Pool Dynamics, " mgt status rept, 
KATO, W. Y. Brookhaven National Laboratory. FIN A-3320. 80/06/20. 

BUTLER, W. R. Containment Systems Branch. 13pp. 28475:270. 


— 8101090432 Forwards first round questions on Mark III LOCA- related 
pool dynamic criteria. 

RUBENSTEIN, L. S. Assistant Director for Core Sc Containment Systems. 

80/11/19. BUCHHOLZ,R. General Electric Co. 24pp. 28475:182. 

24X Fiche: 50-447, 84/07/25, 8501180278. 


— 8202030034 Forwards response to 811125 ltr re Mark III pool swell 
velocity prepared by consultant A Sonin. 

BUTLER, W.R. Containment Systems Branch. 81/12/30. CATTON, I. 
California, Univ. of, Los Angeles, CA. 7pp. 28475:235. 


— 8211300404 Forwards Pp 3-51 Sc errata sheet listing updated changes for 
draft technical evaluation rept on Mark III LOCA-related 
hydrodynamic load definition dtd 821008. W/o end. 

BUTLER, W. R. Containment Systems Branch. 82/11/18. PFEFFERLEN, H. 
General Electric Co. Ip. 28475: 206. 


-8501180303 Speech entitled, “Effect of Large Crack Extension...," 
presented at Committee on Safety of Nuclear Installation 
Specialist 830901-02 meeting on," Leak -Before-Break in 
Nuclear Reactor Fifing Sys," in Montcrey,CA. 

PARISjP.C. Fracture Proof Design Corp. PARIS,P. C. Washington 
Univ., St, Louis, MO. BRUNETTI, J; V. Pfwer /Authority of the State 
of New York, ,83/09/01, 23fp. 28480:217. 


-8501180317 Ack receipt of 830923 response to author ltr to Chairman 
Palladino on possibility of 8i consequences of double-ended 
breaks. 

PARIS, P.C. Washington Univ. , St. Louis, MO. 83/10/14. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director, 4pp. 
28480: 240. 


—8501180283 "Mark III LOCA Pool Dynamics, " monthly highlights for Mar 
1982. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3320, 82/04/15. 

BUTLER, W. R. Containment Systems Branch. 3pp. 28475:154. 


— 8501180289 “Mark HI LOCA Pool Dynamics, " monthly highlights for Apr 
1982. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3320. 82/05/20. 

BUTLER, W. R. Containment Systems Branch. Spp. 28475:157. 


— 8501180294 Forwards May 1982 monthly rept for activities sponsored by 
Containment Sys Branch % computerized budget summaries for 
each program. W/o end, 

KATO, W, Y. Brookhaven National Laboratory. 82/06/18. BUTLER, W. R. 
Containment Systems Branch. Ip, 28475: 159. 
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— S5011S0297 "Mark III LOCA Pool Dynamics^ " monthly highlights for Dec 

1980. 

KATOf W- Y. Brookhaven National Laboratory. FIN A-3320. Bl/01/16. 

BUTLER^ N. R. Containment Systems Branch, 2pp. 28475:160. 


— 8501180302 "Mark III LOCA Pool Dynamics^ " monthly highlights for Jan 

1981. 

KATOi W. Y. Brookhaven National Laboratory. FIN A-3320. 81/02/17. 

BUTLERf W. R. Containment Systems Branch. 2pp. 28475:162, 


— 8501180305 "Mark III LOCA Pool Dynamicsi " monthly highlights for Oct 
1981. Increase in funding requested for FIN A-3320 & 

FIN A-3346. 

KATO» W. Y. Brookhaven National Laboratory. FIN A-3320. 81/11/18. 

BUTLER* W. R. Containment Systems Branch. 2pp. 28475:166. 


— 8501180309 Forwards final draft “Mark III Froth Impact Loads From 
Froude-Scaled Considerations*" Itr rept. Rept suggests 
alternative to methods proposed by GE for determining max 
froth impact pressures on Mark III containments. 

MAISE> G. Brookhaven National Laboratory. 82/01/07. BUTLER* W.R. 
Division of Systems Integration (post 811005). Ip. 28475: 168. 


—8501180313 "Mark III LOCA Pool Dynamics* “ monthly highlights for Dec 
1981. Increase in funding requested for FIN A-3320 it FIN 
A-3346. 

KATO* W. Y. Brookhaven National Laboratory. FIN A-3320. 82/01/15. 

BUTLER* U. R. Containment Systems Branch. 2pp. 28475:169. 


— 8501180319 "Mark III LOCA Pool Dynamics* " monthly highlights for Jan 

1982. 

KATO* W. Y. Brookhaven National Laboratory. FIN A-3320. 82/02/18. 

BUTLER* W. R. Containment Systems Branch. 2pp. 28475:171. 


— 8501180322 "Mark III LOCA Pool Dynamics* " monthly highlights for Feb 
1982. 

KATO* W. Y. Brookhaven National Laboratory. FIN A-3320. 82/03/15. 

BUTLER* W. R. Containment Systems Branch, 2pp. 28475:173. 


— 6501180327 Expresses confusion re calculations arriving at high 
velocities for GE* per ACRS Fluid Dynamic Subcommittee 
810924-25 meetings in San Francisco* CA it requests comments 
on submitted calculations. 

CATTON* 1. California* Univ. of* Los Angeles* CA. CATTON* I. ACRS 
-Advisory Committee on Reactor Safeguards. 81/11/25. KUDRIC* J. A. 
NRC - No Detailed Affiliation Given. 2pp. 28475: 175. 


— 8501180335 Responds to 811008 comments re pressure pulse arrival time 
differences. Differences not included in chugging load 
definition due to GE choosing to conservatively neglect 
effect. 

BUTLER* W.R. Containment Systems Branch. 82/02/19. ZUSANS* Z. 
Franklin Institute/Franklin Research Center. Ip. 28475:177. 


— 8501180342 Forwards errata Pages 7 & 9 of end to L Rubenstein 801119 
Itr to R Buchholz re froth loading. 

FIELDS* M. B. Containment Systems Branch. 80/11/25. Containment 
Systems Branch. 3pp. 28475: 178. 


— 8501180373 Forwards std order for DOE work: "Mark III LOCA Pool 
Dynamics Program (I). " 

MATTSON*P. U. Division of Systems Safety. FIN A-3320. 00/04/25, 

SCHWELLER*D. Energy* Dept. of. 2pp. 28475:209. 


— 8501180376 Project & budget proposal for NRC work: "Mark 111 LOCA Pool 
Dynamics Program (1)." Info deleted. 

KOUTS*H. J. * KATO»W, Y, * MAI8E* G. Brookhaven National Laboratory. 

FIN A-3320. 82/01/04. BUTLER* W. * FIELDS* M, Containment Systems 

Branch, 6pp. 28475:242. 


— 8501180379 Requests response to end Itrs from T Theofanous re scaling 
up of data from distorted small scale P8TF tests* per ACRS 
Fluid Dynamics Subcommittee 810924-25 jmeetings on Nark 111 
containment. 

BOEHNERT*P, ACRS - Advisory Committee on Reactor Safeguards. 
82/05/03, PFEFFERLEN* H. P. General El ectric Cp* Ip. 2S475; 248. 


—0501180381 Forwarde std order for DO!E work: Containment Pool 

Dynamics." 

MATTSON* R.J. Division of Systems Safety. 78/09/28. BANER* R. H. 
Energy* Dept. of. 2pp. 28475:249. 


— 8501180384 Std order for DOE work: "BWR Containment Pool Dynamics. " 
TRIPLETT* M. P. Division of Systoms Safety. FIN A-3098. 20-78-120. 

78/09/28. 16pp. 28475:251. 


—8501180366 Std order for DOE work: '^B;WR Containment Pool Dynamics. " 
TRIPLETT* M. P. Division of Systems Safety, FIN A-309B. 20-79-87. 

79/03/15. Ip, 28475:269. 


8501180392 "BWR Plant-Unique Pool Dynamic Load Specs* " monthly 
highlights for Mar 1981. Related info end. 

MAISE*G, Brookhaven National Laboratory. FIN A-3346. 81/03/31. 

ELTAWILA* F. Containment Systems Branch. 9pp. 28475:283. 


8501180281 FOIA request for documents re SER - OL stage for facilities. 
BELL* N. Nuclear Information & Resource Service. 84/06/01. 

FELTON, J. M. Division of Rules and Records. 2pp, 28466:297. 24X 

Fiche: 50-424* 84/06/01* 8501180281. 


8501180284 Response to FOIA request for two categories of documents re 
plant performance clauses imposed by state regulatory 
agencies. Forwards documents listed in ap p, Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/21. BELL* N. 
Nuclear Information & Resource Service. 3pp. 28486:003. 24X 

Fiche; 50-000. 84/06/21* 8501180284. 


8310190211 Forwards "Stds of Performance Study* San Onofre Nuclear 
Generating Station Unit l.Vol l:Overview & Summary." 

STOLLER* S. M. S. M. Stoller Corp. (subs, of Arthur D. Little* Inc. ). 

83/10/14. DENTON* H. R. Office of Nuclear Reactor Regulation* 
Director. Ip. 28487:051. 24X Fiche: 50-000* 84/06/21* 8501180284. 


-8310190216 "Stds of Performance Study* San Onofre Nuclear Generating 
Station Unit l,Vol 1: Overview Sc Summary." 

* S. M. Stoller Corp. (subs, of Arthur D. Little* Inc.). 83/08/31. 
36pp. 28497:053. 24X Fiche; 50-000* 84/06/21, 8501180284. 


8311100043 Comments on productivity incentive program consistency 
w/reactor safety. Program commendable. 

DENTON, H. R. Office of Nuclear Reactor Regulation* Director. 
83/10/28. GRIMES* L. M. California* State of* Public Utilities 
Commission. Ip. 28490:089. 24X Fich e; 50-000* 84/06/21* 8501180284. 


8311170434 Trip rept highlights from ANS winter meeting 8t Sandia Natl 
Lab visit. 

ROWSOME, F. H. Assistant Director for Technology Review. 83/11/08. 

Assistant Director for Technology Review. 4pp. 28490:085. 24X 

Fiche; 50-000* 84/06/21* 8501180284. 


-8501180291 Forwards Vol 11 to, "Detailed Discussion of Work Performed: 
Stds of Performance Study San Onofre Nuclear Generating 
Station Unit 1* " per request. 

VAN HOWE* K. R. S. M. Stoller Corp, (subs, of Arthur D, Little* 

Inc.). 83/11/30. PETERSEN* J. NRC - No Detailed Affiliation 
Given. Ip. 28486:006. 24X Fiche: 50-000* 84/06/21* 8501180284. 


— 8501180300 Vol II to* "Detailed Discussion of Work Performed: Stds of 
Performance Study San Onofre Nuclear Generating Station 
Unit 1. " 

* S. M. Stoller Corp. (subs, of Arthur D. Little* Inc.). 83/08/31. 
187pp. 28486:007. 24X Fiche: 50-000* 84/06/21* 8501180284. 


—8501180337 Final rept "Incentive Regulation in Electric Util Industry: 
Vol 1. " 

* Federal Energy Regulatory Commission. 83/09/30. 430pp. 

28487: 089. 24X Fiche: 50-000* 84/06/21* 8501180284. 


— 85011803B5 Final rept "Incentive Regulation in Electric Util Industry; 
Vol II. " 

* Federal Energy Regulatory Commission. B3/09/30. 200pp. 

28488: 002. 24X Fiche: 50-000* 84/06/21* 8501180284. 


— B5011B03B9 Forwards excerpts from "Staff Investigation of Fermi 2 
Nuclear Power Project," in response to statements from 
831108 trip rept highlights re failure of util safety 
concerns. Rept demonstrates util dedication to safety. 

SALTZMAN* J. Assistant Director for State it Licensee Relations. 
84/04/12. ROWSOME* F. Assistant Director for Technology Review. 
20pp. 28488:230. 24X Fiche: 50-000* 84/06/21* 8501180284. 


—8501180391 "Staff Investigation of Enrico Fermi 2 Nuclear Power 
Project. " 

* Michigan* State of, 84/02/29. 521pp. 28488:250. 24X 

Fiche: 50-000* 84/06/21* 8501180284, 


—8501180397 Submits revifw of recen't CA Public Util Commission decision 
that specifies target capacity factor for plant & recent 
study oni const it perffrmanyq incentives. 

PETERSEN* J. C. Assistant Dirtetpr for State it Licensee Relations, ; 
83/10/28. SALTZMAN* J. Assistant Director for State it Licensee 
Relations. 2pp. 284^0; 090, 24X Fiche: 50-000* 84/06/21* 8501 180284. 

— 8501180402 Forwards draft Itr for CA Public Util Commission re 
productivity on incentive program instituted for plant. 

Summary of decision also end in draft memo. Enequrages 
research into areas of incentive programs. 

ROWSOME* F. H. NRC - No Detailed Affiliation Given. S3/iC>/26. 
DENTON*H. R. NRC - No Detailed Affiliation Given. 6pp. 28490:092. 
24X Fiche; 50-000, 84/06/21* 8501180284. 
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— 8501180405 Forwards rept on incentive regulation of nuclear generation 
facilities by state public util conunissions. 

SALTZMAN^ J. Assistant Director for State & Licensee Relations. 
84/10/27. ROWSOliEfF. H, Assistant Director for Technology Review. 
40pp. 28490:098. 24X Fiche: 50-000* 84/06/21* 8501 1S02S4. 


— 8501180407 Draft "Incentive Regulation Programs in Electric Util 
Industry. “ 

RICHARDSON* J, R. Quadrex Corp. 1805. 83/07/31. S7pp. 28490:138. 

24X Fiche: 50-000. 84/06/21* 8501180284. 


8501180290 Addl response to FOIA request for documents re SER - OL 
stage for facilities. Documents in App A already in PDR. 

Document in App B being placed in PDR. Review not completed 
on request. 

FELTON. J. M. Division of Rules and Records. 84/07/13. BELL* N. 
Nuclear Information & Resource Service. 3pp. 28466:299. 24X 

Fiche: 50-424* 84/07/13, 8501180290. 


— 8405020101 Requests that end comments & draft Itr be submitted to 
applicant indicating that addl info & commitments required 
before emergency plan found acceptable. Plan reviewed against 
10CFR50*App E St Suppl I to NUREG-0737. 

MATHEWS* D.B. Emergency Preparedness Branch. 0L-a2-33. 84/04/16. 

ADENSAM.E. G. Licensing Branch 4. 15pp. 28466:302. 24X 

Fiche: 50-424* 84/07/13* 8501180290. 


8501180301 FOIA request for all records from State of LA congressional 
delegation on Waterford 3. 

CUNNINGHAM* L. Times-Picay une* La Place* LA. 84/06/13. FELTON* J. 
Division of Rules and Records. Ip. 28466:317. 24X 

Fiche: 50-382*84/06/13, 8501180301. 


8501180310 Responds to FOIA request for all records from State of LA 
congressional delegation on Waterford 3, Forwards App A 
documents. Search continuing for addl records subj to 
request. 

FELTON, J.M. Division of Rules and Records. 84/07/03. CUNNINGHAM* L. 

Times-Picayune* La Place* LA. 2pp. 28466: 318. 24X 

Fiche: 50-382. 84/07/03* 8501180310. 


— 8308180621 Forwards constituents R & C Burch Itr expressing concern re 
cracks in plant foundation slab* for findings. 

LONG, R. Senate. 83/07/20. HAMMERER* C. Office of Congressional 
Affairs. 2pp. 28466:323. 24X Fiche: 50-382* 84/07/03* 8501180310. 


— 8308180638 Forwards constituents R 8f C Burch Itr re cracks in base mat, 
for response. 

LONG, G. House of Rep. 83/07/06. Office of Congressional 
Affairs. 6pp. 28466:320. 24X Fiche: 50-382. 84/07/03* 8501180310. 


■8501180325 Forwards D Gannuch 831011 Itr expressing concern re present 
condition of facility* for comment. 

* Senate. 83/10/19. NRC - No Detailed Affiliation Given. 3pp. 
28466: 325. 24X Fiche: 50-382* 84/07/03* 8501180310. 


8501180331 FOIA request for four categories of documents re Herr-McGee 
Cushing Facility* including entire AEC Compliance Div 650709 
investigation rept w/personnel interviews* attachments 
exhibits re 650623 thorium explosion & fire. 

BARNES, C. Affiliation Not Assigned. 84/06/08. FELTON* J. M. 

Division of Rules and Records. Ip. 28475:293, 


8501180339 Responds to FOIA request for four categories of documents re 
Kerr-McGee Cushing Facility. Item 1 of request sent in 
response to 840619 FOIA— 84— 385 as Item 10 of App A. App A 
documents end. 

FELTON* J.M. Division of Rules and Records. 84/07/11. BARNES* C, 
Affiliation Not Assigned. 2pp. 28475:294. 

—8501180343 Forwards "Fluorometric Determination of Submicrogram 
Quantities of Thorium" it "Precipitation of Submicrogram 
Microgram Quantities of Thorium. .. . in Mineralogical 
Samples." Missing source found in railway bldg. 

WALKER* D. I. Atomic Energy Commission. 65/09/14. LAMBERTUS* H. 
Herr-McGee Corp, Ip. 28475:296. 


—8501180484 Compliance Insp rept on 650126*27*0202 & 03. Noncompliance 
noted; employee entered hood in thorium processing facility. 

Survey to evaluate cohcentratipqs of airborne thorium to 
which employee exposed hot conducted. 

SANDEL. P. S. * W00tSEY*R. T. Atomic; Energy Commission. 65/09/16, 

9pp. ,, 20475:297.', ' 

— 8501180480 Forwards nuclear safety portion of joint insp rept on 
650'I26-27. No noncompliance noted. Major areas inspected: final 
cleanup & recovery operations on recent fuel processing 
order, 

CROCHER*H. W. Atomic Energy Commission. 65/02/04. BROWN* G. D. 
Atomic Energy Commission. Ip. 28475:306. 


— 8501180490 Insp rept on 650126-27. No noncompliance noted. Major areas 
inspected; final cleanup & recovery operations on recent fuel 
processing order. 

CROCKER*H. W. Atomic Energy Commission. 65/02/04. 4pp. 

28475: 307. 


8501180399 Further response to FOIA request for four categories of 
documents re plant performance. Forwards app documents. 

Documents also available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/13. BELL* N. 
Nuclear Information & Resource Service. 2pp. 28468:219. 


— 8501180410 Draft "Preliminary Analysis of Maint Performance Indicators 
it Plant Safety Performance. " 

OLSON* J.* MCLAUGHLIN, S. D. , JACKSON,D. H. Battelle Human Affairs 
Research Centers. 84/02/01. NRC - No Detailed Affiliation 
Given. 25pp. 28468: 221. 


8501180413 Partial response to FOIA request for documents re SER - OL 
stage. Documents listed in Apps A & B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON, J. M. Division of Rules and Records, 84/07/05. BELL* N. 
Nuclear Information Sc Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8301180431 Comments on Bechtel Oct 1982 rept* "Studies of Postulated 
Millett Fault. " Conclusion that hydrologic data provide no 
basis to support or preclude existence of fault acceptable. 

CHERV* D. L. Hydrologic Sc Geotechnical Engineering Branch. 

83/01/12. ALTERMAN* I. B. Geosciences Branch. Ip. 28479:312. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8312150388 Submits list of specific safety-related structures* sys Sc 
components being reviewed as shown in FSAR Table 3. 2. 2-1. 

LEAR, G. Structural 8e Geotechnical Engineering Branch. 83/12/07. 
PARTLOW* J. 6. Division of QA* Safeguards & Insp Programs 
<830103-850212). 3pp. 28479:211. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


— 8312190393 Forwards NRR draft input for SALP for Nov 1982 - Oct 1983. 
Input based upon input solicited from staff who have contact 
w/util licensing matl. Comments received by 831209 will be 
considered in final rept. Overall Category 2 assigned. 

MILLER, M. A. Licensing Branch 4. 83/12/01. MATTSON* R. Division 

of Systems Integration <post 811005). VOLLMER* R. Division of 
Engineering. BASSETT* H. Division of Automated Information 
Services. 5pp. 28480:003. 24X Fiche: 50-000, 84/07/05* 8501180413. 


—8312220152 Forwards request for eddl info based on Chapter 12 it other 
pertinent sections of FSAR. Site visit planned. 

CONGEL* F. J. Radiological Assessment Branch. 83/11/30. ADENSAM, E. 

Licensing Branch 4. 6pp, 28478:077. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


— 8312230025 Forwards branch questions for FSAR review re total peaking 
factor & control rod withdrawal. 

BERLINGER*C. H. Core Performance Branch. 83/12/19. ADENSAM* E. 
Licensing Branch 4. 2pp. 28479:324. 24X Fiche: 50-000* 84/07/05* 

8501180413, 


— 8312230094 Forwards appropriate pages from Table 3. 2. 2-1 of FSAR re 
saf ety-related structures sys* components within Meteorology 
Sc Effluent Treatment Branch purview* including turbine 
sealing sys Sc data collection equipment. 

GAMMILL, W. P. Meteorology Sc Effluent Treatment Branch. 83/12/09. 
ANKRJM*G. T. QA Branch. 32pp. 28478:213. 24X 

Fiche: 50-000, 84/07/05* 8501180413. 


— 8312230165 Forwards request for addl info on FSAR. 

REGAN* W.H. Site Analysis Branch. 83/12/09, ADENSAM* E. 0. 
Licensing Branch 4. 3pp. 28479:009, 24X Fiche: 50-000, 84/07/05* 

8501180413. 


— 8401120048 Forwards request for eddl info re Sections 6.5.1*10.4.2* 
10.4.3*15.7.3 Sc Chapter 11 of FSAR to complete evaluation. 
GAMMILL* W.P. Meteorology 8c Effluent Treatment Branch. 83/12/23, 
ADENSAM*E. G. Licensing Branch 4. 13pp. 28478:245. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8401190155 Forwards request for info re status of unresolved safety 
issues for facility. Info from applicant should include 
summary description of relevant programs Sc interim measures 
taken pending resolution of issues. 

KNIEL*K. Generic Issues Branch. 84/01/05. ADENSAM* E. Licensing 
Branch 4, 2pp. 28478:107. 24X Fiche : 50^000, 84/07/05* 8501 180413. 


— 8402010246 Reviews Q-list (FSAR Tables 3.2-1 Sc 3. 2-2), in response to 
831129 request. Site drainage sys* roof scuppers Sc water 
storage tank dikes should be added to Q-list, 

BALLARD* R.L. Environmental Sc HjydrDlPflic Engineering Branch. 
84/01/24. HAASS, W. P. QA Branch , MILLER* M, A. Licensing Branch 4. 
2pp. 28479:313. 24X Fiche; 50-000* 84/07/05* 8501100413. 
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— 8402030434 Forwards draft safety questions re design basis groundwater 
level & site drainage* for transmittal to applicant prior to 
840206 site visit. 

BALLARD* R. L. Environmental & Hydrologic Engineering Branch. 

84/01/24. ADENSAM* E. Licensing Branch 4. 5pp. 28479:213. 24X 

Ficbe: 50-000* 84/07/05* 8501180413. 


— 8402100304 Notification of 840321-22 environ site visit. Proposed agenda 
items should be forwarded to M Hiller by 840214. 

ADENSAM. E. 0. Licensing Branch 4. 84/02/07. JACKSON* R. E. 

Geosciences Branch. BALLARD* R.L. Environmental & Hydrologic 
Engineering Branch. HULHAN* L. G. Accident Evaluation Branch, Ip. 
28479: 339. 24X Fiche: 50-000* 84/07/05* 8501180413. 


— 8402150536 Forwards request for addl info re FSAR Sections 5, 2 & 5.4* 
for continuing branch review. 

SHERON*B. W. Reactor Systems Branch. 84/02/07. ADENSAM* E. 
Licensing Branch 4. 20pp. 28478:140. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


— 8402230263 Discusses agenda for Mar site visit & visit w/county & local 
planning officials to discuss soc ioeconomics* geography & 
demography in site vicinity. 

REGAN, W.H, Site Analysis Branch. 84/02/13. ADENSAM* E. O. 

Licensing Branch 4. 2pp. 28479:007, 24X Fiche: 50-000* 84/07/05. 

8501180413. 


— 8402280221 Forwards requests for addl info re safety review site 
visit planned for 840306-09 by Geotechnical Engineering it 
Reactor Sys Branch. 

ADENSAM, E.G. Licensing Branch 4. 84/02/21. FOSTER* D. Georgia 

Power Co. 26pp. 28479:232. 24X Fiche: 50-000* 84/07/05* 8501180413. 


— 8405150301 Forwards Hydrologic Engineering Section addl safety & 
environ questions requiring response. 

BALLARD.R. L. Environmental & Hydrologic Engineering Branch, 
84/04/30. ADENSAM* E. Licensing Branch 4. 11pp. 28^79:246. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8405170052 Forwards request for addl info covering portions of FSAR, 
up to & including Amend 5 re fire protection associated 
circuit review. 

PARR.D. D. Auxiliary Systems Branch. 84/04/30. ADENSAM* E. 
Licensing Branch 4. 23pp. 28478:109. 24X Fiche: 50-000, 84/07/05* 

8501180413. 


— 8405210561 Forwards branch questions needed to complete evaluation of 
FSAR. based on review of listed sections. 

GAMMILL.W. P. Meteorology Sc Effluent Treatment Branch. 84/05/14. 
ADENSAM.E. G. Licensing Branch 4. 13pp. 28478:275. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8405210620 Forwards summary of 840306-07 site visit Sc agreements 
reached on request for addl info re Geotechnical Engineering 
Branch review. W/o end. 

LEAR* G. Structural Sc Geotechnical Engineering Branch. 84/05/11. 
ADENSAM.E. G. Licensing Branch 4. 55pp, 28479:257. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8405250257 Forwards request for addl info re seismic & quality group 
classification of structures* sys Sc components & compliance 
W/10CFR50. 55a. 

BOSNAK* R. J. Mechanical Engineering Branch. 84/05/16. ADENSAM.E. 
Licensing Branch 4. 5pp. 28478:088. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


— 8403010556 Advises of review of Q-list in FSAR Table 3. 2. 2-1. Q-1 ist 
does not contain hydrogen sul f ide* ch 1 orine Sc radiation 
monitors for control room air intakes, 

HULMAN.L. G. Accident Evaluation Branch. 84/02/15. ANKRUM* G. T. 

QA Branch. Ip. 28478:083. 24X Fiche: 50-000* 84/07/05* 8501 180413. 


— 8403020314 Forwards request for addl info re FSAR Sc TMI Item II. B. 3. 
Response requested by 840715. 

BENAROVAcV, Chemical Engineering Branch. 84/02/27. ADENSAM.E. 
Licensing Branch 4. 2pp. 28478:132. 24X Fic he: 50-000* 84/07/05* 

8501180413. 


—8403140268 Trip rept of 840305-06 site visit w/uti 1* Bech tel Sc Southern 
Co Svcs to upstream dams to become familiar w/features re 
potential dam failures Sc flood effects, 

STALEY* G, B. Environmental Sc Hydrologic Engineering Branch. 

84/03/06. BALLARD* R. L. Environmental Sc Hydrologic Engineering 
Branch. 2pp. 28479:321. 24X Fiche: 50-000* 84/07/05* 8501180413. 


— 8404130444 Forwards FSAR review questions* based on radiological 
consequence evaluations of Chapter 15* proposed fission 
product control sys S< control room habitability envelope, 
HULMAN.L. O. Accident Evaluation Branch. 84/03/30. ADENSAM.E. 
Licensing Branch 4. 4pp. 67267:065. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


-8405250362 Forwards request for addl info re operating Sc maint 
proc edures* FSAR Section 13.5,2 Sc 15. 8 . Requests transmittal 
of request to applicant. 

ZIEMANN.D. L. Procedures Sc Systems Review Branch, GL-82-33, 
84/04/13. ADENSAM.E. Licensing Branch 4. 2pp. 28479:206. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8405260483 Forwards request for addl info based on review of Chapter 15 
of FSAR. 

SHERON.B. W. Reactor Systems Branch. 84/05/14. ADENSAM.E. 

Licensing Branch 4. 36pp. 28478:177. 24X Fiche: 50-000. 84/07/05* 

8501180413. 


—8405290128 Forwards NRC questions 8* staff positions re BNWL review of 
util initial test programs described in Chapter 14. ©.Section 
14,2 of FSAR. End should be forwarded to applicant. 

ZIEMANN.D. L. Procedures 8c Systems Review Branch. 84/04/17. 
ADENSAM.E. G. Licensing Branch 4. llpp. 28479:195. 24X 

Fiche: 50-000* 84/07/05* 8501180413. 


— 8406060165 Requests resolution of end comments to assure that 
identified items are within scope of QA program 8c in 
compliance w/lOCFRSO* App B. 

BOSNAK.R. J. Mechanical Engineering Branch. 84/05/25. ANKRUM* G. F. 

Quality Assurance. 2pp. 28478:093. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


— 8404250063 Forwards request for addl info re fire protection program 
8c compliance w/NUREO-0800 guidelines. Info needed by 840701 
to meet review schedule. 

BENAROYA*V. Chemical Engineering Branch. 84/04/12. ADENSAM* E. G. 
Licensing Branch 4. 6pp. 28478:134. 24X Fiche: 50-000* 84/07/05, 

8501 1804 13. 


—8404260161 Forwards request for addl 
3. 5. 3* 3. 7 8c 3. 8 for transmittal to 
LEAR* G. Structural 8c Geotechnical 
ADENSAM*E. G. Licensing Branch 4. 
Fiche; 50-000* 84/07/05* 8501180413. 


info re FSAR Sections 3. 3* 3. 4. 2* 
applicant. 

Engineering Branch. 84/04/13. 
6pp. 28479:240. 24X 


—8405010091 Forwards request for addl info based on branch review of 
appropriate sections of FSAR. 

BUTLER* W. Containment Systems Branch, 84/04/19. ADENSAM.E. 
Licensing Branch 4. 12pp. 28478:095. 24X Fiche; 50-000* 84/07/05* 

8501180413. 


—8405010133 Forwards branch request for addl info re Section 6.3 of 
FSAR. Review being continued. 

SHERON* B. W. Reactor Systems Branch. 84/04/16, ADENSAM.E. 
Licensing Branch 4. 17pp. 28478:160. 24X Fiche; 50-000* 84/07/05, 

8501180413. 


— S40514051B Req,uests addl info on meteorology resulting from review of 
FSAR for faipility. Process of extracting meteorological data 
from magnetic tape provided by applicant in progress. 

Questions encl. 

GAMMILLjW. P. Meteorology 8( Effluent Trsatmsnt Branch. 84/04/26. 
ADENSAM>£r?i Licensing Branch 4. 12pp. 28478:263. 24X 

Fiche: 50-00©* 84/07/05* 8501 180413. 


— 6406210544 Discusses Savannah District dam safety plan. Plan 8* related 
maps forwarded under separate cover. Plan addresses 
emergencies re above normal reservoir water levels 8(/ot 
rapid release of large vol of water past dam. 

MILLER* R. C. Army* Dept, of. Corps of Engineers. 84/01/27. 
STALEY.G. D NRC - No Detailed Affiliation Given. Ip. 28479:323. 
24X Fiche: 50-000* 84/07/05, 8501 180413. 


— 6406260201 Requests end questions* prepared by BNWL* on Section 4.2 of 
FSAR be forwarded to applicant. 

BERLINGER* C. H. Core Performance Branch. FIN B-2544. 84/06/18. 

ADENSAM.E. Licensing Branch 4. 2pp. 28479:337. 24X 

Fiche; 50-000, 84/07/05* 8501180413. 


— 8406260494 Forwards revised 831129 review schedule. Initiation of review 
delayed until 840201 to allow higher priority work to be 
accomplished in timely manner. 

MILLER* M, A. Licensing Branch 4. 83/12/16. TERAO* D. Mechanical 

Engineering Branch. 3pp. 28479:208. 24X Fiche: 50-000* 84/07/05* 

8501180413. 


—8501180463 Forwards Work Assignment 2 for Project 2* "Meteorological 
Data Tape St Computer Code Support* " of technical assistance 
contract* "Meteorological Data Assessment Program. " Work 
assignment requests specific computer code support. 

FAIROBENT* J. E. Meteorology 8t Effluent Treatment Branch. FIN 
B-2537. BA/03/Q6. VAN RAMSDELL, J. Battelle Memorial Institute* 

Pacific Northwest Laboratories. 5pp. 28478:258, 24X 

Fiche; 50-000, 84/07/05* 8501180413. 
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— 85011S0498 Forwards requests for addl info developed during review of 
FSAR Chapter 14 re initial plant test program. Review 
conducted through Amend 4. Listing of items requiring 
resolution end. 

GRUEL* R. L. Battelle Memorial Institute* Pacific Northwest 
Laboratories. 84/04/04. LONG. W. O. Procedures & Systems Review 
Branch. 13pp. 28479:182. 24X Fich e: 50-000* 84/07/05* 8501 180413. 


—8501180513 Forwards final SALP evaluation for Nov 1982 - Oct 1983. W/o 
end. 

MILLER* M. A. Licensing Branch 4. 83/12/29. EISENHUT. D. G. 

Division of Licensing. 23pp. 28479:343. 24X 

Fiche: 50-000* 84/07/05. 8501180413. 


8501180417 FOIA request for all documents re NRC Policy Committee. 
SHOLLY* S. C. Union of Concerned Scientists. 84/03/30. FELTON. J. M. 
Division of Rules and Records. Ip. 28495:029. 


8501180420 Partial response to FOIA request for four categories of 
documents re plant per formance. Forward s documents listed in 
App A. Documents also available in PDR. 

FELTON* J. M. Division of Rules and Records, 84/05/25. BELL* N. 
Nuclear Information & Resource Service. 2pp. 28474:004. 


— 8501180423 Forwards NRR monthly technical rept for Mar 1984. Input for 
Apr 1984 rept due by 840508. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
84/04/24. Office of Nuclear Reactor Regulation* Director. 2pp. 

28474: 006. 


8501180422 Responds to FOIA request for all documents re NRC Policy 
Committee. Forwards App A documents. Documents also available 
in PDR. App B document withheld Cref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/05/14. SHOLLY* S. C. 
Union of Concerned Scientists. 4pp. 28495:030. 


— 8310110257 Informs that classification of 254 issues addressed at 
NRC it util committee on EPRl standardized LUR plant design 
830811 meeting based on outdated draft NUREG-0933. 
Reclassification based on latest draft continuing. 

SPEIS.T. P. Division of Safety Technology. 83/09/13. 

EISENHUT* D. G. Division of Licensing. 2pp. 28495:136. 


— 8311010123 Responds to 830921 memo requesting corroboration of EPRI 
list of generic safety issues not applicable to design 
certif ication. Commends EPRI/Util Steering Committee for 
approach in codifying issues. 

MATTSON* R. Division of Systems Integration <post 811005). 
83/10/14. EISENHUT, D. Division of Licensing. 2pp. 28495:187. 


— 8311030278 Comments on EPRI 830929 revised listing of 269 generic 
safety issues inapplicable to design certif ication. Comments 
based on issues evaluated in NUREG-0933, NURE6 should not be 
construed as final NRC list of issues affecting LWR design. 
SPE1S,T. Division of Safety Technology. 83/10/18. EISENHUT* D. G. 
Division of Licensing. 3pp. 28495: 182. 


—8501180428 Confirms action items resulting from Util Steering 
Committee for EPRI Standardized LWR Plant Design Evaluation 
Program 830406 meeting. Formal plan should be developed for 
cooperative efforts between NRC & EPRI. Related info end, 
BURSTEIN. S. Wisconsin Electric Power Co. 83/05/14. DENTON, H. 
Office of Nuclear Reactor Regulation* Director. 2pp. 28495:076. 


— 8501180436 Speech entitled “NRC Plan to Resolve Unresolved Safety Issue 
on Shutdown DHR Requirements (Task A-45}," presented at 
Swiss Federal Inst for Reactor Research 830425-29 meetings. 

MARCHESE, A. R. NRC - No Detailed Affiliation Given. 83/04/25. 

12pp. 28495:124. 


— B50U80440 Ack receipt of Rev 2 to draft task action plan for Task A-45 
re shutdown DHR requirements & lists detailed program plan 
discussed at 830607-15 meetings. Related info end. 

NICKELL,R. E. Electric Power Research Institute. 83/06/23. 

MORAN, D.K. Standardization *c Special Projects Branch. 8pp. 

28495: 138. 


— -8501180444 Summary of 830811 meeting w/Util Steering Committee for 
EPRI Standardized LWR Plant Design Evaluation Program in 
Bethesda* MD re progress of standardized design program. 

MORAN,D. H. Standardization «t Special Projects Branch. 83/09/16, 

C. O., . Standardization & Special Projects Branch. 34pp. 
28495: t4d^. 

—8501180481-^^^ safety issues not applicable to design 

certif ica'tion, consisting of A-49 re pressurized thermal 
shock* A-41 re long-term seismic program & A-37 re turbine 
missiles, in response to 830921 request. 

VQLLMER,R.H. Division of Engineering. 83/10/06. MIRAGLIA, F. 
Assistant Director for Safety Assessment. Ip. 28495:185. 


— 8501180504 Discusses 831011 telcon w/V Moore re response concerning 
corroboration of EPRI list of generic safety issues not 
applicable to design certification. 

MORAN* D. H. NRC - No Detailed Affiliation Given. 83/10/24. NRC 
- No Detailed Affiliation Given. Ip. 28495: 186. 


— 8501180507 Summary of 831107 meeting w/EPRI Util Steering Committee for 
LWR Standardized Plant Design Evaluation re corroboration 
effort concerning issues inapplicable to certification of 
future LWR p lants. Ag enda & viewgraphs end. 

MORAN* D. H. Standardization & Special Projects Branch. 83/11/29. 
THOMAS* C. 0. Standardization & Special Projects Branch, 175pp. 

2B495: 190. 


— 8501210205 Requests that meeting between Util Steering Committee for 
EPRI Standardized LWR Design Program & NRC Policy Committee 
be held on 830209 in Bethesda, MD to discuss plans for 
standardized design. Related info end. 

BURSTEIN, S. Wisconsin Electric Power Co. 82/12/20. DENTON, H. 
Office of Nuclear Reactor Regulation* Director. 18pp. 28495:041. 


— 8501210212 Notifies that meeting between Util Steering Committee for 
EPRI Standardized LWR Design Program & NRC Policy Committee 
rescheduled for 830406. Requests concurrence. 

BURSTEIN* S. Wisconsin Electric Power Co. 83/02/21. DENTON, H. 
Office of Nuclear Reactor Regulation* Director. Ip. 28495:061. 


— 8501210215 Responds to 830221 request for meeting between NRC Policy 
Committee & Util Steering Committee for EPRI Standardized 
LWR Design Program. Meeting will be held on 830406 in 
Bethesda* MD, 

DENTON* H. Office of Nuclear Reactor Regulation* Director. 

83/03/10. BURSTEIN* S. Wisconsin Electric Power Co. Ip. 

28495; 062. 


— 8501210220 Forwards EPRI proposed agenda for 830406 meeting. Possible 
attendees 1 i sted. Related info end. 

MORAN* D. NRC - No Detailed Affiliation Given. 83/04/05. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 13pp. 
28495:063. 


8501180441 FOIA request for license issued to Applied Health Physics* 
Inc. 

GESSNER*W. R. Affiliation Not Assigned. 84/04/05. NORRY* P. 0. 
Office of Administration, Ip. 28471: 178. 


8501180447 Responds to FOIA request for license issued to Applied 
Health Physic s* Inc. Forwards App A documents. 

FELTON* J. M. Division of Rules and Records. 84/05/10. GESSNER* W. R. 
Affiliation Not Assigned. 3pp. 28471: 179. 


— 7907300009 Application for renewal of Matl/By product License 
37-09135-01 authorizing use of Cs-137, Co-60* Ir-192 other 
byproduct sealed sources for sample analysis* gamma ray 
scanning & instrument calibr* storage & sealed source testing 
GALLAGHAR, R. G. Applied Health Physics* Inc, 00456. 79/06/26. 

91pp. 28473:190. 


—8010300236 Requests amend of Matl/Byproduct License 37-14600-01, 
authorizing temporary storage of six drums of low level 
transuranic waste until licensed burial facility accepts 
waste for permanent disposal. 

GALLAGHAR* R. G. Applied Health Physics* Inc. 05410. 80/09/30. 

Materials Licensing Branch. Ip. 28471:290. 


— 8501180453 Amend 18 to License 37-09135-01 for Applied Health Physics* 
Inc* authorizing use of 13 Ci Cs-137 8e 2 Ci Co-60 for calibr 
of instruments. 

HICKEY,^. W. Materials Licensing Branch. 83/09/26. 4pp. 

28471: 182. 


— 8501180492 Amend 3 to License SNM-0811 for Applied Health Physics, Inc* 
authorizing use of 600 micrograms U-233* 5 g U-235 Sc 90 
micrograms Pu-239/241 as analytical specimens for testing 
or analysis of samples. 

JERMAN,P. C. Region 1, Office of Director. 83/06/02. 2pp. 

28471: 186. 


■8501180497 Amend 2 to License SNM-0811 for Applied Health Physics* Inc, 
authorizing RG Gallaghar*KM Myers* JE Nipar*DR Stacy* 

IF Stacy or DM Brandon as users/supervisors of use of 
licensed mail, 

BAS81N*N. Radioisotopes Licensing Branch (Pre 790501). 7B/0S/08. 

Ip. 28471:188. 


— 8501180502 Forwards Form NRC-313 (Supplemental Sheets), Items 8 Se 9 
pertaining to J Douglas training & experience to servo as 
assistant radiation safety off icer, Similiar info also 
forwarded on RL Gailaghar. 

GALLAGHAR, R. G. Applied Health Physics* Inc. 22G60. 83/04/27. 

JER!MAN*P, Region 1* Office of Director. 9p6. 28471:189, 
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— 8501180503 Application for amend to License 37-14600-01* revi s ing 
Conditions 2* 3 & 6 to read as stated. 

MYERS* K. M. Applied Health Physics, Inc. 95193. 78/06/08. 

BASSIN*N. Radioisotopes Licensing Branch <Pre 790501). 4pp. 
28473; 281. 


— 8501180506 Application for reneual of License SNM-Oai 1* extend ing 
license for S-yr period. 

OALLAGHAR* R. G. Applied Health Physics. Inc. 08513. 78/01/31. 
BROWN* J. M. Radioisotopes Licensing Branch (Pre 790501). 11pp. 
28473: 285. 


— 8501180508 Addendum to application for reneual of Licenses 37-09135-01 
& 37-14600-01* adding RG Gallagher* JH Douglas* El Njoku.J 
Nipar & RL Gallagher as users of licensed matl. 

OALLAGHAR* R. G. Applied Health Physics. Inc. 00456. 83/04/18. 

HICKEY* J. Materials Licensing Branch. 12pp. 28471:198. 


— 8501180510 Application for reneual of License SNM-081 1* author! zing 
RG Gallaghar & KM Myers as users/supervisors of use of 
licensed matls. RG Gallaghar St KM Myers resumes St list of 
radiation detection instrumentation end. 

GALLAGHAR, R. G. Applied Health Physics* Inc. 07660. 77/08/31. 

Radioisotopes Licensing Branch (Pre 790501). 9pp. 28473:296. 


>8501180511 Addendum to application for reneual of License SNM-811, 
including Pu-238* Pu-239* Pu-240* Pu-242* Pu-244* U-233 St U 
enriched in U-235 isotope as licensed matl. 

GALLAGHAR* R. G. Applied Health Physics* Inc. 22060. 83/04/12. 

HICKEY* J. Materials Licensing Branch. Ip. 28471:217. 


— 8501180514 Application for reneual of License SNM-811* extending 
license for 5-yr period. 

GALLAGHAR* R. G. Applied Health Physics* Inc. 83/01/27. HICKEY* J. 
Materials Licensing Branch. 7pp. 28471:218. 


— 8501180517 Application for amends to Licenses 37-09135-01 St 
37-14600-01* adding JG Och as radiation safety officer. 
OCH*J. G. Applied Health Physics. Inc. 71985. 76/05/21. 

BASSIN*N. Materials Licensing Branch. 2pp. 28473:305. 


—8501180519 Responds to 801208 shou cause order re activities involving 
licensed uaste matls. Licensed matls shall be stored in 
secure area St protected against effects of ueather. 

Supporting documentation end. 

OALLAGHAR* R. G. Applied Health Physics* Inc. EA-00-064. 81/01/27. 

STELLO* V. Office of Inspection St Enforcement* Office of the 
Director. 65pp. 28471:225. 


—8501180521 Advises that individuals referenced in NRC 750430 Itr had 
formal radiological safety courses* plus on-the-job training 
at nuclear reactor sites. Training *< experience summary St 
operating & emergency procedures for raduaste handling end. 
HABER*D.R. Applied Health Physics* Inc. 75/07/25. BASSIN* N. 
Division of Fuel Cycle St Material Safety. 24pp. 26473:307. 


— 8501180523 Safety practices St operating procedures manual. 

OALLAGHAR* R. G, Applied Health Physics* Inc. 80/07/30. 88pp. 

28471: 291. 


— 8501180526 Application for reneual of License 37-09135-01* designating 
RG Gallaghar as user St radiation protection officer. 

OALLAGHAR* R. G. Applied Health Physics* Inc. 07905. 69/01/24. 

7pp. 28472:036. 


— 8501180527 Responds to 750117 Itr re uaste disposal license 
application, Resumes of listed individuals end. 

HABER* D.R. Applied Health Physics, Inc. 0883. 75/02/26. 

BASSIN* N. Materials Licensing Branch. 35pp, 28473:331. 


— 8501180530 Application for uaste disposal license. 

GALLAGHAR* R, 0. Applied Health Physics* Inc. 53055. 74/11/07. 

108pp. 28475:041. 


8501210209 FOIA request for correspondence re certificate of 
registration St safety analysis summary for Lixi, Inc Device 
NR-422-D-101-S St related devices. 

WIESELMAN*K. HealthMate* Inc. 84/06/27. NRC - No Detailed 
Affiliation Given, Ip. 28490:352. 


8501210219 Responds to FOIA request for documents re Lixi* Inc Device 
NR-422-D-101-8 St foruards documents listed in App A. ANSI 
N538-1979 available through GPO, Other documents returned to 
originators for releasability determination. 

FELTON* J. Ml. Division of Rules and Records. 84/08/03. WIESELMAN* K. 
HealthMate* Inc. 2pp. 28490:353. 


8501210246 FOIA request for current list of NRC licensed companies 
capable of handling nuclear matls. 

ROBERTS. I. Merion-Warner Corp. 84/07/19. FELTON* J. Division of 
Rules and Records. ip. 28490:361. 


9501210252 Responds to FOIA request for current list of NRC licensed 
companies capable of handling nuclear matls. W/o end. 

FELTON* J.M. Division of Rules and Records. 84/08/06. ROBERTS* I. 
Merion-Warner Corp, Ip. 28490:362. 


8501210336 FOIA request for four categories of documents re hydrogen 
control issue in OL proceedings. 

HIATT* S, L. Ohio Citizens for Responsible Energy. 84/06/16. 
FELTON* J.M. Division of Rules and Records. Ip. 28495:001, 24X 

Fiche: 50-440* 84/06/16* 8501210336. 


8501210339 Partial response to FOIA request for four categories of 
documents re hydrogen control issue in OL proceedings. 

Foruards documents listed in App A. W/o documents. 

FELTON* J.M. Division of Rules and Records. 84/08/03. HIATT, S. 

Ohio Citizens for Responsible Energy. 2pp. 28495:002. 24X 
Fiche: 50-440* 84/08/03* 8501210339. 


8501210391 Appeals denial of FOIA request for documents re sua sponte 
revieu of issues re implementation schedule uhich util uill 
not have completed prior to restart of plant for seven 
long-term items. 

WEISS* E.R. Harmon. Weiss 8f Jordan. 84/06/14. DIRCKS* W. Office of 
the Executive Director for Operations. Ip. 28495:004. 24X 

Fiche: 50-289* 84/06/14* 8501210391. 


8501210394 Final response to FOIA request for documents re sua sponte 
revieu of issues re implementation schedule items that uill 
not be completed prior to restart. Foruards documents listed 
in app. Documents partially uithheld (ref FOIA Exemption 5). 

FELTON* J.M. Division of Rules and Records. 84/07/16. WEISS* E. R. , 
Union of Concerned Scientists. WEISS.E. R. Harmon* Weiss S( Jordan. 
3pp. 28495:005. 24X Fiche: 50-289* 84/07/16* 8501210394. 


—8 501210400 SEC Y-B4- 1 1 3 

Recommends that Commission issue attached order re UCS 
motion to establish criteria for judging reasonable progress 
at facility. Portions deleted. 

MALSCH.M. G. Office of the General Counsel. ZERBE* J. E. Office of 
Policy Evaluations. 84/03/14. 11pp. 28495:008. 24X 

Fiche; 50-289* 84/07/16* 8501210394. 


8501220252 Partial response to FOIA request for documents re 
allegations St problems at plants. Portions of Fortune 840316 
memo listed in App A uithheld (ref FOIA Exemption 7). 

Document available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/07. BUCKLES* R. 
NUS Corp. 3pp. 28520:099. 


8501220325 FOIA request for documents contained in Kerr-McGee Chemical 
Corp Kress Creek decontamination proceeding or referred to 
in 840302 order to shou cause. 

PROTO*N. T. Kelley Drye St Warren. 84/07/11. Office of 
Administration. 2pp. 28520:032 


8501220329 Responds to FOIA requests for docket records re Kerr-McGee 
Chemical Corp. Foruards App A documents. Documents also 
available in PDR. File on request closed. 

FELTON, J.M. Division of Rules and Records. 84/07/30. PROTO* N. T. 
Kelley Drye Sc Warren. 2pp. 28520:036. 


8501220333 FOIA request for listed documents re Kerr-McGee Chemical 
Corp West Chicago Rare Earths facility license amend* 
including DES or FES* proposed amend to license Sc order or 
notice of hearing containing list of contentions. 

PROTO*N. T. Kelley Drye Sc Warren. 84-495-01-ML. 84/07/11. Office 

of Administration. 2pp. 28520:034. 


8501220335 FOIA request for SECY-84- 159. 

DIBBLE* C.B. LeBoeuf* Lamb* Leiby Sc MacRae. 84/05/21. FELTON* J.M. 
Division of Rules and Records. Ip. 28519:350, 


8501220336 Responds to FOIA request for SECY-84-159. Document uithheld 
(ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records, 84/07/31. DIBBLE*C. B. 
LeBoeuf* Lamb* Leiby Sc MacRae. Ip. 28519:351. 


8501220340 FOIA request for Amend 8 to License 12- 18044-0 1 MD, 
MCDONALD* D. D. Nuclear Pharmacy* Inc, 84/07/19. FELTON*'!, M. 
Division of Rules and Records. Ip. 28519:347. 


8501220343 Responds to FOIA request for Amend 8 to License 
12-18044-01MD. Foruards amend, 

FELTON* J.M. Division of Roles and Records, 84/08/01, MCDONALD* D. D. 
Nuclear Pharmacy* Inc. Ip, 28519:348. 

8501220358 FOIA request for OE Jones 761022 transmittal Itr detailing 
conclusions draun from SAND 76-0298* "Malevolent Use of Less 
Than Strategic Quantities of Pu. " 

AFTERQOOD*S. Committee to Bridge the Gap, 84/07/16. Office of 
Administration. Ip, 28519:345. 
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8501220360 Responds to FOIA request for OE Jones 761022 transmittal Itr 
detailing conclusion drawn from SAND 76~0298> “Malevolent 
Use of Less Than Strategic Quantities of Pu. " Ltr not 
available at NRC. Contact u/listed DOE ofc recommended. 

FELTON, J.M. Division of Rules and Records. 84708/06. AFTERGOOD, S. 
Committee to Bridge the Gap. Ip. 28519:346. 


— 8501220431 Forwards five sample cans containing soil w/various 
concentrations of Am-241 from Jollytown cleanup site. Samples 
should be analyzed at NRC lab. Results derived by utilizing 
MCA equipment li sted. Cleanup approx 90% complete. W/o end. 

WAGNER, S. Consolidation Coal Co. 83/12/06. NICOLOSZ, J. Region 
1, Office of Director. Ip. 28516:250. 


8501220362 Addl response to FOIA request for documents re facility 
restart proceeding. Documents listed on app withheld <ref 
FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/07/02. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 28519:341. 24X 

Fiche: 50-289, 84/07/02, 8501220362. 


— 8501220434 Forwards plot plan map for Jollytown cleanup site, per NRC 
831024 request. Map should assist NRC in estimating area for 
final survey in order to release site for unrestricted use. 

WAGNER, S. Consolidation Coal Co. 83/11/03. NICOLOSI, J. Region 
1, Office of Director. 7pp. 28516:251. 


8501220365 Further response to 830805 FOIA request for documents re 
allegations made by R Gunderson & W Royc e. Forwards App A 
documents. Documents also available in PDR. Info partially 
withheld (ref FOIA Exemptions 6 & 7>. 

FELTON. J.M. Division of Rules and Records. 84/06/07. BERNABEI, L. 
Government Accountability Project. 3pp. 28519:330. 24X 

Fiche: 50-528, 84/06/07, 8501220365. 


— 8501220438 Discusses 830420 telcon w/licensee re final site 
decontamination proposal. No work currently done on site, 
except to reassay soil samples from packaged drums. Drum 
contents may have to be repackaged. 

NICOLOSI, J. F. Division of Engineering & Technical Programs. 
83/08/11. KINNEMAN, J. D. Division of Engineering & Technical 
Programs. Ip. 28516:288. 


— 8501220370 Handwritten memo forwarding status list of allegations & 
persons responsible for closeout. Open allegations & items to 
be assigned to Region V highlighted. Info partially withheld. 
NAR8UT, A. D. NRC - No Detailed Affiliation Given. 83/04/19. 
JOHNSON, A. NRC - No Detailed Affiliation Given. 5pp. 28519:333. 
24X Fiche: 50-528, 84/06/07, 8501220365, 


8501220372 Further response to 830628 FOIA request for all 1982 SECY 
papers, Forwards SECY~82-393, SECY-82-461 & SECY-82-490. 

Documents also available in PDR. Info partially withheld 
(ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/06/07. WEISS, E. R. 
Union of Concerned Scientists. 2pp. 28520:001. 24X 

Fiche: 50-247, 84/06/07. 8501220372. 


—8501220375 SECY-82-393 

Discusses FOIA Appeal 82-A-19C re emergency preparedness & 
risks associated w/fuel loading & low power operation. Info 
partially withheld. 

ROTHSCHILD, T. Office of the General Counsel, 82/09/17. 24pp. 

28520: 003. 


—8501220376 SECY-82-461 

Discusses UCS FOIA Appeal 82-A-21 re environ qualification 
rules. Info partially withheld. 

ROTHSCHILD, T. Office of the General Counsel. 82/11/19. 3pp. 
28520: 027. 


—8501220378 SECY-82-490 

Discusses 821126 director's decision denying UCS request to 
suspend facility operations due to emergency planning & 
preparedness deficiencies. Info partially withheld. 

MALSCH, M. G. Office of the General (Counsel. 82/12/14. Ip. 
28520: 030. 24X Fiche: 50-247, 84/06/07. 8501220372. 


8501220409 Partial response to FOIA request for documents re 820827 
radioactive incident in Greene County, PA. Forwards App A 
documents. Review continuing. 

FELTON, J.M. Division of Rules and Records. 84/06/18. BAILY, W. M. 
Thompson & Baily. 4pp. 28516: 178. 


— 8501220414 Ac k receipt of 840405 ltr re proposed survey plan for 
property of Consolidation Coal Co. Concurs w/proposed survey 
plan. 

KINNEMAN, J. D. Region 1, Office of Director. 84/04/24. 

BERGER, J.D. Oak Ridge Associated Univs. Ip. 28516:182. 


— 8501220417 Forwards proposed survey plan for Consolidation Coal Co 
property. 

BERGER, J.D. Oak Ridge Associated Univs. 84/04/05. NICHOLOSI, J. 
Region 1, Office of Director. 5pp. 28516:183. 


— 8501220422 Discusses recommendation for enforcement action against 
licensee re radioactive incident during Sept 1982 in which 
sources ruptured & ground around well contaminated. Violation 
should be classified at Severity Level IV. 

KINNEMAN, J. D. Region 1, Office of Director. 84/02/29. 

MARTIN, T.T. Division of Engineering & Technical Programs. 2pp. 
28516: 188. 


"8501220424 Forwards "Decontamination Rept Sc Final Radiological Survey," 
for Jollytown Site in Greene County, PA, Rept documents 
radiation cleanup program & basis for final release of site. 

Review of survey results requested. 

WAGNER,S. Consolidation Coal Co. 84/02/15. NICOLOSI, J. F. Region 
1, Office of Director. Ip. 26516:200. 


— 8501220427 “Decontamination Rept & Final Radiological Survey. “ 

YURCHICK. c. W. , STACY, D. Consolidation Coal Co. 84/02/10. 49pp. 

28516:201. 


— 8501220443 Discusses 830311 telcon w/licensee re termination of svc 
w/Applied Health Physics (AHP) at Jollytown site due to 
faulty SVC. Licensee planning to bring in CONOCO, Inc to 
finish decontamination of site. 

NICOLOSI, J. F. Division of Engineering & Technical Programs. 
83/08/11. KINNEMAN, J, D. Division of Engineering & Technical 
Programs. Ip. 28516:289. 


— 8501220446 "Guidelines for Decontamination of Facilities 8e Equipment 
Prior to Release for Unrestricted Use or Termination of 
Licenses. " 

* Texas, State of. 74/0B/06. 4pP. 28516:300. 


— 8501220450 Forwards proposed info notice, describing incident which 
occurred near Jollytown, PA during well logging tool recovery 
operations by licensee. NMSS SRP should be revised to include 
listed recommendations. 

MARTIN, T. T. Division of Engineering 8f Technical Programs. 
83/05/20. CUNNINGHAM, R. E. Division of Fuel Cycle U Material 
Safety. 2pp. 28516:308. 


— 8501220455 Recommends that end draft info notice be distributed to all 
licensees authorized to possess & use well logging devices. 

Notice effective means of reminding licensees of hazards 
involved during well logging recovery operations. 

MARTIN, T.T. Division of Engineering 8e Technical Programs. 

83/03/09. COBB, L. I, Safeguards it Materials Program Branch. 3pp. 
28516: 310. 


— 8501220458 Handwritten memo forwarding, for review *< comment, draft ltr 
to licensee & draft Insp Rept 30-12023/82-02 on 821109-10. 

KINNEMAN, J. Region 1, Office of Director. 83/01/12. NRC - No 
Detailed Affiliation Given. 7pp. 28516:330. 


— 8501220459 Summarizes equipment utilized in assessing contamination due 
to Am spill in Gilmore Township. 

YUSKO, J. G. Pennsylvania, Commonwealth of,. 82/10/07. NICOLOSI, J. 
Region 1, Office of Director. 3pp. 28517:065. 


•8501220461 Application for amend to License 37-16998-01, changing 
licensee address. 

DEUSENBERRY, D. Consolidation Coal Co. 2320. 84/06/18. 

BROWN, J. M. Division of Fuel Cycle Sc Material Safety. 31pp. 
28517: 158. 


— 8501220466 Amend 3, renewing License 37-16998-01 for Consolidation Coal 
Co. 

GUINN, P.R. Materials Licensing Branch. 81/08/17. 3pp. 

2B517: 189. 


— 8501220470 Requests addl info to continue review of 810414 application 
for renewal of License 37-16998-01. Description of permanent 
storage area & means of controlling unauthorized access 
should be given. 

GUINN, P.R. Materials Licensing Branch. (07620). 81/06/22. 

YURCHICK, C. W. Consolidation Coal Co. 2pp. 28517:192. 


— 8501220478 Application for renewal of License 37-16998-01, author i zing 
use of Am-241 in Gammatron, Inc sealed source for logging 
wells. Fee paid. 

YURCHICK, C, W, Consolidation Coal Co. 07620. 81/04/14. lOpp. 

28517: 199, 


— 8501220472 Submits info re renewal of License 37-16998-01, per NRC June 
1981 request. Kouiipe leak test kits supplied by Nuclear 
Sources Sc Svc. Leak test will be conducted semiannual ly. 

YURCHICK, C. W. Consolidation Coal Co. 07620. 81/07/09. 

GUINN,P.R. Region 1, Philadelphia, Office of the Director 
(81/03/01). 5pp. 28517:194. 
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— 8S01220485 Ac k receipt of application for renewal of License 
37-16998-01. License will not expire until final NRC action 
taken. Draft IE info notice end. 

HICKEYi J. W. Materials Licensing Branch. 07620. 81/05/11. 

MURCHICK. C. Affiliation Not Assigned. 3pp. 28517:209. 


8501220498 E’QIA request for documents re licensing & sales of 
electromagnetic pulse detector /nul 1 if ier patented by 
M Gripentog. 

GUIZOT. D. Baker & Camusi. 5289. 84/05/15. FELTON* J. M, Division 

of Rules and Records. Ip. 28516: 174. 


8501220502 Response to FOIA request for documents re W Gripentog patent 
for electromagnetic pulse detector /nul 1 i f ier. No documents 
found responsive to request. Address for request to DOE 
provided. 

FELTON. J. M. Division of Rules and Records. 84/06/21, GUIZOT. D 
Baker & Camusi. Ip. 28516: 175. 


8501220509 FOIA request for documents re Kerr-McGee Cushing U & thorium 
facili ties* including Form AEC-578 matl status repts & 
attachments for License SNM-695 for Jan 1963 - Dec 1965 & 
insp repts for listed licenses during 1963. 

BARNES* C. Affiliation Not Assigned, 84/05/13. FELTON. J. M. 

Division of Rules and Records. 2pp. 28518:001. 


8501220514 Responds to FOIA request for 12 separate categories of 
documents re Kerr-McGee Cushing U thorium facilities. 

Documents requested in Items 1-7 & 10 not located. Documents 
for Items 8*9 & 11 listed in App A end. 

FELTON* J. M. Division of Rules and Records. 84/06/19. BARNES. C. 
Affiliation Not Assigned. 2pp. 28518:003. 


— 8501220517 Discusses insp of License SNM-695 on 640810-1 1. Noncompliance 
noted: pilot light in furnace used to burn off gases not lit 
& in-process matls stored in 1-gallon bottles on floor of 
bldg. Response requested within 20 days. 

PRICE. E.R. Atomic Energy Commission. 64/10/16. LAMBERTUS. H. 
Kerr-McCee Corp. 2pp. 28518:005. 


— 8501220521 Forwards insp rept from insp on 640810-11 for appropriate 
action. Item of noncompliance re vendor use of hydrogen gas 
in processing area discussed. NRC suggestions for increased 
safety of operations listed, 

DUBINSKI*L. Atomic Energy Commission. 64/09/11. PRICE.E. R. 
Atomic Energy Commission. Ip. 28518: 007, 


— 8501220525 Insp rept on 640810-1 1. Noncompliance noted: excess hydrogen 
used in conversion of ammonium diuranate to U dioxide not 
Ignited by flame. but allowed to vent unburned into exhaust 
sys. 

COOLEY* W. J. Atomic Energy Commission. 64/09/02. lOpp. 

28518; 008. 


— 8501220529 Compliance insp rept from insp on 640122-23 Zt 0305, 
Noncompliance noted: AEC not informed 10 days prior to start 
of machining operations & dry source matl transferred in 
hood not equipped w/absolute filter, 

SMITH. G. H. * WALKER. D.I. Atomic Energy Commission. 64/04/08. 
21pp. 28518:031. 


— 8501220533 Compliance investigation rept re 650623 fire 8c rapid 
oxidation. Noncompliance noted: AEC not immediately notified 
of event. 

SANDEL* P. S. . WOOLSEY. R, T, Atomic Energy Commission. 65/07/09, 
13pp. 28518:053, 


— 8501220536 Forwards Part 70 insp rept from insp on 650908. No 
noncompliance noted. 

CROCKER. H.W. Atomic Energy Commission. 65/10/01. WALKER. D.I. 
Atomic Energy Commission. Ip. 28516: 066. 


—8501220539 Forwards compliance insp rept from insp on 650126-27 8< 0202- 
03. No noncompliance noted. 

WALKER* D.I. Atomic Energy Commission. 65/02/16. OUBINSKI. L. 

Atomic Energy Commission. 2pp. 28518:070. 


— 8501220542 Compliance insp rept from insp on 650126-27 8» 0202-03. No 
noncompliance noted. Major areas inspec ted: scope of 
operation, facilities Sc subcontrac ts. 

SANOEL.P. s. . WOOLBEY.R.T. Atomic Energy Commission. 65/02/16. 
9pp. 28518:072. 


—8501220548 Forwards Part 70 insp rept from insp on 650126-27. No 
noncompliance noted. 

CROCKER. H.W. Atomic Energy Commission. 65/02/04. BROWN. G. D, 
Atomic Energy Commission. Ip. 28518: 081. 


— 8501220551 Part 70 insp rept from insp on 650126-27. No noncompliance 
noted. Major areas in sp ec ted : nuc lear safety program, 
organization & Cushing operations, 

CROCKER. H.W. Atomic Energy Commission. 65/02/04. 6pp. 

28518:082. 


-8501220554 Part 70 insp rept from insp on 650908. No noncompliance 
noted. Major areas inspected: radiological & nuclear safety 
programs & practices. 

CROCKER. H.W. Atomic Energy Commission. 65/09/21. 4pp. 
28518:088. 


B501220559 FOIA request that four listed repts re water hammer in 
nuclear power plants be placed in PDR. including Rev 1 to 
EG&G Jul 1980 Rept CAAP-TR-053 "Water Hammer Studies. " 

SHOLLY. S. C. Union of Concerned Scientists. 84/03/29. FELTON. J. M. 
Division of Rules and Records, Ip. 28507:291. 


B5D1220561 Responds to FOIA request for four repts re water hammer in 
nuclear power plants. Forwards Document 1 on App A. 

Documents 2. 3 & 4 as listed on app already available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/04/27. SHOLLY, S. C. 
Union of Concerned Scientists. 2pp. 28507:292, 

— 8501220564 EGC-CAAP-51 33 

"Supplemental Water Hammer Analysis & Sys Review, " 

SAFFELL.B. F. EG&G. Inc. FIN A-6251. 80/07/31. 57pp. 28507:294. 

8501220567 FOIA request for documents re Fern Lake project. 

DUNAGAN. C. B. Bremerton Sun. Bremerton. WA. 84/07/09. NRC - No 
Detailed Affiliation Given. Ip. 28516: 176, 


8501220570 Responds to FOIA request for documents re Fern Lake project. 
NRC does not have documents subj to request. DOE should be 
contacted for documents. 

FELTON, J.M. Division of Rules and Records. 84/07/20. DUNAGAN. C. B. 
Bremerton Sun, Bremerton, WA. Ip. 28516: 177. 


8501230008 Second response to FOIA request for documents re Chairman 
Palladino 840320 memo re licensing delays & legal authority 
for NRC.ASLB & ASLAB expedited hearings. App A documents 
withheld <ref Exemption 5). App B documents available in PDR, 
FELTON, J. M. Division of Rules and Records. 84/06/07. BELL, N. 
Nuclear Information «t Resource Service. 5pp. 28520:320. 


8501230011 FOIA request for copies of all nonconformance repts on 
facility from start of const to present. 

MIODEN, J. L. Ohio. State of. 84/03/08. Office of Administration. 
Ip. 28520:343. 24X Fiche: 50-358. 84/03/08. 8501230011. 


8501230014 Responds to FOIA request for all nonconformance repts on 
fac il ity. Documents available at NRC headquarters & 

Region III ofc. 

FELTON, J.M. Division of Rules and Records. 84/06/07. MIGDEN, J. L. 
Ohio. State of. Ip. 28520:344. 24X Fi che: 50-358, 84/06/07. 

8501230014. 


8501230016 Third response to FOIA request for documents re SER on 
operation of plant. App documents available in PDR. Review of 
addl documents continuing. 

FELTON, J. M. Division of Rules and Records. 84/06/27. GARDE. B. P. 
Government Accountability Project, 3pp. 28533:012. 24X 

Fiche: 50-275. 84/06/27. 8501230016. 


— 8306030490 Lists 830428 teleconference recommendations on Superstrut 
allegations. NRC concerns re util proposed test program to be 
submitted on 830617 listed. 

ROMNEY, N. D. Structural & Geotechnical Engineering Branch. 

83/05/27. LEAR.G. Systematic Evaluation Program Branch. 2pp, 
28533: 266. 24X Fiche: 50-275. 84/06/27. 8501230016. 


— 8306270472 Forwards Auxiliary Sys Branch SER on reevaluation of 
component cooling water sys. in response to 830218 memo. 

Licensee has satisfied original FSAR commitments Si 
applicable regulations. 

RUBEN8TEZN. L. 8. Assistant Director for Core St Plant Systems, TAC 
49935. 83/06/20. NOVAK. T, M. Assistant Director for Licensing. 

3pp. 28533: 176. 24X Fiche: 50-275. 84/06/27. 8501230016. 


— 8308190102 Summarizes findings on anonymous allegations re IDVP 
activities identified in D Fleischaker 830328 Itr. 

KNIGHT. J.P, Assistant Director for Comp. Si Structures Engineering 
(Post 830201). 83/08/10. NOVAK. T. M. Assistant Director for 

Licensing. 3pp. 28533:268. 24X Fich e: 50-275*84/06/27* 8501230016, 


—8310110367 Provides Equipment Qualification Branch assessment of 
seismic capability of emergency diesel generator intake St 
exhaust sys. Any loss of efficiency in operation of diesel 
generators due to large earthquake unlikely, 

KNIGHT. J.P, Assistant Director Por Comp. Zt Structures Engineering 
(Post 830201). 83/09/29. NOVAK* T. M. Assistant Director for 

Licensing. Spp. 28533:212, 24X Fich e: 50-275* 84/06/27, 8501230016. 
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— 8310310503 Forwards R Lipinski evaluation of util response to anonymous 
Allegation 6. Response acceptable pending review of two 
confirmatory items re test programs of matl & demonstration 
by util that tornado parameters upper bound. 

LEAR»0. Structural & Geotechnical Engineering Branch. 83/10/21. 
KNIGHTONiG. Licensing Branch 3. 7pp. 28533:289. 24X 

Fiche: 50-275. 84/06/27. 8501230016. 


— 8501230022 Transcript of C Strokes 831207 interview re seismic 
restraints. 

STOKES. C. Pacific Gas & Electric Co. 83/12/07. 121pp. 

28533: 017. 24X Fiche: 50-275. 84/06/27, 8501230016. 


— 8501230029 Forwards div response to allegations identified in 
G Knighton 831129 memo. 

MATTSONiR. J. Division of Systems Integration <post 811005). 
83/12/09. EISENHUT, D. G. Division of Licensing. 27pp. 28533:149. 

24X Fiche: 50-275, 84/06/27, 8501230016. 


— 8501230036 Safety evaluation re component cooling water sys. Applicant 
satisfied original FSAR commitments & regulations. 

* Auxiliary Systems Branch. 83/06/20. 21pp. 28533: 179. 24X 

Fiche: 50-275, 84/06/27. 8501230016. 


— 8501230045 Forwards Auxiliary Sys Branch SSER re util proposed Tech 
Spec for assuring operable UHS. Tech Specs adequate. 

RUBENSTEIN, L. S. Assistant Director for Core & Plant Systems. 
83/07/14. NOVAK, T. M. Assistant Director for Licensing. Ip. 
28533: 200. 24X Fiche: 50-275, 84/06/27, 8501230016. 


— 8501230049 SSER supporting util proposed Tech Specs re UHS. 

■* Auxiliary Systems Branch. 83/07/14. 11pp. 28533:201. 24X 

Fiche: 50-275, 84/06/27, 8501230016. 


— 8501230059 “Final Rept on Evaluation of Spot-Welded Matls Used in 
Support Sys for Electrical Conduit & Cable Trays at Diablo 
Canyon Power Plant. *' 

* Bechtel Corp. 83/07/01. 19pp. 28533:238. 24X 

Fiche: 50-275, 84/06/27, 8501230016. 


— 8501230063 Rev 0 to "Outline for Sampling, Preparation & Testing of 
Spot-Welded Superstrut Members for Diablo Canyon Power 
Plant. " 

* Pacific Gas & Electric Co. 83/05/21. 9pp. 28533:257. 24X 

Fiche: 50-275, 84/06/27, 8501230016. 


8501230017 FOIA request for listed documents re failure of 
f urnace-sensiti xed stub tubes at plant. 

BELL, N, Nuclear Information ?c Resource Service. 84/04/24. Office 
of Administration. 2pp. 28520:345. 24X Fiche: 50-220, 84/04/24, 

8501230017. 


8501230023 Final response to FOIA request for three categories of 
documents re failure of furnace-sensitized stub tubes. No 
further documents responsive to request located. 

FELTON, J.M. Division of Rules and Records. 84/06/07. BELL, N. 
Nuclear Information 8c Resource Service. Ip. 28520:347. 24X 

Fiche: 50-220, 84/06/07. 8501230023. 


8501230028 Final response to FOIA request for documents re I&E Rept 
79-19 & associated notice of proposed imposition of civil 
p enal ti es. App A, B & C documents available in PDR. Portions of 
App C documents withheld (ref FOIA Exemption 7), 

CHILK, S. J. Commissioners. 84/07/03. HAMLIN, J, B. Shaw, Pittman, 
Potts !c Trowbridge. 17pp. 28535:237. 24X Fiche: 50-498, 84/07/03, 

8501230028. 


8501230031 Advises that counsel for util 8e Brown 8e Root will be 
provided w/encl revised transcript of Commission 800415 
briefing on investigation of QA-GC problems at facility. 
BERKOVITZ, D, M. Office of the General Counsel. 84/09/18. 
REASONER, H. Vinson Sc Elkins. Ip. 28535:255. 24X 

Fiche: 50-498, 84/07/03, 8501230028. 


8501230038 Responds to FOIA request for documents re shipment of 
nuclear matl Sc/or weapons from 1950 to present. NUREO/CR-0334 
destroyed. Sanitized version placed in PDR. Portions of 
,NUREG/CR-0996 withheld (ref FOIA Exemption 1). 

FELTON, J.M. Division of Rules and Records. 84/07/09. MILLAR, F. 
Environmental Policy Institute. 70pp. 28535:009. 


6501230041 Responds to FOIA request for documents providing guidance 
for conducting IE insps Sc investigations during Nov 1979 - 
Mar 1980. Forwards App A Sc B documents. Documents also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/10. HAMLIN, J. B. 
Shaw, Pittman, Potts Sc Trowbridge. 5pp, 28536:048. 


— 8501230046 Lists three categories to be indicated on future notices 
of violation. Categories are: excess release of radioactive 
matls, uncorrected violations that may lead to situations 
involving radiation exposure & posting of procedures. 

KRUESI,F. E. Atomic Energy Commission. 73/06/05, Atomic Energy 
Commission. 2pp. 28536:055. 


— 8501230048 Forwards new criteria for determining enforcement action. 
KRUESI, F. E. Atomic Energy Commission. 72/11/01. Atomic Energy 
Commission. 4pp. 28536:071. 


8501230060 FOIA request for documents re mothballed nuclear power 
reactors. 

BELL, N. Nuclear Information & Resource Service. 84/06/01. 

FELTON, J. M. Division of Rules and Records. 2pp. 28525:323 24X 

Fiche: 50-460, 84/06/01, 8501230060. 


8501230064 Partial response to FOIA request for documents re mothballed 
nuclear power reactors. Forwards App A documents. Documents 
also available in POR. Search for addl documents continuing. 

FELTON, J.M. Division of Rules and Records. 84/06/28. BELL, N. 
Nuclear Information & Resource Service. 2pp. 28525*325 24X 

Fiche: 50-397, 84/06/28, 8501230064. 


— 8501230069 Forwards updated const status repts as of 830930. One 
oversize figure end. Aperture card available in PDR. 

SORENSEN, G. C. Washington Public Power Supply System. G02-83-959. 
83/10/23. HARTFIELD, R. A. Office of Resource Management, Director, 
5pp. 28525:327. 24X Fiche: 50-397, 84/06/28. 8501230064. 


8501230070 FOIA request for seven categories of documents, including 
1983 Class IE relay failures at three plants, relay failures 
discussed in IE Bulletin 84-02 Sc NRC responses to GE SILs & 

SALS. 

BELL, N. Nuclear Information Sc Resource Service. IEB-84-02. 
84/04/25. FELTON, J. M. Office of Administration. 2pp. 26536* 001. 
24X Fiche: 50-000, 84/04/25, 8501230070. 


6501230082 Further response to FOIA request for seven categories of 
documents re failures in electrical relay s. Forwards App A 
documents. Documents also available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. BELL, N. 
Nuclear Information Sc Resource Service. 2pp. 26536:003. 24X 

Fiche: 50-000, 84/05/24, 8501230082. 


— 8501230107 Forwards util 810518 response to IE Info Notice 81-01 
describing survey of GE Type HFA relays. Relay replacement 
program will be followed during course of future insp. 

Related info end. 

MARTIN, T. T. Region 1, Philadelphia, Office of the Director. 
81/05/29. JORDAN, E. L. Office of Inspection & Enforcement, Office 
of the Director. 5pp. 28536:005. 24X Fiche: 50-000, 84/05/24, 

8501230082. 


8501230086 FOIA request on behalf of Syncor Corp for CJ Michaels 
statements re NRC insp & investigation of Pharmatopes, Inc 
in Apr— Jul 1982, Special interest in receipt of transcript of 
Michaels B20614 interview expressed. 

MARCHETI, C. L. Kirkpatrick Sc Lockhart, 84/05/10. FELTON, J. M. 
Division of Rules and Records. Ip. 28533:308. 


8501230091 Responds to FOIA request for C Michaels statements re NRC 
Apr-Jul 1982 insp Sc investigation of Pharmatopes, Inc, 

Portions of C Michaels Itr Sc draft statement Sc Insp Rept 
30-15134/82-03 withheld (ref FOIA Exemptions 6 Sc 7). 

FELTON, J.M. Division of Rules and Records. 84/07/12. 

MARCHETTI,C. L. Kirkpatrick Sc Lockhart. 4pp. 28533:309. 


—8501230113 Discusses CJ Michaels 820205 Sc 1126 telcons re dispute w/ 
employer (Pharmaco— Nuclear, Inc > over apparent radiation 
safety issue Sc subsequent termination of employment. 

Handwritten notes re allegations and. 

NICOLOSZ,J. Region 1, Office of Director. 82/12/01. Region 1, 
Office of Director. 5pp. 28533:313. 


8501230134 Submits list of elleyetions re suspicious licensee 
practices concerning excessive exposure of employees, 
improper preparation of dqseges for customers Sc possible 
dangers to nsanby individuals. Draft statement end. 

MICHAELS, C- J. Pharmaco Nuclear, Inc. 82/03/16. KINNEMAN, J. 
Region 1, Office of Director. 28533:318. 

• ■ ' :■ .(/i- ■ :r=. . ,■ ■ 

8501230101 FOIA request for six categories of documents, including 
impact of application of Sholly Amend NSHC determination on 
TMI-1 steam generator OL amend Sc other OL amends. 

BELL, N. Nuclear Informetian Sc Resource Service. 64/06/01. 

FELTON. J M, Division of Rules and Records. app. 28525:238. 24X 

Fiche: 50-289, 84/06/01, 85012tJ010'l. 
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8501S30111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON* J. M. Division of Rules and Records, 84/06/21. BELL* N. 
Nuclear Information Sc Resource Service. 5pp. 28525:241. 24X 

Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230151 Submits review of proposed notice Sc NSHC for license amend 
involving reracking McOuire spent fuel pits w/o concurrence. 

Generic bases not sufficient to support NSHC question on 
case-by-case basis. Staff may use Sc adopt Duke NSHC bases. 

GRAY* J, Office of the Executive Legal Director. 84/06/05. 

BIRKEL* R. NRC - No Detailed Affiliation Given. Ip. 28525:246. 

24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230158 Submits concurrence for proposed amend for plant involving 
numerous changes to Tech Specs. Format St approach to 
handling large vol of changes acceptab le. Suggests areas of 
notice that need mod. 

GRAY* J. Office of the Executive Legal Director. 84/05/18. 
BOURNIA*A. NRC - No Detailed Affiliation Given. 6pp. 28525:247. 
24X Fiche: 50-000* 84/06/21. 8501230111. 


— 8501230165 Suggests amplification of description of proposed safeguards 
amend request to clarify change Se reason for NSHC. Proposed 
changes can be handled under Sholly rule. 

WOODHEAD* C. P, Office of the Executive Legal Director. 84/05/11. 
JAFFE* D. Operating Reactors Branch 3. 2pp. 28525:253. 24X 

Fiche; 50-000. 84/06/21* 8501230111. 


— 8501230238 Suggests that notice of NSHC on radiological environ Tech 
Spec changes needs to describe nature of changes it NSHC 
finding. 

JOHNSON*G. E. NRC - No Detailed Affiliation Given. 84/04/05. 

NEIGHBORS* D. NRC - No Detailed Affiliation Given. Ip. 28525:268. 

24X Fiche: 50-000,84/06/21*8501230111. 


— 8501230244 Comments on proposed notice & NSHC finding for license amend 
authorizing reracking of spent fuel pool. Establishing that 
amend will not create possibility of any new accident 
important. 

GRAY* J. R. Office of the Executive Legal Director, 84/06/21. 

BIRKEL* R. NRC - No Detailed Affiliation Given. 2pp. 28525:269. 

24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230250 Advises of no concurrence in proposed notice for license 
amends re Cycle 6 reload it mods made during current 
refueling outage. Basis for proposed NSHC determination needs 
clarification. 

GRAY, J. R. Office of the Executive Legal Director. 83/09/15. 
CLARK* R. NRC - No Detailed Affiliation Given. 4pp. 28525:271. 
24X Fiche; 50-000* 84/06/21* 8501230111. 


— 8501230259 Opposes concurrence in proposed amend to Tech Specs to 
extend interval for visual insp of snubbers for 21 days. 

Util has failed to show that w/o extension facility must 
shut down. 

CUTCHIN*M. NRC - No Detailed Affiliation Given. 83/08/11. 
NEIGHBORS* D. NRC - No Detailed Affiliation Given. 2pp. 

28525: 275. 24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230173 Discusses problems found w/description of proposed notice 
in NSHC finding for plant OL amend. Better description of 
change revising status of opposite unit auxiliary feedwater 
pump needed. 

GRAY* J. Office of the Executive Legal Director. 84/05/10. 
NEIGHBORS* D. NRC - No Detailed Affiliation Given. 2pp. 

28525: 255. 24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230263 Opposes recommendation of proposed NSHC determination for 
Tech Specs 4. 15A it 4. 18. B. f. <2). Descriptions in amends must 
be expanded to clarify weld changes it basis for NSHC on 
pump head real. 

CUTCHIN*M. NRC - No Detailed Affiliation Given. 83/07/18. 
NEIGHBORS* D. NRC - No Detailed Affiliation Given. Ip. 28525:277. 
24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230180 Opposes issuance of plant spent-fuel pool amend. SER does not 
contain sufficient technical analysis supporting final NSHC 
determination* addressing Generic Issue 82 in NUREG-0933. 

GOLDBERG* J, NRC - No Detailed Affiliation Given. 84/05/03. 

TRAMMELL* C. NRC - No Detailed Affiliation Given. 2pp. 28525:257, 
24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230274 Opposes concurrence on amend to modify diesel start test 
requirements. Notice of NSHC determination needs to be 
modified to expand discussion. 

CUTCHIN*M. Office of the Executive Legal Director. 83/07/18. 
PERCH* B. NRC - No Detailed Affiliation Given. Ip. 28525:278. 
24X Fiche: 50-000* 84/06/21* 8501230111. 


—8501230188 Informs that concurrence withheld until decision made on 
implication of Generic Issue 82* "Beyond Design Basis 
Accidents in Spent Fuel Pools*" in response to initial 
notices it NSHC findings for reracks. 

GRAY* J. R. Office of the Executive Legal Director, 84/05/03. 
BIRKEL* R.* MCDONALD, D. NRC - No Detailed Affiliation Given. Ip. 
28525: 259. 24X Fiche: 50-000* 84/06/21* 8501230111. 


— 8501230282 Opposes approval of NSHC determination or FR notice re 
reduced ventilation sys air f low. Def ic iencies identified in 
notice must be removed. 

CUTCHIN*M. Office of the Executive Legal Director. 83/06/23. VAN 
VLIET* J. TMI Program Office. Ip. 28525:279. 24X 

Fiche: 50-000* 84/06/21 * 85012301 1 1 . 


— 8501230197 Notifies that concurrence withheld since basis for NSHC 
inadequate for proposed amend removing restrictions on fuel 
enrichment. No basis provided for concluding that level of 
burnup in heat load will not be affected by amend. 

GRAY* J. R. Office of the Executive Legal Director. 84/05/02. 
MCDONALD, D. NRC - No Detailed Affiliation Given. 2pp. 28525:260. 
24X Fiche: 50-000*84/06/21, 8501230111. 


— 8501230204 Advises that clearer basis needed for proposed NSHC finding 
for amend deleting requirement for remote RHR valve lockout 
capability. Requirements of present license condition not 

GRAY.^J.^r! Office of the Executive Legal Director, 84/04/27. 

HOPKINS. J. NRC - No Detailed Affiliation Given. Ip. 28525:262. 

24X Fiche: 50-000* 84/06/21* 8501230111, 


— 8501230212 Suggests mod of language in SER to remove statements of 
NSHC criteria before concurrence given re amend involving 
six changes to Tech Specs. Contusion exists concerniDg SER ^ 

safety findings. ^ 

GRAY* J, R, Office of the Executive |-egtl Director. 

JAFFE* D. NRC - No Detailed Affiliation (^iVen. 2pp. 

24X Fiche: 50-000* 84/06/21* 8501230111. 


84/04/17. 
28525; 263. 


— 8501230223 Comments on SER EIA re propoerfd epfnt 
NUREG-0933 should he addressed. 

GOLDBERG* J. NRC - No Detailed Affiliation Olvan, 

TRAMMELL* C. NRC - No Detailed Affiliation Given. 

24X Fiche: 50-000* 84/06/21* 8501230111. 


f^el amand. 

84/04/17, 

2pp, 28525: 26'3) 


— 8501230233 Raquests that NSHC notice clarify that reorganization suhj 
of changes submitted on 030630 in 1027 it 840322. Some changes 
do not fall in Sholly amend guidance. 

JQHN80N.O. NRC - No Detailed Affiliation Given. 84/04/11. _ 

NEIGHBORS* D. NRC - No 'Detailed Affiliation Given. Ip. 28525:267. 


— 8501230286 Comments on proposed Tech Specs & NSHC determination for 
TMI-1 once-through steam generator repair. Actions licensee 
can cannot take w/o NRC approval unclear. 

CUTCHIN.M. NRC - No Detailed Affiliation Given. 83/05/16. 
SCINTO. J. NRC - No Detailed Affiliation Given. 2pp. 28525:280. 
24X Fiche; 50-000* 84/06/21* 8501230111. 


— 8501230305 Returns amend re consolidation of mgt facilities w/o 
concurrence. Reasons for conclusions re NSHC stds not 
supported. Reason why consolidation of facilities will not 
increase probability of accident needed. 

GOLDBERG* J. Office of the Executive Legal Director. 84/03/22. 
DICK*0. NRC - No Detailed Affiliation Given, Ip. 28525:282. 24X 

Fiche: 50-000, 84/06/21* B501230111, 


— 8501230311 Recommends issuance of addl FR notice describing 830929 
changes & providing proposed NSHC finding before amend on 
reactor protection sys can be issued. 

GRAY, J. R. Office of the Executive Legal Director. 84/03/21. 
GEARS* 0. NRC - No Detailed Affiliation Given. Ip. 28525:283. 
24X Fiche: 50-000* 84/06/21*8501230111. 


— 8501230317 Objects to issuance of proposed notice for fire protection 
amends for TMI-1. Proof that elimination of requirement of 
deluge sys operability when Halon sys inoperable will not 
increase probability of accident must be given. 

0RAY*J. R. Office of the Executive Legal Director, 84/03/15. 
SILVER* H. NRC - No Detailed Affiliation Given. 2pp, 28525:284. 
24X Fiche: 50-000* 84/06/21* 8501230111. 


■ — 8501230321 Opposes proghhed NSHC finding for Tech Specs rev for Unit 1 
since sufficient syi^gqrt lacking. Not clear that Units 16 2 
Tech Sipac changes idehtiisal. 

WOOl^HEAD* C. P. NRC - No Detailed Affiliation Given. 84/02/06. 
BOURNIA*T. NRC - No Detailed Affiliation Given. Ip. 28525:286. 

24X Fiche: 50-000*84/06/21,8501230111. 
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— 8501230327 Opposes concurrence of proposed Tech Spec change modifying 
fire pump flow testing requirement. Change does not provide 
basis for NSHC finding. 

GRAYi J. NRC ~ No Detailed Affiliation Given. 84/06/21. 

NEIGHBORSiD. NRC - No Detailed Affiliation Given. Ip. 28525:287. 
24X Fiche: 50-000, 84/06/21,8501230111. 


— 8501230336 Opposes concurrence to proposed amend expanding allouied use 
of electrical limit switches to provide indications for 
CEAs. Basis for proposed NSHC finding should be modified. 

GRAY, J. Office of the Executive Legal Director. 84/06/21. 

JAFFE, D. NRC - No Detailed Affiliation Given. Ip. 28525:288. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230343 Forwards amend package w/o concurrence. Final NSHC 
determination must be made addressing comments. 

Contentions that raise safety issues re amend needed. 

YOUNG, M. NRC - No Detailed Affiliation Given. 83/11/28. 

MCDONALD, 0. NRC - No Detailed Affiliation Given. Ip. 28525:289. 
24X Fiche: 50-000,84/06/21,8501230111. 


— 8501230428 Comments on Tech Specs change re control room ventilation 
air flow. Description of amend vague. No indication of what 
Tech Specs require noted ic no support for NSHC provided. 

GRAY, J. R. Office of the Executive Legal Director. 83/11/18. 
HOPKINS, J. NRC - No Detailed Affiliation Given. Ip. 28525:290. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230432 Submits reasons for not concurring w/proposed notice & 
preliminary NSHC finding for Unit 1 amends reducing boron 
concentration. No action indicated showing NSHC involved. 

GRAY, J. R. Office of the Executive Legal Director. 83/10/12. 
NEIGHBORS, D. NRC - No Detailed Affiliation Given. 2pp. 
28525:291. 24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230437 Comments on proposed notice re util organization changes for 
reviewing plant, procedure & license mods. No basis for NSHC 
finding provided. Reasons why amend will not increase 
accidents needed. 

GRAY, J. R. Office of the Executive Legal Director. 83/09/19. 

LOMBARDO, J. NRC - No Detailed Affiliation Given. Ip. 28525:293. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230441 Comments on Commission paper it proposed notice of 
preliminary NSHC finding re amend expanding storage capacity 
of plant spent fuel pool. Suggests that language changes need 
to emphasize staff findings. 

GRAY, J. R. Office of the Executive Legal Director. 83/10/03. 
TRAMMELL, C. NRC - No Detailed Affiliation Given. 2pp. 28525:294. 
24X Fiche: 50-000. 84/06/21, 8501230111. 


— 8501230443 Comments on proposed notice it NSHC for amend to authorize 
use of new fuel & Tech Specs mod. Rational basis for 
concluding that amend involves NSHC nonexistant. 

GRAY, J. R. Office of the Executive Legal Director. 84/03/09. 

DICK, G. NRC - No Detailed Affiliation Given. Ip. 28525:296. 24X 

Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230446 Opposes concurrence in notice 8e proposed NSHC finding for 
amend changing limiting conditions for operation action 
statement for reactor water cleanup sys. No affirmative basis 
for NSHC provided. 

GRAY, J. R. Office of the Executive Legal Director. 84/03/05. 

GEARS, G. NRC - No Detailed Affiliation Given. Ip. 28525:297. 

24X Fiche: 50-000. 84/06/21, 8501230111. 


■8501230450 Opposes Tech Spec changes in Sholly package re core physics. 
Rationale confuses safety findings w/NSHC determination 
stds. If staff cannot find results of change acceptable then 
basis not reliable. 

PAWSON, R. Office of the Executive Legal Director. 84/02/28. 

SCINTO, J. NRC - No Detailed Affiliation Given. Ip. 28525:298. 

24X Fiche: 50-000,84/06/21,8501230111. 


8501230453 Opposes concurrence to proposed input to monthly FR notice 
for license amend. Bases for proposed NSHC finding lacks 
clarity. 

GRAY, J. Office of the Executive Legal Director. 84/06/21. 
CRUTCHFIELD, D, NRC - No Detailed Affiliation Given. 2pp. 

28525: 299. 24X Fiche: 50-000, 84/06/21, 8501230111. 


8501230457 Opposes concurrence to proposed notice & preliminary NSHC 
determination for license amend re fire protection. 

Suggested changes listed. 

GRAY, U. R. Office of the Executive Legal Director. 84/06/21. 

PERCH, R, NRC - No Detailed Affiliation Given. 2pp. 28525:301. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230462 Discusses concurrence of proposed NSHC finding for spent 
fuel pool capacity expansion. Correct analysis required for 
questions raised re reracking amends involving significant 
hazards considerations. 

GRAY, J. R. Office of the Executive Legal Director. 84/06/21. 
SUERMANN, J. NRC - No Detailed Affiliation Given. Ip. 28525:303. 
24X Fiche: 50-000,84/06/21,8501230111. 


— 8501230464 Objects to notice of consideration of issuance of amends, 
proposed NSHC determination & opportunity for hearing on OL 
amend. Licensee promise to resolve several areas of concern 
should be binding by inclusion in Tech Specs. 

CUTCHIN, M. Office of the Executive Legal Director. 83/06/17. 
BIRKEL, R. NRC - No Detailed Affiliation Given. 2pp. 28525:304. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230467 Opposes concurrence of proposed notice & NSHC for DL amends 
re changes to rod insertion limits & fractional power 
limits. Bases for proposed NSHC determination unclear. 

GRAY, J. Office of the Executive Legal Director. 84/06/21. 

NEIGHBORS, D. NRC - No Detailed Affiliation Given. Ip. 28525:306. 
24X Fiche; 50-000,84/06/21,8501230111. 


— 8501230469 Comments on proposed notice for amend re senior reactor 
operators. Basis for NSHC determination should be clarified. 

GRAY, J. R, Office of the Executive Legal Director. 83/09/13. 
CLARK, R. NRC - No Detailed Affiliation Given. 8pp. 28525:307. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230478 Comments on TMI-1 safety evaluation re steam generator tube 
repair & return to operation. SER provides no facts to 
support assertions. 

WAGNER, M. Office of the Executive Legal Director, 83/08/01. 

SILVER, H. NRC - No Detailed Affiliation Given. 2pp. 28525:315. 

24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230482 Requests individual notice of issuance, under 10CFR2. 106, 
providing opportunity for hearing it public comment. Final 
NSHC determination must be made in SER. 

WAGNER, M.E. NRC - No Detailed Affiliation Given. 83/11/07. 
PERCH, R. NRC - No Detailed Affiliation Given. Ip. 28525:317. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230465 Comments on hot functional testing amend package. Cannot 
concur w/package at this time. 

WAGNER, M. NRC - No Detailed Affiliation Given. 83/08/02. 

SILVER, H. NRC - No Detailed Affiliation Given. 2pp. 28525:318. 


— 8501230488 Submits review of amend package noting dcf ic ienc ies. Basi s 
for NSHC that three stds of 10CFR50. 92 have been met found. 

Notice should contain fact that amends resulted from ongoing 
review of Tech Specs. 

WAGNER, M.E. NRC - No Detailed Affiliation Given. 83/07/05. 
HOUSTON, M.D. NRC - No Detailed Affiliation Given. Ip. 28525:320. 
24X Fiche: 50-000, 84/06/21, 8501230111. 


— 8501230491 Forwards proposed notice of amends w/o concurrence. Amends 
not sufficiently described in notice & reasons for NSHC not 
given. W/o end. 

WAGNER, M.E. NRC - No Detailed Affiliation Given. 83/05/18. 
HOUSTON, M.D. NRC - No Detailed Affiliation Given. 2pp. 

28525:321. 24X Fiche: 50-000, 84/06/21, 8501230111. 


8501230195 Further response to FOIA request for documents re facility. 
Documents listed in app withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/07/16. YOON, M. , 
CLARK, L. Government Accountability Project. 2pp. 28520:333. 24X 

Fiche: 50-358, 84/07/16, 8501230195. 


8501230207 Addl responst to FOIA request for documents from 
INPO it NRC re INPO role in reporting info to NRC. Factual 
contents of documents available in SECY-83-4 located in 
PDR.App A documents withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/07/02. TOTTEN, M. 
Critical Mass Energy Project. 3pp. 28520:337. 


8501230213 FOIA request for all documents re flood of Wi Imington, IL 
area on or about 820223. 

GRAHAM, R.L. Jenner it Block. 84/05/31. Division of Rules and 
Records. 2pp. 28520:330. 


8501230217 Responds to FOIA request for documents re 820223 flood of 
Wilmington, IL area. No documents available re flood. NRC would 
be involved if flood posed problem to nuclear power plant. 

FELTON, J. M. Division of Rules and Records. 84/06/28. GRAHAM, R. L. 
Uenner it Block. Ip. 28520:332. 
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8501230225 Partial response to FOIA request for four categories of 
records re lOSCC in spent fuel pools & spent fuel pool 
assemblies. App A documents available in PDR. Forwards App B 
d ocuments. 

PELT0N>J. M. Division of Rules and Records. 84/04/30. B£LL> N. 
Nuclear Information & Resource Service. 3pp. 28520:243. 24X 

Fiche: 50-282, 84/04/30, 8501230225. 


8211120293 Discusses 811216 event re fuel assembly degradation while 

in spent fuel storage pool. No root cause determined. 

BROWN, E. J. Reactor Operations Analysis Branch. AE0D/E242. 
82/10/21. SEYFRIT, K. V. Reactor Operations Analysis Branch. 5pp. 
28520- 248. 24X Fiche: 50-282, 84/04/30, 8501230225. 


8501230248 Handwritten memo re comments on facility fuel assembly 

degradation while in spent fuel pool. Primary technical 
issues & safety issues listed. NEA/IRS Incident Rept 259, 

"Fuel Assembly Degradation in Spent Fuel Storage Pool" end. 

BROWN, E. NRC - No Detailed Affiliation Given. 83/04/21. NRC - 
No Detailed Affiliation Given. 5pp. 28520:260. 24X 

Fiche: 50-282, 84/04/30, 8501230225. 


8501230239 FOIA request for documents re shipment of fuel assemblies 
from Western NY Nuclear Svc Ctr to BNWL occurring May-Jul 
1978. 

ARNOLD, 0. A. Shaw, Pittman, Potts & Trowbridge. 84/06/27. Office 
of Administration. 2pp. 28520:267. 24X Fiche: 50-201, 84/06/27, 

8501230239. 


— 8501230521 DNS-Di-016 VOS 

"Technical Study for Chemical Cleaning of Dresden 1, " 
Vol VIII, Apps, XV-XIX. 

* Dow Chemical Co. 77/06/15. 14Spp. 28521:235. 24X 

Fiche: 50-010, 84/06/28, 8501230512. 


8501230544 Further response to FOIA request for documents discussing 
future of Ofc of Inspector & Aud i tor. Doc uments withheld. 

FELTON, J.M. Division of Rules and Records. 84/07/20. GARDE, J. B. 
Government Accountability Project. Ip. 28525:343. 


6501230548 FOIA request for documents re future of Ofc of Inspector 
it Auditor. 

GARDE, B. P. Government Accountability Project. 84/03/06. DIRCKS, W. 
Office of the Executive Director for Operations. Ip. 28525:344. 


8501230554 FOIA request for documents re electrical equipment 
qualification of Rockbestos cable it NUREG-0040. 

GARDE, B. P, Government Accountability Project. 84/05/29. Office 
of Administration. 2pp. 28534:003. 


8501230559 Further response to FOIA request for documents re electrical 
equipment qualification of Rockbestos cable & NUREG-0040. 

Forwards documents listed in App B & C. Documents also 
available in PDR. 

FELTON, J.M. Division of Roles and Records. 84/07/20. GARDE, B. P. 
Government Accountability Project. 5pp. 28534:005. 


8501230246 Responds to FOIA request for documents re shipment of fuel 
assemblies from Western NY Nuclear Svc Ctr to BNWL 
May-Jul 1978. Forwards documents listed in App A. Documents 
also in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/20. ARNOLD, 0. A. 
Shaw, Pittman, Potts & Trowbridge. 2pp. 28520:269. 24X 

Fiche: 50-201,84/07/20, 8501230246. 


8501230249 Forwards Insp Rept 50-201/78-04 on 780508-09 it notice of 

violation. ^ _ 

NELSON, P.R. Region 1, Philadelphia, Fuel Facility it Materials 
Safety Branch. 78/06/01. DEUSTER,R. W. Nuclear Fuel Services, 
Inc. <subB. of Getty Oil Co. ). 2pp. 28520:271. 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


— 8501230257 Notice of violation from insp on 780508-09. 

* Region 1, Philadelphia, Office of the Director, 78/06/01, Ip. 
28520:273. 24X Fiche: 50-201, 84/07/20, 8501230246. 


—8501230571 Forwards QA Program Insp Rept 99900277/81-01 re RSS-6-100 
series coaxial cable. Action Items F02700150, 152, 153 it 169 
closed. Fol lowup at TVA on notice of nonconformance 
recommended. W/o end. 

POTAPOVS, U. Vendor Inspection Branch. 81/12/10. LEWIS, R. C. 
Division of Resident it Reactor Project Inspection. Ip. 28534:010. 


— 8501230576 Closes out Action Item F02500084 re qualification testing 
addressed in end QA Program Insp Rept 99900277/81-01. 

W/o end. 

POTAPOVS, U. Vendor Inspection Branch. 81/12/10. LEWIS, R. C. 
Division of Resident & Reactor Project Inspection. Ip. 28534:011. 


—8501230580 Closes out Action Item F02700171 from QA Program Insp Rept 
99900277/81-01 re failure of Rockbestos RSS-6-100 series 
coaxial cable, per 811210 memo. 

POTAPOVS, U. Vendor Inspection Branch. 82/03/01. LEWIS, R. C. 
Division of Resident 8c Reactor Project Inspection. Ip. 28534:012. 


—8501230260 Insp Rept 50-201/78-04 on 780508-09. Noncomp 1 lance noted: 
failure of employee to perform personal survey at nearest 
frisker station when exiting from Zone 3 contamination 

area. 

K1NNEY,W. W. , CLEMONS, P.E. Region 1, Philadelphia, Office of the 
Director. CROCKER, H. W. Region 1, Philadelphia, Fuel Facility it 
Materials Safety Branch. 78/05/31, 7pp. 28520:274. 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


—8501230268 Responds to NRC 780601 Itr re infraction identified in Insp 
Rept 50-201/78-04 on 780508-09. Corrective action: monitoring 
requirements reviewed w/appropr late personnel. 

OLDHAM, W. A. Nuclear Fuel Services, Inc, (subs, of Getty Oil Co. ). 
1-78-062. 78/06/15. NELSON, P. R, Region 1, Philadelphia, Fuel 

Facility & Materials Safety Branch. 2pp. 28520:281. 24X 

Fiche; 50-201, 84/07/20, 8501230246. 


— 8501230585 Forwards potentially generic Issue data sheet re possible 
generic problems w/unacceptable reductions in conductor 
insulation thickness on Rockbestos Cable D60-1. Related info 
enc 1. 

CREWS, J.L. Division of Resi dent. React or Project & Engineering 
Programs. 83/01/24. JORDAN, E. L. Division of Engineering t< 
Quality Assurance (Pre 830103). STAROSTECKI, R. Division of 
Project it Resident Programs. LEWIS, R. C. Division of Project tk 
Resident Programs. 21pp. 28534:013. 


— 8501230588 Forwards draft preliminary insp findings re Rockbestos Co 
equipment qualification program, per 830706 meeting. QA 
programmatic findings not addressed in overview. Related 
info end. 

POTAPOVS, U. Division of Vendor it Technical Programs. 83/07/11. 
NOONAN, V. Equipment Qualification Branch. 46pp. 28534:039. 


—8501230280 Ac k receipt of 780615 Itr informing NRC of steps taken to 
correct violations noted in Insp Rept 50-201/78-04. 

CROCKER, H.W. Region 1, Philadelphia, Fuel Facility it Materials 
Safety Branch. 78/06/29. DEUSTER, R. W. Nuclear Fuel Services, 

Inc. (subs, of Getty Oil Co.). Ip. 28520:283, 24X 

Fiche: 50-201, 84/07/20, 8501230246. 


—8501230593 Submits status of QA Program Insp Repts 99900277/83-01, 
99900277/83-02 «< 99900277/83-04 re Rockbestos QA program on 
equipment qualif icat ion function not under program until 
1983 it review of technical problems. Related info end. 

PHILLIPS, H. 9. Division of Vendor it Technical Programs. 83/09/22. 
COLLINS, J.T. Region 4, Office of Director. 8pp, 28534:099. 


—8501230290 "Environ Monitoring, Liquid it Gaseous Effluents, For ty-Ninth 
Quarterly Rept, Apr— June 1978. " W/780727 Itr. 

OLDHAM, W. A. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 
9-78-068. 78/06/30. I2pp. 28520:284. 24X Fiche: 50-201, 84/07/20, 

8501230246. 


—8501230604 Submits interim response to QA Program Insp Rept 
99900277/83-01. Corrective actions: Isomedix, Inc provided 
w/purchase order numbers for safety-related sves purchased 
fro'm Aug 1977-Aug 1982. Related info end. 

LITTLEHALES, G. Rockbestos Co. 83/11/08. POTAPOVS, U. Division of 
Vendor it Technical Programs. 4pp. 28534: 107. 


8501230512 Second response to FOIA request for documents re radioactive 
decontamination of nuclear power reactors. Forwards App B 
documents. App A documents available in PDR. Review 

FELTON, J, M, Division of Rules and Records. S4/06/28. BELL, N. 
Nuclear Information it Resource Service. 5pp. 28521:001, 24X 

Fiche: 50-010, 84/06/28, 8501230512. 


—8501230517 DNS-Dl-016 V02 

"Technical Study For Chemical Cleaning of Dresden 1, Vol 
11, Section 3. 

# Dow Chemical Co. 77/06/15. 231pp, 28521:006. 24X 

Fiche; 50-010, 84/06/28, 8501230512. 


— 8501230608 Forwards AS Masciantonio 830912 trip rept re exit review for 
QA Program Insp Rept 99900277/83-04 concerning qualification 
not established for equipment qualif ication tests. W/o end. 

Telcon rtcord dtd 831216 end. 

POTAPOVS,U, Division of Vendor it Technical Programs. 83/12/16. 
Division of Vendor 8c Tpchnical Programs. 2pp. 28534:111. 

— 8501230613 DisagraeS w/Rockbestos Co re QA Program Insp Rept 99900277 
Part 2. b(5) concerning 40-yr life «e aging parameters. Related 
info end, 

BENSON, J. J. Sandia National Laboratories, 84/04/11. HUBBARD, 0. 
Region 4, Office of Director, I7pp. 28534:136. 
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--S501230617 Ack receipt of 840214 & 0329 Itrs responding to QA Progreic 
Insp Repts 99900277/83-01.02 & 04. Listed add! info re 
eguipment qualification testing requested. Related info end, 
POTAPOVS. U. Division of Vendor & Technical Programs. 84/05/15. 
REED. E. S. Rockfaestos Co. 95pp. 28534:153. 


8501230618 FOIA request for documents re IGSCC. 

BELLi N. Nuclear Information Sc Resource Service. 84/06/01. 
FELTON, J.M. Division of Rules and Records. Ip. 28525:345. 


8501230619 Responds to FOIA request for documents re lOSCC. Addl 
comments re request addressed under FOIA 84-186. Action 
completes request. 

FELTON, J.M. Division of Roles and Records. 84/07/20. BELL, N. 
Nuclear Information & Resource Service. Ip. 28525:346, 


8501230621 Responds to FOIA request for SECY-84-116 & SJ Chilk memo to 
HH Plains. Documents will be addressed in response to 
FOIA Request 84-198. 

FELTON, J.M. Division of Rules and Records. 84/07/20. HIRSCH, P. 
Committee to Bridge the Gap. Ip. 28525:347. 


8501230623 FOIA request for SECY-S4-116 Se 840613 memo to HH Plains re 
UCLA reactor license renewal proceeding St staff request to 
initiate rulemaking on interpretation of 10CFR73. 40. 

HIRSCH, D. Committee to Bridge the Gap. 84/07/09. FELTON, J. M. 
Division of Rules and Records. 2pp. 28525:348. 24X 

Fiche: 50-152, 84/07/09, 8501230623. 


8501240016 FOIA request for NUREO-0463, "Occupational Radiation 
Exposure: lOth Annual Rept, 1977. ’* 

SHAMY, E. T. Today's Sunbeam, Salem, NJ. 84/07/31. NRC - No 
Detailed Affiliation Given. Ip. 28537:356. 


— 8501240057 Responds to 831121 Itr, on behalf on HF Peterson, requesting 
reason why unit not allowed to operate. Several allegations 
made to NRC re mgt integr ity, uti 1 competence & steam 
generator tube degradation discovered in Nov 1981. 

KAMMERER, C. Office of Congressional Affairs. 83/12/06. 

PERCY, C.H. Senate. 2pp. 28556:257. 24X Fiche: 50-289, 84/06/29, 

8501240042. 


— 8501240060 Requests response to end Itr from constituent re TMI, 
PERCY, C.H. Senate. 83/11/21. KAMMERER, C. Office of 
Congressional Affairs. 2pp. 28556:264. 24X Fiche: 50-289, 

84/06/29, 8501240042. 


— 8501240326 Responds to 840416 Itr on behalf of constituent W Schoenrock 
re restart of TMI-1. Forwards 840127 notice re Commission 
views St plans for restart. Decision on shutdown orders 
planned for June 1984. W/o end. 

KAMMERER, C. Office of Congressional Affairs. 84/04/19. 

BROOMFIELD, W. House of Rep. Ip. 28556:266. 24X 

Fiche: 50-289, 84/06/29, 8501240042. 


— 8501240329 Requests response to end 840403 Itr from constituent 
W Schoenroc k, expressing support for reopening of TMI-1. 

BROOMFIELD, W. S. House of Rep. 84/04/16. KAMMERER, C. Office of 
Congressional Affairs. 2pp. 28556:267. 24X Fiche: 50-289, 

84/06/29, 8501240042. 


— 8501240333 Responds to 840411 Itr on behalf of constituent OC Ames 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views & plans for restarts. Decision on shutdown 
planned for June 1984. W/o end. 

KAMMERER, C. Office of Congressional Affairs. 84/04/19. DAUB, H. 
House of Rep. Ip. 28556:269. 24X Fi c he: 50-289, 84/06/29, 

8501240042. 


8501240020 Responds to FOIA request for NUREO-0463, "Occupational 
Radiation Exposure; 10th Annual Rept 1977." Forwards rept. 

W/o end. 

FELTON, J.M. Division of Rules and Records. 84/08/08. SHAMY, E. T, 
Today's Sunbeam, Salem, NJ, Ip. 28537:357. 


8501240026 Responds to FOIA request re proposals resulting in Contracts 
NRC-04-83-i81 through NRC-04-83-187. Nonproprietary proposals 
for Contracts NRC-04-83-i84 & NRC-04-83-1B7 available in 
FDR. 

FELTON, J.M. Division of Rules and Records. 84/07/16. DOVE, K. L. 

Dove, K. L. Ip. 28537:302. 


— 8501240340 Requests response to end OC Ames 840402 Itr re restart 
of TMI-1. 

DAUB,H. House of Rep. 84/04/11. NRC - No Detailed Affiliation 
Given. 2pp. 28556:270. 24X Fiche: 50-289. 84/06/29, 8501240042. 


■8501240344 Responds to 840412 Itr on behalf of constituent EE Yenger 
concerning restart of TMI-l. Forwards 840127 notice stating 
Commission views St plans for restart. Decision on shutdown 
expected in June 1984, W/o end. 

KAMMERER, C. Office of Congressional Affairs. 84/04/19. JEPSEN, R. 
Senate. Ip. 28556:272. 24X Fi che: 50-289, 84/06/29, 8501240042. 


B501240029 "Development of PWR Transient Analysis Model. " 
* S. Levy, Inc, 84/07/16. 8pp. 28537:304. 


— 8501240034 "Behavior of Sober itical St Slow-Stable Crack Growth 
Following Post-Irradiation Thermal Anneal Cycle. '* 

♦ Materials Engineering Associates, Inc. 84/07/16. 19pp. 

28537:312, 


B501240033 Responds to FOIA request for SECY-84-070, "Consideration 
of Complicating Effects of Earthquakes on Emergency Planning 
at Diablo Canyon. " Documents withheld (ref FOIA 
Exemption 5), 

FELTON, J.M. Division of Rules and Records. 94/08/10. GRABER.L. 
NUS Corp. 2pp. 28537:353. 24X Fiche: 50-275, 84/08/10, 8501240033. 


S5O1240038 FOIA request for SECY-B4-070 to be placed in PDR. 

©RABER, L. NUS Corp. CD-LIS-84-328. 84/05/07. Division of Rules 

and Records. Ip. 28537:355. 


BSO1240042 Partial response to FOIA request for all documents batween 
Congress St NRC re schedule for TMI-1 restart proceeding, 
for period 8312Q1-840502. Documents listed in app forwarded. 
Documents also available in PDR. Review continuing. 

FELTON, J,M. Division of Rules and Records. 84/06/29. VCISS, £. R 
Union of Concerned Scientists. 2 pp. 28556:248. 24X 

F icbe: 50-289, 84/06/29, 8501240042. 


-8501240046 Forwards announcement that ASLAB will hear oral argument 
on 840111 re restart of TMI-1. 

KAMMERER, c. Office of Congressional Affairs. 83 / 12 / 27 . 

OTTIN^R,R. L. House of Rep. , Energy Sc Commerce. 2pp. 28556:251. 

24X Fiche: 50-289,84/06/29,8501240042. 


-8501240049 Accepts 831209 invitation to attend 831216 hearing on TMI-^l 
Outline of procedural history of TMI-1 case end. ' 

GILINSKY,V. Commissioners. 83/12/14. SPECTER, A. Senate, 

28556:253, 24X Fiche: 50-289, 84/06/29, 8501240042. 




— 8501240350 Requests response to end EE Yenger 840402 Itr concerning 
restart of TMI-1. 

JEPSEN, R. Senate, 84/04/12. Office of Congressional Affairs. 
2pp . 28556: 273. 24X Fiche: 50-289, 84/06/29, 8501240042. 


— 8501240354 Responds to 840409 Itr on behalf of constituent EW Evaul 
concerning restart of TMI-1. Forwards 841027 notice stating 
Commission views St plans for restart. W/o end. 

KAMMERER, C. Office of Congressional Affairs. 84/04/19. MICA, D. 
House of Rep. Ip. 28556:275. 24X Fiche: 50-289, 84/06/29, 

8501240042. 


— 8501240363 Requests response to end EW Evaul 840324 Itr re restart of 
TMJ-1. 

MICA, D. A. House of Rep. 84/04/09. KAMMERER, C. Office of 
Congressionel Affairs. 2pp. 28556:276. 24X Fiche: 50-289, 

84/06/29, 8501240042. 


'8501240371 Responds to 840409 Xtr on behalf of constituent, OC Ames, 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views St plans for restart. W/o end. 

KAMMERER, c. Office of Congressional Affairs. 84/04/19. EXON, J. J. 
Senate. Ip. 28556:278. 24X Fiche; 50-289, 84/06/29, 8501240042. 


— 8501240380 Requests response to end OC Ames 840402 Itr re restart of 
TMI-1. 

EXON, J. J. Senate. 84/04/09. NRC - No Detailed Affiliation 
Given. 2pp. 28556:279. 24X Fi che: 50-289, 84/06/29, 8501240042. 


— 85012403B4 Responds to P Broedbent request re restart of TMI— 1. Forwards 
840127 notice stating Commission views 8c plans for restart; 

W/o end. 

KAMMERER, C. Office of Congressionel Affairs. 84/04/16. MACK, C, N, 
House of Rep. Ip. 28556:281. 24X Fiche: 50-289, 84/06/29, 

8501240042. 


— ^8501240395 Forwards ASLAB 840402 memorandum Sc order dismissing Aamodt 
motion challenging aspects of emergency planning in 
Commission TMI-1 restart proceeding, per 840327 Itr, 

KAMMERER, C. Office of Congressional Affairs. 84/04/12v 
GOODLING, B. House of Rep. ip, 28536:282, 24X 

Fiche; 50-289, 84/06/29,8501240042. , 
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— B5O1240403 Advises that ofc made further inquiry into matters raised 
in correspondence from const! tuentsi J & J Fisher* re farmers 
emergency info broch ure, ASLAB not yet ruled on B40312 motion 
for reconsideration of ALAB-697. 

KAMMERER* C. Office of Congressional Affairs. ALAB--697. 84/03/27. 

OOOOLING^B. House of Rep. Ip. 2855d»: 287. 


— 8501240408 Responds to 840319 Itr forwarding E Graham 84021d> Itr re 
restart of TMI-1. Forwards 840127 notice stating Commission 
views 8e plans for restart. W/o end. 

K,AMMERER> C. Office of Congressional Affairs. 84/03/26. 

JOHNSTON* J. B. Senate. 2pp. 28556:288. 24X Fic he: 50-289* 

84/06/29* 8501240042. 


8501240411 Requests response to end EB Graham 840216 Itr concerning 

restart of TMI-1. 

JOHNSTON* J. B. Senate. 84/03/19. KAMMERER* C. Office of 
Congressional Affairs. 5pp. 28556:290. 24X Fiche: 50-289* 

84/06/29* 8501240042. 


--8501240125 Comments on environ equipment qual if ication certification. 
Implementation of Commission directive re issuing licensees 
10CFR50. 54<f ) Itr (to require valid certification from test 
organization through licensee) recommended. 

PHILLIPS* H. S. Vendor Program Branch. 04/11/14. GRACE* J. N. 
Division of GA* Safeguards & Insp Programs (830103-850212). 8pp. 
28558: 034. 


8501240065 FDIA request for all documented info re alleged or proven 
safety & environ health violations or deficiencies u/Willste 
Bldg & all info identifying individuals or corporations 
involved in ownership or mgt of bldg, 

LEVY* M. National Treasury Employees Union. 84/04/04. FELTON* J. M. 
Division of Rules and Records. Ip. 28558:291. 


6501240068 Responds to FOIA request for four categories of documents re 
Willste Bldg. Forwards documents listed on App A. 

FELTON, J. M. Division of Rules and Records. 84/05/16. LEVY* M. 
National Treasury Employees Union. 8pp. 28558:292. 


— 8501240416 Responds to 840228 Itr on behalf of const ituent* EB Graham, 
concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views & plans for restart. W/o end. 

KAMMERER* C. Office of Congressional Affairs. 84/03/23. LONG* R. 
Senate. Ip. 28556:295. 24X Fiche: 50-289* 84/06/29* 8501240042. 


3501240420 Requests response to end correspondence from EB Graham. 

W/o end. 

LONG* R. Senate. 84/02/28. KAMMERER* C. Office of Congressional 
Affairs, Ip. 28556:296. 24X Fiche: 50-289, 84/06/29* 8501240042. 


8501240425 Responds to 840312 Itr on behalf of constituent* W Eddleman* 

concerning restart of TMI-1. Forwards 840127 notice stating 
Commission views & plans for restart. W/o end. 

KAMMERER* C. Office of Congressional Affairs. 84/03/23. 

VALENTINE* T, House of Rep. Ip. 28556:312. 24X 

Fiche; 50-289* 84/06/29* 8501240042. 


8501240429 Requests response to end correspondence from constituent* 

W Eddleman* re operation of TMI-1. W/o correspondence. 

VALENTINE* T. House of Rep. 84/03/12. PALLIDINO* N. J. 
Commissioners. Ip. 28556:329. 24X Fic he: 50-289* 84/06/29* 

8501240042. 


8501240061 Further response to FOIA request for records relevant to 
it/or generated in connection w/NRC insp & analysis in 
electrical equipment qualif ication of Rockbestos cable. Info 
partially withheld (ref FOIA Exemption 4). 

FELTON* J. M. Division of Rules and Records, 84/08/06. 0ARDE*B.P. 
Government Accountability Project. 4pp. 28557:284. 24X 

Fiche: 50-508* 84/08/06* 8501240061. 


— 8501240088 QR28il 

"Qualif ication of RSS-6-109. Second Generation." 

SHORT*P.A.* GEHM*R.J.* LITTLEHALES* G, Rockbestos Co. 82/07/21. 
4pp. 28557:290. 


— 8501240095 OR3B02 

"Rept on Qualification Tests for D60-01 Cable Contract 
3240-628 WPPSS Nuclear Project 3 w/Insulation Indents for 
Class IE Sve in Nuclear Generating Stations. '* 

SHORT* P, A.* LITTLEHALES* G. Rockbestos Co. 83/02/03. 13pp. 

28557:294, 24X Fiche; 50-508* 84/08/06* 8501240061. 


— 8501240100 QR2B05 

Revised "Qualification of Firewall III Class IE Electric 
Cables (Irradiation Cross-Linked Insulation W/20 Mil 
Insulation Wall ). *' 

GEHM, R. J. Rockbestos Co. 82/12/06. 35pp. 28557:307. 


—8501240100 Forwards matrix re Rockbestos quail f ication repts to Claps 
IE cable types. Repts for purpose of qualifying insulation 
tc do not superseil.e basic generic qualification rept for 
product, _ _ , 

LITTLEHALES* G, Rockbestos Co. 83/11/16. PHILLIPS* H. 8. Region 4* 
Office of Director. 12pp. 28557:342, 


— 8501240069 Recommends that GSA enforce resolution of problems 
enumerated in past & present correspondence re lease for 
Willste Bldg to assure compliance w/past agreements. Related 
info end. 

ISELIN.R. E. Building 8e Operations Branch. 82/04/08. 

ESCHBACHER* E. General Services Administration. 14pp. 28559:025. 


-8501240073 Advises that on 760526* author informed of bricks that had 
fallen from Southeast corner of Willste Bldg. Caused by 
deterioration of roof coping. Expresses need for owner to 
maintain weathertight bldg conditions. 

FRYE*J.B. Building Operations Branch. 76/05/28. COMULADA, J. R. 
General Services Administration. Ip. 28558:300. 


—8501240084 Expresses concern over lack of maint in Willste Bldg. 
Recommends adequately manned* vigorous maint program be 
pursued to bring bldg conditions up to std. 

FRYE*J.B. Building «c Operations Branch. 77/05/27. ZAMARIA*T.M. 
General Services Administration. 2pp. 28558:301. 


— 8501240090 Requests feasibility of retaining fire alarm sys coding 
which identifies location of pull-box & of modifying alarm 
to ring continuously until bldg secured. 

FRYE, J. B. Building Ic Operations Branch. 77/09/08. THOMAS* R. 
General Services Administration. ip. 28558:303. 


— 8501240096 Expresses interest in effort to improve HVAC operation at 
Willste Bldg. Bldg owner 770915 Itr did not include GSA 
recommendation from Feb 1976. Marg inal conditions exist due 
to GSA repeated failures in correcting problems. 

WALLACE* J.R. Division of Facilities & Operations. 77/09/26. 
ESCHBACHER* E. General Services Administration. 2pp. 28558:304. 


— 8501240099 Requests status on update of fire alarm sys to meet 
Montgomery County* MD fire code* per 770926 Itr. 

FRYE* J. B. Building St Operations Branch. 77/10/26. THOMAB*R, 
General Services Administration. Ip. 28558:306. 


— 8501240102 Requests response to 771026 Itr re fire alarm sys in Willste 
Bldg. 

FRYE* J. B. Building St Operations Branch. 77/12/05. THOMAS* R.C. 
General Services Administration. Ip. 28558: 307. 


—8501240105 Forwards annual headquarters facility safety St health insp 
for Willste Bldg on 820209. Discrepancies* recommendations St 
action elements listed on rept. W/o end. 

DONOQHUE* D. J. Office of Administration. 82/02/17. DAVIS* J. G, 
Office of Nuclear Material Safety St Safeguards* Director. 

CORLEY* J.H. Division of Facilities St Operations. Ip. 20559:039. 


—8501240106 Submits status on repair of Willste Bldg fir* alarm sys. 
Sys out of SVC on 780117 for repair of circuit panel by 
Goodman Electric. Appropriate persons notified. Sys returned 
to SVC on 780118 St tested satisfactorily. 

DONALDSON* W. L. NRC - No Detailed Affiliation Given. 78/01/20. 
NRC - No Detailed Affiliation Given. Ip. 28558:300. 


— 8501240113 Comments on proposed IE info notice on environ qualification 
testing o<* ttsting. Rockbestos purchase orders 

never imposed upon Franklin Research Ctr any QA requlremente 
St NRC inipectqt'* rtviSwtd testing performed. 

PHILLIPS* Nv 8* Uiviiion of QA* Safeguards S< Inep Program* 
<aS0103-e«0212), 84/02/24. POTAPOVS* U. Vendor Program Branch, 

4pp. 28558: ' “ 


— 8501240119 Responds to J Pertlow 840207 memo re proposed TE info no'hi'Ce 
on environ qualification testing of Rockbestos cable. Setting 
date for licensee to complete corrective action suggested. 

Marked— up proposed IE bulletin tnd, 

KLIN0L£R*O. Enforcement Staff. 84/02/20. LE> T. Reactor 
Construction Branch. 20pp. 20558:014. 


—8501240110 Forward* apparent deficiencies noted in 811102 walk-through 
S( insp of Willste Bldg by listed ind ividuals. Requests time 
frames involved tp corrpet deficiencies. 

I8ELIN*R.E, Building Operations Branch. 82/01/13. MYERS* J.T. 
Ganerel Services Administration. Spp, 28559:040. 


— ?8501240112 Advisos that nine emergency lighting units in Willste Bldg 
did not light whan test switch fxerc ised* per 780106 telcon. 

Records indicate that units not maintained. Maint-free 
batteries to replace cells requested. 

FRYE* J. B, Building S< Operations Brarch. 78/01/11- THDMAB»R. C. 
General Services Administration. Ip, ; 28558:309. 
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— 8501240115 Informs of possible safety hazard in Millste Bldg stairuell 
emergency lighting due to lou) charge of battery-pouiered 
uni t. Questions whether local fire rules or GSA stds would 
permit occupancy of bldg under such conditions. 

SMITH, R.D. Operations & Planning Branch. 78/01/05. WALLACE, J. R. 
Division of Facilities it Operations. 2pp. 28558:310. 


— 8501240116 Requests remedy for conditions in Willste Bldg. Access to 
exits should be marked in cases where exit not visible. Doors 
that are not exits should be identified by sign reading, 

"NOT AN EXIT. ” 

FRYE, J. B. Building & Operations Branch. 82/03/04. ISELIN, R. E. 
Building & Operations Branch. I2pp. 28559:045. 


— 3501240118 Advises that no action taken re fire alarm sys in Willste 
Bldg. Requests up~to-date status. 

FRYE.J.B. Building 8c Operations Branch. 78/02/21. THOMAS, R. C. 
General Services Administration. Ip. 28558:312. 


— 8501240122 Responds to 820222 memo re fire alarm 8c evacuation of 
Willste Bldg. Lease renewal agreement requires owner to test 
8( repair fire alarm sys. Local alarm & panic hardware removed 
8c door marked to show no exit. 

DONOGHUEi D. J. Office of Administration. 82/03/04. DAVIS, J. G. 
Office o'f Nuclear Material Safety 8c Safeguards, Director. 2pp. 
28559: 057. 


— 8501240124 Advises that GSA bldgs manager scheduled 780309 test of fire 
alarm sys of Willste Bldg to determine whether alarm can be 
heard throughout entire bldg. Requests monitors be arranged 
to rept areas where alarm not heard. 

FRYE, J. B. Division of Facilities 8c Operations. 78/03/03. 

Division of Facilities Sc Operations. Ip. 28558:313. 


‘8501240126 Discusses fire alarm 8c evacuation of Willste Bldg on 820217. 
Problem w/alarm sys not corrected w/installation of delay in 
sys. Requests corrective action. Related info end. 

DAVIS, J.G. Office of Nuclear Material Safety Sc 
Safeguards, Director. 82/02/22. DONOGHUE, D. J. Office of 
Administration. 15pp. 28559:059. 


--8501240127 Summary of NRC 771006 meeting w/GSA 8« Algin Mgt Co re 
several major problems concerning HVAC sys in Willste Bldg. 
EUBANKS, F.B. NRC - No Detailed Affiliation Given. 78/03/15. 
FRYE,J. B. Building 8c Operations Branch. 2pp. 28558:314, 


— 8501240131 Forwards memo documenting unsatisfactory conditions in 
Willste Bldg re exit marking. Requests time frame for 
resolving def icienc i es. W/o end. 

ISELIN, R.E, Building 8c Operations Branch. 82/03/12. WEBB.L.L. 
General Services Administration. Ip. 28559:074. 


— 8501240132 Informs that fire alarm sys in Willste Bldg recently tested, 
verifying original determination of sys inadequacy. 

FRYE, J. B. Building 8< Operations Branch. 78/03/23. THOMAS,R. C. 
General Services Administration. Ip. 28558:316. 


— 8501240134 Advises that based on OSHA 820322 telcon re complaints of 
two NRC employees of dirty toilet room in Willste Bldg, insp 
conducted 8c complaints justified. Ceiling presents most 
serious potential for hazard. 

FRYE, J. B. NRC - No Detailed Affiliation Given. 82/03/24. 

ISELIN, R.E. Building 8c Operations Branch. 3pp. 28559:075. 


— 8501240137 Discusses areas of interest re bldg safety hazard, per 781020 
memo. Fire alarm bells tested for audibility in Mar 1979. 

Results of followup survey of bldg occupants will identify 
areas requiring louder alarm bells. 

GOSSICK, L. V. Office of the Executive Director for Operations. 
78/11/01. SMITH, C. V. Office of Nuclear Material Safety 8c 
Safeguards, Director. Ip, 28558:317. 


— 8501240139 Ack receipt of 820324 memo re maint problems in 12th floor 
ladies room of Willste Bldg. Advises that work will be 
completed within 60 days from execution of lease. 

ISELIN, R.E. Building 8c Operations Branch. 82/03/29. FRYE, J, B. 
Division of Facilities 8c Operations. 2pp, 28559:078, 


— 8501240140 Discusses inadequacy of Willste Bldg fire alarm sys. Alarm 
cannot be heard in ofcs w/doors closed. Requests alarms w/ 
louder bells be installed. 

SMITH, C. V, Office of Nuclear Material Safety it 
Safeguardis, Director. 78/10/20. GOSSICK, L.V. Office of the 
Executive Director for Operations. 2pp. 28558:318. 


8501240142 Forwards JB Frye memo re maint problems in 12th floor ladies 
room of Willste Bldg. W/o end. 

ISELIN, R.E. Building 8c Operations Branch. B2/04/02. WEBB,L. L. 
General Services Administration. 2 pp. 28559:080. 


— 8501240143 Lists chronic 8c nagging maint problems in Willste Bldg. 
Requests support in resolving chronic complaints. 

FRYE, J. B. Building it Operations Branch. 79/05/09. WOODHEAO, W. 
General Services Administration. Ip. 28558:320. 


— S501240145 Discusses power outage/false fire alarms at Willste Bldg on 
820406. Safety deficiencies to be corrected listed. 

DAVIS, J.G. Office of Nuclear Material Safety 8c 
Safeguards, Director. 82/04/09. DONOGHUE, D. J. Office of 
Administration. 4pp. 28559:082. 


— 8501240147 Discusses lease administration re Willste Bldg. Bldg not 
operating per GSA requirements. 

FRYE.J.B. Building & Operations Branch. 79/07/27. WOODHEAD, W. 
General Services Administration. 2pp. 28558:321. 


--8501240149 Forwards GSA Form 2972, "Agency Request for Adjustment to 
Std Level User Charge Billing," appealing third quarter 
rental payment for Willste Bldg. 

NORRY, P. G. Office of Administration. 82/06/25. BERUBE, B, Q. 
General Services Administration. 3pp. 28559:086. 


— 8501240150 Advises that no-walk automated filing sys eliminates walking 
8c carrying 8c is ef fi cient, effective 8c economical . Price 
quotation end. 

HOLLOWELL, F. National Office Systems, Inc. 79/00/02. BRISTO, H. 
Materials Licensing Branch. 3pp. 28558:323. 


— 8501240155 Advises that std level user charge billings for Third 
Quarter FYa2 will be withheld pending satisfactory 
completion of necessary repairs to 12th floor roof leakage 
problem at Willste Bldg, per OE Bassett 820616 memo. 

NORRY, P. G. Office of Administration. 82/07/09. MINOGUE, R. B. 
Office of Nuclear Regulatory Research, Director. Ip. 28559:089. 


— 8501240159 Advises that purchase of Ballard filing equipment does not 
allow air circulation 8c ventilation. Equipment would require 
addl wiring to accommodate 230-volts 8c relocation of 13 
light fixtures. 

MOORE, C. NRC - No Detailed Affiliation Given. 79/09/28. 

HARGETT, D.J, Purchasing Section. Ip. 28558:326. 


— 8501240163 Recommends installation of mechanized filing sys named 
Docutriever based on review of Radioisotopes Licensing 
Branch file, 

RADOANE,E. L. Walter M. Ballard Co. 79/08/14. BRISTOW, H. NRC - 
No Detailed Affiliation Given. 2pp. 28558:327. 


— 8501240166 Discusses 12th floor roof leakage problems at Willste Bldg. 
Demands that GSA have roof redone or find improved bldg. 

BASSETT,0. E. Division of Accident Evaluation <Pre 840101). 

82/06/16. MINOGUE, R. B. Office of Nuclear Regulatory Research, 
Director. 2pp. 28559:090. 


— 8501240170 Responds to 790906 memo re ventilation of interior ofcs in 
Willste Bldg. Survey of bldg ventilation sys operation will 
be conducted wk of 790917 by GSA. Results will determine 
further remedial action. 

GOSSICK, L. V. Office of the Executive Director for Operations. 
79/09/21. DIRCKS, W. J. Office of Nuclear Material Safety 8c 
Safeguards, Director. 2pp. 28550:329. 


8501240173 Forwards NRC Safety Sc Health Manager complaint 8c memo 
documenting stairwell safety hazards in Willste Bldg 8c 
suggesting remedial actions. W/o end. 

ISELIN, R.E. Building 8c Operations Branch. 82/08/23. WEBBcL. L. 
General Services Administration. 2pp. 28559:092. 


8501240176 Discusses problems associated w/lack of ventilation 8c air 
conditioning in Willste Bldg. W/encls. 

DIRCKS, W. J. Office of Nuclear Material Safety 8c 
Safeguards, Director. 79/09/06. GOSSICK, L. V. Office of the 
Executive Director for Operations. 4pp. 28558:331. 


8501240179 Forwards memo describing conditions on ninth floor in 
Willste Bldg, Reinforces long standing complaints re 
ventilation in inner-core of cs. Requests fans be installed 
as interim measure. 

FRYE, J. B. Building 8c Operations Branch. 80/04/14. KUEHN, G. 
General Services Administration. Ip. 28558:335. 


—8501240185 Suggests that ducts from conference room air conditioning be 
run to ofcs on inner corridor of ninth floor to alleviate 
high temps 8c poor air circulation in Willste Bldg. 

EVANS, L.J. Regulatory Improvements Branch. 80/04/07. FRyE,J. D. 
Building 8c Operations Branch. 2pp. 28558:336. 
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— 85012401SS Recommends window be installed in stairwell doorsj stairwel 1 
illumination level be improved ic gates be high enough to 
contact upper body to eliminate stairwell hazards in Willste 
Sldg. per 820804 insp. 

FRYE* J. B. Division of Facilities & Operations. 82/08/06. 

ISELIN*R. E. Building & Operations Branch. 4pp. 28559:094. 


— 8501240204 Rec^uests end std NSC door sign indicating potential danger 
be redesigned for use in alleviating potential safety 
hazard throughout all types of NRC space. W/o end. 

ISELIN*R. E. Building S< Operations Branch. 82/08/27. MCVEAOH* H. D. 
Publication & Graphics Branch. Ip. 28559:098. 


— 8501240209 Discusses results of survey conducted on 820827 resulting 
from complaints received from bldg occupants re stairwell 
gates at Willste Bldg. Gates more hazardous than worthwhile. 

Addl signs will be posted in stairwells. 

FRYE* J. B. Division of Facilities & Operations. 82/08/31. 

ISELIN. R. E. Building Operations Branch. Ip. 28559:099. 


— 8501240211 Confirms info transmitted by CW Moore on 800522 re Willste 
Bldg file room. Files not installed per approved diagram. 

Recommends that file cabinets be removed to eliminate pinch 
points & possibility of injury. 

FRYE* J. B. Building & Operations Branch. 80/05/29. BEVERIDGE* G. W. 

Office of Nuclear Material Safety & Safeguard s* Director. Ip. 

28558: 338. 


— 8501240217 Discusses problems w/exit door from Willste Bldg loading 
dock per 820922 telcon. Loose door/frame allows door to move 
which misaligns alarm contacts resulting in false alarms. 

Incidence of rats on loading dock also of concern. 

KIDD* D. G. Division of Security. 82/09/27. ISELIN* R. Building & 
Operations Branch. Ip. 28559: 100. 


8501240222 Forwards Federal Employee Rept 03-099-0134 of toilet room 

insp on 800807 by occupants of Willste Bldg. Results show 
toilet cleaning not thoroughly done. Requests remedial 
action, 

FRYE* J. B. Building *< Operations Branch. 80/08/08. KUEHN* G. H. 
General Services Administration. 5pp. 28558:339. 


— 8501240223 Requests time frames involved in securing correction of 
balance of end listed deficiencies observed 8c noted during 
811006 walk-through & insp of Willste Bldg since due dates 
imposed by lease long past, 

ISELIN»R. E. Building 8< Operations Branch. 82/10/07. 

WHITLOCK* J. G. General Services Administration, 9pp. 28559:101. 


8501240228 Forwards 800612 fire safety insp rept conducted by Dept of 

Fire & Rescue Sves* Montgomery County* MD. Related info end. 

DUCK* R. E- Building & Operations Branch. 80/06/13. KUEHN* 0, H. 
General Services Administration. 7pp. 28558:344, 


— 8501240230 Addresses requirements to notify elevators in Willste Bldg 
to accommodate handicapped* per 830208 telcon. 

ISEL1N*R. E. Building Sc Operations Branch. 83/02/09. WEBB*L. L. 
General Services Administration. Ip. 26559:110. 


— 8501240235 Discusses malfunction of Elevator 2 in Willste Bldg on 
800806. several discrepancies cited to be corrected by bldg 
owner. Extent of injuries to two employees not determined. 
Elevator inspected S< returned to svc. 

EUBANKS. F.B. NRC - No Detailed Affiliation Given. 80/08/12. 
DUCK* R. E. * FRYE*J. B. NRC - No Detailed Affiliation Given. Ip. 
28558: 351. 


— 8501240238 Discusses HVAC problems in Willste Bldg. 

FRYE* J. B. Building «< Operations Branch, 80/08/20. Building it 
Operations Branch, Ip. 28558:352, 


— 8501240242 Forwards insp rept of toilet rooms at Willste Bldg it 
transmittal to GSA field ofc involved. OSA planned corrective 
actions will be forwarded upon receipt. W/o end. 

FRYE* J. B. Division of Facilities it Operations. 80/08/26. 

RHONE* D. H. Labor* Dept, of* Occupational Safety & Health Admin, 
ip, 28558:353. 


— 8501240255 Forwards Dept of Fire it Rescue Sves* Montgomery County, MD 
fire safey insp rept of Willste Bldg, Related info end. 

FRYE* J. B. Building it Operations Branch, 81/10/20. DUCK*R.E, 
Building Sc Operations Branch. 14pp. 28558:354, 


—8501240261 Requests Willste Bldg alarm sys be thoroughly inspected due 
to two false fire alarms it one power interruption within 
past 2 months. False fire alarms resulted in complete 
evacuation of bldg. , 

FRYE*J. B. Building it Operations Branch. 81/11/16, WARD* J. 
Affiliation Not Assigned. 7pp. 28559:005. 


-8501240265 Advises that remaining water-type fire extinguishers should 
be removed from Willste Bldg & special purpose extinguishers 
installed by GSA should be inspected. Locations for each 
type extinguisher listed in ends. 

DUCK, R. E. Building & Operations Branch. 83/02/09. WEBB* L. L. 
General Services Administration. 3pp. 28559: 111. 


— 8501240269 Provides list of measures taken by GSA to identify cause of 
power fluctuation it alleviate problem* in response to end 
811109 memo. Delay in alarm sys recommended to eliminate 
future false actions. 

DONOGHUE* D. J. Office of Administration. 81/12/02. DAVIS* J. G. 
Office of Nuclear Material Safety it Sa feguards* Director. Ip. 

28559: 012. 


— 8501240270 Ac k receipt of memo re concern over continuing environ 
problem experienced on 8th floor of Willste Bldg. GSA will be 
requested to perform complete environ survey of floor. 

1SEL1N*R. E. Building & Operations Branch. 83/02/10. BROWN* R. 8. 
Program Support Branch. Ip. 28559: 114. 


— 8501240273 Discusses dangerous sidewalk conditions at Willste Bldg due 
to snow. GSA notified it recommended to salt area before ofc 
hrs. 

ALMOND, V. NRC - No Detailed Affiliation Given. 83/02/15. NRC - 
No Detailed Affiliation Given. Ip. 28559:115. 


— 8501240276 Recommends delay be installed in Willste Bldg fire alarm sys 
to avoid evacuation of bldg due to alarm sounding 
immediately following power surge. 

DAVIS* J.G. Office of Nuclear Material Safety it 
Safeguards, Director. 81/11/09. DONOGHUE. D. J. Office of 

Administration. Ip. 28559:013. 


— 8501240280 Forwards rept of serious hazard involving badly worn or 
missing safety strips on steps in ctr *< rear stairwells 
of Willste Bldg. W/o end. 

ISELIN* R.E. Building & Operations Branch. 83/02/23. WEBB, L. L. 
General Services Administration. 2pp. 28559:116. 


—8501240282 Requests snow removal plan for Willste Bldg. Plan should 
include listed items. 

ISELIN.R.E. Building & Operations Branch. 81/12/23. WARD.J.P. 
General Services Administration. Ip. 28559:014. 


—8501240286 Forwards hazard rept re stairwell steps in Willste Bldg. 
Requests insp of all steps to determine repair work needed. 
MITCHUM.B. G. Office of Administration. 83/02/18. ISELIN* R. 
Building & Operations Branch. 3pp. 28559: 118. 


— 8501240290 Responds to 820409 memo re power outage/false fire alarms in 
Willste Bldg. GSA being pressured to enforce terms of new 
lease agreement within agreed upon time frames. W/o end. 

NDRRY* P. G. Office of Administration. 82/04/19. DAVIS* J.G, 

Office of Nuclear Material Safety it Safeguards, Director. 2pp. 

28559: 015. 


— 8501240293 Advises that both ctr & rear stairwells of Willste Bldg 
constitute safety hazard because safety strip on steps 
missing or badly worn. Requests assistance in correcting 
problem. 

BEVERIDGE* G, G. Program Support Branch. 83/02/16. MITCHUM*B.G. 
Office of Administration, 3pp. 2B559: 121. 


—8501240297 Discusses power outage in Silver Spring* MD area that caused 
interruption in svc at Willste Bldg. Outage highlighted 
listed safety deficiencies of concern to NRC. Requests 
assistance in assuring lessor comply w/lease agreement. 

CORLEY* J.H. Division of Facilities & Operations. 82/04/14. 

MYERS* V. T. General Services Administration. 8pp. 28559:017, 


— 8501240302 Forwards NRC Form 34 requesting rotating fan for Room 641 of 
Willste Bldg due to inadequate ventilation. Requests survey 
be conducted to determine nature 8f severity of problem St to 
suggest potential solutions. 

ISELIN*R. E. Building St Operations Branch. 83/02/25. MITCHUM* B, G. 
Office of Administration. 3pp. 28559: 124. 


— 8501240308 Forwards NRC Form 34 St rept of ventilation St air quality 
survey on 830331 of Willste Bldg* in response to 830225 memo. 

FRYE* J. B. Office of Administration. 83/07/21. ISELIN* R.E. 
Building 8e Operations Branch. 3pp. 28559:127. 


—8501240316 2-812-02-266-03 

"Ventilation S< Air Quality Survey in Willste Bldg, " 

RABINOVirZ, 8. H. . WHEATON* B. , PADILLA* F. JRB Associates. 83/06/13. 
26pp. 28559:130. 


—8501240322 Requests floor plans St available mechanicals for industrial 
hygiene survey gross evaluation on 830316 at Willste Bldg. 

FRYE* J. B. Office of Administration. 83/03/08. ISELIN* R. 

Building it Operations Branch, Ip. 28559: 156. 
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— 8501240347 Requests survey by GSA Natl Capital Region Accident & Fire 
Prevention Branch to evaluate overall exit lighting sys on 
floors to determine location & number of fixtures required 
for Willste Bldg. 

DUCK. R. E. Building it Operations Branch. 83/09/08. WEBB.L. L. 
General Services Administration. Ip. 28559; 157. 


— 8501240351 Submits actions taken to address noted items in response 
to annual headquarters facility safety & health insp of 
Willste Bldg on 830822. 

ISELIN, R. E. Building & Operations Branch. 83/09/14. FRYE. U. B. 
Office of Administration. Ip. 28559: 158. 


— 8501240358 Foruards list of d i screpanc ies. recommendations & action 
elements noted during annual headquarters facility safety & 
health insp at Willste Bldg on 830811. W/o end. 

WORRY. P.G. Office of Administration. 83/08/22. DAVIS. J. G. 

Office of Nuclear Material Safety & Saf eguards. Director. 

CORLEY. J.H. Division of Facilities & Operations. Ip. 28559:159. 


— 8501240368 Requests bldg ouner correct deficiencies re malfunctioning 
fire alarms at Willste Bldg based on evacuation drill 
conducted on 831101. 

FRYE.J. B. Office of Administration. 83/11/01. WEBB.L. L. General 
Services Administration. 2pp. 28559; 161. 


— 8501240378 Discusses fire drill conducted in Willste Bldg on 831101. 
Requests employees review "Occupant Emergency Plan" for 
familiarity w/designated duties. 

DAVIS. J.G. Office of Nuclear Material Safety it 

Safeguards. Director. 83/11/08. Office of Nuclear Material 

Safety Se Safeguards. Director. 2pp. 28559:162. 


— 8501240382 Confirms 831107 telcon w/Thompson re elevators in Willste 
Bldg requiring current insps it validated certificates. Close 
coordination between GSA. lessor & State of MD suggested for 
timely execution of insps. 

DUCKiR.E. Building & Operations Branch. 83/11/17. WEBB. L. L. 
General Services Administration. 3pp. 28559:164. 


— 8501240390 Discusses safety valve misfunction in boiler room on 771014. 
Fire chief determined that safety valve blew on main boiler 
due to accelerated startup when boiler being tested. Div of 
Security rept end. 

EUBANKS.F. B. NRC - No Detailed Affiliation Given. 77/10/17. 

FRYE. J. B. Building it Operations Branch. 2pp. 28559:167. 


— 8501240393 Advises that insp of overall HVAC sys on 8th floor of 
Willste Bldg found satisfactory during current cooling 
cycle. in response to 810812 memo. 

CORLEY. J.H. Division of Facilities & Operations, 81/09/04. 
BROWN. R. S. Program Support Branch. Ip. 28559:169. 


— 8501240400 Forwards memo re Willste Bldg ventilation sys for review & 
consideration. Related info end. 

BROWN. R.S. Program Support Branch, 81/08/12. CORLEY. J. H. 

Division of Facilities & Operations. 4pp. 28559:170. 


8501240081 FOIA request for records relevant to Sc or generated in 
connection w/NRC insp it analysis in electrical equipment 
qualification of Rockbestos cable Sc submittals, drafts Sc 
comments on NUREG-0040. 

GARDE. B.P. Government Accountability Project, 84/05/29. Office 
of Administration. 2pp. 28557:288. 


8501240213 FOIA request for documents prepared or utilized by NRC re 
falsification of flA/QC documents by M Annas of Daniels Const 
Co Sc FBI investigation of incident. 

BELL. N. Nuclear Information 8< Resource Service. 84/01/05. Office 
of Administration. 2pp. 28557:001. 24X Fiche: 50-482. 84/01/05. 

8501240213. 


8501240226 Further response to 840105 FOIA request for documents re 
facility. Documents listed in App A available in PDR. 

Documents listed in App B partially or completely withheld 
<ref FOIA Exemptions 6 Sc 7>. 

FELTON. J.M. Division of Rules and Records. 84/07/20. BELL.N. 
Nuclear Information S< Resource Service. 7pp. 28557:003. 24X 

Fiche; 50-482. 84/07/20, 8501240226. 


— 8501240244 Forwards investigation rept Sc supporting documentation, 
including signed statement re alleged falsification of 
traveller records. Enforcement action Sc rept issuance delayed 
pending IE notification. W/o end. 

COLLINS. J.T. Region 4. Office of Director. 81/09/25. WARD. W. J. 
Investigations Branch (FreS2020I3. 2pp. 28557:021. 24X 

Fiche: 50-482. 84/07/20, 8501240226. 


— 8501240250 Forwards 810722 memo re rept that Daniel Inti Corp foreman 
instructed subordinates to fabricate safety-related pipe 
hanger from non-safety scrap metal. Not if ication of action 
taken in matter requested. 

WARD. W. J. Investigations Branch (Pre 820201). 81/10/14, 

SCHNEBELEN. A. Office of Inspector Sc Auditor. Ip. 28557-023 24X 

Fiche: 50-482. 84/07/20. 8501240226. 


— 8501240257 Forwards investigation rept for referral to Ofc of Inspector 
& Auditor re Daniel Inti Corp improper duplication of 
safety-related pipe hanger, Noti ficati on of action taken in 
matter requested. 

COLLINS. J.T. Region 4, Office of Director. 81/07/22. WARD. W. J. 
Investigations Branch (Pre 820201). Ip. 28557:024. 24X 

Fiche: 50-482.84/07/20. 8501240226. 


— 8501240260 Forwards original documents obtained at facility on 810515 
re suspected forgery of weld control record suppl sheet by 
former Daniels Inti supervisor. W/o end. 

DRISKILL. D. D. Region 4. Office of Director. 81/05/18. NRC - No 
Detailed Affiliation Given. 4pp. 28557: 105. 24X 

Fiche; 50-482.84/07/20. S501240226. 


— 8501240274 Forwards written comments re numerous statements contained 
in memo sent to recipient. NRC will answer questions once 
comments are reviewed. NRC most anxious to respond to 
questions raised by public re const of facility. 

COLLINS. J.T. Region 4. Office of Director. 81/05/14. KMBC-TV, 
Kansas City. MO. 6pp. 28557:109. 24X Fi ch e: 50-482, 84/07/20. 

8501240226. 


— 8501240283 Forwards NRC Evidence Custody Document 50-482/81-09 for 
formal comparative handwriting exam. Signatures on Items A it 
B should be compared to determine whether forgery occurred. 
Portions deleted. 

COLLINS. J.T. Region 4. Office of Director. 81/06/24. Federal 
Bureau of Investigation. 57pp. 28557: 115. 24X 

Fiche: 50-482. 84/07/20. 8501240226. 


8501240292 Discusses 810528 telcon re welding allegations at facility. 
Info partially withheld. 

CROSSMAN. W. A. Region 4, Office of Director. 81/05/28. 

GAGLIARDD. J. E. Office of Inspector it Auditor. DRISKILL. D. D. NRC 
- No Detailed Affiliation Given. 56pp. 28557:172. 24X 

Fiche: 50-482. 84/07/20, 8501240226. 


— 8501240301 Discusses investigation of alleged falsification of HVAC 
travellers at fee i 1 i ty . Inf o partially withheld. Statement 
by Daniels Const Co employee end. 

DRISKILL, D. D. Region 4, Office of Director. 81/09/25. NRC - No 
Detailed Affiliation Given. 5pp. 28557:228. 24X 

Fiche; 50-482. 84/07/20. 8501240226. 


•-S501240309 Discusses alleged forgery of QC inspector signatures on 
HVAC traveller at facility. Info partially withheld. Statement 
by Daniel Inti employee & addl documentation end. 

* Region 4. Office of Director. Sl/OB/06. NRC - No Detailed 
Affiliation Given. 61pp. 28557:233. 24X Fiche: 50-482. 84/07/20. 

8501240226. 


8501240330 FOIA request for NRC response to BK Cohen 840720 FOIA 
request for documents re permitting, licensing it other 
matters concerning fac i 1 ities. Documents responsive to Cohen 
request not currently required. 

KLEIN, O.G. Syrdal. Danelo, Klein & Myre. 84/07/27. FELTON, J. M. 
Division of Rules and Records. Ip. 28556:356. 24X 

Fiche: 50-397, 84/07/27, 8501240330. 


8501240336 Partial response to FOIA request for responses to B Cohen 
FOIA request (FOIA-84-603) . Doc uments available in PDR. W/o 
stated ends. 

FELTON, J.M. Division of Rules and Records. 84/08/15. KLEIN. 0. Q. 
Syrdal. Danelo. Klein & Myre, 2pp. 28556:357, 


8501240343 FOIA request for SECY 83-500 it all related documents. 
AFTERGOOD. S. Committee to Bridge the Gap. 84/03/18. Office of 
Administration. Ip. 28558:042. 


8501240346 FOIA request for responses to BK Cohen 840720 request for 
documents re plaintiffs in In Re WPPSS Securities 
Litigation. 

COHEN, D.N. Wachtell. Lipton. Rosen & Katz. 84/07/23. FELTON. J. M. 
Division of Rules and Records. Ip. 28537:358. 24X 

Fiche; 50-397. 84/07/23. 8501240346. 


8501240352 Responds to FOIA request for SECY-83-500 & related 
d ocuments. App A documents end. Documents also available in 
PDR, App B documents withheld (ref FOIA Exemption 5>. 

FELTON, J. M. Division of Rules and Records. 84/07/25. AFTERGOOD. S. 
Committee to Bridge the Gap. 6pp. 28558:043. 24X 

Fiche; 50-142. 84/07/25. 8501240352. 
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— 8312070054 Concurs in c larification of general physical protection 
requirement, proposed rule 10CFR73. 40(a ) package. No 
substantive comments offered. Editorial comments provided to 
C Nithee by telephone. 

OOLLERiK. R. Division of Facility Operations. 83/11/16. 

BURNETT, R. F. Office of Nuclear Material Safety & 

Safeguards, Director. Ip. 28558:199. 


— 8312140385 SECY-S3-500 

Requests Commission approval to publish for public comment, 
proposed amend to 10CFR73. 40<a ). Amend clarifies intended 
application & codifies practice re theft or sabotage of SNM. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
83/12/06. 16pp. 28558:051. 


— 8402280217 Notifies of proposed items ACRS decided not to comment on 
during 831117-19 meet ings, inc 1 ud ing draft final rule package 
for loui enriched U amends & proposed amend to 10CFR73, 

"Clar if ication of General Physical Protection Requirement. " 

FRALEY# R. F. ACRS - Advisory Committee on Reactor Safeguards. 
83/11/22. DIRCKS, W. J. Office of the Executive Director for 
Operations. Ip. 28558:218. 


— 8501240366 Draft Commission paper requesting Commission approval to 
publish for public c omment, proposed amend to 10CFR73. 40<a). 

Amend clarifies intended application & codifies practice re 
theft or sabotage of SNM. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
83/12/06. 4pp. 28558:067. 


— 8501240374 Forwards rule package re amend to clarify policy it practice 
re application of 10CFR73. 40<a) & requests notification if 
public announcement necessary. Routing slips, agenda entry 
sheet, notes Se draft proposed rule end. 

WITHEE, C. NRC - No Detailed Affiliation Given. 83/11/10. 

GAGNER.S. NRC - No Detailed Affiliation Given. 28pp. 28558:071. 


—8501240383 Forwards Commission 
10CFR73. 40(a). Format changed 
Further comments requested. 
NITHEE, C. NRC - No Detailed 
WIGGINTON, S, , FONNER,B. NRC 
16pp. 28558:115. 


paper version of clarifying amend 
to accommodate OELD concerns. 

Affiliation Given. 83/11/22. 

- No Detailed Affiliation Given. 


to 


—8501240391 Forwards request for concurrence on proposed clarifying 
amend to 10CFR73. 40(a). Advance copy sent due to short time 
schedule. Concurrence requested by 831 1 16. Formal package will 
be forwarded soon thereafter. 

BURNETT, R.F, Division of Safeguards. 83/11/14. DAVIS# J. G. 
Office of Nuclear Material Safety it Safeguards# Director. 20pp. 
28558: 131. 


— 8501240399 Confirms R Dube 841119 telcon w/R Fraley & forwards draft 
FR notice «« regulatory analysis for proposed amend to 
10CFR73. 40(a). Normal review schedule expedited. Comments 
invited during public comment period. 

BURNETT#R. F, Division of Safeguards. 83/11/16. FRALEY, R. F. ACRS 
- Advisory Committee on Reactor Safeguards. 10pp. 28558: 151. 


— 8501240406 Responds to C Noodhead inquiry Sc forwards transmittal memo 
for Commission paper on proposed amend to iOCFR73. 40(a}. 

Memo can be released to UCLA relicensing hearing board if 
no legal objection raised. 

DAVIS, J. G. Office of Nuclear Material Safety it 

Safeguards, Director. 83/12/12. CUNNINGHAM# 0. H. Office of the 
Executive Legal Director. Ip. 28558; 161. 24X 

Fiche: 50-142# 84/07/25# 8501240352. 


— 8501240413 Forwards Commission paper 8< associated documents requesting 
approval to publish for public comment proposed amend to 
10CFR73. 40(a). Clarification necessary due to ASLB ruling 
in UCLA relicensing hearing. W/o end. 

DAVIS, U, G. Office of Nuclear Material Safety & 

Safeguards# Director. 83/11/28. DIRCKS# W. U. Office of the 
Executive Director for Operations. Ip. 28558:162. 24X 

Fiche: 50-142# 84/07/25# 8501240352. 


— 8501240424 Discusses findings of UCLA Hearing Board re 10CFR73. 40(a) 
requirement to protect against sabotage. NMSS it OELD 
recommend clarification of 10CFR73. 40( a) because issue 
would be rjemoved from litigation & appeal process avoided. 

BURNETT, R. E. Division of Safeguards. 83/11/01. DAVIS# J. G. 

Office of Nuclear Material Safety & Safeguards# Director, 3pp. 
28558: ISO. 24X Fiche: 50-142, 84/07/25# 8501240352. 


— 8501240428 Forwards Div of Rules it Records annotated copy of proposed 
rule amending 10CFR73. 40(a) it concurrence. Regulatory 
analysis deemed unnecessary, Simi lar potential problems exist 
in other factions of 10CFR73. 

PHILIP?^^^ Division of Rules and Records. 83/11/14. WITHEE# C. U. 
Fuel Fmciilrty Safeguards Licensing Branch. 15pp. 280DB; 183, 

M.' 


■—8501240432 Confirms c one urrenc e, per 831116 telcon, w/proposed 
clarification of 10CFR73. 40(a ) & 10CFR73. 67. 

SCARANO, R. A. Division of Radiological Safety & Safeguards Program 
83/11/16. BURNETT, R. F. Division of Safeguards. Ip. 28558:198, 


— 8501240436 Notifies of Region I concurrence w/proposed rev to 
10CFR73. 40(a>. 

MARTIN, T.T. Division of Engineering ?< Technical Programs. 
83/11/16. BURNETT, R. F, Division of Safeguards. Ip. 28558:200. 


— 8501240443 Responds to request for review of proposed rulemaking 
clarifying physical protection requirements of 10CFR73. 40(a ) 

& agrees w/rule change. Timing & method of change 
inappropriate. Commission should perform rulemaking. 

GRAY, J. R. NRC - No Detailed Affiliation Given. 83/11/18. 
CHRISTENBURY, E. NRC - No Detailed Affiliation Given. Ip. 
28558: 219. 24X Fiche: 50-142, 84/07/25, 8501240352. 


— 8501240448 Discusses clarifying amend to 10CFR73. 40<a). Situation arises 
from UCLA litigation & ASLB ruling against staff. Provision 
states that w/o specific requirements, ASLB to determine 
requir ements. Appeals judge decided against NRC in past. 

* NRC - No Detailed Affiliation Given. 83/11/09. NRC - No 
Detailed Affiliation Given. Ip. 28558:234. 24X 

Fiche: 50-142, 84/07/25, 8501240352. 


—8501240454 Notifies of Commission disapproval of SECY-83~500A, 
"Clarification of General Physical Protection Requirement. ” 
Palladino noted that revised proposed rule w/appropr iate 
technical supporting basis would be considered. 

CHILK, S. J. Office of the Secretary of the Commission. 84/06/13. 
DIRCKS, W. U. Office of the Executive Director for Operations. Ip. 
28558: 238. 


— 8501240461 Forwards Palladino dissenting views re SECY-S4-116 to be 
appended to Commission order. 

REAMER, C.w. Commi ssioners. 84/06/06. CHILK, S. J. Office of the 

Secretary of the Commission. 3pp. 28558:250. 24X 

Fiche: 50-142. 84/07/25, 8501240352. 


8501240355 Partial response to FOIA request for responses to BK Cohen 
request (FOIA 84-603). Documents available in PDR. W/o stated 
ends. 

FELTON, J.M. Division of Roles and Records. 84/08/15. COHEN# D. N. 
Machtell, Lipton, Rosen & Katz. 2pp. 28537:362. 


8501240364 FOIA request for NRC responses to BK Cohen 840720 FOIA 
request on behalf of all plaintiffs re WPPSS 
Securities Litigation, BK Cohen 840720 FOIA request end. 

NOBLE, P.B. Helsell, Fetterman, Martin# Todd & Hokanson. 84/07/27, 
FELTON, J.M. Division of Rules and Records. Ip. 28630:153. 24X 

Fiche: 50-397, 84/07/27, 8501240364. 


8501250050 FOIA request for documents re names, social security numbers 
Sc qualifications of persons hired to work at facility from 
840401 to present. 

COHEN, J.L. McTeague, Higbee, Libner & Reitman, 84/06/12. FELTON 

Division of Rules and Records. Ip. 28613:159. 24X 
Fiche: 50-309, 84/06/12, 8501250050. 


8501250055 FOIA request for all documents re Automation Industries, Inc 
License 37-00611-09. 

REED. K. C. Bolton# Dunn it Moore. 84/04/19. Office of 
Administration. Ip. 28608:001. 


8501250057 Partial response to FOIA request for documents re names# 
social security numbers Sc qual if ications of persons hired 
to work at facility from 840401 to present. Forwards 
organization chart Sc updated list of key personnel. 

FELTON, J.M, Division of Rules and Records. 84/07/05. COHEN# J. L. 
McTeague# Higbee# Libner Sc Reitman. Ip. 28613: 160. 24X 

Fiche: 50-309# 84/07/05, 8501250057. 


8501250061 Responds to FOIA request for documents re Automation 
Industries# Inc License 37-0061 1-09. Forwards documents listed 
in App A. Div of Accounting will forward bill for 
reproduction costs. 

FELTON, J.M, Division of Rules and Records. 84/06/13. REED, K. C. , 
CAMPBELL, M. A. Bolton, Dunn Sc Moore. 21pp. 28608:002, 


— 7901100099 Forwards Insp Rapt 78-02 on 781108 during which no items of 
noncomp liance were notipd. 

MCCLINTOCK#R. 0. Region 1# Philadelphia, Office of the Director. 
78/11/20. SANTORO. M. Automation Industries# Inc. 2pp. 

28611:271. 


— 7901100107 IE Ini?P Rept 78-02 bn 781108. No items of none omp 1 iance were 
noted. Major areas inspected included radiation 
protection procedures# design change on pigtail assemblies# 
source attachment to pigtail cable Sc hot cell operations. 

DAVIS#J., EBNETER.S. # MCCLINTOCK.R.O, Region 1# Philadelphia# 

Office of the Director. 78/11/20. 3pp. 28611:279. 
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—7910290368 Forwards IE Insp Fept 30-05998/79-01 on 790S16 of activities 
under License 37-0061 1-09. No noncoffip liance noted. 

MCCLINTOCK/ R. 0. Region 1* Philadelphia/ Office of the Director. 
37-00611-09. 79/09/06. SANTORO Automation Industries. Inc. 2pp. 

28611:259. 


—7910290377 IE Insp Rept 30-05998/79-01 on 790816. No noncompliance 
noted. Major areas inspected: radiation protection procedures 
re design changes on pigtails, viewing window problem, 
contaminated iridium receipt. & personnel monitoring. 

EPSTEIN.E. . MCCLINTOCK.R. 0. Region 1. Philadelphia. Office of the 
Director. 37-00611-09. 79/09/06. 4pp. 28611:263. 


— 7912190074 Forwards application for renewal of Source Matl License 
SUB-S6a. Will continue operation under procedure covered by 
Matl/Byproduct License 37-0061 1—09. Amend 5. 

SANTORO. M.P, Automation Industries. Inc. 14015. 79/11/07. 

JONES. J. A, Materials Licensing Branch. Ip. 28609:054. 


— 7912190083 Application for renewal of Matl/Byproduct License SUB-S68 
authorizing use of depleted U castings to be encased in 
stainless steel weldments. Operating & emergency procedures 
for License 37-00611-09 end. 

SANTORO. M.P. Automation Industries. Inc. 14015. 79/10/29. 4pp. 

28609: 055. 


— 7912190093 Requests amend to Source Matl License SUB-B68 authorizing 
possession & use of source matl at locations other than 
Phoenixville facility. 

SANTORO. M.P. Automation Industries. Inc. 14773. 74/10/31. 

BUCHANAN. C. R, Atomic Energy Commission. 2pp. 28609:139. 


— 7912190108 Forwards prospective vendor concurrence statements re 
fabrication of stainless steel shells for housing depleted 
U St scope of work. Depleted U castings will be transported to 
vendor site in epoxy coated form. 

SANTORO. M.P. Automation Industries. Inc. 14773. 75/02/13. 

Atomic Energy Commission. 2pp. 28609; 143, 


—7912190116 Concurs w/Automation Industries re fabrication of shipping 
containers employing depleted U as shielding. Fabrication 
will comply w/provisions of Licenses SUB-868 St 
37-00611-09. 

COLEMAN, E. Coleman Machine 5« Fabrication, Inc. 14773. 75/02/13. 

Atomic Energy Commission. 2pp. 28609: 145. 


— 7912190124 Concurs w/Automation Industries re fabrication of shipping 
containers employing depleted U as shielding. Fabrication 
will comply w/provisions of Licenses SUB-868 & 37-00611-09. 

QUAY, H E. Coleman Machine & Fabrication. Inc. 14773. 75/02/19. 

Atomic Energy Commission, 2pp. 28609: 147. 

— 8001070086 Notifies that sealed source Model 36907 is safely 
positioned in Multitron 151 8e now in use as storage 
container, 

CASEY. 0. L. Ampco-Pi ttsburgh Corp. 3262. 79/11/26. DIRCKS.W, J. 

Office of Nuclear Material Safety 4t Saf eguards. Director. Ip. 
28612:209. 


— 8005070664 Ac k receipt of NRC 800128 Itr re package surface 
contamination. 

MCCLINTOCK, R. 0. Region 1. Philadelphia. Fuel Facility & Materials 
Safety Branch. 80/02/25. BOYKO. S. Automation Industries. Inc. 

Ip. 28612:088. 


—8005070666 Confirms 800128 telcon re Ir-192 shipment to Tooele Army 
Depot, UT. Contamination reported on Ir-192 packaging 
incorrect due to faulty instrumentation. Replacement shipped 
on 800118. 

BOYKO, S. Automation Industries, Inc. 80/01/28. DAVIS. J. Region 
1. Philadelphia. Office of the Director. 2pp. 28612:090. 


— 8006090455 Forwards Info Notice 80-17. "Potential Hazards Associated ui/ 
Interchangeable Parts on Radiographic Equipment. " Notice 
sent to listed radiography licensees. 

CROCKER. H.W. Region 1. Philadelphia. Office of the Director. 
IEIN-80-17. 80/05/16. SANTORO Automation Industries. Inc. Ip. 

28612:198. 


—8006090460 Advises that IE Infq Nptice 80-17. "Potential Hazard? 
Associdt'ed: tti/Interchangadble Paris on Radiographic 
Equipment. " wfas sent to listed radiographic Itcense holders. 
ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
IEIN-SO-17. 80/05/05. Connecticut. State of. Ip. 28612:199. 


— 8010090231 Forwards order to amend License 37-00611-09 in support of IE 
Circular 79-16. Amend terminates authority of licensee to 
mfg Sc distribute sealed source assemblies containing 
quick disconnect, type connector. 

CUNN1N0HAM.R..E. Division of , Fuel Cy cle 8c Material Saf ety. 

IEC-79^16. 80/09/03. SANTORO. M. P. ' Automation Industries. Inc. 

3pp. 28609:341. 


— 8010240295 Immediate Action Ltr 80-32 confirming 800917 telcon re 
radiation levels on packages being sh ipped. Licensee will 
review methods for evaluating radiation levels 8c review 
design of Model 51B radiography exposure device. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
IAL-80-32. 80/09/18. SANTORO. M. P. Automation Industries. Inc. 

4pp. 28611:205. 


— 8011030264 Confirms 801008 meeting in King of Prussia. PA re review of 
800912 NRC insp results 8e corrective actions concerning 
noncompliances. Actions to improve mgt controls sys 8c QA will 
also be discussed. 

GRIER.B.H. Region 1. Philadelph ia, Office of the Director. 

80/10/06. SANTORO. M. Automation Industries, Inc. Ip. 28611:237. 


— 8012300301 Ack receipt of 801020 ltr informing NRC of typographical 
error in 800128 ltr. 

KINNEMAN. J. D. Region 1. Philadelphia. Fuel Facility 8c Materials 
Safety Branch. 80/11/18. BOYKO. S. Automation Industries. Inc. 
2pp. 28610: 152. 


— 8012300308 Confirms telcon re typographical error in 800128 ltr to NRC 
re shipment of Ir-192 to army depot. Results should have been 
less than .0001 uCi or .0001 microcuries instead of less 
than . 0001 mCi. 

BOYKO. S. Automation Industries. Inc. 80/10/20. DAVIS, J. Region 
1. Philadelphia. Office of the Director. Ip. 28610:154. 


— 8101080253 Requests amend of Matl/Byproduct License 37-00611-09 to 
authorize increase in possession limit from 20.000 Ci to 
27.000 Ci to allow for use of decay-in-storage method of 
disposing of radwaste. Fee paid. 

SANTORO, M.P. Automation Industries. Inc. 06204. 80/12/11. 
JONES. J. Materials Licensing Branch. 3pp. 28610:086. 


— 8101160752 Confirms SlOlOB telcon that Automation Industries. Inc will 
withdraw 800916 request for hearing if Commission issues 
order modifying NRC 800903 order in form suggested by 
vendor 801230 ltr. Related correspondence. 

FLATTERY. T. L. Automation Industries, Inc. 81/01/09. Office of 
the Secretary of the Commission. 4pp. 28610:082. 


— 8101270392 Discusses selection of enforcement action for Automation 
Industries. Inc. Region 1 measurements indicate DOT 
regulations exceeded & corrective action required. However, 
limit vaguely defined. 

GRIER.B.H. Region 1, Philadelphia. Office of the Director. 
80/11/12. THOMPSON. D. Executive Officer for Operations Support. 
3pp. 28612:099. 


— 8102090110 Ack receipt of 801203 ltr informing NRC of steps taken to 
correct violations noted in IE insp of License 37-00611-09 
on 800905. 12 1002. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
81/01/07. SANTORO. M.P. Automation Industries. Inc. 2pp. 

28611; 086. 


— 8102090119 Responds to NRC 801119 ltr re violations noted in IE insp of 
License 37-00611-09 on 800905,12 St 1002. Corrective actions: 
all shipping packages used to transport either Co-60 or 
Ir-192 evaluated to formulate correction factors. 

SANTORO.M. P. Automation Industries. Inc. 80/12/08. ORIER.B.H. 
Region 1. Philadelph ia. Office of the Director. 4pp. 28611:088. 


— 8102090207 Responds to NRC 800918 ltr re violations noted in IE insp of 
License 37-00611-09 on 800905,12 St 1002. Corrective actions: 
correction factors established for meter readings to 
correct offset of chamber centerline, 

SANTORO.M. P. Automation Industries. Inc. 2610. 80/12/01. 

Office of Nuclear Material Safety St Safeguards. Director. 5pp. 

28611: 092, 


— 8102090211 Discusses IE insp of License 37-00611-09 on 800905.12 «« 1002 
Sc forwards notice of violation, summary of meeting St meeting 
attendance list. 

GRIER.B.H. Region 1. Philadelphia, Office of the Director. 

80/11/19. SANTORO.M. P. Automation Industries. Inc. 2pp. 

28611:166. 


—8102090215 Notice of violation from insp on 800905.12 Sc 1002. 
Noncompliance noted; surface radiation dose ratp of package 
delivered to customer exceeded 200 m/h, Apps B S< C re 
801008 meeting end. 

* Region I, Ph i ladelphia. Office of the Director. 80/10/22. 4pp. 
28611:170. 


—8102090219 IE Insp Rept 30-05998/80-02 on 800^9.15 & 1002. 
Noncompliance noted: failure to assure package surface dose 
rate was below 200 m/h Sc to secure licensed matl in 
unrestricted areas. 

KINNEMAN. J. D. Region 1. Philadelphia. Foel Facility Sc Materials 
Safety Branch. KINNEMAN. J. D, Region 1. Philadelphia. Office of 
the Director. 80/10/22. 13pp. 28611: 179. 
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— 8102200492 Forwards IE Insp Rept 30-05998/80-02 re loss of two Ir-192 
radiography devices in transport during Sept 1980. 

ORIER»B. H. Region 1 j Philadelphia! Office of the Director. 

81/01/15. WHALEN* J. J. Transportation* Dept. of. Ip. 28611:085. 


— 8103130215 Ack receipt of 810227 Itr ic forwards order terminating 
suspension of License 37-00611-09 per 810219*24 & 25 
meetings. Amend request seeking final approval to be 
submitted. 

STELLO* V. Director's Office* Office of Inspection and Enforcement. 
EA-81-025. 81/03/06. DWIGHT* J. Automation Industries* Inc. 

2pp. 28610: 068. 


— 8103130220 Order terminating suspension of License 37-00611-09 & 
requiring procedures per 810227 Itr be implemented. 

STELLO* V. Director's Office* Office of Inspection and Enforcement. 

EA-81-025. 81/03/06. Automation Industries* Inc. 4pp. 

28609: 331. 


— 8103230312 Forwards order re mod of License 37-0061 1-09. requiring 
preparation & submission of radiological contingency plan. 
CUNNINGHAM* R. E. Division of Fuel Cycle it Materia.^ Safety. 
81/02/11. SANTORO Automation Industries* Inc. Ip. 28610:205. 


— 8103230319 Order requiring mod of License 37-00611-09. Licensee must 
develop & submit radiological contingency plan & application 
for license amend to incorporate plan as condition of 
license within 120 days. 

CUNNINGHAM* R. E. Division of Fuel Cycle it Material Safety. 
81/02/11. Automation Industries* Inc. 6pp. 28610:206. 


— 8104230509 Clarifies errors in 810319 application to amend License 
37-00611-09. 

MORELAND* P. E. Sperry Rand Corp. 0564 . 81/03/24. HICKEY. J. 
Materials Licensing Branch. Ip. 28609:315. 


'8108180015 Forwards IE Investigation Rept 30-05998/81-04. Rept documents 
investigation of receipt of package w/external radiation 
levels exceeding 200 m/h. 

JOYNER* J.H. Technical Inspection Branch. 81/07/21. 

HIGGINBOTHAM* L. Radiological Safety Branch. Ip. 28610:340. 


— 8108180019 Forwards State of WA investigative rept it compliance Itr re 
shipping prob lem. Source charger design could be improved. 

KIRNER*N. P. . FRAZEE/T. 0. Washington* State of. 81/04/27. 

KINNEMAN* J. D. Region 1* Philadelphia. Office of the Director, 
ilpp. 28610:284. 


— 8111130386 Advises of probable defect re constricting of S-tube in four 
Model 520 iriditrons. Notice to customers advising of 
special precautions to take when using iriditron end. 

SANTORO* M.P. Automation Industries* Inc. 81/11/05. HAYNES* R. C. 
Region 1* Philadelphia* Office of the Director (81/03/01), 3pp. 

28610: 171. 


— 8112280461 Responds to 811209 Itr re Model 520 Iriditron 8 tube const. 
Four addl defective Model 520 shields have been reported by 
Australian of c. Replacement units shipped it close visual 
evaluation of distorted 8 tubes planned. 

SANTORO* M.P. Automation Industries* Inc. 81/12/15, MARTIN* T. J. 
Division of Engineering it Technical Inspection. 2pp. 28610:174. 


— 8201220231 Forwards rept of improper handling of radiography sources. 
Automation Industries* Inc received six used Xr-192 sources 
from Inst Nacional De Investigac iones Nucleares that 
potentially could cause serious radiation exposure accident. 

MARTIN* T. T. Division of Engineering it Technical Inspection. 
82/01/14. KERR* G. W. Office of State Programs* Director. 

SHEA.J. R. Office of International Programs* Director. 4pp. 

28612: 290. 


— 8204160445 Informs that Iriditron Model 520 isotope source in exposure 
device could not be driven out to exposed position. When 
Ir-192 removed* lower end of "S'* tube appeared to have pit on 
one side & blifter on other. 

SOMERS, D.W. Navy* Dept. of. MLER-R 1-82-039. 82/03/08. 

KINNEMAN* J. Division of Project it Resident Programs. Ip. 

28612; 286. 


— 8501250067 Advises that License 37-00611-09 covering operations at 
Phoeni^vilie* PA facility expires 831031, Submittal of renewal 
application Ik fee by 831001 requested. App lication should not 
refer tg previously submitted info. 

HlCK8Yi,^, W^ Materials Licensing Branch. 83/08/04, MORELAND* P. E. 
AutomaiPion Industries* Inc. 2pp. 28609:247. 


—8501250070 info per NRC 830118 request, Certlfi cation of 

qualificatibn oA GB Mayberry submitted to NRC on 830209. 
Pennsylvania X-Ray Corp not licensed user of gamma 
radiography equipment, 

MAYBERPY* G* B. Automation Industries* Inc. 13483. 83/02/25. 

HICKEYfJ. Materials Licensing Branch. Ip. 28609:249. 


— 8501250071 Amend 2 to License SUB-S6S for Automation Industries* Inc* 
authorizing use of U for assembly into radiography exposure 
devices & DDT shipping containers. 

GUINN, P.R. Materials Licensing Branch. 81/06/04. 2pp. 

28609: 039. 


— 8501250072 Modifies 840302 order to show cause & order temporarily 
suspending license (effective immediately }. Mod authorizes 
receipt of spent radiography sources in DOT approved 
shipping containers. 

MURLEY, T. E. Region 1* Office of Director. 84/03/02. DWIGHT* J. 
Automation Industries* Inc. 2pp. 28608:023. 


— 8501250073 Requests registration as user of Automation Industries* 
Inc Model 500— SU source changer. 

HALL.W. Affiliation Not Assigned. 1840. 76/11/16. NRC - No 

Detailed Affiliation Given. 2pp. 28612:215. 


— 8501250074 Forwards application to renew License 37-0061 1-09. Name 
change requested. 

HALEY, F. R. Automation Industries* Inc. 04798. 68/08/14. 

Atomic Energy Commission. Ip. 28610:090. 


— 8501250076 Corrected Amend 1 to License SUB-86B for Automation 
Industries* Inc* authorizing use of U for depleted epoxy- 
coated metal for fabrication into DOT shipping containers & 
radiography exposure devices. 

DRAGONETTE* K. S. Materials Licensing Branch. 75/08/22. 2pp, 
28609: 041. 


— 8501250077 Certifies G Mayberry qualifications as radiation safety 
officer authorized to use radioactive isotopes at 
Phoenixville* PA fac i 1 ity. Cand idate demonstrated excellent 
familiarity W/10CFR19* 10CFR20* 10CFR21 & 10CFR34. 

MORELAND* P. E. Automation Industries* Inc. 0351. 83/02/09. 

HICKEY* J. W. Materials Licensing Branch. 2pp. 28609:250. 


— 8501250080 Ack receipt of 780926 Itr re surface radiation levels on 
Ir-192 shipping container. Discrepancy between Navy & 

Automation Industries surface radiation measurements due to 
differences in detector size it survey instruments. 

MCCLINTDCK* R. 0. Region 2* Atlanta* Office of the Director. 
78/10/11. HURSEY*M. J. Navy* Dept. of. 10pp. 28608:074. 


— B501250081 Reviews HW Young 770302 memo re excessive radiation levels 
identified on Automation Industries source changers. No 
immediate threat to health & safety of any individual noted. 

Issue to be examined during next insp. 

MCCLINTDCK, R. 0. NRC - No Detailed Affiliation Given. 77/04/06. 
O'REILLY* J. P. NRC - No Detailed Affiliation Given. 2pp. 

28612:217. 


— 8501250082 Responds to B10706 Itr requesting documents re Automation 
Industries* Inc & Ir-192 camera.Per 810708 telcon. documents 
end. Fee requested. 

ABRAHAM*K. Office of Public Affairs. 81/07/16. MALLOY* J. A. 
Hepburn* Wilcox* Hamilton & Putnam. Ip. 28610:343. 


— 8501250083 Amend 1 to License SUB-S68 for Automation Industries* Inc* 
authorizing use of U in depleted epoxy-coated metal for 
fabriciation into DOT shipping containers & radiography 
exposure devices. 

DRAGONETTE. K. S. Materials Licensing Branch. 75/04/03. 2pp. 
28609:043. 


—8501250084 Forwards Ir-192 shipping container incident rept, per 
J Potter request, 

HURSEY, M. J. Navy, Dept. of. 78/09/26. MCCLINTOCK* B. Region 1, 
Philadelphia* Office of the Director. 6pp. 28606:084. 


— 8501250087 Application to renew License 37-00611-09* authorizing 
MP Santoro it S Boyko to use S< supervise use of Ir-192 & 

Co-60 in sealed sources in capsules approved by AEC for 
licensing purposes, 

HALEY* F.R. Automation Industries* Inc, 04798. 68/08/14. 4pp. 

28610: 091. 

—8501250088 Requests info re Automation Industries* Inc it Iriditron 192 
camera. 

MALLOY* J, A. Hepburn* Wilcox* Hamilton & Putnam. 56132. 81/07/06. 

Region 1* Office of Director, Ip. 28610:344. 


— 850125(X>90 Forwards 770302 it 03 memos re excessive surface dose rate 
from Automation Industries source changer sh ield. Reg ion 
II does not plan further inquiry because shipper is Region 1 
licensee. ^ 

POTTER* J.P. Region 2* Atlanta* Office of the Director. 77/03/09. 
MCCLINTDCK* T. 0. Region 1* Philadelphia. Office of the Director. 
2pp. 28612:219. 
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— 8501250092 Informs that source container for Ir--192 radiography source 
received from Automation Industries on 771020 had contact 
radiation levels of 260 m/ht in violation of 
10CFR20. 205(c) <2). 

HURSEY,M. J. Navy, Dept. of. 77/10/20. Region 2, Atlanta, 

Office of the Director. 20pp. 28608:090. 


— 8501250094 License BUB-S6S for Automation Industries, InCi author! i ing 
use of U in accordance ui/procedures described in licensee 
690925 application & 691017 suppl. 

HARMON, D.F. Atomic Energy Commission. 69/10/24. Ip. 28609:045. 


— 8501250096 Informs that 500 SU shipping container received from 
Birchfield, Inc not in conformance ii»/10CFR20. 205. Two end 
sources in shipment not secured & front cover of container 
emitted 500 m/h uihen surveyed. 

MAYES, E.C. Automation Industries, Inc. 81/04/02. Region 1, 
Philadelphia, Office of the Director (81/03/01). 3pp. 28611:066. 


— 8501250097 Requests addl info re 820104 application to amend License 
37-00611-09. Certification that 08 Mayberry familiar u)/ 
applicable provisions 10CFR19, 10CFR20. 10CFR21, 10CFR34, 
license conditions Sc operating procedures required. 

HICKEY, J.W, Materials Licensing Branch. 13483. 83/01/18. 

MAYBERRY* 0. B. Automation Industries, Inc. Ip. 28609:252. 


—8501250099 Forwards Insp Rept 30-05998/75-01 on 750729. No noncompliance 
noted. 

NELSON, P. R. Region 1, Philadelphia, Office of the Director. 

75/08/12. SANTORO, M. Automation Industries, Inc. 8pp. 

28608: 110. 


— 8501250100 Informs of delivery of Automation Industries Model 43867 
source changer containing Ir-192 source u/excessive surface 
radiation level of 240 m/h. 

YDUN<?>H.W. Region 2, Atlanta, Office of the Director. 77/03/02. 
Region 2. Atlanta, Office of the Director. 4pp. 28612:221. 


— 8501250102 License SUB-S68 for Budd Co, a uthori zing use of U in 
accordance w/procedures described in licensee 621031 
application 8i 621031 & 630116 suppls. 

HARMON, D.F. Atomic Energy Commission. 66/04/20. Ip. 28609:046. 


— 8501250105 Responds to NRC 680705 Itr re appointment of MP Santoro as 
radiation safety off icer. Radiation safety program 
essentially unchanged. Santoro repts to group vice president 
Buck re matters of radiation safety. 

HALEY, F. R. Automation Industries, Inc. 2025. 68/08/09. 

BRINKMAN, R. E. Atomic Energy Commission, 4pp, 28610:094, 


— B501250107 Insp Rept 30-05998/75-01 on 750729. No noncompliance noted. 
Major areas inspected: contamination surveys on shipping 
containers, personnel monitoring It concentrations of 
radionuclides released via stack. 

EPSTEIN, E., MCCLINTOCK, R. Region 1, Ph iladelphia. Office of the 
Director. 75/08/08. 21pp. 28608:118, 


— 8501250108 License SUB-0682 for Budd Co, author! zing use of U in 
accordance w/procedures described in licensee 621031 
application St 621031 St 630116 suppls. 

NUSSBAUMER, D. A. Atomic Energy Commission. 63/01/28. 7pp. 
28609; 047. 


■8501250111 Discusses 770302 telcon ui/Hosey re delivery of Automation 
Industries source changer w/excessive surface radiation 
levels. Insp of source changer showed no damage, source 
correctly loaded St leak test showed no evidence of leakage. 

YOUNG, H.w. NRC - No Detailed Affiliation Given. 77/03/03, NRC 
- No Detailed Affiliation Given. 2pp. 28612:225. 


— 8501250114 Application to amend License 37-00611-09, removing S Boyko 
from License 37-00611-09. U Hickey/F Costello 820909 telcon 
enc 1, 

BOYKO, S. Automation Industries, Inc, 82/12/27. HICKEY, U. W. 
Materials Licensing Branch. 2pp. 28609:253. 


— 8501250116 Forwards Insp Rept 30-05998/74-02 on 740807. Violations 
noted: source mail routinely used at location not authorized 
by license St failure to maintain records of surveys assuring 
licensed matl packages had no removable contamination. 

NELSON, P. R. Atomic Energy Contimission, Directorate of Regulatory 
Operations. 74/09/26. SANTORO, M. Automation Industries, Inc. 
6pp. 28608:139. 


8501250117 Suppls itrs re .application to amend license to reflect 
transfer of ownership of Ins t’rumient.s Div from Budd Co to 
Automation Industries, Changes of model numbers 2< capsule 
identifications not anticipated. 

BUCK, J. H. Automation Industries, Inc. 02750, 68/04/19. 

MALARO, J. C. Atomic Energy Commission. Ip. 28610:098. 


— 8501250121 Solicits cooperation re facility insps. Posting of notices 
informing facility workers of upcoming insps requested. NRC 
inspectors to wear distinctive hard hats St identification 
during insps. 

VOLGENAU,E. Office of Inspection St Enforcement, Office of the 
Director. 77/04/04. SANTORO, M. Automation Industries, Inc. isa 
28612:227. 


—8501250123 Insp Rept 30-05998/74-02 on 740807. Violations noted: sout:i 
matl routinely used at location not authorized by license St 
failure to maintain records of surveys assuring licensed 
matl packages had no significant removable contamination. 

ALLEN, W. D. Atomic Energy Commission, Directorate of Regulatory 
Operations. MCCLINTOCK, R. 0. Atomic Energy Commission. 74/09/25 
18pp. 28608:145. 


6501250125 Ack receipt of 790830 application to renew License SUB-8i3 
Submittal of up-to-date application reflecting current 
program requested. 

JONES, J. A. Materials Licensing Branch. 14015. 79/09/27.' 

SANTORO, M.P. Automation Industries, Inc. Ip. 28609:059. 


•8501250126 Forwards insp of License 37-00611-09 on 780420. No 
noncompliance noted. 

MCCLINTOCK, R. 0. Region 1, Ph iladelphia, Office of the Director. 
78/05/02. SANTORO, M. Automation Industries, Inc. 6pp. 
28611:292. 


—8501250127 Forwards licensee 760217 Itr re use of unauthorized shippirj 
container. Licensee corrective actions to preclude 
recurrence to be examined during future insp. Issue closed. 

MARTIN, W. G. NRC - No Detailed Affiliation Given. 76/02/24. 

BRYAN, S. E. Office of Inspection St Enforcement, Office of the 
Director. Ip. 28612:230. 


8501250128 Forwards IE Circular 78-03, “Packaging Greater Than Type A 
Quantities of Low Specific Activity Radioactive Matl for 
Transport. " No response required. 

GRIER, B. H. Region 1, Philadelphia, Office of the Director. 
IEC-7B-03. 78/05/12. SANTORO, M. Automation Industries, Inc. Ip, 

28611: 130. 


— 8501250131 Application to amend Licenses 37-00611-04 8c 37-00611-09, 
reflecting transfer of ownersh ip , naming FR Haley as general 
manager 8e deleting CF Thompson from License 37-00611-09. 

HALEY, F. R. Automation Industries, Inc. 01791. 68/04/04, 

MILLERjW. , BUCHANAN, C. R. Atomic Energy Commission. Ip, 

28610: 099. 


— 8501250132 Ack receipt of 741015 Xtr informing AEC of steps taken to 
correct violations noted in recent insp. 

NELSON, P. R. Atomic Energy Commission, Directorate of Regulatory 
Operations. 74/10/23. SANTORO, M. Automation Industries, Inc. 
2pp. 28608; 163. 


8501250133 Forwards application to renew License SUB-868. Faci lity to 
continue operation under conditions 8t procedures covered by 
Amend 5 to License 37-00611-09. Fee paid. 

SANTORO, M.P. Automation Industries, Inc. 14015. 79/08/30. 

Division of Fuel Cycle 8c Material Safety. 4pp. 28609:060. 


-8501250136 Informs of Santoro 750922 telcon re recovery of lr-192 
source in Canadian Customs bonded warehouse on 750922. 

Canadian Customs contacted Rogers (Region I) Sc confirmed 
shipping container marks Sc numbers. 

ROGERS, M. NRC - No Detailed Affiliation Given, 75/09/24. NRC - 
No Detailed Affiliation Given. 2pp. 28612:231. 


—8501250137 Forwards “Radiological Safety Evaluation of Radioactive 
Source Decontamination Procedures Utilizing Semiautomatic 
Mechanism. '* Successful compliance w/Conditions 16 Sc 17 of 
Amend 7 to License 37-00611-09 noted. 

MORELAND, P. E. Automation Industries, Inc, 1333. 82/08/18, 

HICKEY, J.W. Materials Licensing Branch. 2pp. 28609:255. 


— 8501250138 Insp Rept 30-05998/78-01 on 780420. No noncompliance noted- 
Major areas inspected; radiation protection procedures, 
including licensee action on previous insp findings, receip t 
Sc transfer of matl Sc personnel radiation protection, 

EPSTEIN, E., MCCLINTOCK, R. 0. Region 1, Philadelphia, Office of the 
Director. 78/05/01. 15pp, 28611:298. 


— 8501250139 Advises that renewal fee necessary for processing of 790830 
application to renew License SUB-868. 

JACKSON, G. License Fee Management Branch. 79/09/10. SANTORO, M.P- 
Automation Industries, Inc. 25pp. 28609:064. 
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— 8501250141 Responds to AEC 740926 Itr re noncorap liance noted in recent 
insp. Corrective actions: sealing of depleted U castings no 
longer performed on contracted uielder premises & results of 
package contamination surveys now recorded. 

SANTORQjM. P. Automation Industries^ Inc. 74/10/15. NELSON. P. R. 
Atomic Energy Commission. Directorate of Regulatory Operations 
24pp. 28608:165. 


— 8501250142 Forwards corrected License 37-0061 1-09. License dtd 661004 
should be disregarded. 

BUCHANAN. C. R. Atomic Energy Commission. 66/11/23. BUCK. J H 
Budd Co. Ip. 28610:100. 


— 8501250144 "Nuclear Encapsulation Facility Operating it Emergency 
Procedures Manual. " 

CALL I HAN. R. E. Automation Industries. Inc. 70/06/08. 50pp. 

28609: 089. 


—8501250145 Responds to 750218 reply to NRC 750205 Itr re susceptibility 
to impact damage of protruding connector on Model 520. 

Supporting documentation of conclusions reached in 750218 
Itr requested. 

MACDONALD. C. E. Transportation Certification Branch. 75/03/11. 
SANTORO. M.P. Automation Industries. Inc. 3pp. 28612:233. 


— 8501250146 Discusses activities St issues considered during visit to 
Automation Industries to discuss application for 
registration of radiographic source assemblies. 

WRIGHT. E.G. Material Certification St Procedures Branch, 81/05/07. 
Material Certification & Procedures Branch. 3pp. 28611:163. 


— 8501250147 Forwards Insp Rept 30-05998/77-01 on 770427 St notice of 
violation. 

NELSON. P. R. Region 1. Philadelphia. Office of the Director. 
77/05/20. SANTORO. M. Automation Industries. Inc. 8pp, 

28611: 314. 


— 8501250149 Ac k receipt of 731214 Itr informing AEC of corrective S< 
preventive actions taken in response to AEC 731129 Itr. 

NELSON. P.R. Atomic Energy Commission. Directorate of Regulatory 
Operations. 73/12/27. SANTORO. M. Automation Industries. Inc. 
2pp. 28608:189. 


— 8501250150 Application to renew Licenses 37-00611-03 St 37-00611-04. 
authorizing MP Santoro St S Boyko to use St supervise use of 
Xr-192 St Co-60 in encapsulated sealed sources, 

BUCK. J. H. Budd Co. 80307. 66/09/22. 7pp. 28610:101. 


— 8501250153 Notice of violation from insp on 770427. 

* Region 1. Philadelphia. Office of the Director. 77/05/20. 3pp. 
28611: 322. 


— 8501250154 Requests analyses demonstrating resistance of Model 520 
package protruding connector to damage which could result 
in relocation of contained source St probable increase in 
radiation leakage, Info requested within 30 days of Itr date. 
MACDONALD. C, E. Transportation Certification Branch. 75/02/05. 
SANTORO. M. P. Automation Industries. Inc. 5pp. 28612:236. 


— 8501250156 Radiation protection program, including admini strati ve 
procedures, operating St emergency procedures St waste 
disposal. 

* Budd Co. 80307. 66/07/22. 19pp, 28610: 108. 


— 8501250157 “Radiological Safety Evaluation of Radioactive Source 
Decontamination Procedures Utilizing Semiautomatic 
Mechanism. " 

SHAFFER. E.o. Automation Industries. Inc. 12364. 82/08/18. 14pp. 

28609: 257. 


— 8501250158 Responds to Allen insp of AEC License 37-00611-09. Corrective 
actions: separate file for all customer licenses currently 
being set up, Files flagged chronologically by expiration 
dates for proper follow-up. 

SANTORO. M.P, Automation Industries. Inc, 73/12/14. NELSON. P, R, 
Atomic Energy Commission. Directorate of Regulatory Operations. 

5pp. 28608:191. 


—8501250159 Responds to application to renew license SUB-868 6 request 
for authorization to fabricate stainless steel shells to 
house depleted U at welding vendor sites, Listed info 
requested. 

DRAGONETTE. K. 8. Atomic Energy Commission. 75/Q1/23. SANTORO^ M. P. 
Automation Industries. Inc. 2pp, 28609: 141, 


—8501250160 Insp Rept 30-05998/77-01 on 770427, Violations noted: failure 
to follow procedure for having whole counting; perfoTfoed ^ 

within specified 1-yr period. i 

DAVIS, U,. COSTELtOiF. , MCCLINTOCK^ R. Regiopn 1, ‘Ph,liadelj>hi#i 
Office of the Director. 77/05/20. 22pp. 28611:325. 


8501250163 Provides results of independant measurements of 
radioactivity at Automation Industries on 740S07i per J Davis 
740529 memo. No losses or leakage of sys used to contain 
radioactivity noted. 

NELSON. P.R. Region 1. Philadelphia. Office of the Director. 
75/01/16. THORNBURG, H. D. Office of Inspection & Enforcement. 
Office of the Director. 2pp. 28612:241. 


8501250167 Forwards correspondence re "hook & eye" radiography source 
connector, per 831222 request. Review of connector completed 
by AEC on 710211. Des ign reevaluated in 1980 & order to stop 
distribution of connector issued on 800903. 

HICKEY. J.W. Materials Licensing Branch. 84/01/17. LOW, E. Low & 
Low. Ip. 28610:142. 


*8501250168 Ac k receipt of 760611 Itr informing NRC of steps taken to 
correct noncompliances noted in insp of License 37-00611-09. 
NELSON. P.R. Region 1, Philadelphia. Office of the Director. 
76/06/17. SANTORO, M. Automation Industries. Inc. 3pp. 

28611:347. 


■8501250169 Forwards Amend 7 to License 37-00611-09. Amend authorizes 
source cleaning procedures as described in 810319 it later 
Itrs, including use of "semiautomatic mechanism. " 

HICKEY.U. W. Materials Licensing Branch. 07221. 82/02/22. 

MORELAND. P. E. Automation Industries, Inc, 2pp. 28609:271. 


8501250171 Notifies that shipping container holding decayed Ir-192 
source apparently lost in transit via ocean freight between 
Karachi. Pakistan & port of discharge (New York). AH attempts 
to locate container proven futile. 

SANTORO.M, P. Automation Industries. Inc. 75/01/15. Region 1, 
Philadelphia. Office of the Director. 3pp. 28612:243. 


— 8501250172 Application to amend License 37-0061 1-09. author i zing 
GB Mayberry as user of licensed matl. Personal qualifications 
statement end. Fee paid. 

MAYBERRY. G. B. Automation Industries, Inc. 13483. 82/01/04. 

HICKEY. J. Materials Licensing Branch. 2pp, 28609:274. 


—8501250173 Responds to NRC 760519 Itr re noncompliances noted in insp 
of License 37-00611-09 on 760503. Corrective actions: comp lete 
licensee files reviewed on 760601 8e S Boyko assigned duty of 
reviewing each license prior to shipment of matls. 

SANTORO.M. P. Automation Industries. Inc. 76/06/11. NELSON.P. R. 
Region 2. Atlanta, Office of the Director. 12pp. 28611:350. 


•8501250176 Requests NRC 810121 Itr addressed to Automation Industries. 
Inc to support case of E Bennington vs Automation. Ltr 
concerns NRC determination that hook it eye connection 
between drive rod Sc source not unreasonable risk to health. 

LOW, E. Low it Low. 83/12/22. NRC - No Detailed Affiliation 
Given. 2pp. 28610: 143, 


•8501250179 Advises that typo noted in address in Amend I Condition 9 to 
License SUB -868. 

SANTORO, M.P, Automation Industries, Inc. 75/07/31. BUCHANAN, C. R. 
Atomic Energy Commission, 2pp. 28609: 149. 


•8501250180 Provides info re request for approval of source capsule 
assembly Model SR-IOOP. Confirms that pigtail Sc connector 
checked for dimensional tolerance after assemb ly. Procedures 
for leak testing in accordance w/License Conditions 13 Sc 14. 
SANTORO. M.P. Automation Industries. Inc, 4870. 73/12/03. 

OlANNELLI. U. M. Atomic Energy Commission. Directorate of Licensing. 
4pp. 28608: 196. 


— 8501250181 Ack receipt of 760601 ltr informing NRC of steps taken to 
correct noncompliance noted in insp of License 37-00611-09. 

MARTIN. W. 0. Region 1. Philadelphia. Office of the Director. 
76/06/17. SANTORO.M. Automation Industries. Inc, 3pp. 

28611:362. 


— 8501250183 Provides addl info re application to amend License 
37-00611-09. Ability of E Shaffer to assimilate Sc practice 
technical info St technique endorsed, E Shaffer conversant w/ 
10CFR2Q tc 49CFR. E Shaffer qualif ication documentation end. 
MORELAND. P, E. Automation Industries. Inc. 2248- 81/12/17. 

HICKEY. J.W, Materials Licensing Branch. 8pp. 28609:276, 


—8501250187 Agrees to work under direct guidance S< supervision of 
Automation Industries personnel in performing seal weldment 
of DOT-55 shipping containers. using depleted U as shielding 
medium. 

BOAMAN. J. A. Honeywell. Inc. 0487. 75/02/13. Division of Fuel 

Cycle Ss’ Maifert*! Safety., 5pp. 28609: 157. 


—8501250188 Responds to NRC 760504 ltr re loss of Ir-192 source in 
tra n 8 it; No f a u 1 1 w/Fc d era 1 Express iBi 1 8340380 noted. 

Air Bill 2529866 did not originata w/^sutpijjairion Industries. 
Culpability for shipping mistake denied. 

SANTORO. M.P. Automation Industries. Inc. 76/05/28. MARTIN, W. G, 
Region 1. Philadelphia. Office of the Director, 12pp. 28612:002. 
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— 85012501S9 Forwards reply to order to modify License 37"'0061 1-09. Proof 
of Svc end. 

TURETSKY* «. D. Miller 8t Turetsky. 81/06/11. Docketing Sc 
Services Branch. 4pp. 28609:284. 


— 8501250190 Compliance inquiry memo re recovery of Ir-192 shipment at 
Philadelphia, PA terminal. Shipment originally believed to 
have been shipped on 681218. Subsequent shipment Sc delivery 
to consignee in Kansas City.KS occurred on 690102. 

RYAN# A. F. Atomic Energy Commission. 69/01/22. ROEDER* J. R. 

Atomic Energy Commission. 4pp. 28608:200. 


— 8501250192 Ac k receipt of application to renew License SUB-a68. 
SINGER* B. Atomic Energy Commission, Directorate of Licensing. 
01981. 74/10/15. SANTORO, M. P. Automation Industries, Inc. 2pp. 

28609; 164. 


— 8501250195 Responds to 820527 Itr re shipment of Model 500-SU source 
changer u/two sealed sources Sc use of overpack for certain 
shipments. Amend to certificate of compliance for Model 
500-SU necessary prior to use of modified package. 

MACDONALD, C. E. Transportation Certification Branch. 82/01/15. 
SANTORO, M.P, Automation Industries, Inc. Ip. 28612:266. 


— 8501250196 Forwards Insp Rept 30-05998/76-01 on 760119-26. No 
noncompliance noted, 

MARTIN, W. 0. Region 1, Philadelphia, Office of the Director. 
75/03/22. SANTORO, M. Automation Industries, Inc. Spp. 
28612: 014, 


— 8501250197 Discusses S-tube binding problem in Automation Industries 
Model 520 iriditron radiographic exposure devices. Binding 
in tube caused by blistering of titani um. Manufacturer 
suspects moisture impingement as cause of problem. 

KINNEMAN* J. D. Region 1, Office of Director. 82/11/15. BLACK, K. M. 
NRC - No Detailed Affiliation Oiven. 4pp. 28610:158. 


— 8501250199 Reply to order to modify License 37-00611-09. Nuclear matls 
in possession do not exceed limits for which radiological 
contingency plans required. Section V2 of order satisfied. 

No obligation to file contingency plan noted. 

TURETSKY, M. D. Automation Industries, Inc. TURETSKY, M, D. Miller St 
Turetsky. 81/06/11. 10pp. 28609:288. 


—8501250201 Inquiry memo re loss of Budd Model Ir-192 sealed source 
shipped by Automation Industries from Philadelphia, PA. 

Consignee claims receipt of Automation Industries Invoice 
indicating shipment via TWA on 681218. Device not recovered. 
WARDiJ. J. Atomic Energy Commission. 68/12/31. ROEDER, J. R. 
Atomic Energy Commission. 9pp. 28608:204. 


— 8501250203 Informs of receipt of shipping container holding source w/ 
excessive external radiation readings. Automation Industries, 

Inc <AI) contacted. AI representative, J Tetreu, corrected 
problem on 820920. Portions deleted. Related info end. 

WARDEN, L.J. Refinery Products Corp. 82/09/22, WIEDEMAN, D. 

Region 3, Office of Director, 7pp. 28612:273. 


— 8501250204 Insp Rept 30-05998/76-01 on 760119-26. No noncompliance 
noted. Major areas inspected: radioactive matl shipping 
practices, including procedures & representative records 8c 
interviews w/personnel. 

R00ERS,M., JONES, E., DEVLIN, J. W. Region 1, Philadelphia, Office of 
the Director. 76/03/12. 29pp. 28612:022. 


—8501250205 Sets 810623 as date for NRC site visit in Phoenixville, PA. 
MORELAND, P. E. Automation Industries, Inc. E: 91. 81/06/04. 

HICKEY, J. Materials Licensing Branch. Ip, 28609:298. 


— 8501250209 Forwards Insp Rept 30-05998/76-02 on 760503 8c notice of 
violation. 

NEL80N, P, R. Region 1, Philadelphia, Office of the Director. 
76/05/19. SANTORO, M. Automation Industries, Inc. Spp. 
28612:051. 


— 8501250210 Advises that S Boyto assigned as acting radiation safety 
officer at Phoenixvi 1 1 c, PA facility. Action due to 
resignation of E Mayes. 

MORELAND, P. E. Automation Industries, Inc. 81/07/24. HICKEY, J. 
NRC - No Detailed Affiliation Given. Spp. 28609:301. 


— 8501250212 Responds to 811216 Itr describing corrective actions to addl 
shielding to cover hot spots on Model 520 iriditron 8r some 
multitron units. Proposed method acceptable providing listed 
comments ori procedure followed. 

WRIGHT, E.G,! Material Certif ication 8r Procedures Branch. 82/01/04, 
SANTORdtM.P. Automation Industries, Inc. 1pp. 28610:182. 

— 8501250214. '^Administrative liairc^al for Nuclear Encapsulation Facility." 

* Autoroa-tion IndustrieSi, Ih-c. vl5906. 83/09/16. 188pp. 

2S608f.2l3., 


— 8501250215 Notice of violation from insp on 760503. 

* Region 1, Philadelphia, Office of the Director, 76/05/19. l|i 
28612:056. 


— 8501250218 Forwards application to renew License SUB -868. Operation 
under procedures of Amend 4 to License 37-00611-09 advised. 

No significant changes in admini strati ve, operating 8c 
emergency procedures since 690925 application noted. 

SANTORO, M.P. Automation Industries, Inc. 1981. 74/09/25. 

BUCHANAN, C. R. Atomic Energy Commission. Ip. 28609:166. 


— 8501250219 Forwards organization chart depicting mgt change initial^ 
reported to NRC in 820203 telcon. New manager, G Mayberry, 
lives in Philadelphia, PA area 8c will be resident at plant. 
Processing of present amend to license .requested. 

MORELAND, P. E. Automation Industries, Inc. E: 24. 82/02/05. 

HICKEY, J. Materials Licensing Branch. 2pp. 28612:287. 


— 8501250221 Requests addl info re applications for sealed source 
assembly certificates of certification. To register Model 
39998-G3, info on test data Sc time of radiation tests 
required. Info requested by 810630, 

WRIGHT,E. G. Material Certification 8c Procedures Branch. 81/05/0> 
SANTORO, M. Automation Industries, Inc. 3pp. 28609:304. 


— 8501250223 Ack receipt of 760217 Itr reporting use of unauthorized 
shipping container. Corrective actions to be reviewed during 
future insp. 

MARTIN, W.G. Region 1, Philadelphia, Office of the Director. 
76/02/24. SANTORO, M. P. Automation Industries, Inc, 3pp. 

28612; 116. 


— 8501250224 Investigation Rept 30-05998/76-02 on 760503. Violations 
noted: transferrence of Model 500-SU source changer 
containing up to 60 lb depleted U to unauthorized recipient 
in nonaccordance w/10CFR40. 51 ( d > procedures. 

EPSTEIN, E., DAVIS, J., MCCLINTOCK, R. 0. Region 1, Ph i ladelph ia, 
Office of the Director, 76/05/19. 17pp. 28612:057. 


— 6501250228 Submits info re certification of Sealed Source 36907, per 
NRC 810903 St 11 requests. Comp 1 ete testing procedures 8c test 
results, dtd 810928, per ANSI-N542 requirements end. 

SANTORO, M.P. Automation Industries, Inc. 81/09/28. WRIGHT, E. G. 
Material Certification 8c Procedures Branch. 10pp. 28610: 183. 


— 8501250230 Application to renew License SUB-868, author i z ing use of U 
depleted in U-235 as radiation shielding for radiography 
exposure devices St shipping containers. Epoxy coated depleted 
U castings to be encased in stainless steel weldments. 

SANTORO, M.P. Automation Industries, Inc. 3087. 74/09/25, 2pp. 

28609: 167. 


— 8501250231 Ack receipt of 820114 memo re improper handling of 
radiography sources. Because licensees may receive shipments 
described in Automation Industries Itr, Agreement States 
notified. 

KERR, G. W. Office of State Programs, Director. 82/01/25, 

MARTIN, T. T, Division of Engineering Sc Technical Programs, Ip. 
26612:289. 


— 8501250232 Confirms NRC 750213 telcon re 10CFR71. 5 concerning 
transportation of licensed matl. Effective 760209, use of 
Spec-55 shipping containers for transport of licensed matl 
outside US discontinued, per FAA 760209 Itr. 

SANTORO,M. P. Automation Industries, Inc. 76/02/17. MARTIN, W. 
Region 1, Philadelphia, Office of the Director. 5pp. 28612: 119. 


— 8501250233 Informs of review of 751114 info re Model 39998-03 source 
assembly. Info on file w/NRC re Model 43867 source changer 
inadequate to permit technical determination re 
compatibility u/sealed source. Addl info requested. 

SHUPE,M. W. Radioisotopes Licensing Branch (Pre 790501). 76/01/08. 

SANTORO, M.P. Automation Industries, Inc, 2pp. 28612:074. 


— 8501250237 Responds to 710302 Itr St earlier telcon re license fae for 
use of depleted U under License SUB-868. Fee exemption 
intended to cover source matl already contained in devices Sc 
containers. Fee specif ed in Invoice L-0277-71 correct. 

MILLER, W. D. Atomic Energy Commission. 71/04/01. SANTORO, M.P, 
Automation Industries, Inc. Ip. 2B609; 169. 


—8501250238 Advises that unless info requested in NRC 800314 Sc 810204 
Itrs re certification of Modal 36907 source assembly 
received within 30 days of Itr date, certification of Model 
36907 to be withdrawn. 

•SINGER, B. Material Certification Sc Procedures Branch. 81/09/11. 
DWIGHT, J. Automation Industries, Inc. 2pp. 28610:193. 


— 8501250239 Ack receipt of 750425 Itr informing NRC of steps taken to 
correct noncomplianc e noted in insp of License 37-00611-09. 

MARTIN, W.G. Region 1, Philadelphia, Office of the Director. 

50378. 75/05/08. SANTORO, M. P. Automation Industries, Inc. 5pp, 

28612; 124. 
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— 8501250242 Foruards signed order rescinding previous order & modifying 
License 37-00611-09 on temporary basis pending submittal of 
amend application for transmittal to Ofc of FR for 
publ ication. 

THOMPSON^ D. Enforcement & Investigation Staff (Pre 820201). 
EA-81-025. 81/03/12. Docketing & Services Branch. Ip. 

28609: 335. 


‘8501250243 Informs of review of 750630 Itr re Model SR-IOOB sealed 
source. Model SR-IOOB acceptable for licensing purposes when 
utilizing up to 150 Ci Ir-192 in Sinco-Ray Model DU-lOOB 
radiography exposure device. 

SHUPEi M. W. Radioisotopes Licensing Branch (Pre 790501). 75/09/29. 

SANTORO# M. P. Automation Industries# Inc. Ip. 28612:076. 


— 8501250244 Forwards notice of violation & proposed imposition of civil 
penalty for Automation Industries# Inc. Proposed action 
resulted from insps on 830315# 0607 8t 0804 to review improper 
shipment of radioactive matls. 

HOLODY#D. J. Region 1# Office of Director. 83/11/09. AXELRAD# J. 
Enforcement Staff. 2pp. 28612:318. 


— 8501250246 Confirms telcon re interpretation of 10CFR170. 1 1 (a ) (8) 
(exemptions) . Accounting dept already processed Invoice 
L-0277-71 dtd 710205. Return of fee req.uested due to wording 
of Part 170.11(a)(8) exemption, 

SANTORO/M. P. Automation Industries# Inc. 71/03/02. MILLER# W. 0. 
Atomic Energy Commission. Ip. 28609; 170. 


— 8501250247 Responds to 800205 Itr re mod & testing of Model 36907 
pigtail assembly. Rescision of 670907 catalog sheet proposed 
Se application for review & registration of Model 36907 per 
current NRC requirements requested. 

WRIGHT# E. G. Material Certification & Procedures Branch. 80/03/14. 
SANTORO# M. P. Automation Industries# Inc. 4pp. 28610:195. 


-8501250249 Discusses lost shipping container & lr'~192 sealed source 
from Karach i# Pakistan shipped via ocean freight. No problems 
w/shipment anticipated because of billing & customs 
documentation received concerning shipment, 

SANTORO# M.P. Automation Industries# Inc. 75/04/25. MARTIN# W. 0. 
Region 1# Philadelphia# Office of the Director. 2pp. 28612:129. 


— 8501250251 Forwards renewed License SUB-868. W/o end. 

HARMON# D. F. Atomic Energy Commission. 69/10/24. SANTORO# M. P. 
Automation Industries# Inc, Ip. 28609; 171. 


— 8501250252 Suppls NRC 750206 Itr re source assembly Model 39998-03. Add 1 
info requested# including resolution of stop ball to edge of 
connector measurements# male S< female connector dimensions & 
connector compatibility confirmation. 

SHUPE# M. W. Radioisotopes Licensing Branch (Pre 790501). 75/03/31. 

SANTORO# M. P. Automation Industries# Inc. 2pp. 28612:077. 


— 8501250253 Forwards insp of License 37-00611-09 on 750129-30. No 
noncompliance noted. 

MARTIN# W. O. Region 1# Philadelphia# Office of the Director. 
75/04/08. SANTORO# M. Automation Industries# Inc. 8pp. 

28612: 131. 


— 8501250254 Provides summary of Automation Industries# Inc position 
expressed at 801015 meeting w/NRC in Silver Spring# MD. 

Promulgation of 800903 order affecting License 37-00611-09 
recommended. 

FLATTERY# T, L. Automation Industries, Inc. SO/ll/ll. Office of 
the Secretary of the Commission. 5pp. 28609:336. 


— 8501250255 Advises that unless application for recertification of 
Model 39607 pigtail assembly not received by 810315# 
certification of device to be withdrawn, Discontinuance of 
licensing of device for customers would then begin. 

WRIGHT# E.C, Material Certification (k Procedures Branch. 81/02/04. 
SANTORO# M.P. Automation Industries, Inc. 3pp. 28610:199. 


— 8501250256 Informs that rept describing corrective actions already 
taken or which will be taken immediately in response to Insp 
Repts 30-05998/83-01 it 40-6920/83-01 currently under 
preparation. Rept to be forwarded shortly. 

DWIGHT# J. E. Automation Industries# Inc. M: 199, 83/09/30. 

ALLAN# J.M. Region 1# Office of Director. Ip, 28612:354. 


—8501250259 Responds to 710209 telcon re three invoices concerning 
Licenses SUB-868# 37-00611-09 «c 37-00611-10. Invoices cover 
authorization to mfg «« distribute sealed sources# possession 
use of depleted U S< industrial radiography# per 10CFR170. 
MILLER# W. O. Atomic Energy Commission. 71/02/22. SANTORO# M. 
Automation Industries# Inc. Ip. 28609: 172. 


— 8501250260 Informs of review of 750107 submittal re radiography source 
pigtail assembly. Add 1 info requested# including verification 
that source assembly & source changer compatible re location 
of source in shield St operation of changer & locks. 

SHUPE#M.W. Radioisotopes Licensing Branch (Pre 790501). 75/02/06. 

SANTORO# M.P. Automation Industries# Inc. 2pp. 28612:079. 


— 8501250262 Confirms telcon re request for addi time to complete addl 
ANSI-N542 performance tests on Model 36907 pigtail assembly. 
Detailed rept of test results to be submitted by 800915. 

SANTORO# M.P. Automation Industries# Inc. 80/07/01. WRIGHT# E.G. 
Material Certification St Procedures Branch. 3pp. 28610:202. 


— 8501250264 Order for mod of License 37-00611-09# terminating 
authorization to mfg & distribute Automation Industries 
Model 200-520-008 sealed source assembly & any other sealed 
source assembly using "quick disconnect" type connector. 
CUNNINGHAM# R. E. Division of Fuel Cycle & Material Safety. 
IEC-79-16. 80/09/03. Automation Industries# Inc. 3pp. 

28609: 344. 


— 8501250266 Forwards Certificate of Compliance 9006 for Model 500-SU 
source changer. Certificate of Compliance supersedes in 
entirety Amend 71-3 to License 37-0061 1-09. Listed companies 
registered as users of package. 

MACDONALD# C. E. Transportation Certi f i cati on Branch. 75/01/22. 
SANTORO# M. P. Automation Industries# Inc. 2pp. 28612:081. 


— 8501250267 Responds to 691007 Itr & 691013 telcon re 690925 application 
to renew License SUB-86S. Sc ope of operations w/depleted U 
same as at previous facility locations. All depleted U to be 
purchased in completely fabricated form. 

SANTORO# M.P. Automation Industries# Inc. 3307. 69/10/17. 

HARMON# D. F. Atomic Energy Commission. Ip. 28609:173. 


— 8501250268 Certificate of Compliance 9006# for Model 500-SU. 

MACDONALD# C. E. Transportation Certification Branch. 73/01/22. 
2pp. 28612; 083. 


— 8501250269 Investigation Rept 30-05998/75-01 on 750129-30.0203 & 13, 
No noncompliance noted. Major areas inspected; incident re 
loss of decayed Ir-192 source during ocean transit from 
Karachi# Paki Stan to New York. 

ROGERS# M.E.# DEVLIN# J. W. Region 1# Philadelphia# Office of the 
Director. 75/02/28. 36pp. 28612: 139. 


—8501250270 Informs that order issued revoking Automation Industries 
authority to mfg 8e transfer sources using "quick disconnect" 
type connector. Bui letin to be sent to licensees holding 
source assemblies informing of possible actions. 

MILLER# V. L. Materials Licensing Branch. 80/08/28. Materials 
Licensing Branch. 2pp. 28609:350. 


— 8501250271 Informs of error in authorized source changer section of 
Drawing 500-W42501 re tabulation of all active Ir-192 sealed 
source assembl ies. Engineer ing drawing# "Ir-192 Source Cable 
Assembly Models Welded Capsule Type#" revised 830713# end. 
MAYBERRY# G. B, Automation Industries# Inc. 1026. 83/07/18. 

BAGGETT# S. Material Certification 8e Procedures Branch. 5pp. 
28612: 357. 


— 8501250272 Advises that 690925 application to renew License SUB-S68 
should be refiled within 10 days of Itr date per 690318 
instructions. 

HARMON# D. F. Atomic Energy Commission. 69/10/07. SANTORO# M. P, 
Automation Industries# Inc. 2pp. 28609:174. 


— 8501250275 Forwards Form AEC-314 covering disposition of matls under 
License 37-00611-10. Termination of License 37-00611-10 
requested, W/o end, 

SANTORO/M. P. Automation Industries# Inc. 54116, 75/01/08. NRC 

— No Detailed Affiliation Given. Ip. 28612:085. 


— 8501250276 Advises that Automation Industries notified Region I that 
container holding decayed Ir-192 source lost between 
Karachi# Pakistan St Port of New York# NY or possibly at Port 
of New York, NY, Notification of FBI planned. 

MARTIN# W. G. Region 1# Philadelphia# Office of the Director. 
75/01/23. THORNBURG# H. D, Atomic Energy Commission# Directorate of 
Regulatory Operations. Ip. 28612:175. 


— 8501250277 Confirms 800828 telcon re NRC action on Automation 
Industries simple hook 8e eye connector . Order to Automation 
Industries to cease mfg St distribution of connector St 
related IE bulletin to radiographers not adequate. 

LUBENAU#J. O. Assistant Director for State Agreements Programs. 
80/09/02. JONES# J. NRC - No Detailed Affiliation Given. Ip. 
28609:352. 
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— S501250278 Advises that 830301 application for transfer of License 
37-0061 i~09 withdrawn. 

DEPAULOiW. V. Bracewell Sc Patterson. DEPAULO* W. V. Gulf Oil Corp. 
1233. 83/09/06. HICKEY, J. W. Materials Licensing Branch. Ip. 

28612: 362. 


— 8501250281 Responds to AEC 690522 Itr extending License SUB-a68 to 
691031 Sc AEC 690820 Itr re application to renew License 
SUB -868. Transfer of all activities to new excapsulation 
facilities to be complete by 691013. 

SANTORO,M. P. Automation Industries, Inc. 3087. 69/09/25. 

BUCHANAN, C. R. Atomic Energy Commission. Ip. 28609:176. 


— 8501250282 Forwards info re Model 36907 pigtail assembly & test data 
concerning cause of cable failure. Old style larger capsule 
principal cause of cable failure. New cable Sc capsule 
arrangement will easily outlive Ca-60 source. 

SANTDRO,M. P. Automation Industries, Inc. 80/02/05. WRIGHT,E. 
Material Certification Sc Procedures Branch. 2pp. 28610:212. 


—8501250284 Informs that Amends 71-3 Sc 71-4 to License 37-00611-09 noted 
in manufacturer files during insp not in Region I files. 

Region I should be placed on distribution list for 
Transportation Branch documents. 

NELSON, P. R. Region 1, Philadelphia, Office of the Director. 

75/01/08. THORNBURG, H. D. Atomic Energy Commission, Directorate of 
Regulatory Operations. Ip. 28612:176. 


-8501250285 Forwards application to renew License 37-0061 1-09. Max 
possession of Ir-192 to be increased to 20,000 Ci. No other 
significant changes to program since 730828 application 
noted. 

SANTORO, M.P. Automation Industries, Inc. 95094. 78/06/15. 

SINGER, B. Materials Licensing Branch. 2pp. 28609:353. 


— 8501250287 Application to renew License SUB-868, author! zing use of U 
depleted in U-235 in accordance w/procedures described in 
License SUB-868 8e Amend 2 to License 37-00611-09. 

SANTORO. M,P. Automation Industries, Inc. 3087. 69/09/25. 3pp. 

28609: 177. 


— 850^50288 Advises that Model 36907 pigtail assembly w/l/8-inch 
diameter 7X7 wrap stainless steel cable no longer acceptable 
for licensing purposes. Mod using 5/32-inch cable & 7X19 wrap 
stainless steel acceptable on interim basis. 

WRIGHT, E.G. Material Certification it Procedures Branch. 79/12/12. 
SANTORO Automation Industries, Inc. 2pp. 28610:214. 


8501250289 Responds to 800527 Itr re investigation into incident 
involving Ir— 192 container dropped onto US Route 202. 

Further investigation not merited since no violations of 
requirements by NRC licensees noted. 

GRIER, B.H. NRC - No Detailed Affiliation Given. 80/06/17. 
SCHULTZ, R.T. House of Rep. Ip 28612:177. 


— 8501250290 Application to renew License 37-00611-09, authorizing 
MP Santoro & S Boyko to use Ir— 192 & Co— 60 for storage, 
calibr, testing, fabrication, transfer Sc distribution of 
sealed sources to authorized recipients. Fee paid. 

SANTDRO.M. P, Automation Industries, Inc. 95094. 78/06/15. 6pp. 

28609:355. 


—8501250291 Forwards addl info re shipment Walmack dropped on road on 
831228, per NRC request. Original shipper Confab Industrial, 

SA of Sao Paulo, Braz il. 

SHAFFER, E. Automation Industries, Inc. 84/01/23. DENNIS, N. 
Region I, Office of Director. 32pp. 28613:007. 


— 8501250292 Informs that expiration date of License SUB-868 extended to 
691031, per 690514 request. Appl ication for renewal should be 
filed no later than 690930. 

HARMON, D.F. Atomic Energy Commission, 69/05/22. SANTORO, M. P. 
Automation Industries, Inc. Ip. 28609; 180. 


—8501250294 Part 21 rept re defects discovered in new radioisotope 
exposure devices. Initially reported on 801223. Defect noted 
upon initial loading of exposure devices w/new spring-loaded 
disconnect sources. 

DELAVA, J.U. Navy, Dept. of. 80/12/24. ENCELKEN, R. H. Region 5, 
San Francisco, Office of the Director. 4pp. 28612:094. 


— 8501250296 Requests investigation rept re incident on Route 202 
involving container holding Ir-192. 

SCHULTZ,R. T. House Of Rep. 80/05/27. Region 1, Philadelphia, 
Office of the Director. Ip. 38612:178, 

—8501250297 Amend 9 to License 37-rOO6lI-09 for Automation Industries 
Inc, naming PE Moreland as ra-diation safety officer 
designating GB Mayberry or EO Shaffer as radiation safety 

..of floer, onsite representative, , 

HrCKE;Y,:j, W. Matel^ia is Licensing Branch. 83/05/05. Ip. 

28610:239. 


— 8501250298 Forwards application to renew License 37-0061 1-09. Max 
possession for single Co-60 sealed source to increase to 
3,000 Ci. 

SANTORO, M.P. Automation Industries, Inc. 40521. 73/08/28. 

CUNNINGHAM, R. E. Atomic Energy Commission. Ip. 28609:361. 


— 8501250299 Ack receipt of 770112 Itr providing radiation survey data on 
Automation Industries radiography device/shipping container. 

Info to be used during next insp. 

0 'REILLY, J. P. Region 1, Philadelphia, Office of the Director. 
77/02/09. MORSE, F. Labor, Dept, of. Occupational Safety it Health 
Admin. Ip. 28613:049. 


— 8501250300 Requests permission to continue present activites under 
License 5UB-S68 until new hot cell & encapsulation 
facilities approved by Isotopes Branch <ref application to 
renew License SUB~868) . Changes scheduled for Sept. 

SANTOROjM. P. Automation Industries, Inc. 1633. 69/05/14. 

HARMON, D. F. Atomic Energy Commission. 3pp. 28609:181. 


— 8501250302 Informs of notification of Region I on 800426 that container 
marked "radioactive matl" found in northbound lane of Route 
202 near Route 252 exit south of King of Prussia, PA. 

GLENN. J. NRC - No Detailed Affiliation Given. 80/06/17. NRC - 
No Detailed Affiliation Given. 2pp. 28612: 179. 


— 6501250303 Amend 8 to License 37-00611-09 for Automation Industries, 
Inc, deleting Conditions 16,17 8e 18 Sc adding Condition 16, 
authorizing use Se possession of licensed matl in accordance 
w/listed documentation. 

HICKEY, U. W. Materials Licensing Branch. 82/09/21. 2pp. 

28610; 240. 


—8501250305 Forwards info re survey readings taken near surface of 
Automation Industries, Inc shipping container, per 770103 
telcon. 

MORSE, F. Labor, Dept, of. Occupational Safety Sc Health Admin. 
77/01/12. MCCLINTOCK, R. Region 1, Philadelphia, Office of the 
Director. 23pp. 28613:050. 


— 8501250306 Application to renew License 37-00611-09, authori z ing 
MP Santoro Sc S Boyko to use Ir-192 Sc Co-60 for storage 
cal ibr, testing, fabrication, transfer S< distribution of sealed 
sources to authorized recipients. 

SANTORO, M.P. Automation Industries, Inc. 40521. 73/08/28. 3pp. 

28609: 362. 


— 8501250307 Informs that model numbers added to radiography series on 
Drawing 300— 042782. Drawing Sc ref tables end. 

BOYKO, S. Automation Industries, Inc. 1323. 76/05/10. SHUPE, M. W. 

Radioisotopes Licensing Branch (Pre 790501). 5pp. 28612:191. 


-8501250308 Amend 7 to License 37-00611-09 for Automation Industries, 
Inc, author i z ing use of Ir— 192 Sc Co— 60 for storage, calibr, 
testing Sc fabrication of sealed sources 8< for distribution 
to authorized recipients. 

HICKEY, J.W. Materials Licensing Branch. 82/02/22. 6pp. 

28610; 242. 


— 8501250309 Advises of issuance of Amend 1 to License SUB-86S, 
authorizing use of licensed mat! in accordance w/procedures 
described in 621031 application Sc 630103,16 Sc 661010 suppls 
at Philadelphia Sc Phoenixville, PA facilities. 

HARMON, D. F. Atomic Energy Commission. 66/10/19. BUCK, J. H. Budd 
Co. Ip. 20609: 184. 


— 8501250310 Discusses plan for 801008 mgt meeting w/Automation 
Industries, Inc re items of noncompliance noted during insp 
on 800905 Sc 12. Noncompliance items concern 8A St mgt control. 
KINNEMAN, J. D. NRC - No Detailed Affiliation Given. 80/10/06. 
GRIER, B.H., ALLAN,J. NRC - No Detailed Affiliation Given. 2pp. 
28612: 102. 


— 8501250311 Forwards US Navy 811119 Itr re failure of modified 
Automation Industries Co radiography drive cmble, Cable mod 
in response to NRC d irecti ve, Fai lure cofuld represent generic 
defect. Response to US Navy 811119 Itr requested, 

GIBSON, A. F. Technical Inspection Branch. '81/12/31. JOYNER, J. 
Technical Inspection Branch. Ip, 28610:266, 


‘8501250313 Amend 6 to License 37-00611-09, zing possession of 

27,000 Ci Ir-192 in accordance w/listed documentation. 

GUINN, P.R. Materials Licensing Branch. Bl/03/16. Ip. 28610:248. 

■8501250314 Advises that License 08-00038-16 not authorized to possess, 
use or transfer Automation Industries Model 50O-SU source 
changer. Authorization to use, transfer & import U contained 
as shielding matl provided by License Condition 14. 

NELSONaP. R. Region 1/ Philadelphia, Office o# the Director. 

76/05/19. ROY, G. Office of Inspection & Enforcement, Office of 
the Director. Ip, 28612:196. 
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— 8501250315 Responds to 710209 telcon re three invoices from AEC for 
metis licenses. Fee categories for various licenses described 
in end 10CFR170. W/o end. 

MILLER. W. O. Atomic Energy Commission. 71/02/22. SANTORO. M. P. 
Automation Industries. Inc. Ip. 28610:002. 


— 8501250316 Informs of defect in Budd 40 bravo radiographic exposure 
device supplied by Automation Industr i es. Inc. Neul y modified 
drive cable connector separated from drive cable during 
retraction of source into camera on 811106. 

MCNICHOLAS. T. M. Navy. Dept, of. 84/06/13. Region 2. Office of 
Director. Ip. 28610:267. 


— 8501250317 Application for amend to License SUB-868. ref lecting change 
in otunership to Automation Industries, naming FR Haley as 
general manager & terminating operations involving source 
matl at Ph iladelphia. PA facility. 

HALEY. F. R. Automation Industries. Inc. 1350. 68/04/04. 

HARMON. D.F. Atomic Energy Commission. 2pp. 28609:185. 


— 8501250319 Requests verification that source assembly Model 41706 may 
be used ui/projector Model 51B when containing Ir-192. Spec 
of max acceptable activity requested. 

SHUPE. M. W. Radioisotopes Licensing Branch <Pre 790501). 76/02/19. 

SANTORO. M. P. Automation Industries. Inc. Ip. 28612:197. 


— 8501250321 Trip rept of 800920 visit to Paramus.NJ re recovery of lost 
Automation Industries Model 500-SU source changer found on 
State Road 17 north of Paramus.NJ. 

FRIEDMAN. L. F. NRC - No Detailed Affiliation Given. 84/06/13. 
KINNEMAN. J. D. NRC - No Detailed Affiliation Given. 10pp. 

28612: 105. 


— 8501250322 Amend 5 to License 37-00611-09 for Automation Industries. 
Inc. author i zing use of Ir-192 it Co-60 for storage, cal ibr. 
testing «t fabrication of sealed sources it for transfer it 
distribution to authorized recipients. 

COMBS. F, S. Materials Licensing Branch. 78/10/30. 3pp. 

28610: 249. 


— 8501250324 Informs of delivery of source changer containing two Ir-192 
sources on 810402 to Automation Industries from Birchfield. 

Inc. w/external radiation level of 500 m/h on one surface, 

MCOINNESS. J. A. NRC - No Detailed Affiliation Given. 81/07/21. 

NRC - No Detailed Affiliation Given. 10pp. 28610:274. 


— 8501250325 Advises of issuance of Amend 1 to License SUB-868, 
transferring license to Automation Industries. Inc 8< 
deleting Ph i ladelph ia. PA facility from license. 

HARMON. D. F. Atomic Energy Commission. 68/05/01. HALEY. F. R. 
Automation Industries. Inc. Ip. 28609: 187. 


— 8501250326 Amend 4 to License 37-00611-09 for Automation Industries. 
Inc. authorizing use of Ir-192 it Co-60 for storage, calibr. 
tasting it fabrication of sealed sources & for transfer & 
distribution to authorized recipients. 

BRINKMAN. R. E. Materials Licensing Branch. 73/10/12. 3pp. 

28610: 252. 


— 8501250327 Insp Rept 30-05998/76-02 on 760721. No noncompliance noted. 
Major areas inspected : rad iation protection program, surveys 
St records re high exposure to radiation film badge reported 
to Region I on 760720. 

GLENN. J.. DAVIS. J.. MCCLINTOCK. R, 0, Region 1. Philadelphia. Office 
of the Director. 76/08/11. 7pp. 28613:075. 


—8501250328 Informs of conclusion reached by Santoro it Boyko that 
Automation Industries overpaid license f ees. Exempti on from 
license fee re use of depleted U in mfg of radiography 
shielding noted. NRC does not concur. 

MILLER. W. O. Atomic Energy Commission. 71/03/05 Atomic Energy 
Commission. Ip, 28610:003, 


— 8501250329 Notifies t^hat Li cerse SUB-868 e spires on 690430. For 
continuation of pf ogr#iiil! using source metis, filing of 
application to renep! license et least 30 days before 
expiration date recommended. 

NUSSBAUMER. D. A. Atomic Energy Commission. 69/02/13. HALEY. F. R, 
Automation Industries, Inc. Ip. 28609: 188. 


— 8501250331 Amend 3 to License 37-006 11 rO 9 for Automation Industries. 
Inc. changing Condition 14..author i z ing possession & use of 
licensed mat! in accordance u/listed documentation. 

BRINKMAN. R. E. Atomfd Energy Commission. 70/05/05. Ip, 

28610:255. 


— 8501250335 Forwards License SUB-86ar, Expiration of License SUB-6B2 

HARMON. D. F. Atomic Energy Commissipn. 66/04/20. BUCK.J. H. Budd 
Co. 2pp. 28609:217* 


— 8501250336 Responds to application to renew License SUB-86S. New 
renewal application w/o ref to previous applications 
requested. Exp iration date of License SUB-868 extended to 
690531. 

HARMONjD. F. Atomic Energy Commission. 69/03/18. SANTOROj M. P. 
Automation Industries* Inc. 2pp. 28609:189. 


— 8501250337 Amend 2 to License 37-00611-09 for Automation Industries. 
Inc. authorizing use of Ir-192 it Co-60 for storage, calibr. 
testing & fabrication of sealed sources & transfer & 
distribution to authorized recipients. 

BRINKMAN. R. E. Atomic Energy Commission. 69/08/16. 3pp. 

28610: 256. 


— 8501250338 Responds to 750410 Itr it forwards Federal Express Air Bill 
8340380. Air bill attached to shipment arriving in Oakland. 

CA. Explanation re reason for error concerning bill & 
corrective measures to be taken requested. 

MARTIN.W. G. Region 1. Philadelphia. Office of the Director. 
76/05/04. SANTORO. M, Automation Industries. Inc. Ip. 28613:082. 


— 8501250340 Discusses insp of radioactive matls at New York City 
warehouse on 770422. Listed items designated for disposal 
appear to be property of listed companies. 

MARTIN.W. G. NRC - No Detailed Affiliation Given. 77/06/09. 
MATHEWS. J. Treasury. Dept. of. U. S. Customs Service. 2pp. 
28612: 210. 


— 8501250341 Amend 1 to License 37-00611-09 for Automation Industries. 
Inc. author i z ing use of Ir-192 & Co-60 in sealed sources for 
storage, cal ibr. test ing. transfer it distribution to authorized 
recipients. 

BRINKMAN. R. E. Atomic Energy Commission. 68/10/07. 3pp. 

28610: 259. 


— 8501250343 Discusses compliance insp of License 37-00611-09. Two 
shipments of iridium pellets 6 wafers received on 691014 it 
1119. Standing order exists for delivery of 4.500 Ci iridium 
pellets it wafers every 5 wks. 

DUBE. R. J. Atomic Energy Commission. 69/12/09. Atomic Energy 
Commission. 7pp. 28610:004, 


— 8501250344 Application to renew License SUB-682 authorizing use of 
depleted U. Conditions of license as originally issued remain 
unchanged. 

BUCK. J. H. Budd Co. 1042. 66/04/05. NUSSBAUMER. D. A. Atomic 

Energy Commission. Ip. 28609; 219. 


— 8501250345 Forwards application to renew License SUB-S68. Scope of 
operations using depleted U unchanged. Operating procedures 
under License 37-00611—09 applicable, 

SANTORO. M. P. Automation Industries. Inc. 845. 69/03/07. 

Atomic Energy Commission. Ip. 28609: 191. 


— 8501250347 Denies error in labeling of Ir-192 shipment lost in transit 
originated w/Phoenixville. PA facility tref 760322 Insp Rept 
30-05998/76-01 ). No explanation for alleged error offered. 

Necessity to revise std shipping procedures not seen. 

SANTORO. M. P, Automation Industries. Inc. 76/04/10. MARTIN. W.G. 
Region 1> Philadelphia. Office of the Director. 3pp. 28613:083. 


— 8501250348 Corrected License 37-00611-09 for Budd Co. author i z ing use 
of Ir-192 St Co-60 in sealed sources for storage, calibr. 
testing, transfer S* distribution to authorized recipients. 

BUCHANAN. C. R. Atomic Energy Commission. 66/11/23. 2pp. 

28610; 262. 


— 8501250349 Informs that use of U as described in 630226 Itr exempt from 
requirements of 10CFR40. 13< c ) (6) . 

NUSSBAUMER. D. A. Atomic Energy Commission. 63/03/08. 

THOMPSON. C. F. Budd Co. Ip. 28609:220. 


— 8501250350 Discusses design change to Co-60 source pigtail Model 
200-036907 used in Model ISO series multitrons because of 
three failures during past 30 months of Pigtail 036907. To 
preclude future inc idents. source cable assembly redesigned. 
SANTORO. M.P, Automation Industries. Inc. 3748. 78/10/13, 

SINGER.B, NRC - No Detailed Affiliation Given. 3pp. 28612:212. 


— 8501250351 Forwards correspondence re 691015 insp of Automation 
Industries. Inc at Phoertixvi lie. PA, 

LUBENAUfJ. Q, Pennsylvania. Qorrimonuwalth of.. 8740. 69/11/13. 

RpEDER. J. R, Atomic Energy Commission. 12pp. 28610:011. 

— 8501250354 Application t6 -penew License 808-868. authorizing use of U 
depleted in U-23S in accordance w/proc •dWT’es ** conditions of 
Licenses EUB-868 8c 37-00611-09. 

SANTORO. M. P. Automation Inf Inc. 845, 69/03/07. 5pp. 

28609:192. r.:'!','..,. ' . 
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— 8501250355 License 37-00611-09 for Budd Co# authori z ing use of Ir-192 &. 
Co-60 in sealed sources for storagej cal ibr* testing. transfer 
& distribution to authorized recipients. 

BRINKMAN. R. £. Atomic Energy Commission. 66/10/04. 2pp. 

28610; 264. 


— 85012503S1 Responds to AEC 621213 Itr re application to handle It store 
depleted U. License could be issued by amend to License 
37-00611-03. in accordance w/10CFR40. 31 d 8j/or 10CFR30. 22d. 

BUCK. J. H. Budd Co. 64. 63/01/03. NUSSBAUMER. D. A. Atomic Energy 

Commission. 3pp. 28609:227. 


— 8501250358 Ack receipt of 730514 Itr informing AEC of steps taken to 
correct violations noted in insp of License 37-00611-09. 

NELSON. P.R. Atomic Energy Commission. 73/05/23. SANTORO. M. 
Automation Industries. Inc. Ip. 28613; 117. 


— 8501250382 Forwards revised organizational chart for incorporation 
into license, per 700417 transference of ownership to another 
corporation. 

CALLIHAN. R. E. Automation Industries. Inc. 15808. 70/04/22. 

BRINKMAN. R. E. Atomic Energy Commission. 2pp. 28610:027. 


— 8501250359 Advises that some units mfg have surface dose exceeding ICC 
55 regulations when loaded to rated byproduct matl capacity 
(ref correspondence Sc blueprints submitted w/application for 
License SUB-6S2). Comments requested. 

THOMPSON. C. F. Budd Co. 1540. 63/02/26. NUSSBAUMER. D. A. Atomic 

Energy Commission. 2pp. 28609:221. 


— 8501250384 Forwards Amends 71-3 & 71-4 to License 37-00611-09. 
authorizing delivery of licensed matl to carrier for 
transport in Models 500-SU & 520. 

MACOONALB. C. E. Atomic Energy Commission. Directorate of Licensing. 

74/02/04. SANTORO. M.P. Automation Industries. Inc. Ip. 
28613:094. 


— 8501250360 Forwards rept on second incident involving separation of 
Co-60 source from pigtail assembly in Automation Model 151-H 
Multitron camera. Incident involved same licensee & camera 
(Serial 1528) as similar 740603 incident. 

KERR. G. W. NRC - No Detailed Affiliation Given. 75/05/02. 
THORNBURG. H. D. Office of Inspection & Enforcement. Office of the 
Director. Ip. 28613:086. 


— 8501250386 Requests addl info re 621031 application for license. 
Detailed description of storage proced ures. including 
facilities for initial storage & in-process storage Sc max 
amount of U at each position required. 

NUSSBAUMER. D. A. Atomic Energy Commission. 62/12/13. 

THOMPSON. C. F. Budd Co. 3pp. 28609:230. 


— 8501250362 Application to amend License 37-0061 1-04. indicating facility 
location in Phoeni xvil le. PA & naming MP Santoro as radiation 
protection officer in charge of supervising overall 
operations. 

SANTORO. M.P. Automation Industries. Inc. 08861. 69/03/07. 

MALARO, J. C. Atomic Energy Commission. 2pp. 28610:023. 


— 8501250388 Application to amend License 37-00611-09. revising 
organizational chart Sc removing JH Buck from license 
Completion of nuclear encapsulation facility in Aug 1969 
anticipated. 

SANTORO. M.P. Automation Industries. Inc. 69/07/10. BRINKMAN. R. E. 
Atomic Energy Commission. 4pp. 28610:029. 


— 8501250364 Forwards License SUB-6S2. 

NUSSBAUMER. D. A. Atomic Energy Commission. 63/01/28. 
THOMPSON. C. F. Budd Co. 2pp. 28609:223. 


— 8501250365 Forwards application for 1 icense. transferring activities 
under License SUB-e6S at Philadelphia. PA facility to 
Phoenixvil le. PA faci lity. Operations to be in accordance w/ 
procedures under License 37-00611-09. 

BUCK. J. H. Budd Co. 2914. 66/10/10. Atomic Energy Commission. 

Ip. 28609: 197. 


—8501250366 Forwards insp of License 37-00611-09 on 740227. No 
noncompliance noted. 

NELSON. P. R. Region 1. Philadelphia. Office of the Director. 
74/03/15. SANTORO. M. Automation Industries. Inc. 2pp. 
28613; 087. 


— 8501250367 Responds to NRC 730427 Itr re noncompliances noted in insp 
of License 37-00611-09 on 730412-13. Corrective actions: Form 
RSl4-3-a now used as checklist prior to hot-cell entry to 
assure no personal protective equipment omitted. 

SANTORO. M.P. Automation Industries. Inc. 73/05/14. NELSON. P. R, 
Region 1. Phi ladelph ia. Office of the Director. 4pp. 28613:118. 


— 8501250371 Provides addl info re 621031 & 630103 applications for 
license. per AEC request, Vol of pieces handled annually 
expected to be less than 50. Addendum to operation procedures 
requiring wearing leather glove when handling matl end. 
THOMPSON. C. F, Budd Co. 431. 63/01/16. LAYFIELD. R. Atomic 

Energy Commission. 2pp. 28609:225. 


— 8501250372 Application for license. authorizing use of U depleted in 
U-235 in accordance w/procedures & conditions of License 
SUB-868 Sc 37-00611-09. 

BUCK. J. H. Budd Co. 2914. 66/10/10. 7pp. 28609:198. 


—8501250373 Application to renew Licenses 37-00611-03 & 37-00611-09. 
authorizing MP Santoro St S Boyko to use Sc supervise use of 
It- 192 St Co-60. 

HALEY. F. R. Automation Industries. Inc. 68/12/12. 2pp. 

28610:025, 


■8501250374 Forwards Insp Rept 30-05998/73-01 on 730412-13 8< notice of 
violation. 

NELSON. P, R. Region 1. Philadelphia. Office of the Director. 
73/04/27. SANTORO. M. Automation Industries. Inc. 4pp. 

28613; 122. 


— 8501250376 Insp Rept 30-05998/74-01 on 740227. No violations noted. 
Major areas inspected.radiation safety activities Sc steps 
taken to correct violation noted during previous insp. 

ALLEN, W.D.. MCCLINTOCK, R. 0. Region 1. Philadelphia. Office of the 
Director. 74/03/15. 5pp, 28613:089, 


— 8501250380 Notice of violation from insp on 730412-13. 

* Region I, Philadelphia, Office of the Director. 73/04/27. 4pp. 
28613; 126. 


— 8501250392 Forwards application for license. Appl ication intended as 
amend to License 37-00611-03 in accordance W/10CFR40. 31 <d ) & 
10CFR30. 22(d }. No work to be performed cn depleted U. 

BUCK. J. H. Budd Co. 5736. 62/10/31. NUSSBAUMER. D. A. Atomic 

Energy Commission. Ip. 28609:233. 


— S501250393 Amend 71-3 to License 37-0061 1-09. author! z ing use of Model 
500-SU package for transport of Ir— 192 source w/max activity 
of 300 Ci. Amend 71-3 supersedes in entirety Amend 71-1 dtd 
731115. 

MACDONALD. C. E. Atomic Energy Commission. Directorate of Licensing. 
74/02/04. 2pp. 28613:095. 


— 8501250394 Suppls 681212 application for license. Survey of all areas 
while 30 or 40 Ci Co-60 source exposed in hot cell to be 
conducted prior to start of operations. 

SANTORO.M. P. Automation Industries. Inc. 1726. 69/07/23. 

BRINKMAN. R. E. Atomic Energy Commission. 9pp. 28610:033. 


— 8501250398 Application for license & amend to License 37-00611-03 
authorizing use of U depleted in U-235 in accordance w/ 
app 1 ications. Itrs & procedures filed w/License 37-00611-03. 

BUCK. J. H. Budd Co. 10847. 62/10/31. 13pp. 28609:234. 


— 8501250399 Amend 71-4 to License 37-0061 1-09. authorizing use of Model 
520 package for transport of Ir-192 source w/max activity of 
120 Ci. Amend 71-4 supersedes in its entirety Amend 71-2 dtd 
731115. 

MACDONALD. C. E. Atomic Energy Commission. Directorate of Licensing. 
74/02/04. 3pp. 28613:097. 


— 8501250403 Application for license. authorizing operation of nuclear 
encapsulation facility for purpose of encapsulating St 
distributing sealed radiographic sources to licensed users. 
Completion date for facility estimated to be May. 1969. 

SANTORO. M.P. Automation Industries, Inc. 68/12/12, BRINKMAN. R. E. 
Atomic Energy Commission. 26pp, 28610:042. 


— 8501250405 Forwards Insp Rept 30-05998/73-02 on 731120 St notice of 
violation. 

NELSON. P.R. Region 1. Philadelphia, Office of the Director. 
73/11/29. SANTORO.M. Automation Industries. Inc, 2pp. 

28613: 100. 


— 8501250407 Notice of violation from insp on 731120. 

* Region 1. Philadelphia. Office of the Director. 73/11/29. Ip, 
28613; 102. 


— 8501250412 Insp Rept 30-05998/73-01 oh 730412 ^ 13 , Violations noted: 
failure to perform surveys to assure concentrations of 
airborne radioactive metis present during hot-cell repair on 
721025 not in excess of limits specified by 10CFR20. 106. 

ALLEN. W.D.. MCCLINTOCK. R. 0. Region 1. Philadelphia. Office of the 
Director. 73/04/26. ISpp. 28613: 130. 
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8501250413 Insp Rept 30-05998/73-02 on 731120. Violations noted ; transfer 
of sealed Ir-192 source on at least two occasions to firm in 
State of WA not licensed to possess this type of sealed 
sourc e. 

ALLEN* U. D. » MCCLINTOCKi R. 0. Region 1* Philadelphia* Office of the 
Director. 73/11/29. App. 28613:103. 


3501250456 FOIA request for all 1984 correspondence between NRC & 
JCPScL re routes & dates of shipments of irradiated fuel 
between West Valley, NY & Oyster Creek & type of cask used 
to transport fuel during shipments. 

RESNIKOFF, M. Sierra Club. 84/06/21. Division of Rules and 
Records. Ip. 28571:343. 24X Fic he: 50-219* 84/06/21, 8501250456. 


8501250415 Forwards order to License 37-00611-09* modifying 800903 
order. Current order requires notification of all users of 
sources containing "quick disconnect" connectors that use 
after 810901 prohibited. 

CUNNINGHAM* R. E. Division of Fuel Cycle & Material Safety. 
81/01/21. SANTORO, M. P. Automation Industries* Inc. 2pp. 
28610: 074. 


8501250459 Responds to FOIA request for all 1984 correspondence 
between NRC it JCP&L re routes & dates for shipment of 
irradiated fuel between West Valley* Ny St Oyster Creek St type 
of cask used. No documents responsive to request located. 

FELTON, J. M. Division of Rules and Records. 84/07/05. RESNIKOFF, M. 
Affiliation Not Assigned. Ip. 28571:344. 24X Fiche: 50-219, 

84/07/05, 8501250459. 


8501250416 Ac k receipt of 721019 Itr informing AEC of steps taken to 
correct noncompliances noted in insp of License 37-00611-09. 
O'REILLY* U. P. Atomic Energy Commission. 72/11/02. SANTORO, M. 
Automation Industries* Inc. Ip. 28613:148. 


8501250420 Forwards Amends 71-1 St 71-2 to License 37-00611-09* 
authorizing delivery of licensed matl to carrier for 
transport in Models 500-SU it 520. 

MACDONALD, C. E. Atomic Energy Commission* Directorate of Licensing. 

73/11/15, SANTORO* M. P. Automation Industries* Inc. Ip. 

20613: 109. 


8501250421 Order modifying 800903 order* requiring discontinuance of 
fabrication it distribution of Model 200-520-008 sealed 
source assembly & other assemblies using "quick disconnect" 
connectors, effective 810701. 

CUNNINGHAM, R. E. Division of Fuel Cycle it Material Safety. 
lES— 80-22. 81/01/21. Automation Industries* Inc. 6pp. 

28610: 076. 


8501250422 Responds to items of noncompliance noted in insp of License 
37-00611-09 on 720919-20. Corrective actions: listed Co-60 
sources tested for leakage on 720920 & removable 
contamination found to be less than required limits. 

SANTORO, M.P. Automation Industries* Inc, 72/10/19. 0 'REILLY* J. P. 

Region 1, Philadelphia, Office of the Director. 2pp. 28613:149. 


8501250427 SER supporting amend to License 37-00611-09* authorizing use 
of Automation Industries* Inc Models 500-SU it 520-Iriditron 
packages for delivery of Ir-192 to carrier for transport, 

MACDONALD* C. E. Atomic Energy Commission, Directorate of Licensing. 
73/11/15. 3pp. 28613:110. 


8501280067 FOIA request for all Region III insp repts from Nov 1983 to 
present it all communications between Region III & Bechtel* 

Dayton Power it Light Cincinnati Gas & Electric Co 
representatives re facility. 

CARPENTER, T. E. * DEVINE*T. Government Accountability Project. 
84/02/28. Office of Administration. 2pp. 28639:001. 24X 

Fiche: 50-358* 84/02/28* 8501280067. 


8501280069 FOIA request for facility nonconformance repts. 
CARPENTER* T. E. * CLARK. L. Government Accountability Project. 
84/03/12. Office of Administration. 2pp. 28639:003. 24X 

Fiche: 50-358, 84/03/12* 8501280069. 


8501280077 Final response to FOIA requests for documents it 
nonconformance repts generated at facility & documents NRC 
plans to return to uti 1. Forwards documents listed on app. 

Portion withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records. 85/01/23. 

CARPENTER* T. E. * CLARK, L. Government Accountability Project. 3pp. 
28639: 005. 


— 8501280109 Forwards author 831221 Itr to GF Cole re independent audit 
of program to verify quality of const & continuation of 
const plan. Portions deleted. 

SMITH* J.W. Ebasco Services* Inc. (subs, of Enserch Corp. ). 

83/12/30. FORNEY, W. Region 3* Office of Director. 3pp. 

28639: 008. 


8501280121 FOIA request for printout of plant managers 8* names fc 
addresses of licensees of active operating plants. 

AUCI* C. A. General Dynamics Corp. RPS-13146. 84/07/30. FELTON 

Division of Rules and Records, Ip. 28633:354. 


8501250428 Forwards Insp Rept 30-05998/72-01 on 720919-20 it notice of 
violation. 

□ 'REILLY* J, P. Atomic Energy Commission. 72/10/03. SANTORO* M. 
Automation Industries* Inc. 2pp. 28613: 151. 


8501280123 Responds to FOIA request for printout of plant managers it 
util executives. Forwards requested list. W/o encl. 

FELTON* J.M. Division of Rules and Records. 84/08/09. AUCI* C. A. 
General Dynamics Corp. Ip. 28633:355. 


8501250431 Notice of violation from insp on 720919-20. 

* Region I, Philadelphia* Office of the Director. 72/10/03. Ip. 
28613: 152. 


8501250433 Amend 71-1 to License 37 - 0061 1-09, authorizing use of Model 
500— SU package for transport of Ir-192 source w/max activity 
of 300 Ci,per licensee 730725 application. 

MACDONALD, C. E. Atomic Energy Commission* Directorate of Licensing. 
73/11/15. 2pp. 28613:113, 


8501250435 Forwards Insp Rept 30-05998/72-01, 

# NRC - No Detailed Affiliation Given. 72/10/03. ROY, 0, W. 
Office of Inspection it Enforcement, Office of the Director. Ip. 
28613; 153. 


8501250436 Confirms R Dube 680923 telcon. Application for approval to 
calibr it transfer Co-60 100 Cl sources it Ir-192 300 Ci 
sources after add! shielding in place it more tests completed 

BOYKO* S. Automation Industries, Inc. 2358. 68/09/24. DUBE*R. 

Atomic Energy Commission. Ip. 28610:089. 


8501250440 Amend 71r? *9 Vrlcense 37 - 0061 1-09, authorizing use of Model 
520 package fpr transport of 1-192 source w/max activity of 
120 Ci, per licensee 730725 application. ^ ^ 

MACDONALD*^- E- Atomic Energy Commission, Directorate of Licensing. 
73/11/15. 2pp. 28613:115. 


J501250441 Insp Rept .30-05998/72-01 on 720919r20. Violations noted: 
failure to conduct leak tests on listed Cor60 sealed sources 
from 711216-720916 «« failure to calibr all survey type 
instruments from 720518—0919. 

ALLEN, W D, , SMITH, R,,H. Region 1* Philadelphia* Offica of the 
Director. 72/09/20. 5pP- 28613: 154. 


8501280133 Seventh partial response to FOIA request for documents re 
prefiled testimony* speeches it public papers on nuclear power 
& plant-specific memos authored by listed individuals. 

Forwards App A document. Document available in PDR. 

FELTON* J.M. Division of Rules and Records. 84/08/09. 

GLASSPIEGEL* H. Shaw* Pittman* Potts & Trowbridge, 2pp. 28633:348. 
24X Fiche: 50-498* 84/08/09, 8501280133. 


—8501280138 Requests that encl views on review of ALAB-639 be attached 
to any memo issued on matter to insure views published in 

GILINSKY*V. Commissioners. ALAB-639. 81/07/07. 

Office of the Secretary of the Commission. 2pp. 28633.350. 

Fiche* 50-498, 84/08/09* 8501280133. 


8501280141 FOIA request that 790215 Itr to GE ** 

790312 Itr to all power reactor licensees re ATWS be pi 

PEDRO? j. NUS Corp. CD-LIS-B4-S25. 84*07/23. Dlvl.ion of Rul.» 


B5012B0149 Roopond* to FOIA roRUPpt that NRC 790215 Itr to OE u/ 
attached RH Vollmer 790312 Itr to all power reactor 
Uci^slis be placed in PDR. Sub j Itr w/attachments placed in 

PDR. Action completed. oAynp/OP PEDRO* J. 

FELTON* J.M. Division of Rules and Records. 84/08/09. 


NUS 


B5012B0154 FOIA T.qo.pt for documant. ro r*vte«i of util propoMd futl 

2rp°“"^3“S5"’'“4;rFic?:?°4i«=. 94/^^^^ 

8501280154. 

8501280160 R.ppopd. to FOIA r.^ua.t ‘840706 Itr for doou^nt. r. 
viMof util proposad foal loadinj. Doconaot* in app 

available in PDR. 84/08/09. 0ARD£,B. P. 

FELTON* J.M. Division of Rules and Reco 

Odvarnmant Accoontabllltu ^ojact. 2pp. 28633.337 

«r4 84/08/09* 8501280160. 



4B2 


NONDOCKETED ITEMS 


S5012S0167 FOIA request for documents re NRC insps 8< analysis into 
environ qual i f ication testing it electrical equipment 
qualification of Rockbestos cable & any drafts or submittals 
of IE Info Notice 84-44. 

VARRICCHIO/M. / DEVINE* T. Government Accountability Project. 
IEIN-S4-44. 84/07/11. Division of Rules and Records. 2pp. 

28633: 339. 


8501280180 FOIA request for all documents re Sandia Natl Lab ^Analysis 
of Truck Bomb Threats at Nuclear Facilities. " 

BELL* N. Nuclear Information & Resource Service. 84/05/08. 

FELTON* J. M. Division of Rules and Records. 2pp. 28635:281. 


8501280183 Responds to FOIA request for documents re NRC insps & 
analysis into environ qual i f i cation testing & electrical 
equipment qualification of Rockbestos cable it submittals of 
IE Info Notice 84-44. Request addressed in FOIA 84-441. 

FELTON* J.M. Division of Rules and Records. IEIN-S4-44. 84/08/09. 

VARRICHIO* M. * DEVINE* T. Government Accountability Project. Ip. 
28633: 341. 


8501280195 FOIA request for info provided to Palladino on 840607 re 
revieu of calculations made under 10CFR73. 60. 

AFTERGOOD* S. Committee to Bridge the Gap. 84/07/13. Office of 
Administration. Ip. 28633:342. 


8501280199 Response to FOIA 840508 request for documents re Sandia Natl 
Lab "Analysis of Truck Bomb Threats at Nuclear Facilities. " 

Documents listed in App A available in PDR. Sandia study 
undergoing declassif ication revieiu. 

FELTON* J.M. Division of Rules and Records, 84/06/12. BELL* N. 
Nuclear Information & Resource Service. 3pp. 28635:283. 


— 8501280211 Requests issuance of info notice re design basis threat & 
review of vehicle access controls. Draft notice suggesting 
that licensees review current provisions for physical 
protection end. 

DAVIS* J.G. Office of Nuclear Material Safety & 

Safeguards, Director. 84/01/19. DEYOUNG* R. C. Director's Office* 
Office of Inspection and Enforcement. 3pp. 28635:286. 


•8501280221 Requests development of immediately effective rule revising 
design basis threat for both radiological sabotage & theft 
to include introduction by adversary of explosives 8e other 
equipment by vehicle onto facility. 

BURNETT* R.F. Division of Safeguards. 84/01/27. MCCORKLE* G. W. 

Power Reactor Safeguards Licensing Branch. Ip. 28635:289. 


— 8501280238 Forwards schedule for developing vehicle obstacle 
requirements for power reactors it fuel facilities* in 
response to 840127 memo re design basis threat/vehicle 
obstacle rulemaking. 

MCCORKLE* G. W. Power Reactor Safeguards Licensing Branch. 

84/02/06. BURNETT* R.F. Division of Safeguards. 2pp. 28635:290. 


— 8501280250 Forwards draft paper. addressing point of protection of 
design basis vehicle description from public disclosure. 

Precise description of vehicle should be treated as 
confidential natl security info. 

MCCORKLE* 0. NRC - No Detailed Affiliation Given. 84/04/03. 
BURNETT, B. NRC - No Detailed Affiliation Given. 5pp. 28635:292. 


— 8501280258 Responds to 840214 Itr to Commissioner Gilinsky re potential 
use of vehicle bombs by terrorists against nuclear 
activities or facil ities. NRC will propose changes in 
regulatory requirements. 

ERICKSON* R. A. Licensing Policy & Programs Branch. 84/04/09. 

LEWIS* N.l. Lewis* M. Ip. 28635:297. 


—8501280266 Requests input for NRC project to determine potential 
vulnerabilities of nuclear facilities against truck bomb 
similar to recent Lebanon incidents. 

TEN EYCK*E. NRC - No Detailed Affiliation Given. 83/12/28. 
SHULER* S, A. Navy* Dept, of* Naval Investigative Service. Ip. 
28635; 298. 


— 8501280275 Requests extension of review to embrace possibility of 
sabotage/bombing of water intake sys employed at some shore 
reactor installations in addition to consequence study of 
sabotage study at reactor sites. 

BURNETT*R. F. Division of Safeguards, 83/12/30. MCCORKLE, G. W. 
Power Reactor Safeguards Licensing Branch. Ip. 28635:299. 


— 8501280282 Forwards draft statement of work for mod of RES project re 
investigation of vehicle obstacles for nuclear facilities* 
for completion of three required tasks within 45 days. Draft 
final rept requested by 840415, 

BURNETT.R. F. Division of Safeguards. 84/02/16. GOLLER* K, R. 
Division of Facility Operations. 4pp. 28635:300, 


—8501280291 Discusses design basis threat in interest of confirming 
decisions reached orally. Research initiatives underway to 
identify strategies to protect facilities. 

BURNETT, R.F. Division of Safeguards. 84/04/26. MCCORKLE, G. W. 
Power Reactor Safeguards Licensing Branch. 3pp. 28635:304. 


— S5012S0298 Requests completion of three required tasks indicated in 
end statement of work re investigation of truck bomb threat 
at nuclear facilities within 30 days. Draft final rept 
required by Apr 1984, 

0AUI5*J. 0. Office of Nuclear Material Safety & 

Safeguards* Director. 83/12/31. MINOGUE* R. B. Office of Nuclear 
Regulatory Research* Director. 6pp. 28635:307. 


— 8501280307 Forwards info re initial costing background associated w/ 
concrete temporary embankments. 

BURNETT*R. F. NRC - No Detailed Affiliation Given. 83/12/23. 
DAVIS* J. NRC - No Detailed Affiliation Given. Ip. 28635:313. 


— 8501280319 Notifies of attempt to establish approx cost ranges for 
concrete barriers for various facilities to protect against 
large vehicles. Specif ic facilities looked at to refine 
figures & came up w/rough industry-wide cost ranges. 

MCCORKLE* 6. W. NRC - No Detailed Affiliation Given. 83/12/22. 
BURNETT* R.F. NRC - No Detailed Affiliation Given. Ip. 28635:314. 


— 8501280329 Advises that NMSS initiated action to revise 10CFR73 to 
require licensees to develop protective measures against 
introduction of explosives & other equipment by vehicle to 
power plants it Category I fuel cycle facilities. 

DAVIS* J.G. Office of Nuclear Material Safety it 
Safeguards* Director. 84/01/27. DIRCKS* W. J. Office of the 
Executive Director for Operations. Ip. 28635:315. 


— 8501280336 Informs of Davis request for short briefing on 840206 to 
present data re attack on commercial nuclear facility by 
vehicle. 

BURNETT* R.F. NRC - No Detailed Affiliation Given. 84/02/03. 
MCCORKLE* G. NRC - No Detailed Affiliation Given. 5pp. 28635:316. 


— 8501280345 Advises that Ofc of Congressional Affairs scheduled 840306 
briefing for Udell. Info requested re status of insider rule 
& how requirements would be implemented by licensee & recent 
IE info notice concerning truck bombing. 

BURNETT, R.F. NRC - No Detailed Affiliation Given, 84/02/24. 
MCCORKLE, G. NRC - No Detailed Affiliation Given. Ip. 28635:321. 


— 8501280351 Summarizes 840306 meeting w/Udell re various aspects of 
safeguards program. 

BURNETT, R.F. Division of Safeguards. 84/03/08. MAUSSHARDT* D. 
Office of Nuclear Material Safety it Safeguards* Director. 3pp. 
28635: 322. 


8501280204 Responds to FOIA request for info provided to Palladino on 
840607 re 10CFR73. 60. 

FELTON, J.M. Division of Rules and Records. 84/08/09. AFTER GOOD* S. 
Committee to Bridge the Gap. Ip. 28633:343. 


— 8501280210 Discusses Commission 840531 briefing re plans for increasing 
security measures at nonpower reactors that use high 
enriched U fuel. Inspectors do not review licensee 
calculations. 

DIRCKS* W. J. Office of the Executive Director for Operations. 

84/06/07. PALLADINO* GILINSKY* ROBERTS Commissioners. Ip. 

2B633; 344. 


8501280224 Further response to FOIA request for 1982 SECY papers. 
SECY-82-210 8c 82-313 withheld (ref FOIA Exemption 1) 8c 
SECY-82-353 re TMI-1 restart withheld 
(ref FOIA Exemption 5). 

FELTON, J.M. Division of Roles and Records. 84/08/09. WE1S9* E. R. 
Union of Concerned Scientists. 2pp. 28633:345. 24X 

Fiche: 50-289* 84/08/09, 8501280224. 


8501280243 Partial response to FOIA request for documents re lOSCC. 
App A documents available in PDR. Search for addl documents 
continuing. 

FELTON* J.M. Division of Rules and Records. 84/07/13. BELL* N. 
Nuclear Information 8c Resource Service. 2pp. 28633: 120. 24X 

Fiche: 50-447* 84/07/13*8501280243. 


—8310270591 Responds to 830919 Itr re pipe break design considerations. 
Industry proposals separated into three phases of resolution 
which should permit addl selection application of 
leak-before-break concept. 

DENTON* H.R. Office of Nuclear Reactor Regulation* Director. 
83/10/17. OWEN, W. H. Duke Power Co. 32pp, 28633:179. 



NONDOCKETED ITEMS 


— 3312160245 Reaffirms position on conducting pipe leak & rupture 
investigations of Mark I BWR reactor coolant loop piping# in 
response to 831011 Itr. Urges expedited cooperation ui/LLL on 
Mark I BWR piping study. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 
83/10/25. SHERWOOD# e. e. General Electric Co. 30pp. 28633:149. 


— 85012S0424 SECY-82- 175 

Commission paper informing of ALAB-667 decision for which 
petition for review filed. Info partially withheld. 

TRUBATCH# 8. L. Office of the General Counsel. ALAB-667. 82/04/26. 

Commissioners. 99pp. 28636:016. 24X Fic he: 50-000# 84/06/13# 

8501280367. 


— S5012S0257 Discusses double ended guillotine break <DEGB) studies & 
plans to apply leak-before-break criterion to BWRs. NRC 
should define priorities Sc sequence of study work to 
begin BWR DEGB study. Reasons for recommendations listed. 

SHERWOOD# G. G. General Electric Co. MFN-190-83. 83/10/10. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 
MINOGUE#R. B. Office of Nuclear Regulatory Research# Director. 
27pp. 28633:122. 


— 8501280277 Summary of meeting w/GE to discuss leak-before-break for 
GESSAR 

O'BRIEN# J. Mechanical/Structural Engineering Branch. 84/04/23. 
ARLDTTO#0. A. Division of Engineering Technology. 24pp. 
28633:211. 24X Fich e: 50-447# 84/07/13# 8501280243. 


— 8501280435 SECY-B2-241 

Commission paper informing of final rule implementing Equal 
Access to Justice Act. Info partially withheld. 

MALSCH# M. G. Office of the General Counsel. 82/06/14. 
Commissioners. 29pp. 28636:115. 24 X Fiche: 50-000. 84/06/13. 

8501280367. 


— 8501280443 SECY-S2-282 

Commission paper informing of ASLAB 820630 order requesting 
authorization to hear issues sua sponte in TMI-1 restart 
proceeding. Info partially withheld. 

MALSCH# M. G. Office of the General Counsel. 82/07/06. 
Commissioners. 3pp. 28636:144. 24X Fiche: 50-000# 84/06/13# 

8501280367. 


-8501280285 Expresses appreciation for meeting on BWR double ended 
guillotine break study & other technical issues. Key elements 
of proposed Mark III study listed. 

SHERWOOD# c. G. General Electric Co. MFN-008-84. 84/01/23. 

MINOGUE.R. B. Office of Nuclear Regulatory Research# Director. 
2pp. 28633:235. 


8501280296 FOIA request for C-E# B&W it Westingbouse NRC sys manuals for 
PWRs. Waiver of copy it search charges appropriate due to 
benefit of info to general public. 

BELL# N. Nuclear Information it Resource Service. 84/04/25. 

FELTON# J. M. Division of Rules and Records. Ip. 28621:065. 


8501280305 Responds to FOIA request for C-E# B&W & Westingbouse NRC sys 
manuals for PWRs. B&W it Westingbouse manuals placed in PDR. 

Comparable C-E manual not found. 

FELTON# J. M. Division of Rules and Records. 84/08/03. BELL# N. 
Nuclear Information it Resource Service. Ip. 28621:066. 


— 8501280309 "PWR Sys Manual Westingbouse 4-Loop Design. '* 

* NRC Reactor Training Center. 84/08/03. 1# 100pp. 28621:067. 


— 8501280452 SECY-82-303 

Commission paper re State of MA Atty General petition to 
intervene in proceeding for plant QL mod. Info partially 
withheld. 

MALSCH# M. G. Office of the General Counsel. 82/07/19. 
Commissioners. 73pp. 28636:147. 24X Fiche: 50-000# 84/06/13# 

8501280367. 


— 8501280465 SECY-B2-303A 

Commission paper informing of lawsuit filed by FX Bellotti 
to halt license review program & grant hearing on 820118 
enforcement order. Info partially withheld, 

SLAG0IE»E. L. Office of the General Counsel. 82/07/26. 
Commissioners. 3pp. 28636:220. 24X Fich e: 50-000# 84/06/13# 

8501280367. 


— 8501280477 SECY-82-328 

Commission paper informing of Ofc of General Counsel review 
of allegations in petition for investigation & recommending 
course of action. Info partially withheld. 

BICKWIT#L. Office of the General Counsel. 82/08/03, 
Commissioners. 89pp. 28636:223. 24X Fiche : 50-000# 84/06/13. 

8501280367. 


— 8501280327 "PWR Sys Manual* BStW Design." 

* NRC - No Detailed Affiliation Given. 84/08/03. 600pp. 

28625: 347. 


8501280348 FOIA request for OOE-SS-OOl-1974 (Burgundy Book). 

BUCKLES, R. NUS Corp. CD-LIS-84-504. 84/07/17. Division of Rules 

and Records. Ip. 28633:238. 


— 8501280488 SECY-82-337 

Commission paper re order responding to ASLB 820809 
questions. Draft order end. Info partially withheld. 
BICKWIT.L. Office of the General Counsel. 82/08/13. 
Commissioners. 6pp. 28636:312. 24X Fiche: 50-000# 84/06/13# 

8501280367, 


8501280352 Responds to FOIA request for OOE-SS-OOl-1974 
(Burgundy Book ). Document placed in PDR. 

FELTON# J, M. Division of Rules and Records. 84/08/06. BUCKLES# R. 
NUS Corp. Ip, 28633:239. 


-8501280506 SECY-S2-410 

Commission paper re NRDC/Sierra Club petition to delineate 
scope of LWA proceed ing. Info partially withheld. 

TRUBATCH# S. L, Office of the General Counsel. 82/10/08. 
Commissioners. 230pp. 28636:347. 24X Fiche: 50-000# 84/06/13# 

oKm rtanrtJ^'y 


— 8501280358 "Instructions for Preparation of Data Entry Sheets for LER 
* Atomic Energy Commission. 74/10/31. 94pp. 28633:240. 


8501280366 FOIA request for all documentation re formation of Waterford 
3 (k Comanche Peak task forces. 

GARDE# B. P. Government Accountability Project. 84/05/31, Office 
of Administration. 2pp. 28635:139. 24X Fiche: 50-000# 84/05/31# 

8501280366. 


8501280367 Further response to 830628 FOIA request for all SECY papers 
Issued in 1982, Forwards listed documents. Documents also 
available in PDR. Info partially withheld (ref FOIA Exemption 
5) . 

FELTON# J. M. Division of Rules ah#, Records. 84/06/13. WEISS# E. R. 
Union of Concerned Scientists. " p: 28636; OOl, 


— 8501280411 SECY-82- 160 ^ 

Commission paper re sua sponte issue concerning need for 
addl primary sys depressurization capability. Info partially 
withheld. » 

MALSCH# M. G. Office of the General Counsel. REMICK# F. J. Office of 
Policy Evaluations. 82/04/15. Commissioners. 4pp. 28636:008. 
24X Fiche: 50-000# 84/06/13# 8501280367, 


— 8501280417 SECY-82-171 

Commission paper discussing NRDC motion to suppl record of 
waste confidence proceeding w/BL Cohen Feb 1982 article. 
Info partially withheld,' 

MALSCH# M. G. Office of the Generail DoiOnsel. 82/04/23. 
Commissioners. 4pp. 28636:012. ::24X Piehe: 50-(J00> ^ 

8501280367. '' ' V ' V' ' ^ ‘ ' 


— 8501280511 SECY-B2-455 

Commission paper requesting guidance on items to be prepared 
as legislative proposals for 98th Congress. Info partially 
withheld. 

MALSCH# M. G. Office of the General Counsel. 82/11/16. 
Commissioners. 4pp. 28637:215, 24 X Fiche: 50-000# 84/06/13# 

8501 280367. 


—8501280517 SECY-82-503 ^ 

Commission paper providing analysis of supplemental findings 
it proposed order re NRDC proceeding concerning exemption 
from 10CFR50. 12. Info partially withheld. 

TRUBATCH# S. L. Office of the General Counsel. 82/12/30. 
Commissioners. 15pp. 28637:219. 24X Fiche: 50-000# 84/06/13# 

8501280367. 


3501280523 SECY-82-094 

Commission paper providing order concluding proceed ing# per 
Commissioner Bradford 820303 request. Info partially 
withheld, „„##^~#«« 

BICKWIT#L, Office of the General Counsel. 82/03/05. 
Commissioners. 3pp. 28637:234. 24X Fiche: 50-000. 84/06/13# 


8501280376 Responds to FOIA request for all records re formation of 
Waterford 3 & Comanche Peak task forces. Forwards documents 
listed in app. Documents also available in PDR. t# a 

FELTON# J. M. Division of Rules and Records. 84/08/07, GARDE# B.P. 
Government Accountability Project. 2pp- 28635:141. 24X 

Fiche: 50-000# 84/08/07# 8501280376. 
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NOIMDOCKETED ITEMS 


— S40611006S Forwards revised plan for completion of outstanding 
regulatory actions. Prompt approval of plan & resolution of 
staffing needed to meet 840604 target date & commitments to 
ASLB requested. W/o end. 

IPPQLITO. T. A. Division of Licensing. 84/06/01. DENTONi H. R. 
Office of Nuclear Reactor Regulation! Director. 2pp. 28635:208. 
24X Fi c he : 50-000. 84/08/07! 8501280376. 


— 8406200531 Requests action to implement plan for completion of 
outstanding regulatory actions. Resources needed to form 
technical revieut team identi fied. Activities geared to 
completion by projected fuel load date of 841001. 

DIRCKS!U. J. Office of the Executive Director for Operations. 
84/06/12. DENTON! H. R. Office of Nuclear Reactor Regulation! 
Director. 3pp. 28635:211. 24 X Fic he: 50-000! 84/08/07! 8501280376. 


— 8501280386 Notifies of changes in div organizational alignment due to 
workload! limited resources & high priority projects. 

Permanent alignment & temporary task forces for Waterford it 
Comanche Peak projects presented. 

DENISE>R. P. Division of Resident! Reactor Project & Engineering 
Programs. 84/03/22. Division of Resident! Reactor Project it 
Engineering Programs. 10pp. 28635:143. 24X F i c h e : 50-000! 

84/08/07! 8501280376. 


— 8501280394 Forwards revised div organizational alignment Figures 1 & 3 
showing nonpower reactor assignments for Branches 1 & 2. 

DENISE! R. P. Division of Resident! Reactor Project & Engineering 
Programs. 84/04/02. Division of Resident! Reactor Project it 
Engineering Programs. 3pp. 28635; 153. 


— 8501280405 Notifies of temporary reassignments of RL Bangart to NRC 
Task Force on Comanche Peak as Region IV coordinator 8c 
P Check as Acting Director! Div of Radiation Safety it 
Safeguards in addition to Deputy Regional Administrator. 

COLLINS* J.T. Region 4. Office of Director. 84/04/20. Region 4, 
Office of Director. Ip. 28635:156. 24X Fiche: 50-000! 84/08/07! 

8501280376. 


■8501280407 Unapproved "Waterford Unit 3 Open Items Mgt Program. " 
DENTON* H.R. Office of Nuclear Reactor Regulation* Director, 
DEYOUNe!R. C. Director's Office* Office of Inspection and 
Enforcement. COLLINS* J. T. Region 4* Office of Director. 

84/04/30. 14pp. 28635:157. 24X Fiche; 50-000* 84/08/07* 8501280376. 


■8501280416 Comments on 840601 revised plan for completion of 
outstanding regulatory actions. Positions of project director 
& deputy project director should be filled by T Ippolito it 
R Bangart* respectively. 

COLLINS* J.T. Region 4* Office of Director. 84/06/05. DENTON*H. R. 

Office of Nuclear Reactor Regulation* Director. Ip. 28635:210. 
24X Fiche: 50-000* 84/08/07* 8501280376. 


8501280423 Final response to FOIA request for documents re facility. 
Documents listed in App A available in PDR. Document listed 
in App B withheld in entirety <ref FOIA Exemptions 5 it 7). 

FELTON* J M. Division of Rules and Records. 84/08/06. YOON* M. * 
CLARK* L. Government Accountability Project. 4pp. 28637:315. 24X 

Fiche: 50-358* 84/08/06* 8501280423. 


8501280440 Partial response to FOIA request for 12 categories of 
documents re facility including* LWAs* CPs* design* engineering 
it const* ASLB it Commission rulings* financ ing & antitrust 
agreements. App A documents available in PDR. 

FELTDNiJ. M. Division of Roles and Records. 84/08/06. COHEN, B. K. 
Meredith & Cohen, P. C. 3pp. 28637:321. 24X Fiche: 50-000* 84/08/06* 

8501280440. 


8501280455 FOIA request for all correspondence of 1982-83 between util 
8c NRC re shipment routes for irradiated fuel between former 
reprocessing plant at West Valley it facilities. 

RESNIKOFF*M. Sierra Club. 84/07/10. NRC - No Detailed 
Affiliation Given, Ip. 28637:313. 24X Fiche; 50-000. 84/07/10, 

8501280455. 


8501280466 Response to FOIA request f or. al 1 correspondence of 1982-83 
between util & NRC re shipment routes for irradiated fuel 
between former reprocessing plant at West Valley 8c 
fac ilities. No documents located. Action completes request. 

FELTON* J.H. Division of Rules and Records. 84/08/01. RESNIKOFF* M, 
Sierra Club. Ip, 28637:314. 24X Fiche: 50-000* 84/08/01* 8501280466. 


8501280489 Final response to FOIA request fpr documents re 1984 SALP 
rept for facilities 8c 840510 meeting between NRC 8c licensee. 

Forwards App A documents- Documents also available in PDR. 

Action completes request. 

FELTON* J. M Division of Rules and Records. 84/08/01. 

OLASSPIEOEL* H. Shaw* Pittman* Potts 8i Trowbridge. 2pp. 20637:290. 
24X Fiche: 50-498* 84/08/01* 8501280489. 


— 8402080462 Forwards NRR input to SALP rept for Dec 1982 - Nov 1983. 
Overall rating of Category I determined. 

VIETTI*A. Licensing Branch 3. 84/01/18. EISENHUT* D. Q. Division 

of Licensing. 5pp. 28637:295. 24X Fiche: 50-498, 84/01/18, 

S5012B0489. 


— 8501280501 Notifies that final draft of util SALP rept completed. 
Concurrence requested. 

JOHNSON, E.H. Region 4, Office of Director. 84/08/01. 

KNIGHTON* G. W. Licensing Branch 3. Ip. 28637:292. 24X 

Fiche: 50-498* 84/08/01* 8501280489. 


— 8501280509 Comments on SALP rept for facilities. 

SULLIVAN* T. NRC - No Detailed Affiliation Given. 84/01/20. 
VIETTI,A. NRC - No Detailed Affiliation Given. 2pp. 28637:293. 
24X Fiche: 50-498* 84/08/01* 8501280489. 


8501280499 SECY-S2-339 

Commission paper providing proposed response to NRDC/Sierra 
Club motion to stay order granting exemption for facility. 
Info partially withheld. 

BICKWIT, L. Office of the General Counsel. 82/08/17. 
Commissioners. 29pp. 28636:318. 24X Fiche; 50-000* 84/06/13* 

8501280499. 


6501260520 Further response to FOIA request for documents re failures 
in electrical relays. Forwards App A documents. First document 
in App B partially withheld (ref FOIA Exemption 4>. Second 
document in App B completely withheld (ref 10CFR9. 9). 

FELTON, J.M. Division of Rules and Records. 84/08/06. BELL* N. 
Nuclear Information it Resource Service. 4pp. 28637:237. 24X 

Fiche: 50-000* 84/08/08, 8501280520. 


— 8501280533 Informs that review of FOIA 84-316 request complete. Addl 
documents determined to be covered by request re HFA relays 
at facilities end. 

GOODE* R. W. Division of Resource Management it Administration. 
84/07/23. PHILIPS, J.D. Division of Rules and Records. Ip. 

28637: 241. 24X Fiche: 50-000* 84/08/08* 8501280520. 


8501280541 Partial response to FOIA request for documents generated or 
received by NRC since 820331 re Hayward Tyler Pump Co. 

Forwards documents listed in App A. Documents also available 
in PDR. Search continuing. 

FELTON, J.M. Division of Rules and Records. 83/10/21. LODGE* B. 
Dallas Morning News* Dallas* TX. 3pp. 28634:001. 


— 8501280542 Forwards recent correspondence w/law firm of Fried* Frank* 
Harris* Shriver it Kampelman. 

CUMMINGS* J. J. Office of Inspector & Auditor. 82/04/02. 
Commissioners. 13pp. 28634:004. 


— 8501280543 "Summary of NRC Investigations Into Allegations Concerning 
Hayward Tyler Pump Co, " 

» NRC - No Detailed Affiliation Given. 85/01/14. 8pp. 

2B634: 017. 


— 8501280545 Forwards marked-up Congressman Markey 830127 Itr re Hayward 
Tyler Pump Co investigation. Assistance in preparing response 
requested. Response to questions requested by 830208. W/o 
end. 

PARRISH. R. Office of the General Counsel. 83/02/02. 

CUMMINGS* J. J. Office of Inspector & Auditor. FITZGERALD* J. A. 

Office of Investigation. REHM, T. A. Office of the Executive 
Director for Operations. Ip. 28634:025. 


— 8501280546 Responds to questions in Congressman Markey 830127 Itr re 
NRC investigation of Hayward Tyler Pump Co* per recipient 
830202 request. 

CUMMINGS* J.J Office of Inspector & Auditor. 83/02/08. PARRISH.R. 
Office of the General Counsel. 3pp- 28634:026. 


—8501280549 PNO-IE-83-007: on 830513, NRC will issue IE bulletin re 
investigati on/insp of Hayward Tyler Pump Co which identified 
GA deficiencies. Bulletin will request affected licensees to 
conduct tests on pumps important to safety. 

DROMERZCK* A. N. Director's Office* Office of Inspection and 
Enforcement. 83/05/11. Ip. 28634:029. 


“8501280554 Forwards IE investigation rept on Hayward Tyler Pump Co 
for appropriate action. IE enforcement personnel will 
recommend enforcement action in few wks. 

D£YOUNG*R. C. Director's Office* Office of Inspection and 
Enforcement. 82/05/16. CUMMINS* J.J. Office of Inspector it 
Auditor. Ip, 28634:032. 


— ^8501280560 Discusses Commission actions re investigation of Hayward 
Tyler Pump Co. Episode indicative of Commission failure to 
take forceful actions to ensure integrity of regulatory 
processes. 

□TTINGER* R. L. House of Rep.* Energy it Commerce. 82/05/06, 
PALLADIN0*N. Commissioners. 6pp. 28634:033. 



NONDOCKETED ITEMS 


455 


— 8501280563 Reiterates requirementi as stated in Dircks 820406 memo* ♦ ct 
written summary of any meeting held w/organization or 
individual under investigation. 

SNIEZEK*J. H. Director's Office* Office of Inspection and 
Enforcement. 82/04/08. NRC - No Detailed Affiliation Given. 

Ip. 28634:039. 


— 8501280565 Requests response to Congressman Markey 821110 Itr 
requesting internal memos re Hayward Tyler Pump Co be 
provided to A Dromerick by 821119. 

SNIEZEKiJ. H. Director's Office* Office of Inspection and 
Enforcement, 82/11/17. GARNER, D. J. * ABBOTT, E. C. * CORNELL* E. K. 
Commissioners. Ip. 28634:040. 


— 8501280569 Recommends that copies of Hayward Tyler Pump Co 

investigation & insp repts be sent to regions w/request for 
transmittal to affected 1 icensees. Draft memo end. 

COLLINS* J.T. Region 4* Office of Director. 82/04/02. 
DEYOUNG*R.C. Director's Office* Office of Inspection and 
Enforcement. 3pp. 28634:041. 


— 8501280571 Responds to memo re Hayward Tyler Pump Co investigation/insp 
results concerning affidavit indicating pump bearings 
caused overheating. Issues not pursued by investigator. 

HERR, R, K. NRC ~ No Detailed Affiliation Given. 82/04/07. 

COLLINS* J.T. Region 4* Office of Director. Ip. 28634:044. 


— 8501280577 Responds to 820222 Itr re ECCS pumps supplied by Hayward 
Tyler Pump Co <HPTC).HPTC has not supplied ECCS pumps* but 
has supplied pumps of lesser safety significance. QA 
nonconformances under investigation. 

COLLINS* J.T. Region 4* Office of Director. 82/04/08. LEWIS* M. I. 
Lewis, M. 2pp. 28634:045. 


— 8501280581 Ack receipt of 830126 Itr responding to nonconformances 
noted in QA Program Insp Repts 99900345/82-02 it 82-03, Addl 
info requested re mgt actions implemented to assure that QA 
training effective. 

POTAPOVS* U. Region 4* Office of Director. 83/03/17. LYONS* B.P. 
Hayward Tyler Pump Co. 4pp. 28634:047, 


— 8404040336 Forwards staff comments on. "Evaluation of Diesel Generator 
Failure* Interim Rept on Phase 2* Failure Cause Evaluation." 
Conclusions not specific as to acceptability or 
unacceptability of new crank shaft. Meet ing planned on 840326. 
GIARDINA* R. J. Power Systems Branch. NRC-03-S1-130. 84/03/19. 

HERRICK.R. C. Franklin Institute/Franklin Research Center. 7pp. 
28638:057. 24X Fi c h e : 50-000* 84/08/06* 8501280576. 


— 8501280586 Forwards draft rept covering Phase II of diesel generator 
failure investigation review. 

HERRICK* R.C. Franklin Institute/Franklin Research Center. 
NRC-03-S1-130. 84/12/17. GIARDINA* R. J. NRC - No Detailed 

Affiliation Given. Ip. 28638:002. 24X Fic he: 50-322, 84/08/06* 

8501280576. 


8501280595 FOIA request for purchase orders* contracts* purchase 
agreements* lease agreements or rental agreements w/suppliers 
providing maint or repair svc during FY84 on listed IBM 
d i splaywriter sys modules. 

STOLL* M.J. TMC* Inc. 84/06/28. NRC - No Detailed Affiliation 
Given. Ip. 28638:310. 


8501280596 Fourth response to FOIA request f^or documents re Palladino 
840320 memo concerning licensing delays. App A documents 
available in PDR. Other documents previously addressed in 
FOIA-84-250 & FOIA-84-267. 

FELTON* J.M. Division of Rules and Records. 84/08/13. BELL* N. 
Nuclear Information it Resource Service. 3pp. 28638:311. 


8501280597 Responds to FOIA request for purchase orders w/suppliers 
providing maint or repair svc during FYS4 on specified IBM 
displaywriter sys modules. Forwards documents listed in app. 
Documents also available in PDR. 

FELTON* J. M. Division of Rules and Records. 84/07/16. STOLL* M. J. 
TMC* Inc. 2pp. 28639:017. 


8501280598 FOIA request for SEC Y-B4-23* 84-23A* 84-35* 84-50* 84-100* 84-136 
& 84-173 re inti transfer of nuclear matl & reactor parts. 

LEVENTHAL* P. L. Nuclear Control Institute. 84/07/18. NORRY* P. B. 
Office of Administration. 2pp. 28638:248. 


— 8501280585 Ack receipt of 830126 it 0408 Itrs responding to 

nonconformance noted in QA Program Insp Repts 99900345/82-02 
it 82-03. Addl info requested re suitability of flame 
straightened shafting matls for design svc conditions. 

POTAPOVS* U. Region 4* Office of Director. 83/05/13. LYONS* B. P. 
Hayward Tyler Pump Co. 2pp. 28634:051. 


— 8501280588 Ack receipt of 830126*0408 & 0603 Itrs responding to 
nonconformance noted in QA Program Insp Repts 99900345/82-02 
& 82-03. Actions will be reviewed during future insp. 

POTAPOVS, U. Region 4* Office of Director. 83/07/08. LYONS* B.P, 
Hayward Tyler Pump Co, Ip. 28634:053. 


— 8501280591 Confirms QA program insp on 830825* per 830804 telcon it 
vendor 830722 Itr. 

POTAPOVS* U. Region 4* Office of Director, 83/08/10. MARTIN* R. L. 
Hayward Tyler Pump Co. Ip. 28634:054. 


8501280576 Further response to FOIA request for documents re TDI diesel 
generators at plant l< problems it defects occuring w/TDI 
generators currently used or being tested. Forwards documents 
listed in App A, App A Documents 1-8 available in PDR. 

FELTON* J. M. Division of Rules and Records. 84/08/06. BELL* N. 
Nuclear Information & Resource Service. 3pp. 28638:316. 24X 

Fiche: 50-000* 84/08/06* 8501280576. 


8501280602 FOIA request for transcripts of all closed Commission 
meetings since 840126 which discussed restart of TMI-1. 

DETJEN*J. * FITZGERALD* S. Philadelphia Inquirer* Philadelphia* PA. 
84/06/08, FELTON* J. M. Division of Rules and Records, Ip. 
28633:030. 24X Fiche: 50-289* 84/06/08* 8501280602. 


8501280604 Responds to FOIA request for seven SECY papers. Four listed 
papers available in PDR. Review of remaining documents not 
completed. 

FELTON* J. M. Division of Rules and Records. 84/08/16. 

LEVENTHAL* p. L. Nuclear Control Institute. Ip. 28638:250. 


— 8501280609 SECY-84-023A 

Informs Commission of Senator Boschwitz 840120 Itr to Arms 
Control Disarmament Agency re proposed retransfer of 
260 kg Pu from France to Switzerland. 

DIRCKS* W.J. Office of the Executive Director for Operations. 
84/02/06. 2pp. 28638:251. 


—8501280615 SECY-84-035 

Informs Commission that Westinghouse has withdrawn request 
to export power reactor primary coolant pumps to China, 
Remaining components assigned new application XC0M0S43. 
DIRCKS* W.J. Office of the Executive Director for Operations. 
84/01/25. 3pp. 28638:253. 


■8311230073 ITER-C5506-426 

"Evaluation of Diesel Generator Failure at Shoreham Unit I* 
Interim Rept on Phase l,Failure Cause Evaluation," interim 
technical evaluation rept. 

HERRICK*R. C. Franklin Institute/Franklin Research Center. 

NRC -03-81 -130. 83/11/18. GIARDINA* R. J. NRC - No Detailed 

Affiliation Given. 41pp. 28638:003. 24X Fiche: 50-000* 84/08/06* 

8501280576. 


■8403070111 Forwards "Evaluation of Diesel Generator Failure at 
Shoreham Unit I* Interim Rept on Phase 2* Fai lure Cause 
Evaluation* " draft interim technical evaluation rept. 
Comments requested within 10 days. 

BERLINGER* C. Division of Licensing. 84/02/28. WRIGHT* R. 
Equipment Qualification Branch. Ip. 28638:044. 24X 

Fiche: 50-000* 84/08/06* 8501280576. 


•8403280290 Forwards comments on Franklin Research Ctr draft technical 
evaluation rept* "Evaluation of Diesel Generator Failure at 
Shoreham Unit 1* Interim Rept on Phase 2* Failure Cause 
Evaluation* " per 840228 request. 

NOONAN, V. S. Equipment Qualification Branch. 84/03/09. 

BERLINGER* C. Division of Licensing. 4pp. 28638:045, 24X 

Fiche: 50-000* 84/08/06* 8501280576. 


—8501280624 SECY-84-050 

Forwards annual rept re types it quantities of matls exported 
to IAEA per US/IAEA safeguards agreement. 

DIRCKS* W.J. Office of the Executive Director for Operations. 
84/02/01. 3pp. 28638:256. 


— 8501280628 SECY-S4-136 

Advises Commission of probable impacts on NRC export 
licensing activities of proposed amends to Export 
Administration Act under consideration. 

DIRCKS*W. J. Office of the Executive Director for Operations. 
84/03/27. 8pp. 28638:259, 


8501280607 Responds to FOIA request for transcripts of all closed 
Commission meeting after 840126 re TMI-1 restart. App A 
documents partially withheld $< App B documents completely 
withheld. 

HOYLE* J. C. Office of the Secretary of the Commission. 84/07/13. 
DETJEN, J. * FITZGERALD* S. • Philadelphia Inquirer* Philadelphia* PA. 
4pp. 28633:031. 24X Fi Che: 50-289* 84/07/13* 8501280607. 

8501280614 FOIA request for documents re OL it CP amend proceedings it 
proceedings ^.nvolving nonpower reactors which have occurred 
since 830101. 

BELL* N. Nuclear Information it Resource Service. 84/06/01. 

»■ ELTON* J. M. Division of Rules and Records. Ip. 28638:178. 
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8501280620 Responds to FQIA request for documents re contested case OL 
amend proceed ing< CP amend proceedings or proceedings 
involving nonpouier reactors since Jan 1983. Forwards 
ES Christenbury 840604 memo. Document placed in PDR. 

FELTON. J. M. Division of Rules and Records. 84/07/09, BELL* N. 
Nuclear Information & Resource Service, Ip. 28638: 179. 


— 8501280622 Forwards June 1984 update of cases pending before ASLB. 
ASLAB or Commission. 

CHRISTENBURY, E. Hearings Division. 84/06/04. BARRY, L. W. . 
BASSETT*H. , COTTER. B.P. NRC - No Detailed Affiliation Given. 
20pp. 28638:180. 


8501280625 FDIA request for set of pressure sensitive labels for LPDRs. 
BELL. N. Nuclear Information Resource Service. 84/06/28. 

FELTON. J, M. Division of Rules and Records. Ip. 28630:142. 


8501280629 FOIA request for documents re Keri — McGee Nuclear Co U 
hexafluoride processing facility near Gore, OK from date of 
operation to present. 

KIMERY.A. L. Affiliation Not Assigned. 84/05/22. Director's 
Office, Office of Inspection and Enforcement. 2pp. 28638:267. 


8501280635 Responds to FOIA request for documents re Ken — McGee Nuclear 
Co U hexafluoride processing facility near Gore. OK from date 
of operation to present. Documents available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/29. KIMERY, A. L. 
Affiliation Not Assigned. Ip. 28638:269. 


8501280639 FOIA request for all records re release of 16 GAP affidavits 
from Region III to NRR & other ofcs it all drafts of Board 
Notification 84-058 Sc related correspondence. 

GARDE, B. P. Government Accountability Project. 84/04/13, Office 
of Administration, 2pp. 28630: 195. 


8501280647 Responds to FOIA request for all records re release of 16 
GAP affidavits from Region III to NRR it other ofcs Sc all 
drafts of Board Notification 84-058. Document listed in 
app end & available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/05. GARDE, B. P. 
Government Accountabil i ty Project. 3pp. 28630:197. 24X 

Fiche; 50-000, 84/07/05, 8501280647. 


— 8501280655 Forwards GAP affidavit re allegation on diesel generator 
bldg for review & necessary action. Allegation on Page 7 re 
differential settlement between diesel generator engine 
pedestal & diesel generator bldg end. W/o end. 

WARNICK,R. F. Region 3, Office of Director. 83/11/03. 

EISENHUT, D. G. Division of Licensing. Ip. 28630:200. 24X 

Fiche: 50-000, 84/07/05, 8501280647. 


— 8501280661 Offers assistance in resolving allegations not forwarded 
to ASLB. 

PATON, W. D. NRC - No Detailed Affiliation Given. 84/01/23, 

HOOD, D. Office of Nuclear Reactor Regulation, Director. 

HARRISON, J, J. Region 3, Office of Director. Ip. 28630:201, 24X 

Fiche: 50-000, 84/07/05, 8501280647. 


— 8501280669 Forwards listing of status of each open allegation at listed 
near-term OL plants in Region III. W/o ends. Related info 
end, 

DAVIS, A.B. Regions, Office of Director. 84/05/04. PURPLE* R. A. 
Division of Licensing, 3pp. 28630:202. 24X Fiche: 50-000* 

84/07/05* 8501280647. 


— 6501280682 Forwards DS Hood 840313 memo re addl new info concerning 
Midland a llegati on. Preparati on of Board Notification 84-058 
to Commissioners requested. Copies of notification should be 
sent to Midland ASLB. 

EISENHUT, D. G. Division of Licensing. 84/03/20. NOVAK, T. 
Assistant Director for Licensing. Ip. 28630:205. 24X 

Fiche; 50-000* 84/07/05, 8501280647. 


—8501280690 Recommends Ends 1-4 be forwarded to ASLB. End 1 consists of 
affidavit* provided by GAP, re conversation between two CPC 
attys & staff witness addressing item of noncompliance in 
Insp Repts 50-329/80-32 i, 50-330/80'-33. W/o ends. 

HOOD, D. S. Licensing Branch 4. OM, 84/03/13, EISENHUT, D. 0. 

Division of Licensing. 2pp. 28630:206. 24X Fiche: 50-000, 

84/07/05,8501280647. 


8501280649 FOJA request for all documents dealing w/testing of P—4 
interlock for Uestinghouse SSPS. 

PEDRO, J. NUS Corp. CD-LIS-S4-253. B4/04/04, Division of Rules 

and Records. Ip. 28630:273, 


8501280654 Responds to FQIA request for all documents dealing w/testing 
of P-4 interlock for Westinghouse SSPS. App A it B docuisents 
available in PDR. 

FELTON, J. MU 1)1 vision of Rules and Records, B4/07/27. PEDRO* J, NUS 

Cprp, 7pp. 28^0:274. 24X Fi cher 50-000, 84/07/27, 8501280654. 


-8109280753 Forwards SER input re instrumentation & control sys. Info 
applies to Section 7 of SRP & includes all SER input for 
which branch has responsibility, 

CHECK, P. S, Assistant Director for Plant Systems, 81/09/10. 
TEDESCO, R. L. Assistant Director for Licensing. 70pp. 28630:304. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8201260520 Forwards draft input to Chapter 7 of SER. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/01/11. 
TEDESCO, R. L. Assistant Director for Licensing. 65pp. 28631:012. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8204280522 Forwards request for addl info re P-4 interlocks. 

ROSA,F. Instrumentation St Control Systems Branch. 82/04/07. 
ADENSAM,E, Licensing Branch 4. 2pp. 28631:081. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


— 8207190502 Forwards draft SER input for SRP Section 7 re 

instrumentation St controls. Sixteen open items identified. 

□pen item resolution meeting w/applicant will be held in 
Aug 1982. 

SPEIS, T.P. Assistant Director for Reactor Safety. 82/06/30. 
TEDESCO, R.L. Assistant Director for Licensing. 112pp. 28631:083. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8210070491 Forwards summary of 820907-09 site visit 8c meetings ut/ 
applicant re status of instrumentation & control concerns 8e 
open items. Summary should be send to applicant for use in 
future discussions. 

ROSA, F. Instrumentation & Control Systems Branch. 82/09/22. 
ADENSAM,E. Licensing Branch 4. 5pp. 28631:212. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


— 8210220531 Responds to 820730 request for input to SSER. Status update 
of Instrumentation Sc Control Sys Branch Confirmatory Items 
23,24 Sc 25 listed. 

SPEIS, T.P. Assistant Director for Reactor Safety. 82/09/30. 

NOVAK* T. Assistant Director for Licensing. 5pp. 28631:217. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


—8301070440 Forwards Instrumentation & Control Sys Branch SER input, 
applicable to SRP Section 7, reflecting results of review 
of FSAR through Amend 47. Eight open items exist. 

SPEIS, T. P. Assistant Director for Reactor Safety. 83/01/03, 
NOVAK, T. M. Assistant Director for Licensing. 2pp, 26631:272. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


—8301200025 Forwards branch marked-up SER input reflecting review of 
info in facilities FSAR through Amend 28, drawing review, site 
visit 8c evaluation of applicant responses to requests for 
addl info. 

BUTLER, W. Assistant Director for Reactor Safety. 83/01/10. 

NOVAK, T. M. Assistant Director for Licensing. 98pp. 28631:274. 

24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8309220454 Forwards request for addl info it agenda items for discussion 
at meeting w/util re instrumentation St controls. 

ROSA, F. Instrumentation St Control Systems Branch. 83/09/14. 

KNIGHTON, G. W. Licensing Branch 3. 19pp. 28632:062. 24X 

Fiche: 50-000, 84/07/27, 8501280654. 


— 8312140268 Forwards input to SSER, closing out Open Item 12 Sc 
Confirmatory Items 27 8c 33. 

HOUSTON, R W. Assistant Director for Reactor Safety. 83/11/29. 
NOVAK, T. M. Assistant Director for Licensing. 4pp. 28632:081. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


— 8312230269 Forwards Instrumentation 8c Control Sys Branch draft SER 
input. Draft based on review of FSAR through Amend 5. Open 
items indentified in Section 7. 1.4. At present, 22 open 8e 11 
confirmatory items remain. 

HOUSTON,R. W, Assistant Director for Reactor Safety. 83/12/15. 
NOVAK, T. M. Assistant Director for Licensing. S7pp. 28632:085. 
24X Fiche; 50-000* 84/07/27, 8501280654. 


— 8402090306 Forwards draft SER based on FSAR through Amend 4 8( drawing 
review Sc evaluation of applicant response during 
Instrumentation Sc Control Sys Branch B31205-08 meeting. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/01/30. 
NOVAK, T. M, Assistant Director for Licensing. 97pp. 28632:174, 

24X Fiche; ^0-000, 84/07/27,8501280654. 


—8404250092 Forward® request for addl applicant info & agenda items re 
detailed instrumentation Sc control Sc fluid sys schematic 
drawings to explain sys designs Sc verify that design bases 
Sc regulatory, criteria met. Written response requested. 

RC^A* F, Instrumentation Sc Control Systems Branch. 84/04/12. 

, 4:DEiM^AM*E. Licensing Branch 4. 21pp. 28632:270. 24X 

Fiche: :50r000, 64/07/27, 8501280654, 
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— a501280<£i84 Forwards second set of questions generated by ANL & branch 
reviewers re Chapter 7 of FSAR, 

SATTERFIELD, R. Instrumentation & Control Systems Branch. 

S4/07/27. YOUNGBLOOD, B. J. Licensing Branch 1. 5pp. 28630:281. 
24X Fiche: 50-000, 84/07/27, 8501280654. 


8501280694 Partial response to FOIA request for responses to B Cohen 
FOIA request <F0IA-84-603) . Documents available in PDR. W/o 
stated ends. 

FELTON, J. M Division of Rules and Records. 84/08/15. NOBLE, P. D. 
Helsell, Fetterman, Martin, Todd it Hokanson. 2pp. 28630; 157. 


8501280702 Second response to FOIA request for six categories of 
documents re Charleston earthquake of 1886 & seismic design 
for facilities. Forwards documents listed in app. Documents 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/07/06. BELL, N. 
Nuclear Information it Resource Service. 2pp. 28630: 159. 24X 

Fiche: 50-424, 84/07/06, 8501280702. 


— 8501280709 Clarifies USOS position re seismic design earthquakes in 
eastern seaboard of US. Recommends that deterministic it 
probabilistic evaluation of seismic haxard for each site be 
made before ruling out Charleston event. 

HARRIS, J.R. Region 2, Office of Director. 82/12/01. HERDT, A. R. 
Division of Engineering it Technical Programs. 5pp. 28630: 161. 


8501280714 Final response to FOIA requests for various categories of 
info re facility QA program. Forwards App A documents. 

FELTON, J.M. Division of Rules and Records. 84/07/23. BROSIUS. E. 
Nuclear Awareness Network. 2pp. 28630:215. 24X 

Fiche; 50-482, 84/07/23, 8501280714. 


— 8501280724 Forwards Insp Rept 50-482/75-01 on 750218-20,0326 & 0402-04. 
MADSEN, G.L. Region 4. Dallas, Office of the Director. 75/04/21. 
HALL, E. S. Kansas Gas & Electric Co. 2pp. 28630:217. 24X 

Fiche: 50-482, 84/07/23, 8501280714. 


— 8501280727 Insp Rept 50-482/75-01 on 750218-20,0326 it 0402-04. 
Deviations noted: QA procedures it manuals not issued it 
controlled properly & audits of contractor suppliers not 
conducted independently. 

DICKERSON, M. W. , CROSSMAN, W. A. , KEIMIG, R. R. Region 4, Dallas, 
Office of the Director. 75/04/17. 50pp. 28630:219. 24X 

Fiche: 50-482, 84/07/23, 8501280714. 


— 8501280724 Forwards Insp Rept 50-482/75-01 on 750218-20,0326 8c 0402-04. 
MADSEN, C. L. Region 4, Dallas, Office of the Director. 75/04/21. 
HALL, E, S. Kansas Gas 8c Electric Co. 2pp. 28630:217. 24X 

Fiche; 50-482, 84/07/23, 8501280714. 


— 8501280727 Insp Rept 50-482/75-01 on 750218-20,0326 8c 0402-04. 
Deviations noted; QA procedures it manuals not issued 8c 
controlled properly 8c audits of contractor suppliers not 
conducted independently. 

DICKERSON, M. W. , CROSSMAN, W. A. , KEIMIG, R. R. Region 4, Dallas, 
Office of the Director. 75/04/17. 50pp. 28630:219. 24X 

Fiche: 50-482, 84/07/23, 8501280714, 


8501280716 Responds to FOIA request for set of pressure sensitive 
labels for LPDRs. Labels not available. Printout of LPDRs 
forward ed. Action completed. W/o end. 

FELTON, J. M. Division of Rules and Records. 84/07/09. BELL, W. 
Nuclear Information 8c Resource Service. Ip. 28630:143. 


8501280734 FOIA request for documents re const by Brown 8c Root, Inc, 
including safety conditions, employee relations, work stds, 
allegations of inferior work, faulty workmanship, defic ient 
work stds 8c deficient performance. 

HUGE, H. Rogovin, Huge 8f Lenzner. 84/06/12. FELTON*'^. Division of 
Roles and Records, 2pp. 28630:21,0. 24X Fiche: 5<3-445, 84/06/12, 

8501280734. 


8501280737 Partial response to FOIA request for documents re Brown 8c 
Root, Inc. Documents listed in app available in PDR. Review 
continuing. . 

FELTON, J. M- Division of Rules and Records. 84/07/10. HUGE, L. 
Rogovin, Huge Sc Lenzner. 3pp. 28630:212. 24X Fiche: 50-445, 

84/07/10,8501280737. 

8501290093 Further response to, *11 records concerning 

Ford Amend study. Forwards App. H dfPComent?. Documents also 
available in PDR. 

FELTON, J. M. Division of .Rules and -Re.c.prds. , 84/08/01. LEIGHTON, A. P. 
Shaw, Pittman, Potts 8c TTowbridff®- 4pp. 28648:083- 

8301040231 Discusses 821028'-29. pfo^iect mflt meeting to review QA case 

study methodologies dfyelep-ed bg RNWL 8^ EGScG 8c 

directions for ,incprpota^i>i,g-^6^^^ visit 

portion of long.-term T-evi-yiiti.; V >•; 

ALTMAN, W. D. Division of ^ 

830103). 82/11/1:2. HARPSlRi^^Lv^' division of ..Eng irieering Sc 

Qual i ty ■.As'su'pqn.ce %8;Rp.'< ;v, .-2^ 


— 8301040235 Forwards draft assessment methodologies for site visit case 
studies re long-term QA review. Lists necessary mods to be 
achieved before 821104-05 meeting in Salt Lake City,UT. 

ALTMAN, W. Division of Engineering 8t Quality Assurance <Pre 
830103). 82/11/03. HARTY, H. Division of Engineering 8c Quality 

Assurance <Pre 830103). 3pp. 28648:101. 


— 8307050413 Confirms B Grimes 830517 telcon re request for J Manoogian 
or J Bakken to participate in overview of NRC review re 
policies & programs for QA in design, c onst, operation 8< maint 
of nuclear plants. First group meeting will be 830608-09. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 83/05/24. PETERSON, D. E. Ford Motor Co. Ip. 

28648: 182. 


— 8312150387 Summary of 831027 fifth project meeting. 

ALTMAN, W. D. Division of QA. Safeguards 8c Insp Programs 
(830103-850212). 83/11/03. BAKER, E. T. , BRACH. E. W. , DELLON, R. E. 

NRC - No Detailed Affiliation Given. 2pp. 28648:264. 


■ — 8312220110 Requests addl info 8c preliminary copy of cost estimates 
of nuclear power plants currently under const. Info needed 
for Congressional mandated rept. 

ANKRUM, 0. T. QA Branch. 83/12/08. JOHNSON, J. Energy, Dept. of. 
Ip. 28648:280. 


— 8312300301 Comments on draft rept entitled "Mgt Analysis of US NRC, " 
per r eques t. Bas i s for findings 8c statements presented should 
be identified. Draft rept will not be released to public. 

No further comments will be provided. 

PARTLOW,J. G. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 83/12/16. HEIDENREICH, J. N. C. KistSc 

Associates, Inc. Ip. 28648:281. 


— 8402020451 Conveys appreciation to recipient M Baggett for effort 8c 
assistance in reproducing draft Congressional repts on 
short notice. 

ANKRUM, G.T. QA Branch. 84/01/23. MCVEAGH, H. D. Division of 
Technical Information 8c Document Control. 10pp. 28648:283. 


— 8404090495 Forwards advance copy of QA rept. Major changes listed. 
Comments useful, construe tive & improved rept. W/o end. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 84/03/22. MURLEY, T. E. Region 1, Office of Director. 

O'REILLY, J. P. Region 2, Office of Director. KEPPLER, J. G. Region 
3, Office of Director. 3pp. 28648:296. 


— 8404110308 Notifies that rept to Congress re quality 8c QA in design 8c 
const forwarded to Commission for review 8t consideration. 

Briefing on study 8c rept scheduled for 840403. 

ANKRUM, G.T. QA Branch. 84/03/30. ALBAUGH, F. W. Battelle Memorial 
Institute, Pacific Northwest Laboratories. 2pp. 28648:294. 


— 8404120339 Responds to 840209 offer of assistance in developing 
quality stds for nuclear power industry . Review of NASA 
programs assuring sys safety, rel iability 8c QA identified 
aspects considered for addl review. 

ALTMAN, W.D. QA Branch. 84/03/30. STRANGE, H. W. Foresight, Inc. 
Ip. 28648:293. 


—8501290108 Expresses appreciation for meeting w/Altman 8c Brach on 
830502 to discuss DOE QA programs. 

TAYLOR, J.M. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 83/05/09. GOLDENBERG, N. Energy, Dept. of. 2pp 

28648: 087. 


— 8501290121 Forwards revised EDO program guidance 8c Itr soliciting 
comments from ofc directors. Comments requested by 820830. 

W/o end. 

BLAHA, J. L. Program Support 8c Analysis Staff. 82/08/26. NRC - 
No Detailed Affiliation Given. 2pp. 28648:089. 


— 8501290127 Recommends changes to EDO program guidance. IE should revise 
QA provisions of conit insp program within 8 months after 
final decisions reached pn QA plan. 

TAYLOR, J.M. Division of Reactor Programs (Pre 830103). 82/08/30. 

BLAHA, J, L. Program Support 8c Analysis Staff. Ip. 28648:091. 

—8501290133 Recommends rev of Paragraph 5 of proposed EDO program 
guidance on insp 8c enforcement, 

JORDAW, E. L. Division of Engineering 8< Quality Assurance (Pre 
830103), 82/09/01. BLAHA, J. L. Program Support it Analysis S 

ip. 28648:092, 


— 8501290145 Forwards SECY-S2«352, "Assurance of Qu 
several initiatives approved within authority q 
Representatives from regions will be requeste 
closely in development of initiatives. 

HARPSTER, T. L. Quality Assurance. B2/1^0/©5. 
EBNETER,S. , KEIMIG,R. Region 1, Office of D 
28648:093. 
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--S501290154 Forwards SECy-82-352, “Assurance of Qualityi" re QA in 
design & const of nuclear pro jec ts. Meeting proposed to 
discuss development of util mgt workshops to meet 
initiatives set forth in SECY-84-293. 

HARPSTER, T. L. Quality Assurance. 82/10/06. HOWARD, A. Institute 
of Nuclear Power Operations. 2pp. 28648:096. 


-8501290165 Reviews draft assessment meth odol og ies, si te visit case 
studies & long-term QA review. 

ALTMAN, W. NRC - No Detailed Affiliation Given. 82/10/29. 

HARTY, H. Battelle Memorial Institute, Pacific Northwest 
Laboratories. KIRSCHENMANN, H. E0&6. Inc. 32pp. 28648:105. 


-8501290203 Forwards "Update on Conference Sessions," re matls presented 
at Eleventh Annual Eastern Energy QA Conference. Uiewgraphs 
end. 

ALTMAN, W. NRC - No Detailed Affiliation Given. 83/05/09. SEE 
NRC - No Detailed Affiliation Given. 23pp. 28648:137. 


-8501290213 Summary of 830509 meeting w/G Pour re elements to be 
examined in review of FAA program for assuring quality of 
design const of commercial transport aircraft. 

BRACH, B. QA Branch. 83/05/11. ALTMAN, B. NRC - No Detailed 
Affiliation Given. 4pp. 28648: 171. 


— 8501290223 Summary of 830509-12 meetings w/B Morrison re NRC QA effort 
since 1968. 

BRACH, B. NRC - No Detailed Affiliation Given. 83/05/20. 

ALTMAN.B. NRC - No Detailed Affiliation Given. 4pp. 28648:175. 


— 8501290232 Summary of 830509 meeting w/G Pour it J McGrath of FAA re 
designated mfg insp & engineering representatives it type 
certificate (aircraft design review) program. 

BRACH. B. NRC - No Detailed Affiliation Given. 83/05/20. 

ALTMAN.B. NRC - No Detailed Affiliation Given. 3pp. 28648:179. 


— 8501290252 Requests that all persons participating in 830608-09 QA 
Review Group meeting send meeting notes & perceptions to 
JA Christensen of BNWL to aid in preparation of minutes. 

ALTMAN, W.D. QA Branch. 83/06/16. BRACH, B. NRC - No Detailed 
Affiliation Given. WALSH, M. Battelle Human Affairs Research 
Centers. SORENSON, R. Battelle Memorial Institute, Pacific 
Northwest Laboratories. 2pp. 26648: 183. 


— 8501290260 Forwards notes taken during 830608-09 QA Review Group 
meeting. 

MALLOY, M. QA Branch. 83/06/17. CHRISTENSEN, J. Battelle Memorial 
Institute, Pacific Northwest Laborator ies. 9pp. 28648: 185, 


— 8501290267 Forwards notes taken during 830608-09 QA Review Group 
meetings. 

BRACH, B. QA Branch. 83/06/22. CHRISTENSEN, J. Battelle Memorial 
Institute, Pacific Northwest Laboratories. 14pp. 28648:194. 


— 8501290279 Confirms 830624 telcon re possibility of foreign travel 
by M Patrick. Travel tentatively planned to Canada in late 
Jul or Aug 1983 to pursue review of foreign nuclear power 
QA programs it practices. 

BRACH, B. QA Branch. 83/06/24. SORENSEN, B. Battelle Memorial 
Institute, Pacific Northwest Laborator ies. Ip. 2564S:208. 


— 8501290287 Forwards draft status rept on QA initiative, "Qualification 
it Certification of QA/QC Personnel. " 

MALLOY, M. QA Branch. 83/07/07. ALTMAN, W. D. QA Branch. 3pp, 

28648: 209. 


— 8501290295 Returns tie it clasp presented to B Branch at end of 830526 
meeting re QA & designated engineering representative 
program. Gift cannot be retained per Ethics in Govt Act. 

KIME, C. Program Support & Analysis Staff. 83/07/14. MEINERT, E. R. 
Boeing Co. Ip. 28648:212. 


— 8501290319 Submits status rept on study of craftsmanship as applied to 
nuclear const & related topics. Literature review of matl in 
NRC library & telcons w/NRC personnel & consultants 
underway. 

LANGSTAFF, R. QA Branch. 83/08/12. ALTMAN, B. QA Branch. 3pp. 
28648; 216. 


— 8501290326 Requests development of study approach & weekly status repts 
re craftsmanship in nuclear industry. Matl re issues 
concerning craftsmanship that should be explored end. 

ALTMAN, W. QA Branch. 83/08/11. LANGSTAFF, R. QA Branch 8pp. 

28648; 219. 


--8501290336 Trip rept of 830712-13 visit to Region II, summarizing 
discussions w/mgt & staff. Visit scheduled as part of review 
of NRC QA programs & practices. Comments & feedback received 
during discussions summarized, 

BRACH, B. QA Branch. 83/08/26. ALTMAN, B. QA Branch. 4pp. 
28648: 227. 


— 8501290341 Summary of 830907-08 review group meeting re aspects of NRC 
insp program, procurement Sc contract study, outside programs, 
case studies, discussion on consolidated mgt & presentation 
on INFO programs. 

BRACH, B. NRC - No Detailed Affiliation Given. 83/09/15. 

ALTMAN, B. NRC - No Detailed Affiliation Given. 7pp. 28648:231. 


— 8501290369 Trip rept of 830712-13 visit to Region II & 830817-18 visit 
to Region IV, summar i z ing discussions w/mgt & staff. Visits 
scheduled as part of review of NRC QA programs & practices. 

Comments & feedback received during discussions summarized. 

BRACH, B. QA Branch. 83/09/16. ALTMAN, B. QA Branch. 5pp. 

28648: 238. 


— S5012903S1 Summary of 831006 second project integration meeting re 
coordination of schedules for various subtier repts on QA 
initiatives. Rev to master schedule to be supplied by BNWL 
on 831 006. 

ANKRUM, G. T. QA Branch. 83/10/07. ALTMAN, W. D. , BAKER. E. T. , 

BRACH, E.W. NRC - No Detailed Affiliation Given. 3pp. 28648:243. 


— 8501290409 Summary of 831013 meeting re main outline of subtier rept it 
preliminary conclusions from study. Alternative b(2} 
recommended concerning biennial third-party audits during 
course of const. 

ALTMAN, W. D. QA Branch. 83/10/19. BAKER, E. T. , BRACH, E. W. , 

DELLON, R. E. NRC - No Detailed Affiliation Given. 2pp. 28648:246. 


— 8501290416 Trip rept of 831013 visit to Region I to present overview 
of QA initiatives Se congressional rept activities Sc obtain 
feedback on program for improving qual ity. Attendance list 
end. 

KENNEDY, J.E, QA Branch. 83/10/21. ALTMAN, B. QA Branch. 3pp. 
28648; 248. 


— 8501290422 Forwards two draft monographs, containing concepts intended 
to be part of congressional rept, for informal advice prior 
to next draft. 

ANKRUM, G.T. QA Branch. 83/11/01. DORIAN, T. Office of the 
Executive Legal Director. 13pp. 28648:251. 


—8501290434 Advises that NRC soliciting proposals for RFP RS-OIE-84-155 
entitled, "QA Congressional Study. " Proposal should address 
content requirements set forth in body of solicitation. 

W/o end. 

MORTON, K. V. Technical Assistance Contracts Branch. 83/11/08. 
Affiliation Not Assigned. Ip. 28648:266. 


— 8501290443 Forwards tentative schedule for ACRS Subcommittee on Quality 
it QA in Design it Const 831206 meeting in Washington, DC to 
discuss activities for assuring quality in design it const of 
nuclear power plants. 

FISCHER, D. ACRS - Advisory Committee on Reactor Safeguards. 

83/11/09. REMICK, F. ACRS - Advisory Committee on Reactor 
Safeguards. 2pp. 28648:267. 


— 8501290451 Forwards Rev 4 to draft "Working Paper 13. b. 1 - More 
Prescriptive Criteria, " for comment. Some licensee PSAR 
commitments made conditions of CP as method for improving 
enforcement program. 

PARTLOW, J. G. Division of QA, Safeguards 8e Insp Programs 
(830103-850212). 83/11/22. MATTSON, R. Division of Systems 

Integration (post 811005). 10pp. 26648:267. 


— 8501290457 Provides addl info on handling of Case Studies A & B as pari 
of response to Markey 831101 Itr re rev of Case Study C. 

Ltrs dtd 830802 transmitted case study working papers to two 
utils for inf 0 . No comments requested. 

ALTMAN, W.D. QA Branch. 83/12/01. QA Branch. Ip. 28648:279. 


— 8501290476 Forwards RFP entitled, "QA Congressional Study.” W/o end. 
ALTMAN, W. Director's Office, Office of Inspection and Enforcement. 
83/12/22. COHEN, K. Commissioners. Ip. 28648: 282. 


—8501290498 Comments on remaining chapters of Kist final rept re mgt 
analysis of NRC. 

BRACH, B. QA Branch. 84/02/14. ALTMAN, B. NRC - No Detailed 
Affiliation Given. 3pp. 28648:299. 


—8501290507 Forwards working copy of summary of ACRS Subcommittee on 
Quality Sc QA in Design Sc Const 831206 meeting in Washington, 

DC. Corrected version of minutes, incorp orating any comments, 
will be transmitted for certification of accuracy. 

FISCHER, D, ACRS - Advisory Committee on Reactor Safeguards. 
84/01/25. REMICK, F. ACRS - Advisory Committee on Reactor 
Safeguards. 2Bpp. 28648:302. 


— 8501290515 Summary of 831020 meeting re progress on sections of 
congressional rept. Draft paper will be acceptable w/few 
minor changes. Meeting scheduled by ACRS on 831206 to discuss 
QA research it Reg Guide 1. 28. Related info end. 

ALTMAN, W. D. QA Branch. 83/10/31. BAKER, E. T. , BRACH, E. W. , 

DELLON, R.E. NRC - No Detailed Affiliation Given. 6pp. 28648:330. 
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8501300090 Appeals denial of FQIA request for SECY 83-263.281,299,305* 
306 ?< 307. 

JORDAN, W. S. Harmon, Weiss & Jordan. 83/12/28. CHILK, S. J. Office 
of the Secretary of the Commission. 3pp. 28684:026. 24X 

Fiche; 50-289, 83/12/28, 8501300090. 


8501300112 FOIA request 
programs. 

SHOLLY, S. C. Union of 
FELTON, J. M. Division 


for all documentation 

Concerned Scientists, 
of Rules and Records. 


re listed research 

FIN B-07S3. 84/03/30. 

2pp. 28665:126. 


8501300100 Responds to appeal re denial for FOIA request for 
SECY 83-268,281,299,305,306 S< 307. Documents withheld (ref 
FOIA Exemption 5). SECY 83-305,306 & 307 transcripts 
available in PDR. 

CHILK, S. J. Office of the Secretary of the Commission. 84/07/06. 
JORDAN, W.S. Harmon, Weiss & Jordan. 4pp. 28684:029. 24X 

Fiche: 50-289, 84/07/06, 8501300100. 


8501300102 FOIA request for documents re changes or proposed changes in 
ownership 8e/or mgt, plans or proposals to resume const & 
financial condition of owners of facilities. 

CURRAN, D. Harmon, Weiss & Jordan. CURRAN, D. New England Coalition 
on Nuclear Pollution. 84/06/28. FELTON, J. M. Division of Rules and 
Records. 2pp. 28681:001. 24X Fiche; 50-443. 84/06/28, 8501300102. 


8501300107 Further response to FOIA request for documents re Caseload 
Forecast Panel site visits between 830901 & 840405. Forwards 
documents listed on App A. Documents listed on App E withheld 
in entirety <ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/07/09. PARSHLEY, P. C. 

Donaldson, Lufkin Sc Jenrette. 4pp. 28675:223. 24X 

Fiche; 50-440, 84/07/09, 8501300107. 


— 8501300116 Agenda of Caseload Forecast Team 840306 site meeting w/ 
Cleveland Electric Illuminating Co, Ohio Edison, Toledo 
Edison, State of OH Ofc of Consumers Counsil Sc others to 
discuss const Sc preoperational testing schedule. 

* NRC - No Detailed Affiliation Given. 84/03/06. NRC - No 
Detailed Affiliation Given. 141pp. 28675:227. 24X 

Fiche: 50-440, 84/07/09, 8501300107. 


8501300113 FOIA request for documents concerning Agreement State status 
for State of SD Sc records re licensing of low level radwaste 
disposal facility. 

PAY.D. Technical Information Project. 84/06/29. Office of 
Administration. 2pp. 28673:001. 


8501300124 Final response to FOIA request for documents concerning 
Agreement State status for State of SD Sc records re 
licensing of low level radwaste disposal f ac i 1 ity. Documents 
listed in Apps A Sc B end. 

FELTON. J. M. Division of Rules and Records. 84/08/09. PAY, D. 
Technical Information Project. 6pp. 28673:003. 


— B501300134 Ack receipt of descriptive matls re proposed State of SD-AEC 
agreement for control of certain radiation sources. Comments 
will be withheld until advised re legal implications. 

CARL, C. E. South Dakota, State of. 60/07/27. WOODRUFF, N. H. 

Atomic Energy Commission. Ip. 28673:009. 


— 8501300147 Discusses administrative Sc legal process required for state 
to assume regulatory responsibilities for control of 
byproduct Sc source matls Sc SNM. AEC prepared to undertake 
negotiations re regulatory responsibilities. 

GRAHAM, J.S. Atomic Energy Commission. 61/03/17. GUBBRUD, A. 

South Dakota, State of. 2pp. 28673:010. 


— 8501300160 Discusses visit w/State of SD officials re plans for 
radiological health program. 

VADEN.J. Atomic Energy Commission. 63/01/22. MORGAN, G. W. Atomic 
Energy Commission. 3pp. 28673:012. 


8501300108 Partial response to FOIA request for documents re changes or 
proposed changes in ownership 8</or mgt, plans or proposals 
to resume const & financial condition of owners of facility. 

Forwards documents listed on App A. 

FELTON, J.M. Division of Rules and Records. 84/08/01. CURRAN, D. 
Harmon, Weiss 8c Jordan. 3pp. 28681:003. a4X Fiche: 50-443, 84/08/01, 
8501300108. 


— 8404160222 Submits draft integrated design insp rept comments. Other 
concerns identified in rept will be reported in SSER. Areas 
of concern include separation criteria & RHR sys compliance 
w/IEEE Std 279-1971 8c 10CFR50, App A. 

EISENHUT, D. G. Division of Licensing. 84/03/19. GRACE, J. N. 
Division of QA, Safeguards 8e Insp Programs (830103-850212). Ip. 
28683:128. 24X Fich e: 50-443, 84/08/01, 8501300108. 


— 8404260455 Recommends that NRR inform ASLB of issuance of end third 
integrated design insp. Rept will be withheld from further 
distribution for 10-25 days pending licensee review of 
proprietary info in rept. W/o end. 

GRACE, J.N. Division of QA, Safeguards 8c Insp Programs 
(830103-850212). 84/04/11. MURLEY, T. E. Region 1, Office of 

Director. 2pp. 28684:024. 24X Fiche : 50-443, 84/08/01, 8501300108. 


— 8405170306 Forwards insp rept for third integrated design insp. 
Development 8c implementation of program of integrated design 
insp, one of staff QA initiatives, described in SECY 82-352. 

W/O end. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/05/02. PALLADINO Commissioners. 2pp. 28683: 129. 24X 

Fiche: 50-443, 84/08/01. 8501300108. 


— 8501300118 Submits responses to potential integrated design insp 
findings for structural disciplines listed on Attachment A. 

Item reviewed 8c accepted by NRC, per 840120 telcon. 

KALAWADIA, K. M. United Engineers 8« Constructors, Inc. (subs, of 
Raytheon Co.). 84/01/20. SHEWMAKER.R. (Dffice of Nuclear Reactor 

Regulation, Director. 250pp. 28681:006. 24X 

Fiche: 50-443, 84/08/01, 8501300108. 


— 8501300129 Requests comments on integrated design insp. Handwritten 
notes 8c Drafts 2 Sc 3 of facility integrated design insp 
repts end. 

SHEWMAKER.R. NRC - No Detailed Affiliation Given. 84/01/24. 
HARSTEAD, LIPINSKI NRC - No Detailed Affiliation Given, 250pp. 
28681: 297. 24X Fiche; 50-443, 84/08/01, 8501300108. 


— 8501300140 Forwards draft facility integrated design insp rept for 
comment. Content should not be discussed w/anyone other than 
team members,, « , 

WENZINGER, E. C. NRC - No Detailed Affiliation Given. 84/02/16. 
NRC - No Detailed Affiliation Given. 85pp. 28682:242. 24X 

Fiche; 50-‘^43> 84/08/01, 8501300108. 


— 8501300165 Requests meeting during wk of 631021 between J Vaden, 

CE Carl & V Hueleven re plans concerning development of 
radiation protection program. 

MORGAN.G. w. Atomic Energy Commission. 63/10/11. CARL.C. E. South 
Dakota, State of. Ip. 28673:015. 


— 8501300173 Summarizes 631016 telcon w/C Carl of State of SD re possible 
visit 8c views of Governor of SD concerning enabling 
legislation for radiation control program. 

VADEN, J. Atomic Energy Commission. 63/10/17. MORGAN, G. W. Atomic 
Energy Commission. Ip. 28673:016. 


— 8501300182 Requests copies of legislation delegating regulatory power 
to AEC, criteria for agreements between states 8c AEC 8t 
suggested Radiation Control Act for review of legal 
implications of transfer of regulatory authority. 

CARL,C. E. South Dakota, State of. 63/10/14. MORGAN, G. W. Atomic 
Energy Commission, 2pp. 28673:017. 


— 8501300169 Forwards matl requested for discussions w/Atty General of SD 
re transfer of regulatory responsibilities from AEC. 

MORGAN, G. W. Atomic Energy Commission. 63/10/29. CARL, C. E. South 
Dakota, State of. Ip. 26673:019. 


— 8501300199 Summary of 640622 meeting w/State of SD in Pierre. SD re 
whether enabling legislation required to enter into 
agreement w/AEC. 

VADEN, J. D. Atomic Energy Commission, 64/06/26. Atomic Energy 
Commission. 2pp. 28673:020. 


— 8501300205 Forwards 640723 opinion re control of radiation hazards 
from atomic energy. W/o end. 

DIRKS, A. E. South Dakota. State of. 64/11/04, EASON, C.F. Atomic 
Energy Commission. Ip. 28673:022. 

— 8501300211 Requests 640723 opinion re possible agreement between State 
of SD 8c AEC under Section 274 of Atomic Energy Act of 1954. 

EASON, C. F. Atomic Energy Commission. 64/10/30. FARRAR, F. L. 

South Dakota, State of. Ip. 28673:023. 


— 8501300220 Forwards Natl Assn of Attys General resolution on transfer 
of regulatory responsibilities from AEC to states Sc outlines 
basis for such transfer. W/o end. 

EASON, C.F. Atomic Energy Commission. 65/03/18. FARRAR, F. L. 

South Dakota, State of, 2pp. 28673:024. 


— 8501300229 Summary of 650427 meeting w/State of SD in Pierre. SD re 
State of SD health regulations requiring registration of all 
radiation emitting machines. 

WALKER, D. I, Atomic Energy Commi ssion, 65/04/27. Atomic Energy 
Commission. 3pp. 28673:026. 
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-S501300241 Requests details on current AEC licensee in State of SD/ 
sponsorship of training by AEC & matl describing status of 
state-AEC agreements in other states. 

KURVINK, D. e. South Dakota, State of. 65/10/19. MORGAN, O. W. 
Atomic Energy Commission. Ip. 28673: 029. 


— 8501300251 Discusses agreement w/AEC to control certain radioactive 
sources. 

MORGAN, G. W. Atomic Energy Commission. 65/10/28. KURVINK, D. G. 
South Dakota, State of. 2pp. 28673:030. 


— 8501300268 Discusses possible development of legislation to provide for 
establishment of agreement between State of SD & AEC. Initial 
draft of amend & copy of existing law end. 

KURVINK, D. G. South Dakota, State of, 65/10/26. MORGAN, G. W. 

Atomic Energy Commission. 10pp. 28673:032. 


— 8501300278 Advises of completion of review of proposed draft 
legi slation designed to provide for agreement w/AEC for 
control of certain radioactive matls. Definition required for 
"sources of ionizing radiation. " 

MORGAN, G- W. Atomic Energy Commission. 65/11/22. KURVINK, D. G. 
South Dakota, State of. Ip. 28673:042. 


—8501300317 Advises that State of SD Senate Bill 165, "Radiation 
Exposures," died in Senate, per 660223 Commerce Clearing 
House rept on final disposition of bills. 

VADEN, J. D. Atomic Energy Commission. 66/03/02. Atomic Energy 
Commission. Ip. 28673:048. 


— 8501300324 Forwards state Senate Bill 162, recently passed by State of 
SD legislature. Bill contains enabling provisions for signing 
agreement w/AEC for regulation of certain radioactive matls. 

KURVINK, D.G. South Dakota, State of. 67/03/17. MORGAN, G. W. 

Atomic Energy Commission. Ip. 28673; 049. 


— 8501300333 Informs of availability for consultation re development of 
program transferring regulatory authority from AEC to State 
of SD under Section 274 of Atomic Energy Act, 

PRICE,E.R. Atomic Energy Commission. 67/05/31. VAN HEUVELEN, G. 
South Dakota, State of. Ip. 28673:050. 


— 8501300345 Summarizes 670710 discussion w/Natl Ctr for Radiological 
Health re status of State of SD radiation program. 

MORGAN, G. W. Atomic Energy Commission. 67/07/10. Atomic Energy 
Commission. Ip. 28673:051. 


— 8501300361 Ack receipt of 670629 Itr re investigation of measures 
required to develop program for regulating matls per 
agreement w/AEC. State radiation protection programs continue 
to be eligible for block grant funds. 

PRICE, E.R. Atomic Energy Commission. 67/07/18. VAN HEUVELEN, G. 
South Dakota, State of. Ip. 28673:052. 


—-8501300368 Forwards info for reviewing radiation control program 8< 
formulating plans. 

MORGAN, G.W. Atomic Energy Commission. 67/08/28. KURVINK. D. G. 
South Dakota, State of. Ip. 28673:053. 


— 8501300378 Requests meeting on 670915 to discuss details of state 
consultation St training assistance programs & plans for 
assumption of regulatory responsibility through agreement 
w/AEC. 

MORGAN. G.W. Atomic Energy Commission. 67/08/16. VAN HEUVELEN, G. 
South Dakota, State of, Ip. 28673:054. 


—8501300386 Responds to 670816 Itr re planned visit to State of SD, 
Meeting on 670915 to discuss agreement w/AEC for regulation 
of certain nuclear matls confirmed, 

KURVINK, D. G. South Dakota, State of. 67/08/22. MORGAN, G. W. 
Atomic Energy Commission. Ip. 28673:055, 


— 8501300394 Advipes that legislation for State of SD transmitted on 
670328 to JP Murray. Legislation adequate to form basis for 
agreement. 

MORGAN,G, W. Atomic Energy Commission. 67/08/28. Atomic Energy 
Commission. Ip. 28673:056. 


— 8501300400 Summary of 670915 meeting w/State of SD in Pierre, SD re 
status, problems plans re radiological health program. 

MChRGAN, G. W, Atomic Energy Commission. 67/09/28. Atomic Energy 
Commission. 3pp. 28673:057. 


— 850130d40S kequiests ipfo rp qurent licenses issued St dates of last two 
AEC insps of licensees. 

KAiRVim,i®. G, South I^ State of. IV-B 68/10/26. MORGAN, W. 

Atomic Energy Commission. Ip. 28673:060, 


• 8501300420 Follows up 681126 request for info re AEC licensees in State 
of SD. Requested info pertinent, per consultation w/governor 
re future arrangements w/AEC on control of radioactive matl 
within State of SD. 

KURVINK. D.G. South Dakota, State of. IV-B. 69/01/13. MORGAN, W. 
Atomic Energy Commission. Ip. 28673:061. 


— 8501300432 Forwards info requested in 681126 Itr & advises of 
willingness to participate in meeting to advise on state 
program requirements for agreement w/AEC. 

VADEN, J. D. Atomic Energy Commission. 69/01/16. KURVINK, D. G. 
South Dakota, State of. Ip. 28673:062. 


— 8501300443 Summarizes conversation w/DG Kurvink of State of SD at 
690324-26 meetings on federal-state relations in 
Montgomery , AL. Enabl ing legislation Sc personnel recruitment 
for radiological health program discussed. 

MORGAN, G. W. Atomic Energy Commission. 69/04/14. Atomic Energy 
Commission. Ip. 28673:063. 


— 8501300459 Summarizes discussion w/DG Kurvink at 700426-29 conference 
in Palm Beach, FL on radiation control. Discussion of 
agreement program suggested after G van Heuvelen 
replacement. 

MORGAN, 6. W. Atomic Energy Commission. 70/05/15. Atomic Energy 
Commission. Ip. 28673:064. 


— 8501300469 Requests listing of AEC licensees in State of SD St summary 
of insps since 690115 for use in consideration of agreement 
w/AEC. 

KURVINK, D.G. South Dakota, State of. IV-B, 70/12/16. VADEN, J. D. 
Atomic Energy Commission. Ip. 28673:065. 


— 8501300476 Forwards list of AEC licensees in State of SD St insps 
conducted during 690115-710101 & Section 274 of Atomic 
Energy Act. W/o end. 

PRICE,E.R. Atomic Energy Commission. 71/01/12. KURV1NK,D.G. 
South Dakota, State of. 2pp. 28673:066. 


— 8501300482 Responds to Itr containing copy of legislation & info re 
agreements between AEC & states on licensing St regulation of 
nuclear matls. Doubt expressed that program could be 
instituted to suppl existing program w/o federal funds. 

KNEIP,R. F. South Dakota, State of. 71/06/23. SEABORG, G. T. 
Atomic Energy Commission. 2pp. 28673:068. 


— 8501300501 Discusses background info re State of SD radiation program. 
MORGAN, G. W. Atomic Energy Commission. 71/09/27. Atomic Energy 
Commission. Ip. 28673:070. 


— 8501300514 Summary of meeting w/Governor Kanipe St health officials of 
State of SD re agreement program w/AEC. 

MORGAN, G. W. Atomic Energy Commission. 71/09/28, Atomic Energy 
Commission. Ip. 28673:071, 


— 8501300520 Forwards listed background 8t ref matls re state agreements 
program. 

DDDA, R. J. State Liaison Office. 81/11/12. NELSON, J. South 
Dakota, State of. Ip. 28673:072. 


— 8501300523 Forwards draft "Guidance on Limited State Agreements for 
Regulation of Low Level Radwaste Disposal" & requests 
comments by S20514. 

KERR, 6. W. Office of State Programs, Director. 82/04/20. 

BEIRNE, H. D. Alaska, State of. 31pp. 28673:073. 


— 8501300536 Forwards revised version of 820420 "Guidance on Limited 
State Agreements for Regulation of Low Level Radwaste 
Disposal, " for use by states desiring to enter into 
agreements w/NRC concerning low level radwaste regulation. 

KERR, G.W. Office of State Programs, Director. 82/06/11. 

Alaska, State of. 19pp. 28673: 104. 


— 8501300541 Responds to 830913 Itr requesting review of State of SD 
radiation control laws. Provisions of law do not adequately 
address low level radwaste disposal. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
83/10/11. SMITH, J. South Dakota, State of. 6pp. 28673:123, 


— 8501300550 Submits comments concerning review of proposed State of SD 
legislation re low level radwaste. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/01/09. SMITH, J. South Dakota, State of. 2pp, 28673:129. 

— 8501300554 Informs of progress made by s:^||tep in assuming radiation 
control responsibilities from federal govt, Assistance to 
State of SD offered. 

* Atomic Energy Commission. 63/01/23, OUBBARD, A. South Dakota, 
State of. Ip, 28673: 131. 
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S501300125 Final response to FOIA request for documents re const 
appraisal team insp conducted in 1983 w/exception of final 
insp rept & documents available per previous requests. 

Forwards list of documents maintained by Region V. 

FELTQNi J. M. Division of Rules and Records. 84/07/23. BELL* N. 
Nuclear Information & Resource Service. 15pp. 28675-207 24X 

Fiche: 50-460> 84/07/23, 8501300125. 


-8201210400 Advises that 811027 proposed review schedule for facility 
probabilistic safety study will be delayed due to util 
inability to meet w/NRC before 820111. 

ERNST, M. L. Assistant Director for Technology Review. 82/01/04. 

NOVAK, T. M. Assistant Director for Operating Reactors. 10pp. 

28667: 311. 24X Fiche: 50-000, 84/08/09, 8501300158. 


8501300128 FOIA request ^or documents containing environ monitoring 
data from active U mills regulated since 1978 & "Summary of 
Tailings Slurry Release 1972-1977," prepared by Teknekron. 

HAYES, T.G. Virginia, Commonwealth of,. 84/05/22. NRC - No 
Detailed Affiliation Given. Ip. 28675:205. 


8501300133 FOIA request for index to entire file of facility. 
RESSLER,M. E. Affiliation Not Assigned. 84/07/11, FELTON, J. M. 
Division of Rules and Records. Ip. 28675:203. 24X 

Fiche: 50-410, 84/07/11, 8501300133. 


8501300136 Responds to FOIA request for documents containing environ 
monitoring data from active U mills since 1978 & "Summary of 
Tailings Slurry Release 1972-1977," prepared by Teknekron. 
Documents will be forwarded by NRC Denver ofc. 

FELTON, J. M. Division of Rules and Records. 84/07/23. HAYES, T. G 
Virginia, Commonwealth of,. ip, 28675:206. 


8501300143 Responds to FOIA request for documents available at FDR 
since Sept 1978 on fac ility. Forwards requested printout. Ul/o 
end. 

FELTON, J. M. Division of Rules and Records. 84/07/23. RESSLER, M E 
Affiliation Not Assigned. ip. 28675:204. 24X Fiche: 50-410, 

84/07/23, 8501300143. 


8501300150 Further response to FOIA request for two categories of 
documents re views of Ofc of General Counsel as to whether 
NRC lawyers participating in NRC adjudications may advise 
Commissioners on same ad judications. SECY-82-221 in PDR. 

FELTON, J, M. Division of Rules and Records. 84/07/23. WEISS, E. R 
Harmon. Weiss & Jordan. Ip. 28675:201. 


B50130015S Partial response to FOIA request for documents re listed 
FIN files. Forwards documents listed in App A & App B. 

Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. FIN B-0783. 84/08/09. 

SHOLLY, 9. C. Union of Concerned Scientists. 11pp. 28665:128. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


8110230021 Comments on plan for review of facility probabilistic safety 
study. Div of Sys Integration wishes to cover areas 
paralleling subj matter of NURE0-0B50. 

MATTSON, R. J, Division of Systems Integration (pre 811005). 

81/10/09. MURLEY, T. Division of Safety Technology. 3pp. 

28667; 321. 24X Fiche: 50-000, 84/08/09, 8501300158 


— 8201220121 Forwards Itr to util specifying individuals to serve as 
points of contact for technical questions that may arise 
during review of facility probabilistic safety study. W/o 
end. 

NOVAK, T. M. Assistant Director for Operating Reactors. 81/12/29. 
SPEIS, T. Assistant Director for Reactor Safety. ERNST, M.L. 
Assistant Director for Technology Review. Ip. 28667:347. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8201250098 Confirms discussions re Mechanical Engineering Branch revi 
Sc evaluation of Section 3.1.7 of probabilistic safety study, 

"Vessel Failure Mechanism." Initial comments due 820115. 

SHERON, B. W. Reactor Systems Branch. 82/01/06. BOSNAK, R. J. 
Mechanical Engineering Branch. 2pp. 28666:208. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8201300026 Responds to 811209 request for review of LASL it Sandia Lab 
analyses re containment structure failure pressures. Repts 
end. 

SCHAUER.F. P. Structural Engineering Branch. 82/01/11. MAZETIS, G. 

Reactor Systems Branch. 10pp. 28666: 180. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8201300216 Comments on proposed vessel failure mechanism, per facility 
probabilistic study Section 3.1.7. Addl info requested to 
ensure validity of assumptions used in scenario postulations 
it mathematical formulations. 

BOSNAK, R.J. Mechanical Engineering Branch. 82/01/12. SHERON, B. W. 

Reactor Systems Branch. 18pp. 28666: 190. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8202120109 Requests that comments re probabilistic safety study be 
forwarded to Reliability it Risk Assessment Branch by 820215. 
HANAUER, S. H. Division of Safety Technology. 82/01/26. 
VOLLMER.R. H. Division of Engineering. MATTSON. R. Division of 
Systems Integration <post 811005). Bpp. 28667:351. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8202240016 Informs that facility probabilistic risk assessment (PRA) 
review is continuing w/completion scheduled for Aug-Sept 
1982. Meeting should be held 820205 to discuss approaches to 
be followed to satisfy PRA requirements. 

NOVAK, T. M. Assistant Director for Operating Reactors. 82/02/02. 
KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering 
CPre 830201). SPEIS. T. , ERNST, M. NRC - No Detailed Affiliation 
Given. 3pp. 28667:308. 24X Fiche: 50-000, 84/08/09. 8501300158. 


8110280382 Discusses interest in reviewing portions of facility risk 
study dealing w/accident source terms & consequence 
calculations, in response to 810918 memo. 

HOUSTON, R.W. Accident Evaluation Branch. 81/10/02, THADANI.A. 
Reliability it Risk Assessment Branch. Ip, 28668:143. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8111060003 Describes proposed review plan for probabilistic safety 
study. Top review priority is to identify & review success/ 
failure criteria in each technical area. Incorporates 
recommendations of Mattson 811019 memo. 

MURLEY, T. Division of Safety Technology. 81/10/27. EISENHUT, D. G. 

Division of Licensing. MATTSON, R. Division of Systems 
Integration (post 811005). VOLLMER.R. Division of Engineering. 
9pp. 28667: 297. 24X Fiche: 50-000, 84/08/09, 8501300158. 


‘8111300144 Req[uests listed’ info re facility site emergency planning for 
use in confirmatory risk calculations, to perform review of 
consequence calculations p^Tesented in risk study. 

HOUSTON, R.W. AcCJdejnt Bviiuation Branch. 81/10/30. GRIMES, B. 
Division of Emargency Prepartdness (Pre 830103). 3pp. 28668:144. 

24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8201050386 Describes schedule, interdiv it interofc interfaces, manpower 
needs it general approach ror Zion probabilistic risk 
assessment review, Indian Point hearing & Zion/Indian Point 
final rept. 

MEYER, J. F. Reactor Systems Branch. 81/12/15. SPEIS, T. P. 

Assistant Directc^r for Reactor Safety. 3pp. 28668:147. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8201130375 Forwards agenda for 820113-15 meeting w/util to resolve 
technical questions raised during review of facility 
probabilistic safety study. 

NOVAK, T. M. Assistant blre;Ptbr fpr Operating Reactors. 81/12/22. 
KLOPP, G. T. Commonwealtb EMbdn Do. Ip. 28667:348. 24X 

Fiche: 50-000, 84/08/09, 8501^01 58. 


— 8202240026 Forwards BNL review results of Zion probabilistic safety 
study to be considered in review efforts at Sandia Labs. 
THADANI,A. C. Reliability it Risk Assessment Branch. 82/02/03, 
ERNST, M. Division of Safety Technology. 2pp. 28666:210. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8202240028 Forwards results of review of Zion probabilistic safety 
study, internal it external events. 

BARI, R. A. Droykhaven National Laboratory. 82/01/22. THADANI,A, C. 

Reliability it Risk Assessment Branch. 48pp. 26666:234. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


—8203020094 Forwards MARCH computer code calculations re wafer 
availability in cavity below reactor vessel. 

CARTER, J.L. Reactor Systems Branch. 82/02/11. MEYER, J F. 
Reactor Systems Branch. 30pp. 28666:292, 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8203100076 Forwards review comments on probabilistic safety study 
per 811104 request, 

REGAN,W.H. Siting Analysis Branch. 82/02/19. THADANI,A. C, 
Reliability it Risk Assessment Branch. 4pp. 28667:361. 24X 

Fiche : 50-000, 84/08/09, 8501300158. 

—8203110459 Submits Beta containment failure mode parametrics 
calculations w/MARCH computer codes per 820107 suggestions. 
Figures 1-16,31,46 it 61 shewing effect of containment break 
size on progress of accident end. 

CARTER, J. L. Reactor Systems Branch, 82/02/26. MEYER, J. F. 
Reactor Systems Branch, TOpp. , S2S667: Q8^ 24X 

Fiche: 50-QOQ, B4/t)8/p9» ^bl3O0i^. 


—8203110503 Documents statement that draft raview rept 
820501. Statement made at 820205 meeting re facility 
probabilistic risk a ssessment. TE Murley 811027 w'emf 
describes review it schedule. 

THADAN1,A. Reliability it Risk Assessment Branch- 
VARGA, S. Operating Reactors Branch 1. Bpp. ^6 
Fiche: 50-000, 84/08/09, 8501300158. 
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— 8203220032 Notification of ACRS subcommittee 820326 meeting to discuss 
concerns re facility probablistic risk assessment. 

CHANEYiD. A. Operating Reactors Branch 1. 82/03/08. NOVAK. T. M. 
Assistant Director for Operating Reactors. Ip. 28668:003. 24X 
Fiche: 50-000.84/08/09. 8501300158. 


— 8204010015 Requests evaluation of Section 6. site consequence analysis 
of Zion probabilistic safety study (ZPSS) by 820421 to meet 
preliminary draft revieu 820503 publication. Questions uill 
be addressed during 820322 meeting. 

SPEIS, T. P. Assistant Director for Reactor Safety. 82/03/19. 
HOUSTON. R.W. Assistant Director for Radiation Protection. Ip. 
28668:154. 24X Fiche: 50-000. 84/08/09. 8501300158. 


— 8204070030 Responds to 820319 memo. Results of revieui of probabilistic 
safety study Section 6. site consequence analysis, should be 
filed by 820428. Results of revieui of Section 5. core melt 
accident source terms. mill be coordinated. 

HOUSTDN.R. W. Assistant Director for Radiation Protection. 

82/03/25. SPEIS. T.P. Assistant Director for Reactor Safety. Ip. 
28668: 155. 24X Fiche: 50-000. 84/08/09. 8501300158. 


— 8207060057 Forwards Accident Evaluation Branch critique of plant 
probabilistic safety study. 

HOUSTON. R. W. Assistant Director for Radiation Protection. 
82/06/23. ERNST. M. Assistant Director for Technology Revieui. 
28pp. 28668: 115. 24X Fiche: 50-000. 84/08/09. 8501300158. 


— B3041S070S Discusses delay in PRA review schedule. Four wks allowed for 
development of div recommendations revieui. Schedule end. 

THADANI.A. C, Reliability 8« Risk Assessment Branch. 83/04/11. 

SPEIS. T. P. Division of Safety Technology. 3pp. 28668:032. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


— 8305170633 Forwards Sandia 830505 trip rept. listing facility evaluation 
milestones. Deliverab les outlined. W/o end. 

MEYER. J. F. Reactor Systems Branch. 83/05/09. HULMAN. L. 6. 

Accident Evaluation Branch. 3pp. 28668:048. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


‘8307110166 Forwards draft rept for SSMRP seismic risk analysis of Zion 
for comments by 830715. W/o end. 

OUZY.D. Mechanical/Structural Engineering Branch. 83/06/22. 
Mechanical/Structural Engineering Branch. 1pp. 28668:233. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


— 8308090048 Forwards draft BNL review of Zion Probabilistic Safety 
Study, Vol II <NURE0/CR-3300). Vol I transmitted to NRC on 
830718. Comments requested by 830812. 

SHERON. B. W. Reactor Systems Branch. 83/07/20. VAROA, S. A. 
Operating Reactors Branch 1. Ip. 28670:307. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8308150493 Requests comments on draft NUREe/CR-3300 Vol II re plant 
probabilistic safety study evaluation. by 830822. Draft 
NUREG end. 

MATTSON, R.J. Division of Systems Integration (post 811005). 
83/08/02. EISENHUT. D. G. Division of Licensing. 2pp. 28670:300. 
24X Fiche: 50-000. 84/08/09. 9501300158. 


8308160031 Forwards Auxiliary Sys ?< Power Sys Branch comments h. 
recommendations re SANL probabilistic safety pump study. Only 
one component cooling water pump necessary. Core melt 
frequencies should be appropriately adjusted. 

RUBENSTEIN. L. S. Assistant Director for Core & Plant Systems. 
83/08/11. MATTSON. R. J. Division of Systems Integration (post 
811005). 6pp. 28670:310. 24X Fiche: 50-000. 84/08/09. 8501300158. 


— 8308250269 Forwards branch comments on Vol 2 to NUREG/CR-3300, "Review 
S* Evaluation of Zion Probab ilistic Safety Study. " 

HULMAN. L. G. Accident Evaluation Branch, 83/08/16. SHERON. B. 
Reactor Systems Branch. 3pp. 28670:316. 24X 

Fiche: 50-000. 84/08/09. 8501300158. 


— 8308300802 Forwards comments on BNL probabilistic safety study. Vol II 
(NUREG/CR-3300). Review of Vol I not yet complete. Vol I 
errors which affect Vol II will be passed along to R Barrett 
or J Meyer. 

SPEIS.T.P. Division of Safety Technology. 83/08/22. MATTSON. R. J. 

Division of Systems Integration (post 811005). 6pp. 28670:319. 
24X Fiche: 50-000,84/08/09. 8501300158. 


—8309060460 Advises of util request for addl time to review & respond to 
differences between NUREG/CR-3300, Vol s I & II & facility 
probabilistic safety study list of dominant sequences & 
frequencies. Util request reasonable. 

ROWSDME. F. Assistant Director for Technology Review. 83/08/26. 
LAINAS. G. C. Assistant Director for Operating Reactors. 2pp. 
28670:325. 24X Fiche: 50-000. 84/08/09. 8501300158, 


S309280532 Reviews Sandia Natl Labs evaluation of Zion probabilistic 
safety study (NUREG/CR-3300) . Eval uat ion appears reasonably 
comprehensive. Discrepancy noted in component cooling water 
faults. 

ERNST. M.L. Division of Risk Analysis $« Operations (post 840429). 
83/09/16, SPEIS.T.P. Division of Safety Technology. MATTSON, R. J. 

Division of Systems Integration (post 811005). 2pp. 28670:327 
24X Fiche: 50-000. 84/08/09. 8501300158. 


— 8311140240 Evaluates feed & bleed assumption & RCS behavior upon loss 
of component cooling water (CCW) as listed in Sandia "Revieui 
of Zion Probabilistic Safety Study Eva luat ion. Vol I." Loss 
of CCW less significant than portrayed by Sandia. 

SHERON. B. Reactor Systems Branch. 83/11/03. THADANI.A. 

Reliability & Risk Assessment Branch. 14pp. 28670:338. 24X 

Fiche: 50-000. 84/08/09. 8501300158, 


— 8311140423 Ack receipt of 831018 Itr re plans for conducting 
long-term pumping test to collect data concerning hydraulics 
of groundwater sys in Lisbon Mill vicinity. Rept describing 
pumping test & presenting results requested. 

PETTENGILL. H. J. Uranium Recovery Field Office. 83/10/27. 
PATTI SDN. R. S. Rio Algom Corp. 9pp. 21182:360. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


8312220066 Forwards draft NRR comments & comments from parties to 
Indian Point special inquiry on board recommendation. finding 
conclusion re shutdown order it emergency preparedness. 

ROWSOME.F. H. Assistant Director for Technology Review. 

S1-466-03SP. 83/12/14. MOORE. J. Office of the Executive Legal 

Director. EISENHUT. D. G. Division of Licensing. MATTSON. R. J. 
Division of Systems Integration (post 811005), 100pp. 28670:352. 

24X Fiche: 50-000. 84/08/09. 8501300158. 


8501300207 Forwards NRR technical assistance project. "Insights Into 
PRA Methodologies - I." for concurrence. Related info end. 

GRENIER.B. L. Technical Support Branch. FIN B-0783. 83/05/10. 

HAYES. M. Office of Nuclear Regulatory Research. Director. 

MUIR, A. P. Director's Office. Office of Inspection and Enforcement. 
EVANS. J. Office of Nuclear Material Safety & Safeguards. Dir ector. 
17pp. 28665:139. 


—8501300210 Project St budget proposal for NRC work; "Insight Into PRA 
Methodologies - 1. " 

ULRIKSON, G. Science Applications. Inc. FIN B-0783. 83/08/09. 

8pp. 28665; 156. 


—8501300215 Project & budget proposal for NRC work: "Insight Into PRA 
Methodologies - I. " 

ULRIKSON. 0. Science Applications, Inc. FIN B-0783-3. 83/11/08. 

app. 28665; 164. 


■8501300222 Forwards accepted std order for DOE work. Science 
Applications, Inc will conduct project through 831231. 

BIBB, W. R. Energy, Dept. of. FIN B-0783. 20-83-491. 83/09/15. 

SPEIS.T.P. Division of Safety Technology. Ip. 28665:172. 


6501300226 Std order for DOE work: "Insights Into PRA Methodologies - 
I." issued to Science Applications. Inc. 

SPEIS.T.P. Division of Safety Technology. BIBB. W. R. Science 
Applications. Inc. FIN B-07S3-3. 20-83-491, 83/05/27. 16pp. 
28665: 173. 


•8501300235 Forwards std order for DOE work, per Section IIZ.B.2 of DOE/ 
NRC 780224 MOU. Requests proposal containing info from NRC 
Form 189 within 60 days. 

SPEIS.T.P. Division of Safety Technology. FIN B-07a3. 83/05/27. 

HART. R, J. Energy. Dept. of. 3pp. 28665:189. 


— 8501300257 Informs that DOE work order. "Insights Into PRA 

Methodologies." will expire 831231. Requests that appropriate 
paperwork for extending of closing out project be completed. 
GRENIER.B. L. Technical Support Branch, 83/12/03. ISRAEL. S. NRC 
- No Detailed Affiliation Given. 2pp, 28665:192. 


■8501300263 Forwards std order for DOE work: "Insights Into PRA 
Methodologies." per Section II. B. 2 of DOE/NRC 780224 MOU. 

SPEIS.T.P. Division of Safety Technology. FIN B-07B3. 83/12/09. 

LAGRDNE. J. Energy, Dept. of. Ip. 28665:194. 


— 8501300279 Forwards accepted std order for DOE work. Science 
Applications. Inc will conduct project through 840326, 

BIBB.W. R. Energy, Dept. of. FIN 8^0783. 20-83-132. 84/01/04. 

SPEIS.T.P. Division of Safety Technology. Ip. 28665:195, 

— 8501300285 Std order for DOE work: 'Mnsights Into PRA Methodologies - 
I. " issued to ORNL. 

SPEIS.T.P. Division of Safety TeehtfQ logy.. BIBB. U. R. Energy, 

Dept. of. FIN B-07S3-4. 20-83-132. 83/12/29. 2pp. 28665:196, 



NONDOCKETED ITEMS 


463 


— SS0130O411 Forwards executed std order for DOE work to be performed by 
BNL. 

OOEKAiG. J. Energy, Dept. of. FIN A-3726. 34/01/23. DANDOIS, D. B 

Division of Accounting & Finance. Ip. 28665:268. 


— 8501300422 Std order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation <LCO) Outage Times, " 
issued to BNL. 

SPEIS, T. P. Division of Safety Technology. SC MUELLER, D. 
Brookhaven National Laboratory. FIN A--3726-4. 20-84-142. 

84/01/06. 3pp. 28665:269. 


— 8501300430 "Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Fires, " monthly highlights for May 1983. 
PAPAZOGLOU, I. Brookhaven National Laboratory. FIN A— 3726. 
83/05/31. FRAHM,R. , WEINKHAM, E. A. NRC - No Detailed Affiliation 
Given. Ip. 28665:271. 


— 8501300447 "Probabilistic Evaluation of Limiting Conditions of 
Operation Outage Times," monthly highlights for June 1983. 

KATO, W. Y. , PAPAZOGLOU, I. Brookhaven National Laboratory. FIN 
A-3726. 83/07/15. FRAHM, R. Reliability & Risk Assessment Branch. 

MEINKAM, E. A. NRC - No Detailed Affiliation Given. 2pp. 

28665: 272. 


— 8501300455 "Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Times, " monthly highlights for Aug 1983. 
PAPAZOGLOU, I. Brookhaven National Laboratory. FIN A-3726. 
83/08/31. FRAHM.R. . WEINKAM, E. A. NRC - No Detailed Affiliation 
Given. Ip. 28665:274. 


— 8501300460 "Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Times," monthly highlights for Jul 
1983. 

PAPAZOGLOU, I, A. Brookhaven National Laboratory. FIN A-3726. 
83/07/31. FRAHM,R. , WEINKAM, E. A. NRC - No Detailed Affiliation 
Given. Ip. 28665:275. 


— 8501300462 "Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Times," monthly highlights for Sept 
1983. 

PAPAZOGLOU, I. A. Brookhaven National Laboratory. FIN A-3726, 
83/09/30, FRAHM, R., WEINKAM, E. A. NRC - No Detailed Affiliation 
Given. Ip. 28665:276. 


— 8501300472 “Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Times, " monthly highlights for Oct 1983. 

KATO, W. Y. , PAPAZOGLOU, I. A. Brookhaven National Laboratory. FIN 
A-3726. 83/11/17. FRAHM, R. Reliability & Risk Assessment Branch. 

WEINKAM, E. A. NRC - No Detailed Affiliation Given. 2pp. 

28665: 277. 


— 8501300477 "Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Times," monthly highlights for Nov 1983. 

KATO, W. Y. , PAPAZOGLOU, I. A. Brookhaven National Laboratory. FIN 
A-3726. 83/12/16. FRAHM, R. Reliability & Risk Assessment Branch. 

WEINKAM, E. A. NRC - No Detailed Affiliation Given. 2pp. 

28665: 279. 


— 8501300485 "Probabilistic Evaluation of Limiting Conditions of 
Operation of Outage Times," monthly highlights for Dec 1983. 
Related info end. 

KATO, W. Y. , PAPAZOGLOU, I. A. Brookhaven National Laboratory, FIN 
A-3726. 84/01/16. FRAHM, R. Reliability & Risk Assessment Branch. 

WEINKAMiE. A. NRC - No Detailed Affiliation Given. 3pp. 

28665: 281. 


— 8501300491 Informs of 800507-08 meetings in Ch i cago, IL. Requests that 
meeting agenda be revised to reflect postulated core melt 
acci dent, particulary containment sys response. Related info 
end. 

PEOPLES, D.L. Commonwealth Edison Co. 80/04/21. NRC - No 
Detailed Affiliation Given. 12pp. 28665:284. 


— 8501300500 Forwards near-site 60 day study reflecting state-of-the-art 
analysis. Capacity evaluations scheduled for completion in 
June -Jul 1980. 

PEOPLES,D. L. Commonwealth Edison Co. 4097A. 80/05/28. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 
28665:296. 24X Fic he: 50-000, 84/08/09, 8501300158. 


—8501300507 Forwards sketch of equipment hatch. Discusses effects of 
reinforcement of equipment hatch on containment failure 
pressure per 800617 meeting. Related info end. 

WALKER, T.J. NRC - No Detailed Affiliation Given. 80/06/20. 

MEYER, J. F. Office of Nuclear Reactor Regulation, Director. 4ipp. 
28665:301. 24X Fic he: 50-000, 84/08/09, 8501300158. 


— 8501300294 Notification of extension of contract date to 840630 to 
provide adequate NRC review of draft rept & to allow 
contractor time to make mods. Related info encl. 

ISRAEL. S. Reliability & Risk Assessment Branch. FIN B-0783. 
84/02/08. Reliability & Risk Assessment Branch. 12pp. 

28665; 198. 


— 8501300302 Forwards std order for DOE work: "Probabilistic Evaluation 
of Limiting Conditions of Operation Outage Times. " Statement 
of work due within 60 days to J Veillette of NRR. 

SPEIS, T.P. Division of Safety Technology. FIN A-3726. 83/05/10. 

OGEKA. G. J. Energy, Dept. of. 3pp. 28665:210. 


— 8501300312 Forwards executed std order for DOE work, to be performed by 
BNL. 

OGEKA, G.J. Energy, Dept. of. FIN A-3726. 20-83-427. 83/05/25. 

DANDOIS, D. B. Division of Accounting 8c Finance. Ip. 28665:213. 


— 8501300319 Std order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation <LCO) Outage Times," 
issued to BNL. 

SPEIS, T.P. Division of Safety Technology. SCHWELLER, D. 
Brookhaven National Laboratory. FIN A-3726-3. 20-83-427. 

83/05/26. 13pp, 28665:214. 


-8501300330 Project Sc budget proposal for NRC work: "Probabilistic 
Evaluation of Limiting Conditions of Operation (LCD) 

Outage Times. " 

KATO, W. Y. , KOUTS, H. J. , PAPAZOGLOU, I. Brookhaven National 
Laboratory. FIN A-3726. 83/06/15. FRAHM, R. , WEINKAM, E. A. 

Reliability Sc Risk Assessment Branch. 14pp. 28665:227. 


-8501300337 Forwards executed std order for DOE work to be performed by 
BNL. 

OGEKA, G.J. Energy, Dept. of. FIN A-3726. 20-83-597. 83/08/08. 

DANDOIS, D. B. Division of Accounting Sc Finance. Ip, 28665:241. 


—8501300351 Btd order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation (LCO) Outage Times, " 
issued to BNL. 

SPEIS,T.P. Division of Safety Technology. OGEKA, G. J. Brookhaven 
National Laboratory. FIN A-3726-3. 20-83-597. 83/07/26. 2pp. 

28665: 242. 


— 8501300360 Forwards std order for DOE work: "Probabilistic Evaluation 
of Limiting Conditions of Operation (LCO) Outage Times. " 

SPEIS, T.P. Division of Safety Technology. FIN A-3726. 83/07/27. 

OGEKA, G.J. Energy, Dept. of. 2pp. 28665:244. 


-8501300369 Notifies that DOE work order, "Probabilistic Evaluation of 
Limiting Conditions of Operations Outage Times," will expire 
on 831031. Requests that appropriate paperwork to extend or 
modify contract be submitted. 

GRENIER, B.L. Technical Support Branch. FIN A-3726. 83/10/04. 

FRAHM, M. NRC - No Detailed Affiliation Given. 5pp. 28665:246. 


— 8501300377 Forwards std order for DDE work, "Probabilistic Evaluation 
of Limiting Conditions of Operation (LCO) Outage Times," 
modifying 830615 proposal. Requests that revised form be 
submitted within 30 days to J Veillette. 

SPEIS, T.P. Division of Safety Technology. FIN A-3726. 83/10/20. 

OGEKA, G.J. Energy, Dept. of. 2pp. 28665:251. 


— 8501300385 Std order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation (LCO) Outage Times, " 
issued to BNL. 

SPEIS, T. P. Division of Safety Technology. OGEKA, G. J. Brookhaven 
National Laboratory. FIN A-3726-4. 20-84-014. 83/10/20. 4pp. 

28665; 253. 


— 8501300391 Forwards executed std order for DOE work to be performed by 
BNL. 

OGEKA, G. J. Energy, Dept. of. FIN A-3726. 20-84-014. 83/11/02. 

DANDOIS, D.B. Division of Accounting & Finance. Ip, 28665:257. 


— 8501300399 Project fc budget proposal for NRC work: "Probabilistic 
Evaluation of Limiting Conditions of Operation (LCO) 

Outage Times. " 

KOUTS, H. J. , KATO, W. Y. , PAPAZOGLOU, I. Brookhaven National 
Laboratory. FIN A-3726. 83/11/17. FRAHM, R. , WEINKAM, E. A. 

Reliability Ik Risk Assessment Branch. 9pp. 26665:258. 


— 8501300407 Notifies that DOE work order will expire 831222. Requests 
appropriate paperwork for extending or completing 
project within 30 day s. Equipment purchased under or 
transferred to project should be returned to C Paugh. 

GRENIER, B.L. Technical Support Branch. FIN A-3726. 83/11/21. 

FRAHM, M. NRC - No Detailed Affiliation Given. Ip, 28665:267, 
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— 8501300512 Submits assessment of licensee participation in severe 
accident mitigation feature of Zion/Indian Point study* per 
technology exchange meetings held to date. Related info end. 
EISENHUT* D. 0. Division of Licensing. 80/05/28. PEOPLES, D. L. 
Commonwealth Edison Co. 10pp. 28665:342. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300522 Forwards table summarizing recommendations re conditional 
probabilities of various containment modes for selected 
accident sequences. Other accidents considered important not 
yet analyzed. Related info end. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 81/12/15. 

MEYER, J.F. Reactor Systems Branch. 19pp. 28665. 352. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300529 Forwards first pass of facility probabilistic safety study, 
including comments. Related info end. 

SWANS0N,0.0. Applied Science Associates. Inc. 82/01/08. MEYER, J. 

NRC - No Detailed Affiliation Given. 150pp. 28666:009. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300534 Submits marked-up draft facility PRA & NUREG-OS50 review. 
BERMAN, M. Sandia National Laboratories. 82/01/10. MEYER. J. F. 

NRC - No Detailed Affiliation Given. 14pp. 28666:166. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300563 Comments on Sections 3 & 4 of Zion probabilistic safety 
study. Related info end. 

THEOFANOUS, T. Purdue Univ. , West Lafayette, IN. 82/01/14. 

MEYER, J.M. NRC - No Detailed Affiliation Given. 8pp. 28666:212. 
24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300567 Forwards Table 1 re sections of PRA that were reviewed. 
Provides second pass comments for continuing review of 
probabilistic safety study. Summari zes concerns from 
820112-13 meetings. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3392. 82/01/22. 

MEYER,»J. F. Reactor Systems Branch. 14pp. 28666:220. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300594 Updates review of probabilistic safety study. Damage state 
frequencies, c ontainment matrix & site matrices used to 
generate point estimates for internal 8, internal plus 
external events end. 

PRATT, W.T. Brookhaven National Laboratory. FIN A-3712, 83/06/07. 

MEYER, J.F. Reactor Systems Branch. 65pp. 28668:051. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300598 Forwards PRA rept to use for inquiries from outside agency. 
Requests list of personnel requiring specific portions or 
full set of rept. W/o end. 

NOVAK, T.M. NRC - No Detailed Affiliation Given. 81/09/18. 

VOLLMER, R. , MATTSON, R. , HANAUER, S. NRC - No Detailed Affiliation 
Given. 2pp. 28667:339. 24X Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300600 Requests comments on how detailed PRA review should be Sc 
specific areas that should receive special attention. 

Comments due by 811002. 

THADANIjA. Reliability & Risk Assessment Branch. 81/09/18. 

SPEIS, T. , HOUSTON, W., ROWSOME, F. NRC - No Detailed Affiliation 
Given. 6pp. 28667:341. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300605 Forwards summary of contents from NUREG-0850 8t 
organ! zational charts for facility hearings & review of 
probabilistic safety study. Review of safety study will be 
compared w/NUREG-0850. 

MATTSDN,R. J, Division of Systems Integration (post 811005). 
81/10/09. MURELY. T. Division of Safety Technology. EISENHUT, D. 
Division of Licensing. 4pp. 28668:150, 24X Fiche: 50-000, 

84/08/09, 8501300158. 


— 8501300607 Summary of 820205 meeting re refining goals for PRA review. 
Advises that preliminary rept will be submitted by 820212 it 
that specific evaluation will be provided in Apr or May. 

CHANEY, D. A. Operating Reactors Branch 1. 82/02/16. NOVAK, T. M. 

Assistant Director for Licensing. 2pp. 28667:359. 24X 

Fiche: 50-000,84/08/09, 8501300158. 


—8501300611 Forwards second pass review of probabilistic safety study. 
Util answers at 820128-29 meetings in Bethesda,MD 
unsatisfactory. 

SWANSON, D. G. Applied Science Associates, Inc. 82/02/04. MEYER, J. 

NRC - No Detailed Affiliation Given. 10pp. 28666:282. 24X 

Fiche; 50-000, 84/08/09. 8501300158. 


'8501:300614 Submits list of remaining milestones & expected completion 
dates as discussed at 820208 meeting necessary to produce 
draft rept by 820501, 

NEWBERRY, S. Reliability it Risk Assessment Branch. 82/02/12. 

MEYER, J, Reactor Systems Branch. Ip. 28668: 004. 24X 

Fiche; 50-000, 84/08/09. 850 1 300 158. 


— 8501300615 Provides second round comments re PRA, per 820114 Itr. Related 
info end. 

THEOFANOUS, T, G. Purdue Univ. , West Lafayette, IN. THEOFANOUS, T, 6. 

ACRS - Advisory Committee on Reactor Safeguards. 82/02/12. 

MEYER, J. Reactor Systems Branch. 39pp, 28666:325. 24X 

Fiche: 50-000, 84/08/09, 850 1 300 1 58. 


■S501300616 Requests input re Section 6 of facility probabilistic safety 
study by 820421 for 820503 publication. ACRS Subcommittee on 
Cla5s-9 Accident will meet on 820326 to formulate questions 
for util. 

SPEIS, T. P. Assistant Director for Reactor Safety, 82/03/18. 

HOUSTON, R.W. Assistant Director for Radiation Protection. Ip. 

28668; 156. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300619 Forwards revised plant damage state frequencies from SANL. 
Advises that more formal findings & complete rept will be 
ready next wk, 

NEWBERRY, S. Reliability it Risk Assessment Branch. 82/03/01. 

MEYER, J. Reactor Systems Branch, 3pp. 28668:005. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300621 Discusses 800521 meeting on CORRAL & CRAC interface. Advises 
that S Acharya will furnish CRAC results re listed cases by 
800630. 

FENSTERMACHER Reactor Systems Branch. 84/08/09. SPEIS, T. P. 

Reactor Systems Branch. Ip. 28668: 157. 


— 8501300622 Forwards BNL comments re probabilistic safety study. Comments 
will be considered in 820801 final review. 

ERNST, M. Assistant Director for Technology Review. 82/02/19. 

FRALEY, R. F. ACRS - Advisory Committee on Reactor Safeguards. Ip. 
28667:003. 24X Fiche: 50-000. 84/08/09, 8501300158. 


— 8501300626 Advises that licensee has not responded to BOOlll request 
for meteorological data. Requests that info be furnished in 
timely manner. 

SPEIS. T.P. Reactor Systems Branch. 84/08/09. VARGA, S. Operating 
Reactors Branch 1. Ip. 28668:158. 24X Fiche: 50-000, 84/08/09, 

8501300158. 


— 6501300628 ’‘Severe Accident Progression Analysis Radionuclide Release 
Assessment, Consequence Analysis Sc Risk Assessment Summary," 
quarterly progress repts for 821215-830315. 

PRATT. W.T. Brookhaven National Laboratory. FIN A-37H. 83/03/31. 

MEYER, J.F. Reactor Systems Branch. 22pp. 28668:010. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300632 Forwards BNL draft review re probabilistic study, satisfying 
milestone for Task I. a per SER 189 re core-melt accidents. 

Rept does not include UCLA, Purdue or ASA reviews. 

PRATT, W.T. Brookhaven National Laboratory. 82/07/21. MEYER, J. F. 
Reactor Systems Branch. 73pp. 26668: 159. 24X 

Fiche: 50-000, 84/08/09. 8501300158. 


— 8501300635 Forwards revised Table 3 from 820217 Itr. Table provides 
consistent conditional probabilities. 

PRATT, W.T. Brookhaven National Laboratory. 82/03/02. MEYER, J. F. 
Reactor Systems Branch. 18pp. 28667; 161. 24X 

Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300640 Submits daily highlight. On 820225, hinge pieces discovered in 
plenum area of steam generator IB. Licensee will investigate 
presence of foreign objects in primary cooling sys. Region 
III following investigation. 

WICGINTON, D. Operating Reactors Branch 1. 82/03/02. DENTON, H. R. , 

CASE.E. , EISENHUT, D. NRC - No Detailed Affiliation Given. 6pp. 
28667: 179. 24X Fiche: 50-000, 84/08/09, 850X300158, 


— 8501300643 Forwards "Hydrogen Combustion Degraded Core Accidents in PWR 
Ice Condenser Containment, " by JW Yang 9( WT Pratt 
"Electric Cable Insulation Ignition During Potential Nuclear 
Containment Hydrogen Burns. " 

PRATT, W. T. Brookhaven National Laboratory. 02/03/04. MEYER, J. F. 
Reactor Systems Branch. 10pp. 28667: 185. 


— 8501300647 Forwards tables for continuing review of Zion probabilistic 
safety study. Submits summary of tables satisfying fourth 
milestone for Task 1.9, per SER 189 re estimated core-mflt 
accidents. 

PRATT,W.T. Brookhaven National Laboratory. FIN A-3392. 82/03/15. 

MEYER, J.F. Reactor Systems Branch. 21pp. 28667:195. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


— 8501300656 Draft "Application of Seismic Safety Mar| inf Research 
Program Methodology to Seismic Risk at Zion Nuclear Power 
Plant. " . 

BOHN, M. P. , SHIEH. L. C. , WELLS, J. E. Lawrence Livermore Nertional 
Laboratory. 83/05/02. NRC - No Detailed Affiliation (Jiven. 
953pp. 28668:234. 24X Fiche: 50-000, 84/08/09, 85013OOi5B. 
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—8501300659 Forwards slide re acute fatality risk curve & meeting agenda 
to discuss current status of review. Advises of 820325-26 
meetings w/ACRS Subcommittee on Reliability & Probabilistic 
Assessment Sc util. Related info end. 

THADANr>A. Reliability Sc Risk Assessment Branch. 82/03/25. 

ERNST* M. Assistant Director for Technology Review, 75pp. 

28667; 216. 24X Fiche: 50-000* 84/08/09* 8501300158. 


—8501300667 Forwards draft NUREG/CR-3300* "Review Sc Evaluation of Zion 
Probabilistic Safety Study* Vol 1 . Conta inment Sc Site 
Consequence Analysis." Rept satisfies Milestone IV. B. 2 per 
SER 189 re core melt accidents. 

PRATT* W.T. Brookhaven National Laboratory, FIN A-3712. 83/07/18. 

MEYER* J. F. Reactor Systems Branch. 600pp. 28670:003. 24X 

Fiche: 50-000* 84/08/09* 8501300158. 


— 8501300672 Forwards PRA review schedule* rough chart depicting 
various interfaces for review & listed issues on sys 
analysis re disciplines in NRR. 

THADANI*A. C, Reliability St Risk Assessment Branch. 82/04/26. 
HANAUER* S. H. Division of Safety Technology. VARGA* S. A. Operating 
Reactors Branch 1. 4pp. 28667:293. 24X Fiche: 50-000* 84/08/09* 

8501300158. 


8501300171 Appeals denial of FOIA request for documents re EE Kent 
allegations. No response received to 840514 FOIA request. NRC 
failure to voluntarily notify of completion of investigation 
considered unacceptable treatment of EE Kent. 

GARDE, B. Government Accountability Project. 84/05/30. DIRCKS* W. 
Office of the Executive Director for Operations, Ip. 28673: 132. 
24X Fiche: 50-206*84/05/30*8501300171. 


8501300174 Responds to FOIA request for all documents between & among 
Commissioners Sc staff from 821201 to present re TMI Unit 1 
restart proceed ings. Documents listed on app withheld (ref 
FOIA Exemption 5). 

FELTON* J.M. Division of Rules and Records. 84/07/24. WEISS, E. R. 
Union of Concerned Scientists. 3pp. 28675:197. 24X 

Fiche: 50-289* 84/07/24* 8501300174. 


6501300196 FOIA request for info re EE Kent allegations concerning 
San Onofre *< Midland nuclear power plants. Waiver of fees 
requested. Response requested within 10 days. 

GARDE, B. P. Government Accountability Project. 84/05/13. Office 
of Administration. 2pp. 28673:133. 24X Fiche: 50-000. 84/05/ 13* 

8501300196. 


6501300198 FOIA request for all minutes* notes* tape recordings* handouts* 
viewgraphs or other matl of 840619 meeting in Bethesda.MD 
re plant— specif ic responses for hydrogen control at 
facility. Waiver of 75% of fee requested. 

HIATT, S.L. Ohio Citizens for Responsible Energy. 84/06/20. 

FELTON* J. M. Division of Rules and Records. Ip. 28684:066. 24X 

Fiche: 50-440* 84/06/20* 8501300198. 


8501300249 Responds to FOIA request for info re EE Kent allegations Sc 
forwards documents listed in Attachment A, Identities of 
non-NRC investigators withheld (ref FOIA Exemptions 6 Sc 7c). 
Documents in Attachment B withheld (ref FOIA Exemption 5). 

CHILK* S. J. Office of the Secretary of the Commission. 84/07/12, 
GARDE* B. Government Accountability Project. 4pp. 26673:135. 24X 

Fiche: 50-000* 84/07/12* 8501300249. 


— 8403280321 Ac k receipt of 840207 Itr expressing concern that regional 
ofes do not understand NRC destruction of documents 
supporting insp findings policy requesting policy info. 

Policy contained in IE Manual Chapter 0610* availab le in PDR. 

REHM* T, A. Office of the Executive Director for Operations. 

84/03/12. GARDE* B. F. Government Accountability Project. 2pp. 
28673:352. 24X Fich e: 50-000* 84/07/12* 8501300249. 


—8501300287 Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performaince procedural St 
administrative in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation, 

MESSENGER* G. H. Office of inspector Sc Auditor. 84/04/04. 

PALLADZNO* GILINSKY* ROBERTS Commissioners. 3pp. 28673:139. 24X 

Fiche: 50-000* 84/07/12* 8501300249, 

— 8501300363 Rept of investigation, "OIA Review of GAP Complaint re NRC 
Treatment of EE Kent. " Case summary Sc record of 840508 
telcon end. 

PUGLIA, A. B.* BOWERS* H.* MESSENGER* G. H; Office of Inspector Sc 
Auditor. 84/04/03. 206pp. 28673:142. 24X, Fiche: 50-000* 84/07/12* 

8501300249. 


— 8501300380 Discusses 8403.12 Itr to B Garde. Ofc of Inspector Sc Auditor 
not notified prior to itr committing, to’ rept in 1 month. 

Attempt will be made to meet 1 -month commitment. 

MESSENGER. 0. Office of Inspector Aud itor. 84/03/15. REHM, T. 

NRC - No Detailed Affilietiqn Giyen. Ip. 28673:351. 24X 

Fiche; 50-000, 84/07/12* 8501300249; ■ 


— 8501300392 Discusses review of Case File 83-82 re investigation of 
Region V insp of EE Kent allegations concerning welding 
flaws. Plans for travel Sc interviews noted. Rept anticipated 
by 840210. 

PUGLIA* A. B. Office of Inspector 8c Auditor. 83/12/21. 

MESSENGER. G. H. Office of Inspector 8c Auditor. Ip. 28673:359. 
24X Fiche; 50-000* 84/07/12* 8501300249, 


—8501300405 Discusses review of File 93-82 on EE Kent allegations 
re Region V 8c San Onofre. Assistance may be necessary for 
investigation 8c response to FOIA request. 

MCKENNA, P. Office of Inspector 8c Auditor. 83/10/17. MESSENGER, G. 

Office of Inspector 8c Auditor. 2pp. 28673:360. 24X 

Fiche: 50-000* 84/07/12* 8501300249. 


•8501300417 Notifies that 830620 Itr on behalf of EE Kent referred to 
Ofc of Inspector 8c Aud itor. Concerns will be reviewed to 
determine if further action appropriate. 

CUMMINGS* J. U. Office of Inspector 8c Auditor. 83/09/22. 

GARDE* B. P. Government Accountability Project, Ip. 28673:362. 

24X Fiche: 50-000* 84/07/12* 8501300249. 


•8501300424 Requests handling of allegations in GAP 830620 Itr according 
to established procedures. GAP should be notified that ofc 
will take appropriate action. 

PALLADINO* N. J. Commissioners. 83/09/12. CUMMINGS, J. J. Office of 
Inspector 8c Auditor. 2pp. 28674:001. 24X Fiche: 50-000* 84/07/12* 

8501300249. 


-8501300433 Recommends that EDO Sc Director* Ofc of Investigation respond 
to allegations in GAP Itr re welding flaws. Review of 
responses will determine if further inquiry warranted. 

CUMMINGS* J. J. Office of Inspector 8c Auditor. 83/07/01. PALLADINO 
Commissioners. 2pp. 28674:003. 24X Fiche; 50-000* 84/07/12* 

8501300249. 


— 8403280321 Ack receipt of 840207 Itr expressing concern that regional 
ofes do not understand NRC destruction of documents 
supporting insp findings policy 8c requesting policy info. 

Policy contained in IE Manual Chapter 0610* available in PDR. 

REHM* T. A. Office of the Executive Director for Operations. 
84/03/12. GARDE, B. P. Government Accountability Project. 2pp. 
28673: 352. 24X Fiche: 50-000, 84/07/12, 8501300249. 


— 8501300287 Forwards review of GAP complaint re NRC treatment of 
EE Kent. Inadequacies in Region V performance procedural 8c 
administrative in nature. Efforts demonstrate NRC commitment 
to thorough technical investigation. 

MESSENGER* C. H. Office of Inspector 8c Auditor. 84/04/04. 

PALLADINO* GILINSKY, ROBERTS Commissioners. 3pp. 28673:139. 24X 

Fiche: 50-000* 84/07/12* 8501300249, 


— 8501300363 Rept of investigation* "OIA Review of GAP Complaint re NRC 
Treatment of EE Kent. " Case summary St record of 840508 
telcon end, 

PUGLIA, A. B., BOWERS* H.* MESSENGER* 0, H. Office of Inspector 8c 
Auditor, 84/04/03. 206pp. 28673:142. 24X Fiche: 50-000. 84/07/12* 

8501300249. 


—8501300380 Discusses 840312 Itr to B Garde, Ofc of Inspector 8< Auditor 
not notified prior to Itr committing to rept in 1 month. 

Attempt will be made to meet 1-month commitment. 

MESSENGER* G. Office of Inspector 8c Auditor. 84/03/15. REHM, T, 

NRC - No Detailed Affiliation Given. Ip. 28673:351. 24X 

Fiche: 50-000* 84/07/12* 8501300249. 


— 6501300392 Discusses review of Case File 83-82 re investigation of 
Region V insp of EE Kent allegations concerning welding 
flaws. Plans for travel 8c interviews noted. Rept anticipated 
by 840210. 

PUGLIA* A. B. Office of Inspector 8c Auditor. 83/12/21. 

MESSENGER* G. H. Office of Inspector 8c Auditor. Ip. 28673:359. 
24X Fiche: 50-000,84/07/12*8501300249. 


— 8501300405 Discusses review of File 83-82 on EE Kent allegations 
re Region V 8c San Onofre. Assistance may be necessary for 
investigation 8c response to FOIA request. 

MCKENNA.P. Office of Inspector Sc Auditor. 83/10/17, MESSENGER* 0. 

Office of Inspector Sc Auditor. 2pp. 28673:360, BAX 
Fic h e : 50-000 * 84/07/ 1 2* 8501 300249. 


— 8501300417 Notififs that 830620 Itr pn behalf of EE Kent referred to 
Ofc of Inspector 8c Auditor. Ooncerns will be reviewed to 
determine if further action appropriate, 

CUMMINGS, J. J. Offics of Inspector 8c Auditor. 83/09/22. 

GARDE* B. P, Government Accountability Fro ject. Ip. 28673:362. 

24X Flchd:''dp-^0.* ;84/0'7/i2/8'SO13©0249 


— 8501300424 Requests handling of allegations in GAP 830620 Itr according 
to established procedures. GAP should be notified that ofc 
will take appropriate action. 

PALLADINO, N. J. Commissioners. a3t/09/t2; (JUMMINCS* J. J. Office off 
Inspector 8c Auditor. 2pp, 28674:001. 24X Fiche: 50— 000* 84/07/12* 

8901300249. 
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— 8501300433 Recommends that EDO & Director. Ofc of Investigation respona 
to allegations in GAP Itr re welding flaws. Review of 
responses will determine if further inquiry warranted. 

CUMMINGS. J. J. Office of Inspector & Auditor. 83/07/01. PALLADINL- 
Commissioners. 2pp. 28674:003. 24X Fiche: 50-000. 84/07/12. 

8501300249. 


8501300255 Responds to FDIA request for copy of tape recording of 
840619 meeting. Tape end. "Proceedings of Second Inti 
Conference on Impact of Hydrogen on Water Reactor Safety" 
also end. W/o end. 

TOMS. N. L. NRC - No Detailed Affiliation Given. 84/07/24. 

HIATT. S.L. Ohio Citizens for Responsible Energy. Ip. 28684:067. 
24X Fiche: 50-440. 84/07/24. 8501300255. 


8501300269 FOIA request for copies of 11 specific documents, indud ing 
ROs. LERs. insp repts & INPO repts. 

WILLIAMS. O. G. JRA Associates. 0GW-S4-036. 84/06/15. FELTON. J. M. 

Division of Rules and Records. 2pp. 28684:037. 24X 

Fiche: 50-000. 84/06/15, 8501300269. 


8501300292 Partial response to FOIA request for copies of 11 specified 
documents. Forwards App A documents. Documents also available 
in PDR, Clarification requested re incorrect citations. 

FELTON. J. M. Division of Rules and Records. 84/07/23. WILLIAMS. O. G. 
JRA Associates. 3pp. 28684:040. 


8501300296 FOIA request for nine categories of documents re radwaste 
disposal it control plans it training it qualification 
procedures for radwaste officers. 

SCHLEIFSTEIN. M. Times-P icay une. La Place. LA. 84/05/17. NRC - No 
Detailed Affiliation Given. 2pp. 28674:336. 24X 

Fiche: 50-416. 84/05/17, 8501300296. 


8501300304 Responds to FOIA request for nine categories of documents re 
facility. Documents listed on App A available in PDR. Forwards 
documents on App B. 

FELTON. J.M. Division of Rules and Records. 84/07/09. 

SCHLEIFSTEIN. M. Times-Picay une. La Place, LA, 4pp. 28674:338. 24X 

Fiche: 50-416. 84/07/09, 8501300304. 


— 8501300322 Forwards suppl to Sept 1983 monthly operating rept. Provides 
detailed descriptions & effects of major changes to radwaste 
treatment sys. Attachment update to changes reported in Mar 
1983 operating rept. 

DALE.L. F. Mississippi Power & Light Co. AECM-83/0696. 83/11/03. 

DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement, 2pp. 28674:342. 24X Fiche: 50-416. 84/07/09. 

8501300304, 


— 8501300331 Suppl to monthly operating rept for Sept 1983. 

* Mississippi Power it Light Co. AECM-83/0696. 83/09/30. 9pp. 

28674: 344. 24X Fiche: 50-416, 84/07/09. 8501300304. 


— 8501300349 Advises that radwaste operator qualification cards completed 
840221. Review disclosed that methods used were inadequate. 

Rev to procedure governing operator training & qualification 
implemented. Related info end, 

MCGAUGHY. J. P. Mississippi Power it Light Co. AECM-84/0249. 

84/05/09, O'REILLY, J. P. Region 2. Office of Director. 8pp. 

28674: 353. 24X Fiche: 50-416, 84/07/09. 8501300304. 


— 8501300364 Forwards rev to State of MS NPDES Permit MS0029521 for 
review. Rev combines Outfalls 007-009 it adds Outfall 016. 

DALE. L. F. Mississippi Power it Light Co. AECM-84/0287. 84/05/14. 

O'REILLY. J. P. Region 2, Office of Director. 23pp. 28674:361. 

24X Fiche: 50-416,84/07/09, 8501300304. 


8501300314 Final response to FDIA request for two categories of 
documents re plant performance clauses imposed by state 
regulatory agencies. Documents listed on app available in 
PDR. 

FELTON, J.M. Division of Rules and Records. 84/08/01, BELL, N. 
Nuclear Information it Resource Service. 2pp, 28675:022. 24X 

Fiche: 50-206, 84/08/01, 8501300314. 


— 83Q6030436 Requests meeting on 830512 to discuss stds of performance 
program for nuclear power plants. Questions re potential 
safety Sc regulatory implications in implemanting program 
listed for discussion. 

STOLLER, S, M. S. M. Stoller Corp, (subs, of Arthur D. Little, Inc, ). 

83/05/05, DXRCKS, W. J. Office of the Executive Director for 
Operations. 2pp: 28675:083. 24X Fiche: 50-206, 84/08/01, 

8501300314. 


8403150233 Discusses 840223 telcc^n w/wtil re hearings . scheduled for 
840227 on whether or not util thbuld be removed from rate 
base, based: on wlriiten testimony filed by D Fogarty on 
behalf of util before Public Util Commission. 

CRUTCHFIELD. D. Operating Reactors Branch 5, 84/03/05. 

M1RAGLIA>F. J. Assistant Director for Safety Assessment. 2pp. 
28675: 036, 24X Fiche: 50-206, 84/08/01. 8501300314, 


— 8501300320 Ack receipt of info re incentive regu lati on. Forwards 
transcript of 830916 public meeting re facility. 

PETERSEN. J. C. Assistant Director for State & Licensee Relations. 
83/10/31. CAVAGNARO. W. California. State of, Public Utilities 
Commission. 11pp. 28675:024. 24X Fiche; 50-362. 84/08/01. 

8501300314. 


— 8501300326 Summarizes 840131 telcon w/S Randhawa re status of NRC 
response to util proposed integrated living schedule it 
restart, 

CRUTCHFIELD. D. Operating Reactors Branch 5. LS05-84-02-001. 

84/02/01. MCKENNA. E. Operating Reactors Branch 5. Ip. 
28675:035. 24X Fiche; 50-206. 84/08/01, 8501300314. 


— 8501300338 Forwards rept on incentive regulation of nuclear 
generation facilities by state public util commissions. 

Programs reported specifically applicable to nuclear 
facilities. 

SALTZMAN. J. Assistant Director for State it Licensee Relations. 
84/01/27. ROWSOME. F. H. Division of Safety Technology, 42pp. 
28675: 038, 


— 8501300344 Discusses SM Stoller Itr to Dircks re stds of performance 
study. 

ROWSOME. F.H. Division of Safety Technology. 13107. 83/05/16. 

DENTON.H. R. Office of Nuclear Reactor Regulation, Director. 3pp. 
28675:080. 24X Fich e: 50-206. 84/08/01. 8501300314. 


8501210227 Discusses amend of Lixiscope registration sheet re 
distribution to general licensees. Device not acceptable for 
licensing per Section 31. 5(a). Lixi. Inc may petition for rule 
change per 10CFR2. 802. 

BAGGETT. S.L. Office of Nuclear Material Safety it 
Safeguards. Director. 13080. 82/12/17. HICKEY. J. Materials 

Licensing Branch. Ip. 28490:355. 


— 8501210235 Responds to 831006 Itr re use of Te-125m in Lixiscope. No 
problem w/use of Te-125m. but cannot authorize use of Te-125m 
in source capsules w/o amend request from manufacturer. For 
distribution to medical 1 icensees. further actions required. 
BAGGETT.S. L. Office of Nuclear Material Safety & 

Safeguards. Director. 83/10/31. HICKEY, J. Materials Licensing 
Branch. 2pp. 28490:356. 


— 8501210242 Responds to 830803 application for amend Sc 830913 renewal 
application for License 12-18215-01. Amend 9 issued on 831021 
covered training program. Requirements for Te-12Sm sources St 
case labeling discussed St addl info requested for renewal. 

HICKEY, J. W. Materials Licensing Branch. 15903. 83/11/14. 

SAVINI.R. J. LIXI, Inc. 2pp. 28490:358. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8501020317 Informs that proposed single failure proof mods to auxiliary 
bldg crane comply w/NUREG-0554 St NUREG-0612. App B. Mods 
acceptable. SER supporting mods end. 

ZWOLINSKI. J. A. Operating Reactors Branch 5. LS05-84- 12-024. 

84/12/31. KOBER. R. W. Rochester Gas St Electric Corp. 2pp. 

2B138: 333. 24X Fiche: 50-244. 84/12/31. 8501020317. 


8501030064 Submits info describing specific reviews performed to 
complete evaluation of head it internals handling fixture. 

Analysis concluded that all members St welds satisfied design 
safety factor criteria of ANSI N14. 6-1978. 

HUKIUL, H. D. General Public Utilities - GPU Service Corp. 
5211-84-2297, 84/12/21. ST0L2. J. F. Division of Licensing. 2pp. 

28163:047. 24X Fiche: 50-289, 84/12/21. 8501030064. 


85010301B3 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Shearon Harris Nuclear Power Plant Units 1 & 2, " draft 
technical evaluation rept. Telcon to resolve open items 
requested. 

KNIGHTON, G. W. Licensing Branch 3. 84/11/27. UTLEY. E. E. Carolina 

Power it Light Co. 3pp. 28208:001. 24X Fiche: 50-400, 84/11/27, 

8501030183. 


— 8408200117 "Control of Heavy Loads at Nuclear Power Plants, Shearon 
Harris Nuclear Power Plants. Units 1 & 2. " draft technical 
evaluation rept. 

SHABER.C. R. EGScG. Inc. FIN A-6457. 84/08/31. NRC - No 

Detailed Affiliation Given. 31pp, 28208:004. 24X 

Fiche: 50-400, 84/1 1 /27. 8501030183, 


8501020334 SER supporting proposed single failure proof mods to 
auxiliary bldg crane. 

* Office of Nuclear Reactor Regulation. Director. 84/12/31. 2pp. 
28138:335. 24X Fiche; 50-244. 84/12/31. 8501030317. 
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S501070531 Forwards draft App E & Chapter 3 to DRNL rept» "Pressurized 
Thermal Shock evaluation of HE Robinson Unit 2 Nuclear Power 
Plant*" for review Se comment. 

JOHNSON* C. NRC - No Detailed Affiliation Given. 84/12/17. WOODS* R 
NRC - No Detailed Affiliation Given. Ip. 28237:001. 24X 

Fiche; 50-261 * 84/12/17* 8501070531. 


— 8501070544 Draft App B* "Pressurized Thermal Shock <PTS) Initiating 
Event Frequency ?c Branch Probability Screening Estimates for 
HE Robinson Unit 2 Nuclear Power Station*" to "PTS 
Evaluation of HE Robinson Unit 2 Nuclear Power Plant. “ 

MINARICK* J. W. * AUSTIN*R.A. Science Applications, Inc. * Oak 
Ridge National Laboratory. 84/11/20. NRC - No Detailed 
Affiliation Given. 34pp. 28237:002. 24X Fi c he: 50-261 * 84/ 12/17* 

8501070531. 


— 8501070552 Draft Chapter 3* "Development of Overcooling Sequences for 
HE Robinson Unit 2 Nuclear Power Plant. " to "Pressurized 
Thermal Shock Evaluation of HE Robinson Unit 2 Nuclear 
Power Plant. " 

MASON, C.* MCBRIDE,A. Science Applications* Inc. SELBY. D. L. Oak 
Ridge National Laboratory. 84/11/21. NRC - No Detailed 
Affiliation Given. 117pp. 28237:036. 24X Fich e; 50-261* 84/12/17, 

8501070531. 


8501070558 Discusses Unresolved Safety Issue A-44 re station blackout 
in relation to NUREG/CR-3S40* "Cost Analysis for Potential 
Mods to Enhance Ability of Nuclear Plant to Endure Station 
Blackout. " 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
84/12/28. EDELMAN*M. R. Atomic Industrial Forum. 7pp. 28238:001. 


— 8412100467 Forwards comments on NUREG/CR-3S40* "Cost Analysis for 
Potential Mods to Enhance Ability of Nuclear Plant to 
Endure Station Blackout," for review prior to issuance of 
proposed requirements. 

EDELMAN*M.R. Atomic Industrial Forum. 84/11/30. DIRCKS* W. J. 
Office of the Executive Director for Operations. 4pp. 28238:008. 


8501070619 Forwards "Control of Heavy Loads* Beaver Valley Power Station 
Unit 1," based on review of 810623*820426 & 841009 responses 
to 801222 generic Itr on NUREG-0612. Guidelines in 
NUREG-0612, Section 5.1.1 satisfied. 

VARGA* S. A. Operating Reactors Branch 1. TAC 07972. 84/12/20. 

CAREY* J.J. Duquesne Light Co. 4pp. 28236:312. 24X 

Fiche: 50-334* 84/12/20, 8501070619. 


— 8412170469 TER-C55Q6-334 

"Control of Heavy Loads* Duquesne Light Co* Beaver Valley 
Power Station Unit 1* " technical evaluation rept. 

BOMBERGER* C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAC 07972. 84/11/27. SINGH* A. NRC - No Detailed 

Affiliation Given. 30pp. 28236:316. 24X Fi che: 50-334* 84/ 12/20, 

8501070619. 


8501100508 Approves NRR actions necessary to complete Generic Issue 
B-19* "Thermal-Hydraulic Stability," within approx 6 wks. 

End prioritization evaluation for issue will be 
incorporated into NUREG-0933. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 
85/01/04. BERNERO* R. M. Division of Systems Integration <post 
811005). 12pp. 28357:255. 


8501150082 Forwards addl info re safe loadpaths* testing of crane 
controls & special lifting devices in response to NRC 
830524 review of util response to NUREO-0612, "Control of 
Heavy Loads at Nuclear Power Plants. " 

WILLIAMS* J. W. Florida Power *< Light Co, L-S5-17. 85/01/10. 

MILLER* J.R. Operating Reactors Branch 3. 11pp. 28388:162. 24X 

Fiche: 50-335* 85/01/10, 8501150082. 


8501180035 Handwritten memo forwarding draft Chapter 5* "Pressurized 
Thermal Shock Evaluation of HB Robinson Unit 2 Nuclear Power 
Plant," re probabilistic fracture mechanics analysis of 
potential overcooling sequenc es. Comments due by 850121. 

JOHNSON* C. NRC - No Detailed Affiliation Given. 85/01/07. WOODS, R, 
NRC - No Detailed Affiliation Given. Ip. 28469:001. 24X 

Fiche: 50-261 * 85/01/07* 8501180035. 


— 8501180044 Draft Chapter 5* "Pressurized Thermal Shock Evaluation of 
HB Robinson Unit 2 Nuclear Power Plant," re probabilistic 
fracture mechanics analysis of potential overcooling 
sequences. 

CHEVERTON* R. D. * BALL* D. G. Oak Ridge National Laboratory. 

84/12/26. NRC - No Detailed Affiliation Given. 210pp. 

28469; 003. 24X Fiche: 50-261* 85/01/07* 8501180035. 


8501180422 Responds to FDIA request for all documents re NRC Policy 
Committee. Forwards App A documents. Documents also available 
in PDR. App B document withheld (ref FOIA Exemption 5), 

FELTON* J, M. Division of Rules and Records. 84/05/14. SHOLLY* S. C. 
Union of Concerned Scientists. 4pp. 28495:030, 


— S5011S0436 Speech entitled "NRC Plan to Resolve Unresolved Safety Issue 
on Shutdown DHR Requirements (Task A-45)*" presented at 
Swiss Federal Inst for Reactor Research 830425-29 meetings. 

MARCHESE* A. R. NRC - No Detailed Affiliation Given. 83/04/25. 

12pp. 28495:124. 


— 8501180440 Ack receipt of Rev 2 to draft task action plan for Task A-45 
re shutdown DHR requirements & lists detailed program plan 
discussed at 830607-15 meetings. Related info end, 

NICKELL* R. E. Electric Power Research Institute. 83/06/23. 

MORAN* D. H. Standardization & Special Projects Branch. 8pp, 

28495: 138. 


— 850118C4B1 Lists EPRI generic safety issues not applicable to design 
certification, consisting of A-49 re pressurized thermal 
shock* A-41 re long-term seismic program & A-37 re turbine 
missiles* in response to 830921 request. 

VOLLMER*R. H. Division of Engineering. 83/10/06. MIRAGLIA* F. 
Assistant Director for Safety Assessment. Ip. 28495: 185. 


850123C-251 Advises that replacement &/or mod of six lifting devices 
will be completed by 850915* in response to NRC Question 2. 1 
in order to achieve compliance w/NUREG-0612. 

DOMER*J. A. Tennessee Valley Authority. 85/01/16. ADENSAM* E. 
Licensing Branch 4. Ip. 28515:252. 24X Fiche: 50-390* 85/01/16* 

8501230251. 


8501230433 Responds to S01222 St 810203 requests for addl info re 
control of heavy loads* specifically* special lifting device 
insp program. Initial 10-yr program will begin in 1985. 

LEMPGES* T. E. Niagara Mohawk Power Corp. 85/01/18. VASSALLO* D. B. 
Operating Reactors Branch 2. Ip. 28511:055. 24X 

Fiche: 50-220* 85/01/18* 8501230433. 


8501230481 Requests addl drawings & procedures resulting from Dec 1984 
site visit re Task Action Plan A-45* "DHR. " 

MILLER. J.R. Operating Reactors Branch 3. 85/01/14. WILLIAMS* J. W. 

Florida Power & Light Co. Ip. 28537:001. 24X Fiche: 50-335* 

85/01/14* 8501230481. 


— 8412270324 Forwards request for info on Task Action Plan A~45 "DHR, " 
including plant drawings circled on end list & copy of 
emergency operating procedures for hurricane* tornado Sc 
external flooding. 

MCCANN* M. W. Jack R. Benjamin & Associates, Inc. 84/12/19. 

SELLS* D. E, NRC - No Detailed Affiliation Given. 30pp. 28537:002. 
24X Fiche; 50-335* 85/01/14. 8501230481. 


8501240006 Advises that 840530 updated info re flux reduction program 
acceptable. Evaluation end. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/04. ANDREWS* R. L. 

Omaha Public Power District. Ip. 28558:258. 24X 

Fiche: 50-285* 85/01/04* 8501240006. 


— 8501240008 Evaluation supporting flux reduction using low leakage fuel 
mgt schemes in order to comply w/NRC pressurized thermal 
shock requirements. 

•* NRC - No Detailed Affiliation Given. 85/01/04. 6pp. 

28558: 259. 24X Fiche: 50-285* 85/01/04, 8501240006. 


8501240014 Forwards supplementary response to SER Open Item 8 re 
effects of failure of shield plug while being removed before 
refueling. Crane* lifting devices & lift points associated 
w/plug meet failure-proof guidelines of NUREO-0612. 

MITTL*R.L. Public Service Electric St Gas Co. of New Jersey. 
85/01/18. SCHWENCER*A. Licensing Branch 2. 6pp, 28531:185. 24X 

Fiche: 50-354* 85/01/18* 8501240014. 


8501290330 Forwards response to 840921 Itr re safe handling of heavy 
1 oads. Facility design employs roll-auay steel missile 
shield over reactor. No concrete structures lifted in 
vicinity of* or over spent fuel. 

BECK* J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). TXX-4395. 85/01/22, YOUNGBLOOD* B. J. Licensing 

Branch 1. 3pp. 28619:359. 24X Fiche: 50-445* 85/01/22* 8501290330. 


8501290624 Forwards SER supporting Multi-Plant Action C-iO re control 
of heavy loads responding to 801222 generic Itr. NUREG-0612 
Phase I satisfied. Technical evaluation rept also end. 

STOLZ* J. F. Operating Reactors Branch 4. 85/01/11, HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 28649:199. 24X 

Fiche: 50-289* 85/01/11* 8501290624. 


— 8501290627 SER supporting Multi-Plant Action C-lO re control of heavy 
loads ( NUREG-0612 >, 

* Operating Reactors Branch 4. 85/01/11. Ip. 28649:203. 24X 

Fiche: 50-289* 85/01/11* 8501290624. 
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-'8501290634 TER-C5506-397 

"Control of Heavy Loads TMI-1 j " technical evaluation rept. 
BQMBERGERiC. Franklin Inst i tute/Fran k 1 in Research Center. 
NRC-03-ei-130. TAG 08086. 84/12/27. SINGH, A. NRC - No Detailed 

Affiliation Given. 22pp. 28649:204. 24X Fiche: 50-289* 85/01/1 1, 

8501290624. 


8501300264 Summary of ACRS Subcommittee on Reactor Operations & 
Reliability & Probabilistic Assessment 841114 meeting in 
Washington. DC re NRC work on safety implications of steam 
generator overfill & Unresolved Safety Issues A-17 & A-47. 

* ACRS - Advisory Committee on Reactor Safeguards. 84/12/24. 

ACRS - Advisory Committee on Reactor Safeguards. 16pp. 28680:320. 


8501310210 Forwards Phase 2 info re planned controls for handling 
heavy 1 oads* including util rev of procedures & load paths to 
reduce probability of load drop or to prevent movement of 
certain loads over dry er/separater pool, per NRC 801222 Itr. 

COUNSZL.U. G. Northeast Nuclear Energy Co. <subs. of Northeast 
Utilities). CDUNSIL.W.G. Northeast Utilities. B11385. 85/01/14. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 33pp. 28655:150. 24X 

Fiche: 50-245,85/01/14. 8501310210. 


8501310404 Forwards addl info re design & fabrication of reactor head 
strongback dry er/separator lifting sling assembly, per 
NUREG-0612, "Control of Heavy Loads. " 

HARRINGTON, W. D. Boston Edison Co. 85-017. 85/01/25. VASSALLO, D. B. 

Operating Reactors Branch 2. 7pp. 28656: 105. 24X 

Fiche; 50-293, 85/01/25, 8501310404. 


I&E INSPECTION AND ENFORCEMENT' 


8412190503 IE Info Notice 84—94, "Reconcentrati on of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. '• Svc list end. 

GRACE. J. N. Division of Emergency Preparedness & Engineering Response 
<Post 830103). 84/12/21. Consolidated Edison Co. of New York. 

Inc. 121pp. 28570:042. 24X Fiche; 50-000. 84/12/21, 8412190503. 


8501020144 PNO-II 1-84-1 1 1 ; on 841217, female <3C inspector received 
threatening phone calls to stay out of reactor containment 
& on 841219 was attacked by man outside home. Inspector 
reassigned. Local police notified. 

KNOP, R. C. , WARNICK. R. F, Region 3, Office of Director. 84/12/20. 
Ip. 28154:218. 24X Fiche: 50-461, 84/12/20, S501020144. 


8501020223 PN0-IV-B4-O31A: on 841223, fuel loading compl eted, Fuel 
assembly location veri fi ed. Reactor upper internals & head 
installation scheduled to begin on 841225. Licensee approx 2 
days ahead of schedule. 

JOHNSON, E. H. Region 4, Office of Director. 84/12/24. Ip. 
28141:291. 24X Fi che; 50-382, 84/12/24, 8501020223. 


8501020230 PNO-I V-84-032 : on 841218, rad ioac tive Class A dry active waste 
shipment delivered to wrong destination. State of NV 
notified, Licensee verified location of shipment. Reshipment 
to correct destination being arranged. 

BAER, R.E. , MURRAY, D. Region 4, Office of Director. 84/12/27. Ip. 
28143; 273. 24X Fiche: 50-285, 84/12/27,8501020230. 


8501020251 PND-IV-84-031 : on 841220, coupling on spent fuel pool fuel 
handling machine cracked ?< missing nut found on underwater 
light, Site tour conducted for local media. 

JOHNSON, E.H. Region 4, Office of Director, 84/12/20. Ip. 

28153; 238. 24X Fiche: 50-382, 84/12/20, 8501020251. 


6501020275 PNO-I I -84- 106: on 841228, annunc iator sys in control room 
failed. Caused by ground fault in heat tracing high temp 
alarm circuit installed in radwaste sys in auxiliary bldg. 

Major parts of annunciator sys to be replaced. 

NINH, S. , PANCIERA.V. Region 2, Office of Director. 84/12/28. Ip. 
28142:247. 24X Fic he: 50-302, 84/12/28, 8501020275. 


B501020363 PNO-V-84-074: on 841129, util notified of potential reportable 
Part 21 condition re alleged falsification of certifications 
8e alteration of markings on Familian Northwest piping, valves 
it fittings, 

CREWS, J. L. , SHACKLETON, O. Region 5, Office of Director. 84/12/27. 
2pp. 28138:138. 24X Fiche: 50-344, 84/12/27, 8501020363. 


8501020381 PNO-IV— 84-033: on 841218, util released shipment of low 
specific activity radwaste consisting of 59-65 gallon drums. 
Radioactivity detected at Barnwell, SC burial site. 

BAER,R.E. , MURRAY, B. Region 4, Office of Director, 84/12/28. Ip. 
28138:288. 24X Fich e: 50-285, 84/12/28, 8501020381 . 


8501030042 EN-S4-004A it EN-84-008A: on 841231, notice of violation it 
proposed imposition of civil penalties issued to Automation 
Industries on 840216 withdrawn it 840302 order temporarily 
suspending 1 icense terminated. Facility decontaminated. 

FLACK, E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. EN-84-008A. 84/12/31, Ip. 28163:067. 


S501030094 PNO-I -84-1 08: on 841224 unit shut down due to potential 
problem w/containment purge 8c vent valves. Leak rate testing 
found that suppression chamber purge outboard isolation 
valve leaking. 

JACOBS, STROSNIDER, KISTER Region 1, Office of Director. 84/12/27. 
Ip. 28163:059. 24X Fi che: 50-387, 84/12/27, 8501030094. 


8501030101 EN-S4-079: on 841231, order confirming suspension of license & 
notice of violation issued. Violations include failure to 
have authorized user present during use of matl 8e failure 
to hold radioactive waste for decay. 

FLACK. E, . AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement, 84/12/31. Ip. 28163; 128. 


8501030166 EN-84-053A: notice of violation 8( proposed imposition of 
civil penalties in amount of «8, 500 to b e issued to 
licensee. Action based on distribution of radiopharms 
contaminated w/molybdenum. 

KL1NGLER,G. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/02. Ip. 28162:306. 


8501030278 Forwards comments on 841115 preliminary rept on closeout of 
IE Bulletin 84-01. List of utils lacking responses it nature 
of missing responses to IE Bulletin 84-01 requested. 

BAER, R. L. Engineering & Generic Communications Branch. IEB-84— 01. 

84/12/18. LDFY, R. A. Parameter, Inc. 3pp. 28198:361. 


8501030305 PNO-IV-84-030B: on 841220, repair of malfunction on Diesel 
Engine C completed. Caused by faulty temp switch on exhaust 
gas header. Diesel generator sets started & declared 
operable, 

JOHNSON, E. H. , IRELAND, R.E. Region 4, Office of Director. 84/12/20. 
Ip. 28189:067. 24X Fiche: 50-267, 84/12/20, 8501030305. 


8501030325 PNO-II 1-84-1 12: on 841217, plant shut down to conduct insp 
of main generator. Caused by excessive generator hydrogen 
temps. Plant will be restarted on 841225. 

SUERMANN, J. , WRIGHT, G., SHAFER, W. Region 3, Office of Director. 
84/12/20. Ip. 28189:058. 24 X Fi che: 50-295, 84/12/20, 8501030325. 


8501030440 PND- 1 V-e4-030: on 841218, w/p lant in shutdown mode, diesel 
generators failed to pick up vital buses during surveillance 
testing. Control circuit problem suspected as cause. 

JOHNSON, E. H. , IRELAND, R. E. Region 4, Office of Director. 84/12/19. 
Ip. 28189:298. 24X Fiche: 50-267, 84/12/19, 8501030440. 


8501030451 PNO-I V-84-030A: on 841218, diesel generators failed to pick up 
vital buses during surveillance. Caused by open thermocouple 
on engine preventing sensing of exhaust temp & sub6eq.uent 
engine shutdown. 

JOHNSON. E. H. , IRELAND, R.E. Region 4, Office of Director. B4/12/19. 
2pp. 28189:236. 24X Fiche: 50-267, 84/12/19, 8501030451. 


8501040193 EN-S4-078: on 850103, notice of violation it proposed 
imposition of civil penalties in amount of «1, 111 to be 
issued to licensee. Action based on violations identified 
during 840321 & 0329 insps of burial site. 

KLINGLER, G. * AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 84/12/28. 2pp. 28181:311. 


8501070210 PNO-I I -85-001 : on 850101, employee injured while working in 
condensate/deraineralizer waste evaporator when 3/4~inch 
drill caught glove, causing cuts it forearm fracture. Employee 
transported to hosp wearing contaminated clothing. 

WEISE, 8, , IGNATONIS, A. Region 2, Office of Directror. 85/01/02. 
ipp. 28204:348. 24X Fiche: 50-327. 85/01/02, 8501070210. 


8501070401 IE Info Notice 85-001, "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE, J. N. Division of Emergency Preparedness (k Engineering Response 
<Po5t 830103). 85/01/10, Consolidated Edison Co. of New York, 

Inc, 67pp. 28537:127. 24X Fiche: 50-000, 85/01/10, 8501070401, 


8501070462 PND-V-84-073; on 841216, three workers rtc^iv^d minor 
radioactive contamination of clothing it skin wbile 
investigating malfunctioning security card reader. Licensee 
issued Itr to personnel encouraging radiation safety. 

GARCIA, E., W£NSLAW8KI,F. Region 5, Office of Director. 84/12/21. 
Ip. 28229:344. 24X Fiche,' 50-275, 84/12/21, ^,1070462, 


8501070626 PNO-I II-84-106A; on 841204, excessive insertion times for 
control rod drives noted. Caused by plugged, gajier fiber on 
rewelded recirculation piping. Licensee checking w/vendor 
to replace screens w/larger mesh. State of MN notified. 

BOYD.D. , WARNICK,R. Regions, Office of Director. 84/12/21. Ip. 

28217:254. 24X Fiche: 50-263, 84/12/21, B5Q1Q70626, 

B501O70635 PN0-IlI-B4«^,li3: on 84122p, technicia^ ,^,u7»ctur*!l 1-125 sealed 
source. No radioactivity measured outps^jicite level 

radiation measured on technician. Room sealedrpecontamination 
steps being monitored. State of IL notified^ 

WIEDEMAN,D. , AXELSON, W. Region 3, Office of Director. 84/12/21. 
2pp. 28229:349. 
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S501080002 PNO-I I 1-85-001: on 850102> State of WI issued order halting 
spent fuel shipments until spill prevention plan filed. 

Licensee has 10 days to comply u/order. 

MARABITO.R. . LICKUS, R. Region 3. Office of Director. 85/01/03. Ip. 
28231:131. 24X Fiche: 50-263, 85/01/03* 8501080002. 


8501150106 PNO-I -85-002: on 850109, fire started in temporary const bldg. 
Cause of fire believed to be accidental spare air 
compressors being installed. Licensee & state fire marshall 
mill conduct investigation into cause of fire. 

GALLO, R. Region 1, Office of Director. 85/01/10. Ip. 28380:138. 
24X Fiche: 50-443, 85/01/10, 8501150106. 


B501080090 PNO-V-85-002: on 850102. reactor trip occurred during net load 
rejection startup test. Caused by turbine governor & 
intercept valves not opening to prevent generator frequency 
drop due to stuck solenoid valve. Trip review underway. 

DODDS, R.T., POLICH, T. Region 5, Office of Director. 85/01/03. Ip. 
28231: 093. 24X Fiche: 50-275, 85/01/03, 8501080090. 


8501080149 PNO-V-85-001: on 850102, reactor shut down due to apparent 
failure of Safeguard Load Sequencer 1, Subchannel x, 
following monthly surveillance. Caused by defective 
indicating light socket. 

CHAFFEE, A. E. , JOHNSON, P. H. Region 5, Office of Director. 85/01/02. 
Ip. 28231:337. 24X Fi che: 50-206, 85/01/02, 8501080149. 


8501150282 PNO-I V-85-002: on 810110, AECL Theratron 60 teletherapy unit 
failed to return source to shielded position after patient 
treatment. Licensee will rept AECL technician findings & 
dosimeter results when available. 

CAIN, C.L. , EVERETT. R.J. Region 4, Office of Director. 85/01/10. 

Ip. 28381:360. 


8501160024 PNO-I 1 1-85-002: on 850103. loose objects detected in two steam 
generators by monitoring sys. Licensee located 8e retrieved 
two broken split pins from generator, State of MI will be 
notified. 

WRIGHT, G., SHAFER, W. Region 3, Office of Director. 85/01/08. Ip. 
28414:249. 24X Fiche: 50-316, 85/01/08, 8501160024. 


8501080361 PNQ-I-85-001: on 850101, plant shutdown in excess of 48 h. 
Caused by need for repairs on standby liquid control sys, 
which was inoperable due to debris in piping. Standby liquid 
control sys & piping cleaned. 

JOHNSON, J., MEYER. G. Region 1, Office of Director. 85/01/03. Ip. 
28231:043. 24X Fiche: 50-293, 85/01/03, 8501080361. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills." Svc list end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 85/01/17. Consolidated Edison Co. of New 

York, Inc. 109pp. 28613:169, 24 X Fich e: 50-000, 85/01/17, 8501 160196. 


8501080502 IE Info Notice 85-002. "Improper Installation & Testing of 
Differential Pressure Transmitters. “ Svc list end. 

JORDAN. E.L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc, 109pp. 28537:193. 24 X Fich e: 50-000, 85/01/1 1, 8501080502. 


8501160258 PNO-I 1 1-85-003: on 850108, approx 29 Ci noble gas released 
when reactor cooling water was unintentionally diverted from 
demineralizer to auxiliary bldg equipment drain tank. Plant 
personnel uncontaminated. Investigation underway. 

GREGER.L. R. , PAPER lELLO, C. J. Regions, Office of Director. 
85/01/09. Ip. 28412:153. 24X Fiche: 50-295, 85/01/09, 8501160258. 


8501090265 EN-85-001: notice of violation & proposed imposition of civil 
penalties in amount of *50.000 will be issued by 850108. 

Action based on violation involving lack of adequate 
protection provided for vital equipment. 

ROBINSON. P., AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/03. Ip. 28255:060, 24 X Fiche: 50-302. 85/01/03, 

8501090265. 


8501100124 PNO-1 1-85-002: on 850105, reactor returned to svc after 
extended outage for replacement of generators. Reactor 
coolant pump motors & circulating water pumps completely 
overhauled. 

HARDIN, A. Region 2, Office of Director. 85/01/07. Ip. 28289:340. 
24X Fiche: 50-261, 85/01/07, 8501100124. 


8501100188 PNS-I-85-001: on 850104,0.38 caliber handgun found during 
exit X-ray search of contractor personal luggage. Guard 
failed to perform initial search of locked luggage. Vehicles 
remained under observation. Guard temporarily suspended. 

MADDEN.B. , JOYNER. J. Region 1. Office of Director. 85/01/04. Ip. 
28296:356. 24X Fiche: 50-272, 85/01/04, 8501100188. 


8501100266 PNO-I 1-85-003: on 850105, two radiation monitoring alarms in 
auxiliary bldg activated due to loss of loop seal during 
feed 8c bleed procedure w/bleed tank 3B. Radiation released 
not measurable. Operation of reactor not affected. 

CARROLL, R., BROWNLEE, V. Region 2, Office of Director. 85/01/07. 

Ip 28298:356. 24X Fiche: 50-302, 85/01/07, 8501 100266. 


8501100655 IE Info Notice 85-003, "Separation of Primary Reactor 
Coolant Pump Shaft & Impeller. " Svc list end. 

JORDAN# E, L. Division of Emergency Preparedness 8< Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc 103pp. 28490:226. 24 X Fiche: 50-000, 85/01/15, 8501100655. 


8501160281 PN0-III-B4-11 lA: on 850107, anonymous telephone call received 
on site, threatening life of QC inspector. FBI notified of 
threat. State of IL will be notified. . 

KNOP,R. , WARNICK.R. Region 3, Office of Director. 85/01/08. Ip. 
28411:234. 24X Fiche: 50-461, 85/01/08, 8501160281. 


8501170044 PNO-I -B5-002A: on 850112, two temporary restroom trailers 
destroyed by fire. Cause unknown. No personnel injured 8e no 
permanent structures damaged. Licensee & fire marshall 
investigating incident. 

GALLO, R. Region 1, Office of Director. 85/01/14. Ip. 28426:121. 
24X Fiche: 50-443, 85/01/14, 8501170044. 


8501170067 PNS-I -85-002: on 850110, bomb threat received by security 
watch in secondary alarm station, from in-plant telephone 
extension. Bomb search of protected 8e vital areas initiated. 

Results negative. _ , 

DELLA RATTA, A. , JOYNER, R.J. Region 1, Office of Director. 85/01/11. 
Ip. 28425:303. 24X Fiche; 50-293, 85/01/11, 8501170067. 


8501170069 EN-85-003:on 850115, order to show cause & order suspending 
license issued, based on failure to respond to repeated 
notices of violation. Licensee atty informed NRC that 
licensee currently involved in bankruptcy proceedings. 

FUACK,E. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/15. Ip. 28425:291. 


B5011B0116 PNO-I 1-84-006: on 850112, one of two reactor trip breakers did 
not function automatically when tripped from 967. power. 

Caused by faulty logic card in reactor protection sys 

WEISE,^s!^? IGNATONIS, A. Region 2, Office of Director. 85/01/14. Ip. 
28455; 010. 24X Fiche: 50-328, 85/01/14, 8501180116. 


8501110125 PNO-I I -85-004; on 850107, initial criticality achieved. All 
parameters within predicted ranges. Low power testing 
proceeding according to schedule. 

BURGER, C., DANCE,H. Region 2, Office of Director. 85/01/08. Ip. 
28314-346. 24X Fiche: 50-413, 85/01/08, 8501110125, 


8501110284 PNO-I 1 1-85-001 A; on 850102, State of WI Dept of Natural 
Resources issued temporary restraining order halting spent 
fuel shipments until spill prevention plan filed. Licensee 
not officially served w/order. 

LICKUS, R., MARABITO, R. Region 3, Office of Director. 85/01/04. 
28309: 298. 24X Fiche: 50-263, 85/01/04, 8501 1 10284. 


Ip. 


8501140210 PNO-1 1-85-005: on 850110, six persons arrested on charges 
drug possession, sale & distribution following investigation 
resulting from info given by util. Media interest resulted 
from Wake County, NC sheriff press conference announcement. 

HARDIN, A K. , TOBIN, W.J. Region 2, Office of Director. 85/01/10. 
Ip 28361:073. 24X Fiche: 50-400, 85/01/ 10, 8501 140210. 


of 


8501140350 PNO-I V-85-001: on 850104, Uintah Freightway punctured one 
55-gallon drum labeled "Radioactive LSA, ” containing fire 
suDoreSsant. No radioactive contamination identified. 

HEYER^R‘S. Region 4, Office of Director. 85/01/04. Ip. 28359: 


8501180333 EN-B4-025A: order imposing civil monetary penalties in amount 
of *130,000 issued. Action based on violations re radiation 
protection «e safeguards, including lack of training it 

ROBINSON, , AXELRAD, J. Director's Office, 

Enforcement. 85/01/16. Ip. 28453:288. 24X Fiche: 50-010. 85/01/16, 

8501180333. 

8501210107 PNO-I 11— 85-004; on 850112, shutdown occurred during 
surveillance testing of turbine control valves. Caused by 
valves closing for unknown reason. Minor release of 
radioactivity experienced. Unit shut down pending analysis. 
CHRISSOTIMDS, N. , PAPERIELLO, C. Region 3, Office of 
85/01/14 Ip. 28471:059, 24X Fiche: 50-249, 85/01/14, 8501210107. 


501230135 PNO~TM 1-85-001: on 850114, after working in seal injection 
room, TLDs for three workers read 640 mrem whole body S« 

2, 924 mrem skin. Incident being investigated. Id 

BARR, K. . C0W0ILL,C. , TRAVERS, W. TMl Program Office. 85/01/15. Ip. 
*- J _ L OR t y t *!. 090 1 35. 
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8501230138 PN0-IIX-S5-007: on 850114, alert declared due to standby gas 
treatment sys trains being inoperab le. Caused by licensee 
replacing heaters on trains to meet 20 kW surveillance 
reguirements. Alert removed & power reduction stopped. 

CHRISSOTIMOS,N. , SHAFER, W. Region 3. Office of Director. 85/01/15. 
Ip. 28513:281. 24X Fiche: 50-373, 85/01/ 15, 8501230138. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments." Svc list end. 

GRACE, J. N. Division of QA, Safeguards Sc Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


8501230169 EN-84-060A: notice of violation Sc proposed imposition of 
civil penalties in amount of *25,000 to be issued. Action 
based on violation of Tech Specs re operation in Mode 4 
w/containment spray sys inoperable. 

BEACH. B , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/18. Ip. 28513:272. 24X Fiche: 50-483, 85/01/18, 

8501230169. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc lOSpp. 28692:186. 24X Fiche: 50-000, 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, “Contamination of Breathing Air 
Sys. “ Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc 109pp. 28691:304. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501230283 PNQ-I -85-004: on 840117, one of four containers previously 
containing radiopharms broken in licensee vehicle accident. 

Vehicle slightly contaminated. Driver uncontaminated. No 
significant radioactive contamination on highway. 

TRIPP, L. Region 4, Office of Director. KINNEMAN, J. , JOYNER, J. 
Region 1, Office of Director. 85/01/18. Ip. 28515: 175. 


8501230287 PNO-1 11-85-006: on 850114, two automatic depressurization 
valves Sc one LPCI pump inoperable. Caused by low pressure in 
valve accumulators due to maint. Pressure found acceptable. 

No corrective action planned. 

CHRISSOTIMOS, N. , SHAFER, W. Region 3, Office of Director. 85/01/15. 
Ip. 28514:073. 24X Fiche: 50-374. 85/01/ 15, 8501230287. 


8501230421 PND-V-85-001: release of 306 Ci noble gas, Xe-133 equivalent, 
occurred when north gas stripper placed in svc. Release 
resulted in 4.42 mpc at boundary averaged over 1 h. Release 
confined to ventilation sys. Cause unknown. 

NORTH.H. , YUHAS.G. Region 5, Office of Director. 85/01/17. Ip. 
28511:042. 24X Fiche: 50-361. 85/01 /17, 8501230421. 


8501230436 PNO-I I-B5-008: on 850116, reactor trip occurred due to low 
water level signal in reactor pressure vessel. Cause under 
investigation. Plant out of svc until investigation complete. 

PATTERSON, C. , CANTRELL, F. S. Region 2, Office of Director. 85/01/18. 
2pp. 28511:230. 24X Fiche: 50-259, 85/01/18, 8501230436. 


8501250400 PNO-I 1 1-85-01 1 : on 850117, plant returned to operation 
following replacement of recirculation sys piping. CRD 
excessive time scram problem identified during outage 
satisfactorily resolved. 

BOYD.D. , WARNICK.R. Region 3, Office of Director. 85/01/18. Ip. 
28548:271. 24X Fi che: 50-263, 85/01/ 18, 8501250400. 


8501280201 PND-IV-84-031B: on 8501 17, leakag e from vapor seal on reactor 
coolant pump lA discovered. Seal will be replaced. Fi 11 ing & 
venting will commence on 850119. 

JOHNSON, E.H. Region 4, Office of Director. 85/01/18. Ip. 

28569:304. 24X Fiche: 50-382, 85/01/18, 8501280201. 


8501280364 PNS-I -85-003: on 850123, Suffol k County Police received zall 
from radio station re bomb threat from unknown man. Search of 
site produced negative results. 

MADDEN, B., KEIMIG, R. , JOYNER, J. Region 1, Office of Director. 
85/01/23. Ip. 28566:118. 24X Fiche: 50-322, 85/01/23, 8501280364. 


8501280541 Partial response to FDIA request for documents generated or 
received by NRC since 820331 re Hayward Tyler Pump Co. 

Forwards documents listed in App A. Documents also available 
in PDR. Search continuing. 

FELTON, J.M. Division of Rules and Records. 83/10/21. LODGE, B. 
Dallas Morning News, Dallas, TX. 3pp. 28634:001. 


— 3501280549 PNO-I E-B3-007: on 830513, NRC will issue IE bulletin re 
investigation/insp of Hayward Tyler Pump Co which identified 
QA deficienc ies. Bulletin will request affected licensees to 
conduct tests on pumps important to safety. 

DROMERICK, A. W. Director's Office. Office of Inspection and 
Enforcement. 83/05/11. Ip. 28634:029. 


8501290286 PNO-IV-85-003; on 850123, press release issued stating that 
because of uncertainties about time & effort necessary to 
obtain OL, Unit 1 will not be placed in full power operation 
before early 1986. Unit 2 to become operational in mid 1987. 
HUNNICUTT.D. Region 4, Office of Director. 85/01/24. 2pp. 
28618:353. 24X Fiche: 50-445, 85/01/24, 8501290286. 


8501310182 PND-III-B5-008A: on 850125, damag e discovered to two of four 
diesel generators. Licensee to provide initial assessment of 
cause at onsite meeting on 850126. Problem re as-built 
drawing issue found. Li censee analyzing problem. 

KNOP, R. , GREENMAN, E. Region 3, Office of Director. 85/01/25. Ip. 
28655:328. 24X Fiche: 50-341, 85/01/25, 8501310182. 


8501240005 PNO-I 1-85-007: on 850116, reactor shut down when insp found 
incorrect safety factor used in evaluation of seismic 
supports. Nine supports associated w/safe ty-related equipment 
declared inoperable. 

HARDIN. A., FREDERICKSONi P. Region 2, Office of Director. IEB-74-02. 
85/01/16. Ip. 28542:152. 24X Fiche: 50-261, 85/01/16, 8501240005. 


8501240087 PNQ-I II-B5-008: on 850110, emergency diesel generator EDG-11 
tripped on low lubricating oil pressure. On 85011 1, EDG-13 
manually tripped due to high crankcase pressure readings. 

Caused by obstruction in oil sump & filter by metal flakes. 

KNOP,R. C, , GREENMAN, E. Region 3, Office of Director. 85/01/16. 

2pp. 28529:074. 24X Fiche: 50-341, 85/01 /16, 8501240087. 


8501240153 PNO-I 1 1-85-010: On 850116, main condenser vacuum dropped due 
to hole in vacuum seal & reactor scrammed. Eight steam 
isolation valves closed due to low steam line pressure. Unit 
will be shut down to repair condenser seal. 

CHRISSOTIMOS, N. . SHAFER, W. Region 3, Office of Director. 85/01/17. 
ip. 28528:251. 24X Fiche; 50-265, 85/01/17, 8501240153. 


8501240310 PNO-I 1 1-85-009: on 850115, swing diesel generator tripped from 
full power during surveillance test. Caused by high main & 
connecting rod bearing temp. Unit expected to remain in hot 
shutdown mode until 850118. 

SUERMANN,J. , SHAFER, W. Region 3, Office of Director. 85/01/16. Ip, 
2BS32: 157 J?4X Fiche: 50-295, 85/01/16, 8501240310. 


8501250006 PNO-I 1-85-009: on 850121, leak of 28 gpm identified in 
drywe.!!. caused by equalizing valves left open inadvertently 
% crack in vent line to bonnet weld on recirculation pump 
discharge valve. TWO workers slightlg contaminated. 

HEHL,C. W;. CANTRELL, F. S. Region 2, Office of Director. 85/01/22. 
Ip. 28549:356. 24X Fiche: 50-250, 85/01/22, 8501250006. 


8501310351 PNO-I 1 1— 85-012: on 850122, containment spray sys actuated for 
1 minute & 40 seconds w/o apparent reason. Licensee plans to 
conduct simulated surveillance test to reproduce plant 
conditions. 

JACKIW, I. , SHAFER, W. Region 3, Office of Director. 85/01/24, Ip. 
28659: 135. 24X Fiche; 50-305, 85/01/24, 8501310351. 


8501310412 PNO-I I -85-010: on 850125, account ing loss resulting from 
841226 physical inventory exceeded associated limit of 
error. Required investigation being conducted. 

MCALPINE, E. J. , LEE, T. D. Region 2, Office of Director. 85/01/28, 
Ip. 28656: 103. 


8501310454 EN-B5-004: on 850124, notice of violation tc proposed 
imposition of civil penalties in amount of *100,000 to be 
issued. Action based on violations re 840814 event concerning 
core spray overpressurization. 

BEACH, B. , AXELRAD, J. Director's Office, Office of Inspection and 
Enforcement. 85/01/22. Ip. 28685:189. 24X Fiche: 50-259, 85/01/22, 

8501310454. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8405180219 Forwards seven issue papers on status of loading of 
containment (Series 1. 2. X) . Difficulty exists w/absence of 
proper technical consistency, perspective & lack of 
quantified info in understanding section. 

SPEIS, T. P. Division of Safety Technology. 84/05/04. ROSS, D, F. 
Office of Nuclear Regulatory Research, Director. 60pp. 28496:074. 


8412030487 “Reliability Analysis of Containment Isolation Sys, “ draft 
Itr rept. 

* Battelle Memorial Institute, Pacific Northwest Laboratories. FIN 
2526. 84/10/31. NRC — No Detailed Affiliation Given. 65pp. 

28390:094. 
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B5O1080011 Forwards NRC response to BL Wells 841124 Itr to Director of 
AEOD re news account on reporting of reactor events, per 
r eciuest. 

OIRCKS. W. J. Office of the Executive Director for Operations. 
84/12/26. CHILES, L. Senate. Ip. 28269:330. 


— 8501080014 Responds to 841124 concerns re incomplete reporting of 
reactor operational events by utils. NRC Initiated audit 
program on event reporting. Results of assessment will be 
input to SALP program. 

HELTEMES, c. J. Director's Office. 84/12/20. WELLS, B. L. 
Affiliation Not Assigned. Ip. 28269:331. 


— 8501080015 Requests NRC comments re end BL Wells 841124 Itr on 
reporting of failures at nuclear power plants. 

CHILES, L. Senate. 84/11/29. KAMMERER, C. Office of Congressional 
Affairs. Ip. 28269:332. 


— 8501080018 Expresses concern re news rept of NRC statement on failure 
of nuclear power plant administrators to fully rept mishaps 
as required. 

WELLS, B.L. Affiliation Not Assigned. 84/11/24. HELTEMES, J. 
Director's Office. 2pp. 28269:333. 


8501080046 Forwards specific comments on draft QA program plan. Plan 
unrealistic & should be scaled down. Comments on performance 
trending will be forwarded under separate memo. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 

84/12/21. DEYOUNG, R.C. Director's Office, Office of Inspection and 
Enforcement. 4pp. 28268: 327. 


8501100012 Confirms telcons w/N Miegel re calibr of five million lb 
testing machine. NBS has informed author that calibr of 
machine, in compression, to quantities in excess of one 
million lb is possible. 

ZECH, G. 0. Vendor Program Branch. 85/01/08. SL UTTER, R. Lehigh 
Univ. , Bethlehem, PA. Ip. 28289:359. 


8501100484 Forwards proposed agenda for planned meetings to discuss 
recent insp experiences Sc NRC views re unique authorities & 
responsibilities granted by NRC broad scope licenses. Mgt 
representative S< radiation safety officers urged to attend. 

HURLEY, T.E. Region 1, Office of Director. 84/12/26. Affiliation 
Not Assigned. 10pp. 28348:267. 


8501150071 Forwards comments on GAO draft rept submitted to Region V on 
841227. Recommendation to better integrate historical insp 
data, operating experience Se PRA analyses into insp program 
mgt valid. 

FAULKENBERRY, B. Region 5, Office of Director. 85/01/09. 

PARTLOW, J. G. Division of QA, Safeguards Sc Insp Programs 
<830103-850212). 4pp. 28388:129. 


8501180087 Forwards equipment qualification program SER status list ?< 
FYS5 insp schedule. Balance of SERs will be completed by 
Apr 1985. 

ZECH, G. 6. Vendor Program Branch. 85/01/14. PARTLOW, J. G. Division 
of <3A, Safeguards & Insp Programs <830103-850212). 4pp. 28465:031. 


8501210157 Requests Vendor White Book be sent to new address listed. 
LARSONS, J. E. Affiliation Not Assigned. 84/12/28. ZECH, G. G. Vendor 
Program Branch. Ip. 28470: 109. 


8501220390 Abstract entitled "Contributions to Containment Threat 
From High Temp Core— Debris Cavity Interactions. " 

BURSON, S. B. Office of Nuclear Regulatory Research, Director. 
85/01/18. 10pp. 28518:323. 


8501230326 Requests address correction to avoid confusion re receipt of 
notices It publications. 

VAN RIPER, E.E. Army, Dept. of. 85/01/14. NRC - No Detailed 
Affiliation Given. Ip. 28508:026. 


8501240167 Comments on NPRDS. Presentation recommended to assure all 
users aware of current sys capability & provide better 
source of feedback. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
85/01/02. HELTEHES, C. J. Director 's Off ice. 2pp. 28556:362. 


8501290090 Notifies that Z Reytblatt will present paper entitled, 
"Error Analysis of Leakage Rate Testing Practices," at 
seminar on 850121 at Warren Wilson College. 

HANEY, A. Warren Wilson College, Swannanoa, NC. 85/01/07. 

ARNDT, E. G. NRC - No Detailed Affiliation Given. 2pp. 28646:191. 


8501300542 Forwards agenda & summary of QA counterpart 841116 meeting 
in Glen Ellyn, IL re QA program p Ian, commercial grade 
procurement, readiness reviews & performance trending 
analysi s. 

ANKRUM, G. T. QA Branch. 85/01/24. ZECH,G. . MILHDAN,J. , BRACH, W. 
Director's Office, Office of Inspection and Enforcement. 7pp. 
28684: 162. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


8409180388 Board Notification 84-150: provides info re ongoing review 
of severe accident in which core melt accident may lead to 
rapid transfer of energy from melted core to coolant such 
that steam explosion may occur. 

EISENHUT, D. G. Division of Licensing. 84/08/27. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 4pp. 28307:023. 24X 

Fiche: 50-247, 84/08/27, 8409180388. 


— 8409070328 Requests Commission notification of end info re severe 
accident considerations in PWRs. Staff evaluation of info 
should be complete within several months depending on extent 
of analysis necessary. 

SPEIS, T. P. Division of Safety Technology. 84/08/24. 

EISENHUT, D. G. Division of Licensing. 131pp. 28307:027. 24X 

Fiche: 50-247, 84/08/27. 8409180388. 


8412310398 Forwards safety evaluation re util response to Generic Ltr 
83-36 & TMI Action Items II. B. 3, II. F. 1. 2, II. F. 1. 3, II. F. 1. 4, 

1 1. F. 1.5 & 1 1. F. 1. 6. Tech Specs adequate. SALP input also 
end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. GL-83-36. 
84/12/19. LAINAS, G. C. Assistant Director for Operating Reactors. 
5pp. 28201:357. 24X Fiche: 50-254, 84/12/19, 8412310398. 


8501020018 NUREO-0837 V04 N02 

NRC TLD DIRECT RADIATION MONITORING NETWORK. Progress Report, 
April-June 1984. 

JANG, J. , KRAMARIC, M. , COHEN, L. Region 1, Office of Director. 
84/11/30. 149pp. 28156:230. 


6501210327 Summary of 850103 meeting w/ofc director. div directors 
tt representatives re operating reactor events. List of 
attendees, viewgraphs Sc diagrams end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/01/11. 
EISENHUT, D. G. Division of Licensing. 15pp. 28498:131. 


8501020027 Forwards FES (NUREG-1074) it related FR notice of 
availability. W/o FES. 

SCHWENCER,A. Licensing Branch 2. 84/12/19. MITTL, R. L. Public 

Service Electric 8c Gas Co, of New Jersey. 4pp. 28169:229. 24X 

Fiche: 50-354, 84/12/19, 8501020027. 


8501210348 Speech entitled, "Severe Core Damage Frequency From Loss of 
Offsite Power Initiated Sequences, " presented at 850708-11 
Inti Conference on Nuclear Power Plant Aging in San Diego, 

CA. 

BUSLIK, A. Reliability «< Risk Assessment Branch. 84/07/08. Ip. 
28496: 339. 


8501220232 Speech entitled, "Health Physics Aspects of Juarez Cobalt 
Incident," before Southern California Chapter of HPS on 
841011. 

YUHAS, G. P. Region 5, Office of Director. 84/10/11. 16pp. 

28520: 112. 


8501220305 Forwards revised Equal Employment Opportunity FY85 program 
plan for final review prior to submission to EDO, per 850104 
memo. 


HAMILL, K. Region 5, Office of Director. 85/01/15. KERR, W, B. Ofc 
of Small Sc Disadvantaged Bus. Utilization Sc Civil Rights. 6pp. 
28494: 181. 


— 8501020030 Notice of issuance Sc availability of FES (NUREG-1074). 

SCHWENCER,A. Licensing Branch 2. 84/12/19, 2pp. 28169:233. 24X 

Fiche: 50-354, 84/12/19, 8501020027. 


8501020080 NUREG-0750 VIS 

NUCLEAR REGULATORY COMMISSION ISSUANCES. July-December 1983. 


Pages l-l,4S2. 

* Division of Technical Information Sc Document Control. 
1, 566pp. 28165:001. 


83/12/31. 


8501020249 Responds to request for addl info re post-accident sampling 
sys per NUREG-0737, Item II. B. 3, in response to 841109 
conference call, 

CUTTER, A. B, Carolina Power tt Light Co. NLS-84r-484. 84/12/28. 

VARGA, S. A. Operating Reactors Branch 1. 2pp. 28143:250, 24X 

Fiche: 50-261, 84/12/28, 8501020249, 


8501020250 Forwards procedures generation package for upgrading 
emergency operating procedures, per NUREG-0737 SuppI 1. 

CaSCARANO, R, N. Commonwealth Edison Co. 9S66N. 84/12/28, 

DENTON, H.R, Office of Nuclear Reactor Regulation, Director. 2pp. 
28143:079. 24X Fiche: 50-295, 84/12/28, 8501020250. 
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S501020287 Forwards application for amend to License DPR-26< changing 
Tech Specs to meet requirements of Generic Ltr 83-37 re 
NLWEG-0737 Tech Spec s. Effect! ve date delay of 90 days 
requested. 

O'TOOLE, J.D, Consolidated Edison Co. of New York, Inc. GL-S3-37. 
84/12/21, VARGA, S. A. Operating Reactors Branch 1. 2pp. 28142:183. 
24X Fiche: 50-247.84/12/21,8501020287. 


3501030019 NUREG/CR-3885 V02 

HIGH-TEMPERATURE GAS-COOLED REACTOR SAFETY STUDIES FOR THE 
DIVISION OF ACCIDENT EVALUATION. Quarter 1 y Progress Report, 

April 1 - June 30, 1984. 

BALL,S. J. , CLEVELAND, J. C. , HARRINGTON, R. M. Oak Ridge National 
Laboratory. FIN B-0122. ORNL/TM-92. 84/11/30. Division of 
Accident Evaluation. 26pp. 28198:323. 


—8501020290 Application for amend to License DPR -26, changing Tech Specs 
to meet requirements of Generic Ltr 83-37 re MUREG-0737 Tech 
Specs. Safety assessment end. 

O'TOOLE, J.D. Consolidated Edison Co. of New York. Inc. GL -83-37. 
84/12/21. 27pp. 28142:185. 24X Fiche: 50-247, 84/12/21, 8501020287. 


8501020297 Forwards PGE-1043. "Accident Monitoring Instrumentation 
Review for Trojan Nuclear Plant," per Suppl 1 to NUREC-0737 
as transmitted fay Generic Ltr 82-33. W/o end. 

WITHERS, B.D. Portland General Electric Co. CL-82-33. 84/12/28. 

EISENHUT.D. 0. Division of Licensing. 2pp. 28143:017. 24X 

Fiche: 50-344, 84/12/28, 8501020297. 


8501030021 NUREG/CR-3780 

FUEL DISRUPTION MECHANISMS DETERMINED IN-PILE IN THE ANNULAR 
CORE RESEARCH REACTOR (ACRR). 

WRIGHT. S. A. , FISCHER, E. A. Sandia National Laboratories. FIN A— 1016. 

SANDS3-1750. 84/10/31. Division of Accident Evaluation. 50pp. 

28200: 142. 


8501030024 NUREG/CR-2000 V03N11 

LICENSEE EVENT REPORT (LER) COMPILATION: For Month of 
November 1984. 

* Oak Ridge National Laboratory, FIN A-9135. ORNL/NSIC-200. 
84/12/31. Director's Office. 63pp. 28194:249. 


8501020297 Forwards Topical Rept PGE-1043. "Accident Monitoring 
Instrumentation Review for Trojan Nuclear Plant, " per 
Suppl 1 to NUREG-0737 Sc Generic Ltr 82-33 summarizing 
compliance w/Rev 3 to Reg Guide 1,97. 

WITHERS, B.D. Portland General Electric Co. 0L~a2-33. 84/12/28. 

El^JyfrlUT, D. G. Division of Licensing. 2pp. 28250:076. 24X 

Fiche 50-344, 84/12/28, 8501020297. 


— 8501090339 PGE-1043 

"Accident Monitoring Instrumentation Review for Troian 
Nuclear Plant. " 

• Portland General Electric Co. CL-82-33. 84/12/31. 

28250: 078. 24X Fiche; 50-344, 84/ 12/28, 8501020297. 


210pp. 


8501030027 NUREG/CR-3976 

regulatory ANALYSES FOR SEVERE ACCIDENT ISSUES; AN EXAMPLE. 

BURKE, R.P., STRIP, D.R., ALDRICH. D. C. Sandia National Laboratories. 
FIN A-1334. SANDB4-1727. 84/12/31. Division of Risk Analysis Sc 

Operations (post 840429). 127pp. 28198: 195. 


8501030030 NUREG-10S6 

SAFETY EVALUATION RELATED TO THE RENEWAL OF THE OPERATING 
LICHMSE FOR THE RESEARCH REACTOR AT THE UNIVERSITY OF 
MISSOURI - ROLLA. Docket No. 50-123. (University Of Missouri, 
Rolla) 


* Division of Licensing. 84/12/31. 77pp. 

Fiche: 50-123, 84/12/31, 8501030030. 


28196: 138, 24X 


8501020302 “Grand Gulf Nuclear Station Unit 1 Detailed Control Room 
Design Review Program Plan. " W/841219 ltr. 

f Power Sc Light Co. AECM-84/0537. 84/12/19. 

Nuclear Reactor Regulation, Director. 2pp. 
28159:280. 24X Fiche; 50-416, 84/12/19, 8501020302. 


8501030031 NUREC-0606 V06 N04 

UNRESOLVED SAFETY ISSUES SUMMARY. Data As Of November 16, 

1984. (Aqua Book) 

* Division of Safety Technology. 84/11/30. 53pp. 28195:308. 


8501020305 Forwards final response to 33 areas of design code changes 
potentially applicable to faci lity. Addl computer analysis 
of main steam penetration Sc added pipe whip restraint will 
he necessary to assess stresses Sc to develop mod. 

®®»Tyland Power Cooperative. LAC-i0476. 84/12/20. 

PAi^SON. W. A. Operating Reactors Branch 5. 11pp. 28142:306 24X 

Fiche; 50-409,84/12/20. 8501020305. ^ * 


NUREG/CR-3986 

TH^MAL-HYDRAULIC PROCESS MODELING IN RISK ANALYSIS: AN 
ASSESSMENT OF THE RELEVANT SYSTEMS, STRUCTURES AND 
PHENOMENA. 

National Laboratories. FIN A-1339. 

8^0^29). 2B19jroSi.°” ** OpTations 


Informs that proposed single failure proof mods to auxiliari 
bldg crane comply w/NUREO-0554 Sc NUREC-0612, App B Mods ' 

acceptable, SER supporting mods end. 

Reactors Branch 5. LS05-84- 12-024. 
Rechester Gas Sc Electric Corp. 2pp. 

28138:333. 24X Fiche; 50-244, 84/12/31, 8501020317 


TEMPERATURE ON THE STRESS-RELAXATIC 
PRESSURE VESSEL STEEL. 

G0OWIN,O M , NANSTAD.R.K. Oak Ridge Nations 
B-0103. ORNL/TM-9149. 84/10/31. Division 
Technology. 19pp. 28200:270. 


RESPONSE OF A 

Laboratory. FIN 
of Engineering 


S501020393 Forwards Insp Rept 50-445/84-36 on 840901-30 No 
violation or deviation noted. 

HUNTER, D.R, Region 4, Office of Director, 84/12/27 SPBMCE. M D 
T.,« Co, T..„ Utiliti.. 

Co,). 2 pp. 28138:289. 24X Fiche: 50-445, 84/12/27, B50I020393. 

®501020397 Insp Rept 50-445/84-36 on 840901-30. No violations noted. 
Major Areas inspected: SER confirmatory issues. NURE6-0737 
adion item verification test results evaluation, review of 
’‘•***®”®* loirfAiines «c sys walkdowns. 

K^LEY.D.L, . HUhWlCUTT.D. M. . HUNTER. D. R. Region 4. Office of 
8»Io203^. 28138:291. 24X Fiche: 50-445.84/12/27. 

88010^)484 NIJRE6/CR-351S V02 

SLXrf-MAUO; AN AFPfKIACH TO ASSESSING HUMAN ERROR 

using STRUCTt^lED £XPO?T JUDGEMBTT. Volume II- 
Technicail Issues. 

Brookhaven National Laboratory. 
Division «f Facility Operations. 164pp. 

B80SC00013, NyRBG/C8-4i0S^ 

hazard in NORTHERN 

DAWm A^T AND GEORGIA, Vol. 1, 

Atlanta. CA Fin 8^674 ^^/ks/lr*"®*^-"**-**^** Tecirnblogy. 

K. ' ®4/12/31. Division of Radiation 

♦3.75. 20194 : 304 , 840429). 44pp, Available at bBNI, 

8S01030016 NyReG/CB-3S9e 

IfU^lATION ON THE 
llSpp. . AwaiXaifte <at- NRC. *4. 75. 


CRITERIA FOR THE USE OF PROGRAMMABLE DIGITAL 
DEVICES IN SAFETY AND CONTROL SYSTEMS 

FINA-6370. £80-2348. 

840429? 38pr''“B?S6°31B*‘''***°" *• E"*" Sci.nc,. Cpo.t 

8501030041 NUREG/CR-391B 

SENSITIZATION OF AUSTENITIC 

^'^TERIDBE.D.O. B.tt.ll. M.mort.l 
Fadfic Northwest Laboratories. FIN B-2449. PNL-5186 

Siso. °^m°S4r ,t 

8501030043 NUREG/CR-0169 V22 

Xm UNCERTAINTY ANALYSIS. Volume 

8^^048 F 9 rN,r.. FES (NURE8-1074) & FR notic. p. .v.il.bilH,,, W/o 

^HWENCER.A. Licensing Branch 2 . 84 / 12/19 mtootw a 

Environjwntal Protection Agency. 28194 - SJa 

Fiche: 50-354.84/12/19. 8501030048. 2SI94. 313. 24X 

^^C^^RrAr'^*[icentinrB^Inch FES (NUREG-1074) . 

Fatating Commi ti::r"Jc®r"‘^£AVIS i Joint ^ 

4PF. 28194: 318, , Fiph.: ,0-3^: 84?i2/?r8M?Sw05S“* 
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8501030062 Foruiards Amend 91 to License DPR-51 & safety evaluation. 
Amend revises Tech Specs by providing operating 
requirements & limiting conditions for operati on. Amend 
completes actions re TMI Action Plan Item II. E. 1.2. 

VISSINO, e. S. Operating Reactors Branch 4. 84/12/20. GRIFFIN, J.M. 

Arkansas Power & Light Co. 2pp. 28190:247, 24X 

Fiche: 50-313, 84/12/20, 8501030062. 


8501030071 Amend 91 to License DPR-51, revising Tech Specs by providing 
operating requirements, 1 imi ting conditions for operation & 
surveillance requirements for upgrades in emergency 
feedwater sys. 

STOLZ,J. F. Operating Reactors Branch 4. 84/12/20. 27pp. 

28190:249. 24X Fi ch e: 50-313, 84/12/20, 8501030062. 


8501030089 Safety evaluation supporting Amend 91 to License DPR-51. 

* Office of Nuclear Reactor Regulation, Director. 84/12/20. 2pp. 
28190: 276. 24X Fiche: 50-313, 84/12/20, 8501030062. 


8501030063 NUREG/CR-4031 VOl 

NEUTRON SPECTRAL CHARACTERIZATION FOR THE FIFTH HEAVY 
SECTION STEEL TECHNOLOGY (HSST) IRRADIATION SERIES. 

“Simulator Experiments. " 

BALDWIN, C. A. , KAM, F. B. , STALLMAN, F. W. Oak Ridge National Laboratory. 

FIN B-0415. ORNL/TM-9423. 84/12/31. Division of Engineering 

Technology. 33pp. 28190:278. 


8501030064 Submits info describing specific reviews performed to 
Complete evaluation of head & internals handling fixture. 

Analysis concluded that all members & welds satisfied design 
safety factor criteria of ANSI N14. 6-1978. 

HUKILL, H, D. General Public Utilities - GPU Service Corp, 
5211-84-2297. 84/12/21. STOLZ, J. F. Division of Licensing. 2pp. 

28163: 047. 24X Fiche: 50-289, 84/12/21, 8501030064. 


8501030084 Informs that accident monitors addressed by NUREG— 0737, Items 
1 1. F, 1,3- II. F. 1. 6 installed on panels in control room, 
powered by interim safety grade power supplies & accepted 
for use by plant operations as of 841228. 

FAY, C. W. Wisconsin Electric Power Co. 84/12/28. DENTON, H. R, 

Office of Nuclear Reactor Regulation, Director. MILLER, J.R, 

Operating Reactors Branch 3. Ip. 28163:058. 24X 

Fiche: 50-266, 84/12/28, 8501030084. 


8501030118 Requests overdue fee re 840209 application for proposed Tech 
Spec changes to add NUREG-0737 requirements. 

MILLER, W.O. License Fee Management Branch. 84/12/28. STEWART, W. L. 
Virginia Power (formerly Virginia Electric & Power Co. ). Ip. 
28192:320. 24X Fiche; 50-280, 84/12/28. 85010301 IS. 


8501030183 Forwards "Control of Heavy Loads at Nuclear Power Plants, 
Shearon Harris Nuclear Power Plant Units 1 & 2, " draft 
technical evaluation rept. Telcon to resolve open items 
requested, 

KNIGHTON, G. W. Licensing Branch 3, 84/11/27. UTLEY, E. E. Carolina 

Power S< Light Co. 3pp. 28208:001. 24X Fiche: 50-400, 84/11/27, 

8501030183. 


— 8408200117 "Control of Heavy Loads at Nuclear Power Plants, Shearon 
Harris Nuclear Power Plants, Units 1 & 2, " draft technical 
evaluation rept. 

SHABER, C. R. EG&G, Inc. FIN A-6457. 84/08/31. NRC - No 

Detailed Affiliation Given. 31pp. 28208:004. 24X 

Fiche; 50-400, 84/11/27, 8501030183. 


8501030229 Forwards request for addl info re specific parameters 
proposed for display & adequacy w/respect to five safety 
functions listed in Suppl 1 to NUREG-0737, Sec t ion 4,1 (F). 

Response requested within 45 days. 

ADENSAM, E. G. Licensing Branch 4. 84/12/19. TUCKER, H. B. Duke Power 

Co. 3pp. 28200:306, 24X Fiche: 50-369, 84/12/19, 8501030229. 


8501030243 NUREO/BR-0051 V06 N3 

POWER REACTOR EVENTS, May-June 1984. 

MASSARO, S. A. Director "s Of f ice. 84/11/30. 76pp. 28200:195. 


8501030262 NUREG/CR-3440 

IDENTIFICATION OF SEVERE ACCIDENT UNCERTAINTIES. 

RIVARD, J.B. Sandia National Laboratories. FIN A-122e. SAND83-16S9. 

84/12/31. Division of Accident Evaluation. 300pp. 28195:001. 


8501030273 NUREO-0750 V20 N02 

NUCLEAR REGULATORY COMMISSION ISSUANCES FOR AUGUST 1984. 

Pages 249-798. 

# Division of Technical Information & Document Control. 84/12/31. 
550pp. 28197:001. 


85010302^4 NUREG-0020 VOS Nil 

licensed operating REACTORS STATUS SUMMARY REPORT. Data As 
of October 31,1984. (Grey Book) 

* Division of Budget S< Analysis. 84/12/31. 424pp. 28193:001. 


8501020334 SER supporting proposed single failure proof mods to 
auxiliary bldg crane. 

* Office of Nuclear Reactor Regulation, Director. 84/12/31. 2pp. 
2813S'335. 24X Fi ch e : 50-244, 84/12/31, 850103031 7. 


8501030327 NURE6/CR-3994 

BURYIT/ANALYZ; A COMPUTER PACKAGE FOR ASSESSMENT OF 
RADIOLOGICAL RISK OF LOW-LEVEL RADIOACTIVE WASTE LAND 
DISPOSAL. 

FISHER, J. E. , COX, N. D. , ATWOOD. C. L. EG&G, Inc. FIN A-6310. 

EGG-2345. 84/11/30. Division of Risk Analysis Jk Operations (post 

840429). 133pp. 28196:001. 


8501030330 NUREG/CR-4070 VOl 

BIVALVE FOULING OF NUCLEAR POWER PLANT SERVICE-WATER 
SYSTEMS. Volume 1 : Corre lation of Bivalve Biological 
Characteristics And Raw-Water System Design. 

NEITZEL, D. A. , JOHNSON, K. I. , PAGE, T. L. Battelle Memorial Institute, 
Pacific Northwest Laboratories. FIN B-2463-4. PNL-5300. 84/12/31. 

Division of Radiation Programs ^ Earth Sciences (post 840429). 
149pp. Available at NRC. $5.50. 28194:065. 


8501030334 NUREG-0973 

TECHNICAL SPECIFICATIONS FOR WATERFORD STEAM ELECTRIC 
STATION, UNIT NO. 3. Docket No. 50-382. (Louisiana Power And 
Light Company) 

HOFFMAN, D. R. Office of Nuclear Reactor Regulation, Director. 
84/12/31. 501pp. Available at NRC. $10.00. 28199:001. 24X 

Fiche: 50-382, 84/12/31, 8501030334. 


8501030364 Informs that request for scheduler extension of detailed 
control room design review summary rept (NUREG-0737, Suppl 1) 
until 850701 granted, per 841212 request. 

EISENHUT, D. G. Division of Licensing. 84/12/26. HOOTEN,B.G. 
Niagara Mohawk Power Corp. 4pp. 28201:348. 24X 

Fiche: 50-220, 84/12/26, 8501030364. 


8501040024 Application for amend to License DPR-72, consisting of Suppl 
3 to Tech Spec Change Request 82 re anticipatory reactor 
trips, containment isolation valves, RCS vents & purge valve 
isolation. Certificate of Svc end. 

WESTAFER, G. R. Florida Power Corp. 3F1284-19. 84/12/31. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 4pp. 
28182:082. 24X Fiche: 50-302, 84/12/31, 8501040024. 


— 8501040103 Proposed Suppl 3 to Tech Spec Change Request 82 re safety 
grade anticipatory reactor trip, containment isolation 
valves, reactor coolant high point vents & reactor bldg purge 
supply it exhaust valves. 

* Florida Power Corp. 84/12/31. 2Spp. 28182:086. 24X 

Fiche: 50-302, 84/12/31, 8501040024. 


8501040034 Forwards agenda for Jan 1985 meeting to discuss addl info re 
NUREG-0737, Item III.D. 3. 4, "Control Room Habitability 
Requirements. " Onsite meeting location suggested. 

STOLZ, J.F. Operating Reactors Branch 4. 84/12/26. TUCKER, H. B. 

Duke Power Co. 3pp. 28207:357. 24X Fi c he: 50-269, 84/12/26, 

8501040034. 


6501040056 Forwards PGE-1041, "Detailed Control Room Design Review 
Summary Rept, " in accordance w/840523 response to Suppl 1 
to NUREG-0737. 

WITHERS, B.D. Portland General Electric Co. 84/12/31. EISENHUT, D, G. 

Division of Licensing. Ip. 28250:298. 24X Fiche; 50-344, 84/12/31, 

8501040056. 


— 8501090304 Vol 1 of PGE-1041, "Detailed Control Room Design Review 
Summary Rept, Methodology S< Approach. " 

* Portland General Electric Co. 84/12/31. IBOpp. 28250:299. 
24X Fiche: 50-344, 84/12/31, S501040056. 


— 8501090315 Vol 2 of PGE-1041, "Detailed Control Room Design Review 
Summary Rept, Human Engineering Discrepancy Data Base." 

* Portland General Electric Co. 84/12/31. 400pp. 28251: 116. 

24X Fiche: 50-344, 84/12/31,8501040056. 


8501040073 NURFG/CR-4032 

DETECTION OF STEAM GENERATOR TUBE LEAKS IN PRESSURIZED WATER 
REACTORS. 

ROACH, W.H. EG&G, Inc. FIN A-63S0. EGG-2351. 84/11/30. Division 

of Facility Operations. 22pp. 28216:278. 


8501040144 Submits results of NUS survey of toxic chemical shipments in 
facility vicinity, per TMI Action Item III, D. 3, 4 re control 
room habitabl ity. Chemicals shipped near facility do not 
present toxic hazard to control room, 

ZIMMERMAN, S. R, Carolina Power & Light Co, TAC 46478. 84/12/28, 

VARGA, S. A. Operating Reactors Branch I, 2pp. 28472:070. 24X 

Fiche: 50-261, 84/12/28, 8501040144, 
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8501040152 Forwards SERs addressing addl containment venting & purging 
Facility purge sys design satisfies all but two areas of 
SRP requirements* branch technical positions & NUREO-0737 
requirements. Response due in 60 days. 

VARGA* S. A. Operating Reactors Branch 1. 84/12/17. MCNEILL. C. A. 

Power Authority of the State of New York. 6pp. 28212:162. 24X 

Fiche: 50-286* 84/12/17* 8501040152. 


8501040226 Responds to 840221 order directing util to implement 
specific items & to submit info re emergency response 
capability (ERC). NUREG-0737i Suppl 1 compliance submittal 
end. 

UTLEY. E. E. Carolina Power Light Co. NLS-84-509. 84/12/31. 

VARGA. S. A. Operating Reactors Branch 1. 450pp. 28472:072, 24X 

Fiche: 50-261 . 84/12/31* 8501040226. 


8501040253 NUREG/CR-3025 

HIGH-PRESSURE MELT STREAMING <HIPS) PROGRAM PLAN. 

TARBELL* W. W. * BROCKMANN. J. E. * PILCH. M. Sandia National Laboratories. 

FIN A-121S, 84/12/31. Division of Accident Evaluation. 209pp. 

28216: 001. 


8501040301 Forwards "Draft Repository Site Data Rept for Unsaturated 
Tuff. Yucca Mountain. NV. " 

HUNTER. R. Sandia National Laboratories. FIN A-115a, 1738. 

84/12/21. CODELL. R. Geotechnical Branch (Post 831001). 410pp. 

28213: 001. 


8501070227 Submits comments re draft biannual rept. NUREG/CR-3091* Vol 5. 
"Review of Waste Package Verification Tests. " 

WICK. E. A. Division of Waste Management. FIN A-3167. 1722. 

84/11/28. SOO.P. Brookhaven National Laboratory. 3pp. 28227:361. 


8501070250 "Proposed Tasks for Development of Self-Contained Curriculum 
for TOUGH Code. " 

CRANWELL* R. M. Sandia National Laboratories. FINA-1166. 1690. 

84/12/10. CODELL* R. Geotechnical Branch (Post 831001). 5pp. 

28226; 236. 


8501070287 Provides commitment to modify one or two safety-relief 
valves w/seismic Category I supply headers & long-term gas 
supply, per NRC request. Safety-grade alarm or pressure 
indicator in control room will also be modified. 

MUSOLF. D. Northern States Power Co, 84/12/27. Office of Nuclear 
Reactor Regulation* Director. Ip. 28202:074. 24X 

Fiche: 50-263. 84/12/27. 8501070287. 


8501070293 Notification of 850108 meeting w/util & United Engineers & 
Constructors* Inc in Ph iladelphia* PA to discuss shielding 
work being done to meet requirements of NUREG-0737. 

Item II. B. 2 

DONOHEW. J. N, Operating Reactors Branch 5. 85/01/04. ZWOLINSKI. J. A. 

Operating Reactors Branch 5. 3pp. 28204:276. 24X 

Fiche: 50-219, 85/01/04. 8501070293, 


8501070336 Responds to Insp Rept 50-334/84-21 open items. includ ing 
NUREG-0737* Items II. B. 3. "Post-Accident Sampling Sys*" 

II.F. 1* "Noble Gas Effluent Monitor" & III.D. 3. 3. "In-Plant 
Radioiodine Instrumentation. " 

CAREY* J.J. Duquesne Light Co. 84/12/06. MARTIN. T. T. Division of 
Engineering «e Technical Programs. 16pp. 28203:001. 24X 

Fiche: 50-334. 84/12/06. 8501070336. 


8501070344 Discusses status update of facilities pressuriier safety S< 
relief valve discharge piping evaluation. per NUREG-0737. Item 
1 1. D. 1. 2. Engineering analysis completed & final rept will be 
provided by 850331. 

STEWART* W.L. Virginia Power (formerly Virginia Electric <c Power 
Co.). 762. 84/12/31. DENTON, H. R. Office of Nuclear Reactor 

Regulation. Director. VARGA. S. A. Operating Reactors Branch 1. 2pp. 
28203:299. 24X Fiche : 50-280. 84/12/31. 8501070344. 


8501070348 Forwards NUREG-0737. Suppl 1 compliance submittal, includ ing 
proprietary "SAR for SPDS. Brunswick Steam Electric Plant 
Emergency Response Facilities Info Sys. " per Generic Ltr 
82-33 $( 840222 order. SAR withheld (ref 10CFR2. 790). 

UTLEY. E.E. Carolina Power Sc Light Co. GL-B2-33. 84/12/27. 

VASSALLO* D. B. Operating Reactors Branch 2. 14pp. 28203:017, 24X 

Fiche: 50-324, 84/12/27, B501070348. 


— 8501070353 "Brunswick Steam Electric Plant Emergency Response Facility 
Info Sys Overview. " 

* General Electric Co, 84/12/31. 4Spp. 28203:032. 24X 

Fiche: 50-324, 84/12/27. 8501070348. 


-8501 11021 5 NEDO-30842 

Nonproprietary "SAR for SPDS Brunswick Steam Electric Plant 
Emergency Response Facilities Info Bysi " 

SEYMOUR.J.D. General Electric Co. GL -32-33, 84/11/30. 220pp. 

28309:008. 24X Fiche: 50-324, 84/12/27. 8501070348. 


— S501070357 "Control Room Design Review Detailed Program Plan Sc 
Implementing Guidelines for Brunswick Steam Electric Plant 
Units 1 Sc 2. " 

* Carolina Power Sc Light Co. 84/12/31. 64pp. 28203:091. 24X 

Fiche: 50-324. 84/12/27. 8501070348. 


8501070361 Forwards recommended rev to Tech Spec 3/4. 1.3 re movable 
control assemblies of Westinghouse NSSS. NUREG-0452 should be 
changed to include revised Tech Spec. Addl info concerning 
rod control sys end. 

RAHE. E. P. Westinghouse Electric Corp. NS-NRC-S4-2990. 84/12/21. 

THOMAS. C. 0. Standardization Sc Special Projects Branch. 2pp. 
28203: 250. 


8501070363 Forwards six detailed oversize drawings of reactor pressure 
vessel internal supports Sc seismic response spectra at 
internal support elevations, per request, for evaluation of 
SEP Topic III-6. Aperture cards in PDR. 

SKOLNIK.D. . HAUSMAN. J. E. Commonwealth Edison Co. 5456D. 84/12/28. 

SCHOLL. R. Systematic Evaluation Program Branch. 36pp. 28202:004. 

24X Fiche: 50-237. 84/12/28, 8501070363. 


8501070376 Responds to DB Vassallo 840314 request for confirmation oP 
implementation of dissolved gas mods. per NUREO-0737. Item 
II. B. 3. Mods complete & dissolved gas measurement technique 
fully operational. Info re shipping cask provided. 

MUSOLF, D. Northern States Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation* Director. Ip. 28202: 358. 24X 

Fiche: 50-263, 84/12/28. 8501070376. 


S501070383 Advises that SPDS will be in svc on Unit 3 by 850101. per 
Suppl 1 to NUREG— 0737 8c 840612 confirmatory order. Unit 2 
SPDS will be in svc prior to startup from current refueling 
outage projected for early Feb 1985. 

RYBAK. B. Commonwealth Edison Co. 9569N. 84/12/31. DENTON. H. R, 

Office of Nuclear Reactor Regulation. Director. 2pp. 28204:307. 
24X Fiche: 50-237. 84/12/31,8501070383. 


8501070403 NUREO-1044 

EVALUATION OF THE NEED FOR A RAPID DEPRESSURIZATION 
CAPABILITY FOR CE PLANT. 

MARSH, L. . LIANG. C. Division of Systems Integration (post 811005). 
84/12/31. 137pp. 28225:020. 


8501070405 NUREG- 1061 V04 

REPORT OF THE U. S. NUCLEAR REGULATORY COMMISSION PIPING 
REVIEW COMMITTEE. Volume 4:Evaluation Of Other Loads And Load 
Combinati ons. 

* Piping Review Committee. 84/12/31. 387pp. Available at NRC. 

S8. 00. 28224:001. 


8501070408 NUREG/BR-0025 VIO N7 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR. G. W. Office of State Programs. Director. 84/12/31. 12pp. 

28223: 346. 


8501070409 NUREG-0750 V20 N03 

NUCLEAR REGULATORY COMMISSION ISSUANCES FOR SEPTEMBER 1984. 

Pages 799-1*054. 

* Division of Technical Information 8c Document Control. 84/12/31. 
260pp 28219: 082. 


8501070411 NUREG/CR-0200 V1-3R3 

SCALE: A MODULAR CODE SYSTEM FOR PERFORMING STANDARDIZED 
COMPUTER ANALYSES FOR LICENSING EVALUATION. 

PARKS, C.V. Oak Ridge National Laboratory. FIN B-0009. 84/12/31. 

Division of Fuel Cycle 8c Material Safety. 961pp. 28220:001. 


8501070416 NUREG/CR-3809 VOl 

PERFORMANCE TESTING OF RADIOBIOASSAY LABORATORIES: IN-VITRO 
MEASUREMENTS* PILOT STUDY REPORT. 

ROBINSON* A. V. , FISHER* D. R. , HANDLEY* R. T. Battelle Memorial 
Institute. Pacific Northwest Laboratories. FIN B-2417. D0E/NBM1701. 

84/12/31. Division of Radiation Programs 8c Earth Sciences (post 
S40429). 81pp. 28222:242. 


8501070456 Forwards request for addl info re util 810619 fk 820929 
submittals concerning SPDS. Response within 60 days of ltr 
date requested. 

VARGA. S. A. Operating Reactors Branch 1. 84/12/24. DOLAN. J. 

Indiana S< Michigan Electric Co. DOLAN. U. American Electric Power 
Service Corp. 9pp, 28241:001, 24X Fiche: 50-315, 84/12/24* 

8501070456. 


8501070474 Forwards Insp Repts 50-206/84-29,50-361/84-29 8< 50-362/84-30 
on 841015-19 Sc 1105-09. No violations noted. 

WENSLAWSKI* F. A. Regions* Office of Director. 84/12/14. 

BASKIN. K.B. Southern California Edison Co. 2pp. 28217:132. 24X 

Fiche: 50-206. 84/12/14. 8501070474. 
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— S5010704SS Insp Repts 50-206/84-29.50-361/84-29 & 50-362/84-30 on 
841015-19 & 1105-09. No violations noted. Major areas 
inspected: defic ienc i es re Unit 1 operational radiation, 
monitoring sys & implementation of TMI Item ZI.B. 3. 

SHERMAN. C. I. . YUHAS. S. P. Region 5. Office of Director. 
50-362/84-30. 84/12/11. 16pp. 28217:134. 24X 

Fiche: 50-206. 84/12/14, 8501070474. 


B501070487 Forwards advance copy of SSER 3 re evaluation of severe 
accident design concerning seismic external events analysis 
performed per procedures outlined in end draft NURES-1070. 
CRUTCHFIELD. D. Assistant Director for Safety Assessment. 84/12/21. 
EBERSQLE. J. ACRS - Advisory Committee on Reactor Safeguards. 32pp. 
28238: 287. 24X Fiche; 50-447, 84/12/21. 8501070487. 


8501 070494 NUREG-1107 

RCSLK9: REACTOR COOLANT SYSTEM LEAK RATE DETERMINATION FOR 
PWRs. User's Guide. 

HOLLAND. R. A. . KIRKPATRICK. D. , WOODRUFF. R. W. Division of Emergency 
Preparedness & Engineering Response (Post 830103). 84/12/31. 9Spp. 

Available at NRC. *5.00. 28223:004. 


8501070499 NUREG/CR-3926 VOl 

STRATEGIC ANALYSIS FOR SAFEGUARDS SYSTEMS: A FEASIBILITY 
STUDY. Main Report. 

SEAVER. D. A. . GOLDMAN, A. J. . IMMERMAN. W. H. Maxima Corp. FINB-6763. 
84/12/31. Division of Risk Analysis & Operations (post 840429). 
81pp. 28240:226. 


8501070504 NUREG/CR-3712 

RADIONUCLIDE MIGRATION IN GROUNDWATER. Annual Report for FY 
1983. 

FRUCHTER. J, S. , COWAN. C. E. , ROBERTSON. D. E. Battelle Memorial 
Institute. Pacific Northwest Laboratori es. FIN B-2380. PNL-5040. 

84/12/31. Division of Radiation Programs & Earth Sciences (post 
840429). 133pp. 28238:129. 


8501070511 NUREG/CR-3926 V02 

STRATEGIC ANALYSIS FOR SAFEGUARDS SYSTEMS: A FEASIBILITY 
STUDY. Appendix. 

GOLDMAN, A. J. Maxima Corp. FIN B-6763. 84/12/31. Division of 

Risk Analysis & Operations (post 840429). 130pp. 28223:130. 


8501070558 Discusses Unresolved Safety Issue A-44 re station blackout 
in relation to NUREO/CR-3840. "Cost Analysis for Potential 
Mods to Enhance Ability of Nuclear Plant to Endure Station 
Blackout. " 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
84/12/28. EDELMAN, M. R. Atomic Industrial Forum. 7pp. 28238:001. 


— 8412100467 Forwards comments on NUREG/CR-3840. “Cost Analysis for 
Potential Mods to Enhance Ability of Nuclear Plant to 
Endure Station Blackout. “ for review prior to issuance of 
proposed requirements. 

EDELMAN.M. R. Atomic Industrial Forum. 84/11/30. DIRCKS. W. J. 
Office of the Executive Director for Operations. 4pp. 28238:008. 


8501070619 Forwards "Control of Heavy Loads. Beaver Valley Power Station 
Unit 1." based on review of 810623.820426 & 841009 responses 
to 801222 generic Itr on NUREG-0612. Guid elines in 
NUREG-0612. Section 5.1.1 satisfied. 

UARGA, S. A. Operating Reactors Branch 1. TAC 07972. 84/12/20. 

CAREY. J. J. Duquesne Light Co. 4pp. 28236:312. 24X 

Fiche: 50-334. 84/12/20. 8501070619. 


— 8412170469 TER-C5506-334 

“Control of Heavy Loads. Duquesne Light Co. Beaver Valley 
Power Station Unit 1. “ technical evaluation rept. 

BOMBERGER. C. Franklin Institute/Franklin Research Center. 
NRC-03-81-130. TAC 07972. 84/11/27. SINGH. A. NRC - No Detailed 

Affiliation Given. 30pp. 28236:316. 24X Fich e: 50-334, 84/12/20. 

8501070619. 


B501080006 Forwards Amend 18 renewing License R-33. notice of renewal, 
notice of no significant environ impact, environ assessment 
it SER <NUREG-1069). 

EISENHUT. D. G. Division of Licensing. 84/12/28. DARMITZEL. R. W. 
General Electric Co. 4pp. 28269:161. 24X Fiche: 50-073. 84/12/28, 

8501080006. 


— 8501080010 Environ assessment supporting proposed renewal of License 
R-33. SER (NUREG-1069) end. 

# NRC - No Detailed Affiliation Given. 84/11/09. 5pp, 

20269: 175. 24X Fiche: 50-073. 84/12/28, 8501080006. 


8501080013 Forwards Amend 99 to License NPF-1, safety evaluation & 
rarfip ic>|ical effluent Tech Specs. Amend changes radiological 
effluent Tech Specs to comply W/10CFR50 App I. keeping 
releapes of radioactive matls to ALARA. 

TRAMMELL. C. M, Operating Reactors Branch 3. 84/12/20. WITHERS. B, D. 

Portland General Electric Co. 3pp. 28267:235. 24X 

Fiche: 50-344. 84/12/20. 8501080013. 


— 8406120578 EOG-PBS-6613 

"Radiological Effluent Tech Specs (RETS) Implementation - 
Trojan Nuclear Plant." 

SERRANO. W. EG&G. Inc. FIN A-6459. 84/05/31. NRC - No Detailed 

Affiliation Given. 37pp. 28267:330. 24X Fiche: 50-344. 84/12/20. 

8501080013. 


8501080022 Advises that util 840823 decision to withdraw proposal to 
install check valves in auxiliary feedwater sys. per NUREG- 
0737, Item 1 1. E. 1. 1. acc eptable. Alternative methods such as 
periodic inservice insps suggested. 

VARGA. S. A. Operating Reactors Branch 1. 84/12/27. FARRAR. D. L. 

Commonwealth Edison Co. 3pp. 28269:327. 24X Fiche: 50-295, 84/12/27, 

8501080022. 


8501080035 Forwards Insp Repts 50-315/84-20 & 50-316/84-22 on 
841014-16. No noncompliance noted. 

SHAFER, W.D. Region 3. Office of Director. 84/12/10. DOLAN, J. E. 
American Electric Power Service Corp. DOLAN. U. E. Indiana & Michigan 
Electric Co. 2pp. 28245:347. 24X Fich e; 50-315. 84/12/10, 8501080035. 


— B501080042 Insp Repts 50-315/84-20 & 50-316/84-22 on 841014-1 1 16. No 
noncompliance or deviations noted. Major areas inspected: 
actions on previous insp f ind ing s, oper at iona 1 safety, 
reactor trip, surveillance. LERs it maint. 

WRIGHT, G.C. Region 3, Office of Director. 50-316/84-22. 

84/12/10. 8pp. 28245:349. 24X Fiche ; 50-315, 84/12/10, 8501080035. 


8501080038 Forwards SSER 8 (NUREG-0787> re application for OL. W/o end. 
KNIGHTON. G. W. Licensing Branch 3. 84/12/13. LEDDICK. R. S. 

Louisiana Power Se Light Co. 3pp, 28268:331. 24X 

Fiche: 50-392. 84/12/13. 8501080038. 


8501080044 Forwards technical justification for location of containment 
high-range radiation monitors R44B per TMI Items II. F. 1-3 
for review by Radiological Assessment Branch. 

LIOEN, E. A. Public Service Electric & Gas Co. of New Jersey. 

85/01/02. VARGA. S. A, Operating Reactors Branch 1. 4pp. 28231:094. 
24X Fiche: 50-272,85/01/02.8501080044. 


8501080110 Forwards SER of 830701 procedures generation package for 
emergency operating procedures. Revi ew conducted in 
accordance w/Generic Ltr 82-33, Suppl 1 to NUREG-0737 & 

NUREG-0899. Response to open items requested. 

MILLER. J. R. Operating Reactors Branch 3. GL-82-33. 84/12/14. 

STEWART.W, L. Virginia Power (formerly Virginia Electric & Power 
Co.). 2pp. 28269:348. 24X Fiche; 50-000. 84/12/14. 85010801 10. 


— 8501080122 SER of util response to Generic Ltr 82-33 re development 8f 
implementation of emergency operating procedures. Response 
acceptable w/listed exceptions. 

* Office of Nuclear Reactor Regulation. Director. GL -82-33, 
84/12/14. llpp. 28269:350. 24X Fich e; 50-000, 84/12/14. 85010801 10. 


8501080185 Forwards outline of proposed load testing program for 
proposed mod to auxiliary bldg crane. per NUREG-0554, Test 
loads will be lifted only inches off transporting truck bed 
to avoid potential consequences of load drop. 

KOBER.R.W. Rochester Gas & Electric Corp. 85/01/02. ZWOLINSKI. J. A. 

Operating Reactors Branch 5. 2pp. 28231:360. 24X 

Fiche: 50-244. 85/01/02. 8501080185. 


8501080205 Forwards staff position on automatic isolation of normally 
open purge valves, in response to 840711 justification for 
not requiring hydrogen purge valve to close on high 
radiation signal. 

MILLER, J.R. Operating Reactors Branch 3. 84/12/11. COUNSIL. W. G. 

Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 4pp. 
28273:096. 24X Fic he: 50-336. 84/12/1 1. 8501000205. 


8501080223 Forwards Insp Repts 50-445/84-43 8< 50-446/84-17 on 841031- 
1102. No violation noted. 

HUNTER, D. R. Region 4. Office of Director. 85/01/02. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28233:276. 24X Fiche: 50-445, 85/01/02. 8501080223. 


— 8501080237 Insp Repts 50-445/84-43 & 50-446/84-17 on 841031-1 102. No 
violation noted. Major areas inspected: licensee actions to 
resolve NRC identified deficiencies in emergency 
preparedness program it actions to implement NUREG-0737. 

CHANEY. H.D. Region 4. Office of Director. 50-446/84-17. 

84/12/19. 7pp. 28233:278. 24X Fiche; 50-445, 85/01/02. 8501080223. 


8501080232 Forwards preliminary SER conditionally accepting 840520 
procedures generation package for emergency operation 
procedures specified in Suppl 1 to NUREG-0737 (Generic Ltr 
82-33). Response re open items requested by 850515, 

VARGA, S. A. Operating Reactors Branch 1, GL-S2~33. 84/12/19. 

UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 3pp. 
28271:337. 24X Fiche: 50-272, 84/12/19. 8501080232. 
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— S5010S0241 Preliminary SER conditionally accepting licensee procedures 
generation package for emergency operating procedures 
specified in Suppl 1 to NUREG-0737 (Generic Ltr 82-33). 

* IMRC - No Detailed Affiliation Given. GL-S2-33. 84/12/19. 

llpp, 28271:340. 24X Fiche; 50-272, 84/12/19, 8501080232. 


8501080456 NUREG-0540 V06 NIO 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE. 

October 1-31,1984. 

Division of Technical Information & Document Control. 84/12/31. 
566pp. 28260 015. 


8501080460 NUREG/CR-3371 V04 

TASK ANALYSIS OF NUCLEAR POWER PLANT CONTROL ROOM CREWS. 

Volume 3; Task Data Forms. 

BURGY, D. , LEMPGES, C. , MILLER, A. General Physics Corp. FIN B-7491. 
GP-R-221020. 84/12/31. Division of Facility Operations. 954pp. 

Available at NRC. «15.00. 28265:001. 


8501080463 NUREG/CR-3371 V03 

TASK ANALYSIS OF NUCLEAR POWER PLANT CONTROL ROOM CREWS. 

Volume 3: Task Data Forms. 

BURGY, D., LEMPGES, C., MILLER, A. General Physics Corp. FIN B-7491. 
GP-R-221020. 84/12/31. Division of Facility Operations. 898pp. 

Available at NRC. «15. 00. 28261:221. 


8501080503 Forwards draft SER re procedures generation package. Open 
items should be addressed to complete review. 

MILLER, J.R. Operating Reactors Branch 3. TAC 44337. 84/12/18. 

WILLIAMS, J. W. Florida Power S< Light Co. 2pp. 28264:327. 24X 

Fiche: 50-335, 84/12/18. 8501080503. 


— 8501080508 Draft SER re procedures generation package. 

* Office of Nuclear Reactor Regulation, Director. 6L— 82-33. 
84/12/18. llpp. 28264:329. 24X Fich e: 50-335, 84/12/18, 8501080503. 


8501080647 NUREG-074S V04 Nil 

OPERATING REACTORS LICENSING ACTIONS SUMMARY. Data As Of 
November 30,1984. (Orange Book) 

* Division of Budget & Analysis. 84/12/31. 300pp. 28259:070. 


B501080652 Forwards request for addl info on TMI Action Item II.D. 1 re 
performance testing of relief & safety valves. Response 
requested within 30 days. 

MILLER, J.R. Operating Reactors Branch 3. 3150-0065. 84/12/18. 

GRIFFIN, J.M. Arkansas Power & Light Co. 7pp. 28243:351. 24X 

Fiche: 50-313,84/12/18, 8501080652. 


8501090024 Informs that B40629 1130 revs to emergency plan manual St 

implementing procedures consistent w/lOCFRSO, App E & 

10CFR50. 47< d ) requirements & NUREG-0654 & acceptable. 

SCARANO, R. A. Region 5, Office of Director. 84/12/28. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. Ip. 
28276:363. 24X Fiche: 50-312, 84/12/28, 8501090024. 


850109007S Forwards "Diablo Canyon Nuclear Power Plant Human Factors 
Review, " per 840430 commitment Sc Suppl 1 to NUREG-0737. 

SHIPPER, J.D. Pacific Gas «t Electric Co. DCL-S4-392. 84/12/28. 

EISENHUT, D. G, Division of Licensing. Ip. 28257:230. 24X 

Fiche. 50-275, 84/12/28, 8501090078. 


B501090106 Forwards corrected Table 3.3-1 to radiological ETS 
incorporated into License DPR-64 by Amend 51 on 841207. 

Corrected table reflects corresponding table in NUREO-0472, 

"Std Radiological ETS for PWRs. " 

MCNEILL, C. A. Power Authority of the State of New York. IPN-85-01. 
85/01/04. VARGA, S. A. Operating Reactors Branch 1. 3pp. 28255:066. 
24X Fiche: 50-286, 85/01/04, 8501090106. 


8501090229 Forwards response to SER Confirmatory Item 50, Section 
10. 4. 6. SER Section 9. 3. 2 should be revised to reflect 
831108 submittal re post-accident sampling sys. Enel provides 
addl clarification of NUREG-0737, Item II. B, 3. 

BOOKER, J. E. Gulf States Utilities Co. RBG-19,S18. 85/01/02. 

DENTON, H. R, Office of Nuclear Reactor Regulation, Director. 9pp. 
28254:194, 24X Fiche: 50-458, 85/01/02, 8501090229, 


—8501090232 Rev 0 to Procedure COP-1050, "Post-Accident Estimation of 
Fuel Core Damate. " 

* Golf States Utilities Co. 85/01/02. 26pp. 28254:203. 24X 

Fich e; 50-458:, S5/01/P2, 8501090229. 


S501O9029S Foriyajjds addl info on 19 specific agenda items re detailed 
control room design review, per SER Outstanding Issue 19 & 

NUREG-0737 Item I. D.l. Sample of how need characteristics of 
instruments & controls determined end. 

DEVINCENTIS, J. Public Service Co. of Ndw Hampshire, SBN-748. 
85/01/07- KNIGHTON, G. W, Licensing Branch 34PP. 28250:042 24X 

Fiche: 50-443, 85/01/07, 8501090298. 


a^J1090595 Summary of 841115 meeting w/BSeW Owners Group operator 
support subcommittee re task analysis requirements of 
Suppl 1 to NUREG-0737. SI ide presentation end. 

CLAYTON, H. B. Procedures & Systems Review Branch. 84/12/20, 

ZIEMANN, D. L. Procedures & Systems Review Branch. 21pp. 28308:208. 


8501100003 Forwards Insp Rept 50-323/84-30 on 841126-30, No violation 
noted. 

KIRSCH, D. F. Region 5, Office of Director. 84/12/21. SHIFFER, J. D. 
Pacific Gas & Electric Co. 2pp. 28348:335. 24X 

Fiche: 50-323, 84/12/21, 8501100003. 


— 8501100007 Insp Rept 50-323/84-30 on 841 126-30. No noncompliance noted. 
Major areas inspected: const & mod acti vi ties, inc luding area 
insp, licensee actions on previously identified items & TMI 
task action items. 

BURDOIN, J. F. , YOUNG, T. Region 5, Office of Director. 84/12/19. ' 
6pp. 28348:337. 24X Fi che: 50-323, 84/ 12/21, 8501 100003. 


8501100190 Requests extension in schedule to 850630 for submitting 
control room design review summary rept as required by 
NUREO-0737, Suppl 1. 

DALTROFF, S. L. Philadelphia Electric Co. 85/01/07. STOLZ, J. F. 
Operating Reactors Branch 4. 2pp. 28289:360. 24X 

Fiche: 50-277,85/01/07, 8501100190. 


8501100210 Advises that 840918 rev to emergency plan consistent w/ 
provisions of 10CFR50. 54(q) & acceptable per NUREG-0654, Rev 
1 , 

FISH, R. F. Region 5, Office of Director. 84/12/19. MEDFORD, M. 0. 
Southern California Edison Co. Ip. 28350:184. 24X 

Fiche: 50-206, 84/12/19, 8501100210. 


8501100220 Informs of review of 841205 memo forwarding final draft of 
AO rept to Congress for Third Quarter CYB4. Comments 
included on end marked-up draft. Addl info on AO 84-9, 

"Degraded Shutdown Sys (Fort St Vrain)" end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/28. HELTEMES, C. J. Director's Office, 23pp. 28357:013. 


8501100260 Forwards Insp Rept 50-305/84-14 on B40923-2S. No violations 
or deficiencies noted. Response to five weaknesses listed in 
end app requested within 45 days. 

PAPER lELLO, C. J. Region 3, Office of Director. 84/12/19. HINTZ, D. C. 

Wisconsin Public Service Corp. 3pp. 28350:001, 24X 

Fiche: 50-305, 84/12/19, 8501100260. 


. —8501100268 Insp Rept 50-305/84-14 on 840923-28. No noncompliance or 
deviations noted. Major areas inspected : emergency response 
fac i 1 ities, including technical support ctr, operational 
support ctr & emergency operations facility. 

SNELL, W.G., PHILLIPS, M. P. , PAPER lELLO, C. J. Region 3 , Office of 
Director. 84/12/19, 34pp, 28350:004. 24X Fiche: 50-305, 84/12/19, 

8501100260. 


8501100322 Forwards Rev 1 to Training Program TP-305C, "NRC Licensed 
Operator Requalification Program," per SER Open Item 12(b). 

"Shift Cycle Training" section will be deleted & training 
discontinued 12 wks prior to exam. 

MITTL, R. L. Public Service Electric Sc Gas Co. of New Jersey. 
84/12/28. SCHWENCER, A, Licensing Branch 2. Spp. 28290:115. 24X 

Fiche: 50-354, 84/12/28, 8501100322. 


8501100425 Forwards comments re DES (NUREO-1087). Further info needed on 
Page 8 of DES re routing another 230-kV line to State of SC. 

Main purpose of operation of facility is out of state sales. 

TEPER. D. Affiliation Not Assigned. B5/01/05. Division of 
Licensing. 6pp. 28289:341. 24X Fiche: 50-424, 85/01/05, 8501100425. 


8501100455 Forwards emergency operating procedures guidel ine. Emergency 
procedures Sc guideline will be updated by Mar 1985 to 
incorporate Outage 2R4 mods 8< SPDS. Requests to give 
presentation of guideline prior to review. 

ENOS, J, T. Arkansas Power S< Light Co. 2CAN12S403. 84/12/05. 

EISENHUT, D. 0. Division of Licensing. 2pp. 28279:003. 24X 

Fiche: 50-368, 84/ 12/05, 85011 00455. 


8501100507 Forwards application for amend to License DPR-6, chang ing 
Tech Specs to satisfy NUREG-0473 Sc NRC guidance in 
development of radiological effluent Tech Specs. Fee paid. 

VANDEWALLE, D. J. Consumers Power Co. 85/01/07. Office of Nuclear 
Reactor Regulation, Director, Ip. 28289: 160. 24X 

Fiche: 50-155, 85/01/07, 8501100507. 


■S50I100516 Application for amend to License DPR-6, changing Tech Specs 
to satisfy NUREG-0473 Sc NRC guidance in development pf 
radiological effluent Tech Specs. 

DEWITT, R.B. Consumers Power Co. 85/01/07. 5pp. 28289:161. 24X 

Fiche: 50-155, 85/01/07, 8501100507. 
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— 8501100522 Proposed Tech Spec changes to satisfy NUREG-0473 ic NRC 
guidance in development of radiological effluent Tech Specs. 

* Consumers Power Co. 85/01/07, 51pp. 28289: 166. 24X 

Fiche: 50-155> 85/01/07, 8501100507. 


— 8501100524 "Deviations From NUREG-0473 Guidance. " 

* Consumers Power Co. 85/01/07. 5pp. 28289:217. 24X 

Fiche: 50-155, 85/01/07, 8501100507. 


8501100508 Approves NRR actions necessary to complete Generic Issue 
B-'19, "Thermal-Hydraulic Stability," within approx 6 wks. 

Enel prioriti xation evaluation for issue will be 
incorporated into NUREG-0933, 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
85/01/04. BERNERO. R. M. Division of Systems Integration (post 
811005). 12pp. 28357:255. 


8501100571 Advises of completion of review of revised offsite dose 
calculation manual. Manual consistent w/methodology & 
guidelines in NUREG-0133 Se acceptable. 

VARGA, S. A. Operating Reactors Branch 1. TAG 55561. 84/12/31. 

WILLIAMS, J. W. Florida Power it Light Co. 3pp. 28357:193. 24X 

Fiche: 50-250, 84/12/31, 8501100571. 


8501100651 Forwards Amend 85 to License DPR-35 & safety evaluation. 
Amend modifies Section IV of Commission 830314 order 
confirming licensee commitments on post-TMI-related issues, 
as modified by Commission 840615 order. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/17. 

HARRINGTON, W. D. Boston Edison Co. 2pp. 28356:172. 24X 

Fiche: 50-293, 84/12/17, 8501100651. 


— 8501100657 Amend 85 to License DPR-35, mod if ying Section IV of 
Commission 830314 order confirming licensee commitments on 
post-TMl-related issues, as modified by Commission 840615 
order. 

VASSALLO, D. B. Operating Reactors Branch 2. 84/12/17. 2pp. 

28356:176. 24X Fich e: 50-293, 84/12/17, 8501 100651. 


— 8501100665 Safety evaluation supporting Amend 85 to License DPR~35, 

* Office of Nuclear Reactor Regulation, Director. 84/12/17. 3pp. 
28356:178. 24X Fiche: 50-293, 84/12/17, S501100651. 


8501100663 Forwards NUREG-0558, "Population Dose it Health Impact of 
Accident at 7MI Nuclear Station" Sc NUREG-0738, 

"Investigations of Reported Plant Sc Animal Health...," per 
841112 Itr re mortality & morbidity study. W/o ends. 

DENTON, H, R. Office of Nuclear Reactor Regulation, Director. 
84/12/21. RICHARDS, W, A. Pennsylvania State Univ. , University Park, 
PA. Ip. 28356:192. 24X Fiche: 50-320, 84/12/21, 8501100663, 


8501100806 Forwards minutes of 841119 meeting at plant site re detailed 
control room design review. Methodology will result in design 
review which will satisfy requirements of Suppl 1 to 
NUREG-0737. 

VARGA, S. A. Operating Reactors Branch 1. 85/01/02. MCNEILL, C. . 

Power Authority of the State of New York. 42pp. 28355:197. 24X 

Fiche: 50-286, 85/01/02, 8501100806. 


8501110017 Submits addl justification or clarification for lO open 
items from SER for SEP Topic III-5. A, "High Energy Pipe 
Break Inside Containment," per Section 4.8 of NUREG-0826, 
"Integrated Plant Safety Assessment, Hadd am Neck Plant." 

COUNSIL, W. G. , BISHOP, R.W. Connecticut Yankee Atomic Power Co. 

B 11313. 84/12/17. ZWOLINSKI , J. A. Operating Reactors Branch 5. 
5pp. 28314:332. 24X Fiche: 50-213, 84/12/17, 8501110017. 


8501110085 Forwards Amend 103 to License DPR-50 & safety evaluation. 
Amend permits steam generator tube repairs & return to 
operation, 

STOLZ, J. F, Operating Reactors Branch 4. 84/12/21. HUKILL, H. D. 

General Public Utilities - GPU Service Corp, 4pp. 28358:251. 24X 

Fiche: 50-289,84/12/21, 8501110085. 


— 8501110093 Amend 103 to License DPR-50, p ermitting repair of steam 
generator tubes & return to operation. Safety evaluation 
(Suppl 1 to NUREG-1019) end. 

STOLZ, J.F. Operating Reactors Branch 4. 84/12/21. 42pp. 

28358; 300. 24X Fiche: 50-289, 84/12/21, 8501110085. 


8501110130 Forwards schedule for submitting addl info 8c justif ication 
of nonconformance of core exit thermocouples 8c subcooling 
margin monitors, per 840202 SER on util response to Generic 
82-28 «c NUREG-0737, Item II. F. 2. 

WITHERS, B.D. Portland General Electric Co. GL-82-28. 85/01/04. 

EISENHUT, D. G. Division of Licensing. 21pp. 28311:008. 24X 

Fiche; 50-344, 85/01/04, 8501110130. 


8501110140 Responds to NRC 841120 request to reevaluate main steam 
line break using differential assumptions, per NUREG-0737, 

Item III.D. 3. 4 & Generic Ltr 82-33 re control room 
habitability. Results of listed methodologies provided. 

LINDER, F. Dairyland Power Cooperative. LAC-10488. 84/12/31. 

EISENHUT, D. G. Division of Licensing. 6pp. 28317:235. 24X 

Fiche: 50-409, 84/12/31, 8501110140. 


8501110182 Forwards safety evaluation re NUREO-0737, Item II.D. 1, 
"Safety 8< Relief Valve Testing." RCS safety valve ability 
to function under expected operating conditions for design 
basis transients 8c accidents demonstrated. Item complete. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. LS05-85-01-008. 

85/01/10. VANDEWALLE, D. J. Consumers Power Co, 19pp. 28310:295. 

24X Fiche: 50 -155, 85/01/10, 8501110182. 


8501110196 Informs that 821014 8, 840706 requests for partial exemptions 
from NUREG-0737, Items II. F. 1(2) 8c II. F. 1(3) requirements 
acceptable. SER end. 

VARGA, S. A. Operating Reactors Branch 1 TAC 56341. 85/01/02. 

HINTZ,D. C. Wisconsin Public Service Corp. 5pp. 28371:299. 24X 

Fiche: 50-305, 85/01/02, 8501110196. 


8501110230 Forwards Amend 38 to License DPR-45 it safety evaluation. 
Amend modifies Tech Specs by adding requirements restricting 
overtime of certain plant personnel. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. GL-83-02, 85/01/08. 

LINDER, F. Dairyland Power Cooperative. 3pp. 28310:255. 24X 

Fiche: 50-409. 85/01/00, 8501110230. 


•8501110234 Amend 38 to License DPR-45, modify ing Tech Specs by adding 
requirements restricting overtime of certain plant personnel 
S( requiring reporting of operations of primary sys safety 
valves for pressure relief purposes, 

ZWOLINSKI, U. A. Operating Reactors Branch 5. 85/01/08. 5pp. 

28310:258. 24X Fiche: 50-409, 85/01/08, 8501110230. 


— 8501110252 Safety evaluation supporting Amend 38 to License DPR-45. 

* Office of Nuclear Reactor Regulation, Director. GL-83-02. 
85/01/08. 6pp. 28310:263. 24X Fic he : 50-409. 85/01/08, 8501 1 10230. 


8501110255 Responds to NRC 840314 ltr, Di ssol ved gas mods complete it in 
compliance w/NUREG-0737 Item 1 1. B. 3, Shipping cask available 
to ship post-accident samples offsite for analysis. 

MUSOLF, D. Northern States Power Co. 84/12/28. Office of Nuclear 
Reactor Regulation, Director. Ip. 28309:359. 24X 

Fiche: 50-263, 84/12/28, 8501110255. 


8501110329 Forwards agenda for 841022-26 12th Water Reactor Safety 
Research Info Meeting in Gaithersburg, MD. 

MINQGUE, R.B. Office of Nuclear Regulatory Research, Director. 
84/08/20. Office of Nuclear Regulatory Research, Director. 24pp. 
28374: 266. 


8501110394 Forwards SERs for Mark I containment long-term program 8< 
technical repts by BNL 8< Franklin Research Ctr. Mods 
acceptable. Vacuum breakers to be reviewed independently 
later, per Generic Ltr 83-02. Tech Spec changes requested. 

VASSALLO, D. B. Operating Reactors Branch 2. 6L-83-02. 84/12/12, 

MCNEILL, C. A. Power Authority of the State of New York. 3pp. 
28374:039. 24X Fiche: 50-333, 84/12/12, 8501 110394. 


— 8501110397 Safety evaluation re Mark I containment long-term program, 
pool dynamic loads review. 

* Office of Nuclear Reactor Regulation, Director. 84/12/12. 2pp. 
28374:042. 24X Fi c he: 50-333, 84/12/12, 85011 10394. 


— 8501110401 Safety evaluation re Mark I containment long-term program, 
structural review. 

* Office of, Nuclear Reactor Regulation, Director. 84/12/12. 3pp. 
28374:069. 24X Fi c he; 50-333, 84/12/12, 8501 1 10394. 


8501110452 Responds to 841202 ltr to Chairman Palladino re DES (NUREG- 
0683, Suppl 1 ) . Cone lusi ons in final suppl unchanged. Complete 
set of responses end. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 
84/12/24. DOHERTY. J.F. Doherty, J.F. 5pp. 28369:001. 24X 

Fiche: 50-320, 84/12/24, 8501110452. 


8501140183 Forwards safety evaluation re procedure for estimating core 
damage during accident conditions, based on generic 
Westinghouse Owners Group Mar 1984 core damage assessment 
methodology, per NUREG-0737 Item II. B. 3. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/07. FAY, C. W. 

Wisconsin Electric Power Co. 3pp. 28378: 263. 24X 

Fiche: 50-266, 85/01/07, 8501140183. 
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8501140178 Discusses licensee coniniitflient to improve emergency operatiny 
procedures (EOPs) per Suppl 1 to NUREG-0737 & TMI Item 
l.C. liin response to NRC 840614 concerns. Validation of EQPs 
deferred until Feb 1986. 

WHITTIER* G. D. Maine Yankee Atomic Power Co. MN-S5-02. 85/01/04. 

MILLERi J. R. Operating Reactors Branch 3. 3pp. 28361:234. 24X 

Fiche : 50-309* 85/01/04* 8501 140198. 


S501140246 Advises that schedule for providing addl info needed to 
complete review of BSeW Rept 77-1140898-01 "Bounding 
Analytical Assessment of NUREG-0630 Methods on LOCA kW/ft 
Limit W/Use of FLECSET. " will be available Mar 1985. 

RODRIGUEZ* R. J. Sacramento Municipal Utility District. RJR 85-10. 
85/01/08. ST0L2* J. F. Operating Reactors Branch 4. Ip. 28361:233. 
24X Fiche: 50-312* 85/01/08, 8501140246. 


8501140285 Requests extension for qualification of equipment not 
meeting requirements of NUREG-0588 until end of Cycle 3 
refueling outage. List of addl unqualified equipment 8t 
justification for continued operation end. 

DOMER,J. A. Tennessee Valley Authority. 85/01/08. ADENSAM* E. 
Licensing Branch 4. Spp. 28361:303. 24X Fiche: 50-327* 85/01/08, 

8501140285. 


8501140299 Notifies that End 4 to 841213 request for waiver from 
NUREG-0737, Item II. F. 1 re CAHRMS monitor location incorrect. 

Waiver approval neither requested nor required to comply 
w/NUREG-0737* Item II. F. 1. 

JENS, W. H. Detroit Edison Co. EF2-72043. 85/01/10. YOUNGBLOOD* B. J. 

Licensing Branch 1. 3pp. 28360:127. 24X Fiche: 50-341* 85/01/10, 

8501140299. 


B501140338 Responds to FOIA request for documents on NUREQ/CR-2963 re 
planning guidance for decontamination & NUREG/CR-3503 re 
steam generator decontamination. Documents available at NRC 
Technical Library & Library of Congress. 

FELTON, J.M. Division of Rules and Records. 84/07/02. BELL* N. 
Nuclear Information & Resource Service. 2pp. 28390:062. 


8501140344 FOIA request for documents ref in NUREG/CR-2963* "Planning 
Guidance for Nuclear Power Plant Decontamination" & 

NUREG/CR-3503, "Steam Generator Decontamination: Methods 8e 
Past Applications". 

BELL, N. Nuclear Information & Resource Service. 84/06/01. 

FELTON* J. M. Division of Rules and Records. 13pp. 28390:064. 


8501140427 Forwards request for addl info re conformance of components 
of inadequate core cooling instrumentation sys to NUREG-0737 
design requirements per Generic Ltr 82-28. Use of 
Westinghouse level instrumentation acceptable. 

VARGA, S. A. Operating Reactors Branch 1. GL-82-2S. 84/12/31. 

UTLEY, E.E. Carolina Power & Light Co. 7pp. 28392:196. 24X 

Fiche: 50-261, 84/12/31, 8501140427. 


8501140473 Requests that EG Wallance be taken off distribution list 
for NUREG-074S, "Operating Reactors Licensing Actions 
Summary* " it replaced w/RJ McGoey. 

SPIK*D. L. General Public Utilities - GPU Service Corp. S5/01/08-. 
Office of Nuclear Reactor Regulation* Director. 2pp. 28376:358. 


8501140508 Responds to FOIA request for draft rept on failure modes Ic 
effects analysis of events that could result in steam 
generator overfill for facility. Forwards rept. Rept also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/17. PEDRO, J. NUS 
Corp. Ip. 28392:001. 24X Fiche: 50-269, 84/05/17, 8501140508. 


—8501140514 "Nuclear Power Plant Steam Generator Overfill Resulting 
From Control Actions. " 

CLARK, F.H.* CLAPP* N.E., BROADWATER, R. Oak Ridge National 
Laboratory. FIN B-0467. ORNL/TM-9061 . 84/02/28. Division of 

Facility Operations. 46pp. 28392:002. 


8501140515 Advises of incorporation of 850107 W Lawless & 850103 
JE Gordon comments into 850104 comments re DES <NUREG-1087). 

JOHNSON* T. Campaign for Prosperous Georgia. 85/01/07. Division 
of Licensing. Ip. 28376:321. 24X Fi ch e: 50-424, 85/01 /07* 8501 140515. 


8501150030 Further response to FOIA request for three categories of 
records re util or facility. Apps E & F documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/18, BELAIR* R. R. 
Kirkpatrick tc Lockhart. Spp. 28417:155, 24X Fiche: 50-322, 84/05/18* 

8501150030. 


—8401030400 Responds to 831115 ltr to Chairman Palladino expressing 
concern of Rocky Point Board of Edge re facility evacuation 
plans. Forwards NUREO-0396. W/o end. 

DEYOUNG* R.C. Director's Office* Office of Inspection and 
Enforcement. 83/12/20. KUZLOSKI*V. Rocky Point* NY. Ip. 
28417:270. 24X Fiche: 50-322* 84/05/18, 8501150030; 


— 8501150076 Disagrees w/H Hurwitz contention that NRC places undue 
emphasis on lower doses & misdirects efforts in accident. 
NUREG-0396 cited as representative of full spectrum of 
accident scenarios considered in emergency plan development. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
83/06/20. HURWITZ, H. Affiliation Not Assigned. 3pp. 28417:198. 
24X Fiche: 50-322,84/05/18,8501150030. 


— 8205170208 Questions util reason for requesting proposed Tech Spec 
changes to NURE6-0420, Sect! on 6. 7, MSIV leakage control sys. 
HAFNER,B. Affiliation Not Assigned. 82/05/10. WILSON, J. 
Division of Licensing. 2pp. 28417:170. 24X Fiche: 50-322* 

84/05/ 18* 8501 1 50030. 


— 8501150038 Raises questions re fac i 1 ity* based on NUREG-0420 8e SER. 
Topics inc lude: RHR, automati c switchover of RCIC sys suction* 
multiplexing circuitry* stainless steel pipe cracking & Mark 
II load criteria. 

HAFNER*B. Affiliation Not Assigned. 82/05/23. WILSON* J. N. NRC - 
No Detailed Affiliation Given. 2pp. 28417: 166. 24X 

Fiche: 50-322* 84/05/18* 8501150030. 


‘8501150042 Requests response to end questions re MSIV leakage at 
f a c i 1 i t y * p er NUREO-0420. 

HAFNER*B. Affiliation Not Assigned. 84/07/21. GILBERT, R. NRC - 
No Detailed Affiliation Given. 2pp. 28417: 168. 24X 

Fiche: 50-322* 84/05/18* 850 1 1 50030. 


— 8312300317 Responds to 830722 request for addl info re NRC rept 
entitled "Finding of LILCO Transition Plan as Requested by 
NRC as Part of NRC Licensing of Shoreham Nuclear Power 
Station. " Plan considered adequate. 

BRAGG* J. S. Federal Emergency Management Agency. 83/08/29. 

DIRCKS* W. J. Office of the Executive Director for Operations. Spp. 
28417: 245. 24X Fiche: 50-322* 84/05/18* 8501150030. 


— 8501150035 Responds to 810401 ltr listing seven concerns re emergency 
planning per NUREG-0654. 

CRIMES, B. K. Division of Emergency Preparedness tc Engineering 
Response (Post 830103). 81/08/27. HAFNER* W. Affiliation Not 

Assigned. 3pp. 28417:160. 24X Fiche: 50-322* 84/05/18* 8501 150030. 


8501150051 Requests that alleged violation re installation of in- 
containment high range radiation monitors noted in Insp Rept 
50-271/84-11 be withdrawn. Plac ement of monitors based on 
satisfying NUREG-0737* Item II. F. 1. 3 it NUREG-0578. 

MURPHY* W. P. Vermont Yankee Nuclear Power Corp. FVY-85-1. 85/01/09. 

MARTIN. T.T. Region 1, Office of Director, 2pp. 28386:131. 24X 

Fiche: 50-271* 85/01/09* 8501150051. 


8501150060 Submits addl info re detailed control room design review 
(DCRDR) in response to SER Open Item 14* SSER 1 (NUREO-1036} 

& 840810 ltr. DCRDR summary rept will be submitted by 850330. 
Actions currently underway discussed. 

CUTTER* A. B. Carolina Power 8< Light Co. NLS-84-51B. 85/01/11. 

DENTON* H. R. Office of Nuclear Reactor Regulation* Director. 2pp. 
28379:266. 24X Fiche: 50-400. 85/01/11* 8501150060. 


8501150082 Forwards addl info re safe loadpaths* testing of crane 
controls S< special lifting devices in response to NRC 
830524 review of util response to NUREO-0612* "Control of 
Heavy Loads at Nuclear Power Plants. “ 

WILLIAMS* J. W. Florida Power & Light Co. L-85-17. 85/01/10. 

MILLER, J.R. Operating Reactors Branch 3. 11pp. 28388:182. 24X 

Fiche: 50-335* 85/01/10. 8501150082. 


8501150146 Advises that Questions 24 & 49 re C-E Owners Group rept* 
"Justification of Trip Two/Leave Two Reactor Coolant Pump 
Strategy During Transients* " will be implemented as part of 
emergency proc edure* per Suppl 1 to NUREG-0737. 

JOHNSON* B.D. Consumers Power Co. GL-83-10B. 85/01/11. Office of 

Nuclear Reactor Regulation* Director. 2pp. 28379:280. 24X 

Fiche: 50-255, 85/01/11, 8501150146. 


8501150221 Forwards master microfiche to YAEC-1455* "Review & Comment 
on NUREG/CR-3756* 'Seismic Hazard Characterization of 
Eastern US: Methodology Sc Interim Results for Ten Sites'." 

Microfiche not filmed, 

WHITTIER, G. D. Maine Yankee Atomic Power Co. MN-S4-217. 84/12/20. 

MILLER* J.R. Operating Reactors Branch 3. Ip. 28380:294. 24X 

Fiche: 50-309, 84/12/20* 8501150221. 


8501150355 Responds to NRC 841023 request for supplemental proposed 
schedule for completion of detailed control room design 
review rept Sc program plan per Suppl 1 to NUREG-0737. Util 
proposes to submit supplemental rept by 850531. 

MEDFORD* M.O. Southern California Edison Co, 85/01/10. 

KNIGHTON* 6. W. Licensing Branch 3. Ip, 28388:030. 24X 

Fiche; 50-361 , 85/01/10, 8501150355. 
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8501150368 Forwards Insp Rept 50-4S2/84-34 on 840924-28 it 1005 & 
notice of deviation. 

DENISE, R.p. Region 4, Office of Director. 85/01/07. KOESTER,G. L. 
Kansas Oas it Electric Co. 2pp. 28379:097. 24X 

Fiche: 50-482, 85/01/07, S50115036S. 


— B501150370 Insp Rept 50-482/84-34 on 840924-28 & 1005. Deviation 
noted: agreement to provide regional weather info w/first 
order National Weather Svc station by June 1984 not 
imp 1 emented. 

CHANEY, H.D., MARKEE, E. H. , MURRAY, B. Region 4, Office of Director. 
85/01/04. 13pp. 28379:100. 24X Fich e: 50-482, 85/01/07. 8501150368. 


8501160189 Ack receipt of 840920 it 1217 Itrs providing addl info re 
min shift crew, per Insp Rept 50-305/84-09. Emergency onshift 
roles per Rev 1 to NUREG-0654 can be met. Ack receipt of 
841214 itr re violations noted in Insp Rept 50-305/84-17. 

PAPERIELLO, C. J. Region 3, Office of Director. 85/01/09. HINTZ, D. C. 

Wisconsin Public Service Corp. 2pp. 28410:214. 24X 

Fiche: 50-305, 85/01/09, 8501160189. 


8501160211 Forwards safety evaluation of util 840702 & 0914 submittals 
re NUREG-0737. Item II. B. 3, "Post-Accident Sampling Sys. ” 

Review indicated 10 of 11 criteria met & proposed procedure 
for estimating degree of core damage acceptable. 

2WQLINSKI, J. A. Operating Reactors Branch 5. LS05-85-01-01 1. 

85/01/14. FARRAR, D.L. Commonwealth Edison Co. 6pp. 28411:022. 

24X Fiche: 50-000, 85/01/14, 8501160211. 


8501160288 Responds to 850107 request for extension of completion date 
for detailed control room design review summary rept to 
850801. Adequate justification provided for mod of Commission 
840612 order. Delay acceptable. 

EISENHUT, D. G. Division of Licensing. LS05-85-01-010. 85/01/11. 

KAY, J. A. Yankee Atomic Electric Co. 2pp. 28412:024. 24X 
Fiche: 50-029, 85/01/11, 8501160288. 


8501160317 Requests that date in NUREG-0827. "Integrated Plant 
Assessment of SEP of LACBWR, " be adjusted per listed Section 
4.26.3 re isolation between reactor protection sys channels 
& power supplies. 

LINDER, F. Dairyland Power Cooperative. LAC-10491. 85/01/03. 

PAULSON, W. A. Operating Reactors Branch 5. 2pp. 28410:017. 24X 

Fiche: 50-409, 85/01/03, 8501160317. 


8501160404 Requests FR publication of notice of issuance of Amend 59 
to License DPR-43, chang ing Tech Specs for certain NUREG-0737 
installed features per Generic Ltr 83-37. 

VARGA, S. A. Operating Reactors Branch 1. GL-83-37. 85/01/09. 

MILLER, J.R. Operating Reactors Branch 3. 2pp. 28432:356. 24X 

Fiche: 50-305, 85/0 1 /09, 8501 1 60404. 


8501160416 Forwards Amend 59 to License DPR-43 & safety evaluation. 
Amend changes Tech Specs per 831101 Generic Ltr 83-37, 

"NUREG-0737 Tech Specs. " Action closes TACs 54396 & 54541. 

Amend effective 60 days from issue date. 

FAIRTILE, M. B. Operating Reactors Branch 1. GL-83-37. 85/01/09. 

H1NT2, D. C. Wisconsin Public Service Corp. 2pp. 28432:322. 24X 

Fiche: 50-305, 85/01/09, 8501160416. 


— 8501160420 Amend 59 to License DPR-43, c h ang ing Tech Specs per 831101 
Generic Ltr 83-37, "NUREG-0737 Tech Specs. " Amend effective 
60 days from issue date to permit licensee to put support 
plant procedures in place it train personnel. 

VARGA, S. A. Operating Reactors Branch 1. GL-83-37. 85/01/09. 

26pp. 28432:324. 24X Fiche: 50-305, 85/01/09, 8501160416. 


— 8501160422 Safety evaluation supporting Amend 59 to License DPR-43. 

* Office of Nuclear Reactor Regulation, Director. GL-83-37. 
85/01/09. 4pp. 28432:346. 24X Fiche : 50-305, 85/01/09, 8501 160416. 


8501160443 Grants util 840517 request to withdraw 811229 application 
for amend to License DPR-26, chang ing Tech Specs to 
incorporate NUREO-0737, Items II. F. 1. 1 it II. F. 1. 2. FR notice 
end. 

VARGA, S, A. Operating Reactors Branch 1. 85/01/08. O'TOOLE, J.D 

Consolidated Edison Co. of New York, Inc. 2pp. 28432:318. 24X 

Fiche: 50-247,85/01/08, 8501160443. 


— 8501160445 Notice of withdrawal of 811219 application for amend to 
License DPR-26, chang ing Tech Specs to incorporate 
NUREG-0737, Items II. F. 1. 1. it II. F. 1.2, 

VARGA, S. A. Operating Reactors Branch 1. 85/01/08. 2pp. 

28432: 320. 24X Fiche: 50-247, 85/01/08, 8501160443. 


8501160459 Responds to FOIA request for documents discussing SPARC 
computer code. Forwards App A documents. Documents also 
availeble in PDR. 

FELTON, J, M. Division of Rules and Records, 84/04/25. SHOLLY, 8. C. 
Union of Concerned Scientists. 3pp. 28436:002. 


— 8501160603 Revised project & budget proposal for NRC work: 
"Effectiveness of LWR ESF Sys Under Severe Accident 
Conditions. ’’ Draft NUREG/CR-3317 re technical bases it user 
manual for SPARC end. 

WINEGARDNER, W. , COOMES, E. P. . OWCZARSKI , P. C, Battelle Memorial 
Institute, Pacific Northwest Laboratories. FIN B-2444. 
40-10-01-06. 83/06/29. NILSEN Chemical Engineering Branch. 

68pp. 28436:319. 


8501160468 Submits comments on NUREG-1061, Vol III, "Evaluation of 
Potential for Pipe Breaks. '* Acceptance criteria for ASME 
Code Class I piping inside containment outlined in Vol III 
acceptable. 

RODABAUGH, E. C. E. C. Rodabaugh Associates, Inc. RODABAUGH, E. C. ACRS 

- Advisory Committee on Reactor Safeguards. 84/11/02. IGNE, E. ACRS 

- Advisory Committee on Reactor Safeguards. 2pp. 28444:358. 


8501160529 Forwards Amend 90 to License DPR-46 it safety evaluation. 
Amend revises Tech Specs to incorporate changes proposed in 
response to TMI action items in NUREG-0737, Generic Ltr 83-36 
it adds addl fire detectors. 

SYLVESTER, E. D. Operating Reactors Branch 2. GL-83-36. 85/01/03. 

PILANT, J. M. Nebraska Public Power District. 3pp. 28439:321. 24X 

Fiche: 50-298, 85/01/03, 8501160529. 


— B501160540 Safety evaluation supporting Amend 90 to License DPR-46. 

* Office of Nuclear Reactor Regulation, Director. 85/01/03. 5pp. 
28439:340. 24X Fi che: 50-298, 85/01/03, 8501 160529. 


8501160562 Forwards safety evaluation accepting licensee 840727 revised 
proposal to meet requirements of NUREG-0737, Item II. B. 2, 

"Plant Shielding." Revised solution should permit mod 
completion prior to restart, 

STOLZ, J. F. Operating Reactors Branch 4. 84/12/26. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 8pp. 28445:064. 24X 

Fiche: 50-289, 84/12/26, 8501160562. 


8501170018 Clarifies positior re NUREG-0737, Item II. D. 3 re direct 
indication of relief it safety valve position. Submittal 
should provide sufficient info to permit issuance of safety 
evaluation to close out item. 

CASCARANO, R. N. Commonwealth Edison Co. 9588N. 85/01/08. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
28426:124. 24X Fiche: 50-295, 85/01/08, 8501170018. 


8501170035 Forwards four oversize drawings indicating locations of 
four high range gamma monitors, per TMI Action Item II. F. 1.3. 
Submittal fulfills commitment made in Amend 11 to FSAR & 
described in Page 12-8 of SER. Aperture cards in PDR. 

SPANGENBERG, F. Illinois Power Co. U-0781. 85/01/14. SCHWENCER, A. 

Licensing Branch 2. Ip. 28426:129. 24X Fiche: 50-461, 85/01/14, 

8501170035. 


8501170124 Forwards FES (NUREG-1064> . W/o end. 

YOUNGBLOOD, B. Licensing Branch 1. 85/01/10. WOOD, J. M. Commerce, 

Dept, of, Natl. Oceanographic & Atmospheric Administration. 5pp. 
28461:347. 24X Fiche: 50-423, 85/01/10, 8501 170124. 


8501170200 Advises that final control room HVAC mods required by NUREG- 
0737, Item III.D. 3. 4 accomplished during Cycle 12 refueling 
outag e. Design details will be provided by 850430. 

FIEDLER, P.B. General Public Utilities - GPU Service Corp. 85/01/11. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. 2pp. 28421:352, 24X 

Fiche: 50-219, 85/01/11, 8501170200. 


8501170211 Forwards safety evaluation of 840201 it 0718 submittals re 
4-inch vent header isolation valve operabi 1 ity. Schedule for 
mods to decrease inboard valve auto-closure time should be 
submitted within 90 days. 

ZWOLINSKI, J. A. Operating Reactors Branch 5. LS05-85-01-012. 

85/01/15. LINDER, F. Dairyland Power Cooperative. 3pp. 28421:334. 
24X Fiche: 50-409, 85/01/15,8501170211. 


— 8501170213 Safety evaluation re demonstration of containment purge it 
vent valve operability by test, per NUREG-0737. Both Internal 
it External Isolation Valves 55-25-003 & 55-25-004 operable 
in dynamic flow conditions that could result from DBA. 

WRIGHT, R., DUDLEY. R. Office of Nuclear Reactor Regulation, 
Director. 85/01/15. 4pp. 28421:337. 24X Fiche: 50-409, 85/01/15, 

8501170211. 


8501180001 Forwards FES <NUREG-1064) 8c FR notice of availability. W/o 
FES. 

YOUNGBLOOD, B. J. Licensing Branch 1. 85/01/11. HIRSCH, A. 

Environmental Protection Agency. Ip. 28466:360. 24X 

Fiche: 50-423, 85/01/11, 8501180001. 


— 8501180002 Notice of availability of FES (NUREG-1064). 

YOUNGBLOOD, B. J. Licensing Branch 1, 85/01/11. 2pp, 28466:361. 

24X Fiche: 50-423, 85/01/11,8501180001. 
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8501180034 Forwards FES <NUREG-1064) & FR notice of avai labil i ty. 

W/o FES. 

yoUNGBLOODf B. J. Licensing Branch 1. 85/01/10. Connecticutj State 

of. Ip. 28466:356. 24X Fic he: 50-423, 85/01/10. 8501 180034. 


8501180040 Forwards FES (NUREG-1064) & FR notice of availability. 
W/o FES. 

YOUNGBLOOD. B. J. Licensing Branch 1. 85/01/10. COUNSIL. W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). Ip. 
28475:342. 24X Fiche: 50-423. 85/01/10. 8501 180040. 


8501180052 Board Notification 85-006: informs Commission of issuance of 
end SSER <NUREG-0787) . Supp 1 provides results of NRC 
evaluation of approx 350 allegations & const of basemat. 

EISENHUT.D. G. Division of Licensing. 85/01/14. PALLADINO. ROBERTS. 
ASSELSTINE Commissioners. 2pp. 28679:001. 24X 

Fiche; 50-382. 85/01/14. 8501 180052. 


8501180054 Ack receipt of 841204 response to 841005 notice of violation 
addl example identified on 841101. Imp lementation of 
corrective actions will be examined during future insps. 

OLSHINSKI. J. A. Region 2. Office of Director. 84/12/18. 

WILLIAMS. J. W. Florida Power & Light Co. 2pp. 28465:229. 24X 

Fiche: 50-335. 84/12/18. 8501180054. 


— 8501180076 Forwards Insp Repts 50-335/84-25 & 50-389/84-27 on 
840812-0915 S( notice of violation. 

LEWIS. R.C. Region 2. Office of Director. 84/10/05. WILLIAMS. J. W. 

Florida Power & Light Co. 2pp. 28465:234, 24X 

Fiche; 50-335. 84/12/18. 8501180054. 


— 8501180093 Insp Repts 50-335/84-25 & 50-389/84-27 on 840812-0915. 
Violation noted: control of activities not sufficient to 
prevent damage to saf ety-related electrical cables during 
removal of flamastic fire barrier. 

FEI ER ABEND, C. D. Region 2. Office of Director. IEIN-S3-81. 

84/10/03. 10pp. 28465:238. 24X Fich e: 50-335. 84/12/18. 8501 180054. 


8501180069 Partial response to FOIA req.uast for repts resulting from 
listed qualification of equipment site audits to be placed 
in PDR. Forwards App A documents. Documents also available in 
PDR. 

FELTON. J.M. Division of Rules and Records. 84/05/24. WILLIAMS. 0. G. 

JRA Associates. 3pp. 28467:002. 24X Fiche: 50-000. 84/05/24, 

8501180069. 


— 6306020210 Forwards SER re environ qualification of electrical 
equipment important to safety Sc safety-related mechanical 
equipment. Installation of one item which should be verified 
by Region IV identified in Section 3.11.4.2. 

KNIGHT. J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/05/24. NOVAK. T. M, Assistant Director for 

Licensing. Ip. 28467:215. 24X Fiche: 50-000. 84/05/24. 8501 180069. 


— 8307130041 Forwards Equipment Qualification Branch SER on environ 
qualification of electrical equipment important to safety Sc 
safety-related mechanical equipment. Outstanding items 
identified in conclusion of rept. 

KNIGHT. V.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/06/30. NOVAK, T. M. Assistant Director for 

Licensing. 2pp. 28467:074. 24X Fiche: 50-000, 84/05/24. 8501180069. 


— 8307250784 Forwards Equipment Qualification Branch SER input re environ 
qualification program for electrical equipment important to 
safety Sc saf ety-rela ted mechanical equipment. Outstanding 
info identified in Sections 3.11.3 Sc 3.11.4 required. 

KNIGHT. J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/07/14. NOVAK. T. M. Assistant Director for 

Licensing. 2pp. 28467:108. 24X Fiche; 50-000.84/05/24. 8501180069. 

—8308230842 Forwards SER approving applicant plan for environ 
qualification of electtrical equipment important to safety Sc 
safety-related mechanical equipment per 10CFR50. 49. 

NUREG-0SB6 Sc NUREG-0800. One open item remains, 

KNIWT, V. P* Assistant Director for Comp. Sc Structures Engineering 
(Post 83/08/15. NOVAK. T.M. Assistant Director for 

Licensing. 2pp. 28467:154. 24X Fich e; 50-000. 84/05/24. 8501 180069. 


— B309060S14 Forwards list of Tech Specs reviewed Sc review comments. Other 
Tech Specs acceptable as written. 

BERLINGER.C. H. Core Performance Branch. 83/08/26. THOMAS. C, 0, 
Standardiration Sc Special Projects Branch. 2pp. 28467:175. 24X 

Fiche; 50-000, B4/Q5/24. 8501180069. 


-8501180119 Forwards marked-up Equipment Qualification Branch SER re 
environ qualification of equipment important to safety. 

Def iciencifes noted must be resolved prior to issuance of OL. 

Review . cop.du» ted p er. MOR!EGr,0€iod Si NUREO-0588. 

Assisttfnti Kir-ector for Comp. Sc Structures Engineering 
(Post 830201), ; 83/04/20; NOVAKVt, M. Assistant Director for 
LiGensiriig,. 13pp. 28467: ()61. 24x Fiche: 50-000. 84/05/24, 

85O'i::.l800<^;'' ■ 


— 8501180157 SER re environ qualification of electric equipment important 
to safety Sc saf ety-r elated mechanical equipment. 

* Equipment Qual if i cat! on Branch. 83/06/30. 32pp. 28467:076. 

24X Fiche; 50-000. 84/05/24. 8501 180069. 


— 8501180172 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment. 

* Equipment Qualif ication Branch. 83/07/14. 16pp. 28467: 110. 

24X Fiche: 50-000. 84/05/24. 8501 180069. 


— 8501180208 SER re environ qualification of electric equipment important 
to safety Sc saf ety-r elated mechanical equipment. 

* Equipment Qual if i cation Branch. 83/08/15. 19pp. 28467: 156. 

24X Fiche: 50-000. 84/05/24. 8501180069. 


— 8501180216 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/08/26. 28pp. 28467: 177. 

24X Fiche. 50-000, 84/05/24. 8501180069. 


— 8501180266 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechancial equipment. 

« Equipment Qualif ication Branch. 83/05/24. 29pp. 28467:216. 

24X Fiche: 50-000, 84/05/24, 8501180069. 


— 8401190505 Trip rept of 831219-20 visit to util ofc in San Francisco. CA 
re evaluation of technical adequacy of resolution of IDVP 
followup Items 4,12 St 14. identified in SSER 19. 

WALKER. H. Equipment Qualification Branch. 84/01/05. NOONAN. V. S. 
Equipment Qualification Branch. 3pp. 28467:205. 24X 

Fiche: 50-000. 84/05/24, 8501180069. 


— 8306020210 Forwards SER re environ qualification of electrical 
equipment important to safety Sc safety-related mechanical 
equipment. Instal lati on of one item which should be verified 
by Region IV identified in Section 3. 11.4.2. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering 
(Post 830201). 83/05/24. NOVAK. T. M. Assistant Director for 

Licensing. Ip. 28467:215. 24X Fich e: 50-000. 84/05/24. 8501 180069. 


— 8307130041 Forwards Equipment Qualification Branch SER on environ 
qualification of electrical equipment important to safety Sc 
saf ety-related mechanical equipment. Outstanding items 
identified in conclusion of rept. 

KNIGHT. J. P. Assistant Director for Comp. S< Structures Engineering 
(Post 830201), 83/06/30. NOVAK. T. M. Assistant Director for 

Licensing. 2pp. 28467:074. 24X Fich e: 50-000. 84/05/24. 8501 180069. 


— 8307250784 Forwards Equipment Qualification Branch SER input re environ 
qualification program for electrical equipment important to 
safety Sc safety-related mechanical equipment. Outstanding 
info identified in Sections 3.11.3 Sc 3,11.4 required. 

KNIGHT. J. P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/07/14. NOVAK. T. M. Assistant Director for 

Licensing. 2pp. 28467:108. 24X Fi ch e; 50-000. 84/05/24. 8501 180069. 


— 8308230842 Forwards SER approving applicant plan for environ 
qualification of electtrical equipment important to safety & 
safety-related mechanical equipment per 10CFR50. 49. 

NUREG-OSas Sc NUREG-0800. One open item remains. 

KNIGHT. J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/08/15. NDVAK. T. M. Assistant Director for 

Licensing. 2pp. 20467:154. 24X Fich e: 50-000. 84/05/24. 8501 180069. 


— 8309060514 Forwards list of Tech Specs reviewed Sc review comments. Other 
Tech Specs acceptable as written. 

BERLINGER. C. H. Core Performance Branch. 83/08/26. THOMAS. C. 0. 
Standardization Sc Special Projects Branch. 2pp. 28467: 175. 24X 

Fiche: 50-000. 84/05/24. 8501180069. 


’8501180119 Forwards marked-up Equipment Qualification Branch SER re 
environ qualification of equipment important to safety. 
Deficiencies noted must be resolved prior to issuance of OL, 

Review conducted per NUREG-08O0 St NUREG-0588. 

KNIGHT. J.P. Assistant Director for Comp. Sc Structures Engineering 
(Post 830201). 83/04/20. NOVAK. T. M. Assistant Director for 

Licensing. 13pp. 28467:061. 24X Fiche: 50-000. 84/05/24. 

8501180069. 


— 8501180157 SER re environ qualification of electric equipment important 
to safety Sc safety-related mechanical equipment. 

* Equipment Qualificatton Branch. 83/06/30. 32pp, 28467:076. 

24X Fiche: 50-000, 84/05/^» 8501180069. 


— 8501180172 SER re environ quelif ication of electric equipment important 
to safety Sc saf ety-r elated mechanical equipment. 

* Equipment Qualification Branch. 83/07/14. 16pp. 28467:110. 

24X Fiche: 50-000. 84/05/24, 8501100069. 
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8501180208 SER re environ qualification of electric equipment important 
to safety & safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/08/15. 19pp. 28467:156. 

24X Fiche; 50-000, 84/05/24,8501180069. 


8501180216 SER re environ qualification of electric equipment important 
to safety & safety-related mechanical equipment. 

* Equipment Qualification Branch. 83/08/26. 28pp. 28467:177. 

24X Fiche: 50-000, 84/05/24, 8501180069. 


8501180266 SER re environ qualification of electric equipment important 
to safety & saf ety-r elated mechancial equipment. 

* Equipment Qual i f i cati on Branch. 83/05/24. 29pp. 28467:216. 

24X Fiche: 50-000, 84/05/24, 8501180069. 


8501180072 Forwards LLL audit rept of detailed control room design 
review at Surry Power Station on 841 106-09. Final NRC 
evaluation of design review will be completed subsequent to 
receipt of summary rept, 

VAROA, S. A. Operating Reactors Branch 1. 85/01/08. STEWART, W. L. 

Virginia Power (formerly Virginia Electric & Power Co. ). 2pp. 
28468:084. 24X Fiche: 50-000, 85/01/08, 8501 180072. 


8501180239 Partial response to FOIA request for three categories of 
d ocuments. Documents responsive to first item re containment 
purge/vent isolation valve failures enc 1 . Documents also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/05/14. HIATT. S. L. 
Ohio Citizens for Responsible Energy. 1-p. 28490:328. 


— 8501180248 STANDARD REVIEW PLAN. Proposed Rev 1 to 6.2.4, "Containment 
Isolation Sys". 

* Office of Nuclear Reactor Regulation, Director. PSRP-6. 2. 4 Rl. 
84/05/14. 14pp. 28490:338. 


8501180328 Forwards request for addl info re integrated consequence 
study submitted by 841011 Itr. Study will serve as foundation 
or resolution of issues in integrated plant safety 
assessment rept (NUREG-0827) . Response requested in 45 days. 
ZWOLINSKI, J. A. Operating Reactors Branch 5. LS05-e5-01-014. 

85/01/16. LINDER, F. Dairyland Power Cooperative. 3pp. 28454:122. 
24X Fiche: 50-409,85/01/16,8501180328. 


8501180375 Application for amend to License NPF-30, revi sing Tech Specs 
re organizational charts to eliminate unrequired detail it 
provide emphasis for generic util functions consistent 
w/NUREG-0731. Fee paid. 

SCHNELL, D. F. Union Electric Co, ULNRC-1018. 85/01/10. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 6pp. 28454; 136, 
24X Fiche: 50-483, 05/01/10, 8501180375. 


— 8501180377 Proposed Tech Specs re organizational charts, eliminating 
unrequired detail & providing emphasis for generic util 
functions, per NUREO-0731, 

* Union Electric Co. ULNRC-1018. 85/01/10. 3pp. 28454; 142. 

24X Fiche: 50-483, 85/01/10, 8501 180375. 


8501180388 Forwards motions addressing 12 contentions. Summary 
disposition of all outstanding admitted emergency 
preparedness contentions except Wilson Contention 11 sought 
by applicants, 

BAXTER, T. A. Shaw, Pittman, Potts 8< Trowbridge. BAXTER, T. A. 

Carolina Power Sc Light Co. BAXTER, T. A. North Carolina Municipal 
Power Agencies. #185 157. OL. 85/01/14. KELLEY, J. T. , BRIGHT, Q. 0. , 
CARPENTER, J. H. Atomic Safety and Licensing Board Panel. 2pp. 
28451:228. 24X Fiche; 50-400, 85/01/14, 8501 180388. 


—8501180394 Motion for summary disposition of Eddleman Contention 30 re 
emergency plan provisions for potassium iodide. No genuine 
issue of matl fact exists S< applicants entitled to favorable 
dec ision. Certificate of Sve end. 

0AUKLER,P. A. Carolina Power it Light Co. GAUKLER, P. A. North 
Carolina Municipal Power Agencies. GAUKLER, P. A. Shaw, Pittman, 
Potts & Trowbridge. OL. 85/01/14. Atomic Safety and Licensing 
Board Panel. 16pp. 28451:230, 24X Fiche: 50-400, 85/01/14, 

8501180388. 


—8501180400 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 30. 

GAUKLER, P. A. Carolina Power it Light Co. GAUKLER, P. A. North 
Carolina Municipal Power Agencies, GAUKLER, P. A. Shaw, Pittman, 
Potts it Trowbridge. OL. 85/01/14. Atomic Safety and Licensing 
Board Panel. 3pp. 28451:246. 24X Fi che: 50-400. 85/01/14, 

8501180388. 


—8501180403 Affidavit of CD Reed re applicant motion for summary 
disposition on Eddleman Contention 30. State of NC willing 
to amend emergency response plan i^br facility to specify 
potassium iodide stored in vicinity of plant. 

REED, C. D. Carolina Power it Light Co, REED, C. D. North Carolina 
Municipal Power Agencies. REED, C. D. North Carolina, State pf. 
OL. 05/01/10. 11pp. 28451:249. 24X Fiche: 50-400, 85/01/14, 

8501180388, 


— 8501180419 Motion for summary disposition of Eddleman Contention 213-. 
re emergency plan conformance w/NUREG-0654. No genuine issue 
of matl fact exists & applicants entitled to favorable 
decision. Certificate of Sve end. 

GAUKLER, P. A. Carolina Power & Light Co. GAUKLER, P A. North 
Carolina Municipal Power Agencies. GAUKLER, P. A. Shaw, Pittman, 
Potts 8, Trowbridge. OL. 85/01/14. Atomic Safety and Licensing 
Board Panel. 14pp. 28451:297. 24X Fi che: 50-400, 85/01/14, 

8501180388 


— 8501180424 Affidavit of JT Pugh re applicant motion for summary 
disposition of Eddleman Contention 213-A. Emergency response 
plan conforms to Criterion II. P.7 of NUREG-0654. Plan will be 
amended to include list of new procedures. 

PUGH, J. T. Carolina Power & Light Co. PUGH, J. T. North Carolina 
Municipal Power Agencies. PUGH, J, T. North Carolina, State of. 
OL. 85/01/11. Spp. 28451:313. 24X Fiche: 50-400, 85/01/14, 

8501180388. 


— 8501180430 Statement of matl facts as to which there is no genuine 
issue re Eddleman Contention 215(3). 

RIDGWAY, D. A. Carolina Power & Light Co. RIDGWAY, D. A. North 
Carolina Municipal Power Agencies. RIDGWAY, D. A. Shaw, Pittman, 
Potts & Trowbridge. OL. 85/01/14. Atomic Safety and Licensing 
Board Panel. Spp. 28451:338. a4X Fi che: 50-400, 85/01/14, 
8501180388. 


— 8501180432 Affidavit of RD Klimm re Eddleman Contention 215(3). 
Assumptions incorporated in evacuation time study consistent 
w/HMM 8e NRC approved analysis. Nonauto-owning household would 
evacuate at rate of one vehicle/household. 

KLIMM, R.D. Carolina Power & Light Co. KLIMM, R.D. North Carolina 
Municipal Power Agencies. KLIMM, R. D. HMM Associates, Inc, OL. 
85/01/14. 10pp. 28451:343. 24X Fich e: 50-400, 85/01/14, 8501180388. 


8501180413 Partial response to FOIA request for documents re SER - QL 
stage. Documents listed in Apps A & B available in PDR. Review 
of remaining documents subj to request incomplete. 

FELTON, J. M. Division of Rules and Records. 84/07/05. BELL, N. 
Nuclear Information it Resource Service. 7pp. 28478:070. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


— B403020314 Forwards request for addl info re FSAR it TMI Item II, B. 3. 
Response requested by 840715, 

BENAROYA, V. Chemical Engineering Branch. 84/02/27. ADENSAM, E. 
Licensing Branch 4. 2pp. 28478:132. 24X Fiche: 50-000, 84/07/05, 

8501180413. 


— 8405250362 Forwards request for addl info re operating & maint 
procedures, FSAR Section 13.5.2 & 1 5. 8. Requests transmittal 
of request to applicant. 

ZIEMANN, D, L. Procedures & Systems Review Branch. GL -82-33. 
84/04/13. ADENSAM, E. Licensing Branch 4. 2pp. 28479:206. 24X 

Fiche: 50-000, 84/07/05, 8501180413. 


8501180422 Responds to FOIA request for all documents re NRC Policy 
Committee. Forwards App A documents. Documents also available 
in PDR. App B document withheld (ref FOIA Exemption 5). 

FELTON, J.M. Division of Rules and Records. 84/05/14. SHOLLY, S. C. 
Union of Concerned Scientists, 4pp. 28495:030, 


— 6501180461 Lists EPRI generic safety issues not applicable to design 
certification, consisting of A-49 re pressurized thermal 
shock, A-41 re long-term seismic program & A-37 re turbine 
missiles, in response to 830921 request. 

VOLLMER.R.H. Division of Engineering. 83/10/06. MIRAGLIA, F. 
Assistant Director for Safety Assessment. Ip. 28495: 185, 


8501180485 Discusses scope it objectives of emergency preparedness 
exercise scheduled for 650130. In order to meet criteria of 
NUREO-0654, exercise should include accident assessment & 
mitigation, emergency sampling & radiation survey. 

OLSHINSKI, J. A. Region 2, Office of Director. 84/12/28. WILGUS, W. S. 

Florida Power Corp. 2pp. 28464:260. 24X Fiche: 50-302, 84/12/28. 

8501180485. 


8501180501 NUREO/CR-4036 

STRUCTURAL GEOLOGY OF SOUTHEASTERN ILLINOIS AND VICINITY. 

NELSON. W.J., LUMM, D. K. Illinois, State of. FIN 0-1018. 84/07/31. 

Division of Radiation Programs 8t Earth Sciences (post 840429). 
138pp. 28485:078. 


6501180520 Forwards comments on 840928 detailed control room design 
review program plan. Evaluation based on NUREO-0737, 

NUREG-0700, NUREG-OSOO it Generic Ltr 83-18. Meeting to discuss 
end comments requested by 850131, Proposed agenda end, 
SCHWENCERxA. Licensing Branch 2. GL-B3-18. 85/01/09. 

SPANOENBERG, F. Illinois Power Co. 22pp. 28480:338. 24X 

Fiche: 50-461,85/01/09, 8501180520. 
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8501210003 NUREG/CR-4056 

PARTICULATE AND GAS RELEASE FROM LIGHT-WATER-REACTOR (LWR) 

FUEL RODS STORED IN INERT AND DRY AIR ATMOSPHERES. 

OLSEN, C. S. EG&G, Inc. FIN A-6309. EGG-2359. S5/01/31. Division 

of Engineering Technology. 24pp. 28497:013. 


B501210037 Forwards Rev 2 to NUREG/BR-0006, “Instructions for 
Completing Nuclear Matl Transaction Repts. " Document 
includes modified instructions for completing DOE/NRC Forms 
741,741A 8c 740M. 

SHERR, T. S. Office of Nuclear Material Safety 8< Saf eg uar d s. Dir ect or . 
84/12/17. Affiliation Not Assigned. 120pp. 28497:327. 


8501210088 Responds to RCS vent sys design <TMI Item II.B. 1) in safety 
evaluation end in SA Varga 830831 Itr. Commitment to rack 
out RCS vent sys breakers during normal operation withdrawn. 

ALEXICH, M. P. Indiana 8c Michigan Electric Co. AEP: NRC: 05S4E. 
85/01/15. DENTON. H.R. Office of Nuclear Reactor Regulation. 
Director. Ip. 28470:081. 24X Fiche: 50-315. 85/01/15. 8501210088. 


8501210102 NUREO/CR-3498 

TWO-DIMENSIONAL MODELING OF INTRA-SUBASSEMBLY HEAT TRANSFER 
AND BUOYANCY-INDUCED FLOW REDISTRIBUTION IN LMFBRS. 

KHATIB-RAHBAR. CAZZOLI.E. G. Brookhaven National Laboratory. FIN 
A-3015. BNL-NUREG-51713. 85/01/31. Division of Accident 
Evaluation. 179pp. 28496: 154. 


8501210117 Forwards summary of response to eight inadequacies re 
NUREG-0654 criteria Sc legal concerns identified in FEMA 
Regional Assistance Committee review of Rev 4 to transition 
plan, per NRC 841128 request. 

LEONARD, J.D. Long Island Lighting Co. SNRC-1133. 85/01/16. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 22pp. 
28470:082. 24X Fiche: 50-322. 85/01/16, 8501210117. 


8501210265 Forwards Amend 7. renewing License R-79. FR notice of renewal 
8c notice of finding of no significant environ impact, environ 
assessment 8i SER <NUREG-1086) . FR notice will be issued re 
841214 request for 20-yr renewal period. W/o NURE0-01S6. 

EISENHUT. D. G. Division of Licensing. 85/01/14. BOLAN. A. E. 

Missouri, Univ. of, Rolla, MO. 4pp. 28496:001. 24X 
Fiche: 50-123, 85/01/14, 8501210265. 


8501210307 Ack receipt of 841128 Itr informing NRC of steps taken to 
correct violations 8< deviations noted in Insp Repts 
50-250/84-25 8c 50-251/84-26. 

OLSHINSKI Region 2, Office of Director. 84/12/21. WILLIAMS, J. W. 
Florida Power 8< Light Co. Ip. 28607:311. 24X Fiche: 50-000. 

84/12/21, 8501210307. 


— 8501210312 Responds to NRC 841101 Itr re violations noted in Insp Repts 
50-250/84-25 8< 50-251 /84-26. Correc tive actions: new training 
video tape prepared to address requirements of 
Administrative Procedure 0306. 

WILLIAMS, U, W. Florida Power 8c Light Co. L-84-353. 84/11/28. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 28607:312. 24X 

Fiche; SO-OOQ. 84/12/21, 8501210307. 


—8501210314 Forwards Insp Repts 50-250/84-25,50-251/84-26,50-335/84-26 Sc 
50-389/84-28 on 840813-0907 8e notices of violation 8< 
deviation. Weaknesses identified in some areas of training 
organization. 

LEWIS, R.C. Region 2, Office of Director. 84/11/01. WILLIAMS, J. W. 

Florida Power !« Light Co. 2pp. 28607:316. 24X 

Fiche: 50-000, 84/12/21, 8501210307. 


— 8501210320 Notice of deviation from insp on 840813-0907. 

* Region 2. Office of Director. 50-251/84-26. 84/11/01. Ip. 

28607:320. 24X Fiche: 50-000, 84/12/21, 8501210307. 


—8501210323 Insp Repts 50-250/84-25,50-251/84-26,50-335/84-26 & 
50-389/84-28 on 840813-0907. Violation 8c deviation noted: 
failure to follow procedure specifying required on-the-job 
training requirements for shift technical advisors. 

FALCONER, D. Region 2, Office of Director. 50-335/84-26. 

84/10/15. 24pp. 28607:321. 24X Fich e: 50-000, 84/12/21, 8501210307. 


8501210334 Advises of issuance of end DES <NURE0-1094> 8c forwards FR 
notice of availability. W/o DES. 

KNIGHTON, G. W. Licensing Branch 3. 85/01/11. WOOLEVER, E. J, 

Duquesne Light Co, 3pp. 28496:346. 24X Fiche: 50-412, 85/01/1 1, 

8501210334. 


— 8501210337 Notice of availability of DES <NUREG-1094). 

BUCKLEY, D.C. Licensing Branch 3. 85/01/11. 2pp. 28496:349. 24X 

Fiche: 50-412, 85/01/11, 8501210334. 


8501220262 Informs that program to complete repairs of excessive 
leakage from control room continuing, per NUREG-0737, Item 
1 1 1. D. 3. 4. Firm completion schedule will be provided by 
850415. 

CUTTER, A. B. Carolina Power & Light Co. NLS-85-006. 85/01/16. 

VASSALLD, D. B. Operating Reactors Branch 2. Ip. 28493:320. 24X 

Fiche: 50-324, 85/01/16, 8501220262. 


8501220269 Forwards SSER 9 (NUREG-0787). W/o end. 

KNIGHTON, G. W. Licensing Branch 3. 85/01/11. LEDDICK.R. 8. 

Louisiana Power 8c Light Co. 3pp. 28520:088. 24X 

Fiche: 50-382, 85/01/11, 8501220269. 


8501220276 Forwards response to NRC 840702 request for addl info re 
NUREG-0737, Item II. D. 1, "Testing of Saf e ty /Rel ief Valves. " 

SIEBER, J. D. Duquesne Light Co. 85/01/10. VARGA, S. A. Operating 
Reactors Branch 1. 24pp, 28493:175. 24X Fiche ; 50-334, 85/01/10, 
8501220276. 


8501220386 Responds to NRC 841022 questions re methods for surveillance 
8c control of asiatic clams. Info previously submitted per 
end ref 5. Documentation for IE Bulletin 81-03 submittal 
reviewed, in NRC Insp Rept 50-334/81-15. Cl oseout requested. 

SIEBER, J. D. Duquesne Light Co. IEB-Sl-03. 85/01/14. VARGA, S. A. 
Operating Reactors Branch 1. 3pp, 28494: 129. 24X 

Fiche: 50-334, 85/01/14. 8501220386. 


8501220572 Requests addl info re NUREG-0737, Item II.D. 1 re performance 
testing of relief 8c safety valves. Response due in 90 days. 

MILLER. J. R. Operating Reactors Branch 3. 85/01/11. COUNSIL, W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 
28518:343. 24X Fi che: 50-336, 85/01 /1 1, 8501220572. 


8501230030 Informs of possible NRC visit in Feb-Mar 1985 to obtain util 
views of NUREG-0S85, 1 5 sue 3 program eliminating existing 
regulatory requirements that have marginal importance to 
safety. FR notice of program end. 

MILLER, J.R. Operating Reactors Branch 3. 85/01/14. WITHERS, B, D. 

Portland General Electric Co. 7pp. 28535:341. 24X 

Fiche: 50-344, 85/01/14, 8501230030. 


8501230038 Responds to FOIA request for documents re shipment of 
nuclear matl Sc/or weapons from 1950 to present. NURE6/CR-0334 
destroyed, Sanitized version placed in PDR, Portions of 
NUREG/CR-0996 withheld (ref FOIA Exemption 1). 

FELTON, J.M. Division of Rules and Records. 84/07/09. MILLAR, F. 
Environmental Policy Institute. 70pp. 28535:009. 


6501230064 Partial response to FOIA request for documents re mothballed 
nuclear power reactors. Forwards App A documents. Documents 
also available in PDR. Search for addl documents continuing. 

FELTON. J.M. Division of Rules and Records. 84/06/28. BELL, N. 

Nuclear Information 8t Resource Service. 2pp. 28525:325. 24X 

Fiche: 50-397, 84/06/28, 8501230064. 


—8501230069 Forwards updated const status repts as of 830930. One 
oversize figure end. Aperture card available in PDR. 

SORENSEN, G. C. Washington Public Power Supply System. G02-B3-959. 
83/10/23. HARTFIELD, R. A. Office of Resource Management, Director. 
5pp. 28525:327. 24X Fiche: 50-397, 84/06/28, 8501230064. 


8501230090 Forwards "Conformance to Reg Guide 1.97," evaluating 
response to Generic Ltr 82-33, "Sup pi 1 to NUREO-0737 - 
Requirements for Emergency Response Capability. " Comments 
due in 60 days. 

MILLER, J.R. Operating Reactors Branch 3. QL-82-33. 85/01/04. 

FAY, C. W. Wisconsin Electric Power Co. Ip. 28533:343. 24X 

Fiche: 50-266, 85/01/04, 8501230090. 


— 8412130589 "Conformance to Reg Guide 1. 97, Point Beach Nuclear Plant, 
Units 1 8( 2. " 

STOFFEL, J. W. EG!<G, Inc, FIN A-6483. TAC 51120. 84/12/31. NRC 

- No Detailed Affiliation Given. 22pp. 28533:344, 24X 

Fiche: 50-266, 85/01/04, 0501230090. 


8501230110 Forwards response to 841128 ltr re two deficiency items 
identified in review of Revs 5-12 of radiological emergency 
plan. 

HUFHAM, J. W. Tennessee Valley Authority. 85/01/14. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28514:244, 24X 

Fiche: 50-327. 85/01/14, 8501230110. 


8501230111 Partial response to FOIA request for six categories of 
documents re application of "Sholly Amend" to consideration 
of TMI-1 steam generator OL amend. Forwards documents 
listed in App A. Documents in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information & Resource Service. 5pp. 28525:241, 24X 

Fiche: 50-000, 84/06/21, 850123011 1. 
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S501230180 Opposes issuance of plant spent-fuel pool amend. SER does not 
contain sufficient technical analysis supporting final NSHC 
determination* addressing Generic Issue 82 in IMUREO-0933. 

GOLDBERG*J. NRC - No Detailed Affiliation Given. 84/05/03. 

TRAMMELL* C. NRC - No Detailed Affiliation Given. 2pp. 28525:257. 
24X Fiche: 50-000. 84/06/21 * 85012301 1 1 . 


8501230223 Comments on SER it EIA re proposed spent fuel amend. 

NUREG— 0933 should be addressed. 

GOLDBERG* J. NRC - No Detailed Affiliation Given. 84/04/17. 

TRAMMELL* C. NRC - No Detailed Affiliation Given. 2pp. 28525:265. 

24X Fiche: 50-000* 84/06/21. 8501230111. 


8501230554 FOIA request for documents re electrical equipment 
qualification of Rockbestos cable & NUREG-0040. 

GARDE. B.P. Government Accountability Project. 84/05/29. Office 
of Administration. 2pp. 28534:003. 


8501230559 Further response to FOIA request for documents re electrical 
equipment qualification of Rockbestos cable & NUREC-0040. 

Forwards documents listed in App B & C. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/07/20. GARDE. B. P. 
Government Accountability Project. 5pp. 28534:005. 


8501230189 Comments on draft NUREG/CR-3551 * "Safety Implications 
Associated W/In-Plant Pressurized Gas Storage & Distribution 
Sys in Nuclear Power Plants. " Disagrees w/recommended 
changes to SRP Sections 3. 5. 1. 1 & 3. 5. 1. 2. 

DENTON* H, R, Office of Nuclear Reactor Regulation* Director. 
85/01/11. HELTEMES* C. J. Director's Office. 3pp. 28536:088. 


8501230614 NUREG/CR-39S4 

BIOLOGICAL CHARACTERIZATION OF RADIATION EXPOSURE AND DOSE 
ESTIMATES FOR INHALED URANIUM MILLING EFFLUENTS Annual 
Progress Report. April 1983 - March 1984. 

EIDSON, A. F. Inhalation Toxicology Research Institute. FIN A-1222. 
LMF-11. 85/01/31. Division of Radiation Programs & Earth Sciences 

(post 840429). 21pp. Available at NRC. 43.25. 28536:228. 


8501230251 Advises that replacement 8«/or mod of six lifting devices 
will be completed by 850915. in response to NRC Question 2.1 
in order to achieve compliance w/NUREG-0612. 

DOMER.J. A. Tennessee Valley Authority. 85/01/16. ADENSAM* E. 
Licensing Branch 4. ip. 28515:252. 24X Fiche: 50-390. 85/01/16* 

8501230251. 


8501230254 Responds to 841109 Itr re restart. Commissi on interested in 8< 
working toward decision on restart. Compl iance w/conditions 
for restart set forth in 790809 order directing that plant 
remain in cold shutdown. 

PALLADINO* N. J. Commissioners. 85/01/02. BEVILL* T. House of Rep.* 
Appropriations. 9pp. 28536:175. 24X Fiche: 50-289* 85/01 /02* 

8501230254. 


8501230258 Forwards draft status of const completion & testing items 
to be completed after fuel load. Areas include normal 
cooling water* solid radwaste sys* fuel bldg sampling sys* 
elevators Se safe/alternate shutdown (SER Issue 3). 

BOOKER, J.E. Gulf States Utilities Co. RBG-19* 890. 85/01/14. 

SCHWENCER*A. Licensing Branch 2. 11pp. 28512:215. 24X 

Fiche: 50-458* 85/01/14* 8501230258. 


8501230315 Forwards updated status of inadequate core cooling 
instrumentation sys implementation* in response to NRC 841214 
request re TMI Item II. F. 2. 

WILLIAMS* J. W. Florida Power & Light Co. L-85-20. 85/01/16. 

VARGA* S. A. Operating Reactors Branch 1. 3pp. 28512:033. 24X 

Fiche: 50-250*85/01/16, 8501230315. 


8501230323 Updates info in 830114 S( 1101 Itrs re inadequate core 
cooling design changes. Generic Ltr 84-23 8c NUREG-0737* Item 
II. F. 2 also addressed. Info closes out License Condition 4 of 
SER. Addl details on as-built configurations of sys end. 

EDELMAN, M, R. Cleveland Electric illuminating Co. GL-84— 23. 

85/01/14. YOUNGBLOOD* B. J. Licensing Branch 1. 3pp. 28508:023. 
24X Fiche: 50-440, 85/01/14, 8501230323. 


8501230358 Application for amend to License DPR— 54, consisting of Amend 
83*Suppl l*Rev 1, changing Tech Specs to Incorporate Class I 
nuclear svc bus extensions implemented to provide svc for 
NUREG-0737 items. 

RODRIGUEZ* R. J. Sacramento Municipal Utility District. RJR 85-019, 
85/01/08. EISENHUT, D, 0. Division of Licensing. 2pp. 28509:354. 
24X Fiche: 50-312* 85/01/08* 8501230358. 


8501230418 Application for amend to License DPR-54* chang ing Tech Specs 
to incorporate prior amend requests in response to 
NUREG-0737 8e Generic Ltr 82-16 & adding further specs on 
fire protection items, 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. RJR 85-020. 
85/01/08, EISENHUT, D. G, Division of Licensing. 5pp. 28511:132. 
24X Fiche: 50-312, 85/01/08, 8501230418. 


— 8501230423 Proposed Tech Specs in response to NUREG-0737 & Generic Ltr 
82-16, adding RCS 8c accident monitoring instrumentation & 
adding fire protection items. 

* Sacramento Municipal Utility District. GL-S2-16. 85/01/08. 

22pp. 28511:137. 24X Fiche: 50-312* 85/01/08* 8501230418. 


8501230433 Responds to 801222 it 810203 requests for addl info re 
control of heavy loads* specif ically, spec ial lifting device 
insp program. Initial 10-yr program will begin in 1985. 

LEMPGES, T. E. Niagara Mohawk Power Corp. 85/01/18. VASSALLO* D. B. 
Operating Reactors Branch 2. Ip. 28511:055. 24X 

Fiche: 50-220* 85/01/18, 8501230433. 


8501230501 Requests justification within 30 days for 840926 proposed 
Tech Specs requiring administrative procedures limiting 
Working hours pf key plant personnel per NUREG-0737 it 
Generic ttr 82-12. 

MtLL^RW. R> Operating Reactors Branch 3. GL-82-12. 85/01/11. 

F^ANDAZZO* J. B. Maine Yankee Atomic Power Co. 2pp. 28536:362. 24X 

Fiche: 50-309* 85/01/11, 8501230501. 


8501240014 Forwards supplementary response to SER Open Item 8 re 
effects of failure of shield plug while being removed before 
refuel ing. Crane* 1 if ting devices & lift points associated 
w/plug meet failure-proof guidelines of NUREG-0612. 

MITTL, R. L. Public Service Electric 8< Gas Co. of New Jersey. 
85/01/18. SCHWENCER* A. Licensing Branch 2. 6pp. 28531:185. 24X 

Fiche: 50-354* 85/01/18, 8501240014. 


8501240016 FOIA request for NUREG-0463, "Occupational Radiation 
Exposure: 10th Annual Rep t* 1977. *' 

SHAMY,E. T. Today's Sunbeam, Salem, NJ. 84/07/31. NRC - No 
Detailed Affiliation Given. Ip. 28537:356. 


8501240020 Responds to FOIA request for NUREG-0463, "Occupational 
Radiation Exposure: 10th Annual Rept 1977. " Forwards rept. 

W/o end. 

FELTON, J.M. Division of Rules and Records. 84/08/08. SHAMY* E. T, 
Today's Sunbeam, Salem, NJ. Ip. 28537:357. 


8501240023 Informs that list of radionuclides detected by high purity 
germanium detector of post-accident sampling sys* in response 
to NUREG-0737, Item 1 1. B, 3, contains typo. La-142 monitored 
instead of La-147. 

PATTERSON, M. D. Baltimore Gas & Electric Co. 85/01/15. MILLER, J.R. 
Operating Reactors Branch 3. Ip. 28531:227. 24X 

Fiche: 50-317, 85/01/15. 8501240023. 


8501240045 Forwards Insp Repts 50-275/84-41 it 50-323/84-29 on 
841203-13. No violations noted. 

WENSLAWSKI, F. A, Region 5, Office of Director. 85/01/03. 
SHIPPER, J. D. Pacific Gas & Electric Co. Ip. 28554:325. 24X 

Fiche: 50-275, 85/01/03, 8501240045. 


—8501240052 Insp Repts 50-275/84-41 it 50-323/84-29 on 841203-13. No 
violations or deviations noted. Major areas inspected : Unit 1 
biological shield radiation survey, Unit 2 preoperational 
tests & implementation of listed NUREG-0737 items. 

GARCIA, E.M., YUHAS, G. P. Region 5, Office of Director. 
50-323/84-29. 85/01/02. 8pp. 28554:326. 24X 

Fiche: 50-275, 85/01/03, 8501240045. 


8501240053 NUREG-1073 

FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
RIVER BEND STATION. Doc k et No. 50-458. (Gulf States Utilities 
And Cajun Electric Power Cooperative) 

* Division of Licensing. 85/01/31. 140pp. Available at NRC. 

♦7.00. 28559:174. 24X Fiche: 50-458, 85/01/31, 8501240053. 


8501240061 Further response to FOIA request for records relevant to 
*c/or generated in connection w/NRC insp & analysis in 
electrical equipment qualif ication of Rockbestos cable. Info 
partially withheld (ref FOIA Exemption 4). 

FELTON, J. M. Division of Rules and Records, 84/08/06. GARDE, B. P, 
Government Accountability Project. 4pp. 28557:284. 24X 

Fiche: 50-508, 84/06/06, 8501240061. 


8501240074 Informs of changes in commitment to NUREG-0737* Item I. A. 2. 3 
re qualifications of reactor operator training instructors. 
Instructors will maintain senior reactor operator 
certification or license. 

HINTZ.D. C. Wisconsin Public Service Corp, NRC-8S-S. 85/01/18. 
EISENHUT, D. G. Division of Licensing. 2pp. 28528:268. 24X 

Fiche: 50-305, 85/01/18, 8501240074. 


8501240081 FOIA request for records relevant to & or generated in 
connection w/NRC insp 8t analysis in electrical equipment 
qualification of Rockbestos cable & submittals, drafts it 
comments on NUREO-0040. 

GARDE, B, P. Government Accountability Project. 84/05/29. Office 
of Administration. 2pp. 28557:288. 
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S501240093 Provides revised schedule for installation of plant process 
computer sys & safety assessment sy s^ equ ivalent to SPDS 
(NUREG-0737 Item I. D. 2) . Sc hedu lar extensions for completion 
for safety assessment sys requested. 

FAY»C. W. Wisconsin Electric Power Co. 85/01/17. DENTON* H. R. 

Office of Nuclear Reactor Regulation. Director. MILLER. J. R. 

Operating Reactors Branch 3. 3pp. 28529:076. 24X 

Fiche; 50-266. 85/01/17. 8501240093. 


B50124009S Forwards environ qualification rept for saf ety-r e lated 
mechanical equipment, p er 840731 SER (NUREG-1031 ) Open 
Item 7. Rept outlines evaluation methodology 8e summarizes 
evaluation results. 

COUNSIL. W. G. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). COUNSIL. W. G. Northeast Utilities. B11400. 85/01/14. 

YOUNGBLOOD. B, J. Licensing Branch 1. 2pp. 28529:079. 24X 

Fiche; 50-423.85/01/14. 8501240098. 


8501240143 Advises that procedures for NUREG— 0737. Item 1. C. 6 re 
post-TMI independent verification requirements revised 
concerning definition of qualified person. Independent 
verification will be performed by technic ian/mechanic. 

KAY. J. A. Yankee Atomic Electric Co. FYR 85-05. 85/01/17, 

2W0LINSKI. J. A. Operating Reactors Branch 5. 2pp. 28528:223. 24X 

Fiche: 50-029. 35/01/17. 8501240148. 


8501240162 Forwards Insp Rept 50-397/84-36 on 841112-16 & 1203-07. No 
violation noted. 

KIRSCH. D. F. Region 5. Office of Director. 85/01/02. SORENSEN, G. C. 
Washington Public Power Supply System. Ip. 28543:220. 24X 

Fiche: 50-397. 85/01/02. 8501240162. 


—8501240175 Insp Rept 50-397/84-36 on 841112-16 & 1203-07. No violation 
or deviation noted. Major areas inspected: followup items. 

NUREG-0737 issues. independent insp.LER followup & power 
ascension test results. 

WILLETT. D. U. . KANOW, L. R. .• JOHNSON, P. H. Region 5. Office of 
Director. 84/12/31. 6pp. 28543:221. 24X Fiche; 50-397. 85/01/02. 

8501240162. 


8501240201 Requests that Backfit Requirement 31 re structures designed 
to accomodate snow loads of of 100 psf (SER Open Item 115). 
be reviewed by NRC prior to issuance as license requirement. 

WOOLEVER. E. J. Duquesne Light Co. 2NRC-5-OOS. 85/01/16. 

EISENHUT. D. G. Division of Licensing. 2pp. 28532:140. 24X 

Fiche: 50-412. 85/01/16. 8501240201. 


8501240268 Advises that response to NRC questions on CEN-268 re trip 
two/leave two strategy during transients will be addressed 
during implementation of subj strategy in emergency 
operating procedures, p er Suppl 1 to NUREG-0737. 

JOHNSON.B.D. Consumers Power Co. 0L-83-10B. 85/01/11. Office of 

Nuclear Reactor Regulation. Director 2pp. 28532:148. 24X 

Fiche: 50-255. 85/01/11. 8501240268 


S501250075 Forwards comments on NUREG-1061. Vol 3. "Rept of NRC Piping 
Review Committee: Evaluation of Potential for Pipe Breaks." 
per request. Comments concern proposed NRC position on 
general applicability of leak-before-break analysis method. 

NESTELL.J. E. MPR Associates, Inc. 85/01/22. KLECKER. R. W. NRC - No 
Detailed Affiliation Given. 56pp, 28552:216. 


8501250086 Forwards response to 840914 request for addl info re BWR 
Owners Group response to NUREG-0737. Item 1 1. D. 1. addressed 
in NEDE-2498S-P re analysis of safety/relief valve 
operability. 

SORENSEN. 6. C. Washington Public Power Supply System. G02-85-024. 
85/01/18. SCHWENCER.A. Licensing Branch 2. 15pp. 28549:325. 24X 

Fiche: 50-397, 85/01 /IS. 8501250086. 


8501250122 Application for amend to License DPR-72. changing Tech Specs 
to provide operability 8t surveillance requirements for 
emergency feedwater sys automatic & manual initiation 
channels. Fee paid. 

WESTAFER. 6. R. Florida Power Corp. 3FOie5-08. 85/01/23, 

DENTONjH. R, Office of Nuclear Reactor Regulation. Director. 7pp, 
28552:199. 24X Fiche: 50-302, 85/01 /23. 8501250122. 


8501250140 Application for amends to Licenses DPR-42 & DPR-60. revising 
Tech Spec Section 3, 3, D, 2. c to conform to equivalent 
NUREO-0452 Tech Spec to facilitate removal of loose part 
in CWS, 

MUSOLF.D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation. Director. 3pp. 28552:012. 24X 

Fiche: 50-282. 85/01 / 1 8, 8501250 1 40 , 


— 8501250151 Proposed Tech Spec Section 3. 3. D. 2. c. conforming to 
equivalent NUREG-0452 Tech Spec, to facilitate removal of 
loose part in CWS. 

* Northern States Power Co, 85/01/18, 4pp. 28552:015. 24X 

Fiche: 50-282, 85/01 /IB. 8501250140. 


■.:;501250162 Forwards response to NRC questions re BAW-10155, "F0AM2 - 
Computer Program to Calculate Core Swell Level & Mass Flow 
Rate During Small Break LOCA. " per NUREG-0565 & NUREG-0737, 

Item II. K. 3. 30. 

TAYLOR. J.H. Babcock & Wilcox Co. ESC-007. 85/01/15. THOMAS. C. O. 

Standard! zation & Special Projects Branch. 8pp. 28552:001. 


8501250280 Withdraws Rev 9 to security plan based on NRC ongoing 
reassessment of LASL assumptions re vital island concept & 
saf ety/safeguards concerns expressed in NUREG-0992. 

LIDEN, E. A. Public Service Electric & Gas Co, of New Jersey. 

LCR-83-09. 85/01/21. VARGA, S. A, Operating Reactors Branch 1. 2pp. 

28547: 244. 24X Fiche: 50-272. 85/01/21, 8501250280. 


8501250390 Submits comments on DES (NUREG-1087}. Plant operation & 
placement into rate base would cause electric rate 
increases. economic dislocation, rising unemployment & 
industry shutdown. 

JOHNSON. T, Campaign for Prosperous Georgia. 85/01/04. NRC — No 
Detailed Affiliation Given. 17pp. 28547:218. 24X 

Fiche: 50-424, 85/01/04. 8501250390. 


8501250541 Forwards License NPF-34, FR notices of issuance 8e environ 
assessment. assessment of effect of 40-yr license duration. 

SSER 7 Sf Amends 2 & 3 to Indemnity Agreement B-95. W/o 
SSER 7. 

EISENHUT, D. G. Division of Licensing. 84/12/31, VAN BRUNT, E. E. 
Arizona Public Service Co. 4pp. 28570: 137. 24X 

Fiche: 50-528. 84/12/31.8501250541. 


— 8501250559 "Environ Protection Plan (Nonrad iological ) to License 
NPF-34. " App A Tech Specs (NUREC-1111) end. 

* Office of Nuclear Reactor Regulation. Director. 84/12/31. 
225pp. 28570:166. 24X Fiche: 50-528. 84/12/31. 8501250541. 


8501280090 NUREG/CR-3794 

CLOSEOUT OF IE BULLETIN 80-25: OPERATING PROBLEMS WITH 
TARGET ROCK SAFETY-RELIEF VALVES AT BWRS. 

FOLEY. W.J., HENNICK, A. Parameter. Inc. FIN B-S714. PARAMETER 
IE-13. 85/01/31. Division of Emergency Preparedness & Engineering 

Response (Post 830103). 44pp. 28574:157: 


8501280306 Summarizes 840116 telcon re inconsistency between NUR£G’-0737 
«< Rev 1 to Reg Guide 1.89 concerning environ qualif ication 
of saf ety-related equipment. Rev 1 to Reg Guide 1.89 
accurately reflects current NRC position. 

DAWE. G. F. Stone & Webster Engineering Corp. 85/01/23. HULMAN, L. 
Accident Evaluation Branch. 2pp. 28567:043. 


8501280372 NUREG/CR-4094 

FIELD EXPERIMENT DETERMINATIONS OF DISTRIBUTION COEFFICIENTS 
OF ACTINIDE ELEMENTS IN SULFATE LAKE ENVIRONMENTS. 

SIMPSON. H. J. . TRIER. R.M.. HERC2EG. A. L. Columb ia Univ. . New York. NY. 

FIN B-7057. 85/01/31. Division of Radiation Programs Sc Earth 

Sciences (post 840429). 72pp. Available at NRC. *4. 50, 28572:001. 


S50128037S Forwards Insp Rept 50-482/84-44 on 841012-1102. No violations 
or deviations noted, 

DENISE. R.P. Region 4. Office of Director, 85/01/23. KDESTER. G. L. 
Kansas Gas & Electric Co. 2pp. 28566:032. 24X 

Fiche: 50-482. 85/01/23. 8501280378. 


— 8501280388 Insp Rept 50-482/84-44 on 841012-1 102. No violation or 
deviation noted. Major areas inspected : 10CFR50. 55(e ) repts Sc 
response to Generic Ltr 83-28. Nine open items & two 
unresolved items identified. 

GULDEMDND. W. G. . BUNDY. H. F. , BARTLETT. B. L. Region 4. Office of 
Director. GL-83-28. 85/01/15. 36pp. 28566:034. ,24X 

Fiche: 50-482. 85/01/23. 8501280378. 


8501280379 NUREG/CR-3752 

EFFECTS OF HYDROLOGIC VARIABLES ON ROCK RIPRAP DESIGN FOR 
URANIUM TAILINGS IMPOUNDMENTS. 

WALTERS. W. H. , SKAGGS. R. L. Battelle Memorial Institute. Pacific 
Northwest Laboratories. FIN B-2370. PNL 5069. 85/01/31. 

Division of Radiation Programs Sc Earth Sciences (post 840429). 55pp. 

Available at NRC. «4, 50, 28572:072. 


8501280387 NUREG/CR-3851 VOS 

PROGRESS IN EVALUATION OF RADIONUCLIDE GEOCHEMICAL 
INFORMATION DEVELOPED BY DOE HIGH-LEVEL NUCLEAR WASTE 
RESPOSITORY SITE PROJECTS; Rept for April-June 1984. 

KELMERS. A. D. . ARNOLD. W. D. . MEYER. R. E. Oak Ridge National Laboratory. 

FIN B-0290. 0RNL/TM-9191/V3. 85/01/31. Division of Waste 

Management. 43pp. Available at NRC. ♦S. 75. 28®72: 255. 


8501280397 NUREG/CR-»2000 V03N 12 

LICENSEE event REPORT (LER) COMPILATION: For Month 
December 1984, ; 

* Oak Ridgs National Laboratory. FIN A-9135, dRNMNSI 0-^200, 
85/01/31. Director's Office. 49pp. 28572:297s - 
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S501280403 NURE0/CR-3S17 

DEVELOPMENT, USE AND CONTROL OF MAINTENANCE PROCEDURES IN 
NUCLEAR POWER PLANTS: Problems And Recommendations. 

MORGENSTERN, M. , BARNES, V. E. , RADFORD, L.R. Battelle Human Affairs 
Research Centers. FIN B-2360. PNL-5121. 85/01/31. Division of 

Human Factors Safety. 120pp. Available at NRC. *5.00. 28572:136. 


8501280412 NUREG/CR-3663 V03 

PROBABILITY OF PIPE FAILURE IN THE REACTOR COOLANT LOOPS OF 
COMBUSTION ENGINEERING PWR PLANTS, VOL. 3: Doub le-Ended 
Guillotine Break Indirectly Induced By Earthquakes. 

RAVINDRA, M. K. , CAMPBELL, R. D. , KENNEDY. R. P. Laurence Livermore 
National Laboratory. FIN A-0133. 85/01/31. Division of 

Engineering Technology. 118pp. Available at NRC. *5.00. 
28573: 001. 


8501280419 Response to NRC 840709 Itr re violations noted in Insp Rept 
50-213/84-06. Corrective actions: training of on-call 
meteorologists completed on 841010 << emergency plan updated. 

COUNSIL, W. G. Connecticut Yankee Atomic Pouer Co. COUNSIL, W. 6. 
Northeast Utilities. B11421. 85/01/14. MARTIN, T. T. Region 1, 

Office of Director, 3pp. 28565:200. 24X Fiche: 50-213, 85/01/14, 

8501280419. 


8501280459 Forwards safety evaluation & technical evaluation rept re 
NUREG-0737, TMI Items I.A. 2. 1.4, "Upgrading of Reactor 
Operator & Senior Reactor Operator Training & 

Qualifications" & 11. B. 4. 1, "Training for Mitigation 
ZWOLINSKI, J. A. Operating Reactors Branch 5. LS05-85-01-022. 

65/01/25. FARRAR, D, L. Commonwealth Edison Co. 4pp. 28565:156. 
24X Fiche; 50-237, 85/01/25, 8501280459. 


— 8501280470 "Technical Evaluation Rept, TMI Action Plan Items I. A. 2. 1 & 
II. B. 4, Dresden Units 2 & 3. " 

BUZY, J. Licensee Qualifications Branch. 85/01/25. 13pp. 

28565: 160. 24X Fiche: 50-237, 85/01/25, 8501280459. 


6501280476 Responds to 841123 request for addl info re emergency 
response capability items per Rev 2 to Reg Guide 1.97 it 
Suppl 1 to NUREO-0737. Present neutron flux instrument 
acceptable until Category 1 instrumentation installed, 

ZIMMERMAN, S. R. Carolina Power & Light Co. NLS-Q5-009. 85/01/22. 

VASSALLO, D. B. Operating Reactors Branch 2. 6pp. 28564:023. 24X 

Fiche; 50-324, 85/01/22, 8501280476. 


8501280617 NURE0/CR-40a2 VOl 

DEGRADED PIPING PROGRAM - PHASE II. Semiannual Report, March 
1984 - September 1984. 

WILKOWSKI, 0. M. , AHMAD, J. , BARNS, C. R. Battel le Memorial Institute, 
Columbus Laboratories. FIN B-0134. BMI-2120. 85/01/31. Division 

of Engineering Technology. 118pp. Available at NRC. *5.00. 

28574: 202. 


8501280735 NUREG/CR-3791 

CLOSEOUT OF IE BULLETIN 79-09: FAILURE OF GE TYPE AK-2 
CIRCUIT BREAKERS IN SAFETY-RELATED SYSTEMS. 

DEAN, R. S. , FOLEY, W. J, , MILLS, W. R. Parameter, Inc. FIN B-1302. 
IEB-79-09. 85/01/31, Division of Emergency Preparedness «< 

Engineering Response (Post 830103). 47pp. Available at NRC. *4.25. 

28629; 130. 


8501280743 Informs of proposed 1-day visit to corporate ofcs to discuss 
util views on NUREO-0885 re regulatory requirements believed 
to have marginal Importance to safety which have high 
burdens on utils or NRC, Proposed rule end. 

VARGA, S. A, Operating Reactors Branch 1. 85/01/14, WILLIAMS, U. W. 

Florida Power 8< Light Co. 8pp. 28629:096. 24X 

Fiche; 50-000, 85/01/14, 8501280743. 


8501290099 Forward* safety evaluation* addressing compliance of environ 
qualif ication of electrical equipment important to safety 
W/10CFR50. 49, Equipment qualification program acceptable. 

VARGA, 8, A, Operating Reactor* Branch 1. 85/01/11. DOLAN, U. 

Indiana Michigan Electric Co, DOLAN, J. American Electric Power 
Service Corp. 2pp. 28646; 169. 24X Fiche: 50-315, 85/01/H, 

8501290099. 


— 8501290107 Safety, evaluation supporting environ qualification of 
electric equipment important to safety, per NUREO-05SB. 

* Office of Nuclear Reactor Regulation, Director. 85/01/11. 
20pp. 28646:171. 24X FI che : 50-31 5, 85/01/11, 8501290099. 


8501290330 Forward* response to 640921 Itr re safe handling of heavy 
loads. Facility design employs roll-away steel missile 
shield over reactor. No concrete structure* lifted in 
vicinity of , or over spent fuel. 

BECK, J. W. Texas. Utilities Electric Co, (formerly Texes Utilities 
Generating Co. ). TXX-4395* 85/01/22. YOUNGBLOOD, B. U, Licensing 

Branch 1. 3pp. 20619} 359. 24 X Fiche. 30-445, 05/01/22, 8501290330. 


501290356 Forwards Insp Repts 50-445/85-01 & 50-446/85-01 on 850108 
No violations or deviations noted. 

HUNTER, D.R. Region 4, Office of Director. 85/01/24. SPENCE, M. D. 
Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 2pp. 28620:295. 24X Fiche: 50-445, 85/01/24, 8501290356. 


— B501290363 Insp Repts 50-445/85-01 & 50-446/85-01 on 850108. No 
violation or deviation noted. Major areas inspected: 
post-accident sampling sys per TMI Item II. B. 3. 

NICHOLAS, J. B. . MURRAY, B. , HUNNICUTT. D. M. Region 4, Office of 
Director. 50-446/85-01. 05/01/18. 3pp. 28620:297. 24X 

Fiche: 50-445.85/01/24, 8501290356. 


8501290377 Responds to DeYoung 841231 memo re expanded activation site 
team. Adequate support resources should be assured, especially 
reactor qualified health physicists ?< relief personnel. Team 
description for NUREG-0845 should be flexible. 

WENSLAWSKI,F. A. Region 5, Office of Director. 85/01/25. PERKINS, K. 
Incident Response Branch. 3pp. 28616:027. 


8501290362 Forwards addl info re SPDS in response to EG Adensam 841218 
request. SPDS, support ing displays & operator interface 
provided readily usable info in effective format to support 
operator tasks. 

TUCKER, H.B. Duke Power Co. 85/01/23. DENTON, H. R. Office of 

Nuclear Reactor Regulation, Director. ADENSAM, £. G. Licensing Branch 

4. 14pp. 28618:219. 24X Fi c he: 50-413, 85/01/23, 8501290382. 


8501290399 Forwards explanation for use of NUREG/CR-2913, "Two Phase 
Jet Loads, " in review of design of facility, in response to 
License Condition C(16}. 

TRAMM, T. R. Commonwealth Edison Co. 9659N. 85/01/21. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 6pp. 28620:334. 
24X Fiche: 50-454, 85/01/21, 8501290399. 


8501290471 Advises that nitrogen gas supply capability for automatic 
depressurization sys accumulators could be supplied by 
liquid nitrogen storage tank & backup nitrogen gas cylinder 
station, per NRC request re NUREG-0737, Item II. K. 3. 28. 

CAPSTICK, R. W. Vermont Yankee Nuclear Power Corp. FVY-S5-07. 
85/01/24. EISENHUT, D. G. Division of Licensing. 2pp. 28617:248. 
24X Fiche: 50-271, 85/01/24,8501290471. 


8501290544 Forwards revised application for amend to License DPR-80, 
changing Tech Specs re accident monitoring instrumentation 
to include reactor vessel level indication sys, per 
NUREO-0737, Item II. F. 2. Fee paid, 

SH1FFER,J. D. Pacific Gas it Electric Co. DCL-B5-022. 85/01/24. 

DENTON, H. R. Office of Nuclear Reactor Regulation, Director. 2pp. 
28616:212. 24X Fiche: 50-275, 85/01/24, 8501290544. 


— 8501290551 Revised application for amend to License DPR-80, chang ing 
Tech Specs re accident monitoring instrumentation to include 
reactor vessel level indication sys, per NUREG-0737, 

Item II. F. 2. 

SHIPPER, J.D. Pacific Gas & Electric Co. 85/01/24. Ip. 

28616:214, 24X Fi c h e; 50-275, 85/01/24, 8501290544. 


— B50J290556 Revised proposed Tech Specs re accident monitoring 
instrumentation to include reactor vessel level indication 
sys, per NUREG-0737, Item II. F. 2. 

* Pacific Gas «< Electric Co. 85/01/24. 6pp. 28616:215. 24X 

Fiche; 50-275, 85/01/24, 8501290544. 


8501290624 Forward* SER supporting Multi-Plant Action C-lO re control 
of heavy loads responding to 801222 generic Itr. NUREG-0612 
Phase I satisfied. Technical evaluation rept also end. 

STOLZ, J. F. Operating Reactors Branch 4. 85/01/11. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 28649:199. 24X 

Fiche: 50-289,85/01/11, 8501290624. 


— 8501290627 SER supporting Multi-Plant Action C-lO re control of heavy 
loads (NUREG-0612). 

* Operating Reactors Branch 4. 85/01/11 Ip, 28649:203, 24X 

Fiche: 50-289, 85/01/1 1, 8501290624. 


— 8501290634 T6R-C5506-397 

"Control of Heavy Loads TMI-1, " technical evaluation rept. 
BOMBERGER, C. Franklin Inst itute/Frank 1 in Research Center, 
NRC-03-B1-130. TAG 08086. 84/12/27. SINGH, A, NRC - No Detailed 

Affiliation Given. 22pp. 28649:204. 24X Fiche: 50-289, 85/01/11, 

8501290624. 


B50129Q637 Revised summary of ACRS Subcommittee on Safety Philosophy, 
Technology & Criteria 841212 meeting in Washington, DC re 
status of NRC evaluiition of 2-yr trial implementation of 
proposed safety goal polity, List attendees end. 

* ACRS - Advisory Committee on Reactor Safeguards, 85/01/10. 

ACRS - Advisory Cpimmittaqi, or Reactor Safeguards. 15pp. 28644:350. 
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S501290755 Notification of 850212-13 meetings w/util in Seneca* SC to 
discuss NURES“-0737i Item III. D. 3. 4 re control room 
hab itab i 1 ity . 

NICOLARAS.H. Operating Reactors Branch 4. 85/01/22. ST0L2* J. F, 

Operating Reactors Branch 4. 2pp, 28644:311. 24X 

Fiche; 50-269* 85/01/22* 8501290755. 


8501300019 Forwards Insp Repts 50--528/S4-61* 50-529/84-40 8e 50-530/84-29 
on 841203-07. No noncompliance noted. 

KIRSCH.D. F. Region 5* Office of Director. 85/01/11. VAN BRUNT, E. E. 

Arizona Public Service Co. Ip. 28678:307. 24X 

Fiche: 50-528* 85/01/11, 8501300019. 


—8501300022 Insp Repts 50-528/84-61,50-529/84-40 & 50-530/84-29 on 
841203-07. No noincomp 1 iance noted. Major areas inspected: IE 
c irculars, previously identified open items & implementation 
of TMI Lessons Learned actions. 

SORENSEN* R. C. Region 5, Office of Director. 50-530/84-29. 

85/01/04. 11pp. 28678:308. 24X Fich e: 50-528, 85/01/11* 8501300019. 


8501300031 Requests comments St conclusions re NUREO/CR-351 1* “Interim 
Reliability Evaluation Program: Analysis of Calvert Cliffs 
Unit 1,” within 60 days of Itr receipt. 

MILLER, J.«. Operating Reactors Branch 3. 85/01/22. LUNDVALL, A. E. 

Baltimore Sas & Electric Co. 2pp. 28671:349. 24X 

Fiche: 50-317,85/01/22* 8501300031. 


8501300041 LER 84-0i9-01:on 841016* util informed by NRC inspector that 
operation of revised post-accident samples sys violated Tech 
Spec 3.11 re containment integrity. Operation of sys will be 
suspended until Tech Specs changed. W/850116 Itr. 

GARLINGTON, D. C. , GRAVES* R. H. Connecticut Yankee Atomic Power Co. 
85/01/16. 3pp. 28678:319. 24X Fiche: 50-213* 85/01/16, 8501300041. 


8501300044 Forwards Insp Rept 50-528/84-64 on 841213-18. No violations 
noted. 

WENSLAWSKI, F, A. Region 5, Office of Director. 85/01/10. VAN 
BRUNT. E.E. Arizona Public Service Co. 2pp. 28678:285. 24X 

Fiche: 50-528* 85/01/10* 8501300044. 


— 8501300051 Insp Rept 50-528/84-64 on 841213-18. No none offip liance or 
deviation noted. Major areas inspected: preoperational tests* 
completion of work on & calibr of radiation monitoring sys & 
NUREG-0737* Items II. fl, 3 II. F. 1. 

SHERMAN*C. * YUHAS. 0. P. Region 5* Office of Director. 85/01/08. 
8pp. 28678:287. 24X Fiche: 50-528* 85/01/10, 8501300044. 


8501300074 NUREO/CR-3816 V29 

REACTOR SAFETY RESEARCH. Quarterly Rept* January-March 1984. 

* Sandia National Laboratories. FIN A-1016. SAND84-1072. 

85/01/31. Division of Accident Evaluation <Pre 840101). 160pp. 

28680: 095. 


8501300127 Forwards Insp Rept 50-275/84-43 & 50-323/84-28 on 841210-21. 
No noncompliance noted. 

K.IRSCH*D, F. Region 5, Office of Director. 85/01/11. SHIFFER, J. D. 
Pacific Gas & Electric Co. Ip. 28678:273. 24X 

Fiche: 50-275*85/01/11* 8501300127. 


—8501300144 Insp Repts 50-275/84-43 & 50-323/84-28 on 841210-21. No 
violations or deviations noted. Major areas inspected: 
implementation of TMI action plan items* licensee actions on 
IE bulletins 8< followup of previously identified items. 

HON* A. * KELLUND, G. , IVEY* K. Region 5, Office of Director. 
50-323/84-28. 85/01/07. 6pp. 28678:274. 24X 

Fiche: 50-275* 85/01/11,8501300127. 


8501300158 Partial response to FDIA request for documents re listed 
FIN fi les. Forwards documents listed in App A 8< App B. 

Documents available in PDR, 

FELTON, vl M. Division of Rules and Records. FIN A-3712. 84/08/09. 
SHOLLY, S. C. Union of Concerned Scientists. 11pp. 28665:128, 24X 
Fiche: 50-000, 84/08/09* 8501300158. 


8110230021 Comments on plan for review of facility probabilistic safety 
study. Div of Sys Integration wishes to cover areas 
paralleling subj matter of NUREG-0850. 

MATTSON, R.U. Division of Systems Integration <pre 811005). 

81/10/09. MURLEY*T. Division of Safety Technology. 3pp. 

28667:321. 24X Fich e: 50-000* 84/08/09, 8501.3001 58. 


—8501300529 Forwards first pass of facility probabilistic safety study, 
including comments. Related info end. 

SWANSON,D. G. Applied Science Associates* Inc- 82/01/08. MEYER* J. 

NRC - No Detailed Affiliation Given. ISOpp, 28666:009. 24X 

Fiche; 50-000*84/08/09, 8501 3001 58. 


-8501300534 Submits marked-up draft facility PRA «« NUREG-OSSO review. 
' BERMAN, M. Sandia National Laboratories. 82/01/10. MEYER, U. F. 

NRC - No Detailed Affiliation Given. 14pp. 28666: 166. 24X 

Fiche: 50-000. 84/08/09, 8501300158. 


—8501300605 Forwards summary of contents from NUREG-OSSO it 
organizational charts for facility hearings & review of 
probabilistic safety study. Review of safety study will be 
compared w/NUREG-OSSO. 

MATTSON, R. J. Division of Systems Integration (post 811005). 
81/10/09. MUR ELY * T. Division of Safety Technology. 4pp. 
28668: 150. 24X Fiche: 50-000* 84/08/09* 8501300158. 


— 8308090048 Forwards draft BNL review of Zion Probab il istic Safety 
Study, Vol II (NUREG/CR-3300). Vol I transmitted to NRC on 
830718. Comments requested by 830812. 

SHERON, B. W. Reactor Systems Branch. 83/07/20. VARGA, S. A, 
Operating Reactors Branch 1. Ip. 28670:307. 24X 

Fiche: 50-000*84/08/09, 8501300158. 


— 8308250269 Forwards branch comments on Vol 2 to NUREG/CR-3300* "Review 
& Evaluation of Zion Probabilistic Safety Study. " 

HULMAN,L. G. Accident Evaluation Branch. 83/08/16. SHERON* B. 
Reactor Systems Branch. 3pp. 28670:316. 24X 

Fiche: 50-000* 84/08/09, 8501300158. 


— 8308300802 Forwards comments on BNL probabilistic safety study* Vol II 
(NUREG/CR-3300). Review of Vol I not yet complete. Vol I 
errors which affect Vol II will be passed along to R Barrett 
or J Meyer. 

SPEIS, T. P. Division of Safety Technology. 83/08/22. MATTSON, R. U. 

Division of Systems Integration (post 811005). 6pp. 28670:319. 
24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8309060460 Advises of util request for addl time to review & respond to 
differences between NUREG/CR-3300, Vo Is I & II & facility 
probabilistic safety study list of dominant sequences it 
frequencies. Uti 1 request reasonable. 

RDWSOME* F. Assistant Director for Technology Review. 83/08/26. 
LAINAS* G.C. Assistant Director for Operating Reactors. 2pp. 

28670: 325. 24X Fiche: 50-000, 84/08/09, 8501300158. 


— 8309280532 Reviews Sandia Natl Labs evaluation of Zion probabilistic 
safety study <NUREG/CR-3300). Evaluation appears reasonably 
comprehensive. Discrepancy noted in component cooling water 
faults. 

ERNST, M.L. Division of Risk Analysis it Operations (post 840429). 
83/09/16. SPEIS, T.P. Division of Safety Technology. 2pp. 
28670:327. 24X Fich e: 50-000* 84/08/09, 8501300158. 


— 8308150493 Requests comments on draft NUREG/CR-3300 Vol II re plant 
probabilistic safety study evaluation, by 830822. Draft 
NUREO end. 

MATTSON, R.U. Division of Systems Integration (post 811005). 
83/08/02. EISENHUT* D. G. Division of Licensing. 2pp. 28670:308. 
24X Fiche: 50-000* 84/08/09* 3501300158. 


— 8501300667 Forwards draft NUREG/CR-3300* “Review & Evaluation of Zion 
Probabilistic Safety Study, Vol 1* Conta inment Sc Site 
Consequence Analysis. " Rept satisfies Milestone IV. B. 2 per 
SER 189 re core melt accidents. 

PRATT, W. T. Brookhaven National Laboratory. FIN A-3712. 83/07/18. 

MEYER, U.F. Reactor Systems Branch. 600pp. 28670:003. 24X 

Fiche; 50-000, 84/08/09, 8501300158. 


8501300253 Advises that, in light of Commission 841121 order modifying 
830324 order, 841220 Amend 1 to License DPR-IS re mods 
required by NUREG-0737, Item III.D. 3. 4, "Control Room 
Habitability," appear inappropriate. 

KOBER, R. W. Rochester Gas Sc Electric Corp. 85/01/21. ZWOLINSKI, U. A. 

Operating Reactors Branch 5. Ip. 28642; 196. 24X 

Fiche; 50-244, 85/01/21, 8501300253. 


8501300270 Ack receipt of 850103 response to NRC 830411 request for 
comments re NUREG/CR~30a5, "Interim Reliability Evaluation 
Program Analysis of Millstone Point Unit 1. " Comments will 
be reflected in probabilistic assessment. 

ZWOLINSKI, U. A. Operating Reactors Branch 5. LS05-85-0 1-024. 

85/01/25. COUNSIL. W, G. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 4pp. 28643:019. 24X Fiche: 50-245, 85/01/25, 

8501300270. 


8501300315 Forwards SW Speck 841001 Itr re FEMA 44CFR350 findings Sc 
determinations re adequacy of offsite plans 8c preparedness. 

Plans approved on condition FEMA verification of adequacy 
of alert 8c notification sys in accordance w/NUREG~0654. 

MARTIN, T. T. Region 1, Office of Director. 85/01/16. COUNSIL, W. G. 
Connecticut Yankee Atomic Power Co. 2pp. 28678:301. 24X 

Fiche: 50-213. 85/01/16* 8501300315. 


8501300445 Responds to Generic Ltr 84-24 certifying environ 
qualif ication program. Qualification program encompasses all 
saf ety-related equipment located in harsh environ. 

COOK,K. W. Louisiana Power 8c Light Co. GL-84-24. 85/01/28. 

EISENHUT, D. G. Division of Licensing. 4pp, 28641:349, 24X 

Fiche: 50-382, 85/01/28, 8501300445. 
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8501300572 Notification of 850201 meeting w/util in BethesdadlD to 
discuss status of open mutli-plant actions# NUREe-0737 
& plant-specific items. 

REQUA# G. Operating Reactors Branch 1. 85/01/21. VARGA# S, A. 

Operating Reactors Branch 1. 3pp. 28684: 139. 24X 

Fiche: 50-261# 85/01/21# 8501300572. 


8501300664 Forwards request for addl info re application for OL. NRC 
840807—10 audit of detailed control room design review & 
summaries of contractor observations re ultrasonic insp 
end. NRC onsite audit of SPDS implementation planned. 

YOUNGBLOOD# B. J. Licensing Branch 1. 85/01/18. COUNSIL# W. G. 

Northeast Nuclear Energy Co. (subs, of Northeast Utilities). llpp 
28671:218. 24X Fiche: 50-423# 85/01/18# 8501300664. 


— 8411130198 "Audit Rept# Human Factors Engineering Detailed Control Room 
Design Review In-Progress Audit. " 

MINICHINO#C. Lawrence Livermore National Laboratory. 84/10/23. 

NRC - No Detailed Affiliation Given. 29pp. 28671:229. 24X 

Fiche; 50-423# 85/01/18# 8501300664. 


8501310210 Forwards Phase 2 info re planned controls for handling 
heavy loads# inc lud ing util rev of procedures Sc load paths to 
reduce probability of load drop or to prevent movement of 
certain loads over dr y er /separater pool# per NRC 801222 Itr. 

COUNSIL# W. G. Northeast Nuclear Energy Co. <subs. of Northeast 
Utilities). COUNSIL. W. G. Northeast Utilities. B11385. 85/01/14. 

ZWOLINSKI# J. A. Operating Reactors Branch 5. 33pp. 28655:150. 24X 

Fiche: 50-245# 85/01/14# 8501310210. 


8501310341 Forwards comments re 840629 revised description of detailed 
control room design review task analysis effort# per SuppI 1 
to NUREG-0737. Data must define display & control 
characteristics. 

ZWOLINSKI# J. A. Operating Reactors Branch 5. LS05-85-01-025. 

85/01/29. VANDEWALLE# D. J. Consumers Power Co. 3pp. 28658:036. 

24X Fiche: 50-255# 85/01 /29# 8501310341 . 


8501310366 Forwards response to 841204 questions & SSER re emergency 
p Ian. Proposed revs to emergency plan will be transmitted by 
850401. 

LINDER# F, Dairyland Power Cooperative. LAC 10519. 85/01/17. 

PAPERIELLO# C. J. Region 3# Office of Director. 5pp. 28658:237. 24X 

Fiche: 50-409. 85/01/17# 8501310366. 


8501310371 Advises that threaded taper pins for HPCI 8< RCIC have been 
installed# per SSER 3 < NUREO-0991 ) . 

KEMPER# J.S. Philadelphia Electric Co. 85/01/25. SCHWENCER# A, 
Licensing Branch 2. 2pp. 28658:229. 24X Fiche: 50-352# 85/01/25, 

8501310371. 


8501310387 Nonroutine environ operating rept: on 841226# data indicated 
sensitivity spec not met for radiological analysis of 
environ fish samples# per Reg Guide 4. 8 & NUREG-0473. Caused 
by short half-lives of radionuclides. 

LEMPOES#T. E. Niagara Mohawk Power Corp. NMP-102S4. 85/01/23. 

MURLEY# T, E. Region 1. Office of Director. 3pp. 28660:046. 24X 

Fiche: 50-220, 85/01/23# 8501310387. 


8501310404 Forwards addl info re design & fabrication of reactor head 
strongback & dryer/separator lifting sling assembly# per 
NUREG-0612. "Control of Heavy Loads. " 

HARRINGTON# w, D. Boston Edison Co. 85-017. 85/01/25. VASSALLO# D. B. 

Operating Reactors Branch 2, 7pp. 28656: 105. 24X 

Fiche: 50-293# 85/01/25# 8501310404. 


8501310427 Documents 850124 meeting between NRC Sc util representatives 
in Region IV ofcs re status of implementation of NUREG-0737 
i terns# completed deficiency repts S< forthcoming update of 
Chapter 13 of FSAR. 

JOHNSON# E.H. Region 4# Office of Director, 85/01/25. CAHILL# W. J. 
Gulf States Utilities Co. Ip. 28656:160. 24X Fiche: 50-450# 

85/01/25, 8501310427. 


8501310446 Confirms 8501 17 telcon between L England it J Jaudon re 
scheduling of 840124 meeting at Region IV ofcs. Subj of 
meeting will be brief on status of implementation of 
NUREG-0737. 

JOHNSON# E. H. Region 4# Office of Director. 85/01/25. CAHILL# W. J. 
Gulf States Utilities Co. Ip. 28660:049. 24X Fiche: 50-458# 

85/01/25# 8501310446. 


8501310488 Requests info as to how disagreement of Tech Spec w/updated 
FSAR or Dec 1980 "Control Room Habitability Evaluation" 
will be correc ted. Revi ew of NUREG-0737# Ac t ion Item III. D, 3. 4 
based upon said info. 

VASSALLO# D. B. Operating Reactors Branch 2. TM 3, D. 3. 4. 85/01/16, 

UTLEY# E, E. Carolina Power ^ Light Co. 2pp. 28684:350. 24X 

Fiche: 50-324# 85/01/16# 8501310488. 


‘•■rtG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


11130209 "Manual of Protective Action Guides & Protective Actions 
for Nuclear Incidents. " 

* Environmental Protection Agency. SO/06/30. 125pp. 10656; 127, 

24X Fiche; 50-275.80/06/30# 8111130209. 


8407170164 Forwards final Director's Decision DD-84-15 under 10CFR2. 206 
denying portion of 830720 petition re evacuation time 
e st imates. 

DEYOUNG# R. C. Director's Office# Office of Inspection and 
Enforcement. DD-84-15. 84/07/03. ERNST# M. D. Massachusetts Public 

Interest Research Group. Ip. 28460:172. 24X Fi c h e: 50-293# 84/07/03# 

8407170164. 


— 8407170182 Forwards "Analysis Rept on Issues re Pilgrim Evacuation 
Time Estimate# Pi Igrim Nuclear Power Station#" per 840120 
request. 

KR1MM#R.W. Federal Emergency Management Agency. 84/05/15. 
JORDAN.E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). Ip. 28460:179. 24X Fiche; 50-293# 

84/07/03# 8407170164. 


— 8407170186 "Analysis Rept on Issues re Pilgrim Evacuation Time 
Est imate# Pi Igrim Nuclear Power Station." 

* Federal Emergency Management Agency, 34/05/01. 10pp. 

28460: 180. 24X Fiche: 50-293# 84/07/03# 8407170164. 


8410100065 Forwards FEMA 44CFR350 findings on State of FL & associated 
local emergency plans re facilities. 

DANCE.H. C. Region 2, Office of Director. 84/06/08. WILLIAMS# J. W, 

Florida Power & Light Co. Ip. 26896:140. 24X Fiche: 50-000# 

84/06/08# 8410100065. 


— 8410100312 Approves state & local plans & preparedness for alerting & 
protecting public in event of radiological emergency. 

Approval conditional on verification of alert it notification 
sys# per criteria of App 3 of NUREG-0654/FEMA-REP-1# Rev 1. 

SPECK# S. W, Federal Emergency Management Agency. 84/02/15. 

DIRCKS# W. J. Office of the Executive Director for Operations. ip. 
26896: 141. 24X Fiche: 50-000# 84/06/08# 8410100065. 


8412190503 IE Info Notice 84-94# "Reconcentration of Radionuclides 
Involving Discharges Into Sanitary Sewage Sys Permitted 
Under 10CFR20. 303. " Svc list end. 

GRACE# J. N. Division of Emergency Preparedness 8e Engineering Response 
(Post S30103). B4/12/21. Consolidated Edison Co. of New York# 

Inc. 121pp. 28570:042. 24X Fiche: 50-000, 84/12/21# 8412190503. 


8501020377 Forwards FEMA Region IX rept# "Diablo Canyon Power Plant 
Site-Specific Offsite Radiological Emergency Preparedness 
Alert & Notification Sys QA Verification. " Rept concludes 
means exist to notify public within emergency planning zone. 
WENSLAWSKI# F. A. Region 5, Office of Director. 84/12/27. 

SHIPPER, J.D. Pacific Gas & Electric Co. Ip. 28138:201. 24X 

Fiche: 50-275# 84/12/27# 8501020377. 


0501030086 Submits revs to 10CFR50#App J# resulting from 841206-07 
meetings in Denver# CO. 

BROWN, T.M. American Nuclear Society. 84/12/20. ARNDT, G. NRC - No 
Detailed Affiliation Given. 4pp. 28163:077. 


8501040065 Forwards NRC request that FEMA provide to ASLB findings & 
determinations on adequacy tt capability to implement offsite 
emergency plans & whether previously identified deficiencies 
resolved. Related correspondence. 

HASSELL# D.F. Hearing Branch 2. #185 914. OL. 84/12/31. 

HOYT#H. F. # COLE#R. F, # HARBOUR. J. Atomic Safety and Licensing Board 
Panel. 2pp. 28182:208. 24X Fiche: 50-352# 84/12/31# S501040065. 


— 8501040070 Requests that FEMA provide NRC w/findings & determinations 
on whether revised offsite emergency plans adequate & 
capable of implementation & whether previously identified 
deficiencies resolved. Related correspondence. 

JORDAN# E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). OL. 84/12/26. KRIMM# R. W. Federal 
Emergency Management Agency, 4pp. 28182:210. 24X 

Fiche: 50-352# 84/12/31# 8501040065, 


8501070401 IE Info Notice 85-001# "Continuous Supervision of 
Irradiators. " Svc list end. 

GRACE# J. N. Division of Emergency Preparedness Engineering Response 
(Post 830103). 85/01/10. Consolidated Edison Co. of New York, 

Inc. 67pp. 28537:127 24X Fiche; 50-000, 85/01/10# 8501070401. 


8501080203 Submits chart which identifies total number of INPO 
technical repts by yr for each type of rept & identifies 
number not yet forwarded to NRC as of 841120. 

DIRCKS# W. J. Office of the Executive Director for Operations. 
84/12/20 ASSELSTINE Commissioners. 2pp. 28273:094. 
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3501080329 Forwards E0&6 preliminary evaluation of Second Quarter 1984 
NPRDS data. 

HEBDONiF. J. Program Technology Branch. 84/12/27. SIMARD, R. L. 
Institute of Nuclear Power Operations. Ip. 2S268; 125. 


— 85010B0336 Submits preliminary results of Second Quarter 1984 NPRDS QA 
& data review. 

LOVELL. C. EO&G. Inc. 84/09/28. DENNING, B. Director's Office. 
130pp. 28268: 126. 


8501080340 Forwards 841130 memo confirming corrective actions for 
Lancaster County Category A deficiencies identified during 
831130 offsite radiological emergency preparedness exercise. 

KRIMMi R. W. Federal Emergency Management Agency. 85/01/02. 

JORDAN. E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 2pp. 28233:161. 24X Fic he: 50-289. 85/01/02. 

8501080340. 


8501080468 Responds to approval request for info collection re 
10CFR140, f inane ial protection requirements it indemnity 
agreements. Request approved through 841130 under 
DMB 31 50-0039, per Paperwork Reduction Act. 

MACRAE. J B. Office of Management & Budget. OMB 3150-0039. 
84/12/19. SCOTT. S. Document Management Branch. 2pp, 28273:283. 


8501080502 IE Info Notice 85-002, "Improper Installation & Testing of 
Differential Pressure Transmitters. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/11. Consolidated Edison Co. of New 

York, Inc. 109pp. 28537:193. 24 X Fic he: 50-000. 85/01/11. 8501080502. 


8501080540 Responds to approval request for info collection re 10CFR60. 
"Disposal of High Level Radwaste in Geologic Repositories. " 

Request approved through 871130 under OMB 3150-0127. per 
Paperwork Reduction Act. 

MACRAE. J.B. Office of Management & Budget. OMB 3150-0127. 

84/12/19. SCOTT.S. Document Management Branch. 2pp. 28271:174. 


8501090262 Forwards schedule of corrective actions for Category B 
deficiencies identified during 840208 offsite radiological 
emergency preparedness exercise. Based on exercise results & 
corrective action schedule. preparedness considered adequate. 
KRIMM. R.W. Federal Emergency Management Agency. 85/01/07. 
JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response (Post 830103). 12pp. 28258:237. 24X Fiche: 50-382. 

85/01/07. 8501090262. 


8501100076 Notification of 850110 & 11 meetings w/DOE it ANL in 
Bethesda.MD to discuss status of & participation in DOE 
reduced enrichment research (k test reactor program to 
develop low enriched fuels. Agenda end. 

CARTER, R.E. Standard i zation & Special Projects Branch. 84/12/26. 

THOMAS, C. 0. Standardization it Special Projects Branch. 4pp. 

28320: 047 


8501100079 Forwards "Exercise Evaluation Rept. " of 841017 exercise of 
offsite radiological emergency preparedness plans. 

Preparedness inadequate. Remedial exercise will be scheduled 
to address Category A deficiencies. 

KRIMM. R. N. Federal Emergency Management Agency. 65/01/08. 

JORDAN, E. L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 2pp. 28295:047. 24X Fiche: 50-277. 85/01/08, 

8501100079, 


— 8501100087 "Exercise Evaluation Rept." of 841017 exercise of offsite 
radiological emergency preparedness plans for Peach Bottom 
Atomic Power Station. 

* Federal Emergency Management Agency. 84/11/30. 120pp. 

28295; 049. 24X Fiche: 50-277. 85/01/08. 8501100079. 


8501100198 Forwards FEMA rept of results of communication drill at 
facility on 340717. Drill did not remove Category A 
deficiencies in 831116 exercise. Corrective actions taken by 
Lancaster & Dauphin Counties observed on 841010-17. 

MARTIN. T.T. Region 1, Office of Director, 85/01/04. HUKILL.H. D. 
General Public Utilities - GPU Service Corp, 4pp. 28291:268. 24X 

Fiche: 50-289.85/01/04, 8501100198. 


8501100655 lE Info Notice 85—003, "Separation of Primary Reactor 
Coolant Pump Shaft it Impeller. " Sve list end. 

JORDAN. E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 85/01/15. Consolidated Edison Co. of New 

York, Inc. i03pp, 28490:226. 24X Fich e: 50-000. 85/01/15. 8501100655. 


8501140288 Ack receipt of FEMA 841204 Itr it evaluation of plant alert 
St notification sys. Plant has unconditional FEMA approval of 
offsite plans St preparedness. 

PAPERIELLO. C. J. Region, 3. Office of Director. 85/01/07. 

DEWITT. R.B, Consumers Power Co, Ip, 28361:315. 24X 

Fiche; 50-258. 85/0 1 /07. 8501 1 40288; 


8501150030 Further response to FOIA request for three categories of 
records re util or f ac i 1 i ty . App s E ?c F documents in PDR. 

FELTON. J. M. Division of Rules and Records. 84/05/18. BELAIR. R. R. 
Kirkpatrick St Lockhart. 5pp. 28417: 155. 


— 8312300317 Responds to 830722 request for addl info re NRC rept 
entitled "Finding of LILCO Transition Plan as Requested by 
NRC as Part of NRC Licensing of Shoreham Nuclear Power 
Station. " Plan considered adequate. 

BRAGG, J. S. Federal Emergency Management Agency. 83/08/29. 

DIRCKS, W. J. Office of the Executive Director for Operations. 3pp, 
28417: 245. 


— 8501150122 Requests 60-day extension until 840201 for completion of 
independent review of Rev 1 to util transition plan for 
facility. Extension would allow for more thorough review St 
would avoid disruption of other pressing projects. 

KRIMM. R. W. Federal Emergency Management Agency. 83/10/27, 

JORDAN. E. L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 2pp. 28417:249. 24X 

Fiche: 50-322. 84/05/18. 8501150030. 


— 8501150128 Requests review of Rev 2 to util transition plan by 840201. 
per 831027 request for 60-day extension. 

JORDAN, E. L. Division of Emergency Preparedness Se Engineering 
Response (Post 830103). 83/11/10. KRIMM, R.W. Federal Emergency 

Management Agency. 4pp. 28417:254. 24X Fi ch e: 50-322, 84/05/18. 

8501150030. 


— 8501150139 Forwards Rev 2 to util local offsite radio response plan & 
implementation procedures, per Nov 1983 commitment. Related 
info encl. 

JORDAN, E. L. Division of Emergency Preparedness it Engineering 
Response (Post 830103). 83/11/15. KRIMM,R. W. Federal Emergency 

Management Agency. 7pp. 28417:258. 24X Fiche: 50-322, 84/05/18, 

8501150030. 


8501150158 Responds to FOIA request for documents re meetings between 
members of NRR & others re diesel generator bldg Sc 
Brookhaven 631021 rep t. Forwards App A documents. Documents 
also available in PDR. 

FELTON, J.M. Division of Rules and Records. 04/06/26. GARDE, B. P. 
Government Accountability Project. 3pp. 28415:003. 24X 

Fiche: 50-329, 84/06/26, 8501150158. 


— 8501150171 Forwards std order for DOE work: "Midland Diesel Generator 
Bldg Evaluation, " Issued to BNL. 

V0LLMER,R. H. Division of Engineering. FIN A-3773. 84/03/26. 

OGEKA. G. J. Energy, Dept. of. 9pp. 28415:012. 


8501150264 Proposes meeting on 850131 to resolve two emergency planning 
issues re acceptability of prompt notification sys Sc timing 
for conducting annual emergency exercise, per 850104 telcon. 

SORENSEN, G. C. Washington Public Power Supply System. 85/01/09. 
SCHWENCER,A. Licensing Branch 2, 2pp. 28386:225. 24X 

Fiche: 50-397, 85/01/09, 8501150264. 


— 8501150278 Responds to request made at FEMA/NRC Steering Committee 
830407 meeting for NRC position re capability for prompt 
public notification. Capability shall exist to alert St 
notify public within 30 minutes. 

JORDAN, E. L. Division of Emergency Preparedness Sc Engineering 
Response (Post 830103). 03/05/09. KRIMM, R.W. Federal Emergency 

Management Agency. 3pp. 28386:243, 24X Fiche: 50-397, 85/01/09, 

8501150264. 


8501160196 IE Info Notice 85-004, "Inadequate Mgt of Security Response 
Drills. " Sve list encl, 

JORDAN, E, L. Division of Emergency Preparedness St Engineering 
Response (Post 830103). 85/01/17. Consolidated Edison Co, of New 

York, Inc. 109pp. 28613:169. 24X Fi cHe: 50-000, 85/01/17, 8501 160196. 


8501170025 Forwards exercise evaluation rept for 841120 supplemental 
exercise of offsite radiological emergency preparedness 
p Ians. Supplemental exercise coetducted to correct deficiency 
identified in initial full participation exercise on 840725. 

KRIMM, R. W- Federal Emergency Management Agtirycy, 85/01/10. 

JORDAN, E L. Division of Emergency FTeparednfss Sc Engineering 
Response (Post 030103). Ip, 28426:130. 24)( Fiche: 50-352, 85/01/10, 

8501170025. 


— 8501170028 Exercise evaluation rapt for 841120 supplemental exercise of 
offsite radiological emergency preparedness plans. 

* Federal Emergency Management Agency. 84/12/07. 47pp. 

28426:131. 24X Fiche: 50-352, 85/01/10, 0501170025. 


8501170173 Ack receipt of FEMA 841114 Itr St final evaluations of 
840828-29 offsite emergency preparedness exercise. 

Deficiencies in news media ctr Sc medical care personnel 
noted. Corrective actions partially util responsibility. 

PAPERIELLO, C. J Regions, Office of Director. 85/01/11. REED, C. 
Commonwealth Edison Co. 2pp. 28431:264, .24X Fiche: 50-254, 85/01/1 1, 

8501170173. 
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8501180143 Further response to FDIA request for three categories of 
records re util & faci 1 ity. Apps C & D which identify addl 
records available in PDR end. Review continuing. 

FELTON, J.M. Division of Rules and Records. 84/05/08. BELAIR, R. R. 
Kirkpatrick & Lockhart. 4pp. 28466: 172. 


— 8501180304 Forwards finalized listing of responsibility for testimony 
for emergency planning hearing. 

REPKA, D. A. Hearing Branch 3. 83/09/27. GLASS, S. M. Federal 

Emergency Management Agency. 4pp. 28466:264. 24X 

Fiche: 50-322, 84/05/08, 8501180143. 


i-'cjOlSOOl 58 Partial response to FOIA request for documents re listed 
FIN fi 1 es. Forwards documents listed in App A & App B. 

Documents available in PDR. 

FELTON, J. M. Division of Rules and Records. FIN A-3712. 84/08/09. 

SHOLLY, S C. Union of Concerned Scientists. 11pp. 28665:128. 24X 

Fiche 50-000, 84/08/09, 8501300158. 


— 8501300210 Project & budget proposal for NRC work: "Insight Into PRA 
Methodologies - I. ” 

ULRIKSON, G. Science Applications, Inc. FIN B-0783. 83/08/09. 

8pp 28665; 156. 


— 8501180323 Forwards revised list of NRC/FEMA responsibilities for 
testimony for hear ing. Changes listed. 

REPKA, D. A. Hearing Branch 3. 83/10/26. GLASS, S. M. Federal 

Emergency Management Agency. 6pp. 28466:268. 24X 

Fiche: 50-322, 84/05/08, 8501180143. 


— 8501300215 Project 8< budget proposal for NRC work: "Insight Into PRA 
Methodologies - I. " 

ULRIKSON, G. Science Applications, Inc. FIN B-07S3-3. 83/11/08. 

8pp. 28665; 164. 


8501210103 Responds to approval request for info collection re NRC Form 
237, "Request for Access Authorization. " Approved through 
871231 per 5CFR1320. 

MACRAE, J.B. Office of Management & Budget. OMB 3150-0050. 

85/01/03. SCOTT, S. NRC - No Detailed Affiliation Given. 2pp. 

28496: 152. 


8501210108 Responds to approval request for info collection re NMSS 
caseload planning survey. Approved through 871231 per 
5CFR1320. 

MACRAE, J.B. Office of Management & Budget. OMB 3150-0072. 
85/01/03. SCOTT, S. NRC - No Detailed Affiliation Given. 2pp. 
28496: 150. 


8501230229 IE Info Notice 85-005, "Pipe Whip Restraints. " Svc list 
end. 

JORDAN, E. L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 85/01/23. Consolidated Edison Co. of New 

York, Inc. 108pp. 28692:186. 24X Fiche: 50-000. 85/01/23, 8501230229. 


8501230236 IE Info Notice 85-006, "Contamination of Breathing Air 
Sys. " Svc list end. 

JORDAN, E, L. Division of Emergency Preparedness & Engineering 
Response <Post 830103). 85/01/23. Consolidated Edison Co. of New 

York. Inc. 109pp. 28692:001. 24X Fiche: 50-000, 85/01/23, 8501230236. 


8501250352 IE Info Notice 85-007, "Contaminated Radiography Source 
Shipments. " Svc list end. 

GRACE, J. N. Division of QA, Safeguards & Insp Programs 
(830103-850212). 85/01/29. Consolidated Edison Co. of New York, 

Inc. 67pp. 28692:295. 24X Fiche: 50-000, 85/01/29, 8501250352. 


— 8501300222 Forwards accepted std order for DOE work. Science 
App 1 ications, Inc will conduct project through 831231. 

BIBB,W. R. Energy, Dept. of. FINB-07S3. 20-83-491. 83/09/15. 

SPEIS, T. P. Division of Safety Technology. Ip. 28665:172. 


— 8501300228 Std order for DOE work: "Insights Into PRA Methodologies - 
I," issued to Science Applications, Inc. 

SPEIS, T. P. Division of Safety Technology. BIBB, W. R. Science 
Applications, Inc. FIN B-07B3-3. 20-83-491. 83/05/27. 16pp, 

28665; 173. 


— 8501300235 Forwards std order for DOE work, per Section III. B. 2 of DOE/ 
NRC 780224 MOU. Requests proposal containing info from NRC 
Form 189 within 60 days. 

SPEIS, T.P. Division of Safety Technology. FIN B-0783. 83/05/27. 

HART, R. J. Energy, Dept. of. 3pp. 28665:189, 


— 8501300263 Forwards std order for DDE work: “Insights Into PRA 
Methodologies." per Section 11.8.2 of DOE/NRC 780224 MOU. 

SPEIS, T.P. Division of Safety Technology. FIN B-0783. 83/12/09. 

LAGRONE, J. Energy, Dept. of. Ip. 28665:194. 


— 8501300279 Forwards accepted std order for DDE work. Science 
App lications, Inc will conduct project through 840326. 

BIBB, W. R. Energy, Dept. of. FIN B-0783. 20-83-132. 84/01/04. 

SPEIS, T.P. Division of Safety Technology. Ip. 28665:195. 


— 8501300285 Std order for DOE work: "Insights Into PRA Methodologies - 
I," issued to ORNL. 

SPEIS, T.P Division of Safety Technology, BIBB, W. R. Energy, 

Dept. of. FIN B-07S3-4. 20-83-132. B3/12/29. 2pp. 28665:196. 


8501280163 Forwards FEMA final radiological emergency preparedness 
exercise rept evaluation of offsite emergency response 
capabi lities. Rept contains evaluations of 840321 exercise & 

840531 remedial exercise by State of AR. W/o end. 

HUNTER, D.R. Region 4, Office of Director. 85/01/21. GRIFFIN. J.M. 
Arkansas Power it Light Co. Ip. 28569:354. 24X 

Fiche: 50-313, 85/01/21, 8501280163. 


8501280392 Forwards Rev 3 to "Interim Findings on Adequacy of 
Radiological Emergency Response Planning by State & Local 
Govts at Wolf Creek Generating Stati on. Burl ing ton, KS. " 

KRIMM, R.W. Federal Emergency Management Agency. 85/01/24. 

JORDAN, E, L. Division of Emergency Preparedness Engineering 
Response (Post 830103). 4pp. 28565:204. 24X Fich e; 50-482, 85/01/24, 

8501280392. 


— 8501280410 Rev 3 to "Interim Findings on Adequacy of Radiological 
Emergency Response Planning by State & Local Govt at Wolf 
Creek Generating Station, Burlington, KS, " 

■» Federal Emergency Management Agency. 85/01/11. 39pp. 

28565; 208. 24X Fiche; 50-482, 85/01/24, 8501280392. 


— 8501280415 "Exercise Evaluation of Implementation of State ^ Local 
Radiological Emergency Response Plans, " conducted on 841107 
St "Remedial Exercise Evaluation of Public Alert St 
Notification Sys, " conducted on 641219. 

e Federal Emergency Management Agency. 85/01/10. 53pp. 

28565: 247. 24X Fiche: 50-482, 85/01/24, 8501280392. 


8501290458 Forwards FEMA 850104 Itr to State of lA re training proposed 
to eliminiirte offsite emergency preparedness Class A 
deficiency identified during 841024 emergency exercise. 

Cooperation n^/stato St local officials requested. 

HUNTER, D.R. Region 4, Office of Director. 85/01/25. ANDREWS, R. L. 
Omaha Public Powor District. 3pp. 28616:248, 24X 

Fiche: 50-285,85/01/23, 8501290458. 


8501290748 Net$fies that Oct 1984 Bucks County support plan not final 
draft, contrary to testimony. No existing version of support 
plan considered final form. Served on 650123. 

RIESER, W. H. Ducks County, PA. #185 290. OL, 85/01/22. ASHER, J. 
Federal Emergency Management Agency. Ip. 28639:080. 24X 

Fiche: 50-352, 85/01/22, 8501290748. 


— 8501300302 Forwards std order for DOE work: "Probabilistic Evaluation 
of Limiting Conditions of Operation Outage Times. " Statement 
of work due within 60 days to J Veillette of NRR. 

SPEIS, T.P. Division of Safety Technology. FIN A-3726. 83/05/10, 

OGEKA, 6. J. Energy, Dept. of. 3pp. 28665:210. 


— 8501300312 Forwards executed std order for DOE work, to be performed by 
BNL. 

OGEKA, G.J. Energy, Dept. of. FIN A-3726. 20-83-427. 83/05/25. 

DANDOIS,D. B. Division of Accounting it Finance. Ip. 28665:213. 


— 8501300319 Std order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation (LCD) Outage Times, " 
issued to BNL. 

SPEIS, T.P. Division of Safety Technology. SCHWELLER, D, 
Brookhaven National Laboratory FIN A-3726-3. 20-83-427. 

83/05/26. 13pp. 28665:214. 


— 8501300330 Project & budget proposal for NRC work: "Probabilistic 
Evaluation of Limiting Conditions of Operation (LCD) 

Outage Times. " 

KATO, W. Y. , KOUTS, H J. . PAPAZOOLOU, I. Brookhaven National 
Laboratory. FIN A-3726. 83/06/15. FRAHM. R. , WEINKAM, E. A. 

Reliability & Risk Assessment Branch. 14pp. 28665:227. 


— 8501300351 Std order for DDE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation (LCD) Outage Times, " 
issued to BNL. 

SPEIS, T. P Division of Safety Technology. OGEKA, G. J. Brookhaven 
National Laboratory. FIN A-3726-3. 20-83-597. 83/07/26. 2pp. 

28665; 242. 


— 8501300360 Forwards std order f or ^ DOE work; "Probabilistic Evaluation 
of Limiting Conditions of Operation (LCO) Outage Times. " 

SPEIS, T.P. Division of Safety Technology. FIN A-3726. 83/07/27 

OGEKA, G.J. Energy, Dept. of. 2pp. 28665:244. 
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— 8501300377 Forwards std order for DOE work. "Probabilistic Evaluation 
of Limitins Conditions of Operation <LCO) Outage Times* " 
modifying 330615 proposal. Requests that revised form be 
submitted within 30 days to J Veillette. 

SPEIS*T. P. Division of Safety Technology. FIN A-3726. 83/10/20. 

DOEKAiG. J. Energy, Dept. of. 2pp. 2B665. 251. 


— 8501300385 Std order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation <LCO) Outage Times, '* 
issued to BNL. 

SPEIS, T. P. Division of Safety Technology. OGEKA, G. J. Brookhaven 
National Laboratory. FIN A-3726-4. 20-84-014. 83/10/20. 4pp. 

28665: 253. 


— 8501300399 Project & budget proposal for NRC work: "Probabilistic 
Evaluation of Limiting Conditions of Operation (LCD) 

Outage Times. ” 

KOUTS, H. J. , KATO, W, Y. , PAPAZOGLOU, I. Brookhaven National 
Laboratory. FIN A-3726. 83/11/17. FRAHM, R. , WEINKAM, E. A. 

Reliability ic Risk Assessment Branch. 9pp. 28665:258. 


— 8501300407 Notifies that DOE work order will expire 831222. Requests 
appropriate paperwork for extending or completing 
project within 30 day s. Equipment purchased under or 
transferred to project should be returned to C Paugh. 

GRENIER, B.L. Technical Support Branch. FIN A-3726. 83/11/21. 

FRAHM,M. NRC - No Detailed Affiliation Given, Ip. 28665:267. 


— 8501300422 Std order for DOE work: "Probabilistic Evaluation of 
Limiting Conditions of Operation (LCD! Outage Times, " 
issued to BNL. 

SPEIS, T.P. Division of Safety Technology. SCHWELLER,D. 
Brookhaven National Laboratory. FIN A-3726-4. 20-84-142. 

84/01/06. 3pp. 28665:269. 


PR PROPOSED RULE 


8310200312 Forwards list of documents to be compiled & printout of all 
documents relevant to environ qualification of equipment at 
all operating p lants, except Fort St Vrain. Documents fall 
into 10 categories. 

CAL VO, J. A. Operating Reactors Assessment Branch. 48FR2729. 

83/10/05. Assistant Director for Operating Reactors. 1,600pp. 
28368: 001. 


8411150059 Comments on proposed rules 10CFR50 it 73 re access 
authorization program. Thorough psychological assessment 
recommended, including testing & interview for all employees 
w/unescorted access. 

BRUMER, S. Affiliation Not Assigned. 49FR30726 015. 84/11/05, 

CHILK, S. J. Office of the Secretary of the Commission. 3pp. 
27503: 145. 


8411200361 Requests extension of time until 850307 to submit initial 
comments on proposed rules 10CFR50 tt 73 re access 
authorization program. 

KEARNEY, U.J. Edison Electric Institute. 49FR30726 019. 84/11/15. 

CHILK, S. J. Office of the Secretary of the Commission. 2pp. 

27572: 140. 


8501030160 Comments on proposed rule 10CFR50 re backfitting process for 
power reactors. Serious considerat i on should be given to UCS 
position that Atomic Energy Act prohibits cost-benefit 
balanc ing. 

CUNNINGHAM, C. Federated Conservationists of Westchester County, Inc. 

49FR47034 001. 84/12/27. Docketing it Services Branch, 2pp. 

28163: 029. 


8501030162 Comments on proposed rule 10CFR50 re conversion of highly 
enriched U to low enriched U for training reactors. Opposes 
rule. Rule would not significantly increase safety or 
security. 

TUCKER,S. Affiliation Not Assigned. 49FR27769 135. 84/12/21. 

Docketing Sc Services Branch. Ip. 28162:359. 


8501030173 Comments on proposed rules 10CFR50 «e 73 re access 
authorization program. Opposes rules. Regulation would be 
infringement on individual rights. 

MEYER, R.N. Professional Reactor Operator Society. 49FR30726 101. 
84/12/17, FONNER Office of; the Executive Legal Director. Ip. 
28163: 153. 


8501070255 Comments on proposed rule 10CFR50 re rev of backfitting 
process. S#ppotrbs jCornmissioner Asselstine proposed 
alternaiiive rule. 

NEMETHYi®; Ecology/AIert. 49FR47034 003. 84/12/30. Docketing «< 

^Services Branch. Ip. 28202:043. 


8501070258 Comments on proposed rule 10CFR50 re property insurance 
requirements for nuclear power p lant s. Di sagrees that rule 
sufficiently flexible to permit util to demonstrate adequate 
financial surety by variety of means. 

GOODMAN, L. Affiliation Not Assigned. 49FR44645 001. 84/12/28. 

Docketing & Services Branch. 2pp. 28204:291. 


8501070265 Comments on proposed rule 10CFR40 re plan to incorporate 
portions of EPA 40CFR264 j S ubparts F & K rules in NRC 
regulations. Recommends change in wording to allow 500 meter 
buffer zone around tailings facility. 

WICKS, F.D. Getty/Petrotomics Co. 49FR46425 001. 84/09/20. 

Docketing & Services Branch. 4pp. 28204:294. 


8501070266 Comments on proposed rule 10CFR50 re increase in property 
insurance for nuclear power p lants. Supports rule. 

NEMETHY, E. Ec ology /A1 ert. 49FR44645 002. 84/12/27. Docketing it 

Services Branch. Ip. 28204:290. 


8501070271 Comments on proposed rule 10CFR50 re mandating training 
reactor conversion from highly enriched to low enriched 
fuel. Opposes rule. Money required for conversion could be 
better spent supporting R&D efforts. 

TRIPP, L.E. Affiliation Not Assigned. 49FR27769 136. 84/12/28, 

Docketing & Services Branch. Ip. 28204:289. 


8501070323 Comments on proposed rules 10CFR40 re mill tailing 
regulations. Deleting or modifying prescriptive requirements 
for std design features not recommended. 

NEMETHY, E. Ecology/Alert. 49FR46418 001. 84/12/29. Docketing St 

Services Branch. 2pp. 28202:092. 


8501080129 Requests extension of time to comment on proposed rule 
10CFR40 re U mill tailings regulations. 

BOGGS, L. A. American Mining Congress. 49FR4641S. 85/01/04. 

CHILK, S. Office of the Secretary of the Commission. 2pp. 

28232; 307. 


8501080146 Comments on proposed rules 10CFR50 8c 55 re new requirements 
for reactor operator licenses. NRC should issue licenses to 
individuals actually operating plants. 

MEYER, R.N. Professional Reactor Operator Society. 49FR4642e 001. 
84/12/18. NRC - No Detailed Affiliation Given. 2pp. 28232:090. 


8501080284 Comments on proposed rule 10CFR50 re rev to backfitting 
process for power reac tors, Def ini tion of backfitting should 
include both cause Sc effect. Costs should be considered in 
analysis. 

GOODMAN, L. Affiliation Not Assigned. 49FR47034 003. 84/12/28. 

Docketing & Services Branch. 2pp. 26232; 170. 


8501080404 Requests extension to 850301 to comment on proposed rule 
10CFR40 re U mill tailings regulations, groundwater 
protection Sc other issues. 

STAUTER,J. C. Kerr-McGee Corp. 49FR46425. 85/01/03. CHILK, S. J. 

Office of the Secretary of the Commission. Ip. 28231:038. 


B501080415 Requests extension of comment due date on proposed rule 
10CFR40 re conformance of NRC mill licensing Sc groundwater 
stds to EPA active site radiological stds. 

B OGDEN, G. Western Nuclear, Inc. (subs, of Phelps Dodge Corp. ). 
49FR4641S. 85/01/04. CHILK, S. J. Docketing Sc Services Branch. Ip. 

28230:223. 


8501080442 Comments on proposed rule 10CFR50 re changes in property 
insurance requirements for NRC licensed nuclear power 
plants. Rule conditionally acceptab le. Primary insurance 
should be maintained to meet current financial obligations. 

COOK.K. W. Louisiana Power Sc Light Co. 49FR44645 003. 85/01/04. 

Docketing Sc Services Branch. 2pp, 28230:234. 


8501080451 Comments on proposed rule 10CFR50 re changes in property 
insurance requirements for NRC licensed nuclear power 
plants. Mod to wording of 10CFR50. 54(w) <3) proposed. 

THORPE, J.R. General Public Utilities - GPU Service Corp. 49FR44645 
004. 85/01/04. CHILK, S. Docketing Sc Services Branch. 2pp. 

28231: 050, 


8501080453 Requests extension of comment period to 850125 on proposed 
rule 10CFR40 re conformance of NRC U mill tailings 
requirement to EPA stds. 

SHUEY, C. Southwest Research and Information Center. 49FR46418. 
85/01/04. CHILK, S. Office of the Secretary of the Commission. Ip. 
28231 : 026. 


8501080454 Requests extension of comment period to 850125 on proposed 
rule 10CFR40 re disposal of U mill tailings, 

MARTIN, U.B. Environmental Defense Fund. 49FR464ia. 85/01/04. 

Docketing Sc Services Branch. 2pp. 28230:224, 
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8f5010S05a9 Requests extension until 850201 to comment on proposed rule 
10CFR40 re U mill tailings regulations. 

STAUTER.J. C. Kerr-McGee Corp, 49FR4641B. 85/01/03. CHILK. S. J. 

Office of the Secretary of the Commission. Ip. 28230:001. 


8501100217 Comments on proposed rule 10CFR50 re mandatory property 
insurance requirements for NRC licensed nuclear plants. 

Rule luould make purchasing & operating nuclear poujer plants 
more difficult for municipally ouined utils. 

WISENBURG* M. R, Houston Lighting & Power Co. 49FR44&45 005. 
85/01/07. Docketing & Services Branch. 2pp. 28293: 104. 


8501100264 Comments on proposed rule 10CFR50 re changes in property 
insurance requirements for licensed nuclear power plants. 

Current 10CFR50. 54<w) (3) should be retained. 

WaOD< J. C. Matthews & Branscomb. MOODj J. C. San AntoniOi TX* 
49FR44645 006. 85/01/07. Docketing it Services Branch. 2pp. 

28295: 361. 


8501100705 Submits summary of proposed amends to 10CFR55 & policy 
statement covering instructional programs it qualif ications 
for operator licensing on which public comment will be 
requested. 

PALLADINO* N. vJ. Commissioners. 84/12/31. SIMPSON* A. House of Rep 
Environment it Public Works. OTTINGER* R. L. House of Rep. » Energy it 
Commerce. UDALL* M. K. House of Rep.. Interior & Insular Affairs. 
2pp. 28356:035. 


— 8501100717 Proposed rules 10CFR50 & 55. "Dperator Licenses it Conforming 
Amend. “ Amend will clarify regulations for issuance of 
licenses to operators it senior operators & revise 
requirements it scope of written exams & operating tests. 

CHILK, S.J. Office of the Secretary of the Commission. 84/11/16. 

48pp. 28356:043. 


8501110189 Forwards final rule 10CFR50 deleting OLs from 820630 
deadline for environ qualification of electric equipment 
imposed by previous Commission order. Author will issue 
formal decision, per 10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
85/01/04. CURRAN. D. Harmon. Weiss 8< Jordan. Ip. 28368:195. 


— 8412170431 "Environ Qualification of Electric Equipment ; Removal of 
820630 Deadline." 10CFR50 final rule. Licensees expected to 
meet schedule per 10CFR50. 49. 

HOYLE, J, C. Office of the Secretary of the Commission. 84/11/13. 
17pp. 28368: 196. 


8501110198 Forwards final rule 10CFR50. del eting OLs from 820630 
deadline for environ qualification of electric equipment 
imposed by previous Commission order. Author will issue 
formal decision re public comments, per 10CFR2. 206. 

DENTON. H. R, Office of Nuclear Reactor Regulation. Director. 
85/01/04. DOHERTY. J.F. Doherty, J. F. Ip. 28368:213. 


8501110211 Forwards final rule 10CFR50. del eting OLs from 820630 
deadline for environ qualification of electric equipment 
imposed by previous Commission order. Author will issue 
formal decision re public comments. per 10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
85/01/04. PROUDMAN. S. Wisconsin's Environmental Decade. Ip. 
28368; 231. 


8501110217 Forwards final role 10CFR50. deleting OLs from 820630 
deadline for environ qualification of electric equipment 
imposed by previous Commission order. Author will issue 
formal decision re public comments, per 10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. Director. 
85/01/04. STERN. P. Maine. State of. Ip. 28368:249. 


6501110242 Requests extension of public comment period of at least 
15 days for proposed rule 10CFR40 re U mill tailings 
disposal, 

BERICK. D. Eriyirohmental Policy Institute. 49FR4641S. 85/01/04. 

Docketing & Services Branch. 2pp. 28309:361. 

8501140115 "Export it Import of Equipment it Natl." lOCFRilO. correcting 
typos in 841203 FR notice, 

* NRC - No Detailed Affiliation Given, 49FR49S41, 04/12/24, ip. 

28390; 286. 


8501140289 Requests public comment period on proposed rule 10CFR50 
re emergency planning Sc preparedness at production St 
utilization facilities be extended to 650222. 

COLLINS, P.F. KMC. Inc. 49FR49640. 85/01/07. CHILK Docketing S< 

Services Branch. 2pp. 28362:058. 

8501140297 Comments on proposed rule lOCf^R4Q.p€| 0;.milj 

regulations. Commission seems preoccupied' w/turf conflict® 
w/EPA than in timely promulgation of 

regulations* J ' 

BERICK. P. Ehyironmental Policy Institiutevj-V-^P^^^'S' 85/01/10. 

NRC No Datailed Affiliation Given'. 180. 


8501140302 Comments on proposed rules 10CFR40 re U mill tailing 
regulati ons. Proposed changes fail to meet requirements laid 
down by Congress for NRC conformance. 

YEAGER. B.B. Sierra Club. 49FR46425 003, 85/01/10. Docketing Sc 

Services Branch. 2pp. 28360; 125, 


8501140339 Comments on proposed rule 10CFR40 re conforming NRC U mill 
tailing requirements to EPA stds. Adoption of more 
restrictive regulation to assure long-term safe isolation of 
U from environ recommended. 

KEPFORD. C, . JOHNSRUD, J. H, Environmental Coalition on Nuclear Power, 
49FR4641S 002. 85/01/09. Docketing Sc Services Branch. 15pp- 

28359; 176. 


— 8501140354 "Analysis of Control Stds for Long-Term Containment of 
U Tailings. " 

JUNGE. W. R. . DE2MAN, L.E. Colorado. State of. 49FR46418. 83/06/30. 

liapp. 28359: 191. 


8501140345 Comments of proposed rule 10CFR50 re offsite emergency 
planners not required to consider earthquake effects on 
reactors. Engineers that produced estimates possibi lities. not 
unbiased Sc objective group. 

ASCHENBRENNER Affiliation Not Assigned. 49FR49640 001. 85/01/04 

Docketing Sc Services Branch. Ip. 28359:310. 


8501150114 Comments on proposed rules 10CFR50 Sc 73 re access 
authorization program. Concurs w/current sys of screening 
employees for unescorted access. 

HUFHAM. J. W. Tennessee Valley Authority. 49FR30726 102. 85/01/07. 

Docketing Sc Services Branch. 10pp. 28380; 128. 


85011501.30 Comments on proposed rule 10CFR73 re review of potential 
conflicts between safeguards Sc safety requirements. Proposed 
rule does not allow licensee safeguards plan that would 
hinder mitigation of accident. 

LEWIS.M. Lewis. M. 49FR30735 007. 85/01/11. NRC - No Detailed 

Affiliation Given. Ip, 28386: 133. 


8501150260 Comments on proposed rule 10CFR40 re U mill tailing 
requirements. Opposes rule. 

LEWIS.M. Lewis. M. 49FR46418 008. 85/01/08. NRC - No Detailed 

Affiliation Given Ip, 28388:070. 


8501150328 Comments on proposed rule 10CFR40 re U mill tailings 
regulations. Monitoring of ambient radon necessary part of 
any long-term care program, contrary to approach in NRC 
proposed Footnote 1. 

HA2LE. A. J. Colorado, State of. 49FR4641B 007. 85/01/08, 

Docketing Sc Services Branch. 3pp. 28382:197. 


— 8501150333 Rev 0 to "Policy on Rules for Disposal of Tailings 8< Other 
Wastes at Source Matl Mills. " 

HAZLE, A, J. Colorado. State of. 49FR464ia. 84/02/01. 3pp. 

28382. 302. 


8501150339 Comments on proposed rule 10CFR40 re U mill tailings 
regulations. EPA did not address question of when disposal 
must take place. NRC should fill regulatory gap by adopting 
requirements for disposal of tailings. 

YUHNKE. R. E. . MARTIN, J. B. Environmental Defense Fund, 49FR4641S 005. 
85/01/09 Docketing ?c Services Branch 49pp, 28386' 164. 


8501150344 Comments on proposed rule 10CFR40 re U mill ta i 1 ing s . Chang e 
proposed for Criterion 3 supported. Proposed ref in text to 
design S< Footnote 1 of Criterion 6 opposed. 

RAPKIN. A. Illinois, State of. 49FR464ia 006. 85/01/09. 

Docketing it Services Branch. 3pp, 28388; 126. 


8501150366 Comments on proposed rules 10CFR40 re conformance of NRC 
U mill tailings regulations to EPA stds. Substantive 
requirements of Solid Waste Disposal Act should be 
paraphrased to apply directly to mill tailings situation. 
BLANCHARD, B. Interior, Dept. of. 49FR4641S 009. 85/01/11. 

Office of the Secretary of the Commission. 2pp. 28386:141. 


8501180324 Comments on proposed rule 10CFR50 re emergency planning & 
preparedness. Preparedness in case of earthquake should be 
considered in rule. 

HETRICK. D.C. Affiliation Not Assigned. 49FR49640 003. 85/01/11. 

Docketing 8c Services Branch. Ip. 28454; 125. 


8501180329 Comments on proposed rule 10CFR40 re conforming NRC U mill 
tailings regulations to EPA stds. NRC reasons for conforming 
regulations to only portion of EPA stds insufficient. 

HIRSCH. A. Environmental Protection Agency. 49FR46418 010. 

85/01/04. CHILK. S Office of the Secretary of the Commission. 4pp. 
28453: 179. 
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8501230328 Requests extension of deadline to 850255 for commenting on 
proposed rule 10CFR50 re emergency planning rule Extension 
required because of holidays & participation in TMI restart 
h eari ng s. 

CURRAN. D. Harmon. Weiss & Jordan. CURRAN. D. Union of Concerned 
Scientists. 49FR49640. 85/01/16. CLEMENTS. W. Docketing & Services 

Branch Ip 28510 121. 


8501230335 Comments on proposed rule 10CFR50 re ending requirement to 
consider potential earthquakes in planning evacuation 
procedures. Opposes rule. 

GREENMAN. J. N. Affiliation Not Assigned. 49FR49640 004. 85/01/17. 

Docketing & Services Branch. Ip. 28509:063. 


8501230394 Comments on proposed rules 10CFR40 re U mill tailings. 

Opposes rule. Single unified set of NRC regulations, 
incorporating comparable portions of Solid Waste Disposal 
Act. appropr iate. 

LACKER. D.K. Texas. State of, 49FR46418 Oil. 85/01/11. Docketing 
& Services Branch. 3pp. 28512: 171. 


8501230397 Comments on proposed rule 10CFR50 re elimination of 
consideration of earthquakes & evacuation, Extension of time 
for response requested. 

CARSCADEN. J. Affiliation Not Assigned. 49FR49640 85/01/15. 

Commissioners. Ip. 28511:221 


8501230412 Comments on proposed rule 10CFR50 re eliminating use of 
highly enriched U in NRC licensed nonpower reactors. Supports 
rule. 

ROSE. M. Affiliation Not Assigned. 49FR27/69 137. 85/01/15. 

PALLADINO, N. J. Commissioners. 6pp. 28511:159. 


8501230434 Package of two comments opposing proposed rule 10CFR50 re 
elimination of consideration of earthquakes in safety 
assessments for nuclear power plants. 

BRITTON. K.i GRAHAM. J. Affiliation Not Assigned. 49FR49640. 
85/01/18. Docketing it Services Branch. 2pp 28511:117. 


8501280007 Comments opposing proposed rule 10CFR50. 109 re rev to 
backfitting process for power reactors. 

HIATT. S.L. Ohio Citiiens for Responsible Energy, 49FR47034 004, 

85/01/15. NRC - No Detailed Affiliation Given. 5pp. 28570:037. 


8501280099 Comments on proposed rule 10CFR50 re elimination of 
consideration of earthquakes in emergency planning Supports 
rule. 

SIEBER, J. D Duquesne Light Co 49FR49640 010. 85/01/18. 

Docketing i< Services Branch Ip. 28569:299. 


8501280106 Comments on proposed rule 10CFR2 re request for issuance of 
appropriate protective order for confidential informant. 

Request would involve unnecessary paper p ush ing . 

NEMETHV.E. Affiliation Not Assigned. 49FR50189 001. 85/01/22. 

Docketing St Services Branch. Ip. 28569:300. 


S501280117 Comments on proposed rule 10CFR50 re elimination of 
consideration of earthquakes in emergency planning. Public 
should be given 6 months to comment on proposal. to enhance 
NRC ability to defend course adopted. 

HOGAN, J; P. GA Technologies. Inc. /General Atomic Co. 49FR49640 008. 
85/01/17. Docketing St Services Branch. 2pp, 28567:029. 


8501280124 Requests 30-day extension for public comment on proposed 
rule 10CFR50 re elimination of consideration of earthquakes 
in emergency preparedness planning, 

BELL. N. Nuclear Information & Resource Service. 49FR49640. 
B5/0I/17. CHILK.S, Office of the Secretary of the Commission. 
CLEMENTS. W, Docketing Services Branch. 2pp. 28569:005. 

8501280131 Package of five comments opposing proposed rule 10CFR50 re 
elimination of consideration of earthquakes in emergency 
planning. 

BYRNES, T., THOMAS, J.B., CAFFREY. C. M. Affiliation Not Assigned, 
49FR49640 85/01/22. Office qf the Secretary of the Commission. 

7 pp. 28569:029. 

8501280286. Par, fcA'ggH -of -four qomments ot» proposed rule 10CFR50 re 
requirei»e;nts tq consider potential earthquakes in offsite 
emergency plannin^j Role #p6sed dire to concern for health St 
safety of constityenGy & American people. 

ROGERS. 8. J, . PHiLLIP. M, B. , HARTMAN. J Affiliation Not Assigned. 
49FR4964G, 85/01/24. Office of the Secretary of the Commission. 

4pp. 2S569: 309. 


8501280313 Comments' on proposed rule 10CFR50 re requirements to 
consider pot:ential ear thq-uafces in offsite emergency 
planTung:. Requests 30-day extension in order to fully comment 
on rule. Advanced notice on rule not received. 

SILVER, S. Affiliation Not Assigned. 49FR49640, 85/01/18 NRC 

No Detailed Affiliation Given 2pp 28567:038. 


8501280447 Comments on proposed rules 10CFR40 re amend NRC regulations 
to conform to EPA 40CFR192 stds St advanced notice of 
proposed rulemaking re groundwater protection provisions. 

NRC J. Agreement States should review changes to stds. 

KIRNER.N. P. Washington, State of. 49FR4618 013. 85/01/10. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
3pp. 28564:053 


8501260464 Comments on proposed rule 10CFR50 re exclusion of 
c onsi deration of potential impact of earthquakes on 
emergency p 1 anning. Sup p orts rule. 

CQUNSIL.W, G. Connecticut Yankee Atomic Power Co. COUNSIL. W. G. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
CQUNSIL.W. G. Northeast Utilities. 49FR49640 015. 05/01/22, 

CHILK. S. J. Office of the Secretary of the Commission. 3pp. 
28564: 056 


8501280482 Comments on proposed rule 10CFR50 re alternatives to 
earthquakes & emergency p lanning. Rec ommends first 
alternative re codification of Commission decision be 
adopted. 

SHIFFER. J. D. Pacific Gas 8* Electric Co. 49FR49640 014. 85/01/22, 

Docketing & Services Branch Spp. 2S565: 148. 


S5012B0483 Requests 30-day extension to comment on proposed rule 
lOCFRSO re exclusion of consideration of potential impact 
of earthquakes on emergency planning at nuclear reactor 
sites. 

CULVER. N. San Luis Obispo Mothers for Peace. 49FR49640. 85/01/21. 

Office of the Secretary of the Commission. Ip. 28565:147. 


8501280512 Comments on proposed rules lOCFRSO & 55 re improving basis 
for developing & conducting operator licensing exams. 

Proposal beneficial to operators understanding of licensing 
requirements. Areas needing resolution listed. 

LABARGE. D. E. Professional Reactor Operator Society. 49FR46428 002. 
85/01/16. Docketing 8c Services Branch. 6pp, 28565:026. 


8501280539 Comments on proposed rules lOCFRSO S< 55 re improving basis 
for developing St conducting operator licensing exams. 

Submission of repts re annual performance tests should be 
deleted. 

ELLIOTT. N.S. Babcock St Wilcox Co. 49FR 46428 003. 85/01/14. 

Docketing & Services Branch. Ip. 28563:099, 


8501280575 Comments on proposed rule lOCFRSO re exclusion of 
earthquakes from consideration in emergency plans of nuclear 
power plants. Opposes rule. Extension of comment period 30 
days from 650122 requested. 

HEIM, S. F. Affiliation Not Assigned. 49FR49640 016. 85/01/21. 

Office of the Secretary of the Commission. 200pp. 28563:103. 


8501300388 Comments supporting proposed rule lOCFRSO that impact of 
concurrent earthquake in emergency planning need not be 
considered. 

MURRAY, R.L. Af f i 1 1 at i on Not As s i g ned. 49rR49640 022. 85/01/21. 

Docketing St Services Branch Ip. 28641:357. 


8501300396 Comments on proposed rule lOCF’RSO re policy of not 
considering effects of earthquakes in emergency planning for 
nuclear power p lants. Opposes rule because of possibility of 
malfunction at Diablo Canyon during major temblor. 

PARR.M. C. , COLLIER, R. L. . O'CONNELL. C. Affiliation Not Assigned, 
49FR49640 021, 85/01/30. Office of the Secretary of the 

Commission. Spp. 28642:027. 


8501300410 Comments on proposed rule lOCFRSO re rev to backfitting role 
for power reac tors. Supports rule. AIF comments endorsed. 

KANE, D. W. Sargent 5< Lundy, Inc. 49FR47034 006. 85/01/22. 

CHILK. S J. Office of the Secretary of the Commission. 5pp. 

28641 358, 


8501300428 Comments opposing proposed rule lOCFRSO re consideration of 
earthquakes in emergency planning for nuclear plants. 

PETERSEN, K., NELSON, B. . SCHMIDT, 0, Aff i 1 iation Not Assigned. 

49FR49640 025. 85/01/25. Office of the Secretary of the 

Commission. Ip. 28641.353. 


8501300438 Comments on proposed rule lOCFRSO re consideration of 
earthquakes in emergency planning for nuclear plants. Rule 
opposed due to failure to consider effects of earthquakes in 
emergency planning. 

BROWN.L,. SHARIT.M.D., BROWN, E, M, Affiliation Not Assigned. 
49FR49640 024 85/01/25 Office of the Secretary of the 

Commission. Ip. 28642:032. 


8501300446 Comments on proposed rule lOCFRSO re rev to backfitting 
process for power reac tors. Disagrees w/proposed method for 
mgt of backf its. Bac kf i ts should be imposed through rules, 
regulations or orders. Spec if ic comments end 

ZIMMERMAN, S R Carolina Power «< Light Co. 49FR47034 013. 85/01/28. 

CHILK, S.J. Office of the Secretary of the Commission. ■^pp. 

28642; 033. 
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3501300453 Comments on proposed rule 10CFR50 re emergency planning & 
preparedness for production S< utilization facilities. 

Inclusion of consequences of earthquake in development of 
emergency response plan for nuclear plants inappropriate. 

BRADBURY, R. B. Stone & Webster Engineering Corp. 49FR49640 032. 
85/01/25. Office of the Secretary of the Commission. 6pp. 

28641 : 343. 


8501300471 Comments on proposed rule 10CFR50 re changes in property 
insurance requirements for NRC licensed nuclear power 
plants. Rule regulating dispersal of insurance proceeds 
opposed based on sufficient controls already in place. 

RUSHMORE, J. W. Niagara Mohawk Power Corp. 49FR44645 007. 85/01/25. 

CHILK# S. J. Office of the Secretary of the Commission. 4pp. 

28641: 252. 


8501300478 Comments on proposed rule 10CFR50 re policy of not 
considering earthquakes in emergency planning for nuclear 
p lants. Opposes rule, 

FITZGERALD, P. , BOYD, S. L. , LOUMIS. M. Aff i 1 iation Not Assigned. 
49FR49640 031. 85/01/29. Office of the Secretary of the 

Commission. Ip. 28641:259. 


8501300488 Comments on proposed rule 10CFR50 re rev to backfitting 
process for power reactors. Role provides substantive control 
of NRC backfitting assuring limited util resources allocated 
to improve safety of plant. 

WOOD,P. J. Delian Corp. 49FR47034 014. 85/01/29. CHILK, S. J. 

Office of the Secretary of the Commission. 8pp. 28641:260. 


8501300510 Comments on proposed rule 10CFR50 re revised backfitting 
rules. PRA is valuable engineering tool, but should not be 
excessively relied upon for current regulatory purposes. 

HARRIS, J.D. Affiliation Not Assigned. 49FR47034 007. 85/01/24. 

NRC >• No Detailed Affiliation Given. 6pp. 28641:033. 


8501300517 Comments on proposed rule 10CFR50 re revised backfitting 
process for power reac tors. Cost of changes & UCS arguments 
should be considered in controlling effects of regulatory 
process. 

e Northeast Utilities. 49FR47034 012. 85/01/23. CHILK, S. Office 

of the Secretary of the Commission. 3pp. 28641:235. 


8501300519 Comments on proposed rule 10CFR40 re Criteria 6 on intended 
control of radon emissions from soi 1 . Requests that NRC 
remove ref to Rn-220 & Rn-228 from Criteria 6 it EPA 
reconsider thorium std, 

HOWARD, B. N. Utah, State of. 49FR46418 012. 85/01/11. Docketing 

& Services Branch. 2pp. 28641:039. 


8501300528 Comments on proposed rule 10CFR50 re revised backfitting 
process for power reactors, NRC procedures should be revised 
to require automatic formal review of NRC personnel changes, 
following approval. 

MOROWSKI, U. V. Bechtel Corp. 49FR47034 010. 85/01/25. Docketing 

it Services Branch. 2pp. 28641:001. 


8501300532 Comments opposing proposed rule 10CFR50 re backfitting. 
PARKYN, J. D. Affiliation Not Assigned. 49FR47034 Oil. 85/01/25. 
Docketing & Services Branch. 3pp. 28641:232. 


8501300539 Package of three comments supporting proposed rule 10CFR50 
re deletion of impact consideration of earthquakes on 
emergency planning it preparedness. 

KENYON, B.D. Pennsylvania Power it Light Co. WISENBURG, M. R. Houston 
Lighting it Power Co. SCHNELL, D. F. Union Electric Co. 49FR49640. 
85/01/26. Docketing & Services Branch. 6pp. 28641:052, 


6501300540 Comments on proposed rule 10CFR50 re revised backfitting 
rules. Revised backfit regulation different from 10CFR50, 49 
may be useful but Commission policy & NRC mgt discipline 
crucial. 

HOTCHKISS, W. Affiliation Not Assigned. 49FR47034 009. 85/01/22. 

NRC - No Detailed Affiliation Given. Ip. 28641:231. 


8501310264 Comments on proposed rule 10CFR50 fe rev of backfitting 
process for power reactors. Commission should identify St 
document existing requirements applicable to licensed 
facility to provide baseline for reviewing proposed changes. 
VAUGHAN, J.W. Energy, Dept. of. 49FR47034 017. 85/01/29. 

CHILK, S. J. Office of the Secretary of the Commission. 29pp. 
28658: 277. 


8501310270 Comments on proposed rule 10CFR50 re rev of backfitting 
process for power reactors. Supports rule. 

KEARNEY, J. J. Edison Electric Institute. 49FR47034 015. 85/01/28. 

CHILK, S. U. Docketing St Services Branch. 2pp. 28659:128. 


8501310277 Comments on proposed rule 10CFR5O re rev of backfitting 
process for power reactors. Revised backfitting process 
should also address backfitting that occurs via rulemaking. 

SCHERER, A, E. Combustion Engineering, Inc. 49FR47034 016. 85/01/28. 

Docketing & Services Branch 26pp. 28658:251. 


R501310419 Comments on proposed rule 10CFR50 re rev of backfitting 
process for power reactors. Supports AIF response to rule. 

VAN BRUNT, E. E. Arizona Public Service Co. 49FR47034 018. 85/01/25 

Docketing St Services Branch. Ip. 28656:104. 


PRM PETITION FOR RULEMAKING 


8411200356 Comments on petition for rulemaking PRM-20-15 re disposal 
of waste oil. Supports establishment of “de minimus" limit 
for disposal of radioactive oil it implementation of listed 
steps to reduce generation of contaminated waste oil. 

GHAVI,M. R. Source Technologies. 49FR36653 004. 84/11/16. 

Docketing & Services Branch. 4pp. 27570:290, 


8411200357 Package of two comments supporting petition for rulemaking 
PRM-20-15 re disposal of waste oils, 

SORENSEN, 6. C. Washington Public Power Supply System. SHIPPER, J. D. 
Pacific Gas & Electric Co. 49FR36653. 84/11/19. CHILK Office of 
the Secretary of the Commission, 2pp. 27571:086. 


S501030177 Comments on petition for rulemaking PRM-7-2 re closure of 
ACRS meetings. Potential problem of inadequate justification 
obvious. Federal Advisory Committee Act guarantees public 
participation in meetings. 

HELFRICH, R. E. Yankee Atomic Electric Co. 49FR43070 004. 84/12/27. 

Docketing it Services Branch. 2pp. 28163:026. 


6501030185 Comments on petition for rulemaking PRM-71-10 re regulating 
transportation of irradiated reactor fuel. Supports petition. 

STROHL, J. Wisconsin, State of. 84/12/26. CHILK,S. Office of the 
Secretary of the Commission. 3pp. 28163:023. 


8501290435 Forwards LA Bagby 850111 Itr informing that Amersham Corp 
wishes to withdraw 831028 petition for rulemaking PRM-35-4, 
Petition never published in FR. 

MXNOGUE, R. B. Office of Nuclear Regulatory Research, Director. 
85/01/24. Docketing & Services Branch. Ip. 28617:250. 


—8501290442 Requests withdrawal of 831028 petition for rulemaking 
PRM-35-4 re Group VI licensing of Ir-192 wire & pins. 

Petition may be resubmitted at later date. 

BAGBY, L. A. Amersham Corp. 85/01/11. BAGGETT, S. Material 
Certification it Procedures Branch. Ip. 28617:251. 


8501300291 Comments on petition for rulemaking PRM-20-14 re 
deregulation of scintillation fluids it animal carcasses 
containing tracer levels of radioactive matls. Supports 
rulemaking. 

MASSE, F. Massachusetts Institute of Technology, Cambridge, MA. 
49FR3667 049. 85/01/21. Docketing & Services Branch. 2pp. 

28643: 024. 


PRDJ PROJECTS - PREDOCKET LICENSING 


8501040308 Summarizes 841212 meeting w/util it Ridihalgh, Eggers & Assoc 
(REA) in Silver Spring, MD re REA dry storage cask topical 
rep ts. 

ROBERTS, J.P. Advanced Fuel 8< Spent Fuel Licensing Branch. 84/12/14, 
ROUSE, L. C. Advanced Fuel Jk Spent Fuel Licensing Branch. 2pp. 

28214: 360. 


8501080023 Forwards addl info re TSAR CASTOR leper M Mount request. 
MIGENDA, J. Gesellschaft fuer Nuklear Service, mbH. 24601. 
B4/12/17. ROBERTS, J.P. Division of Fuel Cycle & Material Safety. 
9pp. 28268:356. 


8501080512 Ack receipt of recent communication re addl info concerning 
pending topical rept on storage fot* Castor 1C it Castor V. 

Final stages of completing ultimate corporate strategy of US 
operations in progress. 

HARROLD, T. J. Gofer, Beauchamp, Hawes it Brown. 24602. 84/12/14. 

ROUSE, L.C. Advanced Fuel it Spent Fuel Licensing Branch. 2pp. 

28264: 325. 


8501100141 Requests remittance of application fee for review of Rev 0 
to "NUTECH Horizontal Modular Storage Sys for Irradiated 
Nuclear Fuel, 

WEISS, D. License Pt# jHanagiement Branch. 84/12/05. MASSEY, J, V. 
NUTECH Engineers, Inc. Ip. 283i'8; 101. 


— 8501100146 Forwards Rev 0 to Topical Rept NUH-OOl. "NUTECH Horizontal 
Modular Storage Sys for Irrarfiated Nuclear Fuel," for NRC 
r ■.view. Fee paid;: 

MASSEY, J.V. NUTECH ingiingers, Inc. JVM-8#^7l. 84/11/14. 

ROUSE, L, C, Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 
28318; 10^.- 
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—8501100151 NUH-001 ROO 

Rev 0 to “NUTECH Horiiontal Modular Storage Sys for 
Irradiated Nuclear Fuel." 

* NUTECH Engineers, Inc. 84/11/30. 450pp. 28318: 104. 


8501100540 Forwards "Topical SAR for Nuclear Assurance Corp Storage/ 
Transport Cask for Use at ISFSI" for review & approval. Fee 
paid. 

WOODHALL, C. B. Nuclear Assurance Corp. 24591. 84/12/13. ROUSE, L. C. 

Division of Fuel Cycle & Material Safety. 2pp. 28351:001. 


— 8501100542 "Topical SAR for Nuclear Assurance Corp Storage/Transport 
Cask for Use at ISFSI. " 

* Nuclear Assurance Corp. 24591. 84/12/31. 1,054pp. 28351:003. 


8501140121 Summarizes 841008 meeting ui/R Parizek & G Abdo of 
Pennsylvania State Univ re separation technique to locate 
it identify pattern of hydrocarbon plume. 

NICHOLSON, T. J, Advanced Fuel & Spent Fuel Licensing Branch. 
85/01/08. ROUSE, L. C. Advanced Fuel St Spent Fuel Licensing Branch. 
BERATAN, L. L. Earth Sciences Branch (post 840429). 3pp. 28390:240. 


— 8501140125 "Delineating Hydrocarbon Plumes Within Shallow Groundwater 
by Chromatographic Separation of Organic Volatiles Within 
Overlying Soil. " 

ABDO, G. Pennsylvania State Univ., University Park, PA. 84/10/08. 
23pp. 28390:243. 


8501140132 Summarizes 841030-31 meetings w/DOE, ORNL, USGS & West Valley 
Nuclear Svcs Ctr re kerosene migration & NRC disposal area 
characterization & environ assessment. Revised agenda end. 
BURKHAROT,W. Advanced Fuel & Spent Fuel Licensing Branch. 

NICHOLSON, T. J. Earth Sciences Branch (post 840429). 85/01/08. 

ROUSE, L. C. Advanced Fuel & Spent Fuel Licensing Branch. 

BERATAN, L.L. Earth Sciences Branch (post 840429). 4pp. 28390:206. 


8501230143 Forwards addl info re TSAR for Castor Ic, per request. 
MIGENDA, J. Gesellschaft fuer Nuklear Service, mbH. 24633. 
84/12/21. ROBERTS, U.P. Division of Fuel Cycle St Material Safety. 
3pp. 28536: 333. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8501020409 Final Part 21 St Significant Deficiency Rept SDR #163 re 
potential leakage path on Rosemount pressure transmitters. 
Initially reported on 841120. Transmitter s will be returned 
to Rosemount by 850601 for rework. 

KEMPER, J.S. Philadelphia Electric Co. SDR #163. 84/12/12. 

MURLEY,T. E. Region 1, Office of Director. 12pp. 28153:034, 24X 

Fiche: 50-352, 84/12/12, 8501020409. 


8501070061 Deficiency 8c Part 21 rept re quench cracks discovered in 
Sure Loc, Inc ASME Class 2 he* nuts. Suppl ier notified. Nuts 
will be replaced as necessary. 

TUCKER. H.B. Duke Power Co. 84/12/26. 0 'REILLY, U. P. Region 2. 

Office of Director. 2pp. 28234:024, 24X Fiche: 50-369, 84/12/26, 

8501070061. 


8501070316 Part 21 rept re fatigue cracks on fuel injection pump 
delivery valve holders of PC-2 St PC-2.3 emergency diesel 
generators. All valve holders w/improper radius will be 
replaced. 

MORIARITY, J. M. Colt Industries, Inc. 84/12/20. KEPPLER, J. G. 
Region 3, Office of Director. 7pp. 28202:085. 24X 

Fiche: 50-000, 84/12/20, 8501070316. 


8501070470 Final deficiency Se Part 21 rept re method of heat treating 
piston skirts installed in engines. Initially reported on 
841119, Defect! ve spare piston skirts will be shipped to TDI 
for stress relief operation, 

RDOT,R.W. Washington Public Power Supply System. GOl-84-0291. 
84/12/14. MARTIN, J.B. Region 5, Office of Director. 2pp, 

28217: 150. 24X Fiche: 50-460, 84/12/14, 8501070470. 


8501100769 Final Part 21 8c Deficiency Rept ( 55 C e ) -84-52 ) re failure of 
Topaz inverters. Initially reported on 841116, Topaz inverters 
will be removed 8< retained as spares. 

MANGAN, C.V. Niagara Mohawk Power Corp. C 55 CE) -84-52). 84/12/17 

STAROSTECKI, I?. Division pf Project Sc Resident Programs. 2pp. 

28345. 255. 24X Fiche: 50-410, 84/12/17, 8501100769. 


BW)li40119 Part 21 8c second interim deficiency rept, Item 139 re contact 
bounce of Wes^ingthouse temp channel test card. Initially 
reported on B3O620. Westinghouse will replace cards. Next rept 
will be submitted by 850902. 

PARSONS,R. M. Carolina Power 8c Light Co. NRC-306. 84/12/17, 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 28377:251. 24X 

Fiche; 50-400, 84/12/17, 8501140119. 


8501140185 Part 21 rept re lost adhesives on epoxy used to hold parts 
of chlorine probes together. Caused by high temp used in 
thermal aging. SScW 8c Bechtel advised of incident. 

MOONEY, E. F. High Voltage Engineering Corp. 85/01/07. Director's 
Office, Office of Inspection and Enforcement. Ip. 28361:227. 24X 

Fiche: 50-000, 85/01/07, 8501140185. 


8501140223 Part 21 & interim deficiency rept, Item 186 re metal fatigue 
of lugs on secondary disconnect of Siemens-Allis, Inc. circuit 
breakers. Initial ly reported on 840907. Lugs will be replaced 
& wiring retained in breaker. Final rept expected by 850215. 

PARSONS, R.M. Carolina Power St Light Co. NRC-308. 84/12/18. 

0 'REILLY, J. P. Region 2, Office of Director. 5pp. 28377:259. 24X 

Fiche: 50-400.84/12/18, 8501140223. 


8501140240 Part 21 8c second interim deficiency rept, Item 157 re 
swelling of internal seals in GH Bettis operators on Ruskin 
supplied HVAC damper s. Initial 1 y reported on 831221. Lubricant 
Sc seals will be replaced. Next rept expected by 850228. 

PARSONS, R.M. Carolina Power St Light Co. NRC-307. 84/12/18. 

0 'REILLY, J. P. Region 2, Office of Director. 4pp. 28378:002. 24X 

Fiche: 50-400, 84/12/18, 8501140240. 


8501150425 Final Part 21 8c deficiency rept, Item 110 re piston skirt 
castings on TDI emergency diesel engine generator sets. 

Initially reported on 821216. New AE piston skirts awaiting 
instal lation. 

PARSONS, R.M. Carolina Power 8c Light Co. 110. 84/12/12. 

O'REILLY, U. P. Region 2. Office of Director. 4pp. 28414:313. 24X 

Fiche; 50-400, 84/12/12, 8501150425. 


8501150441 Final Part 21 8< deficiency rept. Item 184 re incorrect matl 
used in 6,000 lb reducers. Initially reported on 840910. 

Fittings shipped back to Southwest Fabricating Co. New 
replacement fittings received at site in Sept 1984. 

PARSONS, R.M. Carolina Power Sc Light Co. NRC-304. 84/12/13. 
O'REILLY, J. P. Region 2, Office of Director. 4pp. 28414:285. 24X 

Fiche: 50-400, 84/12/13, 8501150441. 


850115044B Final deficiency Sc Part 21 rept re Westinghouse on-line test 
circuit for solid state protection sys. Initially reported on 
820909. Mod issued to ensure detection of potential 
undetectable test panel circuit failure. 

PARSONS, R.M. Carolina Power 8c Light Co. NRC-300. 84/12/04. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 28414:300. 24X 

Fiche: 50-400, 84/12/04, 8501150448. 


8501150453 Part 21 Sc first interim Deficiency Rept NCR 3675 re 
excessive wiring defects in BScW cabinets. Initially reported 
on 841114. Condition referred to ofc of engineering for 
further evaluation. Next rept due by 850613. 

HUFHAM, J. W. Tennessee Valley Authority. NCR 3675. 84/12/12. 

O'REILLY, J. P. Region 2, Office of Director. 2pp. 28414:308. 24X 

Fiche; 50-438, 84/12/12, 8501150453. 


8501150463 Final deficiency Sc Part 21 rept re GH Bettis valve actuators 
w/potential stroking speeds greater than 15 s. Initially 
reported on 840917. 

HUFHAM, a W. Tennessee Valley Authority. 84/12/05. 0 'REILLY, J. P. 

Region 2, Office of Director. 2pp. 28414:259. 24X 

Fiche: 50-000, 84/12/05, 8501150463. 


6501160048 Final deficiency 8c Part 21 rept re BScW nonconservative 
analysis of neutron flux. Initially reported on 601105. 

Initial condition operating limits on rod position Sc axial 
offset revised. 

HUFHAM, J. W. Tennessee Valley Authority. 85/01/04. O'REILLY, J. P. 
Region 2, Office of Director. 2pp. 28420:299. 24X 

Fiche: 50-438, 85/01/04, 8501160048. 


8501160096 Interim deficiency 8c Part 21 rept re GH-Bettis damper 8c 
valve actuators. Initially reported on 831 1 18. Actuators 
listed in end will be serviced w/new seals Sc Dow Corning 
Molykote 44 lubricant prior to fuel load. 

FOSTER, D.O. Georgia Power Co. GN-491. 84/12/06. 0 'REILLY. J. P. 

Region 2, Office of Director. 7pp. 28420:302. 24X 

Fiche: 50-424, 84/12/06, 8501160096. 


8501160319 Part 21 rept re defect in PRC 84-42 Topaz inverter low 
voltage shutoff. Initia lly reported on 841006. GE initiating 
field disposition instruction for implementing corrective 
action. 

HALL,D. P. Illinois Power Co. U-10236. 85/01/02. KEPPLER, J, O. 

Region 3, Office of Director. 2pp. 28410:019. 24X 

Fiche: 50-461, 85/01/02, 8501160319. 


8501210104 Part 21 rept re incorrect insulating tape. Instructions 
governing handling of incoming matls fully adequate Sc if 
followed, would have prevented error, 

HQFFMAN.E.G. KeriteCo. (subs, of Harvey Hubbell, Inc.), B5/0i/ll. 

Region 1, Office of Director. 2pp. 28471:057. 24X 

Fiche: 50-000, 85/01/11, 8501210104. 
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8501210335 Interim Part 21 & Deficiency Rept 55-84-23 re Ruskin 
interlocking blade fire dampers. Initially reported on 
841203. Cause of deficiency will be determined by vendor. 
Investigation plan implemented. 

hall. D. P. Illinois Power Co. U-10237. 85/01/04. KEPPLER, J. O. 

Region 3, Office of Director. 3pp. 28494:273. 24X 

Fiche: 50-461 , 85/01/04, 8501210335. 


8501230198 Final Part 21 rept re defective valve operators. Initially 
reported on 841030. Control valve failures resulted from 
hydraulic fluid contamination & improper maint procedures 
which allowed aeration of hydraulic fluid. 

ERLACH.F.U. Paul-Munroe Hydraulics. Inc. 85/01/15. HURLEY. T. E. 
Region 1, Office of Director. 6pp. 28515:349. 24X 

Fiche: 50-000. 85/01/15. 8501230198. 


8501250061 Responds to FOIA request for documents re Automation 
Industries. Inc License 37— 0061 1—09. Forward s documents listed 
in App A. Div of Accounting will forward bill for 
reproduction costs. 

FELTON. J.M. Division of Rules and Records. 84/06/13. REED. K. C. 
Solton. Dunn & Hoore. 21pp. 28608:002. 


— 8501250294 Part 21 rept re defects discovered in new radioisotope 
exposure devices. Initial ly reported on 801223. Defect noted 
upon initial loading of exposure devices w/new spring-loaded 
disconnect sources. 

DELAVA. J.J. Navy, Dept. of. 80/12/24. ENGELKEN. R. H. Region 5. 
San Francisco. Office of the Director. 4pp. 28612:094. 


8501280104 First interim deficiency 8e Part 21 rept re failure of 
Ruskin fire dampers to close. Initially reported on 841211. 

Revised locking mechanism considered for horizontal dampers. 

Next rept by 850308. 

□PREA. G. W. Houston Lighting & Power Co. ST-HL-AE-1 167. 85/01/09. 

MARTIN. R.D. Region 4. Office of Director. 4pp. 28614:209. 24X 

Fiche: 50-498. 85/01/09. 8501280104. 


8501280330 Provides description of util plan for resolving design 
deficiencies in recently installed fire dampers. Di scussi ons 
w/vendor & Bechtel continuing. Plant will proceed w/startup & 
operate until Part 21 design deficiency corrected. 

MUSOLF. D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation. Director. 3pp. 28567:040. 24X 

Fiche: 50-263. 85/01/18. 8501280330. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYER. R. E. Transamerica Delaval. Inc. 85/01/22. Director ‘’s 
Office, Office of Inspection and Enforcement. 5pp. 28563:094. 24X 

Fiche: 50-000. 85/01/22. 8501280486. 


8501290393 Part 21 rept re possible field failure of Wellman Co space 
heaters on GE motors supplied w/pumps. Caused by 
carbonization of epoxy end plug St subsequent short-out of 
lead wires. Replacement heaters to be supplied. 

GANOUNG. P.A. Bingham-Wi llamette Co. QAG #85-14. 85/01/24. 

Vendor Program Branch. 4pp. 28620:340. 24X Fich e: 50-424. 85/01/24. 

8501290393, 


QA999 QUALITY ASSURANCE INSPECTIONS 


8501020310 Confirms postponement of QA program insp at Peru. IN plant, 
per 841210 telcon. Insp not rescheduled at present time. 

ZECH. G. G. Vendor Program Branch. 84/12/31. WEST. L. D. Square D 
Co.. Electromagnetic Industries. Ip. 28142:317. 


8501040200 Forwards data logger chart from 24 h dry run of LOCA test 
autoc lave, per G Hubbard request. Spray pH started at 10.5 Sc 
ended at 8. 6. 

LITTLEHALES. G. Rockbestos Co. 84/12/27. ZECH. G. G. Vendor Program 
Branch. 36pp. 28181:275, 


8501070088 Forwards QA Program Insp Rept 99900031/84-01 on 841001-04 Sc 
notice of noncomf ormancc. 

ZECH. G. G. Vendor Program Branch. 84/12/31. GANOUNG. P. A. 
Bingham-Willamette Co. 3pp. 28218:134. 


— 8501070090 Notice of violation from insp on 841001—04. 

* Vendor Program Branch. 84/12/31. Ip. 28218: 137. 


— 6501070095 Notice of nonconformance from insp on 841001-04, 
* Vendor Program Branch. 84/12/31. 4pp. 28216: 138- 


—8501070100 QA Program Insp Rept 99900031/84-01 on 841001-04. 
Nonconformance S< violation noted ; fifteen purchase orders to 
matl manufacturers Sc svcs vendors did not specify that 
10CFR21 would apply. 

CONWAY. J. 7., MERSCHOFF. E. W. Vendor Program Branch. 84/12/21. 
20pp. 28218: 142. 


8501070189 Informs that QA Program Insp Rept 99900277/84-02 mailed to 
alleger business address on 841212 w/handwritten note 
stating investigation complete. 

PETRDSINO. J. J. Vendor Program Branch. 85/01/03. MERSCHOFF. E. W. 
Vendor Program Branch. Ip. 28204:349. 


8501070282 Confirms QA program insp at Richmond. VA plant on 850110-11. 
per 841219 telcon. 

ZECH, G. G. Vendor Program Branch. 85/01/03. TYLER. J. Weidmuller 
Terminations. Inc. Ip. 28202:057, 


8501070356 Confirms QA program insp at Watertown. CT plant on 850107-08. 
per 841219 telcon. 

ZECH, G. G. Vendor Program Branch. 85/01/03. BERNARDINI, A. J. Litton 
Industries, Inc. Ip. 28202:350. 


8501080161 Forwards "Action Plan-Interim Rept 1" in response to 
nonconformance noted in QA Program Insp Rept 99900840/84-01. 
Plan documents substantial completion of agency 
formalization process & other listed commitments. 

DONOVAN, M. J. Cardinal Industrial Products Corp. 85/01/04. 
ZECH. G. G. Vendor Program Branch. 16pp. 28232:092. 


8501080301 Ack receipt of 841127 Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rept 
99900400/84-03. Response to Nonconformances B !e F will 
be reviewed during future insp. 

ZECH, G. G. Vendor Program Branch. 85/01/03. PRYOR, C. W. Babcock & 
Wilcox Co. Ip. 28233:170. 


8501090028 Forwards QA Program Insp Rept 99900827/84-01 on 841105-08 St 
notices of violation St noncomf ormance. 

ZECH, 0. G. Vendor Program Branch. 85/01/07. BEND, T. A. Elma 
Engineering Co. 2pp, 28258: 120. 


— 8501090036 Notice of violation from insp on 841105-08. 

* Vendor Program Branch. 85/01/07. 2pp. 28258: 122. 


—8501090038 Notice of noncomf ormance from insp on 841105-08. 
* Vendor Program Branch. 85/01/07. 3pp. 28258: 124. 


—8501090044 QA Program Insp Rept 99900827/84-01 on 841105-08. Violation St 
noncomf ormanc e noted : fai lure to post listed documents, 
failure to adopt appropriate documented procedures for 
listed activities Sc quality records not filed in File 5738. 

DLLER.R. E. , MERSCHOFF, E. W. Vendor Program Branch. 84/12/21. 

19pp. 28258: 127. 


8501090082 Ack receipt of 840921 Sc 1207 Itrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99900866/84-01. Implementation of corrective actions 
will be reviewed during future insp. 

ZECH, G. 0. Vendor Program Branch. 85/01/07, THORNTON. C. E. Hub, 
Inc. Ip. 28253:276. 


8501090112 Forwards QA Program Insp Rept 99900779/84-01 on 841022-25 
S< notice of nonconformance. 

ZECH. G. C. Vendor Program Branch. 85/01/07. HEIFNER. R. J. Nutherm 
International. Inc. 3pp. 28257: 180. 


—8501090120 Notice of nonconformance from insp on 841022-25. 
* Vendor Program Branch. 85/01/07. 3pp, 28257: 183. 


— 8501090131 QA Program Insp Rept 99900779/84-01 on 841022-25. 
Noncompliance noted: failure to maintain test records 
identifying type of observation, results Sc acceptability. 
OLLER, R. E. . MERSCHOFF. E. W. Vendor Program Branch. 84/12/21. 
19pp. 28257: 186. 


8501090214 Cbnfirms QA program insp at Richmond. VA plant on 
850128-0201. per B41220 telcon. 

ZECH. G. 0. Vendor Program Branch. 85/01/07. MASSENGILL. C. H. RECQ 
Industries. Inc. Ip, 28258; IBS. 


8501090333 Ack receipt of 840913 St 1210 Itrs informing NRC of steps 
taken to correct violation/noncorvFormance noted in QA 
Program Insp Rept 99900861/84 >-01. 

ZECH. G. G. Vendor Program Branch. 85/01/07. BENNETT, B, DuBose 
Steel. Inc. Ip. 28254:277. 
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SSC 1 UCKS48 Forward* QA Frogra® Insp Rept 999003SS/S4-0I on 841112-15 
& nsti::** o# nonconf ormancc Sc violation 

ZECH. S S Wtndor Progra® Branrfi- S5/C1/09 W2NDT. W E. Texas Bolt 
Co, 2pp 28317:258, 


—8501110050 Notice of violation from msp on 841112-15. 

* Winder Program Branch 85/01/09, Ip, 28317.260. 


— 9501110053 Notice of nonconformance from insp on 841112-15. 
a Vendor Program Branch 85/01/09. 4pp. 28317:261. 


— 9501110059 OA Program Insp Kept 99900888/84-01 on 841112-15. 
Nencompliance It violation noted: Section 206 of Energy 
Reorganization Act not posted in three areas of mfg facility 
*< no procedures existed for matl testing. 

COMNAV.JT, , rCRSCHOFF. E. W Vendor Program Branch. 84/12/21. 
21pp 26317:265 


8501210222 Forward* QA Program Insp Rept 99900323/84-01 on 840924-28 L 
notice of nonconformance. 

ZECH. C 0. Vendor Program Branch, 85/01/09. RAUTIOiW. S. Conax 
Corp 3 pp 28311:077 


’9501110223 Notice of nonconf ormaince from insp on 840924-28. 
* Vendor Program Branch. 85/01/09. Ip. 28311:080. 


— 8501110232 OA Program Insp Rept 99900323/84-01 on 840924-28. 

Noncemf limnce noted; serial numbers of calibr ei^uipment not 
recorded on MSW calibr record logs It only three of nine 
pieces designated for scrap indicated as scrapped. 

PAfmER.t. 8 » Pt)TAPCA/S. U. Vendor Program Branch. 84/12/06. 20pp. 

28311:001. 


8501150304 Forwards QA Program Insp Rept 99900003/84-01 . Request * 
evaluation of significance of findings. Ack of receipt 
requested. W/o end. 

JOHNSON, E. H. Region 4, Office of Director. 85/01/08. PILANT, J. M, 
Nebraska Public Power District. 2pp. 28381:356. 24X 

Fiche; 50-298, 85/01/08, 8501150304. 


8501150358 Forwards QA Program Insp Rept 99900882/84-01. Request* 
evaluation re quality & acceptability of product or svc 
provided by vendor. W/o end. 

JOHNSON,E.H. Region 4, Office of Director. 85/01/08. L 8 DDICK.R. S, 
Louisiana Power & Light Co. Ip. 28386: 139. 24X 

Fiche: 50-382, 85/01/08, 8501150358. 


8501150382 Forwards QA Program Insp Repts 99900765/84-01,99900343/84-01 
& 99900003/84-01, for info & ac t i on. Eval uat i on to determine 
significance of findings re quality It ac c ep tab i 1 ity of 
product or svc requested. W/o end. 

JOHNSON, E. H. Region 4, Office of Director. 85/01/08. CAHILL, N. J. 
Golf States Utilities Co. 2pp. 28379: 185. 24X 

Fiche: 50-458, 85/Ol/OB, 8501150382. 


8501170009 Forwards QA Program Insp Rept 99900090/84-01 on 841128-29 
It notices of violation It nonconformance. 

ZECH.G.G. Vendor Program Branch. 85/01/11. FERRINOER, M. Contour*, 
Inc. 2pp. 28445: 110. 


■8501170011 Notice of violation from insp on 841128-29. 

* Vendor Program Branch. 85/01/11. Ip. 28445: 112. 


-8501170012 Notice of nonconformance from in*p on 841128-29. 
* Vendor Program Branch. 85/01/11. 2pp, 20445: 113. 


8501110463 Forward* QA Program Insp Rept 99900081/84-02 on 840910-14 
It notice ef nonconformance. 

ZECH.0 « Vendor Program Branch. 84/12/18. VOLMER.C.J. Exxon 
Nuclear Co , Inc. <subs. of Exxon Corp.). 2 pp. 28362:256. 


—8503110465 Matiee of nonconformance from insp on 840910-14. 
a Vendor Program Branch. 84/12/18. 4 pp. 28362:258. 


—8501110472 QA Pregram Znsp Rept 99900081/84-02 on 840910-14. 
Noncomf liance noted: requirements re necessary action to 
rept significant errors in structural/dynamic/heat 
transfer computer codes not established. 

® Vendor Program Branch. 84/12/13. 24pp. 


850114M16 Forieard* 8 A Program Insp Rept 99900878/84-01 on 840827-31 
It notices of nonconformancB It violation. 

ZECH,G^C, Vendor Program Branch. 84/12/17, PONG I A, M. Phoenix 

Steel Corp. 3pp. 28377:304. 


—8501170015 QA Program Insp Rept 99900890/84-01 on 841128-29. Viol#tl on l« 
noncompliance noted: failure to adopt documented procedure* 
to provide for evaluating deviations It QA manual did not 
define QA manager authority St responsibilities. 

OLLER,R.E. , MERSCHOFF, E. W. Vendor Program Branch. 84/12/21. 9op. 
28445: 115. 


« 1 I ncuto in QA Proa 

Rept 99900286/84-01 on 840813-17. Corrective aeti on*: review 
will be made of all past & present contract* It Itr will be 
sent to each vendor for items applicable to Part 21 
°°rr ZSCH.O.B, V.ndor proji-.m Br.nel« 






S30117011Z R»pDTid, to NRC Itr r« noncon,ormonco notod In SA Prodr**) 
Insp Rept 99900883/84-01. Correct! V# actions; personnel 
instructed to screen all purchase order* to indicate 
applicability of 10CFR21 fk 10CFR50. 

cECH, G. G. Vendor Program Branch. 2pp. 26426:027. 


—8501140018 Notice of vialatien from insp on 840827-31 

* Vewdor Program Branch. 84/12/17. Ip. 28377 : 307 . 

— esoiieooao Notice of momceorformance from insp on 840827-31 

♦ Vewdor Program Branch. 84/12/17. 7 pp. 28377:308. 




^ 7 w-T*«sw-r iMT inrorming nrc of Widwi,* «« 

S I ^ violation noted in QA Program Inso 

will Implementation of corrective action* 

will be reviewed during future insp 

»IDB>-E,W.C. N.t,on.l 


****** 99900878/84-01 on 840827-31. 
***2 '^*. v iolation noted: failure to post Section 206 
Hmmrfmmsxation Act of 1974 Ic evaluate seamless 

I 8 ifp '^•'****®’' Program Branch. 84/12/17. 


100102 t«l con, granting 30-dag extension for 
’ip In^ Kept 99900681/84—01. Response 


85/01/07. ZECH.G.C. Vendor 


W0^/84-O3d 99900023/84-01 
w*i«#atie» of finding* re quality 
»r svc provided by vendors. W/o 

®«IFFIN,J.N. 

mm. 


review of QA Program 
on QA program 
% twstommrs disclosed. 

ZECH,G.G. 

07B. ■ 


°^r“84?023’^alliriJio^ 99900090/84-01 on 841128-29 

Vendor Program Branch. 85/01/17 
3, Office of Director. Ip. 28453: 170 


NORELXUS, C. E. Raglan 


per 8501l4°tBlcon. P^osram insp at Clifton, NJ plant on 850122-25# 
Co": '■ ?p, BAXTER, 8. CR.to* AUo, 

Responds to violate nna * « 

Program Insp Rept 999008B2/84-S/coSIIi ^ 
will be issued to Lincoln ei Correct ive action*: Itr 

requirement Ic Erdle added ti'a^oiSv^d P*T*t 21 

kotlowski,p.s., twentyfive j S 

2ECH.G. 0 . Vendor Progrem Dra^; s *^9^9* Co. 85/01/14. 

. progrem Branch. 3pp. 20515:355. 

8501230350 Ack receipt of 841 ion i 

correct nonconformance noted in informing NRC of step* tahan %a 
99900277/84-02. " Program Insp Rept 

Co. Ip. 28512; 025^^°^^*"' JONES# 0. A. Rochbastod 
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S501230417 Responds to nonconformance noted in QA Program Insp Rept 
99900081/84-02. Corrective actions: error repts received from 
suppliers & assessed & computer code control procedure being 
revised. 

V0LMER< C. J. Exxon Nuclear Co.# Inc. (subs, of Exxon Corp. >. 
85/01/14. ZECK, G. ©. Vendor Program Branch. 2pp. 28S1I:043. 


8501230559 Further response to FOIA request for documents re electrical 
equipment qualification of Rockbestos cable Sc NUREG-0040. 

Foruards documents listed in App B Sc ©.Documents also 
available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/07/20. GARDE* B. P. 
Government Accountability Project. 5pp. 28534:005. 


— 8501230571 Forwards QA Program Insp Rept 99900277/81-01 re RSS-6-100 
series coaxial cable. Action Items F02700150> 152i 153 Sc 169 
closed. Followup at TVA on notice of nonconformance 
recommended, W/o end. 

POTAPOVS* U. Vendor Inspection Branch. 81/12/10. LEWIS* R. C. 
Division of Resident Sc Reactor Project Inspection. Ip. 28534:010. 


— 8501230576 Closes out Action Item F02500084 re qualification testing 
addressed in end QA Program Insp Rept 99900277/81-01. 

W/o end. 

POTAPOVS* U. Vendor Inspection Branch. 81/12/10. LEWIS* R. C. 
Division of Resident Sc Reactor Project Inspection. Ip. 28534:011. 


— 8501230580 Closes out Action Item F02700171 from QA Program Insp Rept 
99900277/81-01 re failure of Rockbestos RSS-6-100 series 
coaxial cable* per 811210 memo. 

POTAPOVS* U. Vendor Inspection Branch. 82/03/01. LEWIS* R.C. 
Division of Resident Sc Reactor Project Inspection. Ip. 28534:012. 


— 8501230588 Forwards draft preliminary insp findings re Rockbestos Co 
equipment qualification program* per 830706 meeting. QA 
programmatic findings not addressed in overview. Related 
info end. 

POTAPOVS* U. Division of Vendor Sc Technical Programs. 83/07/11. 
NOONAN* V. Equipment Qualification Branch. 46pp. 28534:039. 


— 8501230593 Submits status of QA Program Insp Repts 99900277/83-01* 
99900277/83-02 Sc 99900277/83-04 re Rockbestos QA program on 
equipment qualification function not under program until 
1983 Sc review of technical problems. Related info end. 

PHILLIPS* H. S. Division of Vendor Sc Technical Programs. 83/09/22. 
COLLINS* J.T, Region 4* Office of Director. 8pp. 28534:099. 


— 8501230604 Submits interim response to QA Program Insp Rept 
99900277/83-01. Corrective actions; Isomed i x* Inc provided 
w/purchase order numbers for safety-related svcs purchased 
from Aug 1977-Aug 1982. Related info end. 

LITTLEHAUES* 0, Rockbestos Co, 83/11/08, POTAPOVS* U. Division of 
Vendor Sc Technical Programs, 4pp. 28534:107. 


— 8501230608 Forwards AS Masciantonio 830912 trip rept re exit review for 
QA Program Insp Rapt 99900277/83-04 concerning qualification 
not established for equipment qualification tests. W/o end. 

Telcon record dtd 831216 end. 

POTAPOVS* U. Division of Vendor Sc Technical Programs. 83/12/16, 
Division of Vendor Sc Technical Programs. 2pp. 28534: 111. 


— 8501230613 Disagrees w/Rockbestos Co re QA Program Insp Rept 99900277 
Part 2. b(5) concerning 40-yr life Sc aging parameters. Related 
info end. 

BENSON* J. J. Sandia National Laboratories. 84/04/11. HUBBARD* G, 
Region 4* Office of Director. 17pp. 28534: 136. 

— 8501230617 Ac k receipt of 840214 Sc 0329 Itrs responding to QA Program 
Insp Repts 99900277/83-01*02 Sc 04. Listed add! info re 
equipment qualification testing requested. Related info end. 
POTAPOVS*U, Division of Vendor jk Technical Programs. 84/05/15. 
REED, E. S. Rockbestos Co. 9;?)p.p, 28534:153. 


8501230609 FOTuyirii; Iw»p Bepi^ 99900282/84-01 on 840625-29, 

Insp results: AITS F027003M Te dimensional nonconformance 
Sc other pipe clamp #eficiences dosed out. W/o end. 

ZECH* G. G. Vendar Program Sranch. 85/01/17. OLSHINSKI* J, A. Region 
2* Office of Director. Ip. 28536:253. 



8501240233 Confirms OlA pjrogram insp at Hamden* CT plant on 850204-08* per 
850116 telcon. 

ZECHi G. G. Vendor Program Branch. 85/01/22. BARKER* D. Cameo 
Fittings Co. ■ ^ 

8501250011 Ack receipt of'l^l'aaK): Itr informing NRC of steps taken to 
correct nonconf qrWfPC* noted in QA Program Insp Rept 
99900879/84-01, U^s tad addl info requested. 

ZECH* G. 0. KEI-SERiM. Tioga Pipe Supply Co, * 

Inc. 2pp. 28^9:319. , 


8501250130 Responds to 841207 memo re allegation concerning vendors 
used at plant. Allegations re deficient QA programs partially 
substantiated based on 850107-08 Sc 09-11 insps of listed 
vendors. Insp repts documenting findings will be forwarded. 

ZECH*G. G. Vendor Program Branch. 85/01/23. NOONAN* V. S. Division 
of Licensing. 2pp. 28549:354. 24X Fic he: 50-445, 85/01/23. 

8501250130. 


8501250161 Confirms QA program insp at Medford.NY facility on 
850128-0201* per 850114 telcon. 

ZECH* G. G. Vendor Program Branch. 85/01/24. MOLNAR.J. American 
Environments Co. Ip. 28551:360. 


8501250170 Confirms 850103 telcon re removal of WM McNeill from future 
GA Technologies QA manual rev notices. 

ZECH*G. G. Vendor Program Branch. 85/01/24. HANSON* W. GA 
Technologies, Inc. /General Atomic Co. Ip. 28549:340. 


8501250274 Responds to NRC B50109 Itr re nonconformance noted in QA 
Program Insp Rept 99900323/84-01. Corrective actions: 

MS90 calibr record logs corrected on 840925 St review of 
balance of log sheets conducted. 

FARCHHIN* R. E. Conax Corp. 85/01/15. ZECH,G. G. Vendor Program 
Branch. 2pp. 28546:148. 


8501250293 Respondis to NRC 841004 request for further clarification of 
840820 response to nonconformance noted in QA Program Insp 
Rept 99900522/84-02. Corrective actions: field change requests 
authorixing one time deviation sent to project QA engineer. 
HINKELMAN.L. G. Bechtel Corp. 85/01/17. ZECH. 6. 0. Vendor Program 
Branch. 2pp. 28546:206. 


8501250514 Forwards QA Program Insp Rept 99900404/84-03 on 841001-05 
Se notice of nonconformance. 

ZECH* G. 0. Vendor Program Branch. 85/01/07. GALLAGHER* J. L. 
Westinghouse Electric Corp. 3pp, 28562:235. 


— 8501250516 Notice of nonconformance from insp on 841001-05. 
* Vendor Program Branch. 85/01/07. 3pp. 28562:238. 


— 8501250521 QA Program Insp Rept 99900404/84-03 on 841001-05. 
Nonconformance noted : procedure not available to review 
effects of computer program Sc sys errors on designs. 

MILAND.P. D. . ZECH.G. G. Vendor Program Branch. 85/01/04. 32pp. 

28562; 241. 


8501280463 Responds to NRC 850109 Itr re nonconformance noted in QA 
Program Insp Rept 99900888/84-01. Extension to reply date* due 
to assistant QA manager il Iness* requested. 

WINDT.W. E. Texas Bolt Co. 85/01/22. ZECH* G. G. Vendor Program 
Branch. Ip. 28565:063. 


8501280478 Confirms QA program insp at San Diego* CA plant on 
850225-0301* per 841211 telcon 

ZECH* G. G. Vendor Program Branch. 85/01/25. HOUSE*H. C. GA 
Technologies* Inc. /General Atomic Co. Ip. 28565:019. 


8501280541 Partial response to FOIA request for documents generated or 
received by NRC since 820331 re Hayward Tyler Pump Co. 

Forwards App A documents. Documents also available in PDR. 

Search continuing. 

FELTON* U.M. Division of Rules and Records. 83/10/21. LODGE* B. 
Dallas Morning News* Dallas* TX. 3pp. 28634:001. 


— 8501280569 Recommends that copies of Hayward Tyler Pump Co 

investigation 8< insp repts be sent to regions w/request for 
transmittal to affected licensees. Draft memo end. 

COLLINS* J.T. Region 4, Office of Director. 82/04/02. 

DEYOUNG. R.C. Director's Office* Office of Inspection and 
Enforcement. 3pp, 28634:041. 


— 8501280571 Responds to memo re Hayward Tyler Pump Co investigation/insp 
results concerning affidavit indicating pump bearings 
caused overheating. Issues not pursued by investigator. 

HERR, R. K. NRC - No Detailed Affiliation Given. 82/04/07. 

COLLINS, J.T. Region 4* Office of Director. Ip. 28634:044. 

—8501280581 Ack receipt of 830126 Itr responding to nonconformances 
noted in QA Program Insp Repts 99900345/82-02 & 82-03. Addl 
info rqqyested re mgt actions implemented to assure that QA 
training effectivisi 

PqTAPOVS*U. Region 4, Office of Director. 83/03/17. LYONS* B, P. 
Hayward Tyler Pump Co, 4pp. 28634:047. 


— 8501200585 Ack receipt of 030126 Si: 0408 Itrs responding to 

nonconformance noted $n QA Program Insp Repts 99900345/82-08 
8c 82-03. Addl info requested re suitability of flame 
straightened shafting (hails fHbr leiign svc conditions. 

POTAPDVS.U. Region 4* Office of Director. 83/05/13. LYONS, B. P. 
Hayward Tyler Pump Co. 2pp. 28634:051. 
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a* &3012A" 04Q8 It 0603 Itr* responding to 
■ ^atai i»» Pragrsm Insp JRepts 99900345/82-02 

«. «« mill »» rs^mieMed during future insp. 

V ieiitn 4. Office of Director, 83/07/08. LYONSj B. P. 
Co Ip 206:34-053. 


i OMi pt'af»'«e jnsp on 830825, per 83^04 telcon & 

#JiC ?’'22 Itr 

»*■: ' tM*- . tpgipr 4. Office of Director. 83/08/10. «ARTIN,R.L. 
C« !p 28634,054 


‘ !*W: 9 '*4 ta *itC 841217 Itr re nonconforeiance noted in QA 

I*!*# fept 99900870./ 84-01, Correct ive actions: 

^a; •§» tieies eiil Pe ai«inistered 8 nonconforeing 


t wi.i ie rJearig mmrkag t, 
i»ta£>« * .. Steel Carp, 

8 pp 28964 015. 


WiC i.^9c>4ei SA pregreai insp 

•902.ii-if.iir 850123 tplcon 
ZfCiw t Wtrsitr Pregree francp. 

Wring C» Ip. 30617 063. 


Peld in designated areas. 
85/01/11. ZECH. C. C. Vendor 

at Crandview.MO facility on 
85/01/28. VARCES.R. J. Rosfcin 


t. MM i„ a* Program 

I •# etpi 99900031 /•4-0 1 Corrective actions; trainino hald 
« *«tw»e**nf purchase orders t. external dept 

aa*^au npPatee e/cerrent procedures, 

90W- V i ii^fiaaHlillaawtte Co. 8 f 8 f-« 05 -i 2 
PreyrMt tran.Cli 30pp. 2B616; 188. 


85/01/23. ZECH.e. 0 . 


**?:-*ss;u*;.';rn •* "*"** pi-n* on 8 = 0 = 04 - 08 . 


8501070139 Forwards draft proposed R»v 1 to Reg Guide 4 , 17* *'Std 
Format & Content of Site Charac ter i zation Plans for High 
Level Waste Repositories." Publicatiion of end to occur 
after publication of related amend to 10CFR60. 

^ Repository Projects Branch (Post 831001). 84/10/2S. 

COOLEY, C.R. Energy, Dept. of. Ip. 28226:291. 


—8501070142 Draft Rev 1 to Reg Guide 4. 17, Task WM 404-4, "Std Format Sr 
Content of Site Characterization Plans for High Level Waste 
Repositories. " 

* Office of Nuclear Regulatory Research, Director. 84/09/30 

yyn n 9009.Z. • 


J Content of Site Character i zat i on Plans 

o, Nucf«r Pfovl.lon. 

4p p°^ ^28227 foor^*"^ Regulatory Research, Director. 04/09/30, 

?i:irnri:rsr“’ 

* ^ ^ Nuclear Power Plants. ” 

a^s'o's. RbSul^torg Re»«rch, Din. c tor. 84/ia/31 lOgp 


1.97?r. 3 a''cDncernin^ '"’"bT'U review r. conformance w/Reg Ouide 
rnl.;.! . emergencg reeponte cepebllltu 

Reg 

MILLER JO n I? 

MUsS.D.'m.' Branch 3 SL-ea-33. 84/ia/04, 

Fiche:50-a8a,B4/f2%S,M“i§orir'' ='*X 


Redletion 

■ #500^11 jjdtup •# vielatipn froa insp on 830524-27 

• ^ ^ 9. 8 .UU.# Affxl,.ti«„ 8 ^/«^^ lp. 28693:130. 

« ^"*** ®” 830524-27. 

99 aiie# Amiutim Given. 83/08/08. ip. 28693:131. 

“.rellrTeiL*;,:';: violation 

A N , PMfiULIP* M « *»J?’*?* ^9** of calibr. 

*%f mm 138 Vendor Program Branch. 83/08/05. 


eytoKTif 




••l4MM4f4 rntmmmmsm Me . , 

‘••‘Sint,*’ ‘ “BO'*-' B.S Bold. 

U^W BMCMkH ir''‘Kl.?rr‘J^e"" i«e.ctor Sef.guerd. 

%99o9iaiia. jgp^, ai*70^4 ^ E»»cwtiv» Dlractor for 


siofp. 


togp. 


•y*«n 5 K*i 

'SShSt sss***** 




oeneretlng ;iantT;nl;. 1 hi 5?“““ 

™ TAC siiaa. 84/,i/3o. 

Flche: =0-282. BA/Ujol Ss^uSSiev”'”’- 


NRC 


84i/ 12 / 31 . 

aasTa: 07 a. * 241 ^ 


Issue IIi!^d!^ 2 .* 3 ‘*& P 'op Jsid'drif t®»'’’'“S®f I** ’’••olution of Oentric 
CRGR review on groSJds tJ^t 114* R.v 2 from 

effort, w/o end involve insignificant 

S^yi^Jar?jrDirecto?.^^S^p. °^2 b34J*S72^***^**"*®*^*^”"*'*”*^ ^riforcBm^nt 

8501110068 Forwards 

»uhmittai of 

-X0M.0 « 

5501160266 Forwards Rev o ♦n nn 

Tr'isra -»Xu;n,';;:r.f- 

8501160472 Informs of effftT*+« * 

summary of 841217 „ 4 . 

■" 

8501180130 FDIA request 4 ny, o 

FflUeti.n 8 ,v.n. ,p. ^•'OS/OV. nrc - 

’••Ove.t for R.j, ould lo 
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8501180462 Confirms 841213 telcon re 841217 meeting ui/util at Region II 
per util request to discuss compliance ui/Reg Guide 1.63 at 
facility. 

□LSHINSKI, J. A. Region 2. Office of Director. 84/12/14. 

RiCHARDiJ. B. Mississippi Power & Light Co. Ip. 28464:347. 24X 

Fiche: 50-416, 84/12/14, 8501180462. 


8501210001 Ack receipt of 841212 Itr re 1983 review of State of TX 
radiation control program. Accepts invitation to visit 
Austin. Next program review meeting will discuss comments on 
use of Reg Guide 3. 1 1. 1. Related info encl. 

MARTIN, R.D. Region 4, Office of Director. 84/12/26. LACKER, D. K. 
Texas, State of. 101pp. 28497:036. 


8501210316 Notification of 850129 meeting w/util in Bethesda, MD to 
discuss SPDS, Reg Guide 1.97 & detailed control room design 
review status. 

ABELSON, H. I. Operating Reactors Branch 2. 85/01/15. VASSALLO, D. B. 

Operating Reactors Branch 2. Ip. 28496:351. 24X 

Fiche: 50-333, 85/01/15, 8501210316. 


8501220314 Forwards updated info re antitrust analysis of OL 
application, per Reg Guide 9.3. 

DOUGLAS,E. Commonwealth Edison Co. 9622N. 85/01/14. DENTON, H. R. 

Office of Nuclear Reactor Regulation, Director. 39pp. 28494:092. 

24X Fiche: 50-000, 85/01/14, 8501220314. 


8501230050 "For Comment" issue of draft Rev 1 to Reg Guide 1. 149, 

Task OL 402-5, "Nuclear Power Plant Simulation Facilities 
for Use in Operator License Exams. " 

* Office of Nuclear Regulatory Research, Director. 84/11/30. Spp. 
28525:350. 


8501230380 Notifies that extensive subcomponent radiation & thermal 
test being conducted to determine if subcomponent failure 
due to mfg defect or common mode, per Reg Guide 1.97. 

SORENSEN, G. C. Washington Public Power Supply System. 002-85-023. 
85/01/17. SCHWENCER,A. Licensing Branch 2. Ip. 28508:027. 24X 

Fiche: 50-397, 85/01/17, 8501230380. 


8501240197 Application for amend to License NPF-21, consisting of change 
to License Condition 16 incorporating requirements of Reg 
Guide 1.97, Rev 2 for flux monitoring following first 
refueling outage. Fee paid. 

SORENSEN, G. C. Washington Public Power Supply System. 002-85-014. 
85/01/11. SCHWENCER, A. Licensing Branch 2. 2pp. 28532:138. 24X 

Fiche: 50-397, 85/01/11. 8501240197. 


8501240201 Requests that Backfit Requirement 31 re structures designed 
to accomodate snow loads of of 100 psf (SER Open Item 115), 
be reviewed by NRC prior to issuance as license requirement. 
WOOLEVER, E. J. Duquesne Light Co. 2NRC-5-00a. 85/01/16. 

EISENHUT, D. 0. Division of Licensing. 2pp. 28532:140. 24X 

Fiche: 50-412, 85/01/16, 8501240201. 


8501250186 Provides description of methods to be used during 
performance & evaluation of reactor vessel inservice insps. 

Insps will be performed by Westinghouse using methodology in 
App A to Rev 1 to Reg Guide 1. 150 Sc per Generic Ltr 83-15. 

MUSOLF, D. Northern States Power Co. GL -83-15. 85/01/18. Office 

of Nuclear Reactor Regulation, Director. 2pp. 28549:357. 24X 

Fiche: 50-282, 85/01/18, 8501250186, 


8501280306 Summarizes 840118 telcon re inconsistency between NUREO-0737 
& Rev 1 to Reg Guide 1. 89 concerning environ qualification 
of safety-related equi pment. Rev 1 to Reg Guide 1.89 
accurately reflects current NRC position. 

DAWE, G. F. Stone <c Webster Engineering Corp. 85/01/23. HULMAN, L. 
Accident Evaluation Branch. 2pp. 28567:043. 


8501280704 Advises that listed addl commitments re identification of 
damping values tk assurance piping displacements can be 
accomodated w/no adverse interaction w/adjacent structures 
needed prior to completing review. 

SCHWENCER, A. Licensing, Branch 2. 85/01/22. HOOTEN, B. O. Niagara 

Mohawk Power Corp. 3ppi. 28635: 342. 24X Fiche; 50-410, 85/01/22, 

8501280704, 


8501290332 Provides updated status of seismic reanalysis program 
results of recent evalwaticm of support loads on structural 
members. Safety-related piping dynamically analyzed using 
amplified response spectre curves, per Reg Guide 1,60. 

CAPSTICK, R. W. Vermont Yankee Nuclear Power CoFp. 85/01/23. 
VASSALLO, D. B. Operating Reactors Branch 2. Spp. 28619:335. 24X 

Fiche: 50-271. 85/01/23,. 8501 290332. 


8501290622 "For Comment" issue of Reg Guide 1,134, Rev 2 Task OL 401-5, 
"Medical Evaluation of Nuclear Facility Person'rrel Requiring 
Operator Licenses. *' 

* Office of Nuclear Regulatory Research, Director, RE OL 401-5. 
84/11/30. 7pp. 28649:268. 


8501300076 Responds to 841219 request for clarification of Reg Guide 
1.78, Section C, 3 re instrumenation for onsite hazardous 
chemicals. Chlorine readout readily available to operators Sc 
acceptable. 

STOLZ.J. F. Operating Reactors Branch 4. 85/01/08. HUKILL, H. D. 

General Public Utilities - GPU Service Corp. 4pp. 28684:272. 24X 

Fiche: 50-289, 85/01/08, 8501300076. 


8501310193 Provides addl info re conformance to Reg Guide 1.97, Rev 2, 
concerning post-accident monitoring instrumentation. 

Discussion oP remaining open items w/NRC requested. 

MUSOLF. D. Northern States Power Co. 85/01/18. Office of Nuclear 
Reactor Regulation, Director. 6pp. 28655: 143. 24X 

Fiche; 50-282,85/01/18, B501310193. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


B501040018 Notifies of CRGR Meeting 72 on 850109 to discuss 
Commissioner Asselstine 841220 memo to Commissioner Roberts 
in response to Commissioner Roberts B4110S ltr re efficacy 
of CRGR progress. W/o ends. 

STELLD, V. Committee to Review Generic Requirements. 84/12/26. 
BERNERO, R. Office of Nuclear Reactor Regulation, Director, 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Saf eguards. Director. Ip. 28182:069. 


8501040170 Informs that CRGR 850109 meeting time rescheduled from 1 to 
3 pm instead of 2 to 4 pm. 

STELLO, V. Committee to Review Generic Requirements. B5/01/03. 
BERNERO, R, Office of Nuclear Reactor Regulation, Director. 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety & 

Saf eguards. Director. Ip. 28161:313. 


8501070405 NUREO-1061 V04 

REPORT OF THE U. S. NUCLEAR REGULATORY COMMISSION PIPING 
REVIEW COMMITTEE. Volume 4: Evaluation Of Other Loads And Load 
Combinations. 

* Piping Review Committee. 84/12/31. 387pp. Available at NRC. 

S8. 00. 28224:001. 


8501070427 Forwards summary of CRGR activities for Dec 1984. Summary 
will be included in EDO weekly rept for wk ending 850104. 

SNIEZEK, J. Regional Operations Sc Generic Requirements. 85/01/02. 
Committee to Review Generic Requirements. Spp. 28202:001. 


8501100209 Notifies of CRGR Meeting 73 on B50123 in Bethesda, MD to 
discuss proposed draft Reg Guide Ic 127-5, "Criteria for 
Programmable Digital Computer Sys in Safety-Related Sys of 
Nuclear Power Plants. " 

STELLO, V. Committee to Review Generic Requirements. 85/01/09. 
BERNERO, R. Office of Nuclear Reactor Regulation, Director. 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety S< 

Saf eguards. Director. 2pp. 28292:203. 


B501100797 Forwards memos exempting proposed resolution of Generic 
Issue III.D. 2. 3 S< proposed draft Reg Guide 1.114, Rev 2 from 
CRGR review on grounds that Issues involve insignificant 
effort, W/o encl. 

STELLO, V. Committee to Review Generic Requirements. 84/12/28, 

BERNERO, R. Office of Nuclear Reactor Regulation, Director. 

JORDAN, E. L. Director's Office, Office of Inspection and Enforcement. 

CUNNINGHAM, R. E. Office of Nuclear Material Safety Sc 
Saf eguards. Director. Ip. 28345:272. 

i 

8501180277 Further response to FOIA request for documents generated as 
result of Piping Review Committee Sc SJ Chilk 840213 memo to 
WJ Dircks. Forwards App A documents. Encl to Document 1 Sc 

Documents 2-41 of App B withheld Cref FOIA Exemption 5). ■, 

FELTON, J. M. Division of Rules and Records. 84/05/16. WILLIAMS, 0. 0. 

JRA Associates. 6pp. 28480: 184. 


— 8402100428 Requests Piping Review Committee background info that would j 
be useful to CRGR 2 wks in advance of future meetings. | 

SNIEZEK, J.H. Regional Operations S< Generic Requirements. j 

84/02/06. 90LLMER,R,H, Piping Review Committee. ip. 28480:330, [ 

• — 6501180354 Discusses initiation of Piping Review Committee, per 830531 \ 

memo. BWR part of Task Group on Pipe Crack should complete 
effort to draft rept stage within 6 months, Viewgraphs of 
BWR Owners Group, EPRl S< GE 831004 presentation to NRC end. 

VOLLMER, R. R , SHAO, L, C. Piping Review Committee. 83/09/20. J 

BAGCHI,G. , BECKER, R. , BOSNAK, R. J. Office of Nuclear Reactor 
Regulation, Director, 28pp. 28480:273, 

' 

— ^8501180356 Forwards draft Rev 3 to, "Guidelines for Evaluation of «< j 
Remedial Actions for BWR Piping Sobj to IGSCC. " EPRI I 

anticipates having final draft around mid-Feb 1984. s 

VOLLMER, R.H. Piping Review Committee. 84/01/16. NRC - No i; 

Detailed Affiliation Given. Ip. 28480:318. I 
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surveillance frequencies 
‘J* reactsr protection sqs 

... issuance ..c C.GR 

Requiresents 85/01/17 

^ti.,„: - f ! sLrtor ??esulatien. Director. 

Jffice of Inspection and Enforcement 

284-1 056 


—8203300064 SECY-82-1 IS 4.^ + ««<,nr 

Discusses Commission approval of statement 
DOJ re State of CA pre-emption case. 


■n T r u I..! T T . 




of position 
82/03/16 


to 

»4p p 


B501150178 Responds to FOIA request for SECY- 
P5L JON. J. li. Division of Rul es and^Recor d s. 


4-176. SECY ®ricr 
84/07/03 WISE* ^ R 






D^i.Knn. I ih 




*.|#Eqs SE^OFE THE CI»lWISSION 


NK*Kr:.'u*l 




r -diwii »» jor, sansideratjon on issue of 

i'k.,'!’! Operations. 

t«.0« ;.e 2«'S|. 28356 OCl 


lfC*-i4-W inrPP3 to clarifu. 

wmwrnm^^i* tsat J;e*aissier a#»ro-ve rev to 10CFR2 to clarity. 
»»•#■»**« * *»§9*^^* procedure %t practice for license 


f atweic Safety and Licensinf Board Panel. 84/10/03. 

001 


**■*■» ides rec4a##»»datJ9n» for chanfes to Coaaissian treatment 
9» Mat. f*Ue itateaents ky approving issuance of proposed 
»'4ie i ftotoMent 

Sliltet w j Office ef tte Eiecutiwe Director for Operations, 
if/ 1.-5^ ■» »fP iM355 326. 


ifCr-14-4M3 , . 

Af.ites CaMMiSSia" af «i|«latery Re#or» Task Force position 
re aeariwg pracest adeiinistrative reforas, 

r?ay*-|,i.*.atTl. W Hefulatery Reform Task Force. S4/12/10. 4pp. 
M3 


— 8405180023 SECY-B4’- 176 

Recommends Commission agree w/staff approval of 

position to providp .ItprnatP lototior. for 

operations facility functions Alternate facility 40 mil 

DIRCKS.^W^ Office of the F.xecutive Director for Operation# 

8J%4%6 14pp. 28392:291. 24X Fi ch e: 50 - 245 . 84/07/03. B501 ,t 1 /li 

8501160087 Further response to FOIA request Pnrid 

amend study. Partial responses provided in 840503 it 17 Itr*. 


amend study. . ^ 

Enel App D & E records available at PDR, RC DeYoung. 

GT Ankrum & WD Altman 840404 slides end. 

PEL JON. j. M. Division of Rules and Records. 84/06/13. 
Shaw. Pittman. Potts & Trowbridge, 15pp. 28438:004, 


ueieHTQN. A p 


— 8501160241 SECY-84- 124 

Requests Commission approval of proposed Itr 
rept to Congress & of three proposed actions 
Ford amend study. 

DIRCKS. W. J. Office of the Executive Director 
84/03/20. 4pp. 28438:020, 


transmi tting OA 
recommmndmd by 

for Operationm 


8501210394 Final response to FOIA request for documents r* »ua *p€»nt« 
review of issues re implementation schedule items that will 
not be completed prior to restart. Forwards documents listed 
in app . Documents partially withheld <ref FOIA Exemption 5) 

FELTON. J.M. Division of Rules and Records. 84/07/16. WEISS. E Ri 
Union of Concerned Scientists. 3pp. 28495:005. 


•#iaiS0410 ffCfHM-433 

Ri<v««ts 4i«fr«»a3 to tuklisli final rulemaking* adding new 
IDCIW1MI. **Cf.it#ria |i Rrecedures fer Determining Adequacy of 
Aveiiaiiv Ikient Mcltar Fuel Storage Cataeitg. " 

®mca.l. « ui Office ef tfce Executive Oirectar for Operations. 
IH/U^DT Uapp 21519 194 


8501220372 Further response to 830628 FOIA request for all 1992 SE'CV 
papers Forwards SECY-82-393. SECY-82-461 it SECY-82-490. 

Documents also available in PDR. Info partially withheld 
<ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 04/06/07. WEISS* E, f? 
Union of Concerned Scientists. 2pp. 28520:001. 


••0 i 1 4i@*iiCI Fwrierr reepanst to FOJA request for five specific 
ief«MNM*ti ievxew cea^leted SECVHB3-2e3 available im PDR. 
lliCe4i#-t94 miteheld in entirety (ref FOIA Exemption 5). 

FUftm. J » Divisaaa ef Rules amd Records B4/07/16. GRABER. L. 
IMI £ar» 2»P am9'076. 


■-■HKiei 150137 fiCY-RO-ailKI 

inforoNi Camissaam pf ptdilic c emmewts received on draft 
loiatg statiNiHrnt reg ionaUiatiom. 

gmcail. ii. «iji Office of tSe Executive Director far Operations. 
•MTfia . s7p» mm ©tb 


IlGiiaiDIfa tNetpafMNi t« ROiA request for 9ECY-e3-514. SECY placed in PDR. 

m »tvfo.aom ef Rules amd Reeerds. 84/07/02. GRABER. L. D. 
tiilB Cerp If mmt. 3*J 


iiMimmatt I^Mm«kt»fi.iNi a##«wal e# Remeral policy statement re 
UK rale *m r#o»«miiiif «« traaopmrtatiam accidents & 
inskAomes t»<vetvin« radimactive matls to assess radiation 
•SBPetq, 

S, Mi# l*» ## tSe Eiecutive Director for Operations. 


**f** *^^ wmi $ wmm «• mm re^st far five specific 

•peifw iNie ♦•apIeiNNi. WKV-TT-TR eml. 

a# m 4 Dttmrds, 84/06/21. AFTBIGaQD.S. 

f m mm mm- it- smm; m 


•*** P*H«f ftwceettins .an^l needed liJC 

Sr22!.lJ !Sr^r* Mm of inti stds 

•jwjkjjoftai y^eestMm meclemr mieiils. 

*■ ^Ofety d : 

— rp/RQ/u mm. Wife 194,. 




•liRRiaAli *** 1982, 8e;v papers. 

•feifRiiW ef MalfMI OOMI .Heeairda. ao/«w..xta 

•cifvtiplas. ; 


'94/06/14. ■'.,«6iaSvE,.R. ' 


—8501220375 SECY-82-393 

Discusses FOIA Appeal 82-A-19C re emergency prtparodntss 4* 
risks associated w/fuel loading it low power operation. Info 
partially withheld. 

ROTHSCHILD. T. Office of the General Counsel, 82/09/17. 24f>p 

28520: 003. 


—8501220376 SECy-82-461 

Discusses UCS FOIA Appeal 82-A-21 re environ qualif ication 
rules. Info partially withheld. 

ROTHSCHILD. T. Office of the General Counsel. 82/11/19. 3pp 
28520: 027. 


—8501220378 SECY-B2-490 

Discusses 821126 director's decision denying UCS request to 
suspend facility operations due to emergency planning <« 
preparedness def i c i enc ies. Inf o partially withheld. 

MALSCH. M. G. Office of the General Counsel. 82/12/14. Ip 
28520: 030. 24X Fiche: 50-247. 84/06/07. 8501220372. 


8501240352 Responds to FOIA request for SECY-S3-500 S< related 
documents. App A documents enc 1, Documents also available in 
PDR. App B documents withheld (ref FOIA Exemption 5). 

FELTON. J.M. Division of Rules and Records. 84/07/25, AFTEROOOO* S 
Committee to Bridge the Gap. 6pp. 28558; 043. 


— 8312140385 SECY-83-500 

Requests Commission approval to publish for public comment* 
proposed amend to 10CFR73. 40 (a > , Amend clarifies intended 

practice re theft or sabotage of SNM. 


8501280367 f^u^ther response to 830628 FOIA request for all SECY paat 

lllTiLVl documents. Documents also 

available in PDR. Info partially withheld (ref FOIA Exemption 

f^LTON. J. M. Division of Rules and Records, 84/06/13. WEISS* E « 
Union of Concerned Scientists, 6pp. 28636:001. wi®iws*e. R. 
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— 8501280523 SECY-82~094 

Commission paper providing order concluding proceed ing« per 
Commissioner Bradford 820303 reciuest. Info partially 
withheld. 

BICKWIT^L. Office of the Oeneral Counsel. 82/03/05. 
Commissioners. 3pp. 28637:234. 24X Fiche: 50-000, S4/06/13> 

8501280367. 


— 8501 2804 1 1 SEC Y-S2- 1 60 

Commission paper re sua sponte issue concerning need for 
addl primary sys depressurization capability. Info partially 
withheld. 

MALSCH, M. G, Office of the General Counsel. REMICK, F. J. Office of 
Policy Evaluations. 82/04/15, Commissioners. 4pp. 28636:008. 
24X Fiche: 50-000, 84/06/13, 8501280367. 


—8501280417 SECY-82-171 

Commission paper discussing NRDC motion to suppl record of 
waste confidence proceeding w/BL Cohen Feb 1982 article. 

Info partially withheld. 

MALSCH, M. G, Office of the General Counsel. 82/04/23. 
Commissioners. 4pp. 28636:012. 24X Fi c he: 50-000, 84/06/13, 

8501280367. 


— 8501280424 SECY-S2-175 

Commission paper informing of ALAB-667 decision for which 
petition for review filed. Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. ALAB-667. 82/04/26. 

Commissioners. 99pp. 28636:016. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


— 8501280435 SECY-S2-241 

Commission paper Informing of final rule implementing Equal 
Access to Justice Act. Info partially withheld. 

MALSCH, M.G. Office of the General Counsel. 82/06/14. 
Commissioners. 29pp. 28636:115. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


— 8501280443 SECY-82-282 

Commission paper informing of ASLAB 620630 order requesting 
authorization to hear issues sua sponte in TMI-1 restart 
proceeding. Info partially withheld. 

MALSCH, M.G. Office of the General Counsel. 82/07/06. 
Commissioners. 3pp. 28636:144. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


— 8501280452 SECY-82-303 

Commission paper re State of MA Atty General petition to 
intervene in proceeding for plant OL mod. Info partially 
withheld. 

MALSCH, M.G. Office of the General Counsel. 82/07/19. 
Commissioners. 73pp. 28636:147. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


— 8501280465 SECY-82-303A 

Commission paper informing of lawsuit filed by FX Bellotti 
to halt license review program & grant hearing on 820118 
enforcement order. Info partially withheld. 

SLAGGIE, E. L. Office of the General Counsel. 82/07/26. 
Commissioners. 3pp. 28636:220. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


— 8501280477 SECY-82-328 

Commission paper informing of Ofc of General Counsel review 
of allegations in petition for investigation & recommending 
course of action, Info partially withheld. 

BICKWIT, L. Office of the General Counsel. 82/08/03. 
Commissioners. B9pp. 28636:223. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


- -8 50 1 280488 SECY-82-337 

Commission paper re order responding to ASLB 820809 
questions. Draft order end. Info partially withheld. 

BICKWIT, L. Office Of the General Counsel. 82/08/13. 
Commissioners. 6pp, ^636:312. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


— 8501280506 SECY-82-410 

Commission paper re HRDC/Sierra Club petition to delineate 
scope of LWA proceeding: Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. 82/10/08. 
Commissioners. 239pp; 28636:347. 24 X Fiche: 50-000, 84/06/13, 

8501280367. 

f 

— 8501280511 SECY-82-455 

Commission paper feq;uesting guidance on items to be prepared 
as legislative proposals for 9eth Congress, Info partially 
withheld. 

MALSCH, M,G. Clff:ic:e. d Counsel. 82/11/16. 

Commissioners. 4(ipr ‘ 28637: 215. 24X Fiche; 50-000, 84/06/13, 

8501280367. 


--85012S0517 SECY-82-503 

Commission paper providing analysis of supplemental findings 
& proposed order re NRDC proceeding concerning exemption 
from 10CFR50. 12. Info partially withheld. 

TRUBATCH, S. L. Office of the General Counsel. 82/12/30. 
Commissioners. 15pp. 28637:219. 24X Fiche: 50-000, 84/06/13, 

8501280367. 


8501280499 SECY-S2-339 

Commission paper providing proposed response to NRDC/Sierra 
Club motion to stay order granting exemption for facility. 
Info partially withheld. 

BICKWIT, L. Office of the General Counsel. 82/08/17. 
Commissioners. 29pp. 28636:318. 24X Fiche; 50-000, 84/06/13, 

8501280499. 


8501280604 Responds to FOIA request for seven SECY papers. Four listed 
papers available in PDR. Review of remaining documents not 
completed. 

FELTON, J. M. Division of Rules and Records. 84/08/16. 

LEVENTHAL,P. L. Nuclear Control Institute. Ip. 28638:250. 


— 8501280609 SECY-84-023A 

Informs Commission of Senator Boschwitz 840120 Itr to Arms 
Control & Disarmament Agency re proposed retransfer of 
260 kg Pu from France to Switzerland. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/02/06. 2pp. 28638:251. 


— 8501280615 SECY-S4-035 

Informs Commission that Westinghouse has withdrawn request 
to export power reactor primary coolant pomps to China. 
Remaining components assigned new application XC0M0843. 
DIRCKS, W. J. Office of the Executive Director for Operations. 
84/01/25. 3pp. 28638:253. 


— 8501280624 SECY-B4-050 

Forwards annual rept re types Sc quantities of matls exported 
to IAEA per US/IAEA safeguards agreement. 

DIRCKS, W.J. Office of the Executive Director for Operations. 
84/02/01. 3pp. 28638:256. 


— 8501280628 SECY-B4-136 

Advises Commission of probable impacts on NRC export 
licensing activities of proposed amends to Export 
Administration Act under consideration. 

DIRCKS, W. J. Office of the Executive Director for Operations. 
84/03/27. 8pp. 28638:259, 


STATE PROG STATE PROGRAMS 


8501020056 Comments on 840813-17 followup review S< evaluation of 
administrative Sc technical aspects of radiation control 
program. Radiation control regulations should be updated & 
backlog of licenses past due should be addressed. 

MARTIN, J.B. Region 5, Office of Director. 84/10/02. RANK,P. C. 
California, State of. 2pp. 28155: 123, 


8501030185 Comments on petition for rulemaking PRM-71-10 re regulating 
transportation of irradiated reactor fuel. Supports petition. 
STRDHL,J. Wisconsin, State of. 84/12/26. CHILK. S. Office of the 
Secretary of the Commission. 3pp. 28163:023. 


8501030220 Confirms 841026 d iscussion, fol 1 owing review 8< evaluation of 
radiation control program. Program for regulation of 
agreement matls adequate. Internal administrative procedures 
for radiation control should be improved. 

MARTIN, J.B. Region 5, Office of Director. 84/11/29. BEARE, J. 
Washington, State of, Dept, of Social & Health Services. 6pp. 

28190: 241. 


B501040264 Summarizes 840927 meeting w/DOE, State of UT, Jacobs 
Engineering & Weston in Silver Spring, MD re major concerns 
at sites, inc luding rock cover design, groundwater 
contamination !< soil moisture in radon barrier. 

PENNIFILL, R. A. Low-Level Waste & Uranium Recovery Projects Branch, 
84/10/16, HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery 
Projects Branch. 20pp, 28212:340. 

8501040276 Agenda for Nuclear Waste Board 841214 meeting in Lacey, WA to 
discuss advisory council working group & review procedures 
of draft environ assessment. 

* Washington, State of. 1084. 84/12/14. Washington, State of, 

Ip. 28215:315. 


8501070079 Forwards response to comments & recommendations by NRC re 
State of UT radiation control program. Std insp procedures 
being developed !( will be completed within 30 days. 

VAN DYCK, P.C. Utah, State of. 84/12/14. MARTIN, R. D. Region 4, 
Office of Director. 3pp. 28205:354. 
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8501070165 Forwards Nuclear Pac kaging^ Inc topical rept re Enviralloy 
Ferralium Alloy 255 family of high integrity containers for 
approval. W/o end. 

NUSSBAUMER^ D. A. Assistant Director for State Agreements Programs. 
84/11/28. KIRNER. N. P. Washington. State of, Dept, of Social & 
Health Services. Ip. 28229:039. 


8501070176 Notifies of 841127-28 Transportation Modelling Workshop in 
Oak Ridge, TN & NRC 841218-19 visit to Salt Repository 
Project in Columbus, OH to discuss QA, 

TAYLOR, T.J, Energy, Dept. of. 791. 84/11/23. LINEHAN, J. NRC - No 

Detailed Affiliation Given. Ip. 28228:363. 


8501070187 Notifies of upcoming NRC 841218-19 visit to Salt Repository 
Pro ject, Columbus, OH ic to discuss QA, per 830719-20 meeting. 

TAYLOR, T.J. Energy, Dept, of, 786. 84/11/29. LINEHAN, J. NRC - No 

Detailed Affiliation Given. Ip. 28228:348. 


8501070204 Forwards nonproprietary Nuclear Packaging, Inc topical rept 
re Ferralium Alloy 255 family of high integrity containers, 
for approval. W/o end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/11/28. SHEALY.H, G. South Carolina, State of. Ip. 28228:188. 


8501070243 RFP, '’Socioeconomic Impact Identification & Assessment. *' 
* Mississippi, State of. 793. 84/11/28. 33pp. 28226:258. 


8501070394 Forwards Mod MOOl to Interagency Agreement DE-AI04- 
84AL27241, "JMTRAP Edg emont, SD. ” between DOE & TVA. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch, 
NEUFELDiW. R. South Dakota, State of. 84/10/11. HILL, T. V. Energy, 
Dept. of. 3pp. 28225:177. 


8501070408 NUREG/BR-0025 VIO N7 

INFORMATION REPORT ON STATE LEGISLATION. 

KERR, G. W. Office of State Programs, Director. 84/12/31. 12pp. 

28223: 346. 


8501070439 Forwards comment Itrs from States of MN, VT, SC Sc GA re DOE 
Crystalline Repository Project 840221-24 Third Screening 
Methodology Workshop. Addl state comment Itrs anticipated. 

MANN, S. A. Energy, Dept. of. 84/03/28. MATTSON,D. R. Division of 
Waste Management. 21pp. 28241:056. 


8501070460 Forwards State of MS comments on Chapters 3, 4, 5 & 6 of 
working paper fourth draft of environ assessment of Richton 
St Cypress Creek Salt Domes, per Mississippi Mineral Resources 
Inst review. 

BALL, W. G. Mississippi, State of. 792. 84/11/26. GALE, R. W. 

Energy, Dept. of. 34pp. 28241:022. 


8501070465 Forwards DOE Crystalline Repository Project <CRP) Ofc 841210 
Itr to State of VA designated contact. Ltr addresses revised 
CRP schedule. 

MANN,S. A. Energy, Dept. of. 84/08/14, LOGSDON, M. Division of 
Waste Management. 4pp. 28238:352. 


8501070519 Forwards draft consultation St cooperation agreement w/DOE 
re right of independent state review Sc monitoring of federal 
activities in search for permanent high level nuclear waste 
repository. 

BISHOP, W, A. Washington, State of. 1077. 84/11/29. NRC - No 

Detailed Affiliation Given. 30pp. 28222:338. 


8501070632 Agenda for 841210 meeting in Richland, WA re environ 
assessment of state-leased Hanford site. 

* Washington, State of. 1076. 84/11/13. Washington, State of. 

2pp. 28229:340. 


8501070634 Rei^uests comments concerning request for addl info re 
generic topical rept on Chem-Nuclear polyethylene high 
integrity containers. Comments should be submitted within 
45 days of ltr rtceipt, W/o end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/12/10. SHEALY, H. G. South Carolina, State of. Ip. 28229:339. 


8501080348 Expresses appreciation for providing place for 841220 
meeting. 

BANGART^a t. Region 4, Office of Director. 84/12/27. ANDERSON, L. 
■ Utah, i.Stajfee M ■■2^245: 26 1. 


8501080473 Respbndei to ltr re proposed transportation of spent 
nuclear fuel from Hontlcello, MN through State of WI. DOT 
responsible for determining safety of routes. NRC responsible 
for protection against sabotage. 

PALLAD1N0,,N. J. Commissioners. 84/12/17. EARL, A. S. Wisconsin, 
State of. 2.pp., 2iB^3;?64. 24X Fiche: 50-263, 84/12/17, 8501080473. 


-8501080476 Advises that petition will be submitted by 841204 asking for 
assessment of need for shipment of 1,058 spent fuel 
assemblies from Monticel lo, MN to Morri s, IL. Assessment should 
include inquiry into alternatives to shipment. 

EARL, A. 8. Wisconsin, State of. 84/10/31. PALLADINO, N. J. 
Commissioners. 2pp. 28273:266. 24X Fiche: 50-263, 84/12/17, 

8501080473. 


8501080545 Ack receipt of 841106 comments on draft proposed changes to 
10CFR60 re procedures for licensing of high level waste 
repository. Response will be provided following public 
comment period. 

PALLADINO, N. J. Commissioners. 84/12/13. MATHESON, S. M. Utah, State 
of. Ip. 28271:170. 


8501090088 Notification of contract execut ion, Mod 3, to "Environ 
Monitoring Program W/State of VT. " Contractor : State of VT. 

SILVIS, R. M. Division of Contracts. FIN B-1253. NRC-05-80-257. 

85/01/03. COBB, L. I. Director's Office, Office of Inspection and 
Enforcement. COHEN, L. NRC - No Detailed Affiliation Given. Ip. 
28307: 330. 


— 8501090097 Mod 3, deob 1 igating balance remaining under contract, to 
"Environ Monitoring Program W/State of VT. " 

ROSENSTREICH, 2. Vermont, State of. THOMPSON, R. D. Division of 
Contracts. FIN B-1253. NRC-05-B0-257. 85/01/03. Ip. 28307:331. 


8501090569 Notification of contract execut ion, Mod 8, to "Investigation 
Program at Maxey Flats Radwaste Burial Facility. " 

Contractor: Commonwealth of KY. 

WOLLETT, S. Technical Assistance Contracts Branch. FIN B-6192. 
NRC-04-78-259. 84/12/18. BATSON, W. Office of Nuclear Regulatory 

Research, Director. O'DONNELL, E. NRC - No Detailed Affiliation 
Given. Ip. 28273:356. 


— 8501090575 Mod 8, extending period of performance at no addl cost to 
850131, to "Investigation Program at Maxey Flats Radwaste 
Burial Facility. " 

BALDWIN, C.E. Kentucky, Commonwealth of,. EDGEWORTH, P. J. Division 
of Contracts. FIN B-6192. NRC-04-78-259. 84/12/18. Ip. 

28273: 357. 


8501090639 Forwards "Selected Reclamation Plan Concept for Conquista 
Site" dtd 840723, per 840823 request. W/o end. 

BAILEY, E.D. Texas. State of. 01594. 84/12/05. SMITH, R.D. Uranium 

Recovery Field Office. Ip. 28273:327. 


8501100597 Informs that 850121-25 agreed upon for 1985 review of state 
radiation control program for radioactive matls. Bac kground 
on agreement between state S( federal govt end. Results of 
meeting to be discussed on 850125. 

MURLEY,T. E. Region 1, Office of Director. 84/12/27. SCOTT, H. D. 
Rhode Island, State of. 3pp. 28345:317. 


8501110138 Summary of nuclear waste board 841105 special meeting in 
Lacey, WA re draft consultation St cooperation agreement 
submitted by state negotiating team. 

* Washington, State of. 1108. 84/11/05. Washington, State of. 

28pp. 28369: 326. 


8501110152 Submits notice of upcoming meetings, per 830719-20 meeting. 
Notice to be updated weekly. 

TAYLOR, T. J. Energy, Dept. of. 805. 84/12/06. LINEHAN, J. NRC - No 
Detailed Affiliation Given. HINCHMAN, J. Utah, State of. 

FRISHMAN, S. Texas, State of. Ip. 28369:322. 


8501110175 Requests outline for use in review of Topical Rept 
TFC-TR-B4(P), "High Integrity Containers. " 

TOKAR,M. Engineering Branch (Post 831001). 84/12/27. CHANDO, J. J. 

TFC Nuclear Associates, Inc. Ip. 28371:319. 


— 8501110180 Lists acceptable general criteria to satisfy drop test 
requirements for high integrity containers. 

SHEALY, H.G. South Carolina, State of. 84/07/18. SCHNEIDER, K. 
Assistant Director for State Agreements Programs. 3pp- 28371:320. 


8501110257 Ack receipt of 841106 ltr expressing concern re effective 
state participation in transportation analysis St planning in 
event State of NE becomes corridor to permanent high level 
radwaste repository in West. 

PALLADINO, N. J. Commissioners. 84/12/19. KERREY, R. Nebraska, State 
of, 2pp. 28376:139. a 


— B501110265 Expresses concern re effective state participat ion in 
transportation analysis & planning in event State of NE 
becomes corridor to permanent high level radwaste repository 
in West. 

KERREY, R, Nebraska, State of. 84/11/06. PALLADINO, N. 
Commissioners, 2pp. 28376:141, 




NONDOCKETED ITEMS 


5o: 


S501H02S5 Forwards comments re geotechnical engineering const specs 
for Clive UMTRAP prepared by State of UT^Dept of 
Transportation 8« Radiation Control* per 841206 technical 
assistance request. 

eiLLENiD. M. Engineering Branch (Post 831001). 85/01/02. 

PENNIFILL.R. Low-Level Waste St Uranium Recovery Projects Branch. 
3pp. 28376:092. 


8501110318 Discusses 841205 meeting w/M Day of State of UT, Dept of 
Health re central valley water reclamation facility in Salt 
Lake City*UT. M Day urged necessity of expansion of water 
reclamation facility due to raw sewage effluent releases. 

FLORY* C. A. Low-Level Waste St Uranium Recovery Projects Branch. 
84/12/14. HIGGINBOTHAM, L. Low-Level Waste St Uranium Recovery 
Projects Branch. 4pp. 28375: 157. 


— 8501160500 Forwards draft Commission notation paper re proposed NRC 
comments on Chairman Udall draft proposed amend to Low Level 
Radwaste Policy Act of 1980. Comments to S Salomon requested 
by 850104. 

KERR, 0. W. Office of State Programs, Director. 84/12/18. DAVIS, J. 

Office of Nuclear Material Safety St Safeguards, Director. 

DENTON, H. Office of Nuclear Reactor Regulation, Director. 

DEYOUNG, R. Director's Office, Office of Inspection and 
Enforcement. 9pp. 28444: 189. 


— 8501160508 Speech entitled "State Initiatives 8< Compacts for Low Level 
Waste Storage St Disposal," presented 12th Annual State of IL 
Energy Conference in Chicago, IL on 841031. 

STUCKER, J. J. South Carolina, State of. 84/10/31. 24pp. 

28444; 265 


8501110321 Offers explanation Sc commitment in managing remedial action 
on Central Valley vicinity property in Salt Lake City, UT, per 
841218 telephone request. Radon flux calculations end. 

DAY, M. S. Utah, State of, 84/12/26. FLORY, C. NRC - No Detailed 
Affiliation Given. 4pp. 28375:149. 


8501110380 Forwards petition for judicial review filed on 841214 re 
state inability to secure adequate grant funds under Nuclear 
Waste Policy Act of 1982. 

LOUX, R.R. Nevada, State of. 84/12/17. RUSSELL, C. F. Division of 
Waste Management. 10pp. 28374:233. 


8501110515 Forwards "Topical Rept on High Integrity Container for 
Disposal of Low Level Radwastes, " submitted by Chichibu 
Cement Co, Ltd. Findings of NRC review will be submitted upon 
review completion. W/o end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs, 
84/10/05. KIRNER, N. P. Wyoming, State of. 2pp. 28369:295. 


8501140469 Ack receipt of response to significant Category 1 comment & 
recommendation resulting from review of State of ID 
radiation control program. Radiation control program adequate 
to protect public health & safety. 

MARTIN, R.D. Region 4, Office of Director. 85/01/07. BOWMAN, R. 
Idaho, State of. 2pp. 28376:350. 


8501150094 Confirms 841205 discussions between RJ Doda & G Wright 
following NRC review of State of NE radiation control 
program. Guidel ines re description of how indicators used in 
reporting results of program review to state mgt end. 

MARTIN, R.D, Region 4, Office of Director. 85/01/11. WRIGHT, G, 
Nebraska, State of. 12pp. 28385: 156. 


8501150159 Final response to FOIA request for info re emergency 
planning for faci 1 iti es. Forwards documents listed in app. 

Documents also available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/06/14. AHLERS, D. M. 
Palmetto Alliance. 2pp. 28417:069. 


— 8501150166 "NC Exercise Instructions for Catawba, SC Nuclear Station 
Exercise. " Chronological listing of exercise events & State 
of SC, Military Dept 840116 memo re 840215-16 exercise end. 

* South Carolina, State of. 84/02/16. 83pp. 28417:071. 


8501150328 Comments on proposed rule 10CFR40 re U mill tailings 
regulati ons. Monitoring of ambient radon necessary part of 
any long-term care program, contrary to approach in NRC 
proposed Footnote 1. 

HAZLE, A. J, Colorado, State of, 49FR46418 007. 85/01/08. 

Docketing St Services Branch. 3pp. 28382: 197. 


— 8501150333 Rev O to "Policy on Rules for Disposal of Tailings St Other 
Wastes at Source M«itl Mills. " 

HAZLE, A, U. Colorado, State of. 49FR464ia. 84/02/01. 3pp. 

28382: 302, , 


8501150344 Comments on proposed rule 10CFR40 re U mill tai 1 ings. Change 
proposed for Criterion 3 supported. Proposed ref in text to 
design St Footnote 1 of Criterion 6 opposed. 

RAPKINjsAi Illinois, State of. 49FR46418 006. 85/01/09. 

Docketing St-i-Sserv ' '•8|p;p . 2838 8 : 126. 

8501160498 Confirms requested telcon to S Salomon St that NRR has no 
comments, per 841218. .request that NRR review draft Commission 
paper on proposef NRC. comments re amend to Low Level Waste 
Policy Act of 1980. 

DENTON, H. R. Office of Niudear Reactor Regulation, Director. 
85/01/09. KERR,0. W. Office of State Programs, Director. Ip. 

28444: 188. 


8501180284 Response to FOIA request for two catogories of documents re 
plant performance clauses imposed by state regulatory 
agencies. Forwards documents listed in app. Documents also 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/06/21. BELL, N. 
Nuclear Information St Resource Service. 3pp. 28436:003. 24X 

Fiche; 50-000. 84/06/21, 8501180284. 


— 8501180389 Forwards excerpts from "Staff Investigation of Fermi 2 
Nuclear Power Project," in response to statements from 
831108 trip rept highlights re failure of util safety 
concerns. Rept demonstrates util dedication to safety. 

SALT2MAN, J. Assistant Director for State St Licensee Relations. 
84/04/12. RQWSOME, F. Assistant Director for Technology Review, 
20pp. 28488:230. 24X Fiche; 50-000, 84/06/21, 8501 180284. 


— 8501180397 Submits review of recent CA Public Util Commission decision 
that specifies target capacity factor for plant St recent 
study on const & performance incentives. 

PETERSEN, J. C. Assistant Director for State St Licensee Relations. 
83/10/28. SALTZMAN. J. Assistant Director for State & Licensee 
Relations. 2pp. 28490:090. 24X Fiche: 50-000, 84/06/21, 8501 180284. 


— 8501180405 Forwards rept on incentive regulation of nuclear generation 
facilities by state public util commissions. 

SALTZMAN, J. Assistant Director for State St Licensee Relations. 
84/10/27. ROWSOME, F. H. Assistant Director for Technology Review. 
40pp. 28490:098. 24X Fiche: 50-000, 84/06/21, 8501180284. 


8501210001 Ack receipt of 841212 Itr re 1983 review of State of TX 
radiation control program. Accepts invitation to visit 
Austin. Next program review meeting will discuss comments on 
use of Reg Guide 3. 11. 1. Related info end. 

MARTIN, R.D. Region 4, Office of Director. 84/12/26. LACKER, D. K. 
Texas, State of. 101pp. 28497:036. 


6501210040 Ack receipt of NRC 840406 Itr re results of radiation 
control program review. Jerrett will respond to issues noted 
in Enel 2 of 840406 Itr within next several wks. 

PINGREE, D. H. Florida, State of. 0PRC/C41336. 84/04/25. 

0 'REILLY, J. P. Region 2, Office of Director. Ip. 28500:347. 


8501210049 Responds to Rutledge 841114 Itr. State of GA radiation 
control program for agreement matls adequate. 

O'REILLY, J. P. Region 2, Office of Director. 84/12/21. 
LEDBETTER, J. G. Georgia, State of. Ip. 28501:287. 


8501210052 Informs that review of State of GA radiation control program 
comp lete. Program for regulation of agreement matls adequate. 
Guidelines 8c review comments end. 

O'REILLY, J. P. Region 2, Office of Director. 84/10/29. 

LEDBETTER, J G. Georgia, State of. 4pp. 28501:295. 


8501220409 Partial response to FOIA request for documents re 820827 
radioactive incident in Greene County, PA. Forwards App A 
documents. Review continuing. 

FELTON, J. M. Division of Rules and Records. 84/06/18. BAILY, W. M. 
Thompson 8c Baily. 4pp, 28516, 178. 


— 8501220459 Summarizes equipment utilized in assessing contamination due 
to Am spill in Gilmore Township. 

YUSKO, J. G. Pennsylvania, Commonwealth of,. 82/10/07. NICOLOSI, J. 
Region 1, Office of Director! 3pp. 28517:065. 


— 8501220446 "Guidelines for Decontamination of Facilities 8i Equipment 
Prior to Release for Unrestricted Use or Termination of 
Licenses. " 

* Texas, State of. 74/08/06. 4pP. 28516:300. 


8501230009 Notification of contract execution, Mod 13, to "Coordination 
of Federal/State Radiation Control Activities Sc Assistance 
in Solving Radiation Control Problems." Contractor: HHS, FDA, 

HAWKINS, D. A. Administrative Contracts Branch. FIN B-1620. 
NRC-06-76-247. 85/01/11. KERR, G. W. Office of State Programs, 

Di-rector, YOUNG, F. W. NRC - No Detailed Affiliation Given. Ip. 
28536: 203 
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— 8501300432 Forwards info requested in 681126 Itr & advises of 
willingness to participate in meeting to advise on state 
program requirements for agreement w/AEC. 

VADENf J, D. Atomic Energy Commission. 69/01/16. KURVINK. D. 0. 
South Dakota. State of. Ip. 28673:062. 


—8501230510 NEDM~206S2 

"Sabotage Analysis for Fuel Storage at 
VOILAND.E. . HERRINGTON. C. . HENDRICKSON, 
Corp, 74/11/01. eOpp 20537:048. 


Morris. " 

M. Westinghouse 


Electric 


■8501300443 Summarizes conversation w/DG Kurvink of State of SD at 
690324-28 meetings on federal-state relations in 
Montgomery, AL. Enabling legislation & personnel recruitment 
for radiological health program discussed. 

MORGAN, G. W. Atomic Energy Commission. 69/04/14. Atomic Energy 
Commission. ip, 28673:063. 


■8501300459 Summarizes discussion w/DG Kurvink at 700426-29 conference 
in Palm Beach, FL on radiation control. Discussion of 
agreement program suggested after 6 van Heuvelen 
rep lac ement. 

MORGAN. G. W. Atomic Energy Commission. 70/05/15. Atomic Energy 
Commission. Ip. 28673:064. 


'8501300469 Requests listing of AEG licensees in State of SD it summary 
of insps since 690115 for use in consideration of agreement 
w/AEC. 

KURVINK. D.G. South Dakota. State of. IV-B. 70/12/16. VADEN. J. D. 
Atomic Energy Commission. Ip. 28673:065. 


-8501300476 Forwards list of AEG licensees in State of SD it insps 
conducted during 690115-710101 & Section 274 of Atomic 
Energy Act. W/o end, 

PRICE, E.R. Atomic Energy Commission, 71/01/12. KURVINK, D. G. 
South Dakota. State of. 2pp. 28673:066. 


8501300482 Responds to Itr containing copy of legislation & info re 
agreements between AEC 4e states on licensing & regulation of 
nuclear matls. Doubt expressed that program could be 
instituted to suppl existing program w/o federal funds. 

KNEIP,R. F. South Dakota, State of. 71/06/23, SEABORG, 0. T. 
Atomic Energy Commission. 2pp, 28673:068. 


Discusses background info re State of SD radiation program. 
MORGAN. G.W. Atomic Energy Commission. 71/09/27. Atomic Energy 

Commission. Ip. 28673:070. 

Summary of meeting w/Qovernor Kanipe & health officials of 
State of SD re agreement program w/AEC. 

MORGAN, G.W. Atomic Energy Commission. 71/09/28. Atomic Energy 

Commission. Ip, 28673:071. c rcrgy 


“8501300520 Forwards listed background & ref matls re state agreements 
program. 

Liaison Office. 81/11/12. NELSON, J. South 
Dakota, State of. ip. 28673:072. 


8412270344 Forwards Page 4-2 of, "Stress Analysis of Reactor Vessel 
Closure Region for Natural Circulation Cooldown Transient, " ^ 


which was left out of 841015 document, 
BLACK. R.L. Babcock S* Wilcox Co. ESC-845, 
NRC - No Detailed Affiliation Given, ip, 


84/12/20. 
28453; 125. 


KADAMBI.N.P, 


—8412270348 77-1152846-00 ERR 

Page 4-2 to, "Stress Analysis of Reactor Vessel Closure 
Region for Natural Circulation Cooldown Transient " 
Babcock ft Wilcox Co. 84/12/20, Ip. 28453' 126 


e. r uviu* rwr i wsfiunning CO w»neric Ltr Si- 

re natural circulation cooldown, per 841114 meeting. Specific 
plant responses to generic ltr expected by 850201 
HOSLER.A, G. Babcock it Wilcox Operating Plants Owners Group 
OL-81-21, 04/12/14, KADAMBI.N.P, NRC - No Detailid Affiliation 

Given, ip. 28143:266 24X Fi che ; 50-000, 84/ 12/14, 8501020238. 


P^-oprietary versions of revised 
VEP-NFE-2-A, ' VEPCO Evaluation of Control Rod Ejection 
Transient," Proprietary version withheld, 

STEWART, W.L. Virginia Power (formerly Virginia Electric it Power 
Co.). 657A. 84/12/19, EISENHUT, D, 0 Division of Llcensinr 

28140:285. 24X Fic he: 50-000, 84/12/19, 8501020255. ^ 


2PP- 


"VEPCO Evaluation of 


Nonproprietary version of revised 
Control Rod Ejection Transient. " 

MILLER, J^O. Virginia Power (formerly Virginia Electric St Power 
850 1 020255 167pp. 28140:207, 24X Fiche; 50-000, 84/12/19, 


integrated control sys. Instrumentation «» control working 
group will not meet previously scheduled submittal date for 
q.uestiont, Response expected by 850111 . 

° ^ Operating Plants Owners Group. NEA 

Op.r.tln 9 


Instrumentation Review for Trojan Nuclear Plant," per 
Suppl 1 to NUREG-0737 it Generic Ltr 02-33 summariUng 
compliance w/Rev 3 to Reg Guide 1 , 97, 

WITHERS, B.D, Portland General Electric Co GL -82-33, 
EISENHUT, D. 0. Division of Licensing, 2pp, 28250:076. 
Fiche: 50-344, 84/12/28, 8501020297, 


84/12/28. 

24X 


—830130054, R.sponds to 830913 ltr r.,u«tlns r.vl.u of St.to of SD 
radiotion control lauii.Proviiioni of lau do not adeouatalu 
address low level radwaste disposal. ^ ^ 

sSS/lf'sM?™ Ststa Rjraamanta Prosrama, 

83/10/11, SMITH. J, South Dakota. State of. 6pp. 28673:123. 


review of proposed State of SD 


-8501300550 Submits comments concerning 
legislation re low level radwaste. 

S4%i/09^'’' SMITH 5*®^® Agreements Programs. 

84/01/09. SMITH, J. South Dakota, State of, 2pp. 28673:129. 


-8501300554 Informs of progress made by states in assuming radiation 
St^tro/sD'^o^JeJeJ.''''” 9ovt. Assistance to 

lta“°”“ ®WSB4RD,4. South Oahota, 


"Accident Monitoring Instrumentation Review for Trojan 
Nuclear Plant. " 

Electric Co. GL-82-33, 84/12/31. 210pp. 

-.8250: 078 24X Fiche. 50-344, 84/12/28, 8501020297. 

Forwards justification re use of TDX diesel generators as 
backup power supply, per NRC request. 
flSyvSynA' ®' Public Power Supply System, 001-84-0293. 

® Licensing Branch 4. 27pp, 28157:018, 24X 

Fiche: 50-460, 84/12/20, 8501020351, 

—8501020356 "Qualification Test for Delaval Engine Generator Set. ■* W/li 
charts. Aperture cards available in PDR. 

BARiCHfU.U. Transamtrica Delaval, Inc, 79/03/20. 9S6pp, 

28157; 044, 24X Fiche: 50-460, 84/12/20, 8501020351. 


HOWARD, B. N. Utah, State of 49 FRaAiitm mfs ok / na ,, , 

& Sarvica. Branch. 2pp 2864l’ra9 83/01/11, Dock.tinJ 

“?aci?ltLl"'“"“ »• to dl.tribution list for 

MCCAFFREV, J. W. Illinois, State of. 85/01/23. SCHWENCER A 

e3o'S!o?l7*"“"''’ FicL:“-37SSl/23. 


related CORRESPONDENCE 

7£LS“s:F“~"":v:^ 

SMITH, C.W, General Electric Co. 74/11/13 PAGERS 

CoMiaaion. Dlr.ctorate of Ucanains. apf! 2^3^46. 


85010^0335 Foruardd propriataru Rav 1 to XN-NF-B4-73(P). "Euon NucJaai 
Methodology for PWRs; Analysis of Chapter 15 Events, App B it 
withheld (ref lOCFRa. 790). 

lAA Exxon Nuclear Co, , Inc, (subs, of Exxon Corp. ). 

VCC:175:84. 84/12/31. THOMAS, C. 0. Standardixation Special 

Projects Branch. Ip. 28139:254, 

Forwards final design review it quality evaluation rept for 
TDI diesel generators installed at faci 1 ity. Recommendations 
^ surveillance outlined in App 11 of 

rept. W/o end. 

States Utilities Co, RBG-19766. S4/12/24. 

oaVlA^A',”' Nuclear Reactor Regulation, Director. Ip. 

*< 8160 , 161 . 24X Fiche: 50-458, 04/12/24, 8501020360. 

8501020360 Foulards final design review it quality evaluation rept for 
TDI diesel generators installed at facility. Recommendations 

** surveillance outlined in App II of 
T‘ept. W/o end. ^ 

States Utilities Co. RBG-19766. 84/12/24. 

^ Nuclear Reactor Regulation, Director. 2pp. 

«<B160: 161 . 24X Fiche: 50-458, 84/12/24, 8501020360. 
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— S501030172 Vols I-IV of "TDI Diesel Generator Design Review & Quality 
Revalidation Rept. " 

DEESEj R. J. j RAY* C. L. TDI (Transamerica Delaval* Inc. ) Owners 
Group. 84/12/31. 853pp. 28160:163. 24X Fiche: 50-458* 84/12/24* 

8501020360. 


8501020386 Forwards GE Rept 6691-5288-101* "AK-2/2A-25 Trip Latch 

Roller Lubrication Investigation. " 

ENOS* J. T. Babcock & Wilcox Operating Plants Owners Group. 
1CAN12S407. 84/12/17. KADAMBI*P. NRC - No Detailed Affiliation 

Given. Ip. 28139: 191. 


— 8501020387 6691-5288-101 

'•AK-2/2A-25 Trip Latch Roller Lubrication Investigation." 
FORNWALT* M. B. * GOLDMAN* I. B. * WERNER* J. P. General Electric Co. 
84/05/15. 62pp. 28139: 192. 


8501020491 Final Deficiency Rept DR-262 re starting it field flashing 
circuitry of TDI standby diesel generators. Initial ly 
reported on 841108. Condition not reportable under 
10CFR50. 55 <b), 

BOOKER* J.E. Gulf States Utilities Co. DR-262. 84/12/10. 

MARTIN* R.D. Region 4* Office of Director. 2pp. 28188:323. 24X 

Fiche: 50-458* 84/12/10* 8501020491. 


8501040031 Forwards addl info requested in CO Thomas 830404 Itr re 
NEDE-2214B-P* "Extended Burnup Licensing Topical Repts. " 

Info withheld. 

CHARNLEY* U. S. General Electric Co. MFN 176-84. 84/12/27. 

THOMAS* C. 0. Standardization & Special Projects Branch. Ip. 
28184: 207. 


8501040093 Forwards proprietary Suppl 1 to XN-NF-S4— 67<P)* "Stability 
Evaluation Methodology for BWR Cores: Examp le Calculation W/ 
C0TRANSA2. " Withheld <ref 10CFR2. 790). 

CHANDLER* J. C. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. >. 
JCC:165:S4. 84/12/20. THOMAS* C. 0. Standardization 8t Special 

Projects Branch. Ip. 28184:206. 


8501070285 Forwards TDI Diesel Generator Owners Group technical program 
monthly status rept as of 850102. 

RAY*C.L. TDI (Transamer ica Delaval* Inc. ) Owners Group. 
OGTP-692-0-416. 85/01/02. DENTON* H. R. Office of Nuclear Reactor 

Regulation* Director. 16pp. 28202:058. 24X Fiche: 50-000* 85/01/02* 

8501070285. 


8501070348 Forwards NUREG-0737* Supp 1 1 compliance submittal* including 
proprietary "SAR for SPDS* Brunswick Steam Electric Plant 
Emergency Response Facilities Info Sys* " per Generic Ltr 
82-33 & 840222 order. SAR withheld <ref 10CFR2. 790). 

UTLEY* E.E. Carolina Power & Light Co. NLS-S4-506. 84/12/27. 

VASSALLO* D. B. Operating Reactors Branch 2. 14pp. 28309:001. 24X 

Fiche: 50-324* 84/12/27* 8501070348. 


— 8501110215 NEDO-30842 

Nonproprietary "SAR for SPDS Brunswick Steam Electric Plant 
Emergency Response Facilities Info Sys. " 

SEYMOUR, U.D. General Electric Co. QL-82-33. 84/11/30. 290pp. 

28309: 008. 24X Fiche: 50-324* 84/12/27* 8501070348. 


— 8501070353 "Brunswick Steam Electric Plant Emergency Response Facility 
Info Sys Overview. " 

* General Electric Co. 84/12/31. 4Spp. 28203:032. 24X 

Fiche: 50-324* 84/12/27* 8501070348. 


8501070361 Forwards recommended rev to Tech Spec 3/4. 1. 3 re movable 
control assemblies of Westinghouse NSSS. NUREG-0452 should be 
changed to include revised Tech Spec. Addl info concerning 
rod control sys end. 

RAHE*E. P. Westinghouse Electric Corp, NS-NRC-84-2990. 84/12/21. 

THOMAS* C. 0. Standard! zation & Special Projects Branch. 2pp. 
28203:250. 


— 8501070364 Recommended revised Tech Spec 3/4. 1.3 re movable control 
assemblies. 

* Westinghouse Electric Corp. 84/12/21. 15pp. 28203:252. 

8501070470 Final deficiency ic Part 21 rept re method of heat treating 
piston skirts installed in engines. Initially reported on 
841119. Defective spare piston skirts will be shipped to TDI 
for stress relief operation. 

ROOT* R. W, Washington Public Power Supply System. GOl-84— 0291. 

84/12/14. MARTIN* U. B. Region 5* Office of Director. 2pp. 
28217:150. 24X Fiche: 50-460* 84/12/14* 8501070470. 


8501080053 Forwards PNL-5342, "Review & Evaluation of TDI Diesel Engine 
Reliability it Operability - Shoreham Nuclear Power Station 
Unit 1. " 

LAITY* W.W. Battelle Memorial Institute* Pacific Northwest 
Laboratories. 84/12/20. NRC - No Detailed Affiliation Given. Ip. 
28268:003. 24X Fiche : 50-322* 84/12/20* 8501080053. 


—8501080060 PNL-5342 

"Review & Evaluation of TDI Diesel Engine Reliability & 
Operability - Shoreham Nuclear Power Station Unit 1. " 

LAITY* W. W. * RICHMOND* W. D. Battelle Memorial Institute* Pacific 
Northwest Laboratories. FIN B-2963. 84/12/31. Division of 

Licensing. 121pp. 28268:004. 24X Fi ch e: 50-322* 84/12/20* 

8501080053. 


8501080147 Final Deficiency Rept DR-221 re fire deck wall thickness 
of cylinder heads of standby diesel generators supplied by 
TDI. Initial ly reported on 841 1 19. Cy 1 inder heads replaced. 

BOOKER. J.E. Gulf States Utilities Co. DR-221. 84/12/19. 

MARTIN* R.D. Region 4* Office of Director. 3pp. 28245:328. 24X 

Fiche: 50-458* 84/12/19* 8501080147. 


8501080329 Forwards EG&G preliminary evaluation of Second Quarter 1984 
NPRDS data. 

HEBDON* F. J. Program Technology Branch. 84/12/27. SIMARD* R. L. 
Institute of Nuclear Power Operations. Ip. 28268: 125. 


— 8501080336 Submits preliminary results of Second Quarter 1984 NPRDS QA 
& data review. 

LOVELL* C. EG&C* Inc. 84/09/28. DENNING* B. Director's Office. 
130pp. 28268: 126. 


8501080357 Interim Deficiency Rept DR-203 re arc strikes on interior 
surface of seven of eight air start receiver tanks on 
standby diesel generators supplied by TDI Next rept will be 
submitted by 850110. 

BOOKER* J.E. Gulf States Utilities Co. DR-203. 84/12/20. 

MARTIN* R.D. Region 4* Office of Director. Ip. 28245:263. 24X 

Fiche: 50-458* 84/12/20* 8501080357. 


8501080359 Forwards 850101 update of owners group planned NRC 
submittals & interactions schedule. 

TAYLOR* J. H. Babcock S< Wilcox Operating Plants Owners Group. 
85/01/03. KADAMBI*N. P. NRC - No Detailed Affiliation Given. 4pp. 
28231 : 039. 


8501080369 Final Deficiency Rept DR-220 re TDI standby diesel generator 
cylinder head valve seats. Initial ly reported on 841119. 

Cylinder heads replaced. 

BOOKER, J.E. Gulf States Utilities Co. DR-220. 84/12/19. 

MARTIN* R.D. Region 4* Office of Director. 3pp. 28245:264. 24X 

Fiche: 50-458* 84/12/19. 8501080369. 


8501080376 Forwards proprietary WCAP-10395, "Statistical Evaluation of 
LOCA Heat Source Uncertainties* " for review & approval. 

Requests proprietary info be withheld per end application 
(ref 10CFR2. 790). 

RAHE* E. P. Westinghouse Electric Corp. NS-EPR-2885. 84/02/21. 

THOMAS* C. 0. Standardization & Special Projects Branch. 2pp. 

28230: 002. 


— 8501080387 Requests proprietary WCAP-10395* "Statistical Evaluation of 
LOCA Heat Source Uncertainties* " be withheld (ref 
10CFR2. 790). 

WEISEMANN* R. A. Westinghouse Electric Corp. AW-S4-6. 84/02/21. 

THOMAS* C. 0. Standardization & Special Projects Branch. Ip. 

28230: 004. 


8501080392 Final Deficiency Rept DR-172 re rupture of jacket water 
shroud for standby diesel generator A supplied by TDI. 

Initially reported on 8411 19. Permanent repair of damaged 
jacket water shroud will be made prior to fuel load. 

BOOKER* J.E. Gulf States Utilities Co. DR-172. 84/12/26. 

MARTIN*R. D. Region 4* Office of Director. 3pp. 28245:249. 24X 

Fiche: 50-458* 84/12/26* 8501080392. 


8501080412 Forwards proprietary Rev 0 to XN-NF-B4-97(P)* 
"LOCA-Seismic Structural Response of ENC 9X9 BWR Jet Pump 
Fuel Assembly." Rept withheld (ref 10CFR2. 790). 

CHANDLER* J. C. Exxon Nuclear Co.* Inc. (subs, of Exxon Corp. ), 
JCC:002:85. 85/01/03, THOMAS* C. 0. Standardization & Special 

Projects Branch. 5pp. 28230:005. 


8501080550 Corrected interim Deficiency Rept DR-236 re piston wrist 
pins in TDI-supplied standby diesel generator. Next rept will 
be provided by 850117. 

BOOKER, J. E. Gulf States Utilities Co. RBG-19711. 84/11/28, 

MARTIN*R. D. Region 4* Office of Director. Ip. 28244:362. 24X 

Fiche: 50-458* 84/11/28* 8501080550. 


8501080575 Final Deficiency Rept DR-230 re air start valve of Cylinder 
8 of TDI Standby Diesel Generator lEGSeEGlA. Initially 
reported on 841 1 19. Ent ire air start assembly replaced in 
accordance w/manufacturer instructions. 

BOOKER* J.E. Gulf States Utilities Co. RBG-19735. 84/12/19. 

MARTIN* R. D. Region 4* Office of Director. 3pp. 28245:138. 24X 

Fiche: 50-458* 84/12/19* 8501080575. 
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850108057S Interim Deficiency Rept DR-265 re TDI-supplied shielded 
cables in excitation cabinets of standby diesel generators. 
Initially reported on 841 1 13. Wiring changed. Next rept will 
be submitted by 850214. 

BOOKER, J.E. Gulf States Utilities Co. RBG-19637. 84/12/12. 

MARTIN, R.D. Region 4, Office of Director. 3pp. 28244:292. 24X 

Fiche: 50-458, 84/12/12, S5010B057S. 


8501080617 Notifies of acceptance of Rev 7 to Topical Rept XN-NF lA 
clarifications in 841211 Itr. Rev 7 should incorporate 
clarifications prior to formal distribution. 

ZECH, G. G. Vendor Program Branch. 84/12/31. VOLMER, C. J. Exxon 
Nuclear Co., Inc. (subs, of Exxon Corp. ). 2pp. 28243:361. 


d501100337 Forwards response to 841024 Itr & S41004 telecopy re 
BAW— 10148, "REFL003. " Questions discussed in 841011 & 16 
telcons w/D Langford (NRC) & R Jenson (Intermountain 
T echnology >. 

TAYLOR. J.H. Babcock & Wilcox Co. ESC-739. 84/12/17. THOMAS, C. 0. 

Standard! xation & Special Projects Branch. 26pp. 28290:150. 


8501100376 Application for amend to Licenses DPR-53 8e DPR-69, revi s ing 
Tech Specs re flux peaking augmentation factor & control 
element assembly power dependent insertion limits. Fee paid. 
LUNDVALL, A. E. Baltimore Gas & Electric Co. 84/12/31. MILLER. J. R. 
Operating Reactors Branch 3. 4pp. 28290: 180. 24X 

Fiche: 50-317, 84/12/31, 8501100376. 


8501090188 Forwards proprietary NEDC-30S06P, "SAR for Monticello 
Nuclear Generating Plant SPDS. " Rept withheld 
(ref 10CFR2. 790). 

MUSOLF, D. Northern States Power Co. GL -82-33. 84/12/26. Office 

of Nuclear Reactor Regulation, Director. 4pp. 28258:249. 24X 

Fiche: 50-263, 84/12/26, 8501090188. 


8501090261 Forwards 840911 Itr re details of Phase I of Westinghouse 
Owners Group program 8e proprietary "Evaluation of Effects of 
Superheated Steam Blowdowns on Equipment Outside of 
Containment," per request. Rept withheld. 

GOERING, G. T. Westinghouse Operating Plants Owners Group. 

GOERING, G. T. Northern States Power Co. OG-141. 84/12/28. 

WIGGINTON, D. Office of Nuclear Reactor Regulation, Director. 2pp, 
28258: 253. 


8501090266 Forwards revised program plan for evaluating & testing TDI 
Div I II standby diesel generators it data on insps it 
testing performed to date. 

BOOKER. J.E. Gulf States Utilities Co. RBG-19. 762. 84/12/21. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. Ip. 
28254: 280. 24X Fiche: 50-458, 84/12/21, 8501090266. 


— 8501100399 "Evaluation of Inter p e 1 1 et-GAP Formation Sc Clad Collapse in 
Modern PWR Fuel-Rods, " final rept. 

ADAMS, W. M. , FISHER, H.D., LITKE, H. J. Combustion Engineering, Inc. 
84/08/31. 120pp. 28290:194. 24X Fiche: 50-317, 84/12/31, 

8501100376. 


8501100417 Forwards BAW-1841, "Oconee Unit 1, Cycle 9 Reload Rept. " 
Addition of "Cycle 9" to title of Figures S-1 it 2 noted. 

WALKER, R.J. Babcock & Wilcox Co. 84/08/20. CANADY, K. S. , GUILL, P. 
Duke Power Co. Ip. 28295:251. 24X Fiche: 50-269, 84/08/20, 

8501100417. 


8501110104 Forwards BAW-1B08A, "BScW J— R Test Procedure for Compact 
Fracture Toughness Specimens. " 

TAYLOR, J.H. Babcock & Wilcox Co. 84/12/12. THOMAS, C. O. 
Standardization & Special Projects Branch. 2pp. 28317:286. 


— 8501110109 "B&W J-R Test Procedure for Compact Fracture Toughness 
Specimens. " 

AADLAND, J. D. , FUTATO, R. J. , PAVINICH, W. A. Babcock it Wilcox Co. 
84/12/31. 119pp. 28317:288. 


— 8501090273 Revised program plan for evaluating it testing TDI Div I S« 11 
standby diesel generators. 

* Gulf States Utilities Co. 84/12/21. 141pp. 28254:281. 24X 

Fiche: 50-458, 84/12/21. 8501090266. 


8501090595 Summary of 841115 meeting w/B&W Owners Group operator 
support subcommittee re task analysis requirements of 
Suppl 1 to NUREG-0737. Slide presentation end. 

CLAYTON, H.B. Procedures 8c Systems Review Branch, 84/12/20. 

21EMANN, D. L. Procedures 8c Systems Review Branch. 21pp. 28308:208. 


8501100070 Forwards responses to NRC questions on "Analytical 
Justification for Treatment of Reactor Coolant Pumps During 
Transient Conditions, " submitted by individual utils owning 
BScW designed NSSS in response to Generic Ltr 83-10. 

TAYLOR, J.H. Babcock 8c Wilcox Co. GL-83-10. 84/11/27. KADAMBI.N, P. 

NRC - No Detailed Affiliation Given. 41pp. 28294:063. 


8501100141 Requests remittance of application fee for review of Rev 0 
to "NUTECH Horizontal Modular Storage Sy s for Irradiated 
Nuclear Fuel. " 

WEISS, D. License Fee Management Branch. 84/12/05. MASSEY, J. V. 
NUTECH Engineers, Inc. Ip. 28318:101. 


—8501100146 Forwards Rev 0 to Topical Rept NUH-OOl, "NUTECH Horizontal 
Modular Storage Sys for Irradiated Nuclear Fuel," for NRC 
review. Fee paid. 

MASSEY, J.V. NUTECH Engineers, Inc. JVM-B4-071. 84/11/14. 

ROUSE, L. C. Advanced Fuel 8< Spent Fuel Licensing Branch. 2pp. 

28318: 102 


—8501100151 NUH-OOl ROD 

Rev 0 to "NUTECH Horizontal Modular Storage Sys for 
Irradiated Nuclear Fuel. " 

* NUTECH Engineers; Inc. 84/11/30. 450pp. 28318:104. 


8501100212 Forwards application for amend to License DPR-56, changing 
Tech Specs to identify MAPLHGR limits for fuel for Cycle 7 
operation following re load. Errata it Addenda 6 to NED0-240S2 
end. Fee paid. 

BRADLEY,E.J. Philadelphia Electric Co. 85/01/07. DENTON. H, R. 

Office of Nuclear Reactor Regulation, Director. Ip. 28292:206. 24X 

Fiche: 50-278, 85/01/07, 8501100212. 


—8501100254 NEDO-24082 ERR 06 

Errata & Addenda 6 to "LOCA Analysis for Peach Bottom 
Atomic Power Station, Unit 3." 

« General Electric Co,, 84/11/30. 10pp. 28292:216. 24X 

Fiche: 50-278, 85/01/07, 8 S 01100212 . 


8501100284 Forwards summary of NRC/B8eW Owner Group Matls Committee 
841205 meeting in Bethesda.MD re reactor vessel matls 
program. List of attendees end. 

HUDSON, C. J. Babcock St Wilcox Operating Plants Owners Group, 

HUDSON, C. J, Babcock it Wilcox Co. ESC -003. 85/01/04, ELLIOT, B, J. 

NRC - No Detailed Affiliation Given. 6pp. 28298:340. 


8501110158 Forwards addl info re first code verification plans, 
addressing concerns identified in GC Lainas 850103 ltr to 
FR Miller. Plan consists of determining long-term sys 
transient code it benchmarking code against test data. 

MILLER, F. R. Babcock 8< Wilcox Operating Plants Owners Group. 

MILLER, F.R. Babcock it Wilcox Co. 85/01/03. KADAMB1,P. NRC - No 
Detailed Affiliation Given. 5pp. 28314:356. 


8501110212 Motion for adjustment of schedule for TDI diesel generator 
hearing. ASLB should take testimony on issue of adequacy 
of 3,300 kW load when hearing resumes before taking 
testimony on reopened block issues. Certi ficate of Svc end. 

PERLIS, R. G. Hearing Branch 3. #185 020. DL. 85/01/10. Atomic 

Safety and Licensing Board Panel. 7pp. 28310:332. 24X 

Fiche: 50-322, 85/01/10, 8501110212. 


8501110319 Notice of 850212 resumption of hearing on TDI diesel 
generator issues in Bethesda, MD. Served on 850110. 

BRENNER, L. Atomic Safety and Licensing Board Panel. #185 014. DL. 
85/01/10. Ip. 28309:303. 24X Fiche: 50-322, 85/01/10, 8501110319. 


8501140011 Notification of B50117 meeting w/GE 8c Stewart 8< Stevenson in 
Bethesda, MD to discuss scope 8c scheduling of proposed 
topical rept re use of transportable diesel generators to 
replace emergency ac power supplies. 

MORAN, D. H. Standardization & Special Projects Branch. 85/01/04. 
THOMAS, C. □. Standard! zation 8c Special Projects Branch. 3pp. 
28390:327. 


8501140177 Provides status of Westinghouse Owner Group reactor coolant 
pump seal integrity program, and ud ing confirmation of 
analyses, secondary seal test, 0-ring replacement it full 
scale demonstration test. 

SHEPPARD, J, J. Westinghouse Operating Plants Owners Group. 

SHEPPARD, J. J. Carolina Power 8c Light Co. DG-142. 85/01/03. 

DENTON, H. Office of Nuclear Reactor Regulation, Director, 3pp. 
28361: 101. 


8501140249 Corrects Serial Number 657A for 841219 ltr issuing approved 
versions of UEPCO Topical Rept VEP-NFE-2. Correct serial 
number is 597. 

STEWART, W. L. Virginia Power (formerly Virginia Electric 8< Power 
Co.). 597A. 85/01/07. THOMAS, C. 0. Standardization Sc Special 

Projects Branch. 2pp. 28362:061. 24X Fiche; 50-000, 85/01/07, 

8501140249. 


8501140485 Final Deficiency Rept DR-220 re cylinder heads of engine 
cylinders of standby diesel generators supplied by TDI. 

Initially reported on 841203. Cy 1 and er heads replaced w/new 
valve assemblies. 

BOOKER, J.E, Gulf States Utilities Co. DR-220. 85/01/02. 

MARTIN, R.D. Region 4, Office of Director. 3pp; 28377:194. 24X 

Fiche; 50-458,85/01/02,8501140485. 
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8501150030 Further response to FOIA request for three categories of 
records re util or fac i 1 ity . Apps E & F documents in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/18. BELAIR,R.R. 
Kirkpatrick & Lockhart. 5pp, 28417: 155. 


-8501150160 Summarizes 840411 meeting w/State of NY re util proposal 
for low power operation in view of problems w/TDI diesel 
generators. 

MURLEY, T. E. Region 1, Office of Director. 84/04/12. DIRCKS, W. J. 
Office of the Executive Director for Operations. 9pp. 28417:281. 
24X Fiche: 50-322,84/05/18,8501150030. 


8501150037 Responds to FOIA request for 830506,0805 & 1113 quarterly 
updates to severe accident research plan. Documents 
available in PDR. 

FELTON, J. M. Division of Rules and Records. 84/05/24. BUCKLES, R. 
NUS Corp. Ip. 28417:296. 


— 8501150040 "Severe Accident Research Program, " quarterly rept. 

* Brookhaven National Laboratory. 83/05/06. NRC - No Detailed 
Affiliation Given. 38pp. 28417:297. 


8501160174 Final Deficiency Rept 413-414/84-03 re TDI overspeed 
governor & fuel transfer pump drive hobs. Initially reported 
on 840224. No loose nuts ident i f ied. Key & pin reinstalled 
using Locktite 609. 

TUCKER, H.B. Duke Power Co. 413-414/84-03. 84/12/04. 0 'REILLY, J. P. 

Region 2, Office of Director. 3pp. 28420:314. 24X 

Fiche: 50-413, 84/12/04, 8501 160174. 


8501160212 Forwards LLL repts, "Concentration of Radionuclides in Fresh 
Water Fish Downstream of Rancho Seco. . . , " draft 
"Radionuclides in Sediments Collected Downstream from 
Rancho Seco. . . , " & effluent data, per 841030 commitment. 

RODRIGUEZ, R. J. Sacramento Municipal Utility District. RJR 84-591. 
84/12/31. MARTIN, J. B. Region 5, Office of Director. 20pp. 
28411:028. 24X Fi c he : 50-312, 84/12/31, 8501 160212. 


— 8501160221 UCID-20295 

"Concentration of Radionuclides in Fresh Water Fish 
Downstream of Rancho Seco Nuclear Generating Plant." 

NOSHKIN, V. E. , EAGLE, R.J., DAWSON, J. M. Lawrence Livermore National 
Laboratory. 84/12/27. 39pp. 28411:048. 24X 

Fiche: 50-312, 84/12/31, 8501160212. 


—8501150043 "Severe Accident Research Program," quarterly rept. 

* Brookhaven National Laboratory. 83/08/05. NRC - No Detailed 
Affiliation Given. 58pp. 28417:335. 


— 8501150045 "Severe Accident Research Program," quarterly rept. 

* Brookhaven National Laboratory. 83/11/14. NRC - No Detailed 
Affiliation Given. 49pp. 28418:031. 


6501150283 Submits update to schedules provided by TDI Diesel Generator 
Owners Group re plant design review/ qual ity revalidation 
program. 

RODRIGUEZ, R. U. Sacramento Municipal Utility District. RJR 84-576. 
85/01/07. STOLZ, J. F. Operating Reactors Branch 4. 2pp. 28382:074. 
24X Fiche: 50-312, 85/01/07, 8501150283. 


—8501160230 UClD-20298 DRFT 

Draft "Radionuclides in Sediments Collected Downstream from 
Rancho Seco Nuclear Power Generating Station. " 

WONG, K. M. , EAGLE, R. J. , DAWSON, J. M. Lawrence Livermore National 
Laboratory. 84/12/31. 37pp. 28411:088. 24X 

Fiche: 50-312. 84/12/31 , 8501160212. 


8501160226 Provides brief statement of field observations on stability 
characteristics of single loop operation, per 841206 meeting 
request. Sys becomes more stable as core flow increases 
whether single-loop or two-loop operation. 

PFEFFERLEN, H. C. General Electric Co. MFN 005-85. 85/01/11. 

RUBENSTEIN. L. S. Assistant Director for Core & Plant Systems. 3pp. 
28410: 284. 


8501150425 Final Part 21 & deficiency rept, Item 110 re piston skirt 
castings on TDI emergency diesel engine generator sets. 

Initially reported on 821216. New AE piston skirts awaiting 
installation. 

PARSONS, R. M. Carolina Power & Light Co. NRC-303. 84/12/12. 

O'REILLY, J. P. Region 2, Office of Director. 4pp. 28414:313. 24X 

Fiche: 50-400, 84/ 1 2/ 1 2, 8501 1 50425. 


8501160004 Requests review of WCAP-9561, Ad dendum 1, "Addendum to BART 
Al: Computer Code for Best Estimate Analysis of Reflood 
Transients, " in support of anticipated startup in late Mar 
1985. 

RAHE, E, P. Westinghouse Electric Corp. NS-NRC-85-2995. 85/01/09. 

THOMAS, C. 0. NRC - No Detailed Affiliation Given. 2pp. 28414:239. 
24X Fiche: 50-370, 85/01/09, 8501160004. 


8501160266 Forwards Rev 9 to "Operational QA Program Description." 
Rev reflects organi zat i onal changes & further clarification 
of util position on Reg Guide 1.88. 

SORENSEN, G. C. Washington Public Power Supply System. QA-84-0S1. 
84/11/26. MARTIN, J.B. Region 5, Office of Director. Ip. 

28410: 313. 


— 8501160273 Rev 9 to "Operational QA Program Description. " 

* Washington Public Power Supply System. 84/12/03. 51pp. 

28410: 314. 


8501160293 Forwards Endorsement 112 to NELIA Policy NF-111 Sc 
Endorsement 50 to MAELU Policy MF-85. 

DUCK, J. R. Marsh «< McLennan, Inc. 85/01/11. SALTZMAN, J. Assistant 
Director for State Sc Licensee Relations. 3pp. 28411:252. 


8501160085 Deficiency rept re potential defect in TDI diesel engine 
fuel control levers. Insp determined levers properly pinned 
to shaft. No problem identified. 

FOSTER, D.O. Georgia Power Co. 84/11/29. 0 'REILLY, J. P. Region 2, 

Office of Director. 2pp. 28421:003. 24X Fi c he: 50-424, 84/1 1 /29, 

8501160085. 


8501160107 Forwards GA Technologies fuel surveillance rept, 
"Post-Irradiation Exam tt Evaluation of Fort St Vrain Fuel 
Element 1-2415. " 

BREY, H. L. Public Service Co. of Colorado. P-84532. 84/12/17. 

JOHNSON, E. Region 4, Office of Director. 2pp. 28421:005. 24X 

Fiche: 50-267, 84/12/17, 8501160107. 


— 8501160111 907079 

"Post— Irrad iation Exam Sc Evaluation of Fort St Vrain Fuel 
Element 1-2415. " 

* GA Technologies, Inc. /General Atomic Co, 83/11/06. 113pp. 

28421: 007. 24X Fiche: 50-267,84/12/17, 8501160107. 


8501160168 Forwards nonproprietary SLl-8211, "Review of BWR Reactor 
Vessel Water Level Measurement Sys" Sc nonproprietary 
SLI-8218, "Inadequate Core Cooling Detection in BWRs, " 

FULTON, J.M. BWR Owners Group. BWR0O-S501. 85/01/04. SHEA, J. J, 

NRC - No Detailed Affiliation Given. Ip. 28412:184. 


— 8501160179 SLI-S218 

Nonproprietary SLI-8218, "Inadequate Core Cool in g iSe tact ion' 
in BWRs. " 

BURNS, E., DORAN, K., ELIAS, E. S. Levy, Inc. 85/01/04. 360pp. 

28412:185. 


— 8501160185 SLI-8211 ‘ : 

Nonproprietary SLI-8211, "Review of BWR Reactor Vessel Water 
Level Measurement Sys. " 

CALVERT, J., DORAN, K., ELIAS, E. S. Levy, Inc. a4/07/31. , 4C5pip; 

28413: 189. 


8501160329 Forwards Endorsement 110 to NELIA Policy NF-83 Endorsement 
43 to MAELU Policy MF-84. 

DUCK,J.R. Marsh & McLennan, Inc. 85/01/11. SALTZMAN, J. Assistant 
Director for State Sc Licensee Relations. 3pp. 28406:329. 


8501160459 Responds to FOIA request for documents discussing SPARC 
computer code. Forwards App A documents. Documents also 
available in PDR. 

FELTON, J.M. Division of Rules and Records. 84/04/25. SHOLLY, S. C. 
Union of Concerned Scientists. 3pp. 28436:002. 


— 8501160588 Draft "Background Info for Prediction of ESF Sys Fission 
Product Retention Effectiveness. " 

WINEGARDNER, W. , MISHIMA, J. , HALVERSON, M. A. Battelle Memorial 
Institute, Pacific Northwest Laboratories. FIN B-2444. 84/01/31. 

NRC - No Detailed Affiliation Given. 150pp. 28436:181. 


— 8501160574 "ESF Sys Performance Studies, " monthly progress rept for 
Mar 1983, 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 
FIN B-2413. 83/03/31. NRC - No Detailed Affiliation Given. 

9pp, 28436: 139. 


— 8501160481 "Status of Validation of Ice Condenser Decontamination 
Factor Code. " 

ALLEMANN, R. T. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2444. 84/02/29. Office of Nuclear 

Regulatory Research, Director, 13pp. 28436:036. 


— 8501160489 Forwards "ESF Sys Performance Studies," Sept 1983 progress 
rept- Highlights include successful development of pool & 
ice bed retention computer codes & subsequent use in high 
priority source term update effort. 

WINEGARDNER, W, Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413. 83/10/25. NILSEN, C. W. Division of 

Engineering Technology. Ip 28436:090. 
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— 8501J60497 "ESF Sys Performance Studiesi " Sept 1983 progress rept. 
■» Battelle Memorial Institute! Pacific Northwest Laboratories. 
FIN B-2413. 83/09/30. NRC - No Detailed Affiliation Given. 

9pp. 28436:091. 


— 8501160503 Forwards "ESF Sys Performance Studies! " monthly progress 
rept for Aug 1983. Initial draft of rept re review of Pu 
Recycle Test Reactor incident essentially complete. 

WINEGARDNER# W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/09/13. NILSEN. C. W. Division of 

Engineering Technology. Ip, 28436: 100. 


— 8501160510 "ESF Sys Performance Studies. " monthly progress rept for 
Aug 1983. 

* Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN B-2413. 83/08/31. NRC - No Detailed Affiliation Given. 

13pp. 28436; 101. 


— 8501160518 Forwards "ESF Sys Performance Studies.” monthly progress 
rept for Jul 1983. 

WINEOARDNER. W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/08/11. NILSEN. C. W. Division of 

Engineering Technology. Ip. 28436: 114. 


— 8501160521 "ESF Sys Performance Studies. ** monthly progress rept for 
Jul 1983. 

* Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN B-2413. 83/07/31. NRC - No Detailed Affiliation Given. 

7pp. 28436:115. 


— 8501160527 Forwards "ESF Sys Performance Studies." monthly progress 
rept for June 1983. Draft rept describing proposed 
experimental program also included. 

WINEOARDNER. W. Battelle Memorial Institute. Pacific Northwest 
Laboratories. FIN B-2413. 83/07/11. NILSEN. C. W. Division of 

Engineering Technology. Ip. 28436; 122. 


— 8501160539 "ESF Sys Performance Studies. " monthly progress rept for 
June 1983. 

* Battelle Memorial Institute. Pacific Northwest Laborator ies. 
FIN B-2413. 83/06/30. NRC - No Detailed Affiliation Given. 

4pp. 28436:123. 


•8501160541 Forwards "ESF Sys Performance Studies. " monthly progress 
rept for May 1983. Rept focuses on development of ice bed 
computer code. 

WINEOARDNER. W, Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413. 83/06/14. NILSEN. C. W. Division of 

Engineering Technology. Ip. 28436: 127. 


—8501160545 "ESF Sys Performance Studies." monthly progress rept for 
May 1983. 

» Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN B-2413. 83/05/31, NRC - No Detailed Affiliation Given. 

6pp. 28436: 128. 


— 8501160552 Forwards "ESF Sys Performance Studies." monthly progress/ 
yr to date status rept for Apr 1983. Ice bed model paper for 
presentation at 830828-0901 Inti Meeting on LWR severe 
accident evaluation accepted. 

WINEOARDNER, W., Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413. 83/05/16. NILSEN, C. W. Division of 

Engineering Technology. ip. 28436: 134. 


8501160560 "ESF Sys Performance Studies, " monthly progress/yr to date 
status rept for Apr 1983. 

♦ Battelle Memorial Institute. Pacific Northwest Laborator i es. 

FIN B~2413. 83/04/30. NRC - No Detailed Affiliation Given. 

3pp. 28436:135, 


8501160565 Forwards "ESF Sys Performance Studies," monthly progress 
rept for Mar 1983. Ac c ident sequence selection 8c rationale 
emphasized. 

WINEOARDNER, W. Battelle Memorial Institute, Pacific Northwest 
Laboratories. FIN B-2413, 83/04/11. NILSEN, C. W. Division of 

Engineering Technology. Ip, 28436: 138, 


8501160579 Draft "Methods for Predicting ESF Sys Effectiveness. " 
HALVERSON, M. A, , MISHIMA. J. Battelle Memorial Institute, Pacific 
Northwest Laboratories, 83/04/11. 26pp. 28436:148. 


8501160531 Forwards "ESF Sys Performance Studies, " monthly progress 
rept for Feb 1983, Good progress made on high priority task 
of developing suppression pool scrubbing model. 

WINEOARDNER. W,: Battelle Memorial Institute. Pacific Northwest 
Laboratories, FIN: Bf #413, 83/03/08, NILSEN, C. W. Division of 

Engineering Technology. Ip. 28436^:174. 


'8501160585 "ESF Sys Performance Studies, " monthly progress rept for 
Feb 1983. 

* Battelle Memorial Institute. Pacific Northwest Laboratories. 
FIN D-2413. 83/02/28. NRC - No Detailed Affiliation Given. 

6pp. 28436:175. 


—8501160592 Forwards "Suppression Pool Modeling" presented at Eleventh 
Water Reactor Safety Research Info meeting on 831026 in 
Gai th er sb urg, MD. 

OWCZARSKI. D. C. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 83/10/20. SZAWLEWICZ. S. NRC - No Detailed 
Affiliation Given, Ip. 28436:295. 


■B501160S95 Paper entitled "Suppression Pool Modeling" presented at 
Eleventh Water Reactor Safety Research Info meeting on 
831026 in Gai thersburg. MD. 

OWCZARSKI. P. C. . POSTMA. P. C. Battelle Memorial Institute, Pacific 
Northwest Laborator i es. 83/10/31. 14pp. 28436:296. 


-8501160603 Revised project 8e budget proposal for NRC work: 
"Effectiveness of LWR ESF Sys Under Severe Accident 
Conditions. " Draft NUREG/CR-3317 re technical bases user 
manual for SPARC end. 

WINEGARDNER, W. . COOMES. E. P. . OWCZARSKI , P. C. Battelle Memorial 
Institute. Pacific Northwest Laborator ies. FIN B-2444. 

40-10-01-06. 83/06/29. NILSEN Chemical Engineering Branch. 

6Spp. 28436:319. 


— S501160606 Confirms 830318 telcon re transmittal of FORTRAN listing for 
draft SPARC (Suppression Pool Aerosol Removal Code) to BMI 
labs. Areas of add! effort include code implementation, peer 
review & documentation. 

WINEGARDNER, W, Battelle Memorial Institute. Pacific Northwest 
Laboratories. 83/03/21. NILSEN. C. W. Division of Engineering 
Technology. 2pp. 28437:023. 


8501160608 Draft "Fission Product Removal in ESF Sys; Data Base 
Assessment & Suggested Experimental Program. " 

ZALOUDEK. F. R. . POSTMA. A. K. , WINEOARDNER, W. Battelle Memorial 
Institute, Pacific Northwest Laboratories. 83/03/21. 55pp. 

28437; 025. 


8501160622 Forwards testimony of FG Dawe, JA Notaro & EJ Youngling re 
contention on TDl diesel generator qualified load. 

Certificate of Svc end. Related correspondence, 

ELLIS. T.S. Hunton & Williams. ELLIS, T. S. Long Island Lighting Co. 
#185 106. OL. 85/01/15. MORRIS, P. A. , FERGUSON, 0. A. Atomic Safety 
and Licensing Appeal Panel. 4pp. 28419:158. 24X 

Fiche: 50-322, 85/01/15, 8501160622. 


—8501160624 Testimony of FG Dawe, JA Notaro & EJ Youngling re Suffolk 
County & State of NY contention on TDI diesel generator 
qualified load. Related correspondence. 

DAWE. G. F. , NDTARO. J. A. , YOUNGLING, E. J. Long Island Lighting Co, 
OL. 85/01/15. 46pp. 28419:162. 24X Fiche: 50-322. 85/01/15. 

8501160622. 


8501170001 Forwards proprietary XN-NF-a4-l 17<P), "Generic, LOCA Break 
Spectrum Analysis BWR 3 & 4 W/Modified LPCI Logic," for 
review. Rept withheld (ref 10CFR2. 790). 

CHANDLER, J. C. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >, 

JCC; 177: 84. 84/12/31. THOMAS, C. 0. Standardization & Special 

Projects Branch. 5pp. 28431:201. 


8501170145 Forwards application for amend to License NPF-14, changing 
Tech Specs to allow use of fuel assemblies designed & mfg 
by Exxon Nuclear Co, Inc. Fee paid. 

KENYON,B. D. Pennsylvania Power & Light Co. PLA-2393. 85/01/15. 

SCHWENCERiA. Licensing Branch 2. 3pp. 28422:171. 24X 

Fiche: 50-387, 85/01/15, 8501170145. 


— 8501170162 XN-NF-B4-116 

"Susquehana Unit 1 Cycle 2 Reload Anal y si s. Design Sc Safety 
Analyses for ENC XN-1 8x8 Reload Fuel. " 

JENSEN, S. E. , COLLINGHAM, R. E. , KRYSINSKI,T. L, Exxon Nuclear Co, , 
Inc. (sobs, of Exxon Corp. ). 84/12/14. 26pp. 28422:246. 24X 

Fiche: 50-387, 85/01/15, 8501170145. 


— 8501170166 XN-NF-84-118 

"Susquehanna Unit 1 Cycle 2 Plant Transient Analysis. " 

KEHELEY, T. H, , JENSEN, S. E. , COLLINGHAM, R. E. Exxon Nuclear Co., Inc. 
(subs, of Exxon Corp. ). 84/12/03. 49pp. 28422:272. 24X 

Fiche; 50-387, 85/01/15,8501170145. 


— 8501170170 XN-NF-84-HB SOI 

Suppl 1 to "Susquehanna Unit 1 Cycle 2 Transient Analysis 
Recirculation Pump Run Up Results. " 

KEHELEY, T. H. , DENG, S. F. , JENSEN, S. E. Exxon Nuclear Co. , Inc, 
(subs, of Exxon Corp. ), 84/12/14. 29pp. 28422:321. 24X 

Fiche; 50-387, 85/01/15, 8501170145. 
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—8501170175 XN-NF->84-119 

■'Susquehanna Unit 1 LOCA ECCS Analysis MAPLHOR Results. " 

BRAUN< D. J. < KRAJICEK# U. E. * JENSEN# S. E. Exxon Nuclear Co.# Inc 
<subs. of Exxon Corp. ). 84/12/14. 51pp. 28422:350. 24X 
Fiche: 50-387# 85/01/15. 8501170145. 


8501170168 Forwards nonproprietary WCAP-10700 & proprietary WCAP-10699, 
"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design. ..." Exemption from 10CFR50 
requested. Proprietary rept withheld (ref 10CFR2. 790). 

CUTTER, A. B. Carolina Power & Light Co. NLS-84-517. 85/01/14. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 5pp. 
28431:206. 24X Fic h e ; 50-400# 85/01 / 14# 8501 170168. 


•8501170172 Requests proprietary WCAP-10699# "Technical Bases for 
Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Shearon Harris Unit 1# " be withheld per 
10CFR2. 790. Affidavit end. 

WIESEMANN# R. A. Westinghouse Electric Corp. CAW-84-91. 84/10/15. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 6pp. 
28431:211. 24X Fiche: 50-400# 85/01/14, 8501170168. 


— 8501170177 WCAP-10700 

"Technical Bases for Eliminating Large Primary Loop Pipe 
Rupture as Structural Design Basis for Shearon Harris Unit 
1 . " 

SWAMY# S. A. # LEE# Y. S. # CLARK# H. F. Westinghouse Electric Corp. 
84/09/30. 42pp, 28431:217. 24X Fich e: 50-400# 85/01/14# 8501 170168. 


8501170185 Forwards "Emergency Diesel Oenerator Equipment" it Vols 1-4 
of "TDI Diesel Oenerator Design Review & Quality 
Revalidation Rept. " 

CUTTER# A. B. Carolina Power & Light Co. NLS-84-490. 84/12/20. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director. 2pp. 
28429: 076. 24X Fiche: 50-400, 84/12/20# 8501170185. 


■8501170189 "Emergency Diesel Generator Equipment. " 

* Carolina Power it Light Co. 84/12/17. 16pp. 28429:078. 24X 

Fiche: 50-400# 84/12/20# 8501170185. 


•8501170190 Vols 1-4 of "TDI Diesel Oenerator Design Review & Quality 
Revalidation Rept. " 

* TDI (Transamerica Delaval# Inc. ) Owners Group. 84/11/30. 
aOOpp, 28429:094. 24X Fiche: 50-400# 84/12/20# 8501 170185. 


8501170186 Reply brief reaffirming 840905 order it ASLB 841029 Initial 
Decision LBP-84-45# rec ommend ing authorization of low power 
testing up to 57. power w/o completing qualification of 
onsite diesel generators. Certificate of Svc end. 

EARLEY# A. F. Long Island Lighting Co. EARLEY# A. F. Hunton it 
Williams. #185 119. OL-4. 85/01/14. Atomic Safety and Licensing 

Appeal Panel, 80pp. 28421:254. 24X Fi c he: 50-322# 85/01 /14# 

8501170186. 


8501170237 CEN-79-NP 

"Reactor Operation W/Ouide Tube Wear. " 

* Combustion Engineering. Inc, 78/08/25. 180pp. 28461:016. 


8501180080 Notifies that deficiencies re HX welds# TDI diesel generator 
pedestal it thermocouples it wiring problems in sys controls 
Class IE sequencer panels found not reportable per 
10CFR50. 55(e) it Part 21. 

ZECH.G. 0. Vendor Program Branch. 85/01/16. OLSHINSKI# J. A. Region 
2# Office of Director. Ip. 28455:021. 24X Fiche: 50-400# 85/01/16# 

8501180080. 


8501180173 Forwards YAEC-1464# "Modified Method for Control Element 
Assembly Ejection Analysis of Maine Yankee Plant#" for 
review it approval 6 months in advance of app 1 ication# per 
Generic Ltr 84-20. Fee Paid. 

WHITTIER, G. D. Maine Yankee Atomic Power Co. GL-84-20. 85/01/14. 

MILLER# J.R. Operating Reactors Branch 3. 2pp. 28455:201. 24X 

Fiche: 50-309# 85/01/14# 8501180173. 


— 8501180182 "Modified Method for Control Element Assembly Ejection 
Analysis of Maine Yankee Plant. " 

CHANDOLA# V. Yankee Atomic Electric Co, 84/12/31. 31pp. 

28455; 203. 24X Fiche: 50-309# 85/01/14# 8501180173. 


8501180237 FOIA request for documents re operation of power reactor 
produced since 840101# including operation w/TDI diesel 
generators in use at plant. 

BELL# N. Nuclear Information it Resource Service. 84/06/01. 

FELTON# J.M. Division of Rules and Records. 2pp. 28482:225. 


8501180247 Responds to FOIA request for documents re operation of plant 
produced since 840101 it operation w/TDI diesel generators. 

Forwards documents listed in App A. Documents available in 
PDR. 

FELTON#J.M. Division of Rules and Records, 84/07/10, BELL# N. 
Nuclear Information & Resource Service. 2pp. 28482:227. 24X 

Fiche; 50-000# 84/07/10# 8501180247. 


— 8501180260 Submits response to Bernthal request to examine legal basis 
for 840522 order re imposed requirements to disassemble one 
TDI diesel it to compensate loss it status of other TDI diesel 
so that plant shutdown would no longer be required. 

PLAINS, H.E. Office of the General Counsel. 84/05/30. PALLADINO 
Commissioners. Spp. 28482:229. 24X Fi che: 50-000# 84/07/10# 

8501180247. 


8501180277 Further response to FOIA request for documents generated as 
result of Piping Review Committee it SJ Chilk 840213 memo to 
WJ Dire ks. Forwards App A documents. Enc 1 to Document 1 & 

Documents 2-41 of App B withheld (ref FOIA Exemption 5). 

FELTON, J. M. Division of Rules and Records. 84/05/16. WILLI AMS# 0. G. 
JRA Associates. 6pp. 28480: 184. 


— 8501180359 Draft Rev 3 to "Guidelines for Evaluation of & Remedial 
Actions for BWR Piping Subj to IGSCC. " 

* Electric Power Research Institute. lEB-83-02. 83/10/15. llpp 

28480: 319. 


8501180292 Forwards addl info on WCAP-10325# "Westinghouse LOCA Mass 8c 
Energy Release Model for Containment Design. " Revised answer 
to Question 1.6 re single-ended split rupture break end. 

LINN# P. A. Westinghouse Electric Corp. SED-SA-00900. 85/01/14. 

LI#C. Containment Systems Branch. Spp. 28451:111. 


6501180341 Forwards response to NRC questions on non-nuclear 
instrumentation/intercommunication sys. Annunciators 
provided on loss of ac it each dc bus. 

DOYEL# G, B. Babcock 8< Wilcox Operating Plants Owners Group. 
NEAe5-0021. 85/01/11. LAINAS#G. Assistant Director for Operating 

Reactors. 31pp. 28453:133. 


8501180363 Forwards nonproprietary & proprietary WCAP-10750 8e 
WCAP-10698# respective! y# "Steam Generator Tube Rupture 
Analysis Methodology to Determine Margin to Steam Generator 
Overfill. " Proprietary rept withheld (ref 10CFR2, 790). 

LADIEU# A. Westinghouse Operating Plants Owners Group. 
W0G-SGTR-B4-024. 84/12/20. EISENHUT# D. G. Division of Licensing. 

4pp. 28452:252. 24X Fiche: 50-000# 84/12/20# 8501180363. 


— 8501180364 Request proprietary WCAP-i0698# "Steam Generator Tube 
Rupture Analysis Methodology to Determine Margin to Steam 
Oenerator Overfill#" be withheld (ref 10CFR2. 790). Affidavit 
enc 1. 

WIESEMANN# R. A. Westinghouse Electric Corp, CAW-84-113. 84/12/20. 

EISENHUT# D, G. Division of Licensing. 10pp. 28452:256. 24X 

Fiche: 50-244# 84/12/20# 8501180363. 


— 8501180365 WCAP-10750 

"Steam Generator Tube Rupture Analysis Methodology to 
Determine Margin to Steam Generator Overfill." 

LEWIS#R.N. , VOLPENHEIN# E. C. # HUANG# P. Westinghouse Electric Corp. 
84/12/31. 127pp. 28452:266. 24X Fic he: 50-244, 84/ 12/20# 

8501180363. 


8501210090 Forwards# for revi ew# proprietary "Calculation of Steam 
Superheat in Mass/Energy Releases Following Steamline 
Rupture, " per CO Thomas 821014 request for addl info re 
WCAP-8822 it WCAP-8860. Enel withheld (ref 10CFR2. 790). 

WIESEMANN# R. A. Westinghouse Electric Corp. AW-84-36. 84/04/18. 

BUTLER# W.R. Containment Systems Branch. 2pp. 28470:120. 


8501210095 Forwards SER on WCAP-10271 re surveillance frequencies it 
out-of-svc times for Westinghouse reactor protection sys 
instrumentation channel s. Comments on SER issuance w/o CRGR 
review requested by 850123. W/o end. 

STELLO# V. Regional Operations fc Generic Requirements. 85/01/17. 
BERNERD# R. Office of Nuclear Reactor Regulation# Director. 

JORDAN, E, L. Director's Office, Office of Inspection and Enforcement,; 

CUNNINGHAM# R. E. Office of Nuclear Material Safety & 

Saf eg uards# Dir ector . Ip. 28471:056. 


8501210121 Forwards summary of matl sent to Westinghouse Owners Group 
resulting from Phase I of program re postulated mass energy 
releases. Ltr will be provided to update NRC on program 
status when Phase II program finalized. 

GOERING#G. T. Westinghouse Operating Plants Owners Group. 

QQERING, G. T. Northern States Power Co. 06-136. 84/10/24. 

DENTON# H. R. Office of Nuclear Reactor Regulation# Director, 4pp, 
28470: 122. 


8501210223 Forwards IE Info Notice 84-91 re QC control problems of 
meteorological measurements programs. Not i ce provided for 
info purposes, No action required, 

STOHR, J. P. Region 2, Office of Director. 84/12/26 ECKERT# J. P. 

Babcock it Wilcox Co, Ip. 28500:016. 

8501210226 Forwards IE Info Notice 84-91 re QC control problems of 
meteorological measurements programs. Notice provided for 
info purposes. No action required. 

STOHR, J. P. Region 2# Office of Director. 84/12/26 LEES# E. A. 

General Electric Co. Ip. 28500:001. 
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aL>0l21023O Forwards IE Info Notice 84-91 re QC control problems of 
meteorological measurements programs. Not ice provided for 
info purposes. No action required. 

STOHR. J. P. Region 2, Office of Director. 84/12/26. D'AriORE,M. 
Westinghouse Electric Corp. Ip. 28500:006. 

6501210234 Forwards IE Info Notice 84-91 re QC control problems of 
meteorological measurements programs. Notice provided for 
info purposes. No action required. 

STOHR. J.P. Region 2, Office of Director. 84/12/26. ALTO, R. A. 
Babcock & Wilcox Co. Ip. 28500:221. 


8501210257 Notifies of new NRC policy whereby licensee responsible for 
informing inspectors, during insp, if any info proprietary. 

STOHR, J.P. Region 2, Office of Director. 85/01/03. ALTO, R. A. 
Babcock St Wilcox Co. Ip. 28500:259. 


8501210258 Forwards IE Info Notice 84—91 re QC control problems of 
meteorological measurements programs. Not ice provided for 
info purposes. No actions required. 

STOHR, J.P. Region 2, Office of Director. 84/12/26. GUINN, F. K. 
Nuclear Fuel Services, Inc. (sobs, of Getty Oil Co. ). Ip. 
28500:011. 


8501210259 Notifies of new NRC policy whereby licensee responsible for 
informing inspectors, during insp, if any info proprietary. 

STOHR, J.P. Region 2, Office of Director. 85/01/03. LEES, E. A. 
General Electric Co. Ip. 28500:258. 


8501210261 Notifies of new NRC policy whereby licensee responsible for 
informing inspector s, d uring insp, if any info proprietary. 

STOHR, J.P. Region 2, Office of Director. 85/01/03. GUINN, F. K, 
Nuclear Fuel Services, Inc. (subs, of Getty Oil Co. ). Ip. 

28607: 361. 


8501210263 Notifies of new NRC policy whereby licensee responsible for 
informing inspectors, during insp, if any info proprietary. 

STOHR. J.P. Region 2, Office of Director. 85/01/03, D'AMORE, M. 
Westinghouse Electric Corp. Ip. 28500:278. 


8501230360 Forwards proprietary S< nonproprietary response to informal 
NRC questions on WCAP-10125, "Extended Burnup Evaluation of 
Westinghouse Fuel" St application for withholding proprietary 
info (ref 10CFR2. 790). 

RAHE, E, P. Westinghouse Electric Corp. NS-NRC-S5-2992. 85/01/07. 
THOMAS, C. □. Standard i zati on & Special Projects Branch. 2pp. 

28510. 140. 


— 8501230365 Requests withholding proprietary response to informal NRC 
questions on WCAP-10125, "Extended Burnup Evaluation of 
Westinghouse Fuel." (ref 10CFR2. 790). 

WIESEMANN, R. A. Westinghouse Electric Corp. AW-85-004. 85/01/07. 

THOMAS, C. 0. Standardization & Special Projects Branch, 26pp. 
28510. 142. 


8501230400 Forwards Amend 8 to GIBSAR—17-A, "QA Program, " for review 
St evaluation. Requi site number of repts will be submitted 
upon completion of evaluation. 

KEDDIS, N. N. Gibbs St Hill, Inc. (subs, of Dravo Corp.). 85/01/16. 
Record Services Branch (Document Control Desk). Ip. 28512:092, 


—8501230401 GIBSAR-17-A AOS 
Amend S to "QA Program. " 

* Gibbs & Hill, Inc. (subs, of Dravo Corp. ). 84/11/30, 7app. 

28512: 093. 


8501230512 Second response to FDIA request for documents re radioactive 
decontamination of nuclear power reactors. Forwards App B 
documents. App A documents available in PDR. Review 
continuing. 

FELTON, J, M. Division of Rules and Records. 84/06/28. BELL, N. 

Nuclear Information St Resource Service. 5pp. 28521:001. 24X 

Fiche. 50-010, 84/06/28, 8501230512. 


— 8501230517 DNS-Dl-016 V02 

"Technical Study For Chemical Cleaning of Dresden 1, " Vol 
II, Section 3. 

* Dow Chemical Co. 77/06/15. 231pp. 28521:006. 24X 

Fiche: 50-010, 84/06/28, 8501230512. 


8501210283 Forwards IE Info Notice 84-91 re QC control problems of 
meteorological measurements programs. Notice provided for 
info purposes, No action required. 

STOHR. J.P. Region 2, Office of Director. 84/12/26. EN6ELDER, T, C. 
Babcock Sc Wilcox Co. Ip. 28500:021. 


—8501230521 DNS-Dl-016 V08 

"Technical Study for Chemical Cleaning of Dresden 1, " 
Vol vni, Apps, XV-XIX, 

* Dow Chemical Co. 77/06/15. 148pp. 28521:235. 24X 

Fiche: 50-010, 84/06/28, 0501230512. 


8501210343 Notifies of new NRC policy whereby licensee responsible for 
informing inspectors, during insp, if any info proprietary. 

STOHR, J.P. Region 2, Office of Director. 85/01/03. ENGELDER, T. C. 
Babcock St Wilcox Co. Ip, 23494:272. 


8501210346 Notifies of new NRC policy whereby licensee responsible for 
informing inspectors, during insp, if any info proprietary. 

STOHR, J.P, Region 2, Office of Director. 85/01/03. ECKERT, J. P. 
Babcock & Wilcox Co. Ip. 28494:285. 


8501220229 Notification of 850123 meeting w/Hydrogen Control Owners 
Group in Bethesda,MD to discuss hydrogien control program for 
all Mark 111 plants, 

STAHLE,C. Licensing Branch 4. 85/01/15. ADENSAM, E. 0. Licensing 

Branch 4. 2pp. 28520.128 . 24X Fiche: 50-000, 85/01/15, 8501220229. 


8501230106 Forwards AEOD Engineering Evaluation AEDD/E418, "Feedwater 
Transients During Startup at Westinghouse Plants. " Number 
of scrams at Westinghouse plants greater than scrams at 
C-E St BStU plants. 

ZUKOR,D. J. Reactor Operations Analysis Branch. 84/12/31. 

SEVFRIT, K. V, Reactor Operations Analysis Branch- Ip. 28535:348. 


8501240532 Final Deficiency Rept DR-231 re roundness of cylinder lines 
in excess of manufacturer tolerance limits for TDI Standby 
Diesel Generator 1EGS*EG1A. Initially reported on 841204. 

Defective liners rep laced, Diesel generator inspected. 

BOOKER, J.E. Gulf States Utilities Co. RBG-19832. 85/01/03. 

MARTIN, R.D. Region 4, Office of Director. 3pp. 28553:340. 24X 

Fiche; 50-458, 85/01/03, 8501240532. 


85(31240583 Final Deficiency Rept DR-227 re push rod sockets (cups) in 
intermediate rocker assemblies of standby diesel generators 
supplied by TDI. Initially reported on 841210. Deficient push 
rod sockets replaced. 

BOOKER, J.E. Gulf States Utilities Co. RBG-19853. 85/01/09, 

MARTIN. R.D. Region 4, Office of Director. 3pp. 28543:356. 24X 

Fiche: 50-458, 85/01/09, 8501240583. 


8501240592 Final Deficiency Rept DR-228 re cylinder head valves in 
standby diesel generators supplied by TDI. Initially reported 
on 841206. Defective valves on 1EGS»EG1A replaced w/ 
equivalent acceptable valves. 

BOOKER, J.E. Gulf States Utilities Co. RBG-19830. 85/01/07. 

MARTIN. R.D. Region 4. Office of Director, 3pp. 28553:361. 24X 

Fiche. 50-458, 85/01/07, 8501240592. 


—85012301,17 "Feedwater Transients During Startup at Westinghouse 
Plants. " 

ZUKOR, D. Reactor Operations Analysis Branch, AE0D/E41S. 
84/12/31. 13pp. 28535:349, 


8501230171 Approves use of 841126 Rev 9 to WPPSS-QA-004, 

"Operational QA Program Description." in licensing 
applications. QA program maybe implemented immediately. 

KIRSCH.D. F Region 5, Office of Director. 85/01/16. SORENSEN. G. C. 
Washington Public Power Supply System. 2pp. 28512:226. 

8501230300 Memorandum order ruling 0 ;n admissibility of TDI emergency 
diesel generator load contention. Load contention proposed by 
Suffolk County St State of NY, as reorganized by util, disposed 
of per end proposed content! on. Served on 850122. 

DR'ENNER.L, Atomic Safety and Licensing Board Panel. #185 176, OL. 
85/04/18, Office of the Executive Legal Director. 11pp. 

28512: 179. 24X Fiche: 50-322, 85/01/18, 8501230300. 


8501250017 Forwards application for amend to License DPR-59, proposed 
Tech Spec c hanges, saf e ty evaluation supporting amend, 
addendum to GE rept re LOCA analysis GE supplemental 
reload licensing submittal. Fee paid. 

MCNEILL, C. A. Power Authority of the State of New York. JPN-S5-03. 
85/01/16, VASSALLO, D' B. Operating Reactors Branch 2. 2pp. 
28549:263. 24X Fiche: 30-333, 85/01/16, 8501250017. 

—8501250034 NEDO-2 16^-2 A©004 

Addendum 4 to '’LQCiife Ana lysis Rept for JA Fitzpatrick Nuclear 
Power Plant (Lead Plant). " 

* General Electric Co. JPTS-85-002. 84/12/31. 8pp. 20549:284. 

24X Fiche; 50-333. 85/01/16, 8501250017. , 


— 8501250041 23A1806 1RW 

Rev 0, Class I to "Supplemental Reload Licensing Submittal 
for JA Fitzpatrick Nuclear Power Plant Reload 6. " 

DENNISON, D, K. , ZARBIS. W, A. , CHARNLEY, J. S. General Electric Co, 
84/11/30 28pp. 28549:292. 24X Fi ch e: 50-333, 85/01/16, 8501250017. 
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8501250095 Forwards Rev 7 to "Exxon Nuclear COi Inc QA Program 
Topical Kept for Nuclear Fuel Design & Fabrication. " 

VOLMERiC. J. Exxon Nuclear Co. > Inc. (subs, of Exxon Corp. ). 
85/01/19. Record Services Branch (Document Control Desk). Ip. 
28552: 076. 


— 8501250109 XN-NF-IA R07 

Approved Rev 7 to "Exxon Nuclear Co. Inc QA Program Topical 
Rept for Nuclear Fuel Design & Fabrication. " 

* Exxon Nuclear Co. . Inc. (subs, of Exxon Corp. ). 85/01/31. 

68pp. 28552:077. 


S501250162 Forwards response to NRC questions re BAW-10155, "F0AM2 - 
Computer Program to Calculate Core Swell Level it Mass Flow 
Rate During Small Break LOCA. " per NUREO-0565 & NUREe-0737, 

Item II. K. 3. 30. 

TAYLOR. J.H. Babcock Sc Wilcox Co. ESC-007. 85/01/15. THOMAS. C. O. 

Standardization & Special Projects Branch. Spp. 28552:001. 


8501250174 Forwards proprietary errata for Rev 2-P to CEN-269(S)'-P. 
"Core Protection Calculator/Contro 1 Element Assembly 
Calculator Sys Phase II Software Verification Test Rept." 
due to typos. Errata withheld (ref 10CFR2. 790). 

MEDFORD. M.O. Southern California Edison Co. 85/01/23. Office of 
Nuclear Reactor Regulation. Director. KNIGHTON. O. W. Licensing 
Branch 3. 2pp. 28549:360. 24X Fiche: 50-361. 85/01/23. 8501250174. 


8501250194 Forwards nonproprietary Rev 1 to NEDO-30603- 1 . “Duane Arnold 
Energy Ctr Power Uprate. " 

MCGAUGHY. R. W. Iowa Electric Light S< Power Co. NG-85-0109. 

85/01/18. DENTON. H. R. Office of Nuclear Reactor Regulation. 

Director. Ip. 28549:167. 24X Fi che: 50-331. 85/01/18. 8501250194. 


— 8501250202 NEDO-30603-1 ROl 

Rev 1 to. "Duane Arnold Energy Ctr Power Uprate. " 

ROGERS. A. E.. GRIDLEY. R. L. General Electric Co. 84/12/31. 101pp. 

28549: 168. 24X Fiche: 50-331, 85/01/18, 8501250194. 


8501250211 Application for amend to License DPR-49. consi sting of 
proposed Change RTS-181. revising Tech Specs to adjust 
pressure temp operating limits for reactor vessel. Enel GE 
analysis supports proposal. Fee paid. 

MCGAUGHY, R. W. Iowa Electric Light & Power Co. NG-85-0003. 
85/01/11. DENTON. H. R. Office of Nuclear Reactor Regulation. 
Director. 4pp. 28549:098. 24X Fiche: 50-331, 85/01/11. 8501250211. 


— 8501250227 NEDC-30839 

"Duane Arnold Energy Ctr Reactor Pressure Vessel Fracture 
Toughness Analysis to 10CFR50 App G. May 1983." 

CAINE. T. A. General Electric Co. DRF B13-01320. 84/12/31. 54pp. 

28549:111. 24X Fich e: 50-331 , 85/01/1 1. 850125021 1. 


8501250216 Forwards "TDI Diesel Generator Program Plan" it Vols 1—4 to 
"TDI Diesel Generator Design Review it Quality Revalidation 
Rept. " Program plan describes approach to resolving SER 
Outstanding Issue 24 on TDI diesel reliability. 

EDELMAN.M. R. Cleveland Electric Illuminating Co. 85/01/17. 
YOUNGBLOOD. B. U. Licensing Branch 1. 2pp. 28550:001. 24X 

Fiche: 50-440. 85/01/17. 8501250216. 


— 8501250229 "TDI Diesel Generator Program Plan. " 

* Cleveland Electric Illuminating Co. 85/01/17. 48pp. 

” 28550:003. 24X Fiche: 50-440. 85/01/17. 8501250216. 


—8501250240 Vols 1-4 to "TDI Diesel Generator Design Review it Quality 
Revalidation Rept. " 

DEESE.R.U. . RAY. C. L. TDI (Transamer ica Delaval. Inc.) Owners 
Group. 84/12/31. 550pp. 28550:050. 24X Fiche: 50-440. 85/01/17. 

8501250216. 


8501250584 Final Deficiency Rept DR-203 re arc strikes & weld spatter 
on Interior of four diesel starting airtanks supplied by 
TDI. Air start eye adequate to. perform safety function. 

Condition nOt reportatte Under 10CFR50. 55(e). 

BOOKER. J.E. Gulf States Utilities Co. RBG-19879. 85/01/10. 

MARTIN. R. D. Region 4. Office of Director. Ip. 28561:271, 24X 

Fiche: 50-458. 85/01/10. 8501250584. 


8501280063 Requests relief from diesel generator operating restrictions 
& elimination of related documents as fuel load 
requirements. Justification for relief request provided. 

BECK. J. W. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co. ). TXX-4397. 85/01/18. YOUNGBLOOD. B. J. Licensing 

Branch 1. Spp. 28570:032. 24 X Fiche: 50-445. 85/01/18. 8501280063. 


8501280064 Revised final; Deficiency Rept DR-172 re rupture of jicke^t 
water shroud for Standby Diesel Generator A supplieii by TDI, ' ! V 

General Flush J^oced-ufe l^G^ revised. 

BOOKER. J. E,' Gulf States Utilities Co. RBG-19854. 85/01/09. 

MARTIN. R. b. Rejion 4* Office of Director. 3pp. 28615:027. 2A% 

Fiche: 50-^58. 85/01/69. 8501280064. 


3501280192 Corrected Interim Deficiency Rept DR-265 re deteriorated 
shielded cables in TDI standby diesel generator excitation 
cabinets. Initially reported on 841 1 13. Wiring changed. Next 
rept will be submitted by 850214. 

BOOKER. J.E. Gulf States Utilities Co. RBG-19833. 84/12/12. 

MARTIN. R.D. Region 4. Office of Director. 3pp. 28614:312. 24X 

Fiche: 50-458, 84/12/12. 8501280192. 


8501280206 Corrected final Deficiency Rept DR-171 re possible failure 
of Robertshaw thermostatic flow control valves on TDI 
standby diesel generators. Item not reportable per 
10CFR50. 55(B). 

BOOKER. J.E. Gulf States Util ities Co. RBG-18228. 84/07/16. 

COLLINS. J.T. Region 4. Office of Director. Ip. 28615:024. 24X 

Fiche; 50-458. 84/07/16. 8501280206. 


8501280243 Partial response to FOIA request for documents re IGSCC. 
App A documents available in PDR, Search for addl documents 
continuing. 

FELTON, J.M. Division of Rules and Records. 84/07/13. BELL, N. 
Nuclear Information & Resource Service. 2pp. 28633: 120. 24X 

Fiche: 50-531. 84/07/13. 8501280243. 


— 8312160245 Reaffirms position on conducting pipe leak it rupture 
investigations of Mark I BMR reactor coolant loop piping. in 
response to 831011 Itr. Urges expedited cooperation w/LLL on 
Mark I BWR piping study. 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
83/10/25. SHERWOOD. G. G. General Electric Co. 30pp. 28633:149. 


— 8501280257 Discusses double ended guillotine break (DEGB) studies Se 
plans to apply leak-before-break criterion to BWRs. NRC 
should define priorities it sequence of study work to 
begin BWR DEGB stud y . Reasons for recommendations listed. 

SHERWOOD. G. G. General Electric Co. MFN-190-83. 83/10/10. 

DENTON. H.R. Office of Nuclear Reactor Regulation. Director. 
MINDGUE.R. B. Office of Nuclear Regulatory Research. Director. 
27pp. 28633:122. 


— 8501280285 Expresses appreciation for meeting on BWR double ended 
guillotine break study & other technical issues. Key elements 
of proposed Mark III study listed. 

SHERWOOD. G. G. General Electric Co. MFN-008-84. 84/01/23. 

MINDGUE.R. B. Office of Nuclear Regulatory Research. Director. 
2pp. 28633:235. 


8501280245 Advises of completion of annual changes in committee 
chairmen. List of current chairmen Sc sponsors end. 

GAHTHNER. R. W. Babcock Sc Wilcox Operating Plants Owners Group. 
85/01/22. KADAMBI.P. NRC - No Detailed Affiliation Given. 2pp. 
28569: 305. 


B501280306 Summarizes 840118 telcon re inconsistency between NUREG-0737 
Sc Rev 1 to Reg Guide 1.89 concerning environ qualification 
of saf ety-nelated equipment. Rev 1 to Reg Guide 1.89 
accurately reflects current NRC position. 

DAWE.G. F. Stone Sc Webster Engineering Corp. 85/01/23. HULMAN. L. 
Accident Evaluation Branch. 2pp. 28567:043. 


8501280486 Part 21 rept re potential defect in DSR or DSRV standby 
diesel generator or air filter in engine control panel. 

.Caused by change in filter purchase spec. Polycarbonate 
filter bowl will be replaced w/metal bowl. 

BOYERiR.E. Transamerica Delaval. Inc. 85/01/22. Director's 
Office. Office of Inspection and Enforcement. Spp. 28563:094, 24X 

Fiche: 50-000. 85/01/22. 8501280486. 


8501280576 Further response to FOIA request for documents re TDI diesel 
generators at plant Sc problems Sc defects securing w/TDI 
generators currently used or being tested. Forwards documents 
listed in App A. App A Documents 1-8 available in PDR. 

FELTON. J.M. Division of Rules and Records. 84/08/06. BELL. N. 
Nuclear Information Sc Resource Service. 3pp. 28638:316. 24X 

Fiche: 50-000, 84/08/06. 8501280576. 


— 8311230073 I TER-C 5506-426 

"Evaluation of Diesel Generator Failure at Sboreham Unit 1. 
Interim Rept on Phase 1. Failure Cause Evaluation. interim 
technical evaluation rept, 

HERRICK. R.C, Franklin Institute/Frank 1 in Research Center. 
NRC-03-81-130. 83/11/18. GIARDINA, R. J. NRC - No Detailed 

Affiliation Given. 41pp, 28638: p03. 24X Fiche; 50-000. 8V0S/06. 

8501280576. 


— ^840^70111 Forwards "Evaluation of Diesel Generator Failure at 
Shoreham Unit 1. Interim Rept on Phase 2.Failure Cause 
Evaluation. " draft interim technical evaluation rept. 
Comments requested within 10 days, 

BERLINGER* C, Division of Licensing, 04/<)2/2B. BRIGHT. R, 
Equipment Qualification Branch. Ip. 28638:044. 24li( 

Fiche: 50-000. 84/08/06. 8501280576. 
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— 8403280290 Forwards comments on Franklin Research Ctr draft technical 
evaluation rept^ “Evaluation of Diesel Generator Failure at 
Shoreham Unit Interim Rept on Phase 2fFailure Cause 
Evaluation, " per 84022S request. 

NOONAN, V.S. Equipment Qualification Branch. 84/03/09, 

BERLINGERiC. Division of Licensing, 4pp. 28638:045. 24X 

Fiche: 50-000, 84/08/06, S501280576. 


— 8404040336 Forwards staff comments on, “Evaluation of Diesel Generator 
Failure, Interim Rept on Phase 2, Failure Cause Evaluation.** 
Conclusions not specific as to acceptability or 
unacceptability of new crankshaft. Meeting planned on 840326. 

GIARDINA, R. J. Power Systems Branch. NRC-03-Si-130. 84/03/19. 

HERRICK,R. C. Franklin Institute/Franklin Research Center. 7pp. 
28638: 057. 24X Fiche: 50-000, 84/08/06, 8501280576. 


— 8501280586 Forwards draft rept covering Phase II of diesel generator 
failure investigation review. 

HERRICK, R.C. Franklin Institute/Frank lin Research Center. 
NRC-03-ei-130. 84/12/17. GIARDINA, R. J. NRC - No Detailed 

Affiliation Given, Ip. 28638:002. 24X Fiche: 50-322, 84/08/06, 

8501280576. 


8501290140 Notification of 850130 meeting w/Westinghouse 8c Westinghouse 
Owners Group in Bethesda,MD to discuss Phase 2 program 8< 
establish schedule for final resolution of qualification of 
equipment affected by main steam line break. 

WIGGINTON, D. L. Operating Reactors Branch 1, 85/01/16. VARGA, S. A. 

Operating Reactors Branch 1, 2pp. 28646: 130. 


8501290209 Comments on NRC 841130 Itr & bill for collection (D0096) for 
NRC review of NEDE-23785-1, Vol III. Billing inappropr iate & 
w/o merit. Abrogation of separate billing for Vol III 
requested. 

PFEFFERLENi H. C. General Electric Co. MFN 176-84. 85/01/25. 

MILLER, W. 0. License Fee Management Branch. 3pp. 28616:030. 


8501290357 Forwards response to NRC request for addl info on NEDE— 
24011, Rev 6, Amend 8. Requests info be withheld 
(ref 10CFR2, 790). 

PFEFFERLEN, H. C. General Electric Co. MFN 178-84. 85/01/14. 

THOMAS,C. 0. Standard! 2 ation & Special Projects Branch. Ip. 
28618: 233. 


8501290518 Forwards proprietary Sc nonpropr ietary addenda to CEN-291(S>, 
“Response to NRC Questions on San Onofre Nuclear Generating 
Station, Units 1 8( 2, Cycle 2.*' Proprietary addendum withheld 
(ref 10CFR2. 790). 

MEDFORD, M.O. Southern California Edison Co. 85/01/25. 

KNIGHTON, G. W. Licensing Branch 3. 3pp. 286 lA: 144. 24X 

Fiche; 50-361, 85/01/25, 8501290518. 


—8501290525 CEN-291 <S) -NP ADD 

Nonproprietary addendum to CEN-291 <S) "Response to NRC 
Questions on San Onofre Nuclear Generating Station Units 2 
& 3, Cycle 2. '* 

* Combustion Engineering, Inc. 85/01/31. 14pp. 28616: 147. 24X 

Fiche: 50-361. 85/01/25, 8501290518. 


8501300186 Requests meetings w/NRC on 850123 & 24-25 to discuss 
hydrogen control program plan & acceptance criteria & obtain 
approval of program plan concept Sc philosophy. Meeting agenda 
end. 

HOBBS, S. H. Hydrogen Control Owners Group. HGN-025. 85/01/08. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 
28642: 199. 24X Fiche: 50-000, 85/01/08, 8501300186. 


8501300219 Forwards proprietary Sc nonproprietary versions of 
CEN-293<S), "End of Cycle 1 Shoulder Gap Evaluation. " 
Existing fuel element assembly has sufficient shoulder gap 
clearance. Proprietary rept withheld (ref 10CFR2. 790), 
MEDFORD, M.D, Southern California Efiison Co, 85/01/28. 
KNIGHTON, C. W. Licensing Branch 3, 6pp. 28M3:07l. 24X 

Fiche; 50-36-1, 85/01/28, 8501300219. 


— 85013OO227 CEN-293(S)-NP 

Nonproprietary *fEnd of Cycle 1 Shoulder Gap: Evaluation, ’* 

* Combustion Engineering, Inc. 85/01/31. 14pp. 28643:077. 24X 

Fiche; 50-361, 85/01/28,8501300219. 


850130025^ Discusses implementation of alternative pipe break criteria. 
Elimination of postulated pipe breaks in RCS primary loop Sc 
other large Class I piping sys has considerable economic 
benefit to utils while improving overall plant safety. 

RAHE,.E. P. Wastinghioyse Electric Corp. , NSrNRC-e5-2992. 85/01/25. 

DENTtiN, H. Of fi'pe of . Nuclear Reactor Regulation, Director. 2pp. 

: 28643:031.. ' ' ''' ’ 

8501300551 Mul'ti-P lant- Action. E-05 re 

•...Hts|5irw...ho=U5-e'.'NHt lo.op- ''operktipn.. ' >• . 

■ E;I^^^NHUT,D,G.. , Diyi^ipn of Licensing* 85/gi/t7. LAIMaS* G. C. 

,AKS.sis'tai;»t- D:iVaci^aif for 'Operating' Reactors. Ip. S8684:152. 24X 

' .FiCh^:5ff^g!0,®5/01;/17, ^1300551, 


— 8501300565 Requests approval to close out Multi-Plant Action E-05 re 
Westinghouse N-i loop operation. No active applications exist 
in NRR. 

WIGGINTON, D. L. Operating Reactors Branch 1. 85/01/11. 

EISENHUT, D. 6. Division of Licensing. 2pp. 28684:153. 24X 

Fiche; 50-000, 85/01/17, 8501300551. 


8501300564 Summary of 850110 meeting w/licensee 8c Westinghouse Owners 
Group re upper plenum injection evaluation model for two 
Westinghouse power plants. 

DIIANNI,D. C. Operating Reactors Branch 3. 85/01/22. Operating 

Reactors Branch 3. 4pp. 28684:148. 24X Fiche: 50-282, 85/01/22, 

8501300564. 


8501300612 Notification of 850130 meeting w/Hydrogen Control Owners 
Group in Bethesda, MD to discuss hydrogen generation rates. 

STAHLE, C. Licensing Branch 4. 85/01/24. ADENSAM, E. G. Licensing 

Branch 4. 6pp. 28672:342. 24X Fiche: 50-000, 85/01/24, 8501300612. 


8501310103 Forwards Vols 1-4 of "TDI Diesel Generator Design Review & 
Quality Revalidation Rept. ” TDI diesel generators presently 
installed at facility capable of rel iab 1 y' p erf orming 
intended safety function. 

FOSTER, D. □. Georgia Power Co. GN-50B. 85/01/18. ADENSAM, E. 0. 

Licensing Branch 4. 2pp. 28653:001. 24X Fiche: 50-424, 85/01/18, 

8501310103. 


— 8501310107 "TDI Diesel Generator Design Review 8c Quality Revalidation 
Rept, *’ Vols 1-4. 

DEESE, R. J. , RAY, C. L. TDI (Transamer ica Delaval, Inc.) Owners 
Group. 84/12/31. 1,400pp. 28653:003. 24X Fiche: 50-424, 85/01/18, 

8501310103. 


8501310222 Forwards Rev 0 to 23A1813, "Supplemental Reload Licensing 
Submittal for Cooper Nuclear Power Station Unit 1, Reload 9." 
Proposed Change 17 to Tech Specs end. Fet paid. 

KUNCL, L. G. Nebraska Public Power District. NLS8500006. 85/01/10. 

VASSALLD, D. B. Operating Reactors Branch 2. 14pp. 28655:090. 24X 

Fiche: 50-298, 85/01/10, 8501310222. 


— B501310230 23A1B13 ROO 

Rev 0 to 23A1813, “Supplemental Reload Licensing Submittal 
for Cooper Nuclear Power Station Unit 1, Reload 9.” 

LAMBERT, P. A. , ZARBIS, W. A. , CHARNLEY, J. S. General Electric Co. 
84/11/30. 74pp. 28655:104. 24X Fich e: 50-298, 85/01/10, 8501310222. 


8501310289 Ack receipt of Revs 26-32 of QA Topical Rept CE-l-A. Revs 
satisfy 10CFR50, App B requirements, per 840111 8c 23 meetings 
w/util at corporate of cs. Unresolved issues re procurement 
activities noted in listed insp repts. 

SPESSARD, R. L. Region 3, Office of Director. 85/01/28. REED, C. 
Commonwealth Edison Co. 2pp. 28659:130. 24X Fiche: 50-000, 85/01/28, 

8501310289. 


8501310369 Forwards proprietary responses to questions raised during 
review of Topical Rept ATI-VR-001 (P). Rep t prepared 8< 
submitted prior to adoption of 10CFR61 re waste form 
stability requirements. Responses withheld. 

DAY.U. E, Associated Technologies, Inc. CH-092-137. 85/01/23. 

THOMAS, C. 0. Standardization Sc Special Projects Branch. Ip. 

28656: 091. 


WASH REGULATORY PUBLICATIONS - PRE-NUREG SERIES 


8501300158 Partial response to FOIA request for documents re listed 
FIN fi les. Forwards documents listed in App A Sc App B, 

Documents available in FDR. 

FELTON, J.M. Division of Rules and Records. FIN A-3712. 84/08/09. 
SHOLLY, a C. Union of Concerned Scientists. 11pp. 28665:128. 24X 
Fiche: 50-000, 84/08/09, 8501300158. 


— 8501300659 Forwards slide re acute fatality risk curve 8e meeting agenda 
to discuss current status of review. Advises of 820325-26 
meetings w/ACRS Subcommittee on Reliability Sc Probabilistic 
Assessment 8c util. Related info end. 

THADANI,A. Reliability 8c Risk Assessment Branch. 82/03/25. 

ERNST, M. Assistant Director for Technology Review. 75pp. 

28667: 216. 24X Fi^he: 50-000, 84/08/09, 8501300158. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


8412140308 Responds to 841107 request for review Sc comment on NUPAC 
topical rapt re ENIRALLDY family of high integrity 
c ontainers. Closure by seal weld of Style B contrary to Item 
41 of NRC branch technical position on waste form. 

COBB, L. I. Safeguards. Sc Materials Program Branch. 84/12/11. 
BARI^TT, L,.H, Engineering Branch (Post 831001 ). Ip. 28638: 001. 
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8501030345 Foruards radiological & engineering assessments for 15 
vicinity properties located in Salt Lake Ci ty « UTi inc 1 ud ing 
SL002, SL054. SL003, SL004, SL005. SL007, SL013, SL015, SL014. SL043. 
SL046, SL025, SL051. SL051, SL081 St SL059. 

THEMELIS, J. G. Energy, Dept. of. 84/11/07. HIGGINBOTHAM, L. 
Division of Waste Management. Ip. 28234:085. 


--8501030349 FBDU 386-318,321 

"Radiological & Engineering Assessment for Granite School 
District Property (11) & Tesco Property (12)." 

* Ford, Bacon Sc Davis Utah, Inc. 82/08/31. 44pp. 28234:086. 


“8501030351 FBD 386-351 

"Radiological Sc Engineering Assessment for Shade Shop 
(Property 33). " 

* Ford, Bacon Sc Davis Utah. Inc. 83/05/31. 24pp. 28234: 130. 


—8501030354 FBDU 386-305 

"Radiological Sc Engineering Assessment for Salt Lake County 
Housing Units. " 

* Ford, Bacon Sc Davis Utah, Inc. 82/08/31. 32pp. 28234: 152. 


—8501030356 FBDU 386-307,309,315 

"Radiological Sc Engineering Assessment for Trailer Court 
Property (62) Drake Property (18) Sc Brunswick Property 
( 10 ). ■■ 

* Ford, Bacon Sc Davis Utah, Inc. 81/07/31. 38pp. 28234: 182. 


— 8501030358 Final "Radiological Sc Engineering Assessment for Fire 
Station SLC. " 

e- Ford, Bacon Sc Davis Utah, Inc. 81/02/13. 61pp. 28234: 223. 


—8501030359 FBDU 386-330 

"Radiological Sc Engineering Assessment for Continental 
College of Beauty (Property 4)." 

* Ford, Bacon Sc Davis Utah, Inc. 82/09/30. 34pp. 28234:284. 


—8501030362 FBD 386-357 DRFT 

Draft "Radiological Sc Engineering Assessment for Country 
Carpets Property (37). " 

* Ford, Bacon 8< Davis Utah, Inc. 83/06/30. 22pp. 28234:318. 


—8501030367 FBD 386-342,345 DRFT 

Draft "Radiological Sc Engineering Assessment for Fairclough 
Property (17) S< Wilcox Property (27)." 

* Ford, Bacon Sc Davis Utah, Inc. 83/03/31. 28pp. 28234:340. 


— 8501030371 FBD 386-354 

"Radiological Sc Engineering Assessment for Ensign Shoe/ 

Val Lanne Site (Property 38). " 

* Ford, Bacon Sc Davis Utah, Inc. 83/07/31. 25pp. 28235: 006. 


— 8501030375 FBDU 386-336, 333 

"Radiological Sc Engineering Assessment for Certified 
Industrial Supply (Property 8) Sc Paiz Residence (Property 
16). " 

* Ford, Bacon Sc Davis Utah, Inc. 82/08/31. 55pp. 28235:031. 


8501040041 Requests full-time effort of J Daemen Sc K Wahi to assist in 
NRC 841220-850320 review of draft environ assessments for 
nuclear waste repository sites. Work requirements Sc schedule 
for reviews listed, 

NATARAJA, M. S. Engineering Branch (Post 831001). FIN A-1755. 1721. 

84/12/13. BQNANO, E. J. Sandia National Laboratories. 2pp, 

28209; 218. 


8501040054 Comments on Aug 1984 progress 1 tr for FIN A-3164, "Review 
of DOE Waste Package Program" Sc FIN A-3167, "Review of Waste 
Package Verification Tests." 

WICK, E. A. Engineering Branch (Post 831001), FIN A-3164. 1666. 

84/10/12. SOO, P. Brookhaven National Laboratory. 2pp. 28209:244. 


8501040109 Forwards minutes of Natl Ofc of Civilian Radwaste Mg t 
841003-04 meetings in Atlanta, GA. Transportation issue papers 
will be sent to persons interested in transportation 
modeling workshop. Lists of attendees Sc agreements also end. 

GALE, R. W. Energy, Dept. of. 84/11/16. RUSSELL, C. Division of 
Waste Management. 22pp, 28209:270. 


8501040130 Comments on Sept 1984 progress 1 tr for FIN A-3164, "Review 
of DOE Waste Package Program" Sc FIN A-3167, "Review of Waste 
Package Verification Tests. " 

WICK, E. A. Engineering Branch (Post 831001). FIN A-3164. 1695. 

84/11/28. SOO, P. Brookhaven National Laboratory. 3pp. 28209:303- 


8501040140 "Technical Assistance for Design Reviews, " monthly technical 
rept for Oct 1984. 

RAJARAM, V. Engineers International, Inc. FIN B-7328. 1664. 

84/11/16. TIKTINSKY, D. Engineering Branch (Post 831001), 5pp. 
28209: 306. 


8501040141 Requests attendance at 841129 meeting to discuss preparation 
of memo re scope & conclusions of branch review of South 
Salt Lake Remedial Action Plan. 

WEBER, M. F. Geotechnical Branch (Post 83 1001 ) . 84/11/27. 

JOHNSON, T. L. , FORD, W. , BLACKFORD. M. Geotechnical Branch (Post 
831001). Ip. 28209 311. 


— 8501040151 Forwards hydrologic engineering evaluation of surface water 
hydrology for Canonsburg, PA site. Site meets EPA long-term 
stability requirements outlined in 40CFR192. 

BROWNING, R. E. Division of Waste Management. 83/12/16. 

CUNNINGHAM, R. E. Division of Fuel Cycle & Material Safety. 13pp, 
28209; 312. 


8501040143 Forwards, for review under Task 1, listed DOE repts received 
recently. Progress reported in 841102 monthly progress rept 
for Oct 1984 sati sfac tory. Environ assessments expected by 
841220. W/o end. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN B-7377. 1704. 

84/11/26. WILLIAMS, R. E. Wi 1 1 i ams & As s oc i at es. 2pp. 28209:325. 


8501040150 Forwards "Submerged Demineralizer Sys Liner Qualification as 
High Integrity Container - Hanford Burial. " Rept supports 
request for approval of disposal of loaded submerged 
demineralizer sys vessels as high integrity containers. 

TEMUS, C. J. Nuclear Packaging, Inc. JJ2441-1. 84/11/21. JOHNSON, T. 

Engineering Branch (Post 831001). 2pp. 28236:015. 


— 8501040153 "Submerged Demineralizer Sys Liner Qualification as High 
Integrity Container - Hanford Burial. " 

* Nuclear Packaging, Inc. 84/11/20. 200pp. 28236:017. 


8501040160 Forwards "Outline for SRQA Recommendations Document. . . , " 
per Section H. 9. 1 of Contract NRC-02-84-007 & author 841017 
Itr. Task 2 outline differs in format from version in Task 1 
plan. Partial payment invoice will be sent at later date. 

BLAND, W. M. GeeB's, Inc. FIND-1014, 1711. 84/11/27. 

DELLIGATTI-M. S. Policy S« Program Control Branch (Post 831001). Ip. 
28209; 332. 


— 8501040172 "Outline for SRQA Recommendations Document To Be Used by NRC 
in Dealing W/DOE Effort Under Nuclear Waste Policy Act of 
1982. " 

* GeeB's, Inc. FIN D-1014. 84/11/27. NRC - No Detailed 

Affiliation Given. 7pp. 28209:333. 


8501040161 Provides expanded trip rept for Nevada Nuclear Waste Storage 
Investigations conducted under Task 005 during month of Sept 
1984. 

IMSE, J, P. Weston Geophysical Corp. FIN D-1003. 1696. 84/12/03. 

RICE, B. Geotechnical Branch (Post 831001). 3pp. 28209:340. 


8501040177 Forwards comments on draft generic technical position, 
"In Situ Testing During Site Characterization for High Level 
Nuclear Waste Repositories." Comments solicited from members 
of US Natl Committee for Rock Mechanics. 

HEISLER, S. V. National Research Council. FIN B-6932. 1709. 

84/11/28. GUPTA, D. Engineering Branch (Post 831001). 7pp. 
28214; 251, 


8501040179 Notifies of 841115-16 eighth bimonthly meeting w/Salt States 
it NRC in Columbus, OH. No comments on agenda received. 

Notification of any addl topics for discussion requested. 

TAYLOR, T.J. Energy, Dept. of. 765. 84/11/07. LINEHAN, J, J. 

Repository Projects Branch (Post 831001), Ip. 28209:351, 


8501040180 Comments on review of Sager St Runchal Apr 1982 article 
entitled, "Permeability of Fractured Rock." Review 
underscores problem associated w/most approaches to 
fracture flow analysis. 

WILLIAMS, R. W. Williams St Associates. FIN B-7372. 1710. 84/11/26. 

GORDON, M. Division of Waste Management. 2pp. 28209:352. 


8501040186 Submits comments re Nov 1983 BNWL review team rept 
re BWIP, Detailed contingency plan necessary in event of 
high pressure, high permeability water bearing zone. 

WINTER, G. Williams & Associates. FIN B-7372. 1693. 84/11/27, 

GORDON, M. Division of Waste Management. 6pp. 28209:354, 


8501040187 Advises that first of three planned submittals of 
geologic data for Gulf Coast region should arrive at NRC on 
841008. Submittal includes two complete sets of geophysical 
logs, seismic reflection sections 8« gravity data. 

MILLER, J.R. Earth Technology Co. 785. 84/10/05. JOHNSON, R. NRC - 

No Detailed Affiliation Given. 57pp 28212:209, 


8501040191 Requests review of draft BWIP hydrology test plans (Store 
et al) w/ref to borehole completion rept for DC-19, DC-20 & 

DC-22. Written results requested by 841207. Description of 
proposed 841211 meeting re fractured media end. 

GORDON, M. Geotechnical Branch (Post 831001). FIN B-7372, 1718. 
84/11/19. WILLIAMS, R. E. Williams St Associates. Ip. 28209:360 



518 


NONDOCKETED ITEMS 


— 85010700S0 "Revised Radiological & Engineering Assessment for Property 
GJ-08742--MR. " 

* Bendix Corp. 84/08/31. 34pp. 28242:009. 


— 8501070085 "Revised Radiological it Engineering Assessment for Property 
GJ-42871-RS. " 

* Bendix Corp. 84/07/31. 33pp. 28242:043. 


— 8501070087 "Revised Radiological & Engineering Assessment for Property 
0J-077S7-RS. " 

# Bendix Corp. 84/08/31. 28pp. 28242:076. 


— 8501070091 "Revised Radiological & Engineering Assessment for Property 
GJ-OIOOO-RS. " 

# Bendix Corp. 84/08/31. 31pp. 28242:104. 


— 8501070096 "Revised Radiological 8* Engineering Assessment for Property 
GJ-00975-RS. ■' 

TUCKER,M. K. Bendix Corp. 84/07/31. 48pp. 28242:135. 


— 8501070097 "Revised Radiological it Engineering Assessment for Property 
GJ-00429-0T Phase 1 - Exterior Work. " 

* Bendix Corp. 84/04/03. 34pp. 28242:183. 


— 8501070099 "Revised Radiological & Engineering Assessment for Property 
GJ-12121-RS. " 

* Bendix Corp. 84/04/30. 32pp. 28242:217. 


— 8501070102 "Revised Radiological & Engineering Assessment for Property 
GJ-00106-CS. " 

* Bendix Corp. 84/04/30. SSpp. 28242:249. 


— 8501070104 "Revised Radiological & Engineering Assessment for Property 
GJ-04763-CS. " 

* Bendix Corp. 84/07/31. 44pp. 28242:287. 


8501070072 "Review of DOE Waste Package Program" & "Review of Waste 
Package Verification Tests* " monthly mgt repts for Oct 1984. 

KATO, W. Y. Brookhaven National Laboratory. FIN A-3164. 1667. 

84/11/16. WICK* E. A. High Level Waste Licensing Management Branch. 
45pp. 28228:010. 


8501070074 Informs of review by E Gause of revised MCC-IP test for 
waste form leach ing. Ap proval for general use recommended. 

Concerns re use of Teflon containers addressed & adequately 
resolved. BNL 841119 memo end. 

800/ P. Brookhaven National Laboratory. FIN A-3167. 1661. 

84/11/19. WiCKiE. A. High Level Waste Licensing Management Branch. 
2pp, 28227:328. 


8501070078 Monthly status rept for Oct 1984. 

BLAND/W.M. GeeB'si Inc. FIND-1014. 1663. 84/11/18. 

DELLIGATri* M. S. Policy 5< Program Control Branch (Post 831001). 4pp. 
28227: 324. 


8501070083 Forwards high level waste data base requirements analysis it 
detailed description of proposed data base file structure. 

SULLIVAN/ T. Brookhaven National Laboratory. FIN A-3167. 1665. 

84/11/20. WICK* E. A. High Level Waste Licensing Management Branch. 
20pp. 28227:304. 


8501070092 Trip rept of attendance at 841014-20 Symposium on 
Geotechnical Assessment it Instrumentation Needs for Nuclear 
Waste Isolation in Crystalline Rocks in Berkeley* CA. 

SCHMITT, TJ. Earth Sciences Branch (post 840429). 84/12/21. 
BERATAN,L. L. Earth Sciences Branch (post 840429). 10pp. 28369:260. 


8501070101 Forwards marked-up "Description of Proposed New Activities 
for FIN A-1775 During FYB5. " Outline of proposed ideas 
end/ per 841115 telcon. 

WAHI/K. Sandia National Laboratories. FIN A-1755. 1670. 84/11/20. 

GREEVES/J. T. Engineering Branch (Post 831001). Spp. 28227:294. 


8501070105 Forwards final event list for FIN A-1 165* Task 3* 
"Probability." Changes discussed on 841115 incorporated. 

HUNTER/ R.L. Sandia National Laboratories. FIN A-1165. 1671. 

84/11/20, PEETERS,L. A, Repository Projects Branch (Post 831001). 
2pp. 2S227; 292. 


8501070111 Forwards final program plans for FIN A-1165/ Tasks 1 8t 3 
"Assisting in Development of Licensing Assessment 
Methodology" & "Identifying Techniques for Probability 
Assignment, '* respectively. 

HUNTER/R. L, Sandia National Laboratories. FIN A-1165. 1672, 

84/11/19. PEETERS* L. A. Repository Projects Branch (Post 831001). 
9pp. 28227:269 


8501070118 Forwards 841116 telcon record re FR publication of "Issue 
Oriented Site Technical Position for BWIP. " 

ASH, E, B. Rockwell International Corp. 1094. 84/11/29. OLSON, O. L. 

Energy, Dept. of. 2pp. 28227:267. 


8501070123 Forwards signed signature page for Salt Lake City Site 
remedial action p 1 an. C oncurrenc e conditional w/rock size to 
be used for erosion protection cover at Clive & durability 
specs provided in 841029 Itr. 

HIGGINBOTHAM, L. Uranium Recovery Licensing Branch. 84/11/26. 
THEMELIS, J. G. Energy, Dept. of. 6pp. 28227:261. 


8501070124 Forwards two sets of borehole S( geophysical logs used in 
preparation of draft topical rept "Stratigraphic it 
Structural Configuration of Navajo (Jurassic) Through Quray 
Formations in Vicinity of Davis & Lavender Canyons. ..." 

GRANT, T. A. Woodwar d-C 1 y de Consultants, Inc. 727. 84/10/23. 

JOHNSON, R. NRC - No Detailed Affiliation Given. 5pp. 28227:255. 


8501070125 Forwards* for review & c one urren c e* rad iolog ical it engineering 
assessments for properties in Grand Junction* CO. 

TUCKER, M.K. Energy, Dept. of. 84/12/04. HIGGINBOTHAM, L. Low-Level 
Waste it Uranium Recovery Projects Branch. 2pp. 28227: 155. 


— 8501070131 "Radiologic & Engineering Assessment for Location 
0J-01266-RS. " 

* Bendix Corp. 84/11/30. 39pp. 28227:157. 


— 8501070136 "Radiologic 8< Engineering Assessment for Location 
GJ-06370/06369-CS. " 

* Bendix Corp. 84/11/30. 33pp. 28227:196. 


— 8501070140 "Radiologic it Engineering Assessment for Location 
GJ-00633-RS. " 

* Bendix Corp. 84/11/30. 26pp. 28227:229. 


8501070132 Responds to 841031 Itr forwarding paper entitled* "Sorption- 
Capacity Limited Retardation of Radionuclides Transport in 
Water-Saturated Packing Metis." Paper should include 
submitted disclaimer. 

WICK* E. A. Engineering Branch (Post 831001). FIN A-3167. 1634. 

84/11/23. SOD* P. Brookhaven National Laboratory. 2pp. 28227:153. 


8501070133 Responds to request for withholding info re high integrity 
container for disposal of low level radwastes from public 
d i sclosure. Inf 0 will be withheld (ref 10CFR2. 790) during 
review of topical rept subj to submitted exceptions. 

BARRETT* L.H. Engineering Branch (Post 831001). 84/11/28. 

EPSTEIN, 6. Mitsubishi International Corp. (subs, of Mitsubishi 
Corp. ). 4pp. 28227: 149. 


8501070137 Twelfth monthly progress rept* Communication 40 for Nov 1984. 
WINTER, 6. Williams Sc Associates. FIN B-7389. 1686. 84/12/05. 

COOKE, B. Division of Waste Management. 7pp. 28227:142. 


8501070139 Forwards draft proposed Rev 1 to Reg Guide 4. 17* "Std 
Format & Content of Site Characterization Plans for High 
Level Waste Repositories. " Publication of end to occur 
after publication of related amend to 10CFR60. 

REGNIER*E, P. Repository Projects Branch (Post 831001). 84/10/25. 

COOLEY, C. R. Energy* Dept. of. Ip. 28226:291. 


— 8501070142 Draft Rev 1 to Reg Guide 4. 17* Task WM 404-4* "Std Format Sc 
Content of Site Characterization Plans for High Level Waste 
Repositories. " 

* Office of Nuclear Regulatory Research* Director. 84/09/30. 

77pp. 28226:292. 


— 8501070151 Draft value/impact statement for proposed rev to Reg Guide 
4. 17, "Std Format Sc Content of Site Charac ter i zation Plans 
for High Level Waste Repositories. " Rev reflects provisions 
of Nuclear Waste Policy Act. 

* Office of Nuclear Regulatory Research* Director. 84/09/30. 

4pp. 28227:006. 


8501070143 Ack receipt of NRC-02-80-075 quarterly rept for Jul-Sept 
1981. Trip by Denver Research Ctr personnel to attend Nevada 
Nuclear Waste Site Investigation 840716-20 reviews should 
have been included. 

TIKTINSKY,D. Engineering Branch (Post 831001). FIN B-6934. 1703. 

84/11/30. AMEY*E. Interior* Dept, of* Bureau of Mines. Ip. 

28225: 344. 


8501070145 "Lab Evaluation of DOE Radionuclide Solubility Data Sc 
Selected Retardation Parameters* Experimental Strateg ies* Lab 
Techniques Sc Procedures* " monthly progress rept for 
Nov 1984. " 

WHATLEY, S.K. Oak Ridge National Laboratory. FIN B-0290. 1735. 

84/12/07. BRADBURY* J. W. Geotechnical Branch (Post 831001 ). 50pp, 

28225: 294. 
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8501070153 Confirms telcon informing that SB McCoy assumed 
responsibility for topical rept on 10CFR61 re qualified 
waste forms. Sections of rept will be rewritten to improve 
clarity & understanding. 

MCCOY, S. M. NUS Corp. PS-83-1076. 84/11/30. PERSON, R. Low Level 

Waste Licensing Branch. 2pp. 28225:360. 


8501070185 Discusses Div of Waste Mgt S< OELD 840926 meeting to scope 
involvement of NRC in reviewing DOE activities during 
r eg ion-to-area screening for second repository program. 
Establishment of branch task group recommended. 

LOGSDON, M. Repository Projects Branch (Post 831001). 84/10/01. 

MILLER, H. J. Repository Projects Branch (Post 831001). 3pp. 

28228; 353. 


8501070155 Discusses B Blanchard (DOI) Itr to H Mi I ler, reviewing NRC 
STPl. 1. STPl. 1 best method of testing hypothesis of 
conceptual model of hydrology of BWIP site as presented in 
site characterization rept. 

WILLIAMS, R. E. Williams & Associates. FINB-7372. 1692. 04/11/30. 

GORDON, M. Division of Waste Management. 7pp. 28226:001. 


8501070159 Forwards complete sets of core photos & indices for 
Vacheric Dome for Gulf Coast region, per NRC request. W/o 
end. 

WILSON, K.L. Earth Technology Co. 743. 84/10/31. JOHNSON, R. NRC - 

No Detailed Affiliation Given. 2pp. 28225:358. 


8501070160 Forwards nonproprietary & proprietary "Nuclear Packaging, Inc 
ENVIRALLOY High Integrity Containers. " W/o proprietary rept. 

TEMUS, C. J. Nuclear Packaging, Inc. 84/06/29. JOHNSON, T. 

Engineering Branch (Post 831001). Ip. 28241:187. 


— 8501070188 Nonproprietary "Nuclear Packaging, Inc ENVIRALLOY High 
Integrity Containers. " 

# Nuclear Packaging, Inc. 84/06/29. 86pp. 28241:188. 


8501070165 Forwards Nuclear Packaging, Inc topical rept re Enviralloy 
Ferralium Alloy 255 family of high integrity containers for 
approval. W/o end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/11/28. KIRNER, N. P. Washington, State of, Dept, of Social & 
Health Services. Ip. 28229:039. 


8501070166 Forwards full-scale geophysical logs from DOE wells in 
Permian Basin of TX. Transmittal fulfills data requested by 
J Linehan 840615 Itr. 

KUNT2, C. S. Battelle Memorial Institute, Columbus Laboratories. 788. 

84/11/28. JOHNSON, R. NRC - No Detailed Affiliation Given. 24pp. 
28229: 015. 


8501070169 Forwards two sets of airphotos covering proposed Utah high 
level waste sites, including Davis 5< Lavender Canyon sites, 

Shay Graben & Needles fault zone airphoto index map & 
listing of photos. W/o ends. 

GRANT, T. A. Woodward-Clyde Consultants, Inc. 733, 84/10/26. 

JOHNSON, R. NRC - No Detailed Affiliation Given. Ip. 28229:014. 


8501070170 Transmits aerial photographs of proposed sites in Texas 
Permian Basin. Transmittal completes transfer of NRC 
requested data, as listed in author 841016 Itr. Description of 
photographs provided. W/o end. 

PECK, J. H. Stone & Webster Engineering Corp. 768. 84/11/14. 

JOHNSON, R. NRC - No Detailed Affiliation Given. Ip. 28229:013. 


8501070174 Forwards reviews of "Pumping Test & Fluid Sampling Rept - 
Sawyer 1 Well. Palo Duro Basin... " !< "Well Completion Rept - 
Mansfield 1 Well, Palo Duro Basin...." 

WINTER, G. Williams & Associates. FIN B -7389. 1687. 84/12/04. 

COOKE, B. Division of Waste Management. 12pp. 28229:001. 


8501070176 Notifies of 841127-28 Transportation Modelling Workshop in 
Oak Ridge, TN NRC 841218-19 visit to Salt Repository 
Project in Columbus, OH to discuss QA. 

TAYLOR, T.J. Energy, Dept. of. 791. 84/11/23. LINEHAN, J. NRC - No 

Detailed Affiliation Given. HINCHMAN, J. Utah, State of. 

FRISHMAN, S. Texas, State of. Ip. 28228:363. 


8501070186 Transmits second of three planned submittals of data for 
Gulf Coast reg i on. Subm i tta 1 includes two complete sets of 
core photos from Wells MRIG-9 MCCG-l St aerial photos. Third 
submittal planned for late Oct 1984. 

WILSON. K.L. Earth Technology Co. 725. 84/10/12. JOHNSON, R. NRC - 

No Detailed Affiliation Given. 4pp. 28228:349. 


8501070187 Notifies of upcoming NRC 841218-19 visit to Salt Repository 
Pro ject, Columbus, OH St to discuss QA, per 830719-20 meeting. 

TAYLOR, T.J. Energy, Dept. of. 786. 84/11/29. LINEHAN, J. NRC -No 
Detailed Affiliation Given. HINCHMAN, J. Utah, State of. 

FRISHMAN, S. Texas. State of. Ip. 28228:348. 


8501070190 Forwards Chem-Nuclear topical rept on CNSI polyethylene 
high integrity containers, for review St comment. NRC review 
continuing. Comments requested within 45 days of Itr receipt. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
84/12/10. KIRNER, N.P. Washington, State of. Dept, of Social & 
Health Services. Ip. 28228:347. 


8501070193 Forwards comments on Riverton UMTRAP draft environ 
assessment. Evidence presented by DOE re hydraulic 
communication between confined St unconfined aquifer 
inconc lusive. 

GARCIA, P.J. Uranium Recovery Field Office. 84/11/29. MARTIN, D. E. 
Low-Level Waste !< Uranium Recovery Projects Branch. 2pp. 28228:345. 


8501070194 Requests listed site-specific samples for ORNL use in 
experiments, per NRC-DQE project-specific procedural 
agreement. Documentation requested by final procedural 
agreement end, per DL Uieth 840823 Itr. 

COPLAN, S. Repository Projects Branch (Post 831001). 451. 84/10/10. 

BLANCHARD. M. B, Energy, Dept. of. 18pp. 28228:201. 


— 8501070205 Rev 2 to "Lab Evaluation of DOE Radionuclide Solubility Data 
St Selected Retardation Parameters, Experimental Strategies, 

Lab Techniques St Procedures. " 

CROFF, A. G. , KELMERS, A. D. , ARNOLD, W. D. Oak Ridge National 
Laboratory. FIN B-0290. 84/10/10. NRC - No Detailed 

Affiliation Given. 23pp- 28228:219. 


— 8501070209 QA program for ORNL. 

POSTMA.H. Oak Ridge National Laboratory. 83/09/27. 100pp. 

28228: 242. 


8501070197 Confirms that "Permeability of Fractured Rock," Sugar St 
Runchal ( 1982), referenced in preliminary draft environ 
assessment, per S Baker 841101 telcon. Concern voiced re 
relevance of document to review of environ assessment. 

GORDON, M. Geotechnical Branch (Post 831001). 1081. 84/11/05. 

FLIEGEL, M. Geotechnical Branch (Post 831001). Ip. 28228:200. 


8501070199 Forwards "Draft Radiological S< Engineering Assessment 
Vicinity Property SLC 021" St "Draft Radiological 8c 
Engineering Assessment Vicinity Property SLC 001. " 

PEPIN. J.G. Morrison-Knudsen Co., Inc. 84/12/06. FLORY, C. NRC - No 
Detailed Affiliation Given. Ip 28241:077. 


— 8501070208 "Draft Radiological 8c Engineering Assessment Vicinity 
Property SL 021. " 

* Morrison-Knudsen Co., Inc. 84/12/03, 32pp. 28241:078. 


3501070177 Forwards two sets of color prints of core from Sawyer 
(Donley County) 8c Mansfield (Oldham County) wells. W/o end. 
WERMUND, E. G. Texas, Univ, of, Austin, TX. 742. 84/10/29. 
JOHNSON, R. L. Division of Waste Management. Ip. 28228:362. 


8501070178 Transmits four sets of photographs taken during 840918-25 
Nevada Test Site portion of geology data review. Photo log 
keyed to list of pictures kept in field 8c to negative 
number on back of prints also end. W/o photographs. 

VIETH,D.L. Energy, Dept. of. 437. 84/11/23. COPLAN, S. M. 

Repository Projects Branch (Post 831001). 5pp. 28228:357. 


8501070183 Agenda for WA Nuclear Waste Advisory Council 841214 meeting 
in Lacey, WA to discuss public involvement program, hearing 
plans 8c environ assessment review. 

* Washington, State of. 1085. 84/12/07. Washington, State of. 

1 p 28228: 356. 


— 8501070213 "Draft Radiological 8c Engineering Assessment Vicinity 
Property SL 001. " 

* Morrison-Knudsen Co., Inc. 84/12/03. 34pp. 28241:113. 


8501070201 Comments on "Draft Revised Program Plans," draft 
"Methodologies for Assessing Performance of High Level 
Radwaste Packages" 8< Aug 1984 progress rept. Repts generally 
adequate 8k project progress satisfactory to date. 

CHANG, K, C. Engineering Branch (Post 831001). FIN A-4165. 1660. 

84/10/09. STEPHENS, K. W. Aerospace Corp. 3pp. 28228:197. 


8501070202 "BWIP, Hanford , WA, Rept of Field Exam of Critical Geological 
Areas. " 

PLOUDRE, G. W. Army, Dept, of, Corps of Engineers. FIN B-6935. 1689. 

84/11/30. Division of Waste Management. 7pp, 28228:189. 


8501070204 Forwards nonproprietary Nuclear Packaging, Inc topical rept 
re Ferralium Alloy 255 family of high integrity containers, 
for approval. W/o end. 

NUSSBAUMER, D. A. Assistant Director for State Agreements Programs, 
84/11/28. SHEALY,H. G, South Carolina, State of. Ip. 28228:188. 
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S5O1070217 Trip rept of 841026 visit to Salt Lake City Central Valley 
Water Reclamation Facility (CVWRF) . Fac i 1 i ty is surrounded on 
three sides by Vitro tailings pile St portions of property 
are contaminated w/miJl tailings. 

PENNIFILL. R. A. Low-Level Waste & Uranium Recovery Projects Branch. 
84/11/13. HieGINBQTHAri>L. Low-Level Waste & Uranium Recovery 
Projects Branch. 2pp. 28228; 177. 


8501070218 Discusses Oct progress rept for FIN B-0290 re results of 
experiment that measured relationship between sorption ratio 
Rd & particle size. Graph showing effect of temp on sorption 
suggested. 

BIRCHAROj G. F. Division of Radiation Programs & Earth Sciences (post 
B40429). FIN B-0290 1668. 84/11/26. BRADBURV, J. W. Geotechnical 

Branch (Post 831001). Ip. 28228: 176. 


8501070222 Trip rept of 841016-17 visit to Shiprock UMTRAP Site. Purpose 
of visit was to resolve issues concerning hydrogeologic 
characterization & groundwater protection at site. 

WEBER, M. Geotechnical Branch (Post 831001). 84/11/16. KNAPP, M. R. 

Geotechnical Branch (Post 831001). 15pp. 28228:058. 


8501070225 Forwards final draft technical positions on geologic issues 
for high level waste repository sites. W/o end. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 777. 84/09/14. 

MILLER, H. J. Repository Projects Branch (Post 831001). Ip. 

28228; 055. 


8501070227 Submits comments re draft biannual rept, NUREG/CR-3091, Vol 5, 
"Review of Waste Package Verification Tests. " 

WICK, E. A. Division of Waste Management. FIN A-3167. 1722. 

84/11/28. BOO, P. Brookhaven National Laboratory. 3pp. 28227:361. 


8501070230 Trip rept of 841004 visit to inactive U mill tailings pile 
in Riverton, WY to become familiar w/aspects of site & 
environs which may affect DOE decisions & planning for 
remediation of pile. 

FLORY, C. A. Low-Level Waste & Uranium Recovery Projects Branch. 
84/11/01. HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery 
Projects Branch. 5pp. 28228:005. 


8501070233 Forwards discussion of DOE responses to four open 
geotechnical engineering issues pertinent to Salt Lake City 
remedial assistance plan (RAP) revi ew. Concurrence in 
geotechnical engineering aspects of RAP recommended. 

GILLEN, D.M. Engineering Branch (Post 831001). 84/11/09. 

PENNIFILL,R. Low-Level Waste & Uranium Recovery Projects Branch. 
3pp. 28227: 358. 


8501070235 Forwards comments requested in 841016 technical assistance 
request re review of "Environ Assessment of Remedial Action 
at Riverton U Mill Tailings Site - Riverton, WY. " 

SMYKOWSKI.S. Engineering Branch (Post 831001). 84/11/13. FLORY, C. 

Low-Level Waste Se Uranium Recovery Projects Branch. 4pp. 28227:354. 


8501070236 "Ref Data Source Documentation for Performance Assessment 
Studies, BWIP, Hanford Site,WA. " 

WAY,S.C., K0ENIG,R.A. In-Situ Consulting. LOO, W. W. Rockwell 
International Corp. 1092. 84/12/10. 24pp. 28227:330. 


8501070238 Forwards comments on draft generic technical position, "In 
Situ Testing During Site Characterization for High Level 
Waste Repositories. " Comments solicited from members of US 
Natl Committee on Tunneling Technology. 

HEISLER,S. V. National Research Council. FIN D-lOlO, 1708, 
84/11/28. TANiauS,N.S. Engineering Branch (Post 831001). 25pp. 

28226:008. 


V501070254 "Ref Lists for Final Environ Assessment Review Preparation" 
Task Order 007. 

IMSE, J. P. Weston Geophysical Corp. FIN D-1003. 1656. 84/12/04. 

RICE, B Geotechnical Branch (Post 831001). 68pp. 28226:168. 


8501070259 Trip rept of 841119 site visit to Cincinnati, OH re quality 
consc iousness seminar. 

VERMA, T. R. Repository Projects Branch (Post 831001). 784. 

84/11/23. BROWNING, R. E. Division of Waste Management. Ip. 

28226; 153. 


8501070264 Submits review of Los Alamos Natl Lab program plan for 
Nevada Nuclear Waste Storage Investigations geochemistry 
activities. Program lacks focus on resolving issues re 
repository in unsaturated zone at Yucca Mountain. 

KOVACH, L.A. Geotechnical Branch (Post 831001). 428. 84/11/09. 

COPLAN, S. M. Repository Projects Branch (Post 831001). 2pp. 
28226; 151. 


8501070267 Lists upcoming NRC/DDE high level waste prelicensing 
meetings & data reviews. List will be updated & distributed 
weekly to reflect changes. 

MILLER, H.J. Repository Projects Branch (Post 831001). 1049. 

84/10/24. BROWNING, R. E. Division of Waste Management. 2pp, 
28226; 149. 


8501070272 Requests assistance in obtaining info re details of Paradox 
salt heat testing, including sample identification, 
procedures, type St testing equipment & stress parameters used 
during test. 

PEARRING, J. R. Repository Projects Branch (Post 831001). 763. 

84/11/01. VERMA, T. Repository Projects Branch (Post 831001). Ip. 
28223: 345. 


B501070278 Trip rept of 840917-21 visit to Nevada Nuclear Waste 
Storage Investigations site to become familiar w/site 
8t ground configuration in vicinity of proposed repository 
surface facilities St exploratory shaft area. 

GUPTA, D. C. Engineering Branch (Post 831001). 440. 84/10/05. 

NaTARAJA, M. S. Engineering Branch (Post 831001). 5pp. 28223:340. 


8501070284 Requests review St comments on Nuclear Packagingi Inc 
topical rept re ENVIRALLOY family of high integrity 
containers for land disposal of low level waste. Comments 
required by 841207. W/o end. 

BARRETT, L.H. Engineering Branch (Post 831001). 84/11/07. 

GAMMILL,W.P. Meteorology 8c Effluent Treatment Branch. C0STAN2I, F. A. 

Waste Management Branch. COBB, L. I. Safeguards 8c Materials Program 
Branch. 2pp. 28223:337. 


8501070288 Forwards review 8c comment requested in 840904 technical 
assistance request of remedial action plan for Salt Lake 
City, UT. Design of long-term erosion protection for slopes 
not adequate to meet EPA long-term stability criteria. 

FLIEGEL,M. Geotechnical Branch (Post 831001). 84/10/09. MARTIN, D. 

Low-Level Waste 8c Uranium Recovery Projects Branch, 2pp. 28225:260. 


— 8501070291 "Groundwater Contaminat ion at Vitro. " 

WEBER. M. NRC - No Detailed Affiliation Given. 84/10/05. 27pp. 

28225; 262. 


■8501070296 "Surface Water Hydrogeology at Clive. " 

JOHNSON. T. NRC - No Detailed Affiliation Given. 84/10/05. 3pp. 
28225; 289. 


— 8501070301 "Hydrogeologic Review of Clive 8c Review of Vitro 
Dewatering. " 

FORD, W. NRC - No Detailed Affiliation Given. 84/10/05. 2pp. 
28225: 292. 


8501070312 Comments on "Potential Radionuclide Releases From Spent 
Fuel Waste Pac kages. Environ Assessment Review Working 
Paper," by C Peterson. Paper represents effort in 

clarifying important topics. 

STEPHENS, K. W. Aerospace Corp. FIN A-4165. 1731. 84/12/14. 

CHANG, K.C. NRC - No Detailed Affiliation Given. 2pp. 28225:256. 

8501070320 "Geochemical Sensitivity^ Analtfsis^ ^’ monthly rept for Nov 
1984. 

SIEGEL. M.D. Sandia National Laboratories. FIN A-1756. 1730. 

84/12/01. KELLY. W. NRC - No Detailed Affiliation Given. 5pp. 
28225 251. 


8501070324 Comments on "US NRC Draft Generic Te.c.hnical Position on 
Design Info Needs in Site Character ization plan, V Second 
paragraph of Section 3. 1,.2 should be removed., 

CORP, E. L. Interior, Dept, of, . Bureau of Mines. FIN B-6934. 1714. 

84/11/26. TIKTINSKY, D. H, Division of Waste Management. 2pp. 

28225 249. 
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8901070329 Submits Salt Repository Project site rept for wk of 641112- 
VERMA. T. R. NRC - No Detailed Affiliation Given. 795. 84/11/21. 

BROWNING^ R. E. Division of Waste Management. Ip. 28223:339. 


8501070334 Forwards C Sastre 840810 memo re adequacy of thermal 
calculations provided by Computer Code TEMPV5. Thermal 
calculations in Swisher Salt repository environ assessment 
reasonable w/assumption of constant thermal conductivity. 
SULLIVAN,!. Brookhaven National Laboratory. FIN A-3164. 1725. 

84/12/11. WICK, E. A. High Level Waste Licensing Management Branch. 
18pp. 28225:231. 


8501070340 Forwards suppl to Engineers Inti, Inc 841128 comments re 
draft generic technical position “In Site Testing During 
Site Characterization for High Level Nuclear Waste 
Repositories. “ 

NOBLE, T. National Research Council. FIN B-6932. 1712. 84/12/03. 

GUPTA, D. Division of Waste Management. 3pp. 28225:221. 


8501070366 Forwards soil sample results for Central Valley Water 
Reclamation w/info re existing human occupied structures, 
annotated deed record, radon flux calculations, water 
degradation & excavation limit control. 

DAY, M. S. Utah, State of. 84/12/10. FLORY, C. NRC - No Detailed 
Affiliation Given. 4pp. 28225:217. 


8501070384 Advises that Oct 1984 monthly progress rept reviewed. List of 
newly acquired ref documents satisfactory. 

COOKE, B. A. Division of Waste Management. FIN B-7389. 1723. 

84/12/10. WILLIAMS, R. E. Williams & Associates. Ip. 28225:201. 


8501070389 Communication 108, constituting 29th monthly progress rept 
(Nov 1984) for Contract NRC-02-82-044. 

WILLIAMS, R. E. Williams & Associates. NRC-02-82-044. 1688. 

84/12/09. GORDON,M. Division of Waste Management. 7pp. 28225:194. 


8501070391 Comments on Oct 1984 monthly progress rept, "Technical 
Assistance in Geochemistry. " No changes to cost or delivery 
schedule authorized. 

BROOKS, D.J. Geotechnical Branch (Post 831001 ) . FIN B-0287. 1698. 

84/11/21. WHATLEY, S. K. Oak Ridge National Laboratory. 3pp. 

28225: 180. 


8501070394 Forwards Mod MOOl to Interagency Agreement DE-AI04- 
84AL27241, “UMTRAP Edgemont, SD, " between DOE & TVA. 

HIGGINBOTHAM, L. Low-Level Waste «c Uranium Recovery Projects Branch. 
NEUFELD, W. R. South Dakota, State of. 84/10/11. HILL, T. V. Energy, 
Dept. of. 3pp. 28225: 177. 


8501070439 Forwards comment Itrs from States of MN, VT, SC & GA re DOE 
Crystalline Repository Project 840221-24 Third Screening 
Methodology Workshop. Addl state comment Itrs anticipated. 

MANN, S. A. Energy. Dept. of. 84/03/28. MATTSON, D. R. Division of 
Waste Management. 21pp. 28241:056. 


8501070446 Forwards addl info re NUS process svcs Barrier-95 high 
integrity container, per 840323 request. Tamper-proof feature 
for use of Type A package for transport required by 
10CFR71. 43(6) & 49CFR173. 412(6) not incorporated. 

MACDONALD, C. E. Transportation Certification Branch. 84/11/26. 
BARRETT, L,H. Engineering Branch (Post 831001). 2pp. 28240:348. 


501070466 Forwards Part Two draft response answers, in response to NRC 
841025 request for further info on FL50 topical rept. Part 
Three of corrosion category answers will be submitted 
at 841218 meeting w/NRC Draft response answers withheld. 

TEMUS.C.J. Nuclear Packaging, Inc. 9144. 84/12/11. TOKAR, M. 

Engineering Branch (Post 831001). Ip. 28238:351. 


8501070467 Forwards comments on "NRC Draft Generic Technical Position 
on Design Info Needs in Site Characterization Plan. " 

Document difficult to read & understand. 

MUNDELL.R. L. Interior, Dept, of. Bureau of Mines. FIN B-6934. 

1728. 84/12/14. TIKTINSKY, D. Engineering Branch (Post 831001). 

2pp. 28238:356. 


8501070468 Submits draft review of “Statutory Environ Assessment for 
Cyprus Creek Dome Site, Perry County, MS. " 

DAEMEN, J. Sandia National Laboratories. FIN B-1755. 1674. 

84/10/16. PESHEL,J. J. Engineering Branch (Post 831001). 19pp. 

28238: 332. 


8501070472 Requests presentation of NRC positions on repository issues 
at 841015-19 Geotechnical Assessment 8e Instrumentation Needs 
for Nuclear Waste Isolation in Crystalline & Argillaceous 
Rocks Symposium in Berkeley, CA. 

DUGUID, J. O. Battelle Memorial Institute, Columbus Laboratories. 
84/06/14. WRIGHT, R.J. Division of Waste Management. 2pp. 

28238: 358. 


8501070473 Forwards radiological & engineering assessments (REAs) for 
Edgemont, SD vicinity properties. REAs completed prior to 
initiation of NRC concurrence process. 

ROBERTS, W. A. Energy, Dept. of. 84/12/11. FLORY, C. Low Level Waste 
Licensing Branch. 3pp. 28242:331. 


—8501070478 REA00029: EDREA-1 DRF 

Draft “Radiological & Engineering Assessment for Property 
ED-00029-RS. " 

* Bendix Corp. 84/06/30. 21pp. 28242:334. 


— 8501070483 REA00032: EDREA-2/A 

“Radiological & Engineering Assessment for Property 
ED-00032-CH. “ 

* Bendix Corp. 84/05/31. 17pp. 28242:355. 


— 8501070485 Revised "Radiological it Engineering Assessment for Property 
ED-001 50-Ha. " 

* Arix Corp. 84/05/31. 18pp. 28243:009. 


—8501070492 ED-00227-REA-201/A 

“Radiological it Engineering Assessment for Property 
ED-00227-RS. “ 

* Bendix Corp. 84/06/30. 16pp. 28243:030. 


— 8501070497 Revised "Radiological it Engineering Assessment for Property 
ED-00627-RS. " 

* Arix Corp. 84/08/31. 28pp. 28243:046. 


— 8501070512 "Radiological Sc Engineering Assessment for Property 
ED-00642-RS. " 

* Bendix Corp. 84/04/30. 20pp. 28243:077. 


8501070451 Forwards radiological survey data on 14 Edgemont vicinity 
properties of EPA "designated" property list for 
inclusion/exclusion in UMTRAP. 

ROBERTS, W. A. Energy, Dept. of. 84/12/17. LITTLE, C. Oak Ridge 
National Laboratory. 12pp. 28241:010. 


850107045^8 Advises that Bureau of Economic Geology will submit two sets 
of color prints of core in Rex White Sc Grabbe in Randall Sc 
Swisher Counties, respectively . 

WERMUND*E. G. Texas, Univ. of, Austin, TX. 726. 84/10/05. 

JOHNSON, R, L. Divi^Sion of Waste Management. Ip. 28240:356. 


850107046P FpTtWards jState of MS comments on Chapters 3, 4, 5 Sc 6 of 
working pasper Powbh draft of environ assessment of Richton 
Sc Cypress Creek Salt Domes, per Mississippi Mineral Resources 
Inst review. 

BALL, W. G. Mississippi, State of. 792. 84/11/26, GALE, R. W. 

Energy, Dept. of. 34pp. 28241:022. 


8501070465 Forwards DOE Crystalline Repository Project (CRP) Ofc 841210 
Itr to Statp of VA designated contact. Ltr addresses revised 
CRP schedule. 

MANN, S. A. Energy. Dept. of. 84/08/14. LOGSDON, M. Division of 
Waste Management. 4pp. 28238:352. 


— 8501070514 "Radiological Sc Engineering Assessment for Property 
ED-0064 5-RS. " 

* Bendix Corp. 84/06/30. iSpp. 28243:095. 


— 8501070516 Revised "Radiological *c Engineering Assessment for Property 
ED-00900-RS. " 

* Arix Corp. 84/05/31. 20pp. 28243:113. 


— 8501070518 Revised "Radiological Sc Engineering Assessment for Property 
ED-00902-RS. " 

* Arix Corp. 84/05/31. 17pp. 28243:137. 


— 8501070521 "Radiological St Engineering Assessment, WA Speck, 109 6th 
Avenue, Edgemont, SD. " 

» Arix Corp. 80/06/23. 9pp. 28243: 157. 


—8901070522 Revised "Radiological Sc Engineering Assessment for Property 
ED-00905-RS. " 

* Arix Corp. 84/05/31. IBpp. 28243:166. 


—8501070525 Revised "Radiological Sc Engineering Assessment for Property 
ED-00907-RS. “ 

* Arix Corp. 84/07/31. 20pp. 28243:187. 


— 0501070530 Revised "Radiological Sc Engineering Assessment for Property 
ED-0090S-RS. " 

* Arix Corp. 84/05/31. 17pp. 


28243: 211. 
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— B501070534 Revised "Radiological & Engineering Assessment for Property 
ED-0091 1-RS. " 

* Arix Corp. 84/05/31. 17pp. 28243:231. 


— 8501070538 Revised "Radiological St Engineering Assessment for Property 
ED-0091 2-RS. " 

* Arix Corp. 84/05/31. 17pp. 28243:251. 


— 8501070540 Revised "Radiological & Engineering Assessment for Property 
ED-009 13-RS. " 

* Arix Corp. 84/05/31. 18pp. 28243:271. 


S501070519 Forwards draft consultation St cooperation agreement w/DOE 
re right of independent state review St monitoring of federal 
activities in search for permanent high level nuclear waste 
repository. 

BISHOP. W. A. Washington. State of. 1077. 84/11/29. NRC - No 

Detailed Affiliation Given. 30pp. 28222:338. 


8501070520 Informs of review of monthly progress rept for Oct 1984. 
Progress satisfactory to date. Listed DOE repts forwarded 
for review under Task 1. W/o end. 

POHLE. J. A. Geotechnical Branch (Post 831001). FIN B-7378. 1705. 

84/11/26. BUSS. D. R. Geotrans. Inc. 2pp. 28219:362. 


— 8501070545 Revised "Radiological St Engineering Assessment for Property 
ED-0091 4-RS. " 

# Arix Corp. 84/05/31. 17pp. 28243:292. 


— 8501070551 Revised "Radiological St Engineering Assessment for Property 
ED-0091 5-RS. " 

* Arix Corp. 84/05/31. 18pp. 28243:312. 


8501070475 Forwards matl re Crystalline Repository Project Third 
Screening Methodology Workshop. Draft agenda end. 

MANN. S. A. Energy. Dept. of. 84/02/16. PEETERS. L. NRC - No 
Detailed Affiliation Given. 2pp. 28238:360. 


8501070523 "Preliminary Issues in BWIP Site Nomination Environ 
Assessment. " 

* Envirosphere Co. 1067. 84/10/05. 18pp. 28219:344. 


8501070527 Forwards final draft "Annual Status Rept on UMTRAP. " 
Comments requested by 841123. 

BAUBLITZ, J. E. Energy. Dept. of. 84/11/15. HIGGINBOTHAM. U. 
Low-Level Waste St Uranium Recovery Projects Branch. Ip. 28223; 105. 


— 8501070537 DDE/NE-0025/3 DRFT 

Draft "Annual Status Rept on UMTRAP. " 

* Energy. Dept. of. 84/12/31. 24pp. 28223; 106. 


8501070479 "Review of DOE Waste Package Program" & "Waste Package 
Verification Tests. " monthly mgt repts for Nov 1984. 

KATO. W. Y. Brookhaven National Laboratory. FIN A-3164. 1719. 

84/12/17. WICK. E. A. High Level Waste Licensing Management Branch. 
77pp. 28240: 152. 


8501070484 Requests concurrence w/ap p 1 icat ion of supplemental stds for 
Salt Lake County fire station. based on Section 192. 21 d of 
applicable EPA stds. Results of radon & radon progeny 
monitoring & state & county Itrs end. 

THEMELIS. J. G. Energy, Dept. of. 84/11/30. HIGGINBOTHAM. L. 

Low-Level Waste & Uranium Recovery Projects Branch. 14pp. 

28238: 273. 


8501070490 Responds to request for expanded explanation of particular 
set of events in final event for Task 3. FIN A-1165. including 
hydrology & geology. 

HUNTER. R.L. Sandia National Laboratories. FIN A-1165. 1713. 

84/11/29. PEETERS, L. A. Repository Projects Branch (Post 831001). 
2pp. 28238:319. 


8501070493 Forwards UMTRAP radiological lab rept. per request. 

PETERSEN, R. E. Jacobs Engineering Group, Inc. 84/12/07. 

PENNIFILL.R. NRC - No Detailed Affiliation Given. 2pp. 28238:321. 


8501070496 Forwards seismic reflection data re Permian Basin. 

FOSTER. C. A. Stone & Webster Engineering Corp. 771. 84/11/15. 

JOHNSON.R. NRC - No Detailed Affiliation Given. 9pp. 28238:323. 


8501070502 "Preparation of Engineering Analysis for High Level Waste 
Packages in Geologic Repositories. " monthly progress rept 
for Nov 1984. 

STEPHENS, K. W. Aerospace Corp. FINA-4165-5. 1727. 84/12/14. 

CHANG. K.C. NRC - No Detailed Affiliation Given. 9pp. 28238:261. 


8501070503 Forwards Edgemont radiological surveys of cleanup action 
program, per request. No surveys available for PNL-571 or 
PNL-605 because property owners refused surveys. 

YOUNG, J. A, Battelle Memorial Institute, Pacific Northwest 
Laboratories. 84/11/28. FLORY. C. A. Low Level Waste Licensing 
Branch. 38pp. 28241: 148. 


8501070506 Forwards microfiche of cleared Salt environ assessment refs 
housed in controlled ref library. W/o microfiche. 

TAYLOR, T.J. Energy, Dept. of. 770. 84/11/15. LINEMAN, J. J. 

Repository Projects Branch (Post 831001). Ip. 28237:362. 


8501070507 Forwards partial set of geophysical logs from GD-1 borehole 
in Paradox Basin. 

KUNTZ,C. S. Battelle Memorial Institute. 728. 84/10/16. JOHNSON, R. 

NRC - No Detailed Affiliation Given. 3pp. 28238:270. 


8501070509 Forwards core photos from six of eight wells drilled/cored, 
geophysical logs inventory of data transmitted to NRC. 

Seismic data, complete set of full-scale logs St air photos 
will be submitted by end of Oct 1984. W/o photos Sc logs. 

FOSTER, C. A. Stone S< Webster Engineering Corp 729. 84/10/16. 

JOHNSON.R. NRC - No Detailed Affiliation Given. 3pp. 28223:327. 


B501070510 Submits mgt level summary of progress during Nov 1984. 
Technical status summary end. 

VOGT. D. K. CorSTAR Research* Inc. FIN 8-6985. 1726. 84/12/17, 

BROOKS. P. Division of Waste Management, 67pp. 28223:258, 


8501070528 Summary of 841019 meeting in Lacey, WA re public involvement 
working group rept St Hanford tour. 

* Washington, State of. 1066. 84/10/19. Washington, State of. 

15pp. 28236:346. 


8501070529 Forwards NRC documents listings for high level waste 
program. Majority of matl listed located in LPDR in 
Richland, WA Public Library. W/o ends. 

RUSSELL. C. F. Division of Waste Management. 1083. 84/11/27. 

HOLT, D. Nez Perce Tribal Council. Ip. 28236:361. 


8501070535 Lists meetings during Nov-Dec 1984 re BWIP. 

COOK, R. NRC - No. Detailed Affiliation Given. 1069. B4/11/14. 

BROWNING. R. E. NRC - No Detailed Affiliation Given. 2pp. 28237:359. 


8501070536 Requests that progress rept* "Geochemical Sensitivity 
Analysis. " be completed by 841220. Oct 1984 monthly progress 
rept satisfactory. 

KELLY.W. R. Geotechnical Branch (Post 831001). FIN A-1756. 1699. 

84/11/26. SIEGEL. M.D. Sandia National Laboratori es. Ip. 

28237: 276. 


8501070548 Forwards review of Rev 1 to BWIP performance assessment 
p Ian. 

HUNTER. R.L. Sandia National Laboratories. FIN A-1165. 1707. 

84/11/20. PEETERS. L. A. Repository Projects Branch (Post 8310(31). 
13pp. 28236:246. 


8501070549 Outlines work proposed for hydr ochemical data obtained from 
BWIP. Statistical analysis should be completed by Dec 1984. 

WILLIAMS. R. E. Williams & Associates. FIN B-7372, 1733, 84/12/07. 

GORDON. M. Division of Waste Management. 2pp. 28229:362. 


8501070553 Forwards comments resulting from review of final Rept 
SAND83-70B5, "Repository Drilled Hole Methods Study. " 

THIMONS, E. D. Interior. Dept. of. Bureau of Mines. FIN B-6934. 
1679. 84/11/21. TIKTINSKY, D. H. Engineering Branch (Post 831001). 

2pp. 28229:360. 


8501070556 Comments on Oct 1984 rept for FIN A-4165. "Preparation of 
Engineering Analysis for High Level Waste Packages in 
Geologic Repositories. " 

CHANG.K. C. Engineering Branch (Post 831001). FIN A-4165, 1694, 

84/12/03. STEPHENS. K. W. Aerospace Corp. Ip. 28237:361. 


8501070563 Forwards Itr submitting comments on draft Generic Technical 
Position. "In Situ Testing During Site Characterization 
for High Level Nuclear Waste Repositories. " 

HEISLER.S. V. National Research Council. FIN D-1010. 1734. 

84/12/11. TANIQUS, N. S. Engineering Branch (Post 831001). Ip. 

28235: 360. 


— 8501070569 Comments on draft Generic Technical Position, "In Situ 
Testing During Site Characterization for High Level Nuclear 
Waste Repositories. " 

KUESEL, T. R. Parsons, Brinkerhoff, Quada & Douglas, Inc. FIN 
D-1010. 84/12/07. MILLER, H.J. Repository Projects Branch (Post 

831001). 4pp. 28235:361. 


8501070564 Rev 3 to MK-UMTRA-S, "Health Physics Monitoring Plan, 
UMTRAP, " W/B41207 transmittal form. 

* Morrison-Knudsen Co., Inc. 84/11/27. 81pp. 28237:277. 
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0501070567 Forwards BWIP Repts SD-BWI~TI-249 re reliabilitg analysis 
of container 1 ife> SD-BWI-TI-159 re corrosion models for 
container mat 1 s* SD-BWI-TI-151 re elevated temp corrosion 
of alloys & SD-BWI-TI-140 re irradiation corrosion of alloy. 
BOESCH^L.P. Aerospace Corp. FIN A-4165. 1716. 84/11/16. 

CHANG. K.C. NRC “ No Detailed Affiliation Given. Ip. 28229:258. 


—8501070576 SD-BWI-TI-140 

"Irradiation-Corrosion of Iron-Base Alloys in Hanford 
Grande Ronde Grounduiater. " 

WESTERMAN. R. E. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 83/07/31. 12pp. 28229:259. 


—8501070585 SD-BWI-TI-151 ROl 

Rev 1 to "Elevated Temp Corrosion of Iron-Base Alloys in 
Hanford Grande Ronde Groundwater. " 

WESTERMAN. R. E. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 83/07/31. 13pp. 28229:271. 


—8501070591 SD-BWI-TI-159 

"Preliminary Corrosion Models for BWIP Canister Matls. *' 

FISH. R. L. . ANANTATMULA. R. Rockwell International Corp. 83/09/30. 
34pp. 28229:284. 


—8501070599 SD-BBW-TI-249 

"Preliminary Reliability Analysis of Container Lifetime. " 
ANANTATMULA. R. Rockwell International Corp. 84/09/30. 13pp. 

28229: 318. 


8501070574 Comments on monthly rept for Sept 1984. Response re listed 
items requested. Response should utilize literature reviewed 
on 841002 & end article. "Permeability of Fractured 
Rock...." Enel copyright matl not filmed. 

GORDON. M. Geotechnical Branch (Post 8310011. FIN B-7372. 1620. 

84/10/22. WILLIAMS. R. E. Williams & Associates. 3pp. 28238:012. 


8501070581 Forwards reviews of listed documents re hydrogeologic 
investigations based on drill stem test data. regional & 
local groundwater flow modeling for Richton Dome it pumping 
test. Addl reviews will be submitted upon receipt. 

. RAJARAM. V. Engineers International. Inc. FIN B-7328. 1085-009-05. 

84/12/14, TIKTINSKY. D. Engineering Branch (Post 831001). 39pp. 

28238: 036. 


8501070609 Forwards Nov 1984 monthly progress rept it proposed work 
plan for FIN B-0288. 

WHATLEY.S.K. Oak Ridge National Laboratory. FIN B-0288. 1684. 

84/12/07. CHANG. K.C. Engineering Branch (Post 831001). Ip. 
28235: 337. 


— 8501070615 "Effect of Repository Environ on Performance of Waste 
Package/Engineered Sys Components." monthly progress rept 
for Nov 1984. 

* Oak Ridge National Laboratory. FIN B-028S. NRC-50-19-03-01. 

84/12/07. NRC - No Detailed Affiliation Given. Ip. 28235:338. 


— 8501070617 "Work Plan: Effect of Repository Environ on Performance of 
Waste Package/Engineered Sys Components. " 

WHATLEY.S.K. Oak Ridge National Laboratory. FIN B-0288. 

84/11/30. 21pp. 28235:339. 


8501070621 Forwards monthly progress rept for FIN B-02S7 & trip rept on 
Matls Research Soc meeting on 841126-29 in Boston. MA. ORNL 
participation in meeting covered under FINs B-02S7 & 

B -0290. Draft of conference paper also end. 

WHATLEY.S.K. Oak Ridge National Laboratory. FIN B-02S7. 1685. 

84/12/07. BROOKS. D. J. Geotechnical Branch (Post 831001). Ip. 

28246: 251. 


— 8501070622 "Technical Assistance in Geochemistry." monthly progress 
rept for Nov 1984. 

* Oak Ridge National Laboratory. FIN B-02S7. 84/12/07. NRC - 

No Detailed Affiliation Given. 3pp. 28246:252. 


—8501070625 MR -290-1 

Trip rept on 1984 Matls Research Soc symposium. 

ARNOLD. W.D.. KELMERS. A. D. . MEYER. R. E. Oak Ridge National 
Laboratory. FIN B-0290. 84/12/05. NRC - No Detailed 

Affiliation Given. 36pp. 28246:255. 


— 8501070629 Draft paper entitled. "Technetium it Neptunium Reactions in 
Basalt/Groundwater Sys." presented at 641126-29 matls 
Research Soc annual meeting in Boston. MA. 

MEYER. R.E.. ARNOLD. W. D. . KELMERS. A. D. Oak Ridge National 
Laboratory. FIN B-0290. 84/11/26. 13pp. 28246:291. 


8501070632 Agenda for 841210 meeting in Richland. WA re environ 
assessment of state-leased Hanford site. 

* Washington. State of. 1076. 84/11/13. Washington, State of. 

2pp. 28229:340. 


h501070634 Requests comments concerning request for addl info re 
generic topical rept on Chem-Nuclear polyethylene high 
integrity containers. Comments should be submitted within 
45 days of Itr receipt. W/o end. 

NUSSBAUMER. D. A. Assistant Director for State Agreements Programs. 
84/12/10. SHEALY. H. G. South Carolina. State of. Ip. 28229:339. 


8501080125 Comments on Vacherie Dome environ assessment review. 
Arrangement of five exploratory shaft locations does not 
appear typical of planned repository shafts. 

* Sandia National Laboratories. FIN A-1755. 1673. 84/12/31. 

NRC - No Detailed Affiliation Given. 29pp. 28273:174. 


8501080207 Discusses draft generic technical position (OTP) re design 
info needs in site characterization plan (SCP).GTP generic 
& very broad in scope. Detailed site-specific guidance should 
be provided as soon as possible. 

DAEMEN. J. NRC - No Detailed Affiliation Given. FIN A-1755. 1724. 

84/12/12. NATARAJA. M. Office of Nuclear Material Safety & 
Safeguards. Director. 2pp. 28271:362. 


8501080220 Forwards draft comments of Yakima Indian Nation on draft 
rept, "Evaluation of Commercial Repository Capacity for 
Disposal of Defense High Level Waste." 

TOUSLE Y, D. R. Harmon, Weiss & Jordan. TOUSLEY, D. R. Yakima Indian 
Nation. 1086. 84/12/05. LECLAIRE. D. B. Energy, Dept. of. 11pp. 

28271: 351. 


8501080249 Forwards trip rept of Geological Soc of America 841102-10 
meeting in Reno. NV. 

WHATLEY.S.K. Oak Ridge National Laboratory. FIN B-02S7. 1720. 

84/12/14. BROOKS. D.J. Geotechnical Branch (Post 831001). 70pp. 

28273: 100. 


8501080592 Extended trip rept of 840710-14 Nevada Nuclear Waste Storage 
Invest igations/NRC Geochemistry Workshop in Los Alamos. NM. 

SIEGEL. M. D. Sandia National Laboratories. FIN A-1756. 1715. 

84/11/21. KELLY. W. NRC - No Detailed Affiliation Given. 49pp. 
28264: 265. 


8501090639 Forwards "Selected Reclamation Plan Concept for Conquista 
Site" dtd 840723, per 840823 request. W/o end. 

BAILEY. E.D. Texas. State of. 01594. 84/12/05. SMITH. R.D. Uranium 

Recovery Field Office. Ip. 28273:327. 


8501100091 Forwards errata to draft region-to-region screening 
methodology document. Methodology based on DOE siting 
guidelines. State comments requested by 841012. DOE press 
releases also end. 

MANN. S, A. Energy, Dept. of. 84/09/25. LOGSDON, M. Division of 
Waste Management. 9pp. 28320:034. 


8501110056 Responds to request for "status dump" of work done under 
environ assessment review plan preparation tasks. Attention 
focused on low level waste matters such as topical rept 
reviews, 

TOKAR. M. Engineering Branch (Post 831001). 815. 84/12/18. 

JOHNSON. R. L. Repository Projects Branch (Post 831001). Ip. 
28369: 254. 


8501110092 Lists upcoming NRC/DDE high level waste prelicensing 
meetings St data reviews. List will be updated weekly. 

MILLER. H. J. Repository Projects Branch (Post 831001). 1099. 
84/11/13. BROWNING. R. E Division of Waste Management. 2pp. 
28370: 033. 


8501110139 Summary of nuclear waste board 841105 special meeting in 
Lacey. WA re draft consultation 8e cooperation agreement 
submitted by state negotiating team. 

* Washington. State of. 1108. 84/11/05. Washington. State of. 

2Bpp. 28369:326. 


8501110143 Forwards revised Page 1 of Section L2 it Page 2 of Section 
L3 to BWIP accession list documents. 

* Rockwell International Corp. 1111, 84/12/05. WRIGHT, R.J. 
Office of Nuclear Material Safety Safeguard s, Director. 3pp. 
28369: 323. 


8501110152 Submits notice of upcoming meetings. per 830719-20 meeting. 
Notice to be updated weekly. 

TAYLOR, T.J. Energy, Dept. of. 805. 84/12/06. LINEHAN. J. NRC -No 

Detailed Affiliation Given. HINCHMAN, J. Utah. State of. 

FRISHMAN, S, Texas, State of. Ip. 29369:322, 


8501110175 Requests outline for use in review of Topical Rept 
TFC-TR-84(P) . "High Integrity Containers, " 

TOKAR, M. Engineering Branch (Post 831001). 94/12/27. CHANDD. J. J. 

TFC Nuclear Associates, Inc, Ip. 28371:319. 
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■8501110180 Lists acceptable general criteria to satisfy drop test 
req.uirefflents for high integrity containers. 

SHEALY. H. 0. South Carolina. State of. 84/07/18. SCHNEIDER. K. 
Assistant Director for State Agreements Programs. 3pp. 28371; 320. 


B501110179 Forwards RA Whitney 841116 trip rept re 841022-26 data 
review field trip to Pasco Basin area & DB Slemmons 841213 
memo re BUIP. per NRC 841127 request. Supp orting documents 
end. W/three oversize maps. Aperture cards available in PDR. 

CHUNG. D.H. Lawrence Livermore National Laboratory. FIN A-0294. 
1752. 84/12/13. BLACKFORD. M. E. Geotechnical Branch (Post 831001). 

123pp. 28371:135. 


8501110187 Forwards listed DOE repts.per review of Nov. 1984 monthly 
progress rept re status of Williams & Assoc technical 
assistance under NRC-02— 82— 046. Progress sati sfactory . 

POHLE.U. A. Geotechnical Branch (Post 831001). FIN B-7377. 1745. 

84/12/24. WILLIAMS. R. E. Williams & Associates. 2pp. 28371:304. 


8501110200 Requests review of portions of DOE environ assessments of 
proposed high level waste repositories re site seismology & 
tectonic issues. Comments should be submitted in writing at 
850114 meeting. 

BLACKFORD. M. E. Geotechnical Branch (Post 831001). FIN A-0294. 

1741. 84/12/21. CHUNG. D. Lawrence Livermore National Laboratory. 

3pp. 28371:296. 


8501110226 "Technical Assistance for Design Reviews." monthly technical 
rept for Nov 1984. 

RAJARAM. V. Engineers International. Inc. FIN B-7328. 1750, 

84/12/21, TIKTINSKY. D. Engineering Branch (Post 831001). 35pp. 

28371 ; 258. 


8501110228 Forwards comments re review of LASL geochemistry program 
plan requested at 840710-12 meetings w/Nevada Nuclear Waste 
Storage Investigation in Los Alamos. NM. 

STABLEIN. N. K. Repository Projects Branch (Post 831001). 452. 

84/11/29. VIETH. D. L. Energy. Dept. of. Ip, 28371:126. 


8501110231 Forwards draft statement of work re interagency agreement 
w/DOE for high level radwaste disposal in salt 
repositories during FYS5 - FYS9. 

NICHOLLS. H. R. Interior. Dept. of. Bureau of Mines, FIN B-6934. 

1697. 84/11/26. GREEVES. J. Engineering Branch (Post 831001), 6pp. 

28371:129. ^ 


«5OlllO2S0 Summary of 841212 meeting w/DOE in Silver Spring. MD re 
UMTRAP. 

GNUGNOLI.G. N, Low-Level Waste & Uranium Recovery Projects Branch. 
84/12/20. HIGGINBOTHAM. L, Low-Level Waste & Uranium Recovery 
Projects Branch. 2pp. 28376:096. 


8501110281 Request extensions for review of comments on "NRC Draft 
Generic Technical Position (GTP):Waste Package Reliability" 
it “NRC Draft Issue-Oriented Site Technical Positions 
(ISTPs)" until 850114 & 0420. respective! y. 

HALL. U. B. Utility Nuclear Waste Management Group. 813. 84/12/26 

MILLER. H.J. Repository Projects Branch (Post 831001). Ip. 

28376; 095. 


8501110285 Forwards comments re geotechnical engineering const specs 
for Clive UMTRAP prepared by State of UT. Dept of 
Transportation & Radiation Control. per 841206 technical 
assistance request. 

GILLEN. D.M. Engineering Branch (Post 831001). 85/01/02. 

PENNIFILL.R, Low-Level Waste & Uranium Recovery Projects Branch 
3pp. 28376:092. 


8501110287 Submits Salt repository rept for wks of 841203 it 10. Forwards 
comments on 841212 draft generic technical position on 
licensing assessment methodology for high level waste 
geologic repositories for Uul 1984. 

VERMA. T. NRC - No Detailed Affiliation Given. 799. 84/12/14, 

BROWNING, R. E. Division of Waste Management, 27pp. 28376:065. 


8501110288 Forwards “Document Accession List: Oct 1984. " 

■» Rockwell International Corp. 1073. 84/11/14. WRIGHT, R. J. 

Division of Waste Management. Ip. 28376:043. 


— 8501110290 "Document Accession List; Oct 1984." 

* Rockwell International Corp. 84/10/31. 21pp. 28376:044. 


8501110291 Confirms 841231 conversation re scheduling of waste package 
workshops w/DOE. Workshop s should be held during Apr-June 
following environ assessment review. Workshop scheduling will 
be discussed w/S Coplan. 

JOHNSON. T.C. Engineering Branch (Post 831001). 85/01/02. 

JOHNSON. R.L. Repository Projects Branch (Post 831001). Ip. 


8501110258 Forwards agenda for Ad Hoc Corrosion Panel of Matls Review 
Board 841108-09 review of matl character ization ctr 
corrosion program. 

JUNGL I NG. T. L. Engineering Branch (Post 831001). 84/12/17. 

BARRETT, L.H. Engineering Branch (Post 831001). 7pp. 28376:132. 


8501110259 Forwards record of 841205 telcon re agenda for 841212-13 
meetings w/NRC. 

ASH.E. B. Rockwell International Corp. Ra4-4376. 84/12/07. 

OLSON, O.L. Energy, Dept. of. 2pp. 28376:130. 


8501110262 Provides followup to 840906 transmittal of hydrologic data 
requested by NRC following Jul 1984 data review. TV log of 
Well USW UZ-1 & 2 available from Fenix 8c Scisson. Yucca 
Mountain groundwater chemistry data expected by 850801. 

RUSH, F. E Interior. Dept, of, Geological Survey. 455. 84/12/10. 

COPLAN, S. High Level Waste Technical Development Branch. Ip. 

28376; 129. 


8501110263 Forwards UW earthquake epicenter map explanation. 

* Shannon & Wilson, Inc. 1113. 84/12/10. BREWER, B. Office of 

Nuclear Material Safety 8c Safeguards, Dir ec tor. 2pp. 26376:127. 


S501U0267 Forwards review of Hanford Operations Rept SD-BWI-TI-109 re 
preliminary results of hydraulic testing of middle sentinels 
buff, describing test of current preferred candidate 
repository horizon, 

GORDON, M. Geotechnical Branch (Post 831001). IlOO, 84/12/10. 
FLIEGELfM, Geotechnical Branch (Post 831001), llpp, 28376:115. 


8501110268 Forwards draft environ assessments 8c microfiche refs for 
for seven Salt sites. Computer printout w/list of refs 
currently compiled will be forwarded on 841228. W/o ends. 

TAYLOR, T.J. Energy, Dept. of. IN #175-85. 84/12/19. 

LINEEEEHAN, J. J. Repository Project* Branch (Post 831001). Ip. 
28376: 114. 


8501110274 Extends invitation to darticipaite in Nuclear Wpste 

Conference on 850212-14 in Portland, OR. Reiiuests NFO l, 
perspective in implementing Nuclear Waste Pptl icy Act, 
agenda end. 

WAPATD, S. T, (Columbia River Inter— Tribal Fish Coihthis-siora. 11^06, 
04/11/28. BROWNING. R. Division , of Waste Management. 4pp, 

, ■ T8376: 099, , 


8501110295 Informs that M Madson replaced T Carter as Bendix Field 
Engineering Corp Edgemont vicinity properties remedial 
action project manager. WE Lauman 841226 Itr notifying 
of change end, 

ROBERTS. W. A. Energy, Dept. of. 84/12/28. GROELSEMA, D. L. Energy, 
Dept. of. 2pp. 28376:039. 


B501110296 Submits list of meetings to be held w/DOE re high level 
waste prelicensing 8c data reviews. Meetings subj to change. 

List will be updated 8c distributed weekly. 

miller, H.J. Repository Projects Branch (Post 831001). 1075. 

84/11/06. BROWNING, R. E Division of Waste Management. 2pp. 


8501110298 Forwards errata to "Topical Rept on High Integrity Container 
for Disposal of Low Level Radwaste," submitted on 840629. 

SUZUKI, O. Chichibu Cement Co., Ltd. 84/07/12. HIGGINBOTHAM, L. Low 
Level Waste Licensing Branch. 3pp. 28376:034, 


8501110299 Forwards complete listing of activities in preparation for 
upcoming environ assessment review. End reflects that 
preparation focused on Gulf Coast si tes. however, many items 
include activities re Paradox 8c Permian Basin sites. 

LEE.R. Geotechnical Branch (Post 831001). 798. 84/12/17. 

JOHNSON, R. Repository Projects Branch (Post 831001). 2pp. 
28375:262. 


8501110304 Trip rept of attendance at 841024-26 American Geophysical 
Union Chapman Conference re measurement 8c modeling of 
vertical crustal motion. Conference concluded that 
traditional techniques of measurement must not be abandoned. 

LEE.R. R. Geotechnical Branch (Post 831001). 84/10/31. 

JUSTUS, P.S, (^e^qtpchni&al Branch (Post 831001). 15pp. 28376:018. 


8501110300 Submits notice of upcoming meetings, per 830719-20 meeting. 
Notice will be updated weekly. 

TAYLOR^ T. a, Enargy, Dept. of. BOO, 84/12/14. LINEHAN, J. NRC - No 
Detailed Affiliation Given, HrN(;HMAN,J. Utah, State of, 

FRISHMAN, S. Texas, State of. 2pp. 28375:260. 

8501110306 Submits list of improvements to topical rept, "ENVIROSTONE 8c 
Portland Cement Encapsulation of Radioactive Filter 
Elements." Rept. contains insufficient info to perjqit 
adequate assessment. 

COSTANZI. F. A. Was:te Management Branch (post 840427). S5/01/02, 

BARRETT,!.. Engineering Branch (Post 831001). 2pp. 28374:322. 
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8501110307 Foruiards agenda for NRC 841218-19 visit to DOE Salt 
repository project ofc in Columbusi OH. Se lected QA procedures 
mill be sent shortly. 

REESE, J. Energy. Dept. of. 787, 84/12/03. KENNEDY. J. NRC - No 

Detailed Affiliation Given. 3pp. 28375:257. 


8501110309 Trip rept of five one-day trips on 841022-26 to 
Richland. WA for geological mapping reviem. Trip sponsored by 
DOE BWIP ofc. List of attendees & data reviem sheets m/maps 
locating areas visited end. 

WESTBROOK. K. B. Geotechnical Branch (Post 831001). 1105. 84/11/26. 

KNAPP, M.R. Geotechnical Branch (Post 831001). 84pp. 28375:172. 


8501110313 Submits list of meetings to be held m/DOE re high level 
prelicensing & data reviems. Meetings sub j to change. List 
mill be updated & distributed meekly. 

MILLER. H.J. Repository Projects Branch (Post 831001). 1082. 

84/11/27. BROWNING. R. E. Division of Waste Management. Ip. 
28375: 170. 


8501110315 Provides list of upcoming NRC/DOE meetings. List mill be 
updated & distributed meekly. 

TAYLOR. T.J. Energy. Dept. of. 820. 84/12/20. LINEMAN. J. NRC - No 

Detailed Affiliation Given. HINCHMAN. J. Utah. State of. 

FORSYTHE. R. Texas, State of. 2pp. 28375:165. 


8501110317 Submits list of Edgemont vicinity properties where 
radiological assessment mork mill be req.uired to meet 
Edgemont remedial action completion milestone by end of 
FY86, Exam of file requested for missing radiological data. 

ROBERTS.W. A. Energy. Dept. of. 84/12/26. BALL. D. M. Energy. Dept, 
of. 2pp. 28375:163. 


8501110318 Discusses 841205 meeting m/M Day of State of UT. Dept of 
Health re central valley mater reclamation facility in Salt 
Lake City.UT. M Day urged necessity of expansion of mater 
reclamation facility due to ram semage effluent releases. 

FLORY. C. A. Lom-Level Waste it Uranium Recovery Projects Branch. 
84/12/14. HIGGINBOTHAM. L. Lom-Level Waste Sc Uranium Recovery 
Projects Branch. 4pp. 28375: 157. 


8501110320 Forwards revised agenda for NRC 841218-19 visit to DOE Salt 
repository project ofc in Columbus. OH. 

REESE. J. Energy. Dept. of. 790. 84/12/06. KENNEDY. U. NRC - No 

Detailed Affiliation Given. 4pp. 28375:153. 


8501110321 Offers explanation Sc commitment in managing remedial action 
on Central Valley vicinity property in Salt Lake City.UT. per 
841218 telephone request. Radon flux calculations end. 

DAY. M, S, Utah, State of. 84/12/26. FLORY, C. NRC - No Detailed 
Affiliation Given. 4pp. 28375:149. 


8501110322 Lists upcoming NRC/DOE high level waste prelicensing 
meetings Sc data reviems. List mill be updated meekly. 

MILLER. H.J. Repository Projects Branch (Post 831001). 1104. 
84/12/11, BROWNING. R. E. Division of Waste Management. 2pp. 
28375: 147. 


8501110324 Provides Nevada Nuclear Waste Site Investigation rept for 
mks of 841119 Sc 26. 

PRESTHOLT. P. T. Geotechnical Branch (Post 831001), 444. 84/12/03. 

BROWNING. R. E. Division of Waste Management. 161pp. 28374:324. 


8501110325 Forwards interim reviem comments for Davis Canyon S« Richton 
Dome draft environ assessments. Upgraded draft of Davis 
Canyon S< relevant chapters re Palo Duro region received. 

DEMARCO. M,J. Interior. Dept. of. Bureau of Mines. FIN B-6934. 

1678. 84/11/30. SMYKOWSKI.S. Engineering Branch (Post 831001). 

10pp. 28374:312. 


8501110327 Agenda for 850107-11 meetings w/Engineers Intl.Sandia Sc 
Bureau of Mines in Silver Spring. MD to discuss DOE draft 
environ assessments Sc develop comments re seven Salt 
repository projects. Meeting notice end. 

PEARRING. J. Engineering Branch (Post 831001). FIN B-7328. 
NRC-02-82-030. 84/12/17. Engineering Branch (Post 831001). 4pp. 

28374: 290. 


8501110328 Forwards radiologic it engineering assessments for 
Properties GJ-12344-RS, GJ-02220-MR Sc GJ-03519-MR, Review Sc 
concurrence requested. 

TUCKER. M.K, Energy, Dept. of. 84/12/20. HIGGINBOTTAM. L. Low-Level 
Waste St Uranium Recovery Projects Branch. 2pp. 28368:070. 


— 8501110332 "Radiologic Sc Engineering Assessment for Location 
GJ-12344-RS. " 

TUCKER. M. Bendix Corp. 84/12/31. 35pp. 28368:072. 


—8501110335 “Radiologic Sc Engineering Assessment for Location 
0J-O222O-MR. " 

TUCKER. M, Bendix Corp. 84/12/31. 35pp. 28368:107. 


--S501110336 "Radiologic Sc Engineering Assessment for Location 
GJ-03519-MR. " Four oversize figures end. Aperture cards 
available in PDR. 

* Bendix Corp. 84/12/31. 53pp. 28368:142. 


8501110333 Forwards draft "Proceedings & Recommendations for Conference 
on Application of Geochemical Models to High Level Nuclear 
Waste Repository Assessment." Reviem & comments requested by 
850213. 

WHATLEY, S K. Oak Ridge National Laboratory. FIN B-0290. 1749. 
84/12/20. BROOKS. D. J. Geotechnical Branch (Post 831001). Ip. 

28373: 228. 


— 8501110338 Draft "Proceeding S< Recommendations for Conference on 
Application of Geochemical Models to High Level Nuclear 
Waste Repository Assessment, " 

JACOBS. G. K. . WHATLEY, S.K. Oak Ridge National Laboratory. FIN 
B-0290. 84/12/31. Division of Safeguards. 60pp. 28373:229. 


8501110340 Informs that proposed contract meets program needs by 
providing technical assistance for modeling of high level 
waste repository sites. Proposal harmonious m/statement of 
work it provides for satisfactory reporting requirements. 
BROWNING. R. E. Division of Waste Management. FIN A-1158. 1717. 

84/12/13 BROWN. R.S. Program Support Branch. 9pp. 28373:183. 


— 8501110343 Forwards project it budget proposal for NRC work: "Reposi tort] 
Site Definition 8< Technology Transfer. " Review for 
acceptability requested. Consistency of technical mork 
proposed w/NMSS program needs should be considered. 

BROWN. R.S. Program Support Branch. FIN A-115S, 84/11/28. 

BROWNING. R. E. Division of Waste Management. Ip. 28373:192. 


— 8501110346 Project & budget proposal for NRC work: "Repository Site 
Definition & Technology Transfer. " 

COTTERBUSH. C. , ORTIZ, N. R. Sandia National Laboratories. FIN 
A-115S. 84/11/14. CODELL, R. Office of Nuclear Material Safety Sc 

Safeguards. Director, 10pp. 28373:193. 


8501110341 Submits list of upcoming NRC/DOE high level waste 
prelicensing meetings Sc data reviews, inc luding site-specific 
Sc generic meetings. List will be updated Se distributed 
weekly. 

MILLER. H.J. Repository Projects Branch (Post 831001). 1109. 

84/11/21. BROWNING, R. E, Division of Waste Management. 2pp. 
28373: 181. 


8501110351 Informs that preparations by Environ Assessment Task Force 
for upcoming review of DOE draft environ assessments 
complete. Rev to environ assessment review plan encl.W/o 
end. 

LINEHAN, v). J. . PARR. K. P, Repository Projects Branch (Post 831001). 
04/12/17. BROWNING, R. E. Division of Waste Management. 2pp. 

28373: 156. 


8501110361 "Technical Assistance in Seismo-Tectonic Impacts in 
Repositories. " Monthly Mgt Ltr Rept 20 for Nov 1984. 

CHUNG. D, H, . CUMMINGS, G. E. Lawrence Livermore National Laboratory. 
FIN A-0294. 1748. 84/12/14. BLACKFORD. M. E. Geotechnical Branch 
(Post 831001). 3pp. 28373:125. 


8501110365 Outlines vendor understanding of NRC 841025 request for addl i 
info re topical rept on FL50 high integrity container. I 

No principal technical questions remain unanswered re 
drafting of SER for FL50/EA-50 container, 

HAELSIG.R.T, Nuclear Packaging. Inc. JJ2674. 84/12/21. TOKAR. M. 

Engineering Branch (Post 831001). 2pp. 28373:123. J 

8501110368 Suppls review of draft rept "Investigations from Drill Stem i 
Tests, " Rept represents reasonable execution of calling f 

procedures designed to remove anomalous pressure data from ■ 

data base. ^ 

WINTER, G. Williams & Associates. FIN B-7389-3. 1746. 84/12/21. I 

COOKE. B. Division of Waste Management. Ip. 28373:109. 


8501110371 Forwards record of 841127 telcon w/NRC personnel re Plates I 
7A, 8A it 9A w/color coding referenced in RHO-SD-177, ! 

"Reprocessing it Interpretation Seismic Reflection Data | 

Hanford Site. Pasco Basin. South Central Washington." I 

ASH, E.B. Rockwell International Corp. 1115. 84/12/18. OLSON, D. L. | 

Energy, Dept. of. 2pp. 28373:087. 


8501110373 Confirms intention to deliver one hardcopy set of refs for 
Salt Site environ assessments two sets of microfiche refs t 

for sites. ■! 

TAYLOR, T.J. Energy. Dept. of. 801. 84/12/12. LINEMAN, J. J. 

Repository Projects Branch (Post 831001). Ip. 28373:086. I 

i 

■ ■ , ■ f 

8501110377 Summarizes 841210-14 meetings w/NRC. DOE it representatives off 
labs, univs. engineers it citizens groups in Silver Spring. MD * 

re DOE-Rockwell data presentation. Attendance list end. 
winter, G. Williams & Associates, FIN B-7372-2. 1751. 84/12/21. [ 

GORDON, M. Division of Waste Management. 20pp. 28374:243. | 
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8501110500 Forwards summary of concerns re groundwater analysts at 
South Salt Lake* UT. per S4101S c ommi tment , Groundwater 
contamination analysis ft decision re need for remedial 
actions not well supported. 

HIGGINBOTHAM* L. Low Level Waste Licensing Branch. 84/12/2f7, 
THEMELIS* J. 0. Energy* Dept. of. Spp. 28369:309. 
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’^□hAR. » 
Ass istart 


•’■s^wa-as re. tc 841227 ENVIRALLQY info reque 
t iirefiri Branch .'Post 831001). 84/12/31 
Director State Agreements Programs. 3 p 


SCHNEIDER. K. 
28373; 339. 


8501110503 Comments on 841215 meeting w/Nuclear Packaging Inc. Cabot 
Corp & BNL consultants concerning review of generic FLSO 
high integrity container rept. Meeting on 841218 productive 
in resolving outstanding questions, 

TOKAR.M. Engineering Branch (Post 031001). 84/12/31. 

Nuclear Packaging* Inc. 2pp. 28369:307. 


HAELBIG.R T. 


8501110506 Discusses present status of Malt Characterization Ctr 
Procedure MCC-lP. Matls charac ter i ration ctr process appears 
to be proceeding in direction suitable for licensing. 

BELL* M. J. Division of Waste Management. 85/01/02, STEINDLFR m 
A rgonne National Laboratory. Spp. 28369; 304, ’ 

8501110508 Responds to 841220 Itr transmitting draft panel rept List of 
issues not adequately addressed in matls charac teri »ati on 
ctr program & does not include issue of long-term 
performance predictabi 1 ity & accelerated testing. 

JUNGLING. T. L. Engineering Branch (Post 831001) 85/01/02 

STEINDLER.M.J. Argonne National Laboratory ip. 23369 303 

B50U10510 Discusses radiological & engineering assessment (REA) far 
three vicinity properties in Sh iprock* NM. Radiological * ^ 

assessments at properties do not meet objectives in viclnitu 
properties mgt & implementation manual. vicinity 

THEMFLie^l^r' e Waste Licensing Branch. 85/01/02 

THEMELIS* J. G. Energy, Dept. of. 2pp. 28369:301. 


8501110514 Notifies of completion of review of radiological «< 
engineering assessments. Concurrence w/planned remedial * 
actions* based on listed conditions, listed 
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8501250570 Foruiards State of WY s&W comments on draft environ 
assessment for DOE Riverton Mill Tailings Project. 

Joint meeting betujeen technical staffs requested. 

SUNDIN, R. E. , RANDEN* L. D. Wyoming* State of. 84/11/28. 
THEMELIS* J. e. Energy* Dept. of. 36pp. 28570:100. 


8501250575 Forwards preliminary notes assembled by J Obrochta re revieio 
of Palo Duro Basin rept per request. Comments pertain only to 
Swisher Site. Site geology comments inc omp 1 ete. Fina 1 will be 
delivered by 850122. 

BURKART* A. H. Army* Dept, of* Corps of Engineers. FIN B-6935. 1781. 

85/01/11. TRAPP* J. Affiliation Not Assigned. 5pp. 28570:095. 


8501250581 Notifies of upcoming meetings per 830719-20 meetings. List 
will be updated weekly. Input encouraged. 

TAYLOR* T.J. Energy* Dept. of. 834, 85/01/03. LINEMAN* J. NRC - No 

Detailed Affiliation Given. HINCHMAN* J. Utah. State of. 

FRISHMAN* S. Texas* State of. 2pp. 28570:093. 


8501250592 Informs of formation of task force to review environ 
assessment. J Linehan designated as task director*K Parr 
as assistant. K Stablein project manager for Nevada Test 
Site project. W/o end. 

MILLER* H.J. Repository Projects Branch <Post 831001). 1132. 

84/11/16. BROWNING* R. E. Division of Waste Management. Ip. 
28570: 092. 


8501280020 Agenda for 850107-11 meetings w/Engineers Inti in Silver 
Spring* MD to review DOE draft environ assessment & develop 
comments re BWIP. Meeting notification end. 

* Division of Waste Management. FIN B-7328. 1786. 85/01/03. 

Division of Waste Management. 4pp. 28615:359. 


8501280031 Notification of 850107-11 meetings w/Engineers Inti in 
Silver Spring* MD to reviw DOE draft environ assessment 8e 
develop comments re BWIP. Meeting agenda end, 

* Division of Waste Management. FIN B-7328. 1765. 85/01/03. 

Division of Waste Management. 4pp. 28615:354. 


8501280054 Forwards UMTRAP activities repts for Oct & Nov 1984. 
Biographical sketch on K Carlson* new deputy project manager* 
end. 

THEMELIS* J. 0. Energy* Dept. of. 84/12/24. HIGGINBOTHAM* L. 

Low-Level Waste S< Uranium Recovery Projects Branch. Bpp. 28615:343. 


8501280057 Informs that most refs cited in Yucca Mountain draft environ 
assessment sent under separate cover. Remaining refs 
forthcoming. 

VIETH*D. L. Energy* Dept. of. 461. 84/12/20. CQPLAN, S. M. 

Repository Projects Branch (Post 831001). Ip. 28615:328. 


8501280061 Recommends briefing on licensing process & QA to Nevada 
Nuclear Waste Site. Investigations Project staff located in 
Las Vega5*NV area. 

VIETH* D. L. Energy* Dept. of. 481. 85/01/05. BROWNING* R. E. 

Division of Waste Management. 2pp. 28613:362. 


B5012B0068 Summary of DOE 841003-04 meetings u/potential repository 
host states* affected Indian tribes & other interested 
parties in Atlanta* GA re DOE civilian raduaste mgt program. 
RUSSELL* C.F. NRC - No Detailed Affiliation Given. 84/11/20. 
BUNTING* J.O. Policy & Program Control Branch (Post B31001). 5pp. 

28613: 357. 


8501280073 Offers no comments on use of Nuclear Packag ing* Inc submerged 
demineral i 2 er sys vessel for burial at Hanford* in response 
to 841207 memo. 

MACDONALD* C. E. Transportation Certification Branch. 85/01/14. 
BARRETT* L.H. Engineering Branch (Post 831001). Ip, 28615:342. 


8501280089 Forwards Geol ogy/Geophysics Section comments on Nevada 
Nuclear Waste Storage Investigations 840917-28 geologic 
data review. 

RICEiB. * CUTLER* J. Geotechnical Branch (Post 831001). 476. 

84/12/28. CQPLAN* 8. Repository Projects Branch (Post 831001). 6pp. 
28615:322, 


8501280209 Notification of 850117 open meeting of Nuclear Waste 
Advisory Council to discuss DOE recently released draft 
environ assessment. 

SPELLMAN* J.* BISHOP*W. A, Washington* State of. 1140. 85/01/17. 

Washington* State of. 3pp, 28574:338. 


8501280288 Forwards .technical assistance request for Durango DES. 
Comments from each section requested by 841214. Review must 
be completed by 841221 . Meeting to discuss major findings of 
review scheduled for 841211. 

DAMiW. L, Geotechnical Branch (Post 831001). 84/12/03. BLACKFORD. M. 

Geotechnical Branch (Post 831001). FLIEGEL* M. * JOHNSON, T. NRC - No 
Detailed Affiliation Given. 2pp. 28574:336. 


-■J5012S0292 Transcript of 841218 hearing before DOE in La Plata County* 
CO re draft EIS for remedial action at former Uanadium Corp 
of America mill site in Durang o* CO. Pp 1-130. 

* Energy* Dept. of. 84/12/18. 130pp. 28574:027. 


8501280295 Forwards State of WA 841223 Itr re NRC high integrity 
container reviews. Resp onse to points raised in Itr requested 
by 850118. Dec 1983 meeting w/States of WA* SC & NV re 
implementation of 10CFR61 discussed, 

NUSSBAUMER* D. A. Assistant Director for State Agreements Programs. 
85/Ol/OS. BROWNING* R. Division of Waste Management. Ip. 

28573; 323. 


-8501280303 Contends that NRC topical rept review program re high 
integrity containers & implementation of 10CFR61 has fallen 
short of NRC Dec 1983 commitment. Review of program based on 
stated questions requested. 

STRONG* T.R. Washington. State of. 84/12/23. NUSSBAUMER* D. A. 
Assistant Director for State Agreements Programs. 3pp. 28573: 324. 


8501280301 Discusses Nevada Nuclear Waste Site Investigations Rept for 
wks of 841224 & 31. Repts for wks of 841203*10 & 17 should be 
corrected as stated. Review of environ assessment underway. 
PRESTHOLT.P. T. NRC - No Detailed Affiliation Given. 480. 85/01/02, 

BROWNINGiR. E. Division of Waste Management. Ip. 28572:357. 


8501280311 Forwards current schedules for receipt of documents re NRC 
actions in DOE. UMTRAP under Title 1. List identifying prof 
disciplines & estimates of time required for review of 
documents also end. 

HIGGINBOTHAM* L. Low Level Waste Licensing Branch. 84/12/13. 

SMITH* R.D. Uranium Recovery Field Office. 4pp. 28572:353. 


8501280312 Retracts first paragraph of S4092B Itr which noted that 
Jan-Apr 1985 would be suitable for geology & hydrology 
workshops w/NRC. Worksh ops will be set up after results of 
previous meeting received & impact evaluated. 

DUDLEY. W, W. Interior* Dept, of* Geological Survey, 445. 84/12/26. 

VIETH* O.L. Energy* Dept. of. 2pp. 28572:348. 


S501280314 Agenda for 841213-14 visit to Nevada Nuclear Waste Site 
Investigations Project in Las Vegas. NV to review QA program. 

Division of Waste Management. 479. 84/12/05, Division of 

Waste Management. 3pp. 28573:327. 


8501280317 Forwards comments on geotechnical engineering aspects of 
"DES* Remedial Actions at Former Vanadium Corp of America U 
Mill Si te* Durango. La Plata County, CO. " per 841126 technical 
assistance request. 

GILLEN. D. M. Engineering Branch (Post 831001). 84/12/17. 

PENNIFILL.R. Low Level Waste Licensing Branch. 3pp. 28572:345. 


8501280371 Forwards summary of DOE/NRC QA 841218-19 meetings in 
Col umbus. OH. List of at tendees* ag enda* comments Sc viewgraphs 
end. 

NEFF, J.O. Energy* Dept. of. ST# 146-85. 85/01/03. LINEHAM* J. T. 

Repository Projects Branch (Post 831001). 212pp. 28573:116, 


8501280515 Requests that N Eisenberg assist in div review of DOE draft 
environ assessment* per end R Cunningham 840810 memo. Staff 
review must be completed by 850201. 

MILLER* H. J, Repository Projects Branch (Post 831001). 1137. 

84/12/18. COSTANZI, F. A, Division of Waste Management. 2pp. 

28637: 355. 


— 8501280524 Informs that sections of DDE environ assessment that concern 
environ impacts of transporting radioactive matls in branch 
scope of review. N Eisenberg requested to assist in review. 

Briefing on transportation computer models needed. 

CUNNINGHAM* R. E. Division of Fuel Cycle & Material Safety. 

84/08/10. BROWNINGiR, Division of Waste Management. 2pp. 

28637; 357. 


8301280559 Forwards "Cooperative Agreement Between US DOE* Navajo Tribe 
of Indians & Hopi Tribe of Indians. " Agreement requires 
concurrence of NRC* Navajo & Phoenix Ofes of Bureau of Indian 
Affairs for remedial action at Tuba City,AZ. 

ROMATOWSKI* R. G. Energy* Dept. of. 84/12/12. ZAH*P. Navajo Nation. 
43pp. 28639:029. 


8501280562 List of attendees at DOE/NRC 841107 meeting in Richland* WA. 
■a NRC - No Detailed Affiliation Given. 1068. 84/11/07. 3pp, 

28638:245. 


8501280566 Provides notice of upcoming meetings. List will be updated 
weekly. Input requested. 

TAYLOR, T.J, Energy* Dept. of. 828. 84/12/27. LINEHAN* J. ' NRC - No 

Detailed Affiliation Given. HINCHMAN* J. Utah* State of. 

FRISHMAN* S. Texas* State of. 2pp. 28638:361. 



528 


NONDOCKETED ITEMS 


8501280630 
start of 
* NRC - 
Detai led 


Agenda for 841212~13 meetings u/OOE to 
Stage 2 hydrologic testing at BWIP. 

No Detailed Affiliation Given. 1079. 
Affiliation Given. 2pp. 28615:332. 


resolve concerns re 
84/12/13. NRC - ’V. 


8501280636 Agenda for NRC/DOE 841210-12 meetings in RichlandiWA to 
discuss BWIP QA. 

* NRC - No Detailed Affiliation Given. 1078. 84/12/12. NRC - No 

Detailed Affiliation Given. 3pp. 28615.329. 


8501280640 Proposed agenda for 841212-13 meetings u/DOE to resolve 
concerns re start of Stage 2 hydrologic testing at BWIP. 

* NRC - No Detailed Affiliation Given. 1074. 84/12/13. NRC - No 

Detailed Affiliation Given. 3pp. 28637:361. 


8501280645 Proposed agenda for 841212-13 meetings ui/DOE to discuss 
updated Stage 2 hydrologic testing at BWIP. 

* NRC - No Detailed Affiliation Given. 1057. 84/12/13. NRC - No 

Detailed Affiliation Given. 2pp, 28637:359. 


8501280650 Requests synthetic seismograms used to identify primary 
reflectors & multiples in Lines 3i 5 & 8 & data indicating 
match betufeen synthetic & data seismograms^ per B Hurley 
841228 conversation. 

WRIGHT, R.J. Repository Projects Branch (Post 831001). 1147. 

85/01/09. 0LS0N»0, L. Energy, Dept. of. Ip. 28635:361. 


8501280672 "Steam Surveys in Vicinity of U Mills Area of ShiprockjNM. " 
* HHS, Dept, ofj U. S. Public Health Service. * New Mexico, State 
of. 60/11/30. 30pp. 28638:280. 


8501280710 Forwards format 8f areas of geologic lead & input to be 
used in reviewing environ assessment findings. Submits 
schedule for meetings during 850114-18 to discuss draft 
comments. Major comments will be drafted 850122-25. 

TRAPP, J.S. Geotechnical Branch (Post 831001). 1143. 84/12/13. 

BERRY, R. H. Affiliation Not Assigned. 3pp. 28638:357. 


-8501290080 "Radiologic & Engineering Assessment for Location 
GJ-30484-VL. " 

* Bendix Corp. 84/12/31. 26pp. 28647:219. 


— 8501290084 Draft "Radiologic & Engineering Assessment for Location 
GJ-10228-RS. " 

* Bendix Corp. 84/12/31. 44pp. 28647:245. 


— 8501290089 Draft "Radiologic t< Engineering Assessment for Location 
GJ-02303-RS. " 

* Bendix Corp. 84/12/31. 44pp. 28647:290. 


— 8501290094 "Radiologic 8t Engineering 
GJ-00B97-CS. " 

* Bendix Corp. 84/12/31. 40pp. 


— 8501290097 "Radiologic & Engineering 
GJ-03091-MR. " 

* Bendix Corp. 84/12/31. 40pp. 


Assessment for Location 
28647: 334. 

Assessment for Location 
28648: 012. 


8501290103 Revised draft "Radiologic & Engineering Assessment for 
Location GJ-34247-RS. " 

* Bendix Corp. 84/12/31. 31pp. 28648:052. 


8501290017 Forwards specific comments on draft guidance package for 
data reviews. Areas of concern inc lude: ap parent confusion 
between function of data review & GA audit & between 
function of workshop Sc data review. 

TRAPP, J.S. Geotechnical Branch (Post 831001). 84/11/16. GLEN, C. 

Repository Projects Branch (Post 831001). 35pp. 28646:271. 


8501290024 Trip rept of 841022-26 visit to American Geophysical Union 
Chapman Conference in Harpers Ferry, WV re vertical crustal 
motion. Meeting abstracts relevant to waste mgt end. 

LEE,R.R. Geotechnical Branch (Post 831001). 84/10/31. JUSTUS, P. S. 

Geotechnical Branch (Post 831001). 9pp. 28646:262. 


8501280728 Forwards worksheets from 840514-17 hydrology data review it 
840821-24 rock mechanics data review in Columbus, OH. 

Worksheets document data & repts reviewed. 

LINEHAN, J. J. Repository Projects Branch (Post 831001). 821, 

84/12/20. NEFF, J. 0. Energy, Dept. of. 130pp, 28629:189. 


8501280731 "Technical Assistance in Seismic-Tectonic Impacts in 
Repositories, " draft environ assessment rept on Vacherie 
Dome Site, LA. 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-a5-009. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 5pp, 28629:184. 


8501280749 "Geochemical Sensitivity Analysis," monthly progress rept 
for Dec 1984. 

SIEGEL, M.D. Sandia National Laboratories. FIN A-1756. 1783. 

85/01/02. KELLY, W. NRC - No Detailed Affiliation Given. 11pp. 
28629:073. 


8501290012 Denies 840926 petition to certify Coeur d^Alene Tribe as 
affected indian tribe. Tribe must have possessory or usage 
rights to lands outside reservation boundaries per 
congressional treaties. 

FRITZ, J. W. Interior, Dept, of. Bureau of Indian Affairs. 1139, 
84/12/24. MATHESON, D. J, Coeur d^'Alene Tribe of Idaho. Ip. 

28646: 306. 


8501290016 Forwards radiological & engineering assessments for UMTRAP 
properties, including Locations GJ-34247-RS, GJ-03091-MR, 

GJ-00897, GJ— 02303-RS tt GJ— 10228-RS. W/f our oversize maps. 

Aperture cards available in PDR. 

TUCKER, M.K. Energy, Dept. of. 85/01/03. HIGGINBOTHAM, L, Division 
of Waste Management. Ip. 28647:001, 


8501290023 "Radiologic & Engineering Assessment for Location 
GJ-13S01-MR. " 

* Bendix Corp. 84/12/31. 39pp, 28647:002. 


8501290047 Draft "Radiologic & Engineering Assessment for Location 
0J-00354-CS, " 

* Bendix Corp. 84/12/31. 61pp, 28647:043. 

—8501290068 "Radiologic & Engineering Assessment for Location 
GJ-01378“RS. <• 

* Bendix Corp, 84/12/31, 39pp. 28647: 105. 

—8501290075 "Radiologic & Engineering Assessment for Location 
GJ-02749-CH. " 

a Bendix Corp. ^/i2/ai. 74pp, 28647:145. 


8501290048 Forwards comments re UMTRAP DES for DOE remedial actions at 
former Vanadium Corp of America U mill site, Durango, LA Plata 
County, CO. DES considered incomplete should not be used to 
support remedial actions at Durango. 

HAWKINS, E.F. Uranium Recovery Field Office. 85/01/15. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
21pp. 28646:239. 


8501290061 Forwards "Potential Radionuclide Releases From Spent Fuel 
Waste Packages,” environ assessment review working paper For 
comment. Rept is result of preliminary work on review of 
Draft 4 of DOE environ assessment documents for Salt Sites. 
PETERSON, C. H. Engineering Branch (Post 831001). 84/10/26. 

STARMER, J.R. Geotechnical Branch (Post 831001). COPLAN, S. M. , 
KENNEDY, J. E, Repository Projects Branch (Post 831001). 2pp. 

28646: 203. 


8501290069 "Potential Radionuclide Releases From Spent Fuel Waste 
Packages," environ assessment review working paper. 

PETERSON, C. H. NRC - No Detailed Affiliation Given. 84/12/07. 
34pp. 28646:205. 


8501290064 Summary of 841211 meeting w/Williams it Assoc it Sandia re 
discussion of Stage 2 hydrologic testing of BWIP site Sc 
characteristics of fractured media hydraulics. 

GORDON, M. , COLEMAN, N. Geotechnical Branch (Post 831001). 1126. 

84/12/19. FLIEGEL, M. Geotechnical Branch (Post 831001). 4pp. 

28646: 199. 


6501290142 Draft review of DOE environ assessments for proposed 
Nevada Nuclear Waste Site Investigations site, per 
Subtask 1.3 of contract, "Technical Assistance in Seismo-. 

Tectonic Impacts in Repositories. " 

CHUNG, D.H, Lawrence Livermore National Laboratory. FIN A-0294. 

1780. 85/01/12, BLACKFORD, M. E. Geotechnical Branch (Post 831001 ) . 

19pp. 28646:111. 


8501290150 Draft review of DOE environ assessments for proposed Swisher 
County Site, per Subtask 1.3 of contract, "Technical 
Assistance in Seismo-Tectonic Impacts in Repositories. " 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 

1777. 85/01/12. BLACKFORD, M, E. Geotechnical Branch (Post 631001). 

3pp. 28646:106. 


8501290172 Discusses problems in NRC/DOE interactions on BWIP 
hydrology. DOE inability to respond to NRC concerns in 
reasonable time suggests present method of interaction 
unsatisfactory. 

WRIGHT, R.J, Policy & Program Control Branch (Post 831001), 1046. 

84/10/19. OLSON, D, L. Energy, Dept. of. 2pp. 28646:097, 



NOIMDOCKETED ITEMS 


8501290179 Ack invitation to speak at nuclear waste conference in 
Portlandi OR. Expresses regret for inability to attend. NRC 
will be represented by either J Bunting or C Russell. 

BROWNING, R. E. Division of Waste Management. 1148. 85/01/02. 

WAPATOi S. T. Columbia River Inter— Tribal Fish Commission. Ip. 
28646: 090. 


8501290184 Notifies of Lakeview Remedial Action Advisory Committee 
850129 meeting at Lake County Courthouse. Agenda, status rept 
8< related documents end. 

MARKLEY, D. Energy, Dept. of. 85/01/09. Energy, Dept. of. 22pp. 
28646:065. 


8501290187 Concurs w/final draft of annual status rept to Congress on 
UMTRAP. 

HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/11/29. BAUBHTZ,J. E. Energy, Dept. of. Ip. 28645:361. 


8501290188 Forwards annotated table of contents as guidance for 
preparation of Chapter 4 of environ assessment. 

VIETHiD.L. Energy, Dept. of. 187. 83/11/18. BURTON, E. S. Energy, 

Dept. of. 19pp. 28646:045. 


8501290190 Forwards comments 8c questions re technical review of generic 
topical rept on NUPAC ENVIRALLQY family of high integrity 
containers. Comments within 45 days of Itr receipt requested. 
NUSSBAUMER, D. A. Assistant Director for State Agreements Programs. 
85/01/07. SHEALY, H. G. South Carolina, State of. 4pp. 28646:041. 


8501290193 Requests attendance at 841212-13 NRC/DOE hydrologic testing 
meetings w/BWIP in Silver Spring, MD. Agenda items include 
presentations on water level baseline data & criteria 8< 
regional hydrology investigation. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). FIN A-1757. 1760. 

84/12/10. DAVISiP. Sandia National Laboratories, Ip. 28645:363. 


8501290198 Clarifies agreements reached re transfer of UMTRAP work. U 
Recovery Field Ofc will provide technical assistance to NMSS 
for NRC program actions at Durango, Gunni son 8c Lakeview 
sites. 

HIGGINBOTHAM, L. Low-Level Waste 8c Uranium Recovery Projects Branch. 
85/01/08. SMITH, R. Uranium Recovery Field Office. 5pp. 28646:001. 


8501290206 Responds to 831028 request for info on preparing environ 
assessments. Examp le of technical guideline writeup for 
Chapter 4 of Nuclear Waste Site Investigations environ 
assessment end. 

VIETH, D. L. Energy, Dept. of. 189. 83/11/18. BURTON, E. S. Energy, 

Dept. of. ISpp, 28646:023. 


8501290217 Discusses tentative agreement reached for U Recovery Field 
Ofc to provide technical review support for future DOE 
documents pertaining to Durango, Gunnison 8c Lakeview UMTRAP 
sites. 

HIGGINBOTHAM, L. Low-Level Waste 8c Uranium Recovery Projects Branch. 
84/12/17. BARRETT, L.H. Engineering Branch (Post 831001). 

KNAPP, M.R. Geotechnical Branch (Post 831001). Ip. 28645:357. 


8501290220 Forwards three radiological environ assessments for Edgemont 
Vicinity Properties ED-00339-RS, ED-00409-0T 8c ED-00498-RS 
for review. Requests that appropriate comments 8c concurrence 
be forwarded. W/o end. 

ROBERTS, W. A. Energy, Dept. of. 85/01/02. HIGGINBOTHAM, L, 

Low-Level Waste 8< Uranium Recovery Projects Branch, Ip, 28645:356. 


8501290228 Forwards comments re scope 8e quality of matl 
characterisation ctr corrosion program, per 841108-09 
meetings, 

JUNGLJNG, T. L. Engineering Branch (Post 831001). 84/11/28. 

STEINDLER, M. J. Argonne National Laboratory. 4pp. 28645:338. 


8501290230 Informs that staff 8c technical contractors scheduled to meet 
on 850114-'18 in Silver Spring, MO to discuss comments on 
final draft environ assessments. 

LEE,R, Geotechnical Branch (Post 831001), 1146. 85/01/07. 

Division of Waste Management, Ip, 28645:337. 


8501290241 Lists upcoming meetings 8c data reviews w/DOE re high level 
waste li C;'eniii4#g.' '' 

MILLER^ H.J. Repository Projects Branch (Post 831001). 1128. 

84/12/04^ BROWNING, R. E. Division of Waste Management. 2pp. 

28645: 329. 


8501290248 ff^forms of Teview of proposed work plan for project, "Effect 
of Repofi’tdry Environ on Performance of Waste Package/ 

Engineered Sys Components, " 8c Nov 1984 progress rept. 

Proposed work plan acceptable. 

CHANG, K.C. Engineering Branch (Post 831001). FIN 8-0288. 1769, 

84/12/26, WHATLEY. 8. K. Oak Ridge National Laboratory. 2pp. 
28645:327. 


cj50l290256 Forwards informal responses to draft questions sent to NUPAC 
in anticipation of formal request for addl info re NUPAC 
Ferralium 255 FL50 high integrity container. Review of 
responses to Items 10,11,12 Sc 13 requested. 

BARRETT, L.H. Engineering Branch (Post 831001). 84/10/11. 

MACDONALD, C. E. Transportation Certification Branch. Ip. 28645:326. 


S50129025B Submits review of Nov 1984 monthly progress rept, "Lab 
Evaluation of DOE Radionuclide Solubility Data 8c Selected 
Retardation Parameters, Experimental Strateg ies, Lab 
Techniques 8c Procedures. " 

BRADBURY, J. W. Geotechnical Branch (Post 831001). FIN B-0290. 1768. 

84/12/27. WHATLEY, S.K. Oak Ridge National Laboratory. 2pp. 

28645: 324. 


8501290269 Comments on TFC Nuclear Assoc, Inc topical rept on high 
integrity container. Rept needs analysis of container 
lifetime re chemical degradation. 

COSTANZI, F. A. Waste Management Branch. 85/01/11. BARRETT, L. 
Engineering Branch (Post 831001 ) . 2pp. 28645:322. 


8501290282 Forwards DOE news release re background info on DDE 841220 
release of nine draft environ assessments concerning 
potential nuclear waste disposal sites. NRC comments will be 
sent to DOE. W/o end. 

DAVIS, J. C. Division of Safeguards. 1134. 84/12/28. MURLEY, T. E. 

Region 1, Office of Director. O 'REILLY, J. P. Region 2, Office of 
Director. KEPPLER, J. G. Region 3, Office of Director. Ip, 

28645: 321. 


8501290449 "Preliminary Review, Draft Environ Assessment, Lavender 
Canyon Site, Paradox Basin, San Juan County, UT, " for 
"Technical Assistance in Seismo-Tec tonic Impacts in 
Repositories. " 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
1793. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 831001 ) . 

24pp. 28649; 150. 


8501290466 "Coupled Thermal-Hydrological-Mechanical Assessments S< Site 
Charac terization Activities for Geological Repositories, " 
monthly status rept for Dec 1984. 

BONAND, E. J. Sandia National Laboratories. FIN A-1755, 17B2. 

85/01/02. NATARAJA, M. S. Engineering Branch (Post 031001). 2pp. 
28648: 361. 


8501290482 Draft environ review rept on Davis Canyon Site UT, per 
Subtask 1.3 of contract, "Technical Assistance in 
Seismo-Tectonic Impacts in Repositories. " 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-85-004. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 15pp. 28649:126. 


8501290540 Forwards list of refs cited in Yucca Mountain, NV draft 
environ assessment. Some refs missing because all chapters of 
assessment not prepared by Nevada Nuclear Waste Site 
Investigations. Refs cited end. 

VIETH, D, L. Energy, Dept. of. 478. 84/12/20. COPLAN, S. M. 

Repository Projects Branch (Post 631001). 46pp. 28649:057, 


8501290550 Forwards draft environ assessments for Vacherie Dome Site, 
LA,Richton Dome Site, MS & Cypress Dome Site, MS. Draft environ 
assessments reviewed by GM Ruede during 850107-10. No 
independent review possible due to time limitations. 

GREEN, M.G. Army, Dept, of. FIN B-6935. 1778. 85/01/11. 

WESTBROOK, K. B. NRC - No Detailed Affiliation Given. 5pp. 
28649:013. 


8501290558 Forwards geophysical logs from GD-1 borehole in Paradox 
Basin. Logs, combined w/partial set transmitted on 841016, 
constitute complete set. Itemized list of logs end. W/o logs. 

KUNTZ, C. S, Battelle Memorial Institute, Columbus Laboratories. 748. 

84/11/09. JOHNSON, R. NRC - No Detailed Affiliation Given. 4pp. 
28649; 001. 


8501290582 Forwards review of "Pumping Test Sc Fluid Sampling Rept - 
Mansfield 1 (PD-4} Well, Palo Duro Basin, TX: Unanalyzed Data." 
Evaluations Sc anelyses of data included in rept appear 
cursory in nature. 

WINTER, C. Williams Sc Associates. FIN B-73e9. 1771. 84/12/27. 

COOKE; B. Division of Waste Management. Bpp. 28646:329. 


8501290586 Forwards radiological Sc engineering assessments for 
Locations GJ-90008^CS, GJ-b4461-RS, GJ^00145--RS Sc GJ-06063-CS 
in Grand Junction, CO, Concurrence requested. 

TUCKER, M,K. Energy, Dept. of. 85/01/17. HIGGINBOTHAM, L, Low-Level 
Waste Sc Uranium Recovery Projects Branch, 2pp. 28678:005. 


—8501290588 Draft ^’Radiologic Sc Engineering Assessment for Lpcatlon 
GJ-90O08-CS, ■ 

4 Bendix Corp. 85/01/31, S^p. 28678:0(37. 
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— S501290594 "Radiologic !< Engineering Assessment for Location 
GJ-04461-RS. " 

■» Bendix Corp. 85/01/31. 39pp. 28678:092. 


— 8501290595 "Radiologic 8e Engineering Assessment for Location 
GJ-00145 -RO. •• 

* Bendix Corp, 85/01/31. 39pp. 28678; 131. 


— 8501290598 "Radiologic & Engineering Assessment for Location 
GJ-06063-CS, 

* Bendix Corp. 85/01/31 35pp. 28678:170. 


8501290589 Provides further detailed comments on Draft 4 of environ 
assessment for Palo Duro Basin. Description of test strategy 
inadequate. 

WINTER- G. Williams & Associates. FIN 8-7389-3. 1774. 84/12/28. 

COOKE- B. Division of Waste Management. 6pp. 28650:003. 


8501290590 Submits schedule for review of DOE Salt environ assessments 
to be performed under interagency agreement ui/Bureau of 
Mines & NRC. 

TIKTINSKY-D. Engineering Branch (Post 831001). FIN B-6934. 1764. 

84/12/13. DEMARCO- M. Interior- Dept, of- Bureau of Mines. Ip. 
28649: 363. 


8501290600 Forwards format to be used in commenting on environ 
assessment. Review should be extremely focused w/emphasis on 
geology- in areas of geomorphology & surf icial processes. 

TRAPP, J.S. Geotechnical Branch (Post 831001). 1144. 84/12/13. 

PURCELL-C.R. Affiliation Not Assigned. 3pp. 28649:359. 


8501290607 Forwards draft environ assessment rept on Richton Dome Site- 
MS. Review completed w/o access to important DOE it contractor 
literature re site. Areas of technical concerns & rationale 
for concerns identified. 

CHUNG) D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-85-008. 85/01/12. BLACKFORD- M. E. Geotechnical Branch (Post 

831001). 7pp. 28649:331. 


8501290611 Forwards draft rept, "Environ 8< Socioeconomic Considerations 
of Locating Nuc lear . Was te Repository Near Canyonlands Natl 
Park-UT-" per 841217 request, W/o end. 

NEFF-J. 0. Energy- Dept. of. 835. 84/12/27. LINEHAN, J. J. 

Repository Projects Branch (Post 331001). Ip. 28649:330. 


8501290614 Forwards draft environ assessment review comments for 
Richton Dome Site- MS. Comment s presented in format described 
in 841212 SRP for environ assessments. 

IMSE, J. P. Weston Geophysical Corp. FIN D-1003. WGC-R531. 

85/01/14, RICE-B. Geotechnical Branch (Post 831001). 6pp. 
28649; 324, 


8501290615 "Hydrogeology of Nevada Test Site-Project D- " monthly Ltr 
Rept 63 for Dec 1984. Publications list end. 

BUSS-D. r: Geotrans- Inc. FIN B-737S-4. 1776. 85/01/07. 

POHLEiJ. A. Division of Waste Management, 2pp. 28649:322. 


8501290616 Draft environ assessment review rept on Deaf Smith County 
Site- TX, per Subtask 1.3 of contract- "Technical Assistance 
in Seismo-Tectonic Impacts in Repositories." 

CHUNG-D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-S5-007. 85/01/12, BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 29pp. 28649:293. 


8501290619 Forwards draft environ assessment review comments for Davis 
Canyon Si te- UT. Comment s presented in format described in 
841212 SRP for environ assessments. 

IMSE, J. P. Weston Geophysical Corp. FIN D-1003. WGC-R531. 

85/01/14, RICE-B, Geotechnical Branch (Post 831001). 6pp. 

28649: 287. 


8501290620 Forwards modified schedule for accomplishing Task 2 & 3 of 
NRC-02-84-007- per 850102 telcon. Schedule should replace 
841015 schedule when approved, 

BLAND, W.M. OeeB's- Inc. FIN D-1014. 1773, 85/01/04, 

DELLIGATTI- M. S. Policy & Program Control Branch (Post 831001). 6pp, 
28649:281. 


^01290625 Forwards draft environ assessment review comments for Yucca 
Mountain Si te, NV. Comments presented in format described in 
841212 SRP for environ assessments. Comments focus on aspects 
impacting on guideline criteria. 

IMSE. J. P. Weston Geophysical Corp. FIN D-1003. 1788. 85/01/14. 

RICE, B, Geotechnical Branch (Post 831001). 6pp. 28649:226. 


8501290629 Forwards 841231 trip rept to DOE sites to examine QA 
programs. Effectiveness of team visits & recommendations for 
future assessments discussed. 

BLAND-W. M. GeeB's- Inc. FIN D-1014. 1770. 84/12/31. 

DELLIGATTI- M. S. Policy & Program Control Branch (Post 831001). Sop 
28649: 192. 


8501290632 Trip rept of 841001-05 visit to Oak Ridge- TN re meeting 
of thermochemical data base committee for FIN A-1756 
contract & workshop on geochemical modeling of high level 
waste. 

STARMER-R.J. Geotechnical Branch (Post 831001). FIN A-1756. 1753. 

85/01/08. KNAPP. M. P. Geotechnical Branch (Post 831001). 17pp. 

28649: 174. 


8501290636 Requests assistance in high integrity container review for 
State of WA- "Submerged Demineralizer Sys Liner 
Qualification as High Integrity Container - Hanford Burial. " 
BARRETT-L.H. Engineering Branch (Post 831001). 84/12/07. COBB, L. I. 

Safeguards & Materials Program Branch, CONTI- E.F. Waste Management 
Branch. GAMMILL- W. P. Meteorology & Effluent Treatment Branch. Ip. 
28645: 003. 


6501290645 Forwards proposed agenda for waste package workshops w/Ofc 
of Nuclear Waste Investigations- BWIP & Nevada Nuclear Waste 
Site Investigation re Salt- Tuff & Basalt Sites. Each workshop 
would require 2-3 days, 

JOHNSON- T. C. Engineering Branch (Post 831001), 84/11/19. 

LINEHAN, J. Repository Projects Branch (Post 831001). 26pp. 

28645: 065. 


8501290661 Comments on geochemistry review of water quality at Clive- UT 
UMTRAP site. Supports B Ford findings that high 
concentrations of solutes in groundwater will minimize 
future impacts of disposal. 

DAM-W. L. Geotechnical Branch (Post B31001). 84/11/20. JUSTUS- P. 

Geotechnical Branch (Post S31001). Ip. 28644:282. 


8501290672 Transcript of 841217 public info meeting in Wash ing ton- DC, 
Pp 1-74. 

* NRC — No Detailed Affiliation Given. * Energy- Dept. of. 
84/12/17. 75pp. 28640:227. 


8501290692 Submits schedule for review of BWIP environ assessment. 
TIKTINSKY-D. Engineering Branch (Post 831001). FIN B-6934. 1763. 

84/12/13. CORP- E. Interior- Dept, of- Bureau of Mines. Ip. 

28644: 349. 


8501290695 Comments on "Preparation of Engineering Analysis for High 
Level Waste Packages in Geological Repositories- " monthly 
progress rept for Nov 1984. List of DDE performance 
assessment plans & environ assessment documents end. 

CHANG, K.C. Engineering Branch (Post 831001). FIN A-4165. 1775. 

85/01/02. STEPHENS- K. W. Aerospace Corp. 3pp. 28644:346. 


8501290707 Forwards all state comment Itrs received re Crystalline 
Repository Project draft screening methodology document. 

Final document will be issued in Apr 1985. 

MANN- S. A. Energy- Dept. of. 84/12/17. PETERS- L. A. Division of 
Waste Management. 161pp. 28640:066. 


8501290714 Forwards followup comments on DOE/NRC 840612-13 meetings 
(workshop) in Gaithersburg, MD re BWIP hydrologic 
characterization. Modified testing it monitoring program does 
not fully meet Intent of site Technical Position 1, 1. 

KNAPP- M. R. Geotechnical Branch (Post 831001). 1089. 84/10/15. 

MILLER, H.J. Repository Projects Branch (Post 831001). Ip. 

28644: 241. 


— 8501290719 "Followup Comments on June 1984 DOE/NRC Hydrogeology 
Workshop. " 

COLEMAN- N, M. , GORDON- M. J. Geotechnical Branch (Post 831001). 
84/10/10. 23pp. 28644:242, 


8501290718 "Geochemical Sensitivity Analysis- “ monthly progress rept 
for Oct 1984. ^ f p 

Sie^L'M. D. Sandia National Laboratories. FIN A-1756. 1767. 

84/11/10. KELLY- W. NRC “ No Detailed Affiliation Given. 4pp. 
28644:331, 


850 1 290725 Comfbents draft, issue-oriented site technical positions 

■ < ISTPs ) - per 841 115 FR notice. Generi c problems w/basis for 
ISTPs di'scos^e'd^ 

PUR^LL- Wi J, Energy; Dept. of. 490. 85/01/10. MILLER- H. J, 

Repository Projects Branch (Post 831001). 4pp. 28644:335. 


8501290621 Forwards draft environ assessment review comments for 
Lavender Canyon Site- UT. Comments presented in format 
described in 841212 SRP for environ assessments. 

IMSE- J. P, Weston Geophysical Corp. FIN D-1003. W0C-R531. 

85/01/14. RICR-B, GeotechnicaT Branch (Post 831001). 6pp, 
28649:275, 


8501290623 Forwards advance secondary issue of addl 49 refs to BWIP 
draft enYiron assessment-, Entire list pf refs based on 840803 
draft of environ assessment along w/microfiche slides for 
49 refs included. 

OLSON- q. L, Energy- Dept, of, 1080. 84/11/30. WRIGHT- R. J. 

Repository; Pro jects Branch (Post 831001). 36pp, 28649:232, 
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8501290733 Requests review of "NRC Draft Generic Technical Position on 
Design Info Needs in Site Character i zat i on Plan. “ Comments 
requested by 841214. 

TIKTINSKY,D. Engineering Branch (Post 831001). FIN B-6934. 1794. 

84/11/09. CORP, E. Interior^ Dept. of» Bureau of Mines. Ip 
28644: 323. 


— 8501290741 Requests review of “NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan." Comments 
requested by 841214. 

TIKTINSKY.D. Engineering Branch (Post 831001). FIN B-6934. 

84/11/09. THIMONS>E. Interiori Dept, of* Bureau of Mines Ip 
28644: 324. 


— 8501290752 Requests review of “NRC Draft Generic Technical Position on 
Design Info Needs in Site Charac terization Plan. " Comments 
requested by 841214. 

TIKTINSKYiD. Engineering Branch (Post 831001). FIN B-6934. 

84/11/09. MUNDELLjL. Interiori Dept, ofi Bureau of Mines. Ip, 
28644:325. 


— 8501290754 Requests review of “NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan, •' Comments 
requested by 841214. 

TIKTINSKYiD. Engineering Branch (Post 831001). FIN B-6934. 

84/11/09. HOLLOPi E. Interiori Dept, ofi Bureau of Mines. Ip. 

28644: 326. 


8501290761 "Licensing-Methodology Assistancei " "Moni tor/Revieui Aspects 
of DOE & Other Natl Inti Waste Mgt Programsi " "Probability 
Techniques" & "Short Term Technical Assistance/ " summary of 
activities for Dec 1984. 

CRANWELLi R. M. Sandia National Laboratories. FIN A-1165. 1784. 

84/12/31. PEETERSi L. A. Repository Projects Branch (Post 831001). 
5pp. 28644:283. 


8501290762 Informs NRC of staff changes in BNL waste mgt div. 

SOOiP. Brookhaven National Laboratory. FIN A-3164. 1772. 

85/01/02. WICKiE. A. High Level Waste Licensing Management Branch. 
2pp. 28640:359. 


8501300066 Forwards draft repti "Technical Assistance in Seismo- 
Tectonic Impacts in Repositories" re Cypress Creek Dome Site 
in State of MS. Identifies areas of concern & action 
necessary for mitigation. 

CHUNGi D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EO-85-010, 85/01/12. BLACKFORD/ M. E. Geotechnical Branch (Post 

831001). 4pp. 28671:328. 


8501300075 Comments on draft environ assessment of Swisher County Site/ 
TX. Comments concentrated on significant aspects of environ 
assessment documents which impact guideline criteria. 

IMSEiJ. P. Weston Geophysical Corp. FIN D-1003. W0C-R531. 

85/01/14. RICE/B. Geotechnical Branch (Post 831001). 5pp. 

28684: 276. 


8501300111 Forwards vicinity property concurrence list for action re 
radiological & engineering assessments. Concurrence based on 
current version of VPMIM/ action meeting EPA stds agreement 
w/planned disposal of contamination. 

HIGGINBOTHAM# L. Low-Level Waste & Uranium Recovery Projects Branch. 
84/12/14, THEMELISi J. Q. Energy/ Dept. of. 2pp. 28684:248. 


8501300192 "Technical Assistance in Numerical Modeling Assessment of 
High Level Waste Respositories# " monthly progress rept for 
Dec 1984. 

CRANWELLi R. M. Sandia National Laboratories. FIN A-1757. 1787; 

85/01/02. COLEMAN/ N. Geotechnical Branch (Post 831001). 3pp. 
28680: 360. 


8501300515 Forwards "Geochemical Assessment of Nuclear Waste 
Isolation/" quarterly rept/ Apr-June 1984 8c "Aqueous 
Oxidation-Reduction Kinetics Associated W/Coupled Electron- 
Cation Transfer From Iron Silicates at 25 F. " 

KELLY# W.B. Geotechnical Branch (Post 831001). FIN A-1756. 1754. 

85/01/09. SIEGEL# M. D. Sandia National Laboratories. Ip. 

28675: 087, 


t:~0l310480 "Lab Evaluation of DOE Radionuclide Solubility Data 
Selected Retardation Parameter s# Ex p erimental Strategies# 

Lab Techniques & Procedures# “ monthly progress rept# 

Dec 1984. 

WHATLEY# S. K. Oak Ridge National Laboratory. FIN B-0290. 1799. 

85/01/10. BRADBURY# J. W. Geotechnical Branch (Post 831001 ) . 16pp. 

28684: 310. 


8501310500 Forwards selected detailed comments on Hanford site. Major 
comments to be sent on 850118. 

R A JAR AM# V. Engineers International# Inc. FIN D-1004. 1085-009-09. 

85/01/17. BUCKLEY# J. NRC - No Detailed Affiliation Given. 2Spp. 
28684 : 282. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


8501040041 Requests full-time effort of J Daemen & K Wahi to assist in 
NRC 841220-850320 review of draft environ assessments for 
nuclear waste repository sites. Work requirements & schedule 
for reviews listed. 

NATARAJA# M. S. Engineering Branch (Post 831001). FIN A-1755. 1721. 

84/12/13. BONANO. E. J. Sandia National Laboratories. 2pp. 

28209: 218. 


8501040054 Comments on Aug 1984 progress Itr for FIN A-3164/ "Review 
of DOE Waste Package Program" & FIN A-3167/ "Review of Waste 
Package Verification Tests. " 

WICK# E. A. Engineering Branch (Post 831001). FIN A-3164. 1666. 
84/10/12. SQO/P. Brookhaven National Laboratory. 2pp. 28209:244. 


8501040130 Comments on Sept 1984 progress Itr for FIN A-3164/ "Review 
of DOE Waste Package Program" 8« FIN A-3167/ "Review of Waste 
Package Verification Tests. " 

WICK# E. A. Engineering Branch (Post 831001). FIN A-3164. 1695. 

84/11/28. 800/ P. Brookhaven National Laboratory. 3pp. 28209:303. 


8501040140 "Technical Assistance for Design Reviews#" monthly technical 
rept for Oct 1984. 

RAJARAM# V. Engineers International# Inc. FIN B-7328. 1664. 

84/11/16. TIKTINSKY/D. Engineering Branch (Post 831001). 5pp. 
28209: 306. 


8501040143 Forwards# for review under Task 1# listed DOE repts received 
recent ly. Progress reported in 841102 monthly progress rept 
for Oct 1984 satisfactory. Environ assessments expected by 
841220. W/o end. 

POHLE# J. A. Geotechnical Branch (Post 831001). FIN B-7377. 1704. 

84/11/26. WILLIAMS# R. E. Williams & Associates. 2pp. 28209:325. 


8501040160 Forwards "Outline for SRQA Recommendations Document...#" 
per Section H. 9. I of Contract NRC-02-S4-007 & author 841017 
Itr. Task 2 outline differs in format from version in Task 1 
plan. Partial payment invoice will be sent at later date. 

BLAND# W. M. GeeB'S# Inc. FIND-1014. 1711. 84/11/27. 

DELLIGATTI# M. S. Policy l< Program Control Branch (Post 831001). Ip. 
28209: 332. 


— 8501040172 "Outline for SRQA Recommendations Document To Be Used by NRC 
in Dealing W/DOE Effort Under Nuclear Waste Policy Act of 
1982, " 

* GeeB's# Inc. FIN D-1014. 84/11/27. NRC - No Detailed 

Affiliation Given. 7pp. 28209:333. 


8501040161 Provides expanded trip rept for Nevada Nuclear Waste Storage 
Investigations conducted under Task 005 during month of Sept 
1984. 

IMSE/J. P. Weston Geophysical Corp. FIN D-1003. 1696. 84/12/03. 

RICE#B. Geotechnical Branch (Post 831001). 3pp. 28209:340. 


8501040177 Forwards comments on draft generic technical position# 
"In Situ Testing During Site Characterization for High Level 
Nuclear Waste Repositories. " Comments solicited from members 
of US Natl Committee for Rock Mechanics. 

HEISLER/S. V. National Research Council. FIN B-6932, 1709, 

84/11/28, GUPTA# D. Engineering Branch (Post 831001), 7pp. 
28214: 251. 


6501300730 Comments on draft environ assessment of Deaf Smith County 
Site# TX. Comments concentrated on significant aspects of 
environ assessment documents which impact guideline 
criteria. 

IMSE#J. P. Weston Geophysical Corp. FIN D-1003. UGC-R531. 

85/01/14. RZCE#B. Geotechnical Branch (Post 831001), 5pp, 

28671: 127. 


8501310445 Forwards draft environ assessment review rept on BWIP site. 
Review S( evaluation of assigned portions of DOE environ 
assessments for proposed site performed per Subtask 1. 3 of 
FIN ArC^294 & 841222 assignment Itr. 

CHUNG# D. N; Lawrence Livermore National Laboratory. FIN A-0294, 
1796. 85/01/12. BLACKFORD# M. E. Geotechnical Branch (Post 831001). 

31pp. 28686:230. 


8501040180 Comments on review of Sager & Runchal Apr 1982 article 
entitled# "Permeability of Fractured Rock. " Review 
underscores problem associated w/most approaches to 
fracture flow analysis. 

WILLIAMS# R, W. Williams Associates. FIN B-7372. 1710. 84/11/26. 

GORDON# M. Division of Waste Management, 2pp, 28209:352. 


8501040186 Submits comments re Nov 1983 BNWL review team rept 
re BWIP, Detai led contingency plan necessary in event of 
high pressure# high permeability water bearing zone. 

WINTER. 6. Williams & Associates. FIN B-7372, 1693. 84/11/27. 

GORDON# M, Division of Waste Management. 6pp. 28209:354. 
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C4:; : ~ of S’^aft su;? .t^drolagsi test plans CStcre 
»t a. sc £t:fe*5CiIe completion rept for DC-19- DC-20 & 

Cr“2C ’'fS'-lts 're^.uestea tij S41207 Descrjpticn of 

pTcp^-isa iiseeting re fractured .uedia encl. 

CDfTf'LN. ** iiecsechnioal Brarcn ^p!:st SBIOCIJ FIM B-7372. 171S. 
S4 :■■ :«? w:L;,:ArfS.R E Williams & Associates. Ip. 28209:360. 


'01040296 "Strategy & Preliminary Plans for Large-Scale Hydraulic 
Stress Testing of Selected Hydrogeologic Units at RRL-2 
Locationi" Communication 107. 

WINTER- e. Williams & Associates. NRC-02-82-044. 107. 84/12/05. 

GORDON- M. Division of Waste Management. 10pp. 28215:014. 


; 99 liscusses zharacte"izability of fractured media. Meeting la/ 
level d-astc team h.jdroIcgy staff St contractors to 
de-e-np strateg:* for future f<»RC guidance to DOE proposed, 
meeting agenda encl 

iOFI'-GN, W -Sestechni cal Branch (Post 8310C1). FIN B-7372. 

S4 i-'ii FlIESEl-M Geotechnical Branch (Post 8310013. 3pp. 

re;:', 9 3*; 


SSCIO#:;'.!;* Fs»'is<ards final program plan for Task 2. "Monitor & Review 
Perfi’-manct Aspects of DOE- Other Natl & Inti Waste Mgt 

Frsj'-am* " 

Hw>NT£P P *. 5andia National Laborator les. FIN A-1165. 1706. 

84,i: 27 PEETERS.L A Repository Projects Branch (Post 831001). 
4pp, 28212 359 


a!K3104w2:7 Forwards "Geochemical Sensitivity Analysis- " progress rept 
far Fvas. 840420-0930 

SICsHEi,. M D Sandia National Laboratories. FIN A-1756. 1737. 

84 12. 18 AELLV. W. NRC - No Detailed Affiliation Given. Ip. 

28214 :5l. 


05O1C4O225 "Geochemical Sensitivity Analysis- “ progress rept for 
FfB5, 840420-0930, 

SIE5EL.M. D , e?ICKSON-K L - BONANO-E. J, Sandia National 
Lafearatones FIN A-1756 84/09/30. Division of Waste 

Management, 36pp, 28214' 052. 


“"■8501 34C241 "Ceocheaiical Sensitivity Analysis-" Itr rept. 

SIEGEL. MD, ERICKSON-K L - VOPICKA-D. A. Sandia National 
Laboratories FIN A-1756. 84/12/31. Division of Waste 

Harag eaent. lOOpp 28214 088 


—8501343252 SANDB4-0540 

"Review of Physical Phenomena & Population Balance for 
Radioactive Colloid Transport, “ 

BONiMW- E J . SIEGEL- H. 0. Sandia National Laboratories. 

MUTTALL-H. E Nuttall & Associates- Inc. FIN A-1158. 84/12/31. 

Oiviiion of Waste Management 42pp. 28214; 198. 


B50104Q301 Forwards "Draft Repository Site Data Rept for Unsaturated 
Tuff- yucca Mountain- NV. " 

HUNTER- R. Sandia National Laboratories. FIN A-llSe. 1738, 
84/12/21, CDDELL- R. Geotechnical Branch (Post 831001). 410pp, 

28213- 001. 


8501040313 "Coupled Thermal-Hydrological-Mechanical Assessments & Site 
Characterisation Activities for Geological Repositories- " 
monthly rept for Nov 1984. 

BONANO- E. J. Sandia National Laborator i es. FIN A-1755. 1736, 

84/12/01. NATARAJA- M. S. Engineering Branch (Post 831001). 2pp. 
28214. 356. 


8501070006 Forwards attendance list & slides from 841206 project 
review brief ing. Discussion during review helpful in 
identifying issues that should be emphasized in upcoming 
methodology rept & subsequent work. 

STEPHENS- K. W. Aerospace Corp. FlNA-4165. 1683. 84/12/10, 

CHANG- K. C. NRC - No Detailed Affiliation Given. 75pp. 28229:170, 


8501070018 "Hydrogeology of Nevada Test Site- Project D- " monthly 
progress rept for Nov 1984. 

BUSS. D. R. Geotrans- Inc. FIN B-737S-4. 1732. 84/12/12. POHLE. J. 

Division of Waste Management. 2pp. 28229: 251. 


8501070072 "Review of DOE Waste Package Program" & "Review of Waste 
Package Verification Tests-" monthly mgt repts for Oct 1984. 

KATD- W. Y. Brookhaven National Laboratory. FIN A-3164. 1667. 

84/11/16. WICK/E. A. High Level Waste Licensing Management Branch. 
45pp. 28228: 010. 


8501070074 Informs of review by E Gause of revised MCC-IP test for 
waste form leaching. Approval for general use recommended. 

Concerns re use of Teflon containers addressed & adequately 
resolved. BNL 841119 memo end, » 

SDO-P. Brookhaven National Laboratory. FIN A-3167. 1661. 

84/11/19. WICK- E. A. High Level Waste Licensing Management Branch 
2dd. 28227; 328. 


85010^240 Forwards consents on 1702 Oct 1984 monthly progress rept & 
draft rept re waste package codes. Comments & questions on 
senchmar* ing of DOT program end (ref Tasks 4 & 5>. 

BRWS.P P Repository Projects Branch (Post 831001). FIN B-6985. 
S4/U 04 VOCT.D K. CorSTAR Research. Inc. 5pp. 28216:320. 


summarizing activities during Oct 1984 
for FIN A-1755, Authorization for travel to conference, 

aSoJo^dfarLtlS,''* Tucson- A2 during 

*"9 (Post 831001). FIN A-1755. 1700, 

21215 ^ Sandia National Laboratories. Ip. 


Informs of review of Oct 1984 monthly progress rept for "L 
Solubility Data I Selected 
r !*’’*' ^*'**^***”**^ Strategies- Lab 
t ‘*«te satisfactory. 




fe^iiNetftry 'a» la* ***•”'* 

» $S4. Prancli <Pest 831001). 65pp, 


, dsSryS Waste Rej^ository. " 

mi ^‘■-1 »*7fce|.« iJborat 

*'® ®**f***R«l .Affi Uat ion Giver 


8501070078 Monthly status rept for Oct 1984. 

BLAND-W.M. GeeB's- Inc. FIND-1014. 1663. 84/11/18. 

= y Program Control Branch (Post 831001 ) , 4pp 

20227! 324. ^ ^ 


8501070083 Forwards high level waste data base requirements analysis 8. 

oP proposed data base file structure, 

84/i?/5n PIN A-3167. 1665. 

20^J ^"28227:304 Licensing Management Branch. 

“Description of Proposed New Activities 
for FIN A-i775 During FYS5. " Outline of propossd ideas 
end. per 841115 telcon. loems 

*^CREEVFQ Laboratories. FIN A-1755. 1670. 84/11/20. 

GREEVES-J. T. Engineering Branch (Post 831001). 8pp. 28227:294 

8501070105 Forwards final event list for FIN A-1165-Tmsk 3 

B4/Ii%S ’pee^ErI L Laboratories. FIN A-1165. 1671. 

2pp. ^28227:29?^^*^’^’ Projects Branch (Post 831001). 


IS-bE'r-rr”"" ^ 

Assignment" respJdiielJ"® Probability 

8^11/19 PEETERs\*^a*^‘’S*^ Laboratories. FIN A-1165. 1672. 

9pp. 28227:269^” ' ‘ Repository Projects Branch (Post 831001) 


Capacity Limited RetarditTn^ 1 rorwaroing paper entitled 


1634, 
28227; 1! 


COOKE. B. 
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8501070143 Ack receipt of NRC-02-S0-075 quarterly rept for Jul-Sept 
1981. Trip by Denver Research Ctr personnel to attend Nevada 
Nuclear Waste Site Investigation 840716-20 reviews should 
have been included. 

TIKTINSKY/D. Engineering Branch (Post 831001). FIN B-6934. 1703. 

84/11/30. AMEYj E. Interior^ Dept. of< Bureau of Mines. Ip. 

28225: 344. 


8501070145 "Lab Evaluation of DOE Radionuclide Solubility Data & 
Selected Retardation Parameters, Experimental Strateg i es, Lab 
Techniques & Procedures," monthly progress rept for 
Nov 1984. " 

WHATLEY, S.K. Oak Ridge National Laboratory. FIN B-0290. 1735. 

84/12/07. BRADBURY, J. W. Geotechnical Branch (Post 831001). 50pp. 

28225: 294. 


8501070155 Discusses B Blanchard (DOl) Itr to H Mi 1 1 er, revi ewing NRC 
STPl. 1. STPl. 1 best method of testing hypothesis of 
conceptual model of hydrology of BWIP site as presented in 
site characterization rept. 

WILLIAMS, R. E. Williams & Associates. FINB-7372. 1692. 84/11/30. 

GORDON, M. Division of Waste Management. 7pp. 28226:001. 


8501070174 Forwards reviews of "Pumping Test & Fluid Sampling Rept - 
Sawyer 1 Well, Palo Duro Basin..." & "Well Completion Rept - 
Mansfield 1 Well, Palo Duro Basin...." 

WINTER, G. Williams & Associates. FIN B-7389. 1687. 84/12/04. 
COOKE, B. Division of Waste Management. 12pp. 28229:001. 


8501070201 Comments on "Draft Revised Program Plans, " draft 
"Methodologies for Assessing Performance of High Level 
Radwaste Packages" & Aug 1984 progress rept. Repts generally 
adequate & project progress satisfactory to date. 

CHANG, K. C. Engineering Branch (Post 831001). FIN A-4165. 1660. 

84/10/09. STEPHENS, K. W. Aerospace Corp. 3pp. 28228:197. 


8501070202 "BWIP, Hanford , WA, Rep t of Field Exam of Critical Geological 
Areas. " 

PLOUDRE, G. W. Army, Dept, of, Corps of Engineers. FIN B-6935. 1689. 

84/11/30. Division of Waste Management. 7pp. 28228:189. 


6501070218 Discusses Oct progress rept for FIN B-0290 re results of 
experiment that measured relationship between sorption ratio 
Rd & particle size. Graph showing effect of temp on sorption 
suggested. 

B IRCHARD, G. P. Division of Radiation Programs & Earth Sciences (post 
840429). FIN B-0290. 1668. 84/11/26. BRADBURY, J. W. Geotechnical 

Branch (Post 831001). Ip. 28228:176. 


8501070227 Submits comments re draft biannual rept, NUREO/CR-3091, Vol 5, 
"Review of Waste Package Verification Tests. " 

WICK, E. A. Division of Waste Management. FIN A-3167. 1722. 

64/11/28. SOO, P. Brookhaven National Laboratory. 3pp. 28227:361. 


8501070238 Forwards comments on draft generic technical position, "In 
Situ Testing During Site Characterization for High Level 
Waste Repositories." Comments solicited from members of US 
Natl Committee on Tunneling Technology. 

HEISLER,S. V. National Research Council. FIN D-1010. 1708. 

84/11/28. TANIOUS, N. S, Engineering Branch (Post 831001). 25pp. 

28226: 008. 


8501070250 "Proposed Tasks for Development of Self-Contained Curriculum 
for TOUGH Code. " 

CRANWELL, R. M. Sandia National Laboratories. FIN A-1158. 1690. 

84/12/10. CODELL, R. Geotechnical Branch (Post 831001). 5pp. 

28226: 236. 


8501070254 "Ref Lists for Final Environ Assessment Review Preparation" 
Task Order 007. 

IMSE, J. P. Weston Geophysical Corp. FIN D-1003. 1656. 84/12/04. 

RICE, B. Geotechnical Branch (Post 831001), 68pp, 28226:168. 


8501070312 Comments on "Potential Radionuclide Releases From Spent 
Fuel Waste Pac kages, Environ Assessment Review Working 
Paper, " by C Peterson. Paper represents solid effort in 
clarifying important topics. 

STEPHENS, K. W. Aerospace Corp. FIN A-4165, 1731. 84/12/14, 

CHANG, K.C. NRC - No Detailed Affiliation Given. 2pp. 28225:256. 


8501070320 "Geochemical Sensitivity Analysis, " monthly rept for Nov 
1984. 

SIEGEL, M.D. Sandia National Laboratories. FIN A-1756. 1730. 

84/12/01. KEULY, W. NRC - No Detailed Affiliation Given. 5pp. 
28225:251. 


8501070324 Comments on "US NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan. " Second 
paragraph of Section 3. 1. 2 should be removed. 

CORP, E. L. Interior, Dept, of, Bureau of Mines. FIN B-6934. 1714, 

84/11/26. TIKTINSKY, D. H. Division of Waste Management. 2pp. 
28225: 249. 


8501070334 Forwards C Sastre 840810 memo re adequacy of thermal 
calculations provided by Computer Code TEMPV5. Thermal 
calculations in Swisher Salt repository environ assessment 
reasonable w/assumption of constant thermal conductivity. 

SULLIVAN, T. Brookhaven National Laboratory. FIN A-3164. 1725. 

84/12/11. WICK, E. A. High Level Waste Licensing Management Branch. 
18pp. 28225:231. 


8501070340 Forwards suppl to Engineers Inti, Inc B41128 comments re 
draft generic technical position "In Site Testing During 
Site Characterization for High Level Nuclear Waste 
Repositories. " 

NOBLE, T, National Research Council. FIN B-6932. 1712. 84/12/03. 

GUPTA, D. Division of Waste Management. 3pp. 28225:221. 


8501070384 Advises that Oct 1984 monthly progress rept reviewed. List of 
newly acquired ref documents satisfactory. 

COOKE, B. A. Division of Waste Management. FIN B-73S9. 1723. 

84/12/10. WILLIAMS, R. E. Williams Associates. Ip. 28225:201. 


B5010703S9 Communication 108, constituting 29th monthly progress rept 
(Nov 1984) for Contract NRC-02-S2-044. 

WILLIAMS, R. E. Williams & Associates. NRC-02-82-044. 1688. 

84/12/05. GORDON, M. Division of Waste Management. 7pp. 28225:194. 


8501070391 Comments on Oct 1984 monthly progress rept, "Technical 
Assistance in Geochemistry," No changes to cost or delivery 
schedule authorized. 

BROOKS,D. J. Geotechnical Branch (Post 831001). FIN B-02S7. 1698. 

84/11/21. WHATLEY, S. K. Dak Ridge National Laboratory. 3pp, 

28225: 180. 


8501070467 Forwards comments on "NRC Draft Generic Technical Position 
on Design Info Needs in Site Characterization Plan. " 

Document difficult to read & understand, 

MUNDELL, R. L. Interior, Dept, of, Bureau of Mines. FIN B-6934. 

1728. 84/12/14. TIKTINSKY, D. Engineering Branch (Post 831001). 

2pp. 28238:356. 


8501070468 Submits draft review of "Statutory Environ Assessment for 
Cyprus Creek Dome Site, Perry County, MS. " 

DAEMEN, J. Sandia National Laboratories. FIN B-1755. 1674. 

84/10/16. PESHEL, J. vJ. Engineering Branch (Post 831001). 19pp. 

28238: 332. 


8501070479 "Review of DOE Waste Package Program" & "Waste Package 
Verification Tests, " monthly mgt repts for Nov 1984. 

KATD, W. Y. Brookhaven National Laboratory. FIN A-3164. 1719. 

84/12/17. WICK, E. A, High Level Waste Licensing Management Branch. 
77pp, 28240:152. 


8501070490 Responds to request for expanded explanation of particular 
set of events in final event for Task 3, FIN A-1165, includ ing 
hydrology St geology. 

HUNTER, R. L, Sandia National Laboratories FIN A-1165. 1713. 

84/11/29. PEETERS, L. A. Repository Projects Branch (Post 831001). 
2pp. 28236:319. ' 


B501070502 "Preparation of Engineering Analysis for High Level Watte 
Packages in Geologic Repositories, " monthly progress rept 
for Nov 1984. 

STEPHENS, K. W. Aerospace Corp. FIN A-4165-5. 1727. 84/12/14. 

CHANG, K.C. NRC - No Detailed Affiliation Given. 9pp. 28238:261. 


8501070510 Submits mgt level summary of progress during Nov 1984. 
Technical status summary end. 

VOGT, D. K. CorSTAR Research, Inc. FIN B -6985. 1726. 84/12/17. 

BROOKS, P. Division of Waste Management. 67pp. 28223:258. 


8501070520 Informs of review of monthly progress rept for Oct 1984, 
Progress satisfactory to date. Listed DOE repts forwarded 
for review under Task 1. W/o end. 

POHLE,J.A. Geotechnical Branch (Post B31001). FIN B-737S. 1705. 

84/11/26. BUSS,D. R. Geotrans, Inc. 2pp. 28219:362. 


6501070536 Requests that progress rept, "Geochemical Sensitivity ■ 

Analysis, " be completed by 841220. Oct 1984 monthly progress ! 

rept satisfactory, 

KELLY, W.R. Geotechnical Branch (Post 831001). FIN A-1756. 1699. 

84/11/26. SIEGEL, M.D. Sandia National Laboratories. Ip. 

28237: 276. I 

! 

8501070548 Forwards review of Rev 1 to BWIP performance assessment ! 

plan. i 

HUNTER, R.L. Sandia National Laboratories. FIN A-1163. 1707. I 

84/11/20. PEETERS, L. A. Repository Projects Branch (Post 831001). j 

13pp. 28236:246. [ 


8501070549 Outlines work proposed for hydrochemical data obtained from 
BWIP. Statistical analysis should be completed by Dec 1984, | 

WILLIAMS, R. E. Williams & Associates. FIN B-7372, 1733. 84/12/07. ! 

GORDON, M. Division of Waste Management. 2pp. 28229:362. | 
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S501070553 Forwards comments resulting from review of final Rept 
SAND83-7C85. "Repository Drilled Hole Methods Study. " 

THIMQNS/E. D. Interiori Dept, of* Bureau of Mines. FIN B--6934. 

1679. 84/11/21. TIKTINSKY. D. H. Engineering Branch <Post 831001). 

2pp. 28229:360. 


B501070556 Comments on Oct 1984 rept for FIN A-4165* "Preparation of 
Engineering Analysis for High Level Waste Packages in 
Geologic Repositories. " 

CHANG. K.C. Engineering Branch (Post 831001). FIN A-4165. 1694. 

84/12/03. STEPHENS. K. W. Aerospace Corp. Ip. 28237:361. 


8501070563 Forwards Itr submitting comments on draft Generic Technical 
Position. "In Situ Testing During Site Characteriiation 
for High Level Nuclear Waste Repositories. " 

HEISLER. S. Y. National Research Council. FIND-1010. 1734. 

84/12/11. TAN I DUS. N, S. Engineering Branch (Post 831001). Ip. 

28235: 360. 


— 8501070569 Comments on draft Generic Technical Position. "In Situ 
Testing During Site Characterization for High Level Nuclear 
Waste Repositories. " 

KUESEL. T. R. Parsons. Brinkerhoff. Quada & Douglas. Inc. FIN 
D-1010. 84/12/07. MILLER. H. J. Repository Projects Branch (Post 

831001). 4pp. 28235:361. 


8501070567 Forwards BWIP Repts SD-BWI-TI-249 re reliability analysis 
of container 1 i fe. SD-BWI-TI-1 59 re corrosion models for 
container matls. SD-BWI-TI-151 re elevated temp corrosion 
of alloys & SD-BWI-TI-140 re irradiation corrosion of alloy. 

BOESCH. L. P. Aerospace Corp. FIN A-4165. 1716. 84/11/16. 

CHANG.K. C. NRC - No Detailed Affiliation Given. Ip. 28229:258. 


— S501070576 SD-BWI-TI-140 

"Irradiation-Corrosion of Iron-Base Alloys in Hanford 
Grande Ronde Groundwater. " 

WESTERMAN, R. E. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 83/07/31. 12pp. 28229:259. 


—8501070585 SD-BWI-TI-151 ROl 

Rev 1 to "Elevated Temp Corrosion of Iron-Base Alloys in 
Hanford Grande Ronde Groundwater. " 

WESTERMAN. R. E. Battelle Memorial Institute. Pacific Northwest 
Laboratories. 83/07/31. 13pp. 28229:271. 


8501070621 Forwards monthly progress rept for FIN B-02S7 S« trip rept on 
Matls Research Soc meeting on 841126-29 in Boston. MA. ORNL 
partic ipation in meeting covered under FINs B-02S7 St 
B-0290. Draft of conference paper also end. 

WHATLEY, S.K. Oak Ridge National Laboratory. FIN B-0287. 1685. 

84/12/07. BROOKS. D.J. Geotechnical Branch (Post 831001). Ip. 

28246; 251. 


— 8501070622 "Technical Assistance in Geochemistry. " monthly progress 
rept for Nov 1984. 

* Oak Ridge National Laboratory. FIN B-02S7. 84/12/07. NRC - 

No Detailed Affiliation Given. 3pp. 28246:252. 


— 8501070625 MR-290-1 

Trip rept on 1984 Matls Research Soc symposium. 

ARNOLD. W. D. . KELMERS. A. D. . MEYER. R. E. Oak Ridge National 

Laboratory. FIN B-0290. 84/12/05. NRC - No Detailed 

Affiliation Given. 36pp. 28246:255. 


— 8501070629 Draft paper entitled. "Technetium St Neptunium Reactions in 
Basalt/Groundwater Sys. " presented at 841126-29 matls 
Research Soc annual meeting in Boston. MA. 

MEYER. R.E.. ARNOLD. W. D. . KELMERS. A. D. Oak Ridge National 
Laboratory. FIN B-0290. 84/11/26. 13pp. 28246:291. 


8501080125 Comments on Vacherie Dome environ assessment review. 
Arrangement of five exploratory shaft locations does not 
appear typical of planned repository shafts. 

* Sandia National Laboratories. FIN A-1755. 1673. 84/12/31. 

NRC - No Detailed Affiliation Given. 29pp. 28273:174. 


B501080207 Discusses draft generic technical position (6TP) re design 
info needs in site character! zation plan (SCP).GTP generic 
& very broad in scope. Detai led site-specific guidance should 
be provided as soon as possible. 

DAEMEN. J. NRC - No Detailed Affiliation Given. FIN A-1755. 1724. 

84/12/12. NATARAJA. M. Office of Nuclear Material Safety & 
Safeguards. Director. 2pp. 28271:362. 


8501080249 Forwards trip rept of Geological Soc of America 841102-10 
meeting in Reno. NV. 

WHATLEY. S.K. Oak Ridge National Laboratory. FIN B-0287. 1720. 

84/12/14. BROOKS.D. J. Geotechnical Branch (Post 831001). 70pp, 

28273: 100. 


—8501070591 SD-BWI-TI-1 59 

"Preliminary Corrosion Models for BWIP Canister Matls. " 

FISH.R.L. . ANANTATMULA, R. Rockwell International Corp. 83/09/30. 
34pp. 28229:284. 


8501080592 Extended trip rept of 840710-14 Nevada Nuclear Waste Storage 
Investigations/NRC Geochemistry Workshop in Los Alamos. NM. 

SIEGEL, M.D. Sandia National Laboratories. FIN A-1756. 1715. 

84/11/21. KELLY. W. NRC - No Detailed Affiliation Given. 49pp. 
28264:265. 


—8501070599 SD-BBW-TI-249 

"Prel iminary Reliability Analysis of Container Lifetime." 
ANANTATMULA. R. Rockwell International Corp. 84/09/30. I3pp. 
28229; 3 IS. 


8501070574 Comments on monthly rept for Sept 1984. Response re listed 
items requested. Response should utilize literature reviewed 
on 841002 end article. "Permeability of Fractured 
Rock.,,." Enel copyright matl not filmed. 

GORDON. M. Geotechnical Branch (Post S31001). FIN B-7372. 1620. 

84/10/22. WILLIAMS. R. £. Williams & Associates. 3pp. 28238:012. 


8501070581 Forwards reviews of listed documents re hydrogeologic 
investigations based on drill stem test data. reg ional & 
local groundwater flow modeling for Richton Dome & pumping 
test. Addl reviews will be submitted upon receipt. 

RAJARAM, V. Engineers Jnternat i ora 1. Inc. FIN B-7328. 1085-009-05. 

84/12/14. TIKTINSKY. D. Engineering Branch (Post 831001). 39pp. 

28238; 036. 


8501070609 Forwards Nov 1984 monthly progress rept ?< proposed work 
plan for FIN B-0288, 

WHATLEY.S.K. Oak Ridge National Laboratory. FIN B-02SS. 1684. 

84/12/07, CHANG.K. C. Engineering Branch (Post 031001). Ip. 
28235; 337. 


—8501070615 "Effect of Repository Environ on Performance of Waste 
Package/Engineered Sys Components." monthly progress rept 
for Nov 1984. 

* Oak Ridge National Laboratory. FIN B-0280. NRC-50-19-03-01. 

84/12/07. NRC - No Detailed Affiliation Given. Ip. 28235:338. 


—8501070617 "Work Plan: Effect of Repository Environ on Performance of 
Waste Package/Engineered Sys Components. " 

WHATLEY.S.K, Oak Ridge National Laboratory. FIN 8-0288. 

84/11/30. 21pp. 28235:339, 


8501110179 Forwards RA Whitney 841116 trip rept re 841022-26 data 
review field trip to Pasco Basin area Sc DB Slemmons B41213 
memo re BWIP. per NRC 841127 request. Supp orting documents 
end. W/three oversize maps. Aperture cards available In PDR. 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 

1752. 84/12/13. BLACKFORD, M. E. Geotechnical Branch (Post- 831001 ) . 

123pp. 28371:135. 


8501110187 Forwards listed DDE repts, per review of Nov, 1984 monthly 
progress rept re status of Williams 8c Assoc technical 
assistance under NRC -02-82-046. Progress satisfactory. 

POHLE, J. A. Geotechnical Branch (Post 831001). FIN B-7377, 1745. 

84/12/24. WILLIAMS, R. E. Williams Sc Associates. 2pp. 28371:304. 


8501110200 Requests review of portions of DDE environ assessments of 
proposed high level waste repositories re site seismology & 
tectonic issues. Comments should be submitted in writing at 
S50114 meeting. 

BLACKFORD, M, E. Geotechnical Branch (Post 831001). FIN A-0294. 
1741. 84/12/21. CHUNG, D. Lawrence Livermore National Laboratory. 

3pp. 28371:296. 


8501110226 “Technical Assistance for Design Reviews, " monthly technical 
rept for Nov 1984. 

RAUARAM. V. Engineers International, Inc, FIN B-7328. 1750. 

84/12/21. TIKTINSKY, D. Engineering Branch (Post 831001). 35pp. 

28371 ; 258. 


8501110231 Forwards draft statement of work re interagency agreement 
w/DOE for high level radwaste disposal in salt 
repositories during FYB5 - FY89. 

NICHOLLS, H. R. Interior, Dept, of. Bureau of Mines. FIN B~6934. 

1697. 84/11/26. GREEVES, J. Engineering Branch (Post 831001). 6pp. 

28371: 129. 


8501110325 Forwards interim review comments for Davis Canyon Sc Richton 
Dome draft environ assessments. Upgraded draft of Davis 
Canyon Sc relevant chapters re Palo Duro region received. 

DEMARCO, M. J. Interior. Dept, of. Bureau of Mines. FIN B-6934, 

1678. 84/11/30. SMYKOWSKI.S. Engineering Branch (Post 831001). 

10pp. 28374:312. 
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6501110327 Agenda for 850107-11 meetings ui/Engineers IntliSandia 
Bureau of Mines in Silver Spring^ MD to discuss DOE draft 
environ assessments & develop comments re seven Salt 
repository projects. Meeting notice end. 

PEARRINGi J. Engineering Branch (Post 631001). FIN B-732S. 
NRC-02-82-030. 84/12/17. Engineering Branch (Post 831001). 4pp 

26374; 290. 


8501110333 Forwards draft "Proceedings & Recommendations for Conference 
on Application of Geochemical Models to High Level Nuclear 
Waste Repository Assessment. " Review & comments req,uested by 
850213. 

WHATLEY, S.K. Oak Ridge National Laboratory. FIN B-0290. 1749. 

84/12/20. BROOKS, D. J. Geotechnical Branch (Post 831001). Ip. 

26373: 228. 


— 8501110338 Draft "Proceeding Se Recommendations for Conference on 
Application of Geochemical Models to High Level Nuclear 
Waste Repository Assessment. " 

JACOBS, G. K. , WHATLEY, S.K. Oak Ridge National Laboratory. FIN 
B-0290. 84/12/31. Division of Safeguards. 60pp. 28373:229. 


8501110340 Informs that proposed contract meets program needs by 
providing technical assistance for modeling of high level 
waste repository ■ sites. Proposal harmonious w/statement of 
work & provides for satisfactory reporting requirements. 
BROWNING, R. E. Division of Waste Management, FIN A-115a, 1717. 

84/12/13. BROWN, R. S. Program Support Branch. 9pp. 28373:183. 


— 8501110343 Forwards project & budget proposal for NRC work: "Repository 
Site Definition & Technology Transfer. " Review for 
acceptability requested. Consistency of^ technical work 
proposed w/NMSS program needs should be considered. 

BROWN, R.S. Program Support Branch. FIN A-llSS. 84/11/28. 

BROWNING, R. E. Division of Waste Management. Ip. 28373:192. 

— 850111034;6 Project & budget proposal for NRC work: "Repository Site 
Definition St Technology Transfer. " 

COTTERBUSH, C. , ORTIZ, N.R. Sandia National Laborator ies. FIN 
A-115S. 84/11/14. CODELL, R. Office of Nuclear Material Safety & 

Safeguards, Director. 10pp. 28373:193. 


8501110361 "Technical Assistance in Seismo-Tectonic Impacts in 
Repositories, " Monthly Mgt Ltr Rept 20 for Nov 1984. 

CHUNG, D, H. , CUMMINGS, G. E. Lawrence Livermore National Laboratory. 
FIN A-0294. 1748. 84/12/14. BLACKFORD, M. E. Geotechnical Branch 
(Post 831001). 3pp. 28373:125. 


8501110368 Suppls review of draft rept "Investigations from Drill Stem 
Tests. " Rept represents reasonable execution of calling 
procedures designed to remove anomalous pressure data from 
data base. 

WINTER, G. Williams S< Associates. FIN B-7389-3. 1746. 84/12/21. 

COOKE, B. Division of Waste Management. Ip. 28373:109. 


8501110377 Summarizes 841210-14 meetings w/ NRC, DOE 8< representatives of 
labs, univs, engineers St citizens groups in Silver Spring, MD 
re DOE-Rockwell data presentation. Attendance list end. 

WINTER, G. Williams Sc Associates. FIN B-7372-2. 1751. 84/12/21. 

GORDON, M. Division of Waste Management. 20pp. 28374:243. 


8501110386 Requests magnetic tape of Computer Code SWIFT to be used in 
engineering analysis for high level waste packages in 
geologic repositories. 

STEPHENS, K. W. Aerospace America, Inc. FIN A-4165-5. 1747. 

84/12/21. CHANG,K. C. NRC - No Detailed Affiliation Given. 2pp. 
28374: 130. 


8501110495 Discusses review of Nov 1984 monthly progress rept re 
technical assistance under Contract NRC-02-82-047. Progress 
satisfactory. Listed DOE repts end for review. W/o ends. 

POHLE, J. A. Geotechnical Branch (Post 831001). FIN B-7378. 1740. 

84/12/24. BUSS, D. R. Geotrans, Inc. 2pp. 28369:315. 


8501110497 Lists schedule for work to be performed under Task 009 for 
Contract NRC-02-82-030 "Technical Assistance for Design 
Review. " 

TIKTINSKY, D. Engineering Branch (Post 831001). FIN D-7328. 1744. 

84/12/12. RAJARAM, V. Engineers International, Inc. Ip. 28369:314. 


8501140063 Confirms 841109 approval Of proposed change to technical 
scope of work on benchmarking repository design codes under 
Tasks 4 (k 5. Authorized changes to work scope listed. 

BROOKS, P.P. Repository Projects Branch (Post 831001). FIN B-69S5. 
1742. 64/12/21. VOGT, D. K. CorSTAR Research, Inc. 2pp, 28390:308. 


8501140070 Comments on BNL Oct 1984 progress ltr for FIN A-3164, 
"Review of DOE Waste Package Program" & FIN A-3167, "Review 
of Waste Package Verification Tests. " Trip rept on leaching 
mechanism workshop informative. 

WICK, E, A. Engineering Branch (Post 831001). FIN A-3164. 1743, 

84/12/18. SOD, P. Brookhaven National Laboratory, 2pp. 28390:302. 


3501250575 Forwards preliminary notes assembled by J Obrochta re review 
of Palo Duro Basin rept per request. Comments pertain only to 
Swisher Site. Site geology comments inc omp 1 ete, Final will be 
delivered by 850122, 

BURKART, A. H. Army, Dept, of, Corps of Engineers. FIN B-6935. 1781. 

85/01/11. TRAPP, J. Affiliation Not Assigned. 5pp. 28570:095. 


B5012S0020 Agenda for 850107-11 meetings w/Engineers Inti in Silver 
Spring, MD to review DOE draft environ assessment & develop 
comments re BWIP. Meeting notification encl. 

* Division of Waste Management. FIN B-732S. 1786. 85/01/03. 

Division of Waste Management. 4pp. 28615:359. 


B501280031 Notification of 850107-11 meetings w/Engineers Inti in 
Silver Spring, MD to reviw DOE draft environ assessment & 
develop comments re BWIP. Meeting agenda end. 

* Division of Waste Management. FIN B-732S. 1765. 85/01/03. 

Division of Waste Management, 4pp. 28615:354. 


8501280731 "Technical Assistance in Seismic-Tectonic Impacts in 
Repositories, " draft environ assessment rept on Vacherie 
Dome Site, LA. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-85-009. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 5pp. 28629: 184. 


S501280749 "Geochemical Sensitivity Analysis," monthly progress rept 
for Dec 1984. 

SIEGEL, M.D. Sandia National Laboratories. FIN A-1756. 1783. 

85/01/02. KELLY, W. NRC - No Detailed Affiliation Given. 11pp. 
28629: 073. 


8501290142 Draft review of DOE environ assessments for proposed 
Nevada Nuclear Waste Site Investigations site, per 
Subtask 1.3 of contract, "Technical Assistance in Seismo- 
Tectonic Impacts in Repositories." 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
1780. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 831001) 

19pp. 28646; 111, 


8501290150 Draft review of DDE environ assessments for proposed Swisher 
County Site, per Subtask 1.3 of contract, "Technical 
Assistance in Seismo-Tectonic Impacts in Repositories. " 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 

1777. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 831001). 

3pp. 28646: 106. 


8501290193 Requests attendance at 841212-13 NRC/DOE hydrologic testing 
meetings w/BWIP in Silver Spring. MD. Agenda items include 
presentations on water level baseline data & criteria & 
regional hydrology investigation. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). FIN A-1757. 1760. 

84/12/10. DAVIS, P. Sandia National Laboratories. Ip. 28645:363. 


8501290248 Informs of review of proposed work plan for project, "Effect 
of Repository Environ on Performance of Waste Package/ 

Engineered Sys Components, " S< Nov 1984 progress rept. 

Proposed work plan acceptable. 

CHANG, K. C. Engineering Branch (Post 831001), FIN B-02S8. 1769. 

84/12/26. WHATLEY, S. K. Oak Ridge National Laboratory. 2pp. 

28645: 327. 


B501290258 Submits review of Nov 1984 monthly progress rept, "Lab 
Evaluation of DOE Radionuclide Solubility Data & Selected 
Retardation Parameters, Exp erimental Strategies, Lab 
Techniques Procedures. " 

BRADBURY, J. W. Geotechnical Branch (Post 831001), FIN B-0290, 1768. 

84/12/27. WHATLEY, S.K. Oak Ridge National Laboratory. 2pp. 
28645:324. 


8501290449 "Preliminary Review, Draft Environ Assessment, Lavender 
Canyon Site, Paradox Basin, San Juan County, UT, " for 
"Technical Assistance in Seismo-Tectonic Impacts in 
Repos i tories. " 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
1793. 85/01/12, BLACKFORD, M. E. Geotechnical Branch (Post 831001). 

24pp, 28649: 150. 


8501290466 "Coupled Thermal-Hydrolog ical-Mechanical Assessments St Site 
Characterization Activities for Geological Repositories," 
monthly status rept for Dec 1984. 

BDNANO, E. J. Sandia National Laboratories. FIN A-1755. 1782. 

85/01/02. NATARAJA, M. S. Engineering Branch (Post 831001). 2pp. 
28648: 361. 


8501290482 Draft environ review rept on Davis Canyon Site UT, per 
Subtask 1.3 of contract, "Technical Assistance in 
Seismo-Tectonic Impacts in Repositories. " 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-85-004. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 15pp, 28649:126. 
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850i290550 Forwards draft environ assessments for Vacherie Dome Site 
LA>Richton Dome SiteiMS S< Cypress Dome Site. MS. Draft environ 
assessments reviewed by GM Ruede during 850107-10. No 
independent review possible due to time limitations. 

GREEN. M. G. Army. Dept. of. FINB-6935. 1778. 85/01/11. 

WESTBROOK. K. B. NRC - No Detailed Affiliation Given. 5pp. 

28649; 013. 


8501290582 Forwards review of "Pumping Test & Fluid Sampling Rept - 
Mansfield 1 <PD-4) Well. Palo Ouro Basin. TX: Unanalyzed Data." 
Evaluations & analyses of data included in rept appear 
cursory in nature. 

WINTER. G. Williams S, Associates. FIN B-7389. 1771. 84/12/27. 

COOKE. B. Division of Waste Management. Spp. 28646:329. 


8501290589 Provides further detailed comments on Draft 4 of environ 
assessment for Palo Duro Basin. Description of test strategy 
inadequate. 

WINTER, G, Williams «< Associates. FIN B-73B9-3. 1774. 84/12/28. 

COOKE. B. Division of Waste Management. 6pp. 28650:003. 


8501290590 Submits schedule for review of DOE Salt environ assessments 
to be performed under interagency agreement w/Bureau of 
Mines & NRC. 

TIKTINSKY. D. Engineering Branch (Post 831001). FIN B-6934. 1764. 

84/12/13. DEMARCO. M. Interior, Dept. of. Bureau of Mines. Ip. 

28649; 363. 


8501290607 Forwards draft environ assessment rept on Richton Dome Site. 
MS. Review completed w/o access to important DOE & contractor 
literature re site. Areas of technical concerns & rationale 
for concerns identified, 

CHUNG. D, H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-85-00S. 85/01/12. BLACKFORD. M. E. Geotechnical Branch (Post 

831001). 7pp. 28649:331. 


8501290614 Forwards draft environ assessment review comments for 
Richton Dome Site. MS. Comments presented in format described 
in 841212 SRP for environ assessments. 

IMSE. J. P. Weston Geophysical Corp. FIND-1003. WGC-R531. 

85/01/14. RICE. B. Geotechnical Branch (Post 831001). 6pp. 
28649; 324. 


8501290615 "Hydrogeology of Nevada Test Site. Project D, " monthly Ltr 
Rept 63 for Dec 1984. Pub licat ions list end. 

BUSS, D. R. Geotrans. Inc. FIN B-737S-4. 1776. 85/01/07. 

FOHLE. J. A, Division of Waste Management, 2pp. 28649:322. 


8501290616 Draft environ assessment review rept on Deaf Smith County 
Site. TX. per Subtask 1.3 of contract. "Technical Assistance 
in Seismo-Tectonic Impacts in Repositories. " 

CHUNG. D. H. Lawrence Livermore National Laboratory. FIN 4-0294. 
EG-S5-007. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 29pp. 28649:293. 


8501290619 Forwards draft environ assessment review comments for Davis 
Canyon Si te. UT. Comments presented in format described in 
841212 SRP for environ assessments. 

IMSE. J. P. Weston Geophysical Corp. FIN D-1003. WGC-R531. 

85/01/14. RICE. B. Geotechnical Branch (Post 831001). 6pp. 

28649: 287, 


8501290620 Forwards modified schedule for accomplishing Task 2 8c 3 of 
NRC-02-S4-007. per 850102 telcon. Schedule should replace 
841015 schedule when approved. 

BLAND. W.M. GeeB's. Inc. FIND-1014. 1773. 85/01/04, 

DELLIGATTIi M. S. Policy & Program Control Branch (Post 831001). 6pp. 
28649: 281. 


8501290621 Forwards draft environ assessment review comments for 
Lavender Canyon Site. UT. Comments presented in format 
described in 841212 SRP for environ assessments. 

IMSEjJ. P. Weston Geophysical Corp. FIN D-1003. WGC-R531. 

85/01/14. RICE. B. Geotechnical Branch (Post 831001). 6pp. 
28649:275. 


8501290625 Forwards draft environ assessment review comments for Yucca 
Mountain Site. NV. Comments presented in format described in 
841212 SRP for environ assessments. Comments focus on aspects 
impacting on guideline criteria. 

IMSE. J. P. Weston Geophysical Corp. FIND-1003. 1788. 85/01/14. 

RICE. B. Geotechnical Branch (Post 831001), 6pp. 28649:226. 


8501290629 Forwards 841231 trip rept to DOE sites to examine GA 
programs. Effectiveness of team visits & recommendations for 
future assessments discussed. 

BLAND, W.M. GeeB^s, Inc. FIND-1014. 1770. 84/12/31, 

DELLiOATTI. M. S. Policy & Program Control Branch (Post 831001). Spp. 
28649:192. 


8501290632 Trip rept of 841001-05 visit to Oak Ridge, TN re meeting 
of thermochemical data base committee for FIN A-1756 
contract & workshop on geochemical modeling of high level 
waste. 

STARMER.R. J. Geotechnical Branch (Post 831001). FIN A-1756. 1753. 

85/01/08. KNAPP. M.P. Geotechnical Branch (Post 831001). 17pp. 

28649: 174. 


8501290692 Submits schedule for review of BWIP environ assessment. 
TIKTINSKY. D. Engineering Branch (Post 831001). FIN B-6934. 1763. 

84/12/13. CORP, E. Interior. Dept. of. Bureau of Mines. Ip. 

28644 : 349. 


8501290695 Comments on “Preparation of Engineering Analysis for High 
Level Waste Packages in Geological Repositories." monthly 
progress rept for Nov 1984. List of DOE performance 
assessment plans & environ assessment documents end. 

CHANG.K. C. Engineering Branch (Post 831001). FIN A-4165. 1775. 

85/01/02. STEPHENS. K. W. Aerospace Corp. 3pp. 28644:346. 


8501290718 "Geochemical Sensitivity Analysis. " monthly progress rept 
for Oct 1984. 

SIEGEL. M.D. Sandia National Lab orator ie s. FIN A-1756. 1767. 

84/11/10. KELLY. W. NRC - No Detailed Affiliation Given. 4pp. 
28644: 331. 


8501290733 Requests review of "NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan." Comments 
requested by 841214. 

TIKTINSKY. D. Engineering Branch (Post 831001). FIN B-6934. 1794. 

84/11/09. CORP.E. Interior. Dept. of. Bureau of Mines. Ip. 

28644; 323. 


— 8501290741 Requests review of "NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan. " Comments 
requested by 841214. 

TIKTINSKY, D. Engineering Branch (Post 831001). FIN B-6934. 

84/11/09. THIMONS, E. Interior. Dept. of. Bureau of Mines. Ip. 
2S644: 324. 


— 8501290752 Requests review of "NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan. " Comments 
requested by 841214. 

TIKTINSKY, D. Engineering Branch (Post 831001). FIN B-6934. 

84/11/09. MUNDELL, L. Interior. Dept. of. Bureau of Mines. Ip. 
28644: 325. 


— 8501290754 Requests review of "NRC Draft Generic Technical Position on 
Design Info Needs in Site Characterization Plan. " Comments 
requested by 841214. 

TIKTINSKY. D. Engineering Branch (Post 831001). FIN B-6934. 

84/11/09. HOLLOP.E. Interior, Dept. of. Bureau of Mines. Ip. 

28644: 326. 


8501290761 "Licensing-Methodology Assistance. " "Monitor/Reviow Aspects 
of DOE it Other Natl & Inti Waste Mgt Programs. " "Probability 
Techniques" *< "Short Term Technical Assistance. ” summary of 
activities for Dec 1984. 

CRANWELL. R. M. Sandia National Laboratories. FIN A-1165. 1784. 

84/12/31. PEETERS.L. A. Repository Projects Branch (Post S31001). 
Spp. 28644:283. 


8501290762 Informs NRC of staff changes in BNL waste mgt div. 

SOO, P. Brookhaven National Laboratory. FIN A-3164, 1772. 

85/01/02. WICK. E. A. High Level Waste Licensing Management Branch. 
2pp. 28640:359. 


8501300066 Forwards draft rept, "Technical Assistance in Seismo- 
Tectonic Impacts in Repositories" re Cypress Creek Dome Site 
in State of MS. Identifies areas of concern & action 
necessary for mitigation. 

CHUNG, D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
EG-85-010. 85/01/12. BLACKFORD, M. E. Geotechnical Branch (Post 

831001). 4pp. 28671:328. 


8501300075 Comments on draft environ assessment of Swisher County Site, 
TX. Comments concentrated on significant aspects of environ 
assessment documents which impact guideline criteria. 

IMSE. J. P. Weston Geophysical Corp. FIN D-1003. WGC-R531. 

85/01/14. RICE.B. Geotechnical Branch (Post 831001), 5pp* 

28684:276. 


8501300192 "Technical Assistance in Numerical Modeling Assessment of 
High Level Waste Respositpries, " monthly progress rept for 
Dec 1984. 

CRANWELL, R. M. Sandia National Laboratories, FIN A-1757. 1787. 

85/01/02. COLEMAN. N. Geotechnical Branch (Post 831001). 3pp. 
28680; 360. 
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8501300515 Forwards "Geochemical Assessment of Nuclear Waste 
Isolation>" quarterly repti Apr-June 1984 & "Aqueous 
Oxidation-Reduction Kinetics Associated W/Coupled Electron- 
Cation Transfer From Iron Silicates at 25 F. " 

KELLY* W.B. Geotechnical Branch (Post 831001). FIN A-1756. 1754. 

85/01/09. SIEGEL* M.D. Sandia National Laboratories. Ip. 

28675: 087. 


— 8501300521 "Geochemical Assessment of Nuclear Waste Isolation*" 
quarterly rept Apr— June 1984. 

WOLLENBERG* H. Lawrence Berkeley Laboratory. FIN B-3040. 

84/08/02. BURCHARD* G. NRC - No Detailed Affiliation Given. 51pp. 
28675; 088. 


— 8501300527 "Aqueous Oxidation-Reduction Kinetics Associated U/Coupled 
Electron-Cation Transfer From Iron Silicates at 25 F. " 

WHITE* A.* YEE* A. Laurence Berkeley Laboratory. 85/01/09. 58pp. 

28675: 139. 


8501300730 Comments on draft environ assessment of Deaf Smith County 
Si te* TX. Comments concentrated on significant aspects of 
environ assessment documents which impact guideline 
criteria. 

IMSE*J. P. Weston Geophysical Corp. FIN D— 1003. UGC-R531. 

85/01/14. RICEiB. Geotechnical Branch (Post 831001). 5pp. 

28671; 127. 


8501310465 Forwards draft environ assessment review rept on BWIP site. 
Review & evaluation of assigned portions of DOE environ 
assessments for proposed site performed per Subtask 1. 3 of 
FIN A-0294 & 841222 assignment Itr. 

CHUNG* D. H. Lawrence Livermore National Laboratory. FIN A-0294. 
1796. 85/01/12. BLACKFORD. M. E. Geotechnical Branch (Post 831001). 

31pp. 28686:230. 


8501310480 "Lab Evaluation of DOE Radionuclide Solubility Data & 
Selected Retardation Parameters* Experimental Strategies. 

Lab Techniques & Procedures." monthly progress rept. 

Dec 1984. 

WHATLEY. S. K. Oak Ridge National Laboratory. FIN B-0290. 1799. 

85/01/10. BRADBURY* J. W. Geotechnical Branch (Post 831001). 16pp, 

28684: 310. 


8501310500 Forwards selected detailed comments on Hanford site. Major 
comments to be sent on 850118. 

RAJARAM. V. Engineers International* Inc. FIN D-1004. 1085-009-09. 

85/01/17. BUCKLEY. J. NRC - No Detailed Affiliation Given. 28pp. 
28684: 282. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8407270436 Ltr of assurance re export of 1* 130 kg U~235. contained in 
32. 273 kg U* to Belgium. 

DUBOIS* D. European Communities. Commission of, 84/07/18. 

THORNE* C.E. Energy. Dept, of. Ip. 25794:336. 


8501020024 Application for license to export two ion chambers to 
Canada. 

HEETHER. W. H. Westinghouse Electric Corp. RMR86260. 84/12/13. Ip. 

28169; 235. 


8501020045 Forwards application from Transnuclear. Inc to export SNM to 
West Germany for review. W/o end. 

ZIMMERMAN. U. V. Assistant Director for Export/Import it International 
Safeguards. 84/12/19. STOIBER. C. R. State. Dept, of* Bureau of 
Oceans it Inti. Environ. & Scientific Affairs. Ip. 28169:205. 


8501020124 Confirms that matl* as identified in application.will be subj 
to all terms it conditions of agreement of cooperation 
entered into force on 840411 re civil uses of atomic energy, 
per Westinghouse 841105 export application. 

LINDSTROM. M. Sweden. Govt. of. 84/12/13. THPRNE* C. E. Energy. 

Dept. of. Ip, 28169:274. 


8501020395 Amend 2 to Westinghouse export license. increasing quantity 
to 245.499 kg U. containing 8*608 kg U-235. enriched to 
4, 1554 U-235* to South Korea, 

ZIMMERMAN. J. V, Assistant Director for Export/Import & International 
Safeguards. FE-2004<). 84/12/21. 2pp , 28169; 309. 


8501020398 Application to amend license to export. increasing quantity 
of Item 1 from 2 to 4 units Type WX33356 Sf overall dollar 
value. Waiver of 15-day waiting period requested, 

SCHWARTZ* C. Westinghouse Electric Corp. S4/12/Q6. U. E. NRC 

- No Detailed Affiliation Given. Ip. 28169:308. ; . 


8501020401 Informs that Teledyne Wah Chang Albany 841213 application 
for amend to export 1 i cense* increasing quantity of Zircaloy 
tubes S". equipment value issued w/o 15-day waiting period. 

Z IMMERMANi J. V Assistant Director for Export/Import & International 
Safeguards. 84/12/19. Assistant Director for Export/Import & 
Internati onal Safeguards. Ip. 28169:307. 


8501020410 Informs that Westinghouse 841206 application for amend to 
export 1 i cense* increas ing quantity of counter tubes St 
equipment value issued w/o IS-day waiting period. 

Z IMMERMAN* J. V. Assistant Director for Export/Import & International 

Safeguards. 84/12/19. Assistant Director for Export/Import 8< 

International Safeguards. Ip 28169:306. 


8501020423 Amend 1 to Teledyne Wah Chang Albany export license* 
increasing quantity to 22 pieces zirconium/2.5 weight *4 
niobium extruded hollows. 

Z IMMERMAN* J. V. Assistant Director for Export/Import & International 

Safeguards. 1072 (RFH). 84/12/19. Ip. 28169:341. 


8501020426 Application for license to export 13,556 kg U* in form of 
U hexafluoride & 23. 988 kg U oxide to France. 

HANNETT*B.A. Transnuclear. Inc. NUK-456. 84/12/04. Bpp. 

28169: 333. 


8501020501 Amend 1 to Westinghouse export I icense. increasing quantity 
of counter tubes to four BF 3 counter tubes St value of matl. 

Z IMMERMAN* J. V. Assistant Director for Export/Import & International 
Safeguards. 2E 10149. 84/12/19. Ip. 28169:322. 


8501020504 License for Westinghouse to export 2*964 kg U-235 j contained 
in 89*809 kg U* to Sweden, 

ZIMMERMAN* J. Y. Assistant Director for Export/Import it International 
Safeguards. MMH-570. 84/12/17. 2pp. 28169:320. 


8501030442 Forwards approved spent nuclear fuel route through 851231 
for shipment from Portsmouth* VA to Savannah River. SC. 

SHERR* T. S. Material Transfer Safeguards Licensing Branch. 84/12/19. 
HANNETT.B. A. Transnuclear* Inc. 9pp. 28201:265. 


8501070244 Forwards spent fuel route for shipment of spent reactor fuel 
from Newport News*VA to Savannah River* SC through 851231. 

SHERR* T, 8. Material Transfer Safeguards Licensing Branch. 84/12/31. 
HANNETT*B. A. Transnuclear* Inc. 9pp. 28226:249. 


8501070461 Approves B41204 request for approval of route for transport 
of spent reactor fuel from Portsmouth. VA to Idaho Falls. ID. 

Route approved through 851231. 

SHERR* T. S, Material Transfer Safeguards Licensing Branch. 84/12/27. 
HANNETT*B. A. Transnuc 1 ear* Inc. 32pp. 28240:304. 


8501070532 Forwards spent fuel route survey from Norfolk* VA to 
Savannah River* SC, Route requested for approval in 841204 ltr 
in accordance W/10CFR73. 37 St acceptable. 

SHERR* T. S. Material Transfer Safeguards Licensing Branch, 84/12/26. 
HANNETT,B. A. Transnuc 1 ear* Inc. 9pp. 28229:351. 


8501080464 Forwards spent fuel route for shipment of irradiated reactor 
fuel from Pleasanton to Oakland* CA for approval. 

KIRKLAND. M. W. General Electric Co. 24626, 84/12/18. HILLMAN. C. R. 

Material Transfer Safeguards Licensing Branch. 7pp. 28273:285. 


8501080653 Requests revalidated & revised route plan incorporating 
primary & alternate routes from Port Terminal 6 for 1985 for 
importing spent fuel elements. 

DANIELS* 6. Edlow International Co. 24627. 84/12/19. Material 

Transfer Safeguards Licensing Branch. 3pp- 28243:348, 


8501090226 Application to amend license to export, adding addl reactor 
St authorizing 90 kg U-235* contained in 2.350 kg U. 

MALODY. C. W. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp,). ; 

84/12/21. ZIMMERMAN* J. V. Assistant Director for Export/Import St 
International Safeguards. Ip. 28305:363. 

8501090346 Amend 1 to Transnuc lear. Inc export li cense* ref 1 ecting change 
in address. 

ZIMMERMAN. u. V, Assistant Director for Export/Import St International 
Safeguards. NUK-420. 85/01/02. Ip. 28307:359. 


8501090350 Amend 1 to Transnuclear* Inc export license* ref lecting change 
in address. 

ZIMMERMAN* J. V. Assistant Director for Export/Import & International 
Safeguards. NUK 408, 04/12/28. Ip, 23307:358. 


8501090366 License for GA Technologies Inc to export 24. 10 kg U-235* 
251 kg zirconium «! 5 kg erbium to , West Germany, 

ZirWERMAN. J. V, Assistant Director for Export/Impart ifc International 
Safeguards. IEL-6075. 84/12/31. 2pp. 28305:361, 
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S5010905S4 Informs that license for Westinghouse to export two ion 
chambers to Canada issued w/o normal 15~day waiting period* 
per 841213 application. 

ZIMMERMAN* J. V. Assistant Director for Export/Import & International 
Safeguards. 84/12/26. Assistant Director for Export/Import & 
International Safeguards. Ip. 28273:352. 


8501090587 License for Westinghouse to export two Model 24016 ion 
chambers to Canada. 

ZIMMERMAN* J. V. Assistant Director for Export/Import & International 
Safeguards. RMR 86260. 84/12/26. Ip. 28273:351. 


8501090591 Application to amend export 1 i c enses* ind icat ing licensee 
address. 

HANNETT* B. A. Tr ansnuc 1 ear* Inc. 84/12/19. MOORE* N. Assistant 
Director for Export/Import & International Safeguards. Ip. 

28273: 350. 


8501090622 Requests waiver of IS-'day waiting period to allow shipment 
of matl prior to end of Dec 1984. 

TERWILLIGER* L. Westinghouse Electric Corp. RMR 86260. 84/12/29. 

HEMBY* E. NRC - No Detailed Affiliation Given. Ip. 28273:342. 


8501100224 Forwards Waste Packaging Insp Rept 11 0-3505/ 84-02 on 841031. 
No violation noted. 

MARTIN* T. T. Region 1* Office of Director. 85/01/03. DANESE* F. L. 
Nuclear Assurance Corp. 2pp. 28290:021. 


— 8501100234 Waste Packaging Insp Rept 110-3505/84-02 on 841031. No 
violation noted. Major areas insp ected : irrad iated fuel 
shipment at point of origin into US & while enroute. 

MARTIN* W.G., KEIMIG* R. R. Region 1. Office of Director. 84/12/24. 
3pp. 28290:023. 


8501110444 License for RMI Co to export 496*250 lbs U* contained in 
500*000 lbs depleted U titanium alloy metal to Canada. 

ZIMMERMAN* J, U, Assistant Director for Export/Import & International 
Safeguards. 85/01/04. 2pp. 28369:047. 


8501110446 Application to amend export lie ense* adding addl intermediate 
consignee for storage purposes before & after enrichment. 

HANNETT* B. A. Transnuc lear* Inc. 85/01/07. MOORE* N. Assistant 
Director for Export/Import & International Safeguards. Ip. 

28369: 046. 


8501110458 Forwards Itr of assurance re export of fuel elements to West 
Germany. 

HANNETT* B. A. Transnuc lear* Inc. <NUK-457). 84/12/17. WRIOHT*B. 

Office of International Programs* Director. 2pp. 28368:354. 


8501160063 Informs of NRC approval of 841218 request for route for 
transport of spent reactor fuel from GE Pleasanton* CA to 
Port of Oakland* CA through 851231. 

SHERR*T. S. Material Transfer Safeguards Licensing Branch. 85/01/10. 
KIRKLAND* M. W. General Electric Co. 6pp. 28437:335. 


8501180030 Amend 2 to Transnuclear* Inc export license* adding 
Transnuklear GmbH as addl intermediate consignee for storage 
purposes before & after enrichment. 

ZIMMERMAN* U. V. Assistant Director for Export/Import St International 
Safeguards. MISC 427. 85/01/08. Ip. 28466:353. 


8501180037 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. W/o end. 

ZIMMERMAN* J. V, Assistant Director for Export/Import Sc International 
Safeguards. 85/01/11. THORNE* C. Energy, Dept, of. Ip. 28466:352. 


8501180074 Approves spent fuel route from Newport News*VA to Idaho 
Falls* ID through 851231* in response to 841204 request. 

SHERR, T. S. Material Transfer Safeguards Licensing Branch. 85/01/14. 
HANNETT*B. A. Transnuclear* Inc. 31pp. 28475:311. 


8501180079 Application for license to export two fission counter 
detectors* one compensated ion chamber detector Sc 
one uncompensated ion chamber to Algeria. 

PDWELLiC. S. Reuter-Stokes* Inc. GE-8744. 85/01/08. Ip. 

28466:355. 

8501180085 License feh Poco Graphite* Inc to export 680*581 kg 
nuclear-grade graph! ta to West Germany* France* Italy* 

Switierlarid* Netherlands* Belgium* Luxembourg* Spain* United 
Kingdom* Sweden* Denmark'/ Japan, Taiwan* Canada S< New Zealand. 

ZIMMERMAN* J. V. vAssistattt; Director for Export/Import 8c International 
Safeguards. PGI-4SA-150. 85/01/09. Ip. 28466:354. 


8501180090 Discusses Transnuclear, Inc application to export 3.5 kg Pu 
to Switzerland. Two Category II shipments will be made under 
approved security plan. 

MGORE* R, N, Assistant Director for Export/Import 8c International 
Safeguards. 85/Dl/OB. Assistant Director for Export/Import 8f 
International Safeguards. Ip. 28466:351. 


8501180125 Application to amend export license adding Transnuklear GmbH 
as intermediate consignee. 

DUBOIS, D. European Communities* Commission of. 85/01/08. 

THORNE, C.E. Energy* Dept. of. Ip. 28466:350. 


S50118012S Amend 2 to Transnuc 1 ear* Inc , e xp or t license adding 
Transnuklear GmbH* as addl intermediate consignee for storage 
purposes before 8c after enrichment. 

ZIMMERMAN* J. V. Assistant Director for Export/Import 8c International 
Safeguards. MISC 427. 85/01/08. Ip. 28466:349. 


8501210012 Forwards "Spent Nuclear Fuel Route Survey , Oak land* CA to 
Idaho Falls* ID" for shipments under Import License 
ISNM-81017. Route approved through 851231. 

SHERR, T.S. Material Transfer Safeguards Licensing Branch. 85/01/15. 
HANNETT* B. A. Transnuclear* Inc. 11pp. 28498:095. 


8501210094 Ltr of assurance re export of 1*236 kg U-235* contained in 
40*750 kg U* to Japan. 

OZAWA* M. Japan* Govt. of. 85/01/07. THORNE* C. E. Energy, Dept. of. 
Ip. 2S49S; 125. 


8501210096 Ltr of assurance re export of 529 kg U-235* contained in 
17*360 kg U* to Japan. 

OZAWA* M. Japan* Govt. of. 85/01/07. THORNE* C. E. Energy* Dept. of. 
Ip. 2B49S: 124. 


6501210310 Application to amend license to export* increasing amounts 
to 93*501 kg U Sc 2*566 kg U-235. Request modifies 830325 
application. 

HERSCH,M.M. Westinghouse Electric Corp. MMH-604. 85/01/11. 

ZIMMERMAN* J. V. Office of International Programs, Director. 2pp. 
28496; 353. 


8501210344 License for Mitsui 8« Co (USA), Inc to export 529 kg U-235* 
contained in 17*360 kg U. to Japan. 

ZIMMERMAN* J. V. Assistant Director for Export/Import Sc International 
Safeguards. MBK-Kl-Rl <B). 85/01/15. 2pp. 28496:340. 


8501210349 Forwards spent fuel route for transport of spent reactor 
fuel from Port of Portland* OR to Idaho Falls* ID through 
851231. in response to 841219 request. 

SHERR* T. S. Material Transfer Safeguards Licensing Branch. 85/01/14. 
DANIELS* G. Edlow International Co. 9pp. 28496:330. 


8501210350 Forwards request for withdrawal of applications for Export 
Licenses XSNM-1930* XSNM-1S57, XSNM-1945* XB-1 187 8c XB-1188 
due to shutdown of Dayton engineered products dept. 

Cancellation of Licenses XSNM-138B 8c XB-09B9 requested. 

ZIMMERMAN* J. V. Assistant Director for Export/Import & Internati onal 
Safeguards. 65/01/16. STOIBER* C. State* Dept, of* Bureau of Oceans 
8c Inti. Environ. 8« Scientific Affairs. Ip. 28495:360. 


— S501210356 Requests withdrawal of applications for Export Licenses 
XSNM-1930* XSNM-1857* XSNM-1945, XSNM-1978* XB-1188 8c XB-1187 8e 
cancellation of XSNM-138B 8< XSNM-09B9. 

HOADLEY.S.D. Monsanto Co. 85/01/11. ZIMMERMAN* J. V. Assistant 
Director for Export/Import 8e International Safeguards. Ip. 

28495; 361. 


8501220506 Forwards Export Licenses XSNM-2091* XSNM-2092 Sc XB-1110 
w/Amends 1-4. Licenses returned for listed reasons. W/o ends, 
HARRINGTON* L. R. Edlow International Co. 85/01/07. WRIOHT.B. 
Assistant Director for Export/Import 8c International Safeguards. Ip. 
28518; 334. 


8501230112 License for Mitsui 8< Co (USA), Inc to export 1*236 kg U-235* 
contained in 40*750 kg U* to Japan. 

ZIMMERMAN, J. V. Assistant Director for Export/Import Sc International 
Safeguards. MBK-Kl-Rl (A). 85/01/15. 2pp. 28536:325. 


8501230130 Application to amend license to export* extend ing expiration 
date to 861231. 

HERSCH* M. M. Westinghouse Electric Corp. MMH-601. 85/01/07. 

ZIMMERMAN* J. V. Assistant Director for Export/Import Sc International 
Safeguards. Ip. 28536:329. 


8501230168 Forwards Export Licenses XSNM-209i* XSNM-2092 Sc XB-1110 
w/Amends 1-4 returned for listed reasons. W/o ends. 

HARRINGTON* L. R. Edlow International Co. 85/01/09. WRIGHT* B. 
Assistant Director for Export/Import Sc International Safeguards. Ip. 
28536:347. 


8501280604 Responds to FOIA request for seven SECY papers.Four listed 
papers available in PDR, Review of remaining documents not 
completed. 

FELTON, J. M. Division of Rules and Records. 84/08/16. 

LEVENTHAL* P. L. Nuclear Control Institute. Ip. 28638:250. 



NONDOCKETED ITEMS 


539 


— 85012S0615 SECY-S4-035 

Informs Commission that Westinghouse has uiithdraiun request 
to export power reactor primary coolant pumps to China. 
Remaining components assigned new application XCQM0843. 
DIRCKS/W. J. Office of the Executive Director for Operations, 
84/01/25. 3pp. 28638:253. 


8501290638 Approves end spent fuel route from Port of Portland/ OR to 
Idaho Falls/ ID through 851231. 

SHERRi T. S. Material Transfer Safeguards Licensing Branch. 85/01/22. 
HANNETT, B. A. Transnuc 1 ear, Inc. 9pp. 28645:270. 


8501300035 Application for license to export 1/133 kg U-235> c onta ined 
in 35/ 866 kg U/ to Japan. 

OKADA/ S. Mitsui & Co. (USA), Inc. (subs, of Mitsui «< Co., Ltd. ). 
MBK~H2-R7/8(A). 85/01/10. Ip. 28671:348. 


8501300036 Application for license to export two PGX grade graphite 
rods to Japan. End use statement end. 

KEARNEY/ W. R. Union Carbide Corp. 70-4339-10. 85/01/11. 3pp. 

28671: 345. 


8501300091 Forwards Union Carbide Corp application for license to 
export 5/076 kg nuclear grade graphite to Japan. Comments 
requested. M/o end. 

ZIMMERMAN/ J. V. Assistant Director for Export/Import & International 
Safeguards. 85/01/17. STOIBER, C. R. State, Dept, of. Bureau of 
Oceans & Inti. Environ. & Scientific Affairs. Ip. 28684:262. 


8501300543 Forwards application to export three sealed sources, 
containing 4 g Pu-238i to Canada. 

HOADLEY, S. D. Monsanto Co. 201-83AO(UT) . 85/01/08. ZIMMERMAN. J. V. 

Assistant Director for Export/ Import & International Safeguards. Ip. 
28684: 160. 


— 8501300548 Application for license to export three sealed sources, 
containing 4 g Pu-238/ to Canada. 

HOADLEY, S.D. Monsanto Co. 201-83A0(UT). 85/01/08, Ip. 

28684; 161. 
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8^1220032 

50-352 

R 

ANDREWS. R. L. 

ALDEN. W. M. 

8501240313 

50-277 

R 

ANDREWS, R. L. 

ALDRICH. D. C. 

8501030027 

NUREG 


ANDREWS. R, L. 

ALEXANDER « G. 

8501150305 

50-373 

P 

ANDREWS, R. L. 

ALEXANDER. G. 

8501230203 

50-234 

P 

ANDREWS^ R, L. 

ALEXANDER. G. 

8501230289 

50-?54 

P 

ANDREWS iR.L. 

ALEXANDER. G. L. 

8501240066 

50-^37 

Q 

ANDREWS, R. L. 

ALEXANDER. R. J. 

8501300069 

50-135 

8 

ANDREWS, R, L. 

ALEXICH. M. P. 

8501020241 

90-315 

P 

ANDREWS. R. L. 

ALEXICH, M. P. 

8501020337 

50’-^l5 

P 

ANDRUS. N. J, 

ALEXICH. M. P. 

8501040266 

50-315 

■■ t 

■■AN5.'W..p^'’ : 

ALEXICH. M. P. 

8501100181 

50-315 

■P 

A^Gi!-'M,''P. 

ALEXICH. M. P. 

8501210088 

50-313 

P 

ANKRUM. G. T. 

ALEXICH. M. P. 

1^^1230293 

50-015 

P 

ANKRUM. G, T. 

ALEXICH. M. P. 

8501230307 

50^31 .5' ’ 


ANKRUM. G. T, 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "'Cross Reference of Enclosures to Principal 
Documents." 
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8501240009 

50-315 

P 

ANKRUM, G. T. 

8501030392 

50-454 

Q 

8501290118 

50-315 

Q 

ANKRUM, G. T. 

8501290381* 

FOIA 


8501290488 

50-315 

F 

ANKRUM, G. T. 

8501290422* 

FOIA 


8501300239 

50-316 

P 

ANKRUM, G. T. 

8501300542 

MISC 


6501310460 

50-315 

P 

ANSELMI, K. 

8501100659 

40-8859 


8501290654* 

CONTRACT 


ANTHONY, R. A. 

8501 180274* 

FOIA 


8501160481* 

FOIA 


ANTHONY, R. L. 

8501020146 

50-352 

G 

8501090327* 

CONTRACT 


ANTHONY. R. L. 

8501020146 

50-352 

G 

8501080531 

50-219 

S 

ANTHONY, R. L, 

8501080297 

50-352 

0 

8501250123* 

FOIA 


ANTHONY. R. L. 

8501080297 

50-352 

0 

8501250376* 

FOIA 


ANTHONY. R. L. 

8501250423 

50-352 

G 

8501250412* 

FOIA 


ANTHONY, R. L. 

8501250423 

50-352 

G 

8501250413* 

FOIA 


APPEL. R.R. 

8501100379 

40-8728 


8501250441* 

FOIA 


ARCHIBALD. A. 

8501030448 

50-133 

P 

8501240273* 

FOIA 


arias. J. 

8501310550 

50-250 

S ' 

8301040235* 

FOIA 


ARKER, M. C. 

8501300001 

50-265 

P 

8501290165* 

FOIA 


ARNOLD. G. A. 

8501230239 

50-201 

P 

8501290203* 

FOIA 


ARNOLD, W. D. 

8501070205* 

WASTE MOT 

8501290326* 

FOIA 


ARNOLD. W. D. 

8501070625* 

WASTE RES 

8501290476* 

FOIA 


ARNOLD, W. D. 

8501070629* 

WASTE RES 

8301040231* 

FOIA 


ARNOLD. W, D. 

8501280387 

NUREG 


B31 21 50387* 

FOIA 


ASARS, A. 

8501080548* 

50-29 

Q 

8404120339* 

FOIA 


ASCHENBRENNER 

8501140345 

PR 


8501290252* 

FOIA 


ASH. E. B. 

8501070118 

WASTE MOT 

8501290409* 

FOIA 


ASH. E. B. 

8501110259 

WASTE MOT 

8501290457* 

FOIA 


ASH. E. B. 

8501110371 

WASTE MOT 

8501290515* 

FOIA 


ASH. R. F. 

8501300277 

50-317 

P 

8501100757 

50-352 

F 

ASHARE, M. B. 

8501020226 

50-322 

G 

8501070591* 

WASTE RES 

ASHE. F. 

8501230536 

50-255 

S . 

8501070599* 

WASTE RES 

ASHE, F. 

8501230545* 

50-255 

S ' 

8501100177* 

50-412 

0 

ASSELSTINE, J. K. 

8501150009* 

COMMISSION ! 

8501100615* 

50-322 

Q 

ASSELSTINE. J. K. 

8501170257 

50-3 

T : 

8501230166* 

50-322 

Q 

ASSELSTINE. J. K. 

8501290412* 

50-445 

G \ 

8501290185* 

50-282 

0 

ATTERIDGE, D. 6. 

8501030041 

NUREG 


8501290419* 

50-282 

Q 

ATWOOD. C. L. 

8501030327 

NUREG 

1 

8501140205 

50-266 

H 

AU, T. Y, 

8501140529 

50-289 

0 

8501280372 

NUREG 


AU, T. Y. 

8501140532* 

50-289 

G 

8501040149 

50-285 

P 

AU, T, Y. 

8501150349 

50-289 

Q 

8501040184* 

50-285 

Q 

AUCI, C. A. 

8501280121 

FOIA 


8501080273 

50-285 

S, 

AUDIN, L. 

8408300006* 

71-5957 


8501100716 

50-2B5 

S 

AUDIN. L. 

8501170155 

71-5957 


8501110174 

50-285 

0 

AUGER. J. C. 

8501310204 

50-320 

8 

8501150398 

50-285 

s 

AUSTIN, G. 

8501180259 

50-295 

R 

8501160207 

50-285 

p 

AUSTIN, R, A. 

8501070544* 

50-261 

P 

8501160353 

50-285 

F 

AXELRAD. J. 

8501030042 

40-6920 


8501170205 

50-285 

F 

AXELRAD. J; 

8501030101 

IStE 


8501230390 

50-285 

F 

AXELRAD. J. 

85Q1030166 

JBcE 


8501230596 

50-285 

■ Hi 

AXELRAP. J. 

8501040193 

I&E 


8501240327* 

50-289 

F • 

A XELRAD, J. 

8501090265 

...50?3O2.-' : 

P 

8501100804 

40-4492 


AXELRAD. J. 

8501170069 

IScE." 


8^01180433* 

50-302 


axeLrad, j. 

8501180333 

50-10 

a 

8501210091* 

50-400 

0 

AXELRAD. J. 

8501230169 

50-483 

Q 

8312220110* 

FOIA 


AXELRAD. J, 

8501310454 

50-259 

Q 

8402020451* 

FOIA , 


AXELRAD. J. A. 

8501110467 

50-482 

0 

8404110308* 

■ FOIA ' . 


AXELRAD, J. A. 

8501230523 

50—454 

Q 
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AXELROD. D. 

8501 ISO 164* 

50-322 

F 

AXELSON. M. 

8501070635 

I&E 


AXEL50N. L. 

8501020247 

50-456 

0 

AXELSON. W. L. 

8501040210 

50-409 

G 

AXELSON. W, L. 

8501040227 

70-1308 


AXELBON. W. L. 

8501070374 

50-341 

Q 

AXELSON. W. L. 

8501150132 

50-254 

Q 

AXELSON. W. L. 

8501150288 

50-483 

Q 

AXELSON. W. L. 

8501160154* 

50-254 

Q 

AXELSON. W. L, 

8501170147 

50-341 

Q 

AXELSON. U. L. 

8501280279 

50-483 

F 

AXELSON. W. L. 

8501280491 

50-409 

F 

EADALAMENTE. R. 

8501280403 

NUREG 


BAEHR. W. R. 

8501170179* 

50-395 

R 

BAER. R. 

8501250506* 

50-458 

Q 

BAER. R, E. 

8501020230 

50-285 

S 

BAER. R. E, 

8501020381 

50-285 

s 

BAER. R. E. 

8501280611* 

50-445 

G 

BAER. R. L 

8501030278 

ISfE 


BAFIK. J. 

8501 140570* 

70-364 


BAOBY. L, A. 

8501290442* 

PRM 


BACOETT. S. L. 

8501210227* 

FOIA 


BAOOETT. S. L. 

8501210235* 

FOIA 


BAILEY. E. D. 

8501090639 

WASTE MGT 

BAILEY, J. A. 

8501230051 

50-424 

A 

BAILEY, R. J, 

8501110491* 

50-309 

G 

BAILEYS. T. P. 

8501250446 

50-388 

S 

BAILEYS, T. P. 

8501290054 

50-388 

S 

BAIR, 0. Q, 

8411280044 

50-344 

S 

BAIR, G. G. 

8501080660 

50-344 

s 

BAIR, G. G. 

8501220023 

50-344 

R 

BAIRD, J. 

8501030322* 

50-458 

G 

BAIRD, J. B. 

8501080043* 

50-267 

G 

BAIRD, U. 5. 

8501080113* 

50-482 

Q 

BAIRD, U. B. 

8501240659* 

50-285 

G 

BAIRD. J.B. 

85012S0500* 

50-445 

Q 

BAIRD. J.B. 

8501290469* 

50-482 

G 

BAISDEN, L. 

8501280726 

CONTRACT 


BAKER. E. T. 

8501140024* 

QA999 


BAKER. K. R. 

8501020073* 

50-316 

S 

BAKER. K. R. 

8501020078* 

50-316 

S 

BAKER. K. R. 

8501020083* 

50-316 

S 

BAKER. K. R. 

8501070167 

50-315 

F 

BAKER, K, R, 

8501100765 

50-315 

S 

BAKER, K. R. 

8501210146 

50-315 

S 

BAKER. K. R. 

8501210158 

50-316 

S 

BAKER. K. R. 

8501310584 

50-316 

8 

BAKER, N. D. 

8501090228* 

CONTRACT 


BALCH. L. L. 

8501240298 

50-155 

R 

BALDWIN, C. A. 

8501030063 

NUREG 


BALDWIN. C. E. 

8501090575* 

CONTRACT 


BALDWIN. M. 

8501150458* 

50-483 

Q 

BALL. D. G. 

8501180044* 

50-261 

P 

BALL. S. J. 

8501030019 

NUREG 


BALL. W. G. 

8501070460 

WASTE MGT 

BALLARD. R. E. 

8501310260 

50-445 

H 

BALLARD. R. L, 

8402010246* 

50-424 

A 

BALLARD. R. L. 

8402030434* 

50-424 

A 

BALLARD, R, L. 

8405150301* 

50-424 

A 

BANAGAS. L. S. 

8501040102 

50-267 

S 

BANGART. R. L. 

8501080348 

STATE PROG 

BANDN. K 

8501280412 

NUREG 


BARAN.R, 

8407270419 

50-219 

R 

BARBER. G. 

8501 180267* 

FOiA 


BARHAM. C. D. 

8501100443 

50-261 

J 

BARHAM. C. D. 

8501230266 

50-324 

J 

BARHAM. e,D. 

850^300206 

50-324 

J 

BARHAM. C.D. 

8501300226 

50-261 

J 

BARHAM. C. D, 

8501300240 

50-261 

J 

BARHAM. C. D. 

8501300246 

50-324 

J 

BARHAM. C. D. 

8501300256 

50-324 

J 

BARHAM. C. D. 

8501300267 

50-400 

J 

BARHAM. C. 0. 

8501300281 

50-261 

J 

BARHAM. C. D. 

8501300286 

50-324 

J 

BARI. R. A. 

' 82G2240028* 

50-295 

P 

BARICH.j.J, 

' ‘ 8561020356* 

50-460 

'S 

BARKHURST. R. P. 

"8561070352* 

. 50-382 

F 

BARLETTA. R. E. 

8501030016 

NUREG 


BARNES. C. 

850116.0023 

46-3006 


-BARNES, e,; 

'■8^1180331 

FOIA ; 


BARNES; C. 

8561'220509 

40- 1478 


iARNESiK, 

‘ 1'3000.03 

■ 56-2i9 ■■ 

■■ P 

BARNES/V.lfE. 

/ 8501280403 

nurEg . 


BARNS.C. R, 

8561289617 

NUREC 


BARR.K. . 

8541.110499* 

50-320 

Q 
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PARR, K. 

BARR. K. P. 

BARR. K. P. 

8501230135 

S 50 1180028 
8501180104 

50-320 

70-1201 

70-1151 

S 

BARRETT. L. H. 

8501070133 

WASTE MGT 

BARRETT. L. H, 

850 107 0284 

WASTE MGT 

BARRETT, L. H. 

8501290256 

WASTE MGT 

BARRETT, L. H. 

8501290636 

WASTE MGT 

BARTH, C. A. 

8501110033 

50-400 

G 

BARTH, C. A. 

8501150267 

50-400 

G 

BARTH, C. A. 

8501250148 

50-400 

G 

BARTH. C. A. 

8501290365 

50-400 

G 

BARTLETT. B. L. 

8501280388* 

50-482 

Q 

BASKIN. K. P. 
BASSETT, □. E. 
BASSIN. N. 

8501150019 
8501240166* 
8501 180497* 

50-206 

FOIA 

70-870 

G 

BASSIOUNI. M. R. 

8501180414* 

50-400 

G 

BASSIOUNI. M. R. 

8501180414* 

50-400 

G 

BASSIOUNI. M. R, 

8501180414* 

50-400 

G 

BASSO, L. F. 

8501220522 

50-317 

S 

BATEMAN. W. H. 

8501080160* 

50-354 

Q 

BATEMAN. W. H. 

8501230549* 

50-354 

0 

BAUBLITZ. J. E. 

8501070527 

WASTE MOT 

BAUER, D. D. 

8501170142 

50-271 

F 

BAUEREIS. E. I. 

8501110090 

50-317 

S 

BAUNACK, W. 

8501110168* 

50-219 

Q 

BAUNACK, U. H. 

8501230285* 

50-219 

G 

BAU8ER, D. B. 

8501030150 

50-289 

G 

BAUSER. D. fi. 

8501030150 

50-289 

G 

BAXTER, T. A. 

8501090153 

50-400 

G 

BAXTER, T. A. 

8501090153 

50-400 

0 

BAXTER, T. A. 

8501140549 

50-400 

G 

BAXTER. T. A. 

8501140549 

50-400 

G 

BAXTER. T. A. 

8501140552* 

50-400 

G 

BAXTER, T. A. 

8501140552* 

50-400 

G 

BAXTER, T. A. 

8501180388 

50-400 

G 

BAXTER. T. A. 

8501180388 

50-400 

G 

BAXTER, T. A. 

BAZIN, J. 

BAZIN, J. P. 

BAZIN, J. P. 

8501180388 

8501090077 

8501100215 

8501280623 

50-400 

CONTRACT 

CONTRACT 

CONTRACT 

G 

BEACH, B. 

8501230169 

50-483 

G 

BEACH, B. 

8501310454 

50-259 

G 

BEALL, J. 

8501310254* 

50-352 

G 

BEALL, J. E. 

8501230309* 

50-277 

G 

BECHHOEFER. C, 

8501240001 

50-329 

G 

BECHHOEFER. C. 

8501250434 

50-329 

0 

BECK, J. W. 

8501080215 

50-445 

A 

BECK. J. W. 

8501150389 

50-445 

A 

BECK. J. W. 

8501160177 

50-445 

F 

BECK. J. W. 

8501 160352 

50-445 

F 

BECK. J. W. 

8501230367 

50-445 

A 

BECK. J. W. 

8501250135 

50-445 

A 

BECK. J. W. 

8501250152 

50-445 

A 

BECK. J. W. 

8501280063 

50-445 

S 

BECK. J. W. 

8501280473 

50-445 

A 

BECK. J. W. 

8501290330 

50-445 

A 

BECK. J. W. 

8501290333 

50-445 

A 

BECKHAM. J, T. 

8501230312 

50-321 

P 

BECKHAM. J. T. 

8501290532 

50-321 

P 

BEHAN, J. L. 

8501080449* 

50-322 

6 

BEINECKE. P- 

8501140518 

50-295 

S 

BELANGER. J. L. 

8501020253* 

50-456 

Q 

BELANGER. J. L. 

8501150143* 

50-254 

a 

BELANT. J. L. 

8501280136 

50-305 

s 

BELXSLE. G. A. 

8501210105* 

50-416 

Q 

BELL. J. 

8501110499* 

50-320 

Q 

BELL. M. J. 

BELL, N, 

8501110506 

8501140344 

WASTE MGT 
FOIA 

BELL. N. 

8501150194 

50-344 

P 

BELL. N. 

8501150196 

50-424 

A 

BELL. N. 

BELL, N. 

BELL. N. 

8501160237 

8501160244 

8501160295 

50-344 

FOIA 

FOiA 

P 

BELL. N. 

BELL. N. 

8501180237 

8501180276 

50-416 , 
FOIA 

>-P: 

BELL. N. 

8501180281 

50-424 

'8 

BELL. N. 

8501230017 

50-520 

8 

BELL. N. 

8501230060 

50-460 

A 

BELL. N. 

8501230070 

50-289 

s 

B^L. N. 

8501230101 

50-289 

■,p: 

BELL. N. 

8501230618 

Fii^; . 


BELL. N. 

BELL. N. 

BELL. N. 

BELL. N. 

8501240213 

8501280124 

8501280180 

8501280296 

50-482 

PR 

FOIA 

FOIA 

A 
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BELL. N. 

S501280614 

FOIA 


BELL. N. 

8501280625 

FOIA 


BELL. W. C. 

8501140543* 

CONTRACT 


BELLAMY. R. R. 

8501110247 

50-193 

G 

BEMIS. P. 

8501210232* 

50-324 

G 

BENAROYA. V. 

8403020314* 

50-424 

A 

BENAROYA. V. 

8404250063* 

50-424 

F 

BENDER. M. 

8501160623 

ACRS 


BENDER. M. 

8501160623 

ACRS 


BENSON. J. J. 

8501230613* 

FOIA 


BENVENISTE. J. 

8501170153 

50-187 

P 

BERGER. J. D. 

8501030208 

40-7455 


BERGER. J. D. 

8501100640 

40-7455 


BERGER. J. D. 

8501100644* 

40-7455 


BERGER. J. D. 

8501220417* 

FOIA 


BERICK. D. 

8501110242 

PR 


BERICKi D. 

8501140297 

PR 


BERKOVITZ. D, M. 

8501230031* 

50-498 

T 

BERLINGER. C. 

8403070111* 

50-322 

S 

BERLINOER. C. H. 

8309060514* 

50-482 

A 

BERLINGER. C. H. 

8312230025* 

50-424 

A 

BERLINGER. C. H. 

8406260201* 

50-424 

A 

BERMAN. M. 

8501300534* 

50-295 

P 

BERNABEI. L. 

8501150086 

FOIA 


BERNABEl. L. 

8501160358 

50-209 

G 

BERNABEI. L. 

8501160358 

50-289 

C 

BERNABEI. L. 

8501160368* 

50-289 

o 

BERNABEI. L. 

8501160368* 

50-289 

G 

BERNARD. J. A. 

8501180194 

50-20 

P 

BERNARD. J. A. 

8501180195* 

50-20 

P 

BERNARDINI. A. J. 

8501150233 

QA999 


BERNHOFT, S. 

8501290065 

50-305 

S 

BERNTHAL. F. 

8501150014* 

COMMISSION 

BERRY, D. L. 

8501150239 

50-264 

Q 

BERRY, R. H. 

8501040256 

WASTE MGT 

BERRY. W. E. 

8501160263* 

50-313 

P 

BERRY. W. E. 

8501160272* 

50-313 

P 

BESS. J. E. 

8501080221* 

50-382 

G 

BESS. J. E. 

8501300498* 

50-382 

Q 

BETTENHAUSEN, L. 

8501020088* 

50-354 

G 

BETTENHAUSEN. L. 

8501100277* 

50-322 

Q 

BETTENHAUSEN. L. 

8501100423* 

50-352 

G 

BETTENHAUSEN. L. 

8501110039* 

50-322 

Q 

BETTENHAUSEN. L. 

8501110043* 

50-423 

Q 

BETTENHAUSEN. L. 

8501110155* 

50-209 

G 

BETTENHAUSEN. L. 

8501240285* 

50-423 

G 

BETTENHAUSEN. L. 

8501290682* 

50-213 

G 

BETTENHAUSEN, L. 

8501310254* 

50-352 

Q 

BEVELAQUA. J. 

8501140286 

50-289 

F 

BEVELAQUA, J. J. 

850 131 0294 

50-289 

F 

BEVERIDGE. G. G. 

8501240293* 

FOIA 


BEVILL. T. 

8501230262* 

50-289 

U 

BEWLEY. E. K. 

8501230569 

50-317 

R 

BEZLER, P. 

8501110097* 

50-289 

P 

BEZLER, P. 

8501110106* 

50-289 

P 

BIBB. H. E. 

8501180093* 

50-335 

G 

BIBB. H. E, 

8501210007* 

50-335 

Q 

BIBB. W. R. 

8501300222* 

FOIA 


BIBB. W. R. 

8501300228* 

FOIA 


BIBB. W. R. 

8501300279* 

FOIA 


BIBB. W. R. 

8501300285* 

FOIA 


B ICEHOUSE. H. J. 

8501080542* 

50-271 

Q 

BICKWIT.L, 

8203300064* 

FOIA 


BICKWIT.L. 

0501280477* 

50-537 

A 

BICKWIT.L. 

8501280488* 

50-247 

G 

BICKWIT.L. 

8501280499 

50-537 

Q 

BICKWIT.L. 

8501280523* 

50-537 

0 

BIDINGER. G. H. 

8501100483* 

70-1113 


BIDINGER. G. H. 

8501290514* 

70-2990 


BIRCHAiRD. G. F. 

8501070218 

WASTE RES 

BISHOP. R. W. 

850 11 10017 

50-213 

P 

BISHOP. W. A. 

85Q1070519 

WASTE MOT 

BISHOP. W. A. 

8501280209 

WASTE MOT 

BISSSTT.P. H. 

8501100391* 

50-213 

Q 

BLACK. K. 

8^310110368* 

50-373 

S 

BLACK. 8. Q. 

8501160577* 

50-400 

Q 

BLA«^.|^,G. 

8501 1804 16* 

50-400 

G 

BLACK, R. Q, 

$501180416* 

50-400 

G 

BLACK. R. L. 

8412270344 

TOPREP 


BLACKFORD. M. E. 

8501110200 

WASTE RES 

BLAHA, J. i. ' ' ' ^ 

8501290121* 

FPIA 


BLAKE, E. L. 

8501290448 

50-289 

G 

BLAKE, E. L. 

8501290448 

50-289 

G 

BLAKE, E. L. 

8501300660 

50-289 

0 

BLAKE, E. L. 

8501300660 

50-289 

G 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BLAKE, J. J. 

8501170264# 

50-321 

Q 

BLAKE, J. J. 

8501180022# 

50-338 

Q 

BLAKE, J. J. 

8501180083# 

50-424 

Q 

BLAKE, J. J, 

8501180433# 

50-302 

Q 

BLAKE, J. J. 

8501180474# 

50-416 

Q 

BLAKE, J. J. 

8501210004# 

50-335 

Q 

BLAKE, J. J. 

8501210022# 

50-400 

Q 

BLAKE, J. J. 

8501210038# 

50-390 

Q 

BLAKE, J. J, 

8501210062# 

50-390 

Q 

BLAKE, J. J. 

8501210091# 

50-400 

Q 

BLAKE, J. J, 

8501210124# 

50-261 

Q 

BLAKE, J. J. 

8501210241# 

50-250 

Q 

BLAKE, J. J. 
BLANCHARD, B. 

8501210338# 

8501150366 

50-259 

PR 

Q 

BLAND, \4. N. 

8501040160 

WASTE RES 

BLAND, W. N. 

BLAND, W. N. 

8501070078 

8501110330# 

WASTE RES 
CONTRACT 

BLAND, W. M. 

8501290620 

WASTE RES 

BLAND, W. li. 

8501290629 

WASTE RES 

BLATT, M. 

8501020244 

50-247 

R 

BLATT,M. 

8501070050 

50-247 

S 

BLATT, M. 

8501210151 

50-247 

S 

BLATT, M. 

8501290709 

50-247 

R 

BLESS, A. 

8501110031 

50-304 

S 

BLIND, A. 

8501170065 

50-315 

F 

BLOCH, P. 

8501110157 

50-445 

T 

BLOCH, P. B. 

8412010051 

50-445 

G 

BLOCH, P. B. 

8501160594 

50-445 

G 

BLOCH, P. B. 

8501180223 

50-445 

G 

BLOUGH, A. R. 

8501230309# 

50-277 

Q 

BLOUGH, A. R. 
BLUBAUGH, R. E. 

8501230549# 

8501100543 

50-354 

40-3453 

Q 

BLUE, L. A. 

8501170184* 

50-395 

R 

BLUNBERO, N. 

8501110039# 

50-322 

Q 

BLUMBERG, N. 

8501310254# 

50-352 

Q 

BLUNK, G. 

BOAMAN, U. A. 
BQEHNERT, P. 

8501090436 

8501250187# 

8501180379# 

50-346 

40-6920 

FOIA 

S 

BOESCH, L. P. 

BOGDEN, 0. 

BOODEN, 0. 

BOGDEN, G. 

BOGDEN, G. 

BOGDEN, G. 

BOGDEN, G. 

BOGDEN, G. 

BOGDEN, G. 

BOGDEN, G. 

BOGDEN, G. 

BOGGS, L. A. 

8501070567 

8501080415 

8501090056 

8501090738 

8501090770 

8501100345 

8501100372 

8501100373 

8501100713 

8501100738 

8501100746 

8501080129 

WASTE RES 
PR 

40-1 162 
40-1 162 
40-1162 
40-8684 
40-1162 

40-1162 

40-8684 

40-8584 

40-1162 

PR 

BOHN, M. P. 

8501300656# 

50-295 

P 

BOLDT, G. K. 

8501220281# 

50-320 

P 

BOLDT, 0. K. 

8501220359# 

50-320 

P 

BOLDT, 0. K. 

8501220363# 

50-320 

P 

BOLDT, G. K. 

8501220364# 

50-320 

P 

BOLLWERK, P. 

8501150064# 

50-322 

8 

BOMBERGER, C. 

8412170469# 

50-334 

P 

BOMBEROER, C. 

8501290634# 

50-289 

P 

BONANO, E. J. 

8501040225# 

WASTE RES 

BONANO, E. J. 

8501040252# 

WASTE RES 

BONANO, E. J. 

8501040313 

WASTE RES 

BONANO, E. J. 

BONINA, R. A. 

BONNES, G. 

8501290466 

8501020060 

8501210008# 

WASTE RES 

71-142 

CONTRACT 

BOOKER, J. E. 

8501020291 

50-458 

E 

BOOKER, 0. E. 

8501020491 

50-458 

S 

BOOKER, J. E. 

8501070047 

50-458 

G 

BOOKER, J. E. 

8501070076 

50-458 

Q 

BOOKER, J. E. 

8501070277 

50-458 

Q 

BOOKER, J. E. 

8501070386 

50-458 

A 

BOOKER, J. E. 

8501080021 

50-458 

S 

BOOKER, J. E. 

8501080133 

50-458 

S 

BOOKER, J. E. 

8501080147 

50-458 

S 

BOOKER, J. E. 

8501080183 

50-458 

S 

BOOKER, J. E. 

8501080353 

50-458 

S 

BOOKER, J. E. 

8501080357 

50-458 

8 

BOOKER, J. E. 

8501080369 

50-458 

8 

BOOKER, J. E. 

8501080392 

50-458 

S 

BOOKER. J. E. 

8501080398 

50-458 

S 

BOOKER, U. E, 

8501080428 

50-458 

8 

BOOKER, J. E. 

8501080436 

50-458 

8 

BOOKER, U, E, 

8501080465 

50-458 

S 

BOOKER, J. E. 

8501080478 

50-458 

S 

BOOKER, J. E. 

8501080491 

50-458 

S 

BOOKER, J. E. 

8501080495 

50-458 

8 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BOOKER, J. E. 

8501080550 

50-458 

S 

BOOKER, J. E. 

8501080568 

50-458 

s 

BOOKER, J. E. 

8501080575 

50-458 

S 

BOOKER, J. E. 

8501080578 

50-458 

s 

BOOKER, J. E. 

8501080668 

50-458 

s 

BOOKER, J. E. 

8501080669 

50-458 

8 

BOOKER, J. £. 

8501090229 

50-458 

E 

BOOKER. J. E. 

8501090266 

50-458 

S 

BOOKER, J. E. 

8501090402 

50-458 

s 

BOOKER, J. E. 

8501090691 

50-458 

s 

BOOKER, J. E. 

8501140472 

50-482 

8 

BOOKER, J. E. 

8501140485 

50-458 

s 

BOOKER. J. E. 

8501140494 

50-458 

s 

BOOKER, J. E. 

8501140501 

50-458 

s 

BOOKER, J. E. 

8501160341 

50-458 

A 

BOOKER, J. E. 

8501160465 

50-458 

s 

BOOKER, J. E. 

8501160482 

50-458 

8 

BOOKER, J. E. 

8501170010 

50-458 

8 

BOOKER. J. E. 

8501230258 

50-458 

F 

BOOKER, J. E. 

8501240254 

50-458 

A 

BOOKER, J. E. 

8501240532 

50-458 

8 

BOOKER, J. E. 

8501240563 

50-458 

8 

BOOKER, J. E. 

8501240567 

50-458 

8 

BOOKER, J. E. 

8501240574 

50-458 

8 

BOOKER. J. E. 

8501240583 

50-458 

8 

BOOKER, J. E. 

8501240592 

50-458 

8 

BOOKER, J. E. 

8501240596 

50-458 

8 

BOOKER. J. E. 

8501240616 

50-458 

S 

BOOKER, J. E. 

8501250584 

50-458 

8 

BOOKER, J. E. 

8501250599 

50-458 

8 

BOOKER, J. E. 

8501250601 

50-458 

8 

BOOKER, J. E. 

8501280064 

50-458 

S 

BOOKER, J. E. 

8501280074 

50-458 

S 

BOOKER. J. E. 

8501280092 

50-458 

S 

BOOKER, J. E. 

8501280192 

50-458 

8 

BOOKER, J. E. 

8501280206 

50-458 

S 

BOOKER, J. E. 

8501280390 

50-458 

Q 

BOOKER, J. E. 

8501290031 

50-458 

8 

BOOKER, J. E. 

8501290039 

50-458 

8 

BOOKER, J. E, 

8501290358 

50-458 

E 

BOOKER, J. E. 

BOPP, R. E. 

8501300538 

8501170070 

50-458 

QA999 

8 

BORCHARDT, R. W. 

8501240055* 

50-352 

Q 

BORCHARDT, R. W. 

8501290010# 

50-352 

Q 

BORCHARDT, R. W. 

8501310447* 

50-352 

Q 

BORDENICK.B. M. 

8501030134 

50-322 

G 

BORDENICK, B. M. 

8501090207 

50-424 

G 

BORDENZCK, B. M. 

8501110473 

50-424 

G 

BORDENICK.B. M. 

8501230341 

50-322 

G 

BORDENICK, B. M. 

8501250370 

50-382 

G 

BORDENICK.B. M. 

8501250424 

50-322 

G 

BORDENICK.B. M. 

8501250432 

50-424 

G 

BORGEN, R. A. 

8501180186* 

50-454 

A 

BORGEN, R. A. 

8501180253* 

50-275 

P 

BORGEN, R. A. 

8501180295* 

50-528 

A 

B08NAK, R. J. 

8201300216* 

50-295 

P 

B08NAK, R. J. 

8405250257* 

50-424 

A 

BOSNAK, R. J. 

8406060165* 

50-424 

A 

BOSNAK, R. J. 

8501030129* 

50-323 

A 

BOUCHEY, G. D, 

8501290378* 

50-397 

P 

BOURN I A, A. 

8501280130 

50-373 

P 

BOWERS, H. 

8501300363* 

50-206 

Q 

BOYD, D. 

8501070626 

50-263 

8 

BOYD, D. 

8501250400 

50-263 

S 

BOYD, D. C. 

8501020261* 

50-409 

Q 

BOYD, D. C. 

8501070633* 

50-331 

Q 

BOYD, D. C. 

8501080017* 

50-155 

Q 

BOYD, D. C. 

BOYD, S. L. 

8501100473* 

8501300478 

50-263 

PR 

G 

BOYD, W. K. 

8501160272* 

50-313 

P 

BOYER, R. E. 

8501280486 

50-206 

8 

BOYER, V, S, 

8501160340 

50-289 

G 

BOYER, V. S. 

BOYKO, S. 

BOYKO, S, 

BOYKO, 8. 

BOYKO, S. 

BOYKO, S. 

8501220259 

8005070666* 

8012300308* 

8501250114* 

8501250307* 

8501250436* 

50-277 

FDIA 

FOIA 

FDIA 

FOIA 

FOIA 

F 

BOYLE, M. L, 

8501290117 

50-213 

P 

BRACE, W. 0. 

BRACH, B. 

BRACH, B. 

BRACH, B. 

BRACH, B. 

BRACH, B. 

6501230275 

8501290213* 

8501290223* 

8501290232* 

8501290267* 

8501290279# 

50-387 

FOIA 

FDIA 

FOIA 

FOIA 

FOIA 

6 
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AUTHOR 

NUMBER 

CATEGORY 

BRACH, B. 

8501290336# 

FOIA 


BRACH, B. 

8501290341* 

FOIA 


BRACH, B. 

8501290369# 

FOIA 


BRACH, B. 

8501290498* 

FOIA 


BRACH, E. W. 

8501160456* 

FOIA 


BRADBURY, J. W. 

8501040260 

WASTE RES 

BRADBURY, J. W. 

8501290258 

WASTE RES 

BRADBURY, R. B. 

8501300453 

PR 


BRADFORD, P. A. 

8501180357# 

FOIA 


BRADFORD, W. H. 

8501210167* 

50-348 

G 

BRADFORD, W. H. 

8501210297# 

50-348 

Q 

BRADLEY, E. J. 

8501020370 

50-352 

K 

BRADLEY, E. J. 

8501080216 

50-277 

P 

BRADLEY, E. J. 

8501080386 

50-352 

K 

BRADLEY, E. J. 

8501100212 

50-278 

P 

BRADLEY, E. J. 

8501150371 

50-277 

F 

BRADLEY, E. J. 

8501230579 

50-352 

K 

BRADLEY, E. J. 

8501240402 

50-277 

P 

BRADY, J. A. 

8501020434 

50-320 

F 

BRADY, J. A. 

8501240171 

50-289 

F 

BRAGG, J. S. 

8312300317* 

50-322 

F 

BRAMLETT, L. S. 

8501240210 

50-368 

R 

BRANCH, B. 

8501160457* 

FOIA 


BRANCH, M. W. 

8501210027# 

50-338 

G 

BRAUN, D. J. 

8501170175* 

50-387 

P 

BRENNER, L. 

8501110319 

50-322 

6 

BRENNER, L. 

8501210386 

50-322 

G 

BRENNER, L. 

8501230300 

50-322 

G 

BREVIG, R. L. 

8501220266 

50-263 

F 

BREY, H. L. 

8501020433 

50-267 

P 

BREY, H. L. 

8501160107 

50-267 

P 

BRICH, R. F. 

8501100764 

40-8829 


BRIDENBAU6H, D. 

8501080407# 

50-322 

G 

BRIDENBAUGH, D. 

8501300032 

50-322 

T 

BRIDENBAUGH, D. 

8501300032 

50-322 

T 

BRIDENBAUGH, D. 

8501300042# 

50-322 

T 

BRIDENBAUGH, D. 

8501300042# 

50-322 

T 

BRIDGES, T. L. 

8501030365* 

50-440 

A 

BRIGATI, J. 

8501160616* 

50-322 

G 

BRIGATI, J. J. 

8501160601 

50-322 

6 

BRIGATI, J. J. 

8501160610# 

50-322 

G 

BRIGATI, J. J. 

8501170135 

50-322 

G 

BRIGATI, J. J. 

8501290727 

50-322 

G 

BRIGATI, J. J. 

8501290727 

50-322 

G 

BRIGGS, H. J. 

8501280641# 

CONTRACT 


BRIGGS, L. 

8501100423# 

50-352 

G 

BRIGGS, L. 

8501310254* 

50-352 

G 

BRIGHT, G. 0. 

8501090281 

50-400 

G 

BRIGHT, G. 0. 

8501110485 

50-440 

6 

BRIGHT, G. 0. 

8501160376 

50-400 

G 

BRINKMAN, C. B. 

8501090251 

50-382 

H 

BRINKMAN, R. E. 

8501250326* 

FOIA 


BRINKMAN. R. E. 

8501250331# 

FOIA 


BRINKMAN. R. E. 

8501250337# 

FOIA 


BRINKMAN. R. E. 

8501250341# 

FOIA 


BRINKMAN, R. E. 

8501250355* 

FOIA 


BRITTON, K. 

8501230434 

PR 


BROADWATER, R. 

8501140514# 

FOIA 


BROCK, B. L. 

8501100566# 

70-1007 


BROCK, B. L. 

8501100802# 

70-1257 


BROCK, B. L. 

8501150126* 

50-326 

Q 

BROCK, B. L. 

8501150133* 

50-113 

G 

BROCK, B. L. 

8501150136# 

50-394 

<3 

BROCK, B. L. 

8501280030# 

70-734 


BROCKMAN, K. E. 

8501210078 

50-321 

P 

BROCKMAN, K. E. 

8501210163* 

50-321 

G 

BROCKMANN, J, E. 

8501040253 

NUREG 


BRODSKY, M. 

8501220268 

50-289 

H 1 

BROEK, D. 

8501280617 

NUREG 


BROMBERG, B. 

8501300537 

CONTRACT 


BROMBERG, B. J. 

8501310140 

CONTRACT 


BROMBERG, B. J. 

8501310459 

CONTRACT 


BRONS, J. C. 

8501230146 

50-286 

G 

BRONS, J. C. 

8501240531 

50-286 

R 

BROOKS, D. J. 

8501070391 

WASTE RES 

BROOKS, P. P. 

8501040240 

WASTE RES 

BROOKS, P. P. 

8501140063 

WASTE RES 

BROOKS, R. L. 

8501280579 

QA999 


BROOMFIELD, W. S. 

8501240329# 

50-289 

P 

BROSIUS, E. 

8501140558 

50-482 

Q 

BROSIUS, E. 

8501140568 

50-482 

Q i 

BROSIUS, E. 

8501150413 

50-445 

A '! 

BROWN, D. H. 

8501070129# 

50-400 

G ! 

BROWN, D. H. 

8501070129# 

50-400 

G ; 

BROWN, E. 

8501230248* 

50-282 

3 ^ 
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BROWN, E. J. 

8211 120293* 

50-282 

S 

BROWN, E. J. 

8901160301* 

FOIA 


BROWN, G. 

8501220002* 

50-263 

Q 

BROWN, H. H. 

8501070489 

50-322 

G 

BROWN, H. H. 

8501150384 

50-322 

G 

BROWN, H, H. 

8501150384 

50-322 

G 

BROWN, L. 

8501300438 

PR 


BROWN, N. 

8501020434 

50-320 

F 

BROWN. R. S. 

8501110343* 

WASTE RES 

BROWN, R. S. 

8501240400* 

FOIA 


BROWN, T. H. 

8501030086 

OR 6 


BROWN, W. B. 

8501090047 

70-143 


BROWN, W. B. 

8501090068 

70-2998 


BROWN, W. B. 

8501100325 

70-27 


BROWN, W. B. 

8501100333 

70-36 


BROWN, W.B. 

8501100356 

70-1113 


BROWN, W. B. 

8501 100545 

70-113 


BROWN, W. B. 

8501100548 

70-143 


BROWN, W. B. 

8501100641 

70-1113 


BROWN, W. 6. 

8501100664 

70-27 


BROWN, W.B. 

8501100676 

70-1151 


BROWN, W. B. 

8501100681 

70-696 


BROWN, W. B. 

8501100683 

70-371 


BROWN, W. B. 

8501100720 

70-143 


BROWN, W. B. 

8501100734 

70-1151 


BROUN, W. B. 

8501110454 

70-143 


BROWN, W. B. 

8501170122 

70-27 


BROWN, W. B. 

8501170286 

70-27 


BROWN, W. B. 

8501170289 

70-371 


BROWN, W. B. 

8501180269* 

FOIA 


BROWN, W. L. 

8501290307 

50-482 

A 

BROWNING, R. E. 

8501040151* 

WASTE MOT 

BROWNING, R. E. 

8501100789 

40-1341 


BROWNING, R. E. 

8501110340 

WASTE RES 

BROWNING, R. E. 

8501290179 

WASTE MGT 

BROWNLEE, V. 

8501100266 

50-302 

S 

BROWNLEE, V. L. 

8501020044 

50-370 

Q 

BROWNLEE, 'J. L. 

8501070303 

50-280 

Q 

BROWNLEE, V. L. 

8501170229 

50-250 

Q 

BROWNLEE, V. L. 

8501170260 

50-321 

a 

BROWNLEE, V. L. 

8501180063 

50-369 

0 

BROWNLEE, V, L. 

8501 180077 

50-424 

0 

BROWNLEE, V. L, 

8501 180092 

50-424 

Q 

BROWNLEE, V. L. 

8501180103 

50-369 

Q 

BROWNLEE, V. L. 

8501180107 

50-369 

0 

BROWNLEE, V. L. 

8501180151 

50-321 

Q 

BROWNLEE, V. L. 

85011B0193 

50-335 

0 

BROWNLEE, V. L. 

8501180205 

50-280 

0 

BROWNLEE, V. L. 

8501 180431 

50-302 

a 

BROWNLEE, V. L. 

8501 180442 

50-389 

G 

BROWNLEE, V. L. 

8501 180459 

50-416 

Q 

BROWNLEE, V. L. 

8501 180467 

50-416 

G 

BROWNLEE, V. L. 

8501180482 

50-416 

Q 

BROWNLEE, V. L. 

8501180512 

50-413 

Q 

BROWNLEE, V. L. 

8501180516 

50-321 

V 

BROWNLEE, V. L. 

8501210002 

50-335 

G 

BROWNLEE, V. L. 

8501210005 

50-335 

Q 

BROWNLEE, V. L. 

8501210024 

50-338 

G 

BROWNLEE, V. L. 

8501 21 0042 

50-416 

G 

BROWNLEE, V. L, 

8501210047 

50-250 

G 

BROWNLEE, V. L. 

8501210082 

50-413 

G 

BROWNLEE, V. L. 

8501210099 

50-416 

0 

BROWNLEE, V. L. 

8501210110 

50-416 

G 

BROWNLEE, V. L. 

8501210131 

50-413 

F 

BROWNLEE, V. L. 

8501210155 

50-321 

Q 

BROWNLEE, V. L. 

8501210238 

50-250 

Q 

BROWNLEE, V. L. 

8501210248 

50-269 

G 

BROWNLEE, V. L. 

8501210250 

50^414 

V 

BROWNLEE, V. L. 

8501210266 

50-338 

G 

BROWNLEE, V. L. 

8501210276* 

50-338 

G 

BROWNLEE. V. L. 

8501210281 

50-424 

G 

BRUEHMER, S. M. 

8501030041 

NUREO ; 


BRUGGER.R. M. 

8501150299 

50-186 

F'- 

BRUGGER, R. M. 

8r50115C343 

50-186 

■ 8 

BRUNER, S, 

^11150059 

PR 


BRUNETTI, vl. V. 

8501>ieQ303* 

F8IA 


BRYAN. S. E. 

8501 180245* 

FOIA 


BRYANT, U. 

850121 0256« 

50-269 

G 

BUCHANAN, C. R, 

8501250142* 

FOIA 


BUCHANAN, C. H. 

8501250348* 

FOIA 


BUCK^U.H. 

8501250117* 

FOIA 


BUCK, U. H, 

8501250150* 

FOIA 


BUCK, vl. H 

8501290344* 

40-69^) 


BUCK, J. R 

8501250365* 

40-6920 


BUCK, Ut H. 

, 8501250372* 

40-^920 
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BUCK, J. H. 

8501250381* 

40-6920 


BUCK, J. H. 

8501250392* 

40-6920 


BUCK, J. H. 

8501250398* 

40-6920 


BUCKLES, R. 

8501150034 

FOIA 


BUCKLES, R. 

8501150195 

FOIA 


BUCKLES, R. 

8501160470 

FOIA 


BUCKLES, R. 

8501180191 

FOIA 


BUCKLES, R. 

8501280348 

FOIA 


BUCKLEY, B. C. 

8501040233* 

50-412 

A 

BUCKLEY, B. C. 

8501210337* 

50-412 

D 

BUNDY, H. F. 

8501280388* 

50-482 

G 

BUNDY. H. F. 

8501300448* 

50-482 

Q 

BURDOIN, J. 

8501300561* 

50-312 

Q 

BURDOIN, J. F. 

8501100007* 

50-323 

Q 

BURGER, C. 

8501110125 

50-413 

S 

BURGER, F. J. 

8501240160 

50-271 

R 

BURGY, D. 

8501080460 

NUREG 


BUROV, D. 

8501080463 

NUREG 


BURKART, A. H. 

8501250575 

WASTE RES 

BURKE. □. 

8501150458* 

50-483 

Q 

BURKE, R. P. 

8501030027 

NUREG 


BURKHARDT, W. 

8501140132 

PROJ 


BURNETT, P. T. 

8501 180468* 

50-416 

Q 

BURNETT, P. T. 

8501210282* 

50-338 

Q 

BURNETT, R. F. 

8501240391* 

FOIA 


BURNETT, R. F. 

8501240399* 

FOIA 


BURNETT, R. F. 

8501240424* 

50-142 

G 

BURNETT, R. F. 

8501280221* 

FOIA 


BURNETT, R. F. 

8501280275* 

FOIA 


BURNETT, R. F. 

8501280282* 

FOIA 


BURNETT, R. F. 

8501280291* 

FOIA 


BURNETT, R. F. 

8501280307* 

FOIA 


BURNETT, R. F. 

8501280336* 

FOIA 


BURNETT, R. F. 

8501280345* 

FOIA 


BURNETT, R. F. 

8501280351* 

FOIA 


BURNS, £. 

8501160179* 

TOPREP 


BURNS, S. G. 

8501080294 

40-2061 


BURNS, S. G. 

8501090288 

40-2061 


BURNS, S. G. 

8501100728 

50-206 

G 

BURNS. S. G. 

8501110469 

40-2061 


BURNS. S. G. 

8501250164 

40-2061 


BURRIS, S. P. 

8501180486* 

50-416 

Q 

BURSKI, R. F, 

8501100343* 

50-382 

6 

BURSON, S. B. 

8501220390 

MISC 


BURSTEIN, S. 

8501180428* 

FOIA 


BURSTEIN, S. 

8501210205* 

FOIA 


BURSTEIN, S. 

8501210212* 

FOIA 


BURTNER, D. S. 

8501290212* 

40-8027 


BURWELL. S. B. 

8501140160 

50-445 

A 

BURWELL, S. B. 

8501220214 

50-445 

A 

BURWELL, S. B. 

8501220249 

50-445 

A 

BURWELL, S. B. 

8501300609 

50-445 

A 

BUSBY, E. 

8501040047 

71-9021 


BUSH, L. L. 

8501180271* 

FOIA 


BUSH, S. H. 

8501170013 

ACRS 


BUSH, S. R 

8501170013 

ACRS 


BUSLZK, A. 

8501210348 

MISC 


BUSS> D. R. 

S50107001B 

WASTE RES 

BUSS, D. R. 

8501290615 

WASTE RES 

BUTCHER, R. C, 

8501180046* 

50-259 

G 

BUTLER, W. 

8301200025* 

50-413 

E 

BUTLER, W. 

8405010091* 

50-424 

A 

BUTLER, W. R. 

8202030034* 

FOIA 


BUTLER, W. R. 

8211300404* 

FOIA 


BUTLER, W. R, 

8501180335* 

FOIA 


BU2Y, J. 

8501280470* 

50-237 

V 

BYRD, R. W. 

8501020076 

50-416 

S 

BYRD, R. W. 

8501030180 

50-416 

S 

BYRD, R. W. 

8501110492 

50-416 

s 

BYRD, R, W. 

8501280603 

50-416 

s 

BYRD, R, W. 

8501280619 

50-416 

s 

BYRNES, R, L. 

8501170112 

0A999 


BYRNES, T, 

8501280131 

PR 


CAFFREY, C. M. 

8501280131 

PR 


CAHILL, W. J. 

8501080290* 

50-458 

G 

CAHILL, W. J, 

8501090685* 

50-458 

Q 

CAHILL, W. J. 

8501230427* 

50-458 

G 

CAIN, C. L. 

8501150282 

I&E 


CAIN, C. L. 

8501160032* 

40-8006 


CAIN, J, M. 

8501220278 

50-382 

P 

CAINE, T. A. 

8501250227* 

50-331 

P 

CALDER, W. B, 

8501140529 

50-289 

G 

C ALDER, U. S, 

8501140533 

50-289 

G 

CALDWELL, C. W. 

8501210236* 

50-390 

Q 

CALDWELL. G. G. 

8501140539 

50-320 

P 
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CALDWELL, R. A. 

8501070117* 

50-382 

Q 

CALDWELL, R. A. 

8501080128* 

50-458 

0 

CALL I HAN, R. E. 

8501250144* 

40-6920 


CALL I HAN, R. E. 

8501250382* 

FOIA 


CALSDYAS, C. D. 

8501150097 

FOIA 


CALSOYAB, C. D. 

8501150131 

50-275 

P 

CALSOYAS, C. D. 

8501160042 

50-344 

P 

CALVERT, J. 

8501160185* 

TOPREP 


CAL VO, J. A. 

8310200312 

PR 


CAMPAGNONE, M. 

8501230080 

50-387 

P 

CAMPBELL, R. D. 

8501280412 

NUREG 


CAMPBELL, R. M. 

8501100227* 

50-412 

Q 

CAMPBELL, W. R. 

8501250518 

50-483 

S 

CANNON, J. A. 

8501230497* 

COMMISSION 

CANTRELL, F. S. 

8501180046* 

50-259 

0 

CANTRELL, F. S. 

8501180242* 

50-259 

Q 

CANTRELL, F. S. 

8501180500* 

50-395 

Q 

CANTRELL, F. S. 

8501210167* 

50-348 

Q 

CANTRELL, F. S. 

8501210297* 

50-348 

Q 

CANTRELL, F. S. 

8501230436 

50-259 

S 

CANTRELL, F. S. 

8501250006 

50-250 

S 

CANTRELL, F. S. 

8501310345* 

50-259 

Q 

CAPSTICK, R. W. 

8501290332 

50-271 

P 

CAPSTICK, R. W. 

8501290471 

50-271 

P 

CAREY. J. J. 

8501070336 

50-334 

Ct 

CAREY, J. J. 

8501240215 

50-334 

R 

CAREY, J. J. 

8501300401 

50-334 

F 

CARL, C. E. 

8501300134* 

FOIA 


CARL, C. E. 

8501300182* 

FOIA 


CARNEY, W. 

8501080418# 

50-322 

G 

CARPENTER, D. R. 

8501110091* 

50-498 

Q 

CARPENTER, J. H. 

8501090281 

50-400 

0 

CARPENTER, J. H. 

8501160376 

50-400 

C 

CARPENTER, J. H. 

8501250439 

40-2061 


CARPENTER, T. E. 

8501280067 

50-358 

G 

CARPENTER, T. E. 

8501280069 

50-358 

Q 

CARROLL, R. 

8501100266 

50-302 

S 

CARROW, H. 

8501070119 

50-400 

0 

CARROW, H. 

8501070121* 

50-400 

G 

CARSCADEN, J. 

8501230397 

PR 


CARSON, B. H. 

8501020100* 

50-352 

Q 

CARSON, B. H. 

8501080542* 

50-271 

G 

CARTER, J. L. 

8203020094* 

50-295 

P 

CARTER, J. L. 

8203110459* 

50-295 

P 

CARTER, R. E. 

8501100076 

ORG 


CARUSO, R. 

8501160047 

50-322 

F 

CASCARANO, R. N. 

8501020250 

50-295 

F 

CASCARANO, R. N. 

8501170018 

50-295 

P 

CASCARANO, R. N. 

8501170077 

50-295 

P 

cAscarano, R. N. 

8501170148 

50-295 

G 

CASCARANO, R. N. 

8501240240 

50-295 

P 

CASCARANO, R. N. 

8501290314 

50-295 

F 

CASCARANO, R. N. 

8501290484 

50-295 

P 

CASE, E. 0. 

8501290473* 

50-250 

F 

CASE, E. 0. 

8501290561* 

50-321 

F 

CASELLA, F. 

8501300561* 

50-312 

Q 

CASELLA, F. A. 

8501100786* 

50-361 

G 

CASEY, G. L. 

8001070086* 

FOIA 


CASEY, L. 

8501110381 

WASTE MGT 

CASSIDY, R. 

8501280612 

50-454 

S 

CATTON. I. 

8501160400 

ACRS 


CATTON, I. 

8501180327* 

FOIA 


CATTON, I. 

8501180327* 

FOIA 


CAVANAUGH, W. T. 

8501160073* 

CONTRACT 


CAZZOLl.E. 0. 

8501210102 

NUREG 


CERNE, A. C. 

85011 10243* 

50-443 

G 

CHAFFEE, A. E. 

8501080149 

50-206 

S 

CHAFFEE. A, E. 

8501100155* 

50-206 

G 

CHAFFEE. A. E. 

8501290700* 

50-528 

Q 

CHAN. T. L. 

8501080572* 

50-400 

Q 

CHANDLER. U* C. 

8501020355 

TOPREP 


CHANDLER, J; C. 

8501040093 

TOPREP 


CHANDLER. J* C. 

8501080412 

TOPREP 


CHANDLER. J. C. 

8501170001 

TOPREP 


CHANDLER. L. J. 

8501100728 

50-206 

G 

CHANP0LA.VV 

8501180182* 

50-309 

P 

CHANEY^®, AV: 

8203220032* 

50-295 

0 

CHANEY.: 0; Al 

8501300607* 

50-295 

P 

CHANEY,. H. D. 

8501080237* 

50-445 

Q 

CHANEY. H. D. 

8501150370* 

50-482 

G 

CHANEyi;^iHi:ife> 

8501250509* 

50-313 

Q 

CHANG. K.G. 

8501070201 

WASTE RES 

CHANG, K.-C. 

8501070556 

WASTE RES 

CHANG, K. C. 

8501290248 

WASTE RES 

CHANG. K.Gv 

8501290695 

WASTE RES 
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CHANGE W. S. 

8501220411* 

50-320 

H 

CHAPMAN, K. R. 

8501150151* 

FOIA 


CHARLOT, L. A. 

8501030041 

NUREG 


CHARNLEY, J. S. 

8501040031 

TOPREP 


CHARNLEYi J. S. 

8501250041# 

50-333 

P 

CHARNLEYi J. S. 

8501310230* 

50-298 

P 

CHAUDHARY, S. K. 

8501230549* 

50-354 

Q 

CHECK, P. S. 

8109280753* 

50-483 

E 

CHELKO, B. 

8501140561* 

70-364 


CHELKO, M. 

8501140566* 

70-364 


CHELKO, M. 

8501140571* 

70-364 


CHERRY, J. E. 

8501100176* 

50-413 

Q 

CHERY, D. L. 

8301180431* 

50-424 

A 

CHEVERTON, R. D. 

8501180044* 

50-261 

P 

CHIAN61, N. J. 

8501090027 

50-400 

S 

CHIANCI, N. J. 

8501150443 

50-400 

S 

CHIANQI, N. J. 

8501160075 

50-400 

S 

CHILES, L. 

8501080015* 

MISC 


CHILK, S. J. 

8501030102 

50-441 

G 

CHILK, S, U. 

8501030107 

50-338 

G 

CHILK, S. J. 

8501030110 

50-275 

G 

CHILK, S. J. 

8501070432 

lOCFR 


CHILK, S. J. 

8501090176 

50-289 

6 

CHILK, S. J. 

8501100489 

lOCFR 


CHILK, S. J. 

8501100717* 

COMMISSION 

CHILK, S. J. 

8501150058 

50-358 

T 

CHILK, S. J. 

8501150281 

50-352 

G 

CHILK, S. J. 

8501160080 

50-289 

P 

CHILK, S. J. 

8501210011 

lOCFR 


CHILK, S. J. 

8501210034 

lOCFR 


CHILK, S. J. 

8501210365 

50-382 

G 

CHILK, S. J. 

8501220053 

lOCFR 


CHILK, S. U. 

8501230028 

50-498 

T 

CHILK, S. J. 

8501230185 

50-329 

G 

CHILK, S. J. 

8501230252 

50-338 

G 

CHILK. S. J. 

8501230447 

50-289 

G 

CHILK. S. J. 

8501230508 

lOCFR 


CHILK, 8. J. 

8501240202 

50-275 

P 

CHILK, S. J. 

8501240454* 

FOIA 


CHILK. S. U. 

8501250185 

50-322 

G 

CHILK, S. 0. 

8501280080 

lOCFR 


CHILK. 8. J, 

8501290353 

50-352 

T 

CHILK, 8. J, 

8501290732 

50-289 

0 

CHILK, 8. J. 

8501300100 

50-289 

P 

CHILK. 8. J. 

8501300249 

50-206 

Q 

CHILK, 8. J. 

8501300652 

50-454 

G 

CHILK, 8. J. 

8501310073 

50-289 

P 

CHIN, P. K. 

8501220555 

71-347 


CHOULES, N. 

8501290174* 

50-305 

Q 

CHRISSOTIMOS, N. 

8501080020* 

50-10 

Q 

CHRI8S0TIM0S, N. 

8501080208* 

50-254 

Q 

CHRISSOTIMOS, N. 

8501160538* 

50-10 

Q 

CHRISSOTIMOS, N. 

8501160599* 

50-373 

Q 

CHRISSOTIMOS, N. 

8501170128* 

50-373 

Q 

CHRISSOTIMOS, N. 

8501180169* 

50-254 

Q 

CHRISSOTIMOS, N. 

8501210107 

50-249 

8 

CHRISSOTIMOS, N. 

8501230138 

50-373 

S 

CHRISSOTIMOS, N. 

8501230287 

50-374 

S 

CHRISSOTIMOS, N. 

8501240153 

50-265 

S 

CHRISTENBURY.E. 

8501280622* 

FOIA 


CHRISTESEN, R. J. 

8501090277 

50-445 

A 

CHR 1 STOPFER, G. 

8501150296* 

50-483 

Q 

CHUNG, C. K, 

8501160408* 

50-390 

Q 

CHUNG, D, H. 

8501040269 

WASTE RES 

CHUNG, D, H. 

8501110179 

WASTE RES 

CHUNG, D. H. 

8501110361 

WASTE RES 

CHUNG. D, H. 

8501280731 

WASTE RES 

CHUNG, D. H, 

8501290142 

WASTE RES 

CHUNG, D. H. 

8501290150 

WASTE RES 

CHUNG, D.H. 

8501290449 

WASTE RES 

CHUNG, D. H; 

8501290482 

WASTE RES 

CHUNG. D. H. 

8501290607 

WASTE RES 

CHUNG, D. H. 

8501290616 

WASTE RES 

CHUNG. D, H. 

8501300066 

WASTE RES 

CHUNG, D. H. 

8501310465 

WASTE RES 

CHURCHILL, B. U. 

8501100309 

50-382 

0 

CHURCHILL, B. H. 

8501100309 

50-382 

G 

CHURCHILL, B, W. 

8501100410 

50-382 

G 

CHURCHILL, B. W. 

8501100410 

50-382 

G 

CHURCHILL, B. U. 

8501100752 

50-382 

0 

CHUR«g5.LL, B. W. 

8501100752 

50-382 

0 

CHURCHILL, B. U. 

8501140526 

50-289 

G 

CHURCHILL, B. W. 

8501180374 

50-289 

G 

CHURCHILL, B. W, 

8501180374 

50-289 

G 

CHURGHiLL, B. U. 

8501180378* 

50-289 

G 
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CHURCHILL, B. W. 

8501180378* 

50-289 

G 

CHURCHILL. B. W. 

8501230269 

50-289 

G 

CIBIK, G. E. 

8501 140580* 

70-364 


CILIMBERG, R. L. 

8501080114* 

50-482 

Q 

CILLIS.M. 

8501100578* 

50-142 

Q 

CINTULA, T. C. 

8501220480 

50-206 

S 

CINTULA. T. C. 

8501220490* 

50-206 

s 

CLAPP, N. E. 

8501140514* 

FOIA 


CLARDY, L. S. 

8501070633* 

50-331 

Q 

CLARK, B. 

8501040287* 

WASTE RES 

CLARK, B. L. 

8501070588 

50-352 

S 

CLARK, B. L. 

8501070600 

50-352 

5 

CLARK, B. L. 

8501070602 

50-352 

S 

CLARK, fl. L. 

8501070605 

50-352 

S 

CLARK, B. L. 

8501070608 

50-352 

s 

CLARK, B. L. 

8501080390 

50-352 

s 

CLARK, B. L. 

8501080522 

50-352 

S 

CLARK, B. L. 

8501080630 

50-352 

s 

CLARK, B. L. 

8501080663 

50-278 

s 

CLARK, B. L. 

8501100160 

50-352 

s 

CLARK, C. 

8501250618* 

50-528 

Q 

CLARK, C. J. 

8501140557* 

70-364 


CLARK, F. H. 

8501140514* 

FOIA 


CLARK, H. F. 

8501170177* 

50-400 

A 

CLARK, H. K. 

8501070565 

50-461 

G 

CLARK. L. 

8501150012 

50-20 

P 

CLARK. L. 

8501180194 

50-20 

P 

CLARK, L. 

8501280069 

50-358 

Q 

CLARK, P. R. 

8501100740 

50-289 

G 

CLARK, P. R. 

8501160141 

50-289 

P 

CLARK, R. J. 

8501220189 

50-259 

P 

CLARK, R. T. 

8501040053 

71-98 


CLAYTON, H. B. 

8501090595 

TOPREP 


CLEMENTS, B. R. 

8501040068 

50-445 

S 

CLEMENTS. B. R. 

8501090033 

50-446 

s 

CLEMENTS, B. R. 

8501160118* 

50-445 

Q 

CLEMENTS, B. R. 

8501250001 

50-445 

K 

CLEMENTS, B. R, 

8501300483* 

50-445 

Q 

CLEMENTS, T. 

8501100161 

50-424 

D 

CLEMENTS, W. L. 

8501090205 

50-322 

G 

CLEMENTS, W. L. 

8501090263 

50-400 

G 

CLEMENTS, W. L. 

8501100446 

50-322 

G 

CLEMONS, P. 

8411290168* 

50-286 

Q 

CLEMONS, P. E. 

8501230260* 

50-201 

Q 

CLEVELAND, J. C. 

8501030019 

NUREG 


CLIMER 

8501230555 

50-316 

R 

CLIMER 

8501230602 

50-315 

R 

CLINE, W. E. 

8501180110* 

70-1151 


CLINE, W. E. 

8501180429* 

50-416 

Q 

CLINE, W. E. 

8501210041* 

50-369 

Q 

CLINE, W. E. 

8501210046* 

50-416 

Q 

CLINE, W. E. 

8501210053* 

50-250 

Q 

COBB, L. I. 

8412140308 

WASTE MGT 

COCHRAN, T. B. 

8501100723 

50-289 

G 

COEN, R. 

8501110195 

50-237 

S 

COHEN, D, N. 

8501240346 

50-397 

P 

COHEN, I. 

8501110487* 

50-244 

Q 

COHEN, I. 

8501290124* 

50-289 

Q 

COHEN, J. L. 

8501250050 

50-309 

P 

COHEN, L. 

8501020018 

NUREG 


COHEN, M. S. 

8501070499 

NUREG 


COLBURN. T. G. 

8501140137 

50-266 

P 

COLEMAN, E. 

7912190116* 

40-6920 


COLEMAN, N. 

8501290064 

WASTE MOT 

COLEMAN, N. M. 

8501290193 

WASTE RES 

COLEMAN, N. M. 

8501290719* 

WASTE MGT 

COLEMAN, R. 

8501100623 

CONTRACT 


COLEY, J. L. 

8501210022* 

50-400 

Q 

COLEY, R. F. 

8501170197* 

50-237 

P 

COLLIER, R. L. 

8501300396 

PR 


COLL 1 NOHAM, R. E. 

8501170162* 

50-387 

P 

COLLI NGHAM, R. E. 

8501170166* 

50-387 

P 

COLLINS, D. 

8501110499* 

50-320 

Q 

COLLINS, J. T. 

8501160280* 

FOIA 


COLLINS, J. T. 

8501240244* 

50-482 

0 

COLLINS, J. T. 

8501240257* 

50-482 

0 

COLLINS, J, T. 

8501240274* 

50-4B2 

H 

COLLINS, J. T. 

8501240283* 

50-482'^ . 

Q 

COLLINS, J. T. 

8501280405* 

50-445 

'A' 

COLLINS, J. T. 

8501280407* 

. 50-3^-- 

.4 

COLLINS, J. T. 

85012S0416* 


■:A". 

COLLINS, J. T, 

85pi:5^0569* 

FOIA 


COLLINS, J.T. 

8501280577* 

FOIA 


COLLINS, P. F. 

8501140289 

PR 


COLLINS, 8. J. 

8501070251 

50-277 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
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COLLINS, S. J. 

8501080240 

50-247 

G 

COLLINS, S. J. 

8501100246* 

50-410 

Q 

COLLINS, S. J. 

850 111 0229 

50-443 

G 

COLLINS. S. J. 

8501210059 

50-244 

G 

COLLINS, S. J. 

8501230296 

50-277 

G 

COLLINS. S. J. 

8501240027 

50-286 

G 

COLLINS. S. J. 

8501240091 

50-272 

G 

COLLINS. S. J. 

8501240104 

50-272 

Q 

COLLINS, S. J. 

8501290006 

50-352 

G 

COLLINS, S. J. 

8501290163 

50-410 

Q 

COLLINS. S. J. 

8501310493 

50-286 

G 

COLLOPY, T. J. 
COLOMBO. R. W. 

8501160005 

8501210247 

70-371 

50-312 

S 

COMBS, F. 

COMBS, F. S. 

CON. V. N. 

8501150032* 

8501250322* 

8501 080527* 

FOIA 

FOIA 

50-250 

G 

CONGEL, F. J. 

8312220152* 

50-424 

A 

CONLON, T. E. 

850 HBOS 15* 

50-413 

G 

CDNLON, T. E. 

8501210031* 

50-400 

G 

CONLON, T. E. 

8501210145* 

50-438 

G 

CONLON, T. E. 

8501210239* 

50-438 

G 

CONNELLY, S. R. 

8501100053 

COMMISSION 

CONNER, E. 

8501230094* 

50-289 

G 

CONNER, E. L. 

8501 110168* 

50-219 

G 

CONNER, E. L. 

8501230285* 

50-219 

G 

CONNER, T. D. 

8501020150 

50-352 

G 

CONNER, T. B. 

8501020150 

50-352 

G 

CONNER, T. B. 

8501020158 

50-354 

G 

CONNER, T. B. 

8501020158 

50-354 

G 

CONNER, T. B. 

8501100259 

50-352 

G 

CONNER, T. B. 

8501100259 

50-352 

6 

CONNER, T. B. 

8501210188 

50-352 

P 

CONNER, T. B. 

8501230405 

50-352 

G 

CONNER, T. B. 

8501230405 

50-352 

6 

CONNER, T. B. 

8501250250 

50-352 

P 

CONNOR, L. 
CONSTABLE, 0. L. 

8501140573 

8501080221* 

FOIA 

50-382 

Q 

CONSTABLE, G. L. 

8501230351* 

50-382 

Q 

CONTE, R. 

8501230094* 

50-289 

Q 

CONWAY, J. T. 

CONWAY, J. T. 
CONWAY. W, F. 

8501070100* 

8501110059* 

8501150031* 

QA999 

QA999 

50-271 

P 

CONWAY, W. F. 

8501150036* 

50-271 

P 

COOK, C. 1. 

COOK, E. A. 

8501220448 

8501170232* 

71-89 

50-250 

G 

COOK, E. A. 

8501210388* 

50-390 

G 

COOK, J. 

8501160597 

50-333 

R 

COOK, J. W. 

8501290373 

50-329 

R 

COOK, J. W. 

8501310231 

50-329 

S 

COOK, K. W. 

8501020279 

50-382 

S 

COOK, K. W. 

8501030164 

50-382 

H 

COOK, K, W. 

8501030298* 

50-382 

G 

COOK, K. W. 

8501070053 

50-382 

Q 

COOK, K. W. 

8501070070 

50-382 

G 

COOK, K. W. 

8501070347 

50-382 

F 

COOK, K. W, 

8501 070378 

50-382 

P 

COOK, K. W, 

COOK, K. W, 

8501080442 

8501100334* 

PR 

50-382 

G 

COOK, K. W. 

8501140129* 

50-382 

Q 

COOK, K. W. 

8501140207 

50-382 

F 

COOK. K. W, 

8501150119 

50-382 

P 

COOK, K. W. 

8501160584 

50-382 

R 

COOK, K. W. 

8501220292 

50-382 

P 

COOK, K, W. 

8501230174* 

50-382 

G 

COOK, K. W, 

8501230216* 

50-382 

0 

COOK, K. W. 

8501280606 

50-382 

S 

COOK. K. W. 

8501300445 

50-382 

A 

COOK, K. W, 

8501310314* 

50-382 

G 

COOK, K. W. 

8501310321* 

50-382 

G 

COOK, K. W. 

8501310327* 

50-382 

Q 

COOK, N. G. 

8501040287* 

WASTE RES 

COOK, P. 

8501110499* 

50-320 

G 

COOK, R. 

8501070535 

WASTE MGT 

COOK, W, A. 

8501100246* 

50-410 

G 

COOK, W. A. 

8501210087* 

50-244 

G 

COOKE, B. A. 

8501070384 

WASTE RES 

COOL, D, A, 

COOLEY, R, A. 

6501100686 

8501230145* 

40-S794 

50-368 

G 

COOLEY, R. A. 

8501230162* 

50-285 

Q 

COOLEY, RV A. 

8501290293* 

50-285 

G 

CDOLE>i^WvJ. 

8501220825* 

- ■ ■; 

,, 

COOMES, e. P. 
COOPER, M.R. 

8501 160603* 
8501080455 

FOIA 

50-327 

S 

COOPER. M. R. 

8501090324 

50.-327 

S 

COOPER, M. R. 

8501090700 

50-327 

s 
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AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

category 

DIEDERICH, G. J. 

8501 280339 

50-374 

S 

LIXON, 0. W. 

8501150396 

50-395 

S 

DUCK, R. E. 

8501240347* 

fqia 


DIEDERICH, G. J. 

8501280354 

50-374 

s 

DIXON, 0. W. 

8501170176 

50-395 

R 

DUCK, R. E. 

8501240382* 

FOIA 


DIEDERICH»G. J. 

8501290263 

50-374 

s 

DIXON. 0. W. 

8501230575 

50-395 

S 

DUDLEY, N. 

8501300379* 

50-320 

Q 

DIEDERICH, G. J. 

8501290342 

50-374 

s 

DIXON. 0. W. 

8501230594 

50-395 

R 

DUDLEY, R. 

8501170213* 

50-409 

P 

DIEKMAN, W. M. 

8501140556* 

CONTRACT 


DIXON. 0. W. 

8501280003 

50-395 

S 

DUDLEY. W. W. 

8501280312 

waste mgt 

DIENESi A. F. 

8501180246 

50-255 

R 

DIXON. 0. W. 

8501280036 

50-395 

5 

DUDNICK.C. L. 

8501110433 

40-8681 


DIETZ, C.R. 

8501030159 

50-325 

S 

DIXON. 0. W. 

8501280200 

50-395 

S 

DUGGIN. G. E. 

8501020468 

50-327 

S 

DIETZ, C. R. 

8501070590 

50-324 

s 

DIXON, 0. W. 

8501310602 

50-395 

s 

DUGSTAD, D. 

8501280610 

50-282 

R 

DIETZ, C. R. 

8501080342 

50-325 

s 

DODA. R. J. 

8501300520* 

FDIA 


DUGUID, J. 0. 

8501070472 

WASTE MGT 

DIETZ, C.R. 

8501080583 

50-324 

s 

DODDS. R. T. 

8501080090 

50^275 

s 

DUNAGAN, C. B. 

8501220567 

FOIA 


DIETZ, C.R. 

8501080650 

50-325 

s 

DODDS, R. T. 

8501220254 

50-344 

Q 

DUNLAP. J. M. 

8501140105* 

50-289 

G 

DIETZ, C.R. 

8501100107 

50-324 

s 

DODDS, R. T. 

8501300461* 

50-344 

Q 

DUNLAP, J. M. 

8501290697* 

50-293 

Q 

DIETZ, C. R. 

8501100495 

50-325 

s 

DDERFLEIN, L. T. 

8501100246* 

50-410 

Q 

DUPONT, S. 0. 

8501080130* 

50-341 

G 

DIETZ, C. R. 

8501100517 

50-325 

s 

DOERFLEIN, L, T. 

8501230309* 

50-277 

G 

DURFEE, P. J. 

8501080124 

71-144 


DIETZ, C. R. 

8501100626 

50-325 

s 

DDERFLEIN, L. T. 

8501240103* 

50-272 

Q 

DURFEE, P. J. 

8501290486 

71-395 


DIETZ, C.R. 

8501150429 

50-324 

s 

DOMENICI, P. V. 

8501230025* 

COMMISSION 

DURR. J. P. 

8501080567* 

50-277 

G 

DIETZ, C. R. 

8501170249 

50-325 

s 

DOMER, J. A. 

8411270265 

50-259 

P 

DURR, J. P. 

8501100004* 

50-387 

G 

DIETZ, C. R. 

8501170266 

50-325 

s 

DOMER. J. A. 

8501020292 

50-259 

P 

DURR, J. P. 

8501100227* 

50-412 

Q 

DIETZ, C. R. 

8501280041 

50-324 

R 

DOMER. J. A. 

8501080260 

50-390 

A 

DUS, R. S. 

8501240056 

50-373 

R 

DIGGS, R. M. 

8501030219 

50-333 

p 

DOMER. J. A. 

8501140285 

50-327 

P 

DWIGHT, J. E. 

8501250256* 

40-6920 


DIGGS, R. M. 

8501030391 

50-529 

A 

DOMER, J. A. 

8501150351 

50-438 

A 

DWYER, R.E. 

8501080514* 

50-295 

F 

DIGGS, R. M. 

8501080250 

50-244 

P 

DOMER, J. A. 

8501160220 

50-327 

F 

DYNNER, A. R. 

8501020226 

50-322 

G 

DIGGS, R. N. 

8501080447 

50-293 

P 

DOMER, J. A. 

85011B0O0S* 

50-327 

G 

EAGLE, R. J. 

8501160221* 

50-312 

P 

DIGGS, R. M. 

8501080489 

50-247 

P 

DOMER, J. A. 

8501180078* 

50-327 

Q 

EAGLE, R. J. 

8501160230* 

50-312 

P 

DIGGS, R. M. 

8501080492 

50-313 

P 

DOMER, J. A. 

8501180170* 

50-259 

Q 

EAPEN, P. K. 

8501100391* 

50-213 

Q 

DIGGS, R. M. 

8501110075 

50-29 

P 

DOMER, J. A. 

8501230148 

50-390 

A 

EAPEN, P. K. 

8501290674* 

50-219 

Q 

DIGGS, R. M. 

8501140445 

50-413 

P 

DOMER, J. A. 

8501230182 

50-390 

A 

EARL, A. 8. 

8501080476* 

50-263 

F 

DIGGS, R. M. 

8501140486 

50-295 

P 

DOMER. J. A. 

8501230251 

50-390 

A 

EARLE, 0. K. 

8501030010 

50-341 

A 

DIGGS, R. M. 

8501180525 

50-321 

P 

DOMER. J. A. 

8501230292 

50-390 

K 

EARLE, 0. K. 

8501170050 

50-341 

y 

DIGGS, R. M. 

8501220508 

50-259 

P 

DOMER. J. A. 

8501230352 

50-390 

E 

EARLEY, A. 

8501020001 

50-322 

0 

DIGGS, R. M. 

8501230097 

50-206 

P 

DOMER, J. A. 

8501250295 

50-259 

P 

EARLEY, A. F. 

8501020007 

50-322 

G 

DIGGS, R. M. 

8501290606 

50-298 

F 

DOMER, J. A. 

8501290294 

50-259 

Q 

EARLEY, A. F. 

8501020007 

50-322 

G 

DIGRINDAKIS, N. 

8501310119 

50-265 

S 

DONALDSON, U. L. 

8501240106# 

FOIA 


EARLEY, A. F. 

8501170186 

50-322 

G 

DIIANNIiD. C. 

8308090321* 

50-282 

S 

DONLON. W. J. 

8501030056 

50-410 

A 

EARLEY, A. F. 

8501170186 

50-322 

G 

0IIANNI,D. C. 

8501160277* 

50-282 

s 

DONOGHUE. D. J. 

8501240105* 

FOIA 


EASON, C. F. 

8501300211* 

FOIA 


D1IANNI,D. C. 

8501300564 

50-282 

p 

DONOGHUE, D. J. 

8501240122* 

FDIA 


EASON, C. F. 

8501300220* 

FOIA 


DILLON, P. B. 

8501240094* 

50-247 

p 

DONOGHUE, D. J. 

8501240269* 

FDIA 


EBERSOLE, J. 

8412280454 

ACRS 


DIMEGLIO, A. F. 

8501220270 

50-193 

p 

DONOHEW, J. N. 

8501070293 

50-219 

P 

EBERSOLE, J. C. 

8404040340 

ACRS 


OIMMOCK, L. 

8501280152* 

50-254 

Q 

DONOHEW, J. N. 

8501250008 

50-219 

P 

EBERSOLE. J. C. 

8412270321* 

50-354 

0 

DINGELL, J. D. 

8501290750* 

50-482 

U 

DONOHEW, J. N. 

8501300415 

50-219 

P 

EBERSOLE, P. 

8501140406 

50-296 

S 

DINITZ, I. 

8412050236* 

50-324 

J 

DONOHEW, J. N. 

8501300423 

50-219 

P 

EBNETER, S. 

7901100107* 

FOIA 


DINITZ, I. 

8412050366* 

50-261 

J 

DONOHEW, J. N. 

8501300486 

50-219 

P 

EBNETER, S. D, 

8501290674* 

50-219 

Q 

DIRCKS, W, J. 

8308300212* 

FOIA 


DONOVAN, M. J. 

8501080161 

QA999 


ECKERT, J. P, 

8501280756* 

70-27 


DIRCKS, M. J. 

8312140385* 

FOIA 


DOOLITTLE, E.L. 

8501140191 

50-423 

A 

ECKERT, J. P. 

8501280758* 

70-27 


DIRCKS, W. J. 

8312270350* 

FOIA 


DORAN, K. 

8501160179* 

TOPREP 


.ECKHARDT, J. H. 

8501300561* 

50-312 

G 

DIRCKS, W. J. 

8405010298 

SECY 


DORAN, K. 

8501160185* 

TOPREP 


ECONOMOS, N. 

8501170264* 

50-321 

G 

DIRCKS, W, J. 

8405170306* 

50-443 

a 

DOROSHOW, J. 

8501160358 

50-289 

G 

EC0N0M08, N. 

8501180022* 

50-338 

G 

DIRCKS, W. J. 

8405180023* 

50-245 

F 

DOROSHOW, J. 

8501160358 

50-289 

G 

ECONOMOS, N. 

8501210089* 

50-413 

Q 

DIRCKS, N. J. 

8406200531* 

50-445 

A 

DOROSHOW, J. 

8501160368* 

50-289 

G 

EDDLEMAN, W. 

8501070571 

50-400 

G 

DIRCKS, W. J. 

8411130258 

SECY 


DOROSHOW, J. 

8501160368* 

50-289 

G 

EDDLEMAN, W. 

8501110475 

50-400 

G 

DIRCKS, W. J. 

8412190410 

SECY 


DOUGHERTY, D. R. 

8501030016 

NUREG 


EDDLEMAN, W. 

8501110480 

50-400 

G 

DIRCKS, W. J. 

8501040007 

50-445 

H 

DOUGLAS, E. 

8501220314 

50-455 

M 

EDELMAN, M. R. 

8412100467* 

NUREG 


DIRCKS, W. J. 

8501040171 

40-8027 


DOUGLAS, W. G. 

8501210358* 

50-327 

Q 

EDELMAN, M. R. 

8412180366 

50-440 

F 

DIRCKS, W. J. 

8501080011 

MISC 


DOWNEY, T. J. 

8501080437* 

50-322 

G 

■EDELMAN, M. R. 

8501030139 

50-440 

K 

DIRCKS, W. J. 

8501080032 

50-266 

H 

DOYEL.C, B. 

8501020277 

TOPREP 


EDELMAN, M. R. 

8501030315 

50-440 

S 

DIRCKS, M. J. 

8501080203 

ORG 


DOYEL,G. B. 

8501180341 

TOPREP 


EDELMAN, M. R. 

8501040118 

50-440 

S 

DIRCKS, Ul. J. 

8501090352* 

50-445 

A 

DOYLE, J. 

8501220040* 

50-445 

G 

EDELMAN, M. R. 

8501080374 

50-440 

F 

DIRCKS, W. J. 

8501100068 

50-250 

U 

DOYLE, J. 

8501230291* 

50-445 

G 

EDELMAN, M. R. 

8501090252 

50-440 

A 

DIRCKS, W. J. 

8501100381* 

50-445 

A 

DRAGO, J. P. 

8501040112 

50-213 

S 

EDELMAN, M. R. 

8501150237 

50-440 

e 

DIRCKS, W. J. 

8501100496 

COMMISSION 

DRAOONETTE, K, S. 

8501250076* 

40-6920 


EDELMAN, M. R. 

8501150320 

50-440 

A 

DIRCKS, W. J. 

8501100555 

50-219 

H 

DRAGONETTE, K. S. 

8501250083* 

40-6920 


EDELMAN, M. R. 

8501220256 

50-440 

G 

DIRCKS, W. J. 

8501 1 50067* 

50-322 

A 

DRAGONETTE. K. S. 

8501250159* 

40-6920 


EDELMAN, M. R. 

8501220324 

50-440 

A 

DIRCKS, M. J. 

8501150076* 

50-322 

F 

DRAPER, D. M. 

8501240661 

50-315 

S 

EDELMAN, M. R. 

8501230323 

50-440 

E 

DIRCKS, W. J. 

8501150137* 

FOIA 


DRISKILL, D. D. 

8501140408* 

50-498 

Q 

EDELMAN, M. R. 

8501230377 

50-440 

F 

DIRCKS, W. J. 

8501150180* 

50-329 

U 

DRISKILL. D. D. 

8501140429* 

50-498 

Q 

EDELMAN, M. R. 

8501250216 

50-440 

8 

DIRCKS, W. J. 

8501150231* 

FOIA 


DRISKILL. D. D. 

8501160147* 

FDIA 


EDELMAN, M. R. 

8501280706 

SO-440 

S 

DIRCKS, W. J. 

8501 1 50274* 

50-397 

F 

DRISKILL, D. D. 

8501240260* 

50-482 

A 

EDELMAN, M. R. 

8501300570 

50-440 

S 

DIRCKS, U. J. 

8501160241* 

FOIA 


DRISKILL, D. D. 

8501240301* 

50-482 

Q 

EDELMAN, M. R. 

8501310457 

70-2968 


DIRCKS, W. J. 

8501160617* 

50-289 

G 

DROMERICK, A. W. 

8501280549* 

FDIA 


EDGAR , B. 

8501160618 

50-289 

u 

DIRCKS, W. J. 

8501180244* 

50-322 

A 

DRUGA, R. J. 

8501 100812 

50-334 

S 

EDGAR. 0. L. 

8501020140 

50-70 

G 

DIRCKS, W. J. 

8501180268 

FOIA 


DRUCA, R. J. 

8501170258 

50-334 

S 

EDGAR, 0. L; 

8501020140 

50-70 

0 

DIRCKS, W. j. 

8501180362* 

FOIA 


DRUMMOND, F. J. 

8501230066 

50-382 

P 

EDGEWORTH, P. J. 

8501090235* 

CONTRACT 


DIRCKS, W. J. 

8501210398* 

50-382 

6 

DUBE, R. J. 

8501250343* 

FOIA 


EDGEWORTH, P. J. 

8501090327* 

CONTRACT 


DIRCKS, W.J. 

8501230055* 

COMMISSION 

DUB INSKI, L. 

8501220521* 

70-712 


EDGEWORm P. J. 

8501090575* 

CONTRACT 


DIRCKS, W. J. 

8501240176* 

FOIA 


DUBOIS, D. 

8407270436 

XPORTLIC 


EDGEWORTH, P. J. 

8501090600* 

CONTRACT 


DIRCKS, W. J. 

8501240366* 

FOIA 


DUBOIS, D, 

8501180125 

XPORTLIC 


EDGEWORTH. P. J. 

8501090610* 

CONTRACT 


DIRCKS, R J. 

8501280210* 

FOIA 


DUBOIS, D. L. 

8501080246* 

50-298 

a 

EDGEWORTH, P. J. 

8501100530* 

CONTRACT 


DIRCKS, W. J, 

8501280609* 

FOIA 


DUBOIS, D. L. 

8501310220* 

50-298 

Q 

EDGEWORTH, P. J. 

8501100594* 

CONTRACT 


DIRCKS, W.J. 

8501280615* 

FOIA 


DUCE, S, W. 

8406270044* 

50-313 

P 

EDGEWORTH, P. J. 

8501100646* 

CONTRACT 


DIRCKS, W. J. 

8501280624* 

FOIA 


DUCK, J. R, 

8501160181 

50-259 

J 

EDGEWORTH, P. J. 

8501100649* 

CONTRACT 


DIRCKS, W. J. 

8501280628* 

FOIA 


DUCK, J. R. 

8501160293 

TOPREP 


EDGEWORTH, P. J. 

8501100661* 

CONTRACT 


DIRKS, A. E. 

8501300205* 

FOIA 


DUCK, J. R. 

8501160329 

TOPREP 


EDGEWORTH,.P. J. 

8501100674* 

CONTRACT 


DIXON, 0. W. 

8501090073 

50-395 

S 

DUCK, J. R. 

8501290364 

50-348 

j 

EDOEWORTH'iiP. J. 

850110074)3* 

CONTRACT 


DixON, 0. W. 

8501 140254 

50-395 

P 

DfX:K, R. E. 

8501240228* 

FOIA 


EDGEyORTWi^ P. J. 

8501110051* 

CONTRACT 


DIXON 0. W. 

8501150394 

50-395 

S 

r,UCK, R. E. 

8501240265* 

FOIA 


EDGEWORTH, P, J. 

8501110057* 

CONTRACT 
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EDGEWORTH, P. J. 

8501110330* 

CONTRACT 


EDGEWORTH, P. J. 

0501140257* 

CONTRACT 


EDGEWORTH, P. J. 

8501 140383* 

CONTRACT 


EDGEWORTH, P. J. 

8501 140443* 

CONTRACT 


EDGEWORTH, P. J, 

8501140498* 

CONTRACT 


EDGEWORTH, P. J. 

8501140543* 

CONTRACT 


EDGEWORTH, P. J. 

8501 140562* 

CONTRACT 


EDGEWORTH, P. J. 

8501 140567* 

CONTRACT 


EDGEWORTH, P. J. 

8501150257* 

CONTRACT 


EDGEWORTH, P. J. 

8501 160554* 

CONTRACT 


EDGEWORTH, P. J. 

8501160563* 

CONTRACT 


EDGEWORTH, P. J. 

8501170006* 

CONTRACT 


EDGEWORTH, P. J. 

8501170030* 

CONTRACT 


EDGEWORTH, P. J. 

8501180509* 

CONTRACT 


EDGEWORTH, P. J. 

8501210287* 

CONTRACT 


EDGEWORTH, P. J. 

8501230093* 

CONTRACT 


EDGEWORTH, P. J. 

8501230167* 

CONTRACT 


EDGEWORTH, P. J. 

8501280665* 

CONTRACT 


EDGEWORTH, P. J. 

8501280666* 

CONTRACT 


EDGEWORTH, P. J. 

8501280685* 

CONTRACT 


EDGEWORTH, P. J. 

8501290040* 

CONTRACT 


EDGEWORTH, P. J. 

8501290096* 

CONTRACT 


EDGEWORTH, P. J. 

8501290112* 

CONTRACT 


EDGEWORTH, P. J. 

8501290130* 

CONTRACT 


EDGEWORTH, P. J. 

8501290652* 

CONTRACT 


EDGEWORTH, P. J. 

8501290716* 

CONTRACT 


EDGEWORTH, P. J. 

8501290744* 

CONTRACT 


EDGEWORTH, P. J. 

8501300017* 

CONTRACT 


EDGEWORTH, P. J. 

8501300038* 

CONTRACT 


EDMONSON, L. D. 

8501030148* 

50-289 

G 

EDMONSON, L. R. 

8501300381* 

CONTRACT 


EGGEBROTEN, J. 

8501040102 

50-267 

S 

EGGERT, R. R. 

8501100457 

40-2061 


EGOERT, R. R. 

8501100502* 

40-2061 


EHASZ, J. L. 

8501100324* 

50-382 

G 

EHASZ, J. L. 

8501100324* 

50-382 

G 

EICHENHOLZ, H. 

8501080548* 

50-29 

Q 

EICHER, J. 

8501240215 

50-334 

R 

EIDSON, A. F. 

8501230614 

NUREG 


EIKE, R. K. 

8501100173* 

50-317 

F 

EISENHUT, D. G. 

8308150187* 

50-282 

S 

EISENHUT, D. 0. 

8404160222* 

50-443 

Q 

EISENHUT, D. G. 

8409180388 

50-247 

P 

EISENHUT, D. G. 

8501030120 

50-3 

P 

EISENHUT, D. G. 

8501030182* 

50-387 

P 

EISENHUT, D. G. 

8501030252 

50-529 

A 

EISENHUT, D. 0. 

8501030256* 

50-529 

A 

EISENHUT, D. G, 

8501030263* 

50-388 

P 

EISENHUT, D. 0. 

8501030364 

50-220 

F 

EISENHUT, D. G. 

8501080006 

50-73 

P 

EISENHUT, D. G. 

8501080007* 

50-73 

P 

EISENHUT, D. G. 

8501100433 

50-602 

A 

EISENHUT, D. G. 

8501100481 

50-445 

A 

EISENHUT, D. 0. 

8501100487 

50-445 

A 

EISENHUT, D. G. 

8501100621 

50-3 

F 

EISENHUT, D. G. 

8501100654* 

50-269 

F 

EISENHUT, D. G. 

8501100736* 

50-325 

P 

EISENHUT. D. G. 

8501 100799 

50-382 

P 

EISENHUT, D. G. 

8501110362* 

50-293 

F 

EISENHUT, D. 0. 

8501110369 

50-267 

P 

EISENHUT, D. 0. 

8501140128 

50-445 

A 

EISENHUT, D. G. 

8501140199 

50-454 

a 

EISENHUT, D. G. 

8501140283* 

50-445 

A 

EISENHUT, D. G. 

8501140444 

50-445 

A 

EISENHUT, D. 0. 

8501150055 

50-440 

Q 

EISENHUT, D. G. 

8501150168* 

50-329 

A 

EISENHUT, D. G. 

8501150187* 

50-329 

A 

EISENHUT, D. G. 

8501150192* 

50-329 

A 

EISENHUT, D. G. 

8501160288 

50-29 

F 

EISENHUT. D. G. 

8501160514 

50-315 

P 

EISENHUT, D. G. 

8501180052 

50-382 

E 

EISENHUT, D. G. 

8501210265 

50-123 

P 

EISENHUT, D. G. 

8501210268* 

50-123 

P 

EISENHUT, D. G. 

8501220309 

50-280 

P 

EISENHUT, D. G. 

8501220469 

50-455 

Q 

EISENHUT, D. G, 

8501230047* 

50-387 

P 

EISENHUT, D. G. 

8501240517 

50-454 

P 

EISENHUT, D. G, 

8501250541 

50-528 

P 

EISENHUT, D. G. 

8501280682* 

50-329 

A 

EISENHUT, D. G. 

8501300511 

50-334 

P 

EISENHUT, D. 0. 

8501300512* 

50-247 

P 

EISENHUT, D. G. 

8501300551 

50-295 

P 

ELAM, B, D. 

8501180380* 

50-289 

G 

ELIAS, E, 

8501160179* 

TOPREP 


ELIAS, E. 

8501160185* 

TOPREP 
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ELIN, J. 

8501080261* 

50-397 

Q 

ELKINS, B. 

ELLIOTT, N. S. 

8501110172* 

8501280539 

50-320 

PR 

H 

ELLIS, J. 

8501070515 

50-445 

G 

ELLIS. J. 

8501110502 

50-445 

G 

ELLIS. J. 

8501110504 

50-445 

G 

ELLIS. J. 

8501110504 

50-445 

G 

ELLIS. J. 

8501110507* 

50-445 

G 

ELLIS, J. 

8501110507* 

50-445 

G 

ELLIS, J. 

8501220035 

50-445 

G 

ELLIS. J. 

8501220044* 

50-445 

G 

ELLIS, J. 

8501230201 

50-445 

G 

ELLIS, J. 

8501230279 

50-445 

G 

ELLIS, J. 

8501230284* 

50-445 

G 

ELLIS, J. 

8501230340 

50-445 

G 

ELLIS, T. S. 

8501160591 

50-322 

G 

ELLIS. T. S. 

8501160591 

50-322 

G 

ELLIS, T. S. 

8501160622 

50-322 

T 

ELLIS, T. S. 

8501160622 

50-322 

T 

ELLIS, T. S. 

8501170161 

50-322 

T 

ELLIS, T. S. 

8501170161 

50-322 

T 

ELLWANGER, J. 

8501240663 

50-247 

S 

ELROD, S. 

8501210027* 

50-338 

Q 

ELROD, S. A. 

8501180093* 

50-335 

Q 

ELROD, S. A. 

8501210007* 

50-335 

Q 

ELSASSER, T. 

8501080548* 

50-29 

G 

ELTON. T. L. 

8501020480 

50-321 

S 

ELTON, T. L. 

8501040038 

50-366 

S 

ELTON, T. L. 

8501080659 

50-366 

S 

ELTON, T. L. 

8501110117 

50-321 

S 

ELTON, T. L. 

8501110227 

50-321 

s 

ELTON, T. L. 

8501110347 

50-321 

s 

ELTON, T. L. 

8501140412 

50-366 

s 

ELTON, T. L. 

8501150468 

50-366 

s 

ELTON, T. L. 

8501150473 

50-321 

s 

ELTON, T. L. 

8501170106 

50-366 

s 

ELTON, T. L. 

8501220544 

50-366 

8 

ELTON, T. L. 

8501240602 

50-321 

S 

ELTON, T. L. 

8501250013 

50-366 

s 

ELTON, T. L. 

8501250453 

50-366 

s 

ELTON, T. L. 

8501250455 

50-321 

s 

ELTON, T. L. 

8501250591 

50-321 

s 

ELTON, T. L. 

8501280529 

50-321 

s 

ELY, J. F. 

EMBREY, D. E. 

8501170156* 

8501020484 

50-423 

NUREG 

E 

ENO,P. L. 

ENGEL, W. P. 
ENGELHARDT, T. F. 
ENGELKEN, R. H. 
ENGELMANN, R. 

8501080130* 

8501230108 

8501150029* 

8501150063* 

8501100369 

50-341 

71-5874 

fdia 

FOIA 

40-2259 

Q 

ENGLE, L. B. 

8501070107 

50-338 

P 

ENGLE, L. B. 

8501070270 

50-338 

P 

ENGLE, L. D. 

ENNIS, J. D. 

ENOS, J. T. 

8501080623 

8501230219* 

8501020386 

50-338 

70-143 

TOPREP 

P 

ENOS, J. T. 

8501040025* 

50-313 

Q 

ENOS, J. T. 

8501070596 

50-368 

S 

ENOS, J. T. 

8501100455 

50-368 

F 

ENOS, J. T. 

8501110012 

50-313 

Q 

ENOS, J. T. 

8501110115 

50-313 

P 

ENOS, J. T. 

8501110302 

50-368 

G 

ENOS, J. T. 

8501150292* 

50-313 

Q 

ENOS, J. T. 

8501180382 

50-313 

P 

ENOS, J. T. 

8501240210 

50-368 

R 

ENOS, J. T. 

8501240218 

50-313 

R 

ENOS, J. T. 

8501250537* 

50-313 

Q 

ENOS, J. T. 

ENOS, J. T. 

8501280475 

8501280744 

50-313 

71-341 

V 

ENOS, J. T, 

EPSTEIN, E. 

EPSTEIN, E. 

EPSTEIN, E. 

EPSTEIN, E. 

8501300065 

7910290377* 

8501250107* 

8501250138* 

8501250224* 

50-313 

FOIA 

FOIA 

FOIA 

FOIA 

S 

ERB, J. 0, 

8501020260* 

50-280 

P 

ERICKSON, K. L. 

8501040225* 

WASTE RES 

ERICKSON, K, L. 
ERICKSON, R. A. 

8501040241* 

8501280258* 

WASTE RES 
FOIA 

ERLACH, F. U. 

8501230198 

50-352 

S 

ERNST, M. 

8501300622* 

50-295 

0 

ERNST, M. L. 

8201210400* 

50-295 

P 

ERNST, M. L. 

8309280532* 

50-295 

P 

ESELGROTH, P. W. 
ESKRIDGE, H. E. 
ESKRIDGE, HE. 

Et fBANKS, F. B. 

8501100226* 

8501280015* 

8501280018* 

8501240127* 

50-322 

70-36 

70-36 

FOIA 

G 
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SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

EUBANKS, F. B. 

8501240235* 

FOIA 


EUBANKS, F. B. 

8501240390* 

FOIA 


EVANS, A, 

8501070117* 

50-382 

Q 

EVANS, C. A. 

8501070308* 

50-313 

Q 

EVANS, C. A. 

8501080128* 

50-458 

Q 

EVANS, L. J, 

8501240185* 

FOIA 


EVANS, R. P. 

8501030043 

NUREG 


EVERETT, R. J. 

8501070117* 

50-382 

G 

EVERETT, R. J. 

8501070308* 

50-313 

Q 

EVERETT, R. J. 

8501080128* 

50-458 

Q 

EVERETT, R. J. 

8501150282 

I&E 


EVERETT, R, J. 

8501280496 

STATE PROG 

EXON, J. J. 

8501240380* 

50-289 

P 

FAIRBURN, G. T. 

8501170043 

50-289 

P 

FAIROBENT. J, E. 

8501180463* 

50-220 

P 

FAIRTILE, M. B. 

8501080091 

50-305 

P 

FAIRTILE, M. B. 

8501110132 

50-305 

P 

FAIRTILE, M. B. 

8501160416 

50-305 

P 

FALCONER, D. 

8501210323* 

50-250 

Q 

F ALEV ITS, Z. 

8501080087* 

50-331 

G 

FARBER, M. J. 

8501210430* 

50-483 

G 

FARBER, M. J. 

8501300701* 

50-482 

G 

FARCHMIN, R. E. 

8501250274 

QA999 


FARRAR, D. L. 

8501020237* 

50-373 

Q 

FARRAR, D. L. 

8501070041 

50-454 

Q 

FARRAR, D. L, 

8301080193 

50-456 

Q 

FARRAR, D. L. 

8501160163 

50-373 

Q 

FARRAR, D. L. 

8501230255* 

50-295 

G 

FARRAR, D. L. 

8501240028 

50-295 

Q 

FARRAR, D. L. 

8501290411 

50-295 

Q 

FARRELL, R. E. 

8501230333* 

50-458 

G 

FASCELL, D. B. 

8501100077* 

50-250 

U 

FAULKENBERRY, B. 

8501150071 

MISC 


FAUST, C. R. 

8501160563* 

CONTRACT 


FAY, C. W. 

8411190467 

50-266 

P 

FAY, C. W. 

8501030084 

50-266 

P 

FAY, C. W. 

8501030151 

50-266 

P 

FAY, C. W. 

8501030161 

50-266 

P 

FAY, C. W. 

8501080069 

50-266 

F 

FAY, C. W. 

8501080165 

50-266 

P 

FAY, C. W. 

8501140164 

50-266 

H 

FAY, C. W. 

8501150205 

50-266 

F 

FAY, C. W. 

8501210079 

50-266 

R 

FAY, C. W, 

8501240093 

50-266 

F 

FAY, C. W. 

8501240169 

50-266 

P 

FAY, C. W. 

8501240396 

50-266 

P 

FAY, C. W. 

8501290340 

50-266 

F 

FEIERABEND.C. D. 

8501180093* 

50-335 

Q 

FEIERABEND, C. D. 

8501210007* 

50-335 

G 

FEITKNECHT, C. 

8501100031 

50-334 

R 

FELTON, J. M 

8501280694 

FOIA 


FELTON, J. M. 

8409040220 

50-397 

I 

FELTON, J. M. 

8501140190 

50-329 

G 

FELTON, J. M. 

8501140329 

50-289 

P 

FELTON, J. M. 

8501140338 

FOIA 


FELTON, J. M. 

8501140360 

50-289 

P 

FELTON, J. M. 

8501140362 

50-498 

A 

FELTON. J. M. 

8501140499 

FOIA 


FELTON, J. M. 

8501140503 

FOIA 


FELTON, J. M. 

8501140508 

50-269 

P 

FELTON, J. M. 

8501140513 

50-490 

G 

FELTON, J. M. 

8501140523 

50—443 

A 

FELTON, J. M. 

8501140525 

50-1 

G 

FELTON, J. M. 

8501140545 

50-528 

A 

FELTON, J, M. 

8501140575 

FOIA 


FELTON, J. M. 

8501140576 

50-482 

G 

FELTON, J. M. 

8501140583 

FOIA 


FELTON, J. M, 

8501150001 

50-413 

F 

FELTON, J. M. 

8501150026 

FOIA 


FELTON, J. M. 

8501150028 

50-271 

S 

FELTON, J. M. 

8501150030 

50-322 

F 

FELTON, J. M. 

8501150037 

FOIA 


FELTON, J. M. 

8501150052 

50-358 

T 

FELTON, J, M. 

8501150062 

FOIA 


FELTON, J. M. 

8501150070 

50-445 

A 

FELTON, J. M, 

8501150072 

50-358 

A 

FELTON, J, M. 

8501150079 

FOIA 


FELTOH J. M. 

85011 5 0089 

FOIA 


FELTON, J. M. 

8501150090 

FOIA 


FELTON, J, M. 

850115Q098 

50-83 

G 

FELTON, J, M. 

8501150103 

FOIA 


FELTON, J. M. 

8501150104 

50-13 

G 

FELTON, J. M. 

8501150129 

50-275 

P 

FELTON, J. M. 

8501150145 

FOIA 


FELTON, J. M, 

8501150158 

50-329 

A 
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8501160065 

85011600S7 

8501160088 

8501160130 

8501160222 

8501160249 

8501160253 

8501160255 

8501160285 

8501160300 

8501160331 

8501160459 

8501160477 

8501180069 

8501180126 

8501180133 

8501180143 

8501180174 

8501180184 

8501180197 

8501180198 

8501180214 

8501180226 
8501 180227 
8501180238 
8501 180239 
8501180247 

8501 180263 
8501 180277 
8501 180278 
8501180284 
8501 180290 

8501180310 
8501 180339 
8501180399 
8501180413 
8501180420 

8501180422 

8501180447 

8501210219 

8501210252 

8501210339 

8501210394 

8501220252 

8501220329 

8501220336 

8501220343 

8501220360 

8501220362 

8501220365 

8501220372 

8503220409 

8501220502 

8501220514 

8501220561 

8501220570 

8501230008 

8501230014 

8501230016 

8501230023 

8501230038 

8901230041 

8501230064 

8501230082 

8501230091 

B5oi2;khh 

8501230195 


SUBJECT 

CATESJ^V 


S0-4I3 F 
FGIA 

5C-245 F 

F3IA 

FQIA 

foia 

50-424 A 
F2IA 

50-344 P 
50-348 P 

FDIA 

50-447 A 
FOIA 
FOIA 
foia 

FOIA 
40-8006 
50-344 P 
50-293 P 
FOIA 

50-447 E 
50-445 A 
50-498 A 
50-344 P 
50-341 A 

50-313 P 
50-289 P 
50-329 A 
FOIA 
FOIA 

foia 

50-329 A 

FOIA 

FOIA 

50-322 A 

FOIA 

FOIA 

50-482 A 

FOIA 

FOIA 

50-413 F 

foia 

FOIA 

FOIA 

50-416 P 

50-412 A 
FOIA 

50-447 A 
50-206 P 
50-424 E 

50-382 U 

70-712 

FOIA 

50-424 A 

foia 

FOIA 

70-870 

FOIA 

foia 

50-440 A 
50-289 P 

foia 

40-2061 

foia 

foia 

foia 

50-289 Q 
50-528 A 
50-247 F 

foia 

foia 

40-1478 

foia 

FOIA 

foia 

50-358 S 
50-275 P 
50-220 5 

FOIA • 
foia 

50-397 P 
50-245 a 
FOIA 

50-219 P 
50-358 A 


AUTHOR 


J-CL.TON, J. M. 
FELTON. J M. 
FELTON, J. M. 
FELTON, J. «. 
FELTON, J N 

FELTON. J. M. 
FELTON, J. M. 
FELTON, J, M. 
FELTON. J. M. 
FELTON, J. M. 

FELTON. J. M. 
FELTON, J. M. 
FELTON, J. M. 
FELTON, J. K 
Fa TON. J. M. 

FaiON, J. M. 
FaTON. J. M. 
FaTON, J. M. 
FaTON, J. H. 
FaTON, J. M. 

FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 

FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 

FaTON, J. M. 
FaTON, J. M. 
FaTON, U. M. 
FaTON, J. H. 
FaTON, J. M. 

FaTON, J. M. 
FELTON. J. M. 
FaTON, J. M. 
FaTON, J. M. 
FaTON. J. M. 

FaTON, J. M. 
FELTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 
FaTON, J. M. 

FELTON, J, M, 
FaTON, J. M. 
FELTON, J. M. 
FaTON, J. M, 
FaTON, J. «. 

FELTON, J. M. 
FaTON, J. M. 
FELTON. J. M. 
FELTON. U. M. 
FaTON, J. M. 

FaTON, vl. M. 
FaTON. J. M. 
FELTON. J. M 
FaTON, J. M. 
FaTON, J. M. 

FaTON, J. «. 

FaTON, J. M. 
FaTON, J. M. 
FaTON, J, «. 
FaTON, J. M. 

FaTON, J. M. 
FaTON. J. M. 
FENSTERKACHER 
FBICUSON. e. A. 
FERCUSON. J. H. 

FERQUSON, R. L 
FERRIN, 2. G. 
FERKIN, Z. G. 

ferlic.k. 
ferrel. s. d. 

fey.f.l. 

FEY.F, L. 
FIEDLER, P.B 
FIEaER.P. B, 
FIEDLER, P. B. 

FIEDLER,?. B. 
FIEDLER, P. B. 
FIEaERr P, B. 
FTFT^LER,?. B. 
r *r':;LER,p. b. 



8501300107 

8501300108 

8501300124 

8501300125 

8501300136 

8501300143 

8501300150 

8501300158 

8501300174 

8501300292 

8501300304 
8501300314 
8501300621* 
8501090242 
8501 180314* 

8501150269* 

85010400:^ 

8501230615 

8501110169* 

8501080307 

8501080333 

8501220266 

8407270419 

8501020342 

8501020349* 

8501080531 

8501080590 

8501140465 

8501150381 

8501150432 


50-440 A 
50-443 Q 

foia 

50-460 A 
FOIA 

50-410 A 

foia 

50-3 P 

50-289 G 

foia 

50-416 P 
50-206 P 
FOIA 

50-338 G 
FOIA 

50-397 F 
50-352 0 

50-352 G 
50-29 Q 
50-389 S 

50-263 F 
50-263 F 
50-219 R 
50-219 P 
50-219 p 


FDROETTE, T. E 
FORNEY, W. 
FORNEY, W. L. 
FORNEY, W. L. 
FORNWALT, M. B. 

FOSTER, C. A. 

foster, C. a. 
foster, D. 0. 
foster, D. 0. 
FOSTER, D. 0. 

foster, D. 0 
foster, d. 0. 
foster, D, 0, 
foster, D. 0. 
FOSTER. D. 0. 

foster, D. 0. 
foster, D. 0. 
FOSTER, D, 0. 
FOSTER, D. 0. 
FOSTER* p, □. 

FOSTER, d; 0 
FOSTER, i. Hv 
FOY, u.n; ^ i 
FINALE Y> R F. 
FRANK> E,: 


50-219 S 
50-219 S 
50-219 S 
50-219 P 
50-219 S 


FRAZEE, T. 0. 
FREDERICKSDN, P. 
FREDEr I CKSON, p. 
I- REDERldkSON, P. 

FREDER i CKSON' P, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8501 170137 50-219 F 

8501 170192 50-219 P 

8501170200 50-219 F 

8501210403 50-219 R 

8501250499 50-219 S 

8501280426 50-219 Q 

8501300490 50-387 P 

8501180342* FOIA 

8501250494# 50-445 A 

8501100661# CONTRACT 

8501110384 WASTE MOT 

8501100177* 50-412 Q 

8501230166* 50-322 0 


8501250263 

8501090396# 

8501290443* 

8501290507# 

8501030021 

8501250576* 

8501090693# 

8501100210 

B501070591# 

8501030204 

8501030207# 

8501070416 

B50 1100399# 

8501030327 

8501250235* 

8501080590 

850130047B 

8501280602 

8501290002# 

8501030042 

8501030101 

8501170069 

8101160752# 
8501250254# 
8501100173# 
S50 1070288 
8501230351# 

8501100423# 

8501070230 

8501110318 

8501290565 

8501290578# 

8501140001 

8501140271 

8501280090 

8501280735 

8501090158 

8501090248 

8501230172 

9501180025# 

8501180129# 

8501070301# 

8501200382 
8501040X82# 
8501100463# 
8501240671# 
8501020387# 

850 1070496 
8501070509 
8501020329 
9501020364 
8501080351 

8501090021 
8501100355 
8501100780 
8501110193 
8501110293 

8501150465 
8501160085 
8501160096 
9501230133 
8501230378 


50-289 & 

50-445 0 

FOIA 
FOIA 
NUREO 
50-312 Q 
50-344 Q 

50-206 F 
WASTE RES 
40-8698 
40-8698 
NUREO 

50-317 P 
NUREO 
40-2061 
50-219 S 
PR 

50-289 T 

50-272 a 

40-6920 

I&E 

iScE 

FOIA 

FOXA 

50-317 F 
WASTE MOT 
50-382 O 

50-352 O 
WASTE MOT 
WASTE MOT 
70-2830 

70- 2838 

CONTRACT 

CONTRACT 

NUREO 

NUREO 

40-2061 

40-2061 

71- 242 
50-327 Q 
50-327 a 
WASTE MOT 

50-317 F 
50-456 Q 
50-483 Q 
50-456 Q 
TOPREP 

WASTE MOT 
WASTE MOT 
50-424 E 
50-424 K 
50-424 O 

50-424 & 

50-424 a 
50-424 8 

50-424 A 
50-424 A 

50-424 A 
50-424 3 

50-424 S 
50-424 A 
50-424 A 


8501310103 
8501140369 
8501300641* 
8402280217# 
8501 140560# 


50-424 8 

50-374 8 

50-461 Q 

foia 

70-364 


8108180019* 

8501180176# 

8501210071 

8501210132* 

8501240005 


foia 

50-400 Q 
50-261 p 
50-261 a 
50-261 8 
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ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

FREEMAN, M. D. 

8501100370 

40-8768 


FRESCO, A. 

8501 180533* 

50-424 

A 

FRIEDMAN, L. A. 

8501080379# 

50-440 

F 

FRIEDMAN, L. F. 

8501250321* 

FDIA 


FRISCH, R. R. 

8501210152 

50-255 

S 

FRISCH, R. R. 

8501300069 

50-155 

S 

FRITZ, U. W. 

8501290012 

WASTE MOT 

FROUNFELKER, R. 

8501150271 

50-155 

J 

FROUNFELKER, R. 

8501150277 

50-255 

J 

FROUNFELKER, R. 

8501150316 

50-255 

J 

FRUCHTER, J. S. 

8501070504 

NUREG 


FRYE, J. B. 

8501240073* 

FOIA 


FRYE, J. B. 

8501240084* 

FOIA 


FRYE, J. B. 

8501240090* 

FDIA 


FRYE, J. B, 

8501240099* 

FOIA 


FRYE, J. B. 

8501240102* 

FOIA 


FRYE, J. B. 

8501240112* 

FDIA 


FRYE, J. B. 

8501240116* 

FOIA 


FRYE, U. B. 

8501240118* 

FOIA 


FRYE, J. B, 

8501240124* 

FOIA 


FRYE, U. B. 

8501240132* 

FOIA 


FRYE, J. B. 

8501240134* 

FOIA 


FRYE, J. B. 

8501240143* 

FOIA 


FRYE, J. B. 

8501240147* 

FOIA 


FRYE, J. B. 

8501240179* 

FOIA 


FRYE, J. B. 

8501240188* 

FOIA 


FRYE, J. B. 

8501240209* 

FOIA 


FRYE, J. B. 

8501240211* 

FOIA 


FRYE, J. B. 

8501240222* 

FOIA 


FRYE, J. B. 

8501240238* 

FOIA 


FRYE, J. B. 

8501240242* 

FOIA 


FRYE, U. B. 

8501240255* 

FOIA 


FRYE, J. B. 

8501240261* 

FOIA 


FRYE. J. B. 

8501240308# 

FOIA 


FRYE, J. B. 

8501240322* 

FOIA 


FRYE, J. B. 

8501240368* 

FOIA 


FRYE, J. H. 

8501020308 

40-2061 


FRYE, J. H. 

8501100408 

40-261 


FRYE, J. H. 

8501250261* 

40-2061 


FRYE, U. H. 

8501250439 

40-2061 


FRYLINO,R. 

8501110498 

50-354 

0 

FRYUNO, R. 

8501290403 

50-354 

0 

FRYLINO, R, 

8501290455 

50-354 

0 

FUCHKO, J. M. 

8501150395* 

50-160 

Q 

FULTON, J. M. 

8501160168 

TOPREP 


FUQUA, D, 

8501080640* 

COMMISSION 

FURR, A. K. 

8501150206 

50-124 

P 

FUTATO, R. J. 

8501110109* 

TOPREP 


GAOE, L. U. 

8501280727* 

FOIA 


GAGE, P. 

8501080261* 

50-397 

Q 

GAGLIARDD, J. E. 

8501030289 

50-382 

Q 

GAOLIARDO, J. E. 

8501070113 

50-382 

Q 

GAOLIARDO. J. E. 

8501080214 

50-382 

Q 

GAOLIARDO, J. E. 

8501160251 

50-382 

Q 

GAOLIARDO, J. E. 

8501160323 

50-382 

Q 

GAHM, J. W. 

8501020200 

50-267 

P 

GAHM, J. W. 

8501020252 

50-267 

P 

GAHM, J, W. 

8501040102 

50-267 

S 

GAHM, J. U. 

8501150312 

50-267 

Q 

GAHM, J. W. 

8501160528 

50-267 

8 

GAHM, J. W. 

8501180009 

50-267 

R 

GAHM, J. W. 

8501180265 

50-267 

R 

GAHTHNER, R. W. 

8501280245 

TOPREP 


GALE, R, W. 

8501040109 

WASTE MGT 

GALL, W. R. 

8501160487 

ACRS 


GALL, W. R. 

8501160487 

ACRS 


GALLAOHAR, R. 0. 

7907300009* 

FOIA 


GALLAOHAR, R. 0. 

8010300236* 

FOIA 


GALLAGHAR, R. 0. 

8501180502* 

70-870 


GALLAOHAR, R. 0. 

8501180506* 

70-870 


GALLAOHAR, R. 0. 

8501180508* 

FOIA 


GALLAOHAR, R. 0, 

8501180510* 

70-870 


GALLAOHAR, R. 0. 

8501180511* 

70-870 


GALLAOHAR, R. 0. 

8501180514* 

70-870 


GALLAOHAR. R. 0. 

8501180519* 

FOIA 


GALLAGHAR, R. 0. 

8501180523* 

FOIA 


GALLAOHAR, R. 0, 

8501 180526* 

FOIA 


GALLAOHAR, R. 0. 

8501180530* 

FOIA 


OALLE, D. P. 

8412210293* 

50-10 

F 

GALLO, J. 

8501250353 

50-445 

0 

GALLO, J. 

85012S0353 

50-445 

0 

GALLO. J. 

8501290270 

50-456 

0 

GALLO, R, 

8501150106 

50-443 

8 

GALLO, R, 

8501170044 

50-443 

8 

GALLO, R. 

8501310447* 

50-352 

Q 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

GAi-LO, R. M. 

8501110243* 

50-443 

Q 

GALLO, R, M. 

8501140536* 

50-443 

A 

GALLO, R. M. 

8501230309* 

50-277 

Q 

GALLO, R. M. 

8501240055* 

50-352 

Q 

GALM, D. T. 

8501100679 

70-698 


GAMMILL. W. P. 

8312230094* 

50-424 

A 

GAMMILL. W. P. 

8401120048* 

50-424 

A 

GAMMILL, W. P. 

8405140518* 

50-424 

A 

GAMMILL, W. P. 

8405210561* 

50-424 

A 

GANOUNG, P. A. 

8501290393 

50-424 

S 

GARCIA, E. 

8501070462 

50-275 

s 

GARCIA, E. M. 

8501240052* 

50-275 

Q 

GARCIA, P. J. 

8501070193 

WASTE MGT 

GARCIA, P. J. 

8501110177* 

40-3453 


GARCIA, P. J. 

8501110235* 

40-4492 


GARDE, B. 

8501300171 

50-206 

G 

GARDE, B. P. 

8310210103* 

50-329 

A 

GARDE, B. P. 

8501140186 

50-329 

G 

GARDE. B. P. 

8501150155 

50-329 

A 

GARDE, B. P. 

8501230548 

FOIA 


GARDE, B. P. 

8501230554 

FDIA 


GARDE, B. P. 

8501240081 

FOIA 


GARDE, B. P. 

8501280154 

50-382 

A 

GARDE, B. P. 

8501280366 

50-382 

A 

GARDE, B. P. 

8501280639 

FOIA 


GARDE, B. P. 

8501300196 

50-206 

G 

GARLING, R. A. 

8501 100379 

40-8728 


0 ARLINGTON, D. C. 

8501300041 

50-213 

s 

GARNER. L. W. 

8501210232* 

50-324 

G 

GARRISON, D. L. 

8501020145* 

50-298 

G 

GARRISON, D. L. 

8501230253* 

50-298 

G 

GARRISON. R. F. 

8501030200 

71-361 


GARRISON, R. F. 

8501040009 

71-5026 


GARRISON, R. F. 

8501090781 

71-5597 


GARRISON, R. F. 

8501160202 

71-5026 


GAUD I NO, M. 

8501100423* 

50-352 

G 

GAUD! NO. M. 

8501310254* 

50-352 

G 

GAUKLER.P. A. 

8501180387 

50-400 

G 

GAUKLER.P. A. 

8501180387 

50-400 

G 

GAUKLER.P, A. 

8501180387 

50-400 

G 

GAUKLER, P. A. 

8501180394* 

50-400 

G 

GAUKLER, P. A. 

8501180394* 

50-400 

G 

GAUKLER.P. A. 

8501180394* 

50-400 

G 

GAUKLER.P. A. 

8501180400* 

50-400 

G 

GAUKLER.P. A, 

8501180400* 

50-400 

G 

GAUKLER.P. A. 

8501180400* 

50-400 

G 

GAUKLER.P. A. 

8501180419* 

50-400 

6 

GAUKLER.P. A. 

8501180419* 

50-400 

6 

GAUKLER. P. A. 

8501180419* 

50-400 

G 

GAUKLER, P. A. 

8501180421* 

50-400 

G 

GAUKLER.P. A. 

8501180421* 

50-400 

G 

GAUKLER, P. A. 

8501180421* 

50-400 

G 

GAUKLER.P. A. 

8501180461* 

50-400 

G 

GAUKLER.P. A. 

8501180461* 

50-400 

G 

GAUKLER, P. A. 

8501180461* 

50-400 

G 

GAUKLER.P. A. 

8501180466* 

50-400 

G 

GAUKLER.P, A. 

8501180466* 

50-400 

G 

GAUKLER, P. A. 

8501180466* 

50-400 

G 

GAUSMAN, J. W. 

8501070082 

50-263 

S 

GEHM, R. J. 

8501240088* 

FOIA 


GEHM, R. J. 

8501240100* 

FOIA 


GEIGER, A. H. 

8501280131 

PR 


GEKAS. G. W. 

8501160620 

50-289 

u 

GEORGE. D. 

8501140032 

50-454 

s 

GEORGE, J. B. 

8501250488* 

50-445 

A 

GEORG lEV, 0. B, 

8501080572* 

50-4Q0 

G 

GERDEMAN, F. W. 

8407270121 

40-8698 


OERDEMAN, F. W. 

8501100214 

40-8698 


GERDEMAN, F. U. 

8501100386 

40-8698 


GESALTA, L, S. 

8501110043* 

50-423 

G 

GESALTA, L. S. 

8501240285* 

50-423 

Q 

OESSNER.W. R. 

8501180441 

FOIA 


QEWEHR, S. 

8501020485 

50-370 

S 

GEWEHR, S. 

8501040062 

50-370 

s 

OEWEHR, S. 

8501080577 

50-370 

s 

GEWEHR, S. 

8501090274 

50-370 

s 

OEWEHR, S. 

8501250450 

50-370 

s 

OEWEHR, 8. 

8501310489 

50-370 

s 

OHAVI.M. R. 

8411200356 

PRM 


GIACOBBE, F. S. 

8501180210* 

50-289 

G 

OIACOBBE, F. 8. 

8501180383* 

50-289 

G 

OIAMBUSSO, A. 

8501030379* 

50-275 

P 

OIARDINA, R, J. 

8404040336* 

50-322 

S 

GIBSON, A. F. 

6501250311* 

FOIA 


GIBSON, J. 

8^1220013 

50-336 

R 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORV 

GIESLER, C. W. 

8501280242 

50-305 

P 

GILBERT, L. D. 

8501080221* 

50-382 

Q 

GILBERT, L. S. 

8501110171 

40-2061 


GILINSKY, V. 

8501170275 

50-3 

T 

GILINSKY, V. 

8501240049* 

50-289 

P 

GILINSKY, V. 

8501280138* 

50-498 

G 

GILL, R. L. 

8501230083 

50-370 

S 

GILLEN, D. M. 

8501040261 

WASTE MGT 

GILLEN, D. M. 

8501040268* 

WASTE MGT 

GILLEN, D. M. 

8501070233 

WASTE MGT 

GILLEN, D. M. 

8501110285 

WASTE MOT 

GILLEN, D. M. 

8501280317 

WASTE MGT 

GILLESPIE, F. P. 

8501150210* 

50-538 

Q 

GILLESPIE, F. P. 

8501150411* 

50-297 

G 

GIRARD, E. H. 

8501210338* 

50-259 

Q 

GIRVIN, D. C. 

8501070504 

NUREG 


GLASSPIEGEL, H. 

8501140509 

50-498 

G 

GLEASON, J. P. 

8501110485 

50-440 

G 

GLEASON, J. P. 

8501160312 

50-440 

G 

GLEASON, J. P. 

8501290721 

50-440 

T 

GLENN, J. 

8501250302* 

FOIA 


GLENN, J. 

8501250327* 

FOIA 


GLOERSEN, W. B. 

8501180211* 

50-280 
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8501030409 

71-231 


HELTEMES, C. J. 

HAUCHEY* M. F. 

8501070447 

50-410 

A 

HELTEMES. C. J. 

HAUOHEY. M. F. 

8501290078 

50-410 

A 

HELTEMES, C. J. 

HAUSMAN* J. E. 

8501070363 

50-237 

P 

HELTEMES, C. J. 

HAUSMAN* J. E. 

8501100149 

50-237 

P 

HELTEMES, C. J. 

HAVERKAMP* D. R. 

8501140531* 

50-443 

A 

HELTEMES. C. U. 

HAWKINS* D. 

8501100591 

CON!RAC! 


HELTEMES, C. J. 

HAWKINS* D. A. 

8501080034 

CON!RAC! 


HENDERSON, T. 

HAWKINS. D. A. 

8501210006 

CON!RAC! 


HENDRICKSON. M. 

HAWKINS* D. A. 

8501230009 

CON!RAC! 


HENDRIE. U. M. 

HAWKINS* E. F. 

8407270106 

40-8768 


HENNICK. A. 

HAWKINS* E. F. 

8407270173 

40-8829 


HENNICK. A. 

HAWKINS* E. F. 

8501100510 

40-8786 


HERCZEG. A. L. 

HAWKINS* E. F. 

8501100730 

40-8768 


HERDD. A. R. 

HAWKINS* E. F. 

8501100737 

40-8675 


HERMAN, A. A. 

HAWKINS* E. F. 

8501100764 

40-8829 


HERMANN. R. A. 

HAWKINS* E, F. 

8501100772 

40-8857 


HERMANN, R. A. 

HAWKINS* E. F. 

8501100774 

40-8064 


HERMANN. R. A. 

HAWKINS* E. F. 

8501110431 

40-8768 


HERR* R. K. 

HAWKINS* E. F. 

8501290048 

WAS!E MOT 

HERR. R. K. 

HAWKINS* F. 

8501290174* 

50-305 

Q 

HERR, R. K. 

HAWKINS* F. 

8501290656* 

50-341 

Q 

HERRICK. R, C. 

HAWKINS* F. C. 

8501080544* 

50-237 

G 

HERRICK. R. C. 

HAWKINS* F. C. 

8501150302* 

50-482 

Q 

HERRINGTON. C. 

HAWKINS, F. C. 

8501220168* 

50-282 

G 

HER8CH* M. M. 

HAWKINS* F. C. 

8501220227* 

50-373 

G 

HERSCH* M. M. 

HAWKINS,!. I. 

8501230415* 

50-400 

G 

HETRICK. D. C. 

HAWKINS,!. I. 

8501230430* 

50-400 

G 

HEYER.B. A. 

HAWKINS,!. I. 

8501230438* 

50-400 

G 

HEYER* R. S. 

HAWLEY* S. 

8501110420* 

50-193 

Q 

HIATT, S. L. 

HAWXHURS!* J. 

8501110420* 

50-193 

G 

HIATT* S. L. 

HAWXHURS!* J. J. 

8501290720* 

50-272 

G 

HIATT* S. L. 

HAYDEN* R. J. 

8501180177 

FOIA 


HIATT* S. L. 

HAYES* B. B. 

8501070001 

50-382 

0 

HIATT* S. L. 

HAVES* B. B. 

8501100060 

COMMISSION 

HIATT, S.L. 

HAYES. B. B. 

8501160142* 

50-445 

G 

HIATT, S. L. 

HAYES. B, B. 

8501160160* 

50-445 

G 

HICKEY, J. P. 

HAYES. B. B. 

8501160171* 

50-445 

Q 

HICKEY* U. P. 

HAYES, B. B. 

8501160183* 

50-445 

Q 

HICKEY, U. W. 

HAYES. B. B, 

0501170223 

50-382 

0 

HICKEY, J. W. 

HAYES. K. 

8501230563 

50-454 

R 

HICKEY, U. W. 

HAYES* !, 0. 

8501300128 

FOIA 


HICKEY, J. W. 

HAYNES* J. Q. 

8501040145 

50-361 

S 

HICKEY, U. W. 

HAYNES* U. ©. 

8501080446 

50-362 

8 

HICKEY, J. W. 

HAYNES* J. ©. 

0501080616 

50-361 

8 

HICKEY* U. W. 

HAYNES* J. ©. 

8501100706 

50-361 

8 

HICKEY* U. W, 

HAYNES* J, 0. 

0501100718 

50-362 

S 

HICKEY, U. W. 

HAYNES* J. ©, 

8501100796 

50-361 

8 

HICKEY* U, W. 

HAYNES* J. ©. 

8501110079 

50-361 

8 

HICKIN. R. A. 

HAYNES* a ©. 

8501110105 

50-361 

S 

HICKMAN. U. W. 

HAYNES* J. 0. 

8501140036 

50-362 

S 

HICKS, L. H. 

HAYNES* J. ©. 

8501160152 

50-361 

S 

HICKS. T. E. 

HAYNES* J. 0, 

8501160170 

50-361 

8 

HIGGINBOTHAM* L. 

HAYNES* U. ©. 

8501160240 

50-361 

8 

HIGGINBOTHAM, L. 

HAYNES* J. 0. 

8501170244 

50-361 

8 

HIGGINBOTHAM, L. 

HAYNES* J. 0. 

8501180006 

50-206 

F 

HIGGINBOTHAM* L. 

HAYNES, J. G, 

8501220016 

50-361 

R 

HIGGINBOTHAM* L. 

HAYNES, J. G. 

8501230354 

50-206 

P 

HIGGINBOTHAM, L. 

HAYNES* J. G. 

8501240070 

50-206 

R 

HIGGINBOTHAM* L. 

HAYI^S* J. 0. 

8501280621 

50-361 

8 

HIGGINBOTHAM* L. 

HAYNES, J. G. 

8501280626 

50-206 

S 

HIGGINBOTHAM* L. 

HAYNES, R. F. 

8501090061 

50-270 

S 

HIGGINBOTHAM* L- 

HAYNES, R.F. 

8501100693 

50-269 

S 

HIGGINBOTHAM* L. 

HAZLE* A. J. 

8501150328 

PR 


HIGGINBOTHAM* U 


ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

category 

6501150333* 

PR 


HIGGINBOTHAM. L. 

8501290217 

WASTE MGT 

8501160259* 

FDIA 


HIGGINBOTHAM, L. 

8501290702 

27-48 


8501080329 

ORG 


HIGGINBOTHAM. L- 

8501300111 

WASTE MGT 

8501150186* 

FOIA 


HIGGINS* R. L. 

8501150458* 

50-483 

Q 

8501150347* 

FOIA 


HILDEBRAND, R. 

8501140022 

50-454 

S 

8501020024 

XPORTLIC 


HILDEBRAND. R. 

8501140027 

50-454 

s 

8501180500* 

50-395 

Q 

HILDEBRAND. R. 

8501280634 

50-454 

s 

8501250006 

50-250 

S 

HILDENBRAND. P. 

8501100730 

40-8768 


8501310122 

50-29 

P 

HILDENBRAND, P. 

8501100737 

40-8675 


8501280575 

PR 


HILDENBRAND. P. 

8501110431 

40-8768 


8501080086* 

50-320 

U 

HILL* C. Z. 

8501100147 

40-8584 


8501080114* 

50-482 

G 

HILL* C. Z. 

8501100627 

40-8584 


8501080572* 

50-400 

Q 

HILL* D. 

8501280152* 

50-254 

Q 

8501040177 

WASTE RES 

HILL, D. 

8501300546* 

CONTRACT 


8501070238 

WASTE RES 

HILL* W. M. 

8501180451* 

50-261 

Q 

8501070563 

WASTE RES 

HILLMAN* B. 

8501080266* 

50-247 

Q 

8501080469 

50-309 

P 

HILLMAN, B. M. 

8501240103* 

50-272 

Q 

8501080621 

50-309 

P 

HILLS* D. E. 

8501080130* 

50-341 

Q 

8501030177 

PRM 


HIND* J. A. 

8501140072 

50-409 

Q 

8501030112 

70-820 


HIND, J. A. 

850 11 40076* 

50-409 

Q 

8501160531* 

50-267 

S 

HIND* J. A. 

8501160027 

50-483 

F 

8307190048* 

FOIA 


HIND* J. A. 

8501160086 

50-155 

F 

8307190050* 

FDIA 


HIND* J. A. 

8501160091 

50-315 

F 

83081 50495* 

FOIA 


HIND* J. A. 

8501160195 

50-346 

F 

8310200303* 

FOIA 


HIND. J. A. 

8501160210 

50-409 

F 

8405150539* 

FOIA 


HIND* J. A. 

8501160216 

50-331 

F 

850 10800 14* 

MISC 


HIND* J. A. 

8501160227 

50-305 

F 

8501150338* 

FOIA 


HIND* J. A. 

8501160247 

50-266 

F 

8501150086 

FOIA 


HIND* J. A. 

8501160327 

50-263 

F 

8501230510* 

70-1308 


HIND* J. A. 

8501170042 

50-10 

F 

8501 180353* 

FOIA 


HIND* J. A. 

8501240628 

50-155 

F 

8501280090 

NURE6 


HIND* J. A. 

8501240657 

50-461 

F 

8501280735 

NUREG 


HIND* J. A. 

8501280011 

70-36 


8501280372 

NUREG 


HIND* J. A. 

8501290392 

50-155 

F 

8501210089* 

50-413 

G 

HIND, J. A. 

8501310505 

50-315 

Q 

8501250368* 

50-289 

6 

HIND* J. A. 

8501310510* 

50-315 

Q 

8501030317 

50-321 

P 

HINKELMAN* L. G. 

8501250293 

QA999 


8501160123 

50-366 

P 

HINOTE* S. R. 

8501280131 

PR 


8501290642 

50-321 

P 

HINTZ. D. C. 

8501020245 

50-305 

P 

8501140408* 

50-498 

G 

HINTZ, D. C. 

8501020367 

50-305 

P 

8501140429* 

50-498 

G 

HINTZ, D.C. 

8501080277 

50-305 

Q 

8501280571# 

FOIA 


HINTZ, D. C. 

8501160033 

50-305 

Q 

8311230073* 

50-322 

S 

HINTZ. D.C. 

8501160197* 

50-305 

Q 

8501280586* 

50-322 

S 

HINTZ. D. C. 

8501160204* 

50-305 

0 

8501230510* 

70-1308 


HINTZ. D. C. 

8501160593 

50-305 

R 

8501210310 

XPDRTLIC 


HINTZ. D. C. 

8501230431 

50-305 

J 

8501230130 

XPORTLIC 


HINTZ, D. C. 

8501240074 

50-305 

V 

8501180324 

PR 


HINTZ. D. C. 

8501240135 

50-305 

P 

8501160234* 

71-117 


HINTZ. D. C. 

8501250402 

50-305 

F 

8501140350 

l&E 


HINTZ, D.C, 

8501280136 

50-305 

S 

8501140521 

FOIA 


HINTZ. D. C. 

8501290065 

50-305 

S 

8501210336 

50-440 

A 

HIPSHER. W. M. 

8501160115* 

71-9159 


8501280007 

PR 


HIRSCH. A. 

8501180329 

PR 


8501280263 

50-440 

G 

HIRSCH, D. 

8501230623 

50-152 

P 

8501280271 

50-440 

G 

HOADLEY. S. D. 

8501210356* 

XPORTLIC 


8501280324 

50-440 

G 

HOADLEY. S. D. 

8501300543 

XPORTLIC 


8501300198 

50-440 

A 

HOADLEY, S. D. 

8501300548* 

XPORTLIC 


8501150041 

50-358 

T 

HOBBS. S. H. 

8501300186 

50-416 

P 

8501150046 

50-358 

T 

HODEL.D. P. 

8501220425* 

50-206 

P 

8501180453* 

FOIA 


HODGDON. A. P. 

8501100488 

50-352 

0 

8501210242* 

FOIA 


HODSDN. J. 

8501230166* 

50-322 

Q 

8501220485* 

FOIA 


HOFF. J. N. 

8501270368 

50-133 

H 

8501250067* 

FOIA 


HOFFMAN. D. P. 

8501240298 

50-155 

R 

8501250097* 

FOIA 


HOFFMAN. D. R. 

8501030334 

50-382 

P 

8501250167* 

FOIA 


HOFFMAN. E. 0. 

8501210104 

50-263 

S 

8501250169* 

FOIA 


HOFFMAN. T. E. 

8501090782 

40-8829 


8501250297* 

FOIA 


HOGAN. J. P. 

8501280117 

PR 


8501250303* 

FDIA 


HOGAN, T. F. 

8501280627* 

CONTRACT 


8501250308* 

FOIA 


HOGGE* S. 

8501110246 

50-219 

J 

B501090600* 

CONTRACT 


HOLDER* T. 

8501180152 

50-259 

S 

8209230166 

50-247 

P 

HOLLAND* R. A. 

8501070494 

NUREG 


8501300247 

50-206 

H 

HOLLAND* W. E. 

8501210236* 

50-390 

G 

8501210232* 

50-324 

G 

HOLLAR* D. E. 

8501040039 

50-400 

G 

8501040281 

WASTE MGT 

HOLLAR, D. E. 

8501040044* 

50-400 

G 

6501040285 

WASTE MGT 

HOLLAR* D. E. 

8501070004 

50-400 

G 

8501070123 

WASTE MGT 

HOLLAR* D.E. 

8501070008* 

50-400 

6 

6501070394 

WASTE MOT 

HOLLAR* D. E. 

8501100276 

50-400 

6 

8501110500 

WASTE MOT 

HOLLAR, D. E. 

8501100283 

50-400 

G 

850ill0510 

WASTE MGT 

HOLLAR, D. E. 

8501100292* 

50-400 

0 

8501110514 

WASTE MOT 

HOLLAR, D.E. 

8501160547 

50-400 

G 

8501140013 

27-48 


HOLLAR, D. E. 

0501160551* 

50-400 

G 

85^1140075 

WASTE MGT 

HOLLAR, D. E. 

8501160556 

50-400 

G 

0501 2803 11 

WASTE MGT 

HOLLAR, D, E. 

8501160568* 

50-400 

G 

8501^90187 

WASTE MGT 

HOLLAR, D. E. 

8501160582* 

50-400 

G 

8501^0198 

WASTE MOT 

HOLLAR, D. E. 

8501160587* 

50-400 

G 
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PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 

author number category 


HOLLENBACH. D 

8501 300022* 

50-528 

Q 

HOLLEY. M J. 

8501100329* 

50-382 

G 

HOLLEY. M J 

8501100329* 

50-382 

G 

HO-LEY, W. L 

8501080153* 

50-313 

Q 

HOLLEY. W L 

8501250506* 

50-458 

Q 

HOLLEY. U, L 

8501250509* 

50-313 

Q 

HOLLEY. W L 

8501310189* 

50-482 

Q 

HOLLOWAY. C. J 

8501160440* 

50-410 

A 

HOLLOWAY. C J 

8501230243* 

50-400 

A 

HOLLOWAY, C , J 

8501230505* 

50-390 

A 

HOLLOWAY, C J 

8501230612* 

50-440 

A 

HOLLOWAY, C J 

8501230616* 

50-440 

A 

HOLLOWAY, C J 

8501230630* 

50-498 

A 

HOLLOWAY, C J. 

8501230632* 

50-498 

A 

HOLLOWAY, E. R. 

8501180272* 

50-382 

A 

HOLLOWAY, E R. 

8501180282* 

50-397 

A 

HOLLOWAY, E. R 

8501180295* 

50-528 

A 

HOLLOWELL. F. 

holqdy, d j 

HOLT. R. J 

8501240150* 

8501250244* 

8501180131 

FDIA 

FQIA 

50-327 

A 

HON, A. 

8501300144* 

50-275 

Q 

HOOD, 0 S 

8501140153 

50-369 

P 

HOOD, D. S 

8501280690* 

50-329 

a 

HOOKS, K. R 

8501080572* 

50-400 

Q 

HOPKINS. J. B. 

8501110331 

50-424 

A 

HORIN, W. A. 

8501140535 

50-445 

G 

HDRIN. W. A 

8501140535 

50-445 

G 

HORIN, W. A 

8501300010 

50-445 

G 

HORTON, A. H 

8501030155 

50-416 

S 

HORTON, A H 

8501290021 

50-416 

S 

hosey, C. M, 

8501210208* 

50-335 

0 

HOSLER. A. G 

8501020238 

50-269 

p 

HOTCHKISS. W. 
HOUSTON, R. W. 

8501300540 

81 10280382* 

PR 

50-295 

p 

HOUSTON, R. W. 

8111300144* 

50-295 

F 

HOUSTON, R. W. 

8204070030* 

50-295 

P 

HOUSTON, R, W. 

8207060057* 

50-295 

P 

HOUSTON, R. W. 

8312140268* 

50-413 

E 

HOUSTON, R. W. 

8312230269* 

50-423 

E 

HOUSTON, R .W. 

8402090356* 

50-412 

E 

HOUVENAGLE. T. 

8501280235 

50-331 

P 

HOUVENAOLE, T. L. 

8501230391 

50-331 

P 

HOWARD, B. N. 

HOWARD, J J. 

9501300519 

8501100559* 

PR 

50-219 

H 

HOWELL. J. C 

8501150198# 

50-538 

Q 

HOWELL, J. C. 

8501150411* 

50-297 

Q 

HOWELL, W. M, 

8501290002* 

50-272 

0 

HOYLE. J. C 

HOYLE. J. C 

8412170431* 

8501080119 

PR 

50-413 

6 

HOYLE. J. C 

8501080188 

50-155 

G 

HOYLE. J. C. 

HOYLE. J. C. 

8501080201 

8501080239 

71-5957 

50-322 

G 

HOYLE, J. C. 

8501100023 

50-206 

P 

HOYLE, J. C 

HOYLE, J. C, 

8501100634 

8501280607 

ADVCM 

50-289 

T 

HOYT. H. F. 

8501300634 

50-352 

G 

HUANO, P. 

8501180365* 

50-244 

P 

HUBER, E. 

8501180261 

50-289 

G 

HUBER. E. 

8501180346 

50-440 

G 

HUBER, E. 

8501180349* 

50-440 

G 

HUBER, E. 

8501180393 

50-440 

6 

HUDSON, C. J. 

Hl®SON, C. J. 

HUDSON. S. D, 

8501100284 

8501100284 

8501290170* 

TOPREP 

TOPREP 

50-410 

a 

Hm)SPETH, J. B 

8501110205 

50-348 

F 

HUEY.F. R 

8501100155* 

50-206 

Q 

>ftJFFIrtAM, G N. 

8501150017* 

50-413 

Q 

HUFMAM, J. W. 

8412270114 

50-390 

A 

HUPHAH. J. W. 

8501020339 

50-390 

F 

HUFHAM. J. W. 

8501020354 

50-327 

F 

HUFHAIt, J. W, 

8501030450 

50-327 

R 

Nufham j. w. 

8501080278 

50-259 

F 

a w. 

8501090060 

50-390 

S 

HUFHAM. J. W 

HUFHAM, J W. 

HUFHAM. J. W. 

8501100278 

8501100539 

8501110034 

40-1341 

40-1341 

50-259 

F 

HUFHAM, J W. 

8501110114 

50-327 

P 

HUFHAM, J. W. 

8501140094 

50-438 

S 

HUFHAM, J, M. 

8501140101 

50-438 

s 

HUFHAM, U. M. 

8501140126 

50-438 

s 

HUFHAM. J. W 

8501140163 

50-390 

F 

HgFH^.Jvia. 

SSOi 140180 

50-391 

S 

■■KJFHArts ■ 

. 8501140214 

50-438 

S 


- 8301150114 
. S5Q1 150408 

PR , 
50-391 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HAM, J. W. 

8501150414 

50-438 

S 

rtuFHAM, J W 

8501150420 

50-438 

S 

HUFHAM, J W, 

8501150453 

50-438 

S 

HUFHAM, J W 

8501150463 

50-390 

S 

HUFHAM, J W 

8501 150467 

30-438 

s 

HUFHAM, J. W 

8501150469 

50-438 

s 

HUFHAM. J W 

8501150474 

50-391 

s 

HUFHAM, J W 

8501150479 

30-327 

R 

HUFHAM, J W 

8501160002 

50-438 

5 

HUFHAM. J W 

8501 160003 

50-391 

S 

HUFHAM. J W. 

8501160028 

50-438 

s 

HUFHAM. J. W 

8501160035 

50-438 

s 

HUFHAM, J W, 

8501160036 

50-438 

s 

HUFHAM, J. W, 

8501 160048 

30-438 

s 

HUFHAM, J. W 

8501160064 

50-438 

s 

HUFHAM, J W. 

8501160144 

50-438 

s 

HUFHAM. J W 

8501160161 

50-390 

s 

HUFHAM, J W 

8501160165 

50-438 

s 

HUFHAM, J W 

8501160314 

50-390 

Q 

HUFHAM. J W, 

8501160403 

50-390 

Q 

HUFHAM, J. W 

8501 170201 

50-390 

S 

HUFHAM. J W. 

8501170250 

50-390 

S 

HUFHAM, J, W. 

8501210054* 

50-438 

Q 

HUFHAM. J W. 

8501210067* 

50-438 

Q 

HUFHAM. J. W 

8501210221* 

50-438 

Q 

HUFHAM. J. W 

8501230110 

50-327 ' 

F 

HUFHAM, J W 

8501230337 

50-390 

A 

HUFHAM. J. W 

8501230343 

50-259 

F 

HUGE. H, 

8501280734 

50-445 

A 

HUKILL. H. D 

8501030064 

50-289 

P 

HUKILL, H. D, 

8501110216 

50-289 

P 

HUKILL, H. D. 

8501170045 

50-289 

P 

HUKILL, H. D 

8501170199 

50-289 

P 

HUKILL, H. D 

8501230306 

50-289 

P 

HUKILL. H. D 

8501240325 

50-289 

F 

HUKILL. H. D. 

8501280373 

50-289 

P 

HUKILL. H. D. 

8501290151 

50-289 

R 

HULMAN. L. C 

8308250269* 

50-295 

P 

HULMAN, L. G, 

8403010556* 

50-424 

A 

HULMAN. L. C. 

8404130444* 

50-424 

F 

HUMENANSKY. D. 

8501040005 

50-338 

0 

HUMPHREY, T, G 

8501 180279* 

50-329 

A 

HUMPHREY. T G 

8501 180288* 

50-358 

A 

HUMPHREY, T, G, 
HUMPHREYS. P. 

8501 180298* 
8501020484 

50-482 

NUREO 

A 

HUNNICUTT. D. 

8501250500* 

50-445 

Q 

HUNNICUTT. D. 

8501290286 

50-445 

S 

HUNNICUTT. D. M, 

8301020397* 

50-445 

0 

HUNNICUTT, D, M. 

8301040011 

50-313 

Q 

HUNNICUTT, D. M 

8301040123* 

50-445 

Q 

HUNNICUTT. D, M. 

8501080237* 

50-445 

Q 

HUNNICUTT. D. M. 

8501150365* 

50-445 

Q 

HUNNICUTT, D, M. 

8501160180* 

50-445 

Q 

HUNNICUTT, D. M. 

8501240659* 

50-285 

G 

HUNNICUTT. D. M. 

8501250549* 

50-445 

G 

HUNNICUTT, D. M. 

8501280458* 

50-445 

G 

HUNNICUTT, D. M. 

8501280611* 

50-445 

G 

HUNNICUTT, D. M. 

8501290363* 

50-445 

G 

HUNNICUTT, D. M. 

8501300498# 

50-382 

G 

HUNSTAD. A. A, 

8501140380 

50-306 

S 

HUNTER, D R. 

8501020393 

50-445 

G 

HUNTER, D. R, 

8501020397* 

50-445 

G 

HUNTER, D, R. 

8501020454 

50-313 

G 

HUNTER, D. R. 

8501040016 

50-285 

G 

HUNTER, D. R. 

8501040113 

50-445 

Q 

HUNTER, D. R. 

8501040125 

50-285 

G 

HUNTER, D R. 

8501070299 

50-313 

Q 

HUNTER, D. R. 

8501080141 

50-313 

G 

HUNTER, D. R. 

8501080169 

50-313 

G 

HUNTER, D. R 

8501080181* 

50-313 

G 

HUNTER, D. R, 

8501080192 

50-445 

G 

HUNTER, D. R. 

8501080223 

50-445 

G 

HUNTER, D. R. 

8501100592 

50-445 

A 

HUNTER, D. R. 

8501150109 

50-313 

G 

HUNTER, D. R. 

8501150218 

50-445 

V 

HUNTER. D R. 

8501150272 

50-482 

Q 

HUNTER, D. R. 

8501150287 

50-313 

G 

HUNTER, D, R, 

8501150361 

50-445 

G 

HUNTER, D. R. 

8501160113 

50-445 

G 

HUNTER, D R. 

8501160162 

50-445 

G 

HUNTER, D. R. 

8501230141 

50-368 

G 

HUNTER, D. R. 

8501230155 

50-285 

G 

HUNTER, D. R. 

8501240651 

50-285 

Ul 

nONrER, D. R. 

8501250487 

50-445 

A 

lUNTER, D R. 

8501250498 

30-445 

•‘i 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

miNTER, D. R 

HUNTER, D. R. 
HUNTER, D. R 

HUNTER, D R 

HUNTER, D. R 

8501250505 

8501250542 

8501250557 

8501280163 

8501280446 

50-313 Q 
S0-A45 a 
50-313 Q 
50-313 F 
50-445 Q 

HUNTER, D. R 

HUNTER, D. R 

HUNTER. D. R. 
HUNTER. D. R. 
HUNTER. D. R 

8501280605 

8501290277 

8501290285 

8301290327 

8501290356 

50-445 Q 
50-285 « 
50-285 Q 
50-313 F 
50-445 Q 

HUNTER, D R 

HUNTER, D R 

HUNTER, D R 

HUNTER. R. 

HUNTER. R. L 

8501290458 

8301300463 

8501310343 

8501040301 

8301040206 

50-2B5 F 

50-445 Q 

50-285 Q 

WASTE RES 
WASTE RES 

HUNTER, R. L. 
HUNTER. R. L 

HUNTER. R. L. 
HUNTER. R. L 
HURDMAN. M. 

8501070105 

8501070111 

8501070490 

8501070548 

8501110436* 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
40-8681 

HURLEY, J 

HURSEY. M. J. 
HURSEY, M. J. 
HURWITZ, H. 
HUTCHISON. L. B. 

8501180086 

8501250084* 

8301230092* 

8501150081* 

8501240306 

50-416 F 

FQIA 

FOIA 

50-322 F 

50-397 R 

HYDER, J. E. 

HYSTER. M. W. 
lEPSON, K. 
lEPSON, K J. 
lONATQNlS. A. 

8501290724* 

8412180366 

8501040122* 

8501040127* 

8501070210 

50-182 Q 
50-440 F 
50-286 P 
50-286 P 
50-327 S 

lONATONIS. A 
IMBRO.E. V. 
IMMERMAN, W. H. 
IMSE. J, P. 

IMSE. J P, 

8501180116 

8501210384 

8501070499 

8501040161 

8501070254 

50-328 S 
50-267 S 
NUREO 

WASTE RES 
WASTE RES 

IMSE. J P 

IMSE, J, P. 

IMSE. J. P. 

IMSE, J. P. 

IMSE, J. P. 

8301290614 

8501290619 

8501290621 

8501290625 

8301300075 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

IMSE. J. P. 

INGRAM, F. L. 
lOTTI, R. C. 
lOTTI.R. C. 
IPPOLITO, T. A. 

8501300730 

8501150117* 

8501090396* 

8501090396* 

8406110068* 

WASTE RES 
50-322 A 

50-445 O 

50-445 0 

50-445 A 

IRELAND. R, E. 
IRELAND. R. E. 
IRELAND. R. E. 
IRELAND, R. E 
IRELAND. R. E 

8501030305 

8501030440 

8301030431 

8301080043* 

8501100623* 

50-267 8 
50-267 S 
50-267 B 
50-267 a 
50-267 O 

IRELAND, R. E. 

IRWIN, D. P. 

IRWIN, D. P. 

IRWIN, D. P 

IRWIN, D. P. 

8501280458* 

8501030158 

8501030158 

8501140342 

8301140342 

50-445 O 
50-322 Q 
50-322 O 
50-322 0 
50-322 a 

IRWIN. D. P. 

IRWIN, D. P. 

IRWIN, D. P. 

IRWIN, H. R, 

IRWIN, H. R. 

8501160330 

8301300709 

8301300709 

8301090347 

8501090357* 

50-322 Q 

50-322 P 

50-322 P 

71-354 
71-354 

I5ELIN, R. E. 

ISELIN. R. E 

ISELIN, R. E. 

ISELIN, R. £. 

ISELIN, R. E. 

8501240069* 

8501240110* 

8501240131* 

8501240139* 

8501240142* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

ISELIN, R. E. 

ISELIN. R. E. 

ISELIN. R E. 

ISELIN. R. E. 

ISELIN, R. E. 

8501240173* 

8501240204* 

8501240223* 

8501240230* 

8301240270* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

ISELIN, R. E. 

ISELIN. R. E. 

ISELIN, R. E. 

ISELIN, R. E. 

ISLEY, T. 

8501240280* 

8501240282* 

8501240302* 

0501240351* 

8501090713 

FOIA 

FOIA 

FOIA 

FOIA 

50-346 8 

ISRAEL, S. 

IVEY, K, 

IVEY, K. D. 

IVEY. K. D. 

IVEY, L. W. 

8501300294* 

8301300144* 

8411290307* 

8501100562* 

8501090693* 

FOIA 

50-275 8 
50-206 8 
50-528 8 
50-344 8 

IVEY, L. W. 

IVORY, B. J. 
lACKIW. I, 

,ACKXW, I. N. 

JACKIW. I, N. 

8501150173* 

8501080040* 

8501310351 

8501100435* 

8501180082* 

50-326 8 

CONTRACT 
50-305 8 

50-266 8 

50-305 8 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

JACKSON. D H 

8501180410* 

FOIA 


JACKSON, C 

8501040318 

71-9159 


JACKSON. G 

8501230507 

71-304 


JACKSON, 6 

8501250139* 

40-6920 


JACKSON. L. H. 

8501 180098* 

50-424 

Q 

JACKSON, R. 

8501250525 

50-237 

5 

JACKSON. R. E. 

8305090232# 

50-508 

A 

JACOBS 

8501030094 

50-387 

S 

JACOBS. G K 

8501110338* 

WASTE RES 

JACOBS. 0 K 

8501280387 

NUREG 


JACOBS. P. R 

8501140562* 

CONTRACT 


JACOBS. R. H. 

8501020122* 

50-387 

0 

JACOBSON, J, M. 

8501100302* 

50-255 

Q 

JACCAR. F, 

8501020228* 

50-282 

0 

JANG. J. 

8501020018 

NUREG 


JANISZEUSKI, J. 

8501180210* 

50-289 

Q 

JANUSKA. A. G. 

8501 140082* 

50-409 

Q 

JANUSKA, A. G. 

8501300557* 

40-2061 


JAPE, F. 

8501 180159* 

50-321 

Q 

JAPE, F. 

8501180200* 

50-261 

Q 

JAPE. F. 

8501 180449* 

50-389 

Q 

JAPE, F. 

8501180468* 

50-416 

Q 

JAPE. F. 

8501180486* 

50-416 

Q 

JAPE. F. 

8501210016* 

50-261 

Q 

JAPE, F. 

8501210218* 

50-327 

Q 

JAPE. F. 

8501210262* 

50-413 

Q 

JARRETT.R. D. 

8501040117 

71-238 


JAUDON. J. 

8501030322* 

50-458 

Q 

JAUDON. J. P. 

8501020145* 

50-298 

0 

JAUDON, J. P. 

8501020281* 

50-458 

0 

JAUDON. J. P. 

8501080128* 

50-458 

Q 

JAUDON, J. P. 

8501080246* 

50-298 

Q 

JAUDON. J. P. 

8501110091* 

50-498 

0 

JAUDON. J. P. 

8501230237* 

50-458 

Q 

JAUDON, J. P. 

8501230253* 

50-298 

Q 

JAUDON. J. P. 

8501230333* 

50-458 

Q 

JAUDON. J. P. 

8501250506* 

50-458 

G 

JAUDON. J. P. 

8501310220* 

50-298 

G 

JAVORIK. A. L. 

8501100228 

50-454 

S 

JENKXNS.G. R. 

8501150017* 

50-413 

G 

JENKINS. G. R, 

8501210035* 

50-324 

G 

JENKXNS.G. R, 

8501210208* 

50-335 

G 

JENKXNS.G. R. 

8501310400* 

50-62 

Q 

JENKS. R. P. 

8501290641 

50-317 

P 

JENNE. E. A. 

8501070504 

NUREG 


JENS. W. H. 

8412130391 

50-341 

F 

JENS. W, H. 

8501030302 

50-341 

8 

JENS. N. H 

8501030306 

50-341 

S 

JENS. W. H 

8501070093 

50-341 

S 

JENS. U. H. 

8501100795 

71-5939 


JENS. W. H. 

8501110185 

50-341 

A 

JENS, W. H. 

8501140187 

50-341 

A 

JENS. W. H. 

8501140217 

50-341 

A 

JENS. U. H 

8501140299 

50-341 

A 

JENS. M. H. 

8501150235 

50-341 

A 

JENS. U. H. 

8501150430 

50-341 

Q 

JENS. W. H. 

8501230362 

50-341 

A 

JENS. W, H. 

8501230416 

50-341 

A 

JENS. W. H 

8501250411 

50-341 

A 

JENS. N. H. 

8501290480 

50-341 

F 

JENS. M. H. 

8501300209 

50-341 

A 

JENS. W. H. 

8501310109 

50-341 

8 

JENS. W. H. 

8501310265* 

50-341 

G 

JENSEN. S. E. 

8501170162* 

50-387 

P 

JENSEN. S. E. 

8501170166* 

50-307 

P 

JENSEN. S. E. 

8501170170* 

50-387 

P 

JENSEN. S. E. 

8501170175* 

50-387 

P 

JEPSEN. R. 

8501240350* 

50-209 

P 

JERMAN. P, C. 

8501180492* 

70-870 


JESSEN. D. 

8501280425 

50-254 

F 

JIERREE.C, C. 

8501100619 

40-3453 


JIERREE.C. C. 

8501100629 

40-2259 


JIERREE. C, C. 

0501 100703 

40-8698 


JIERREE.C, C. 

8501100710 

40-1162 


JIERREE^C.C. 

8501100749 

40-1162 


JIERREE.C. C. 

8501100784 

40-2259 


JIERREE.C. C. 

8501110339 

40^8698 


JIERREE. C: C, 

8501110342* 

40-8698 


JOHNSON. A. 

8501210213* 

50-99 

G 

JOHNSOfifi A. B. 

8501140548* 

FOX A 


JOHNSON. A. P. 

8501290700* 

BO-528 

Q 

JOHNSON, a: N. 

8501180203* 

BO-335 

Q 

JOHNSON. A. R. 

8501310614* 

aA999 


JOHNSON. B, D. 

8501020338 

■BO-gOS 

r 

JOHNSON. B. D. 

8501150146 

BO-gBB 

F 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

v.>OHNSON, Q D 

8501150353 

50-255 


JOHNSON. Q 0 

8501180287 

50-255 

P 

JOHNSON, B D, 

8501240260 

50-255 

F 

JOHNSON. B U 
JOHNSON, C 

8501030414* 

8501070531 

71-231 

50-261 

P 

JOHNSON. C 

8501180035 

50-261 

P 

JOHNSON, C B, 

8501180355* 

50-440 

G 

JOHNSON, C E, 

8501080221* 

50-382 

Q 

JOHNSON. D 

8501240607* 

30-213 

G 

JOHNSON, D M. 

8501250519* 

50-334 

Q 

JOHNSON. D P 

8501160612* 

50-322 

G 

JOHNSON. D P 

8501160615* 

50-322 

T 

JOHNSON. D P 

8501160615* 

50-322 

T 

JOHNSON, E. H. 

8501020138 

50-298 

G 

JOHNSON, E. H 

8501020223 

50-382 

S 

JOHNSON. E. H 

8501020251 

50-382 

S 

JOHNSON. E. H 

8501020276 

50-458 

G 

JOHNSON, E H. 

8501020293 

50-458 

A 

JOHNSON. E. H. 

8501030305 

50-267 

S 

JOHNSON. E. H. 

8501030310 

50-490 

G 

JOHNSON, E. H. 

8501030318 

50-458 

Q 

JOHNSON, £. H, 

8501030326 

50-298 

0 

JOHNSON, E. H. 

8501030389 

50-382 

G 

JOHNSON, E. H 

8301030419 

50-382 

G 

JOHNSON, E. H, 

8501030424 

50-490 

Q 

JOHNSON, E, H. 

8501030437 

50-267 

Q 

JOHNSON. E. H. 

8501030440 

50-267 

S 

JOHNSON. E. H. 

8501030451 

50-267 

5 

JOHNSON. E. H. 

8501080033 

50-267 

Q 

JOHNSON, £. H. 

8501080048 

50-298 

Q 

JOHNSON. E. H. 

8501080111 

50-458 

Q 

JOHNSON. E. H. 

8501080233 

50-298 

G 

JOHNSON. E. H. 

8501080285 

50-450 

G 

JOHNSON. E. H. 

8501080538 

50-298 

G 

JOHNSON. E. H. 

8501090651 

50-298 

Q 

JOHNSON. E, H. 

8501090681 

50-458 

G 

JOHNSON. £. H. 

8501100604 

50-267 

Q 

JOHNSON, E, H. 

8501100620 

50-267 

Q 

JOHNSON. E. H. 

8501110086 

50-498 

Q 

JOHNSON. E. H. 

8501140123 

50-382 

Q 

JOHNSON. E. H. 

8501140311 

50-267 

G 

JOHNSON. E. H, 

8501140462 

50-267 

P 

JOHNSON, E. H, 

8501130021 

50-498 

Q 

JOHNSON. E. H. 

8501150150 

50-298 

Q 

JOHNSON. E. H. 

8501150208 

50-458 

Q 

JOHNSON, e, H. 

8501150284 

50-298 

Q 

JOHNSON. E. H. 

8501150304 

50-298 

G 

JOHNSON, E. H. 

8501130358 

50-382 

G 

JOHNSON, E, H, 

8501150382 

50-458 

G 

JOHNSON, E. H. 

8501160242 

50-267 

Q 

JOHNSON. E. H. 

8501160306 

50-298 

F 

JOHNSON. E, H. 

8501160451 

50-267 

Q 

JOHNSON. E. H. 

8501160454 

50-267 

Q 

JOHNSON, E. H. 

8501160475 

50-267 

G 

JOHNSON. E. H. 

8501160480 

50-267 

G 

JOHNSON. E. H. 

8501210196 

50-298 

F 

JOHNSON. E H. 

8501230164 

50-382 

G 

JOHNSON. E. H. 

8501230208 

50-382 

G 

JOHNSON. E. H. 

8501230221 

50-456 

G 

JOHNSON. E, H. 

6501230240 

50-298 

G 

JOHNSON. E, H, 

8501230242 

50-267 

Q 

JOHNSON. E. H. 

8501230319 

50-458 

G 

JOHNSON. £. H. 

8501230348 

50-3B2 

G 

JOHNSON, E. H. 

8501230425 

50-458 

G 

JOHNSON. E. H. 

8501250504 

50-458 

Q 

JOHNSON. E. H, 

8501250596 

50-267 

Q 

JOHNSON. E. H. 

8501280201 

50-382 

S 

JOHNSON. E. H. 

8501280301* 

50-498 

G 

JOHNSON. E. H. 

8S0 1300492 

50-382 

G 

JOHNSON, E. H. 

8501310216 

50-298 

Q 

JOHNSON. E. H. 

8501310308 

50-382 

Q 

JOHNSON. E. H. 

8501310388 

50-382 

Q 

JOHNSON. E. H, 

8501310427 

50-458 

A 

JOHNSON. E. H. 

8501310439 

50-298 

F 

JOHNSON, E. H. 

8501310446 

50-458 

A 

JOHNSON, G 
JOHNSON. Q E. 

8501230233* 

8501100491 

FOIA 

50-413 

6 

JOHNSON. 0. E. 

8501230238* 

50-280 

P 

JOHNSON. J 

6501 080235* 

50-293 

Q 

J0HN88N. J/ 

8501080361 

50-293 

8 

JOHNSON, K. I. 
JOHNSON. P . 

8501030330 

8501100520* 

NUREG 

50-206 

G 

JOHNSON, P. H. 

8501080149 

50-206 

S 

JOHNSON. P. H. 

8501100155* 

50-206 

G 

JOHNSON. P. H. 

8501100706* 

- 50^361 

i- G 


555 



ACCESSION 

SUB JEC T 


AUTHOR 

NUMBER 

CATEGORV 

JOHNSON. P H 

8501240175# 

50-397 

Q 

JOHNSON, R A 

8501100-530# 

CONTRACT 


JOHNSON, R, G 

8501300526 

50-263 

J 

JOHNSON. R J 

8501230179* 

CONTRACT 


JOHNSON, S C 

8501090412 

70-143 


vJDHNSON.S C 

8501160116 

70-143 


JOHNSON. T 

8412010197 

50-423 

0 

JOHNSON. T 

8501070296* 

WASTE MGT 

JOHNSON, T 

8501140515 

50-424 

D 

JOHNSON. T 

8501150005 

50-424 

G 

JOHNSON. T, 

8501150005 

50-424 

G 

JOHNSON, T. 

8501150008* 

50-424 

G 

JOHNSON, T. 

8501150008* 

50-424 

G 

JOHNSON. T. 

8501250390 

50-424 

D 

JOHNSON. T. C. 

8501110291 

WASTE MGT 

JOHNSON. T. C. 

8501290645 

WASTE MGT 

JOHNSON. T, C. 

850.1290651 

27-48 


JOHNSON, T P. 

8501070302* 

50-277 

G 

JOHNSON. W. D 

8501020465* 

50-313 

G 

JOHNSON. W. D 

8501250564* 

50-313 

G 

JOHNSON. W. R. 

8501070610 

50-382 

G 

JDHNSRUD. J. H. 

8501140339 

PR 


JOHNSTON, J, B 

8501240411* 

50-289 

P 

JOINER, J. E 

8501080346 

50-424 

G 

JOINER. J. E. 

8501080346 

50-424 

0 

JOINER. J. E. 

8501080355* 

50-424 

G 

JOINER. J. E. 

8501080355* 

50-424 

G 

JOINER. J. E. 

8501080367* 

50-424 

G 

JOINER, J. E 

8501080367* 

50-424 

G 

JOINER, J. E. 

8501170146 

50-424 

G 

JOINER. J. E 

8501170146 

50-424 

G 

v/OINER. J, E. 

8501170150 

50-424 

G 

JOINER, J. E. 

8501170150 

50-424 

G 

JONES. D. E 

8501300597* 

50-346 

G 

JONES. E 

8501250204# 

FOIA 


JONES, G. E 

8501280503* 

STATE PROG 

JONES. G. T 

8501030025 

50-296 

S 

JONES. 0. T. 

8501030028* 

50-296 

S 

JONES. 0. T 

8501030179 

50-296 

S 

JONES, G. T. 

8501040051 

50-296 

s 

JONES. G, T. 

8501040057 

50-260 

s 

JONES, G. T. 

8501090067 

50-259 

s 

JONES. G. T. 

8501140406 

50-296 

s 

JONES, G. T. 

8501180066 

50-296 

s 

JONES. 0. T. 

8501180152 

50-259 

s 

JONES. G, T. 

8501240483 

50-259 

R 

JONES, G. T, 

8501280679 

50-259 

S 

JONES, C, T. 

8501290100 

50-260 

S 

JONES. J, A, 

8501250125* 

40-6920 


JONES. J. T. 

8501020502 

50-296 

s 

JONES. P. E. 

8501080040# 

CONTRACT 


JONES. R. E 

8501090209 

50-400 

G 

JONES. W. B. 

8501020397* 

50-445 

G 

JONES, W. B. 

8501230351* 

50-382 

G 

JOPE. F. 

8501210282* 

50-338 

G 

JORDAN, A, W. 

8501040057 

50-260 

S 

JORDAN, E. D. 

8501300193 

50-77 

P 

JORDAN, E. L. 

8401190319* 

50-322 

F 

JORDAN, E. L. 

8501040070* 

50-352 

G 

JORDAN, E. L. 

8501080502 

50-3 

G 

JORDAN. E L. 

8501100655 

50-3 

Q 

JORDAN. E. L. 

8501150128* 

50-322 

F 

JORDAN. E. L. 

8501150139* 

50-322 

F 

JORDAN, E. L. 

8501150278* 

50-397 

F 

JORDAN. E. L. 

8501160196 

50-3 

G 

JORDAN. E. L. 

8501230229 

50-3 

Q 

JORDAN, E. L. 

8501230236 

50-3 

G 

JORDAN. E. L. 

8501290133* 

FOIA 


JORDAN. W. S. 

8501150273 

50-289 

G 

JORDAN, W. S, 

6501150273 

50-289 

G 

JORDAN. W. S. 

8501160267 

50-289 

6 

JORDAN. W. S. 

8501160267 

50-289 

G 

JORDAN. W. S, 

8501170263 

50-289 

G 

JORDAN. Ul. S. 

8501300090 

50-289 

P 

JOYNER, J. 

8501100188 

50-272 

■s 

JOYNER. J, 

8501230283 



JOYNER. J. 

8501280364 

50-322 

8 

JOYNER, J. H. 

8108180015* 

FOIA 


JOYNER. R. J. 

B50U70067 

50-293 

s 

JULIAN. C, 

8501210116* 

50-416 

G 

JULIAN. C. A. 

8501210323* 

50-250 

Q 

JUNGE. W. R. 

8501140354* 

PR 


JUNGLXNG. T L. 

8501 110258 

WASTE MGT 

jungling. t: L. 

■" ■ ' 8501'1 10508' 

WASTE MGT 

JUNQLlNGf. T. L. 

8501290228 

WASTE MGT 
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ftEirilG^R. R. 

8501 100234* 

XPORTLIC 


KEIMIS.R. R. 

8501110481* 

50-29 

Q 

KEIMIO^R, R, 

8501110491* 

50-309 

0 

KEIMIC^R. R. 
KElMie, R. R. 

8501140105* 

8501280521* 

50-289 

70-371 

Q 

KEIMIG, R. R. 

8501280727* 

50-482 

Q 

KEIMISiR. R. 

8501290697* 

50-293 

Q 

REISER, H. W. 

8501150462 

50-387 

S 

REISER, H. M. 

8501210413 

50-387 

S 

REISER, H. W. 

8501250446 

50-388 

8 

REISER, H. Ul. 

8501290026 

50-387 

S 

REISER, H. Ul. 

8501290054 

50-388 

s 

REISER, H. W. 

8501310562 

50-388 

s 

REISER, H. W. . 
RELBLEY, N. 

8501220401 

8501090357* 

50-388 

71-354 

s 

RELLER, R. 

8501110169* 

50-29 

Q 

RELLER, R. 

8501240607* 

50-213 

G 

RELLER, R, M. 

8501300379* 

50-320 

Q 

RELLEY, D. L. 

8501020397* 

50-445 

Q 

RELLEY, D. L. 

8501250549* 

50-445 

Q 

RELLEY, J."L. 

85010902B1 

50-400 

G 

RELLEY, J. L. 

8501 160376 

50-400 

G 

RELLUND, G 

8501300144* 

50-275 

Q 

RELLUND, G. C. 

8501 100562* 

50-528 

Q 

RELLY, E. 

8501240475* 

50-387 

G 

RELLY, J. A. 

8501070117* 

50-382 

G 

RELLY, J. A. 

RELLY, J. W. 

8501070308* 

8406130190 

50-313 

70-27 

G 

RELLY, L. 

8501240531 

50-286 

R 

RELLY, R. M. 

8501310496* 

50-286 

G 

KELLY. W. B. 

8501300515 

WASTE RES 

RELLY, W. R. 

8501070536 

WASTE RES 

KELLY. W. R. 

8501110395 

WASTE MGT 

KELMERS, A. D. 

8501070205* 

WASTE MGT 

KELMERS. A. D. 

8501070625* 

WASTE RES 

KELMERS, A. D. 
KELMERS. A. D. 

8501070629* 

8501280387 

WASTE RES 
NUREG 

KEMPER, J. S. 

8501020409 

50-352 

S 

KEMPER, J. S. 

8501070351 

50-352 

P 

KEMPER, J. S, 

KENNEDY. J. E. 

8501310371 

8501290416* 

50-352 

FOIA 

E 

KENNEDY, R. P. 
KENNEDY. R. P. 

8501140478 

8501280412 

50-423 

NUREG 

A 

KENNING. R. W. 

8501070352* 

50-382 

F 

KENNY, T. 

8501080266* 

50-247 

G 

KENYON. B. D. 

8501020365 

50-387 

F 

KENYON, B. D. 

8501100240 

50-388 

P 

KENYON. B. D. 

8501150376 

50-387 

G 

KENYON. B. D. 

8501170071 

50-387 

F 

KENYON. B. D. 

8501170145 

50-387 

P 

KENYON, B. D. 

8501170149* 

50-387 

P 

KENYON. B. D. 

8501220027 

50-387 

R 

KENYON. B. D. 

8501230424 

50-387 

F 

KENYON. B. D. 

8501240157 

50-388 

G 

KENYON, B. D. 

8501250234 

50-387 

F 

KENYON, B.D. 

KENYON, B. D. 

8501280502 

8501300539 

50-387 

PR 

G 

KENYON. T. J. ** 

8501100040 

50-259 

F 

KENYON, T. J. 
KEPFORD. C. 

8501290125 

8501140339 

50-390 

PR 

A 

KEPPLER, J. G. 

8501100475 

50-10 

G 

KEPPLER, U. G. 

8501140051 

50-346 

G 

KEPPLER, J, G. 

8501140069 

50-483 

G 

KEPPLER. J. G. 

8501 140083 

50-315 

G 

KEPPLER, J. G. 

8501140088 

50-409 

G 

KEPPLER, J. G. 

8501140089 

50-305 

G 

KEPPLER. J. G. 

8501140092 

50-331 

Q 

KEPPLER. J. G. 

8501140095 

50-266 

G 

KEPPLER. J. G. 

8501140097 

50-461 

G 

KEPPLER. J. G. 

8501140100 

50-155 

G 

KEPPLER. J. G. 

8501140110 

50-263 

Q 

KEPPLER, J. G. 

8501140116 

50-341 

G 

KEPPLER, J. G. 

8501140118 

50-440 

G 

KEPPLER, J.G. 
KEPPLER, J. G. 

8501160150 

8501160338* 

50-254 

FOIA 

G 

KEPPLER, J. G. 

8501210171 

50-155 

0 

KEPPLER. J. G. 

8501230247 

50-295 

0 

KEPPLER. J, G. 

8501240017 

50-346 

0 

KEPPLER. U. Q. 

8501300674 

50-10 

Q 

KEPPLER. J, G. 

8501310432 

50-315 

P 

KroCH.H. U|v 
KERGHNER, U. L, 

8501 100227* 
8501150174 

50-412 

FOIA 

0 

KERR. F, J. 
,;KERR,.G.'W.. .. 

8501170118 

8501070408 

50-rl66 

NUREG. 

F 

;kerr,g, w.. 

8501160500* 

STATE PROil 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGOR' 

JUTILA. G. 

8501150080 

50-133 

H 

KAGARY. W. J. 

8501160408* 

50-390 

G 

KAHLE, J. B. 

8411140059* 

70-1151 


KALAWAO I A. K. M. 

8501300118* 

50-443 

Q 

KALIUIANAKIS. N. 

8501070524 

50-265 

S 

KALI U I AN AK IS, N. 

8501150107 

50-254 

R 

KALI VI AIMAK 1 8, N. 

8501180251 

50-254 

R 

KALIVIANAKIS. N. 

8501310119 

50-265 

8 

KAM, F. B. 

8501030063 

NUREG 


KAMMERER, C. 

8501240046* 

50-289 

P 

KAMMERER. C. 

8501240057* 

50-289 

P 

KAMMERER, C. 

8501240326* 

50-289 

P 

KAMMERER, C. 

8501240333* 

50-289 

P 

KAMMERER. C. 

8501240344* 

50-289 

P 

KAMMERER, C. 

8501240354* 

50-289 

P 

KAMMERER, C. 

8501240371* 

50-289 

P 

KAMMERER, C. 

8501240384* 

50-289 

P 

KAMMERER, C. 

8501240395* 

50-289 

P 

KAMMERER, C. 

8501240403* 

FOIA 


KAMMERER. C. 

8501240408* 

50-289 

P 

KAMMERER. C. 

8501240416* 

50-289 

P 

KAMMERER. C. 

8501240425* 

50-289 

P 

KANE. D. W. 

8501300410 

PR 


KANOW. L. R. 

8501240175* 

50-397 

0 

KANOW, R. 

8501100520* 

50-206 

Q 

KANTOR, A. K. 

8501150234 

FOIA 


KANYO, J. P. 

8501080397 

50-483 

F 

KAO. G. C. 

8501240141* 

50-454 

P 

KAPIL. M.G 

8501250499 

50-219 

S 

KARAM. R. A. 

8501150120 

50-160 

P 

KAROL. 6. M. 

8501240327* 

50-289 

F 

KATHREN.R. L. 

8501170023 

50-133 

0 

KATHREN. R. L. 

8501170023 

50-133 

0 

KATO. W. Y. 

8006300480* 

FOIA 


KATO. W. Y. 

8501070072 

WASTE RES 

KATO, W. Y. 

8501070479 

WASTE RES 

KATO. W. Y. 

8501150211* 

FOIA 


KATO. W. Y. 

8501150216* 

FOIA 


KATO. W. Y. 

8501150227* 

FOIA 


KATO. W. Y. 

8501150245* 

FOIA 


KATO. W. Y. 

8501150309* 

FOIA 


KATO. W. Y. 

8501150314* 

FOIA 


KATO. W. Y. 

8501150317* 

FOIA 


KATO. W. Y. 

8501150321* 

FOIA 


KATO. W. Y. 

8501150323* 

FOIA 


KATO. W. Y. 

8501150334* 

FOIA 


KATO, W. Y. 

8501150362* 

FOIA 


KATO, W. Y. 

8501180283* 

FOIA 


KATO, W. Y. 

8501180289* 

FOIA 


K’ATO, W. Y. 

8501180294* 

FOIA 


KATO. W. Y. 

8501180297* 

FOIA 


KATO. W. Y. 

8501180302* 

FOIA 


kaTo. W. Y. 

8501180305* 

FOIA 


KATO, W. Y. 

8501180313* 

FOIA 


KATO. W. Y. 

8501180319* 

FOIA 


KATO. W. Y. 

8501180322* 

FOIA 


KATO. W. Y. 

8501180376* 

FOIA 


KATO. W. Y. 

8501300330* 

FOIA 


KATO, W. Y. 

8501300399* 

FOIA 


KATO. W. Y. 

8501300447* 

FOIA 


KATO. W. Y. 

8501300472* 

FOIA 


KATO. W. Y. 

8501300477* 

FOIA 


KATO, W. Y. 

8501300485* 

FOIA 


KAUFMAN. P. 

8501290656* 

50-341 

Q 

KAY. B. J. 

8501280216 

50-298 

F 

KAY.B. J. 

8501280222 

50-285 

F 

KAY. 8. J. 

8501280281 

50-313 

F 

KAY.B. J, 

8501280357 

50-382 

F 

KAY. B. J. 

8501280399 

50-482 

F 

KAY.B, J. 

8501280422 

50-267 

F 

KAY. J. A. 

8501070195 

50-29 

P 

KAY, J. A. 

8501090419 

50-29 

F 

KAY, J. A. 

8501140292 

50-29 

F 

KAY, J. A. 

8501240148 

50-29 

F 

KAY, M. T. 

8501170163 

50-133 

P 

KEARNEY, B. 

8501100369 

40-2259 


KEARNEY, J. J. 

8411200361 

PR 


KEARNEY, J. J. 

8501310270 

PR 


KEARNEY, W. R. 

8501300036 

XPORTLIC 


KEODIS, N. N. 

8501230400 

TOPREP 


KEHELEY,T. H. 

8501170166* 

50-387 

P 

KEHELEY, T. H. 

8501170170* 

50-387 

P 

KEIMIG, R. 

8501280364 

50-322 

S 

KEIMIG, R. R. 

8501030072* 

50-286 

G 

(KEIMIG, R.R. 

8501080557* 

50-199 

G 
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KtRR, G. W. 

8501250231* 

FOIA 


KERR, G. W. 

8501250360* 

FOIA 


KERR, 0. W. 

8501300523* 

FOIA 


KERR, G. W. 

8501300536* 

FOIA 


KERR, W. 

8501080373 

50-2 

P 

KERREY, R. 

8501110265* 

COMMISSION 

KESHISHIAN, P. 

8501080572* 

50-400 

0 

KETZLACH, N. 

8501290567* 

70-3000 


KEY, W. J. 

8501300720* 

50-237 

0 

KHATIB-RAHBAR 

8501210102 

NUREG 


KIDD, D. G. 

8501240217* 

FOIA 


KIM,D. 

8501100201 

50-237 

8 

KIME, C. 

8501290295* 

FOIA 


KIMERY, A. L. 

8501280629 

40-8027 


KIMLER,D. 

8501180251 

50-254 

R 

KINGSLEY, W. C. 

8501240190* 

50-206 

V 

KINNEMAN, J. 

8501110425* 

40-672 


KINNEMAN, J. 

8501220458* 

FOIA 


KINNEMAN, J. 

8501230283 

I&E 


KINNEMAN, J. D. 

8012300301* 

FOIA 


KINNEMAN, J. D. 

8102090219* 

FOIA 


KINNEMAN, J. D. 

8102090219* 

FOIA 


KINNEMAN, J. D. 

8501020156 

40-8716 


KINNEMAN, J. D. 

8501020391* 

40-6920 


KINNEMAN. J. D. 

8501030090 

70-356 


KINNEMAN. J. D. 

8501220414* 

FOIA 


KINNEMAN. J. D. 

8501220422* 

FOIA 


KINNEMAN. J. D. 

8501250197* 

FOIA 


KINNEMAN, J. D. 

8501250310* 

FOIA 


KINNEY. W. W. 

8501230260* 

50-201 

G 

KINTNER. L. L. 

8501210194 

50-416 

P 

KIRBY. M. J. 

8501240190* 

50-206 

V 

KIRK. G. B. 

8501240514 

50-328 

8 

KIRKLAND. M. V. 

8501080093 

70-2786 


KIRKLAND, M. W. 

8501080464 

XPORTLIC 


KIRKPATRICK. D. 

8501070494 

NUREG 


KIRNER. N. P. 

8 108 1800 19* 

FOIA 


KIRNER,N. P. 

8501280447 

PR 


KIRSCH, D. F. 

8411290486 

50-206 

0 

KIRSCH, D. F. 

8501020130 

50-528 

0 

KIRSCH. D. F, 

8501020235 

50-344 

0 

KIRSCH, D. F. 

8501020280 

50-344 

Q 

KIRSCH, D. F. 

8501100003 

50-323 

0 

KIRSCH, D, F. 

8501100144 

50-206 

0 

KIRSCH, D. F. 

8501100492 

50-206 

0 

KIRSCH, D. F. 

8501100557 

50-528 

0 

KIRSCH, D. F. 

8501100781 

50-361 

0 

KIRSCH, D. F. 

8501160157 

50-275 

F 

KIRSCH, D. F. 

8501220272 

50-312 

0 

KIRSCH. D. F. 

8501220279 

50-528 

P 

KIRSCH, D. F. 

8501220290 

50-312 

Q 

KIRSCH. D. F. 

8501220339 

50-275 

P 

KIRSCH, D. F. 

8501220385 

50-312 

0 

KIRSCH. D. F. 

8501230171 

TOPREP 


KIRSCH. D. F. 

8501230388 

50-275 

P 

KIRSCH, D. F. 

8501240162 

50-397 

0 

KIRSCH, D. F. 

8501250379 

50-528 

0 

KIRSCH, D, F, 

8501250617 

50-528 

0 

KIRSCH, D. F. 

8501290691 

50-528 

0 

KIRSCH, D. F. 

8501300019 

50-528 

0 

KIRSCH. D. F. 

8501300029 

50-312 

0 

KIRSCH, D. F. 

8501300127 

50-275 

0 

KIRSCH, D. F. 

8501300456 

50-344 

Q 

KIRSCH, D. F. 

8501300556 

50-312 

0 

KIRWAN, B. 

8501020484 

NUREG 


KISTER 

8501030094 

50-387 

S 

KISTER, H. B. 

8501020105 

50-387 

Q 

KISTER, H. B. 

8501080155 

50-354 

0 

KISTER, H. B. 

8501100219 

50-322 

0 

KISTER. H. B. 

8501100237 

50-410 

0 

KISTER. H. B. 

8501110101 

50-289 

0 

KISTER. H. B. 

8501110156 

50-219 

0 

KISTER. H. B. 

8501230276 

50-219 

0 

KISTER. H. B. 

8501230541 

50-354 

Q 

KISTER, H. B. 

8501250476 

50-289 

Q 

KI8tlR,.,H. b: 

8501300374 

50-320 

0 

kl5i;i^, D, E. 

8501230399 

50-602 

A 

KLEIN, 0, G. 

8501240330 

50-397 

P 

KL^IN. t 

8501100509 

40-8584 


KLEINSPRGE, W. P, 

8501210124* 

50-261 

Q 

KLEINSORGE, W. P. 

8501210241* 

50-250 

0 

KLIMM, R. D. 

8501040049* 

50-400 

G 

KLIMM, R. D. 

8501100299* 

50-400 

G 

KLIMM. R. D. 

8501100299* 

50-400 

0 

KLIMM. R. D. 

8501180432* 

50-400 

G 
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KLIMM, R. D. 

8501180432* 

50-400 

G 

KLIMM, R. D. 

8501180432* 

50-400 

G 

KLIMM, R. D. 

8501 180464* 

50-400 

G 

KLIMM. R. D. 

8501180464* 

50-400 

6 

KLIMM, R. D. 

8501180464* 

50-400 

G 

KLIMM, R. D. 

8501180470* 

50-400 

G 

KLIMM, R. D. 

8501180470* 

50-400 

G 

KLIMM, R. D. 

8501180470* 

50-400 

G 

KLINE, J. R. 

8501090242 

50-338 

G 

KLINE, J. R. 

8501110485 

50-440 

G 

KLINGLER, G. 
KLINGLER, G. 
KLINGLER, G. 

KNAPP, M. R. 

8501030166 

8501040193 

8501240119* 

8501070225 

I&E 

IScE 

FOIA 

WASTE MGT 

KNAPP, M. R. 

8501110403 

WASTE MOT 

KNAPP, M.R. 

8501110404 

WASTE MGT 

KNAPP, M. R. 

8501290714 

WASTE MGT 

KNEIP, R. F. 
KNICELEY, J. R. 

8501300482* 

8501070375* 

FQIA 

50-341 

Q 

KNICELEY, J. R. 

8501150296* 

50-483 

Q 

KNXEL, K. 

8401190155* 

50-424 

A 

KNIGHT, J. P. 

8306020210* 

50-330 

A 

KNIGHT, J. P. 

8307130041* 

50-358 

A 

KNIGHT, J. P. 

8307250784* 

50-454 

A 

KNIGHT, J. P. 

8308190102* 

50-275 

P 

KNIGHT, J. P. 

8308230842* 

50-528 

A 

KNIGHT, J. P. 

8310110367* 

50-275 

P 

KNIGHT, J. P. 

8311140111* 

50-508 

A 

KNIGHT, J. P. 

8501180119* 

50-397 

A 

KNIGHTON, G. M. 

8501030047 

50-323 

A 

KNIGHTON, 0. U. 

8501030091 

50-443 

A 

KNIGHTON, G. U. 

8501030119 

50-323 

A 

KNIGHTON, G. W. 

8501030183 

50-400 

A 

KNIGHTON, G. W. 

8501030215 

50-400 

A 

KNIGHTON, G. W. 

8501030369 

50-275 

P 

KNIGHTON, G. W. 

8501030378 

50-529 

A 

KNIGHTON, G. U. 

8501030403 

50-275 

P 

KNIGHTON, G. W. 

8501040115 

50-528 

A 

KNIGHTON, G. W. 

8501040222 

50-528 

A 

KNIGHTON, G. W. 

8501040228 

50-412 

A 

KNIGHTON, G. W. 

8501040234 

50-528 

A 

KNIGHTON, G. W. 

8501070002 

50-275 

0 

KNIGHTON, G. W. 

8501070390 

50-361 

Q 

KNIGHTON, G. H. 

8501080038 

50-382 

E 

KNIGHTON, G. W. 

8501080555 

50-498 

A 

KNIGHTON, G. U. 

8501210301 

50-412 

D 

KNIGHTON, G. W. 

8501210303 

50-412 

0 

KNIGHTON, G. U. 

8501210334 

50-412 

0 

KNIGHTON, G, W. 

8501210340 

50-412 

D 

KNIGHTON, G. W. 

8501220269 

50-382 

E 

KNIGHTON, G. W. 

8501220432 

50-412 

E 

KNIGHTON, 0. U. 

8501220441 

50-275 

V 

KNIGHTON, 0, U. 

8501220447 

50-382 

F 

KNIGHTON, G. H. 

8501250551* 

50-528 

P 

KNIGHTON, G. U. 

8501280332 

50-400 

A 

KNIGHTON, 0. W. 

8501280736 

50-412 

E 

KNIGHTON, G. U. 

8501290585 

50-528 

A 

KNOCK, R. B. 

8412200622 

50-382 

G 

KNOP, R, 

8501 160281 

50-461 

S 

KNOP, R. 

8501310182 

50-341 

S 

KNOP, R. C. 

8501020077* 

50-461 

Q 

KNOP, R. C. 

8501020144 

50-461 

S 

KNOP, R. C. 

^501 170096* 

50-440 

Q 

KNOP, R. C. 

8501240087 

50-341 

S 

KNOTTS, J. B. 

8501150007* 

50-413 

0 

KNUBEL, U. 

8501300217 

50-219 

P 

KOBER, R. W. 

8501030095 

50-244 

Q 

KOBER, R. U. 

8501070345 

50-244 

V 

KOBER, R. W. 

8501080185 

50-244 

P 

KOBER, R. W. 

8i0 1160 184 

50-244 

P 

KOBER, R.W. 

8501170027 

50-244 

F 

KOBER, R. W. 

8501240012 

50-244 

P 

KOBER, R. W. 

8501290426 

50-244 

P 

KOBER, R. W. 

8501290429* 

50-244 

P 

KOBER, R. U. 

8501300234 

50-244 

P 

KOBER, R.W. 

. :;E^10OO2S3 

50-244 

F 

KOBORI, Y. 

8501150126* 

50-326 

Q 

KOBORI, Y. 

8501150133* 

50-113 

Q 

KOCHER,C. W. 

8501030275 

50-264 

8 

KOCHER, C. U. 

8501290072 

50-264 

8 

KOENIG, R. 

8501170288 

50-374 

8 

KOENIG, R. A. 

8501070236 

WASTE MGT 

KOENIG, R. D. 

85Q1020429 

50-373 

8 

KOENIG, R. D. 

8501080394 

50-373 

8 

KOENIG, R. D. 

' #5f0428O214 ■ 

50-373 

8 
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KOENIG, R. 0. 

8501280354 

50-374 

S 

KOENIGS, R. L. 

8501020206 

50-397 

s 

KOENIGS, R. L. 

8501020385 

50-397 

s 

KOENIGS, R. L. 

8501030199 

50-397 

s 

KOENIGS, R. L. 

8501030205 

50-397 

s 

KOENIGS. R. L. 

8501030210 

50-397 

s 

KOENIGS. R. L. 

8501030213 

50-397 

s 

KOENIGS, R. L. 

8501180142 

50-397 

s 

KOENIGS, R. L. 

8501280616 

50-397 

s 

KOENIGS, R. L. 

8501280695 

50-397 

s 

KOENIGS, R. L. 

8501290231 

50-397 

s 

KOENIGS, R. L. 

8501290253 

50-397 

s 

KOENIGS, R. L. 

8501290322 

50-397 

s 

KOENIGS, R. L. 

8501290367 

50-397 

s 

KOENIGS, R. L. 

8501290383 

50-397 

s 

KOESTER.G. L. 

8501020058 

50-482 

s 

KOESTER, G. L. 

8501020205 

50-482 

s 

KOESTER.G. L. 

8501020274 

50-482 

s 

KOESTER, G. L. 

8501020482 

50-482 

S 

KOESTER, G. L. 

8501030332 

50-482 

s 

KOESTER.G. L. 

8501030386 

50-482 

s 

KOESTER.G. L. 

8501070179* 

50-482 

Q 

KOESTER, G. L. 

8501080029 

50-482 

A 

KOESTER, G. L. 

8501090184 

50-482 

Q 

KOESTER.G. L. 

8501090340 

50-482 

Q 

KOESTER.G. L. 

8501100019 

50-482 

A 

KOESTER.G. L. 

8501140500 

50-482 

s 

KOESTER.G. L. 

8501150118 

50-482 

F 

KOESTER, G. L. 

8501150300 

50-482 

A 

KOESTER, G. L. 

8501150401 

50-482 

S 

KOESTER.G. L. 

8501160125 

50-482 

A 

KOESTER, G. L. 

8501160232 

50-482 

A 

KOESTER, G. L. 

8501160311 

50-482 

K 

KOESTER, G. L. 

8501220321 

50-482 

F 

KOESTER, 0. L. 

8501220389 

50-482 

Q 

KOESTER.G. L. 

8501280058 

50-482 

F 

KOESTER, G. L. 

8501280421 

50-482 

Q 

KOESTER.G. L. 

8501290003 

50-482 

A 

KOESTER. G. L. 

8501300525 

50-482 

S 

KOESTER.G. L. 

8501300549 

50-482 

S 

KOESTER, G. L. 

8501300577 

50-482 

S 

KOESTER.G. L. 

8501300705 

50-482 

S 

KOESTER, G. L. 

8501310535* 

50-482 

Q 

KOHL, C. N. 

8501070610 

50-382 

G 

KOHL, C. N. 

8501210395 

50-382 

G 

KOLTAY, P. S. 

8501240037* 

50-286 

Q 

KONWINSKI, 0. R, 

8501080525* 

40-8584 


KONWINSKI, G. R. 

8501100532 

40-2259 


KONWINSKI, G. R. 

8501100790 

40-1162 


KONWINSKI, 0. R. 

8501110249* 

40-8584 


KOON, A. R. 

8501170179* 

50-395 

R 

KOON, A. R. 

8501230575 

50-395 

S 

KOON, A. R. 

8501280036 

50-395 

S 

KOON, A. R. 

8501280200 

50-395 

S 

KOON. A. R. 

8501310602 

50-395 

S 

KOTLOWSKI.P. S. 

8501230186 

QA999 


KOTTAN, J. J. 

8501020100* 

50-352 

Q 

KOTTAN, J. J. 

8501020136* 

50-352 

0 

KOUTS, H. J. 

850 11 80376* 

FDIA 


K0UT8, H. J. 

8501300330* 

FOIA 


KOUTS, H. J. 

8501300399* 

FOIA 


KOVACH, L. A. 

8501070264 

WASTE MGT 

KOYAMA, E. 

8501040067 

70-984 


KRAJICEK, J. E. 

8501170175* 

50-387 

P 

KRAMARIC, M. 

8501020018 

NUREO 


KRAMER, 0. 

8501280617 

NUREG 


KRAUSE, 0. T. 

8501290185* 

50-282 

Q 

KRAUSE, 0. T. 

8501290419* 

50-282 

Q 

KREH, J. L. 

8501180110* 

70-1151 


KRIESEL.T. A. 

8501080136 

50-315 

S 

KRIMM.R. W. 

8407170182* 

50-293 

F 

KRIMM, R, W. 

8501080340 

50-289 

F 

KRIMM.R. W. 

6501090262 

50-382 

F 

KRIMM, R. W. 

8501100079 

50-277 

F 

KRIMM, R. W. 

8501150122* 

50-322 

F 

KRIMM.R. W. 

8501170025 

50-352 

F 

KRIMM.R. W. 

8501280392 

50-482 

F 

KROEGER.R. F. 

8501290491* 

50-315 

F 

KROPP, W. J. 

8501080544* 

50-237 

Q 

KR0U8E, C. W. 

8501210079 

50-266 

R 

KRUESI.F. E. 

8501230046* 

FOIA 


KRUESI, F. E. 

8501230048* 

FOIA 


KRUG, H, E. 

8501210132* 

50-261 

a 

KRUGER, D. 

6501210416 

50-454 

s 

KRYSINSKI, T. L. 

8501170162* 

50-387 

p 
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KUCHARSKI, S, 

8501100277* 

50-322 

G 

KUCHARSKI, S. 

8501100423* 

50-352 

Q 

KUCHARSKI, S. 

8501310254* 

50-352 

Q 

KUCZYNSKI, L. A. 

8501210413 

50-387 

S 

KUCZYNSKI, L. A. 

8501220027 

50-387 

R 

KUEMIN, J. L. 

8501110277 

50-155 

P 

KUEMIN. J. L. 

8501290370 

50-155 

F 

KUEMIN, J. L. 

8501310323 

50-155 

P 

KUESEL, T. R. 

8501070569* 

WASTE RES 

KULICK, J. M, 

8501170158* 

50-387 

P 

KUMMER, D. M. 

8501090287 

50-133 

H 

KUNCL, L. G. 

8501020348 

50-298 

P 

KUNCL, L. G. 

8501070200 

50-298 

P 

KUNCL, L. G 

8501310222 

50-298 

P 

KUNTZ, C. S. 

8501070166 

WASTE MGT 

KUNTZ, C. S. 

8501070507 

WASTE MGT 

KUNTZ, C. S. 

8501290558 

WASTE MGT 

KUO, P. T. 

8411150140* 

50-323 

A 

KUO, P. T. 

8411160403* 

50-323 

A 

KURVINK.D. G. 

8501300241* 

FOIA 


KURVINK, D. G. 

8501300268* 

FOIA 


KURVINK, D. G. 

8501300324* 

FOIA 


KURVINK. D. G. 

8501300386* 

FOIA 


KURVINK.D. G. 

8501300408* 

FOIA 


KURVINK, D. G. 

8501300420* 

FOIA 


KURVINK.D. G. 

8501300469* 

FOIA 


KUSEK, L. T. 

8501080273 

50-285 

S 

KUSNIR.M. 

8501110344 

50-346 

s 

KUZLOSKI, V. 

8311300229* 

50-322 

A 

LABAR, M. P. 

8501070341* 

71-6346 


LABARGE.D. E. 

8501280512 

PR 


LACEY, W. S. 

8501100612 

50-334 

s 

LACEY, W. S. 

8501110082 

50-334 

S 

LACEY, W. S. 

8501170258 

50-334 

S 

LACEY, W. S. 

8501300553 

50-334 

S 

LACEY. W. S. 

8501310199 

50-334 

S 

LACKER, D. K. 

8501230394 

PR 


LADIEU, A. 

8501180363 

50-244 

P 

LADIEU, A. 

8501180363 

50-244 

P 

LAFLEUR. J. D. 

8501 140579* 

FOIA 


LAFLEUR, J. D. 

8501140581* 

FOIA 


LAGOART, M. W. 

8501080127 

50-219 

P 

LAINAS, G. 

8501030382* 

50-289 

P 

LAINAS, 6. C. 

8501140507* 

50-250 

F 

LAINAS, 0. C. 

8501150454* 

50-346 

P 

LAINAS, G. C, 

8501280667* 

50-346 

P 

LAINAS, G. C. 

8501290649* 

50-321 

P 

LAINAS, G. C. 

8501290684* 

50-321 

F 

LAITY, W. W. 

8501080053 

50-322 

S 

LAITY, W. W. 

8501080060* 

50-322 

S 

LAMBERT, P. A. 

8501310230* 

50-298 

P 

LANDIS, M. R. 

8501030257* 

40-7455 


LANDOW, M. 

8501280617 

NUREG 


LANGSTAFF, R. 

8501290319* 

FOIA 


LANPHER, L. C. 

8501230610 

50-322 

G 

LANPHERE. C. A. 

8501310315* 

50-416 

P 

LAPP, R. E. 

8501150033* 

50-271 

P 

LARSON, C. E. 

8501070298 

50-282 

G 

LARSON, L. 

8501170085 

50-454 

S 

LARSONS, J. E. 

8501210157 

MI SC 


LAURENSON, J. A. 

8501 160569 

50-322 

G 

LAURENSON, J. A. 

8501210382 

50-322 

6 

LAURENSON, J. A. 

8501290715 

50-322 

0 

LAVERTY, J. H. 

8501020161 

50-354 

0 

LAVERTY, J. H. 

8501020161 

50-354 

G 

LAVERTY, J. H. 

8501 100742 

50-354 

G 

LAVERTY, J, H. 

8501 100742 

50-354 

G 

LAVERTY, J. H. 

8501170141 

50-354 

G 

LAVERTY, J. H. 

8501170141 

50-354 

G 

LAWLESS, F. R. 

8501180149 

50-374 

S 

LAWLESS, W. F. 

8501150248 

50-424 

D 

LAWLESS, W. F. 

8501180196 

50-424 

D 

LAZARUS, W. J. 

8501210087* 

50-244 

Q 

LAZARUS, W. J. 

8501290170* 

50-410 

Q 

LAZO, R. M. 

8501230410 

50-250 

0 

LE, A. K. 

8501080527* 

50-250 

Q 

LEAR, 6. 

8310310503* 

50-275 

P 

LEAR, G. 

8312150388* 

50-424 

A 

LEAR, 0. 

8404260161* 

50-424 

A 

LEAR, G. 

8405210620* 

50-424 

A 

LEAR, G. 

8501150165* 

50-329 

A 

L ECLAIR, D. E. 

8501140498* 

CONTRACT 


LEODICK.R. S, 

8501080084 

50-382 

P 

leddick.rs. 

8501 160262* 

50-382 

Q 

LEODICK.R. S. 

8501160264* 

50-382 

Q 
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LEDDICK, R. S. 

8501160333* 

50-382 

G 

LIDEN, E. A. 

8501080195 

50-272 

P 

»_UK2. F. J. 

8501170030* 

CONTRACT 

LEDDICK, R, S. 

8501290324 

50-382 

F 

LIDEN, E. A. 

8501080268 

50-272 

G 

LUMM. D. K. 

9501180501 

NUREG 

LEDUC, R. J. 

8501030217* 

71-9080 


LIDEN, E, A. 

8501100134 

50-311 

Q 

LUNDVALL. A. E. 

8501 080031 

50-317 F 

LEE, 0. R. 

8501030085 

50-267 

P 

LIDEN, £. A, 

8501 180005 

50-272 

P 

LUNDVALL. A. E. 

8501080209 

50-317 G 

LEE> 0. R. 

8501080483 

50-267 

F 

LIDEN, E. A. 

8501220379 

50-311 

P 

LUNDVALL. A, E. 

8501100164 

50-317 F 

LEE. 0. R. 

8501100462 

50-267 

P 

LIDEN, E. A. 

8501230267 

50-272 

Q 

LUNDVALL. A. E. 

8501100376 

50-317 P 

LEE. 0. R. 

8501100470* 

50-267 

P 

LIDEN, E. A. 

8501230349 

50-272 

F 

LUNDVALL. A. E. 

8501170073 

50-317 P 

LEE. 0. R. 

8501110002 

50-267 

P 

LIDEN, E. A. 

8501240158 

50-311 

P 

LUNDVALL. A. E. 

8501240277 

50-317 P 

LEE. 0. R. 

8501160361 

50-267 

P 

LIDEN. E. A. 

8501250280 

50-272 

F 

LUNDVALL. A. E. 

8501280033 

50-317 P 

LEE. 0. R. 

8501160402 

50-267 

P 

LIDEN. E. A. 

8501250409 

50-272 

P 

LUSTER, t; 

8501310271 

50-133 H 

LEE. 0. R. 

8501160472 

50-267 

P 

LIDEN, E, A. 

8501250568 

50-272 

R 

LYNCH, M. D. 

8501030276 

50-341 A 

LEE. R. 

8501110299 

WASTE MGT 

LIDEN. E. A. 

8501290001 

50-272 

G 

LYNN, D. L. 

8501310462* 

CONTRACT 

LEE. R. 

8501290230 

WASTE MGT 

LIMROTH.D. 

8501080266* 

50-247 

Q 

LYON. D. 

8501040155 

50-454 S 

LEE.R. R. 

8501110304* 

WASTE MGT 

LINDER. C. A. 

8501290371 

50-407 

P 

LYONS. P. J. 

8501100035 

40-299 

LEE. R, R. 

8501290024 

WASTE MGT 

LINDER. F. 

8501020305 

50-409 

P 

LYONS. P. J. 

8501100172 

40-299 

LEE. R. S. 

8501080445 

50-313 

P 

LINDER. F. 

8501070044 

50-409 

S 

LYONS. P. J. 

8501100479 

40-299 

LEE. S. Y. 

8501280387 

NUREG 


LINDER, F. 

8501100114 

50-409 

S 

LYONS, P. J. 

8501100753 

40-299 

LEE. T. D. 

8501310412 

70-143 


LINDER, F. 

8501100263# 

50-409 

G 

MACDONALD. C. E. 

8501020022 

71-4986 

LEE. V. Y. 

8501240546 

50-309 

R 

LINDER, F. 

8501100808 

50-409 

S 

MACDONALD, C. E. 

8501020025* 

71-4986 

LEE. Y. S. 

8501170177* 

50-400 

A 

LINDER, F. 

8501110140 

50-409 

F 

MACDONALD, C. E. 

8501020048 

71-9196 

LElDICH.e. R. 

8501180361* 

50-440 

G 

LINDER, F. 

8501160317 

50-409 

P 

MACDONALD. C. E. 

8501020052* 

71-9196 

LEIOHTON. A. P. 

8501160071 

FOIA 


LINDER, F. 

8501170053 

50-409 

F 

MACDONALD. C. E. 

8501020055* 

71-9196 

LEHMAN. L. W. 

8501150432 

50-219 

S 

LINDER, F. 

8501220334 

50-409 

P 

MACDONALD. C. E. 

8501020061 

71-6346 

LEMPSES.C. 

8501080460 

NUREG 


LINDER, F. 

8501220503 

50-409 

R 

MACDONALD. C. E. 

8501030209 

71-9080 

LEMPGES.C. 

8501080463 

NUREG 


LINDER, F. 

8501300152 

50-409 

P 

MACDONALD, C. E. 

8501040022 

71-333 

LEMPGES. T. E. 

8501160011 

50-220 

Q 

LINDER, F. 

8501310366 

50-409 

F 

MACDONALD. C. E. 

8501070247 

WASTE MOT 

LEMPGES. T. E. 

8501230193 

50-220 

Q 

LINDSTROM, M. 

8501020124 

XPDRTLIC 


MACDONALD, C. E. 

8501070249 

71-5942 

LEMPGES. T. E. 

8501230433 

50-220 

Q 

LI NEMAN, J. J. 

8501110351 

WASTE MGT 

MACDONALD. C. E. 

8501070253* 

71-5942 

LEMPGES. T, E. 

8501240206 

50-220 

R 

LINEMAN. J. J. 

8501280728 

WASTE MGT 

MACDONALD, C. E. 

8501070446 

WASTE MGT 

LEMPGES. T. E. 

8501250078 

50-410 

R 

LINN, P. A. 

8501180292 

TOPREP 


MACDONALD. C. E. 

8501080580 

71-167 

LEMPGES. T. E, 

8501280316 

50-220 

R 

LINVILLE. J. C. 

8501240120* 

50-272 

a 

MACDONALD. C. E. 

8501080661 

71-6346 

LEMPGES. T. E, 

8501310387 

50-220 

S 

LIOW, J. 

8501030013 

NUREG 


MACDONALD. C. E. 

8501080667* 

71-6346 

LEMPGES. T. E, 

8501310485 

50-220 

R 

LIPINSKI.D. R. 

8501100191* 

50-245 

Q 

MACDONALD. C. E. 

8501080674 

71-6280 

LENAHAN. J. J. 

8501180449* 

50-389 

Q 

LITCHFIELD. M. 

8501250401 

50-424 

H 

MACDONALD. C. E. 

8501080677 

71-9073 

LENAHAN. J. J. 

8501210031* 

50-400 

Q 

LITKE. H, J. 

8501100399* 

50-317 

P 

MACDONALD. C. E. 

8501080680* 

71-9073 

LEONARD, J. D. 

8501020327 

50-322 

E 

LITTLE, L. W. 

8501170263 

50-289 

G 

MACDONALD. C. E. 

8501100303 

71-9163 

LEONARD. J. D. 

8501080030 

50-322 

P 

LITTLE, M. 

8501090220 

CONTRACT 


MACDONALD. C. E. 

8501100313* 

71-9163 

LEONARD. J. D. 

3501160029 

50-322 

P 

LITTLE, M. 

8501100602 

CONTRACT 


MACDONALD. C. E. 

8501110416 

71-524 

LEONARD, J. D. 

8501210117 

50-322 

F 

LITTLE, M. 

8501160069 

CONTRACT 


MACDONALD. C. E. 

8501110419 

71-199 

LEONARD. J. D. 

8501230338 

50-322 

P 

LITTLE, M. 

8501230118 

CONTRACT 


MACDONALD. C. E. 

8501110422 

71-193 

LEONARD. J. D. 

8501250124 

50-322 

P 

LITTLE, M. 

8501230175 

CONTRACT 


MACDONALD. C. E. 

8501110449 

71-347 

LEONARD. J. D. 

8501280741 

50-322 

5 

LITTLE, W. S. 

8501020224 

50-282 

G 

MACDONALD. C. E. 

8501110451 

71-248 

LEONARD. U. D. 

8501310185 

50-322 

P 

LITTLE, W. S. 

8501020506 

50-482 

V 

MACDONALD. C. E. 

8501110453 

71-79 

LEP. M. 

8501040233* 

50-412 

A 

LITTLE. W. S. 

8501140127 

50-456 

V 

MACDONALD. C. E. 

8501110456 

71-239 

LETSCHE. K. J. 

8501070028 

50-322 

G 

LITTLE, W. S. 

8501150455 

50-483 

Q 

MACDONALD. C. E. 

8501110457 

71-26 

LETSCHE. K. J. 

8501070028 

50-322 

G 

LITTLE. W. S. 

8501210139 

50-263 

V 

MACDONALD, C. E. 

8501110460 

71-356 

LETSCHE, K, J. 

8501230355 

50-322 

G 

LITTLE, W. S. 

8501220163 

50-282 

G 

MACDONALD. C. E, 

8501110464 

71-355 

LETSCHE, K. J. 

8501230355 

50-322 

G 

LITTLE. W, S. 

8501220210 

50-373 

Q 

MACDONALD. C. E. 

8501110520 

71-349 

LEUHMAN, J. G. 

8501210027* 

50-338 

G 

LITTLE. W. S. 

8501220216* 

50-373 

G 

MACDONALD, C. E. 

8501180016 

71-9080 

LEVENTHAL. P. L. 

8501280598 

FGIA 


LITTLE. W. S. 

8501240652 

50-282 

V 

MACDONALD. C. E. 

8501180020* 

71-9080 

LEVINE, J. M. 

8501180215 

50-313 

F 

LITTLE. W. S. 

8501240655 

50-440 

V 

MACDONALD. C. E. 

8501180024 

71-6400 

LEVY. M. 

8501240065 

FOIA 


LITTLE, W. S. 

8501280142 

50-254 

Q 

MACDONALD. C. E. 

8501180027* 

71-6400 

LEVY. S. 

8501250573* 

50-272 

R 

LITTLE. W. S. 

8501290160 

50-305 

Q 

MACDONALD. C, E. 

8501180438 

71-363 

LEWIS, D. R. 

8501090202 

50-289 

G 

LITTLE, W. S. 

8501290164* 

50-305 

Q 

MACDONALD. C. E. 

8501180443 

71-360 

LEWIS. D. R. 

8501090202 

50-289 

G 

LITTLE, W. S. 

8501290647 

50-341 

Q 

MACDONALD. C. E. 

8501180460 

71-27 

LEWIS, H. W. 

8501210148 

ACRS 


LITTLEHALES. 0. 

8501040200 

QA999 


MACDONALD, C. E. 

8501180469 

71-24 

LEWIS, H. W. 

8501210154 

ACRS 


LITTLEHALES, G. 

8501230604* 

FOIA 


MACDONALD. C. E. 

8501180493 

71-114 

LEWIS, H. W. 

8501210231 

50-339 

0 

LITTLEHALES. G. 

8501240088* 

FOIA 


MACDONALD. C. E. 

8501180496 

71-362 

LEWIS, M. 

8501150130 

PR 


LITTLEHALES. G. 

8501240095* 

50-508 

A 

MACDONALD. C, E. 

8501180499 

71-60 

LEWIS. M. 

8501150260 

PR 


LITTLEHALES, G. 

8501240108* 

FOIA 


MACDONALD, C. E. 

8501210014 

71-358 

LEWIS, P. R. 

8501300646 

50-289 

G 

LIU, W. C. 

8501180083* 

50-424 

Q 

MACDONALD. C. E. 

8501210017 

71-160 

LEWIS, P. R. 

8501300646 

50-289 

G 

LLOYD, M, 

8501080640* 

COMMISSION 

MACDONALD. C. E. 

8501210020 

71-352 

LEWIS, R. C. 

8501180012* 

50-327 

G 

LLOYD. R. L. 

8501080114* 

50-482 

Q 

MACDONALD. C. E. 

8501210023 

71-206 

LEWIS, R, C. 

8501180015* 

50-338 

Q 

LOCKE. R. F. 

8501080109 

50-133 

G 

MACDONALD. C. E. 

8501210026 

71-88 

LEWIS, R. C. 

8501180076* 

50-335 

G 

LOCKE. R. T, 

8501030135 

50-352 

G 

MACDONALD. C. E. 

8501210028 

71-159 

LEWIS, R.C. 

8501210019 

50-250 

G 

LODGE, T. J. 

8501290477 

50-440 

G 

MACDONALD, C. E. 

8501240665 

71-9181 

LEWIS, R. C. 

8501210134 

50-438 

Q 

LODGE, T, J. 

8501290477 

50-440 

6 

MACDONALD, C. E. 

8501240667* 

71-9181 

LEWIS, R. C. 

8501210168 

50-261 

Q 

LOFY, R, A. 

8501140443* 

CONTRACT 


MACDONALD. C. E. 

8501250033 

71-5026 

LEWIS, R. C. 

8501210314* 

50-250 

G 

LOGSDON. M. 

8501070185 

WASTE MOT 

MACDONALD. C. E. 

8501250038* 

71-5026 

LEWIS, R. C. 

8501240035 

50-321 

G 

LOGSDON, M. J. 

8501040321* 

WASTE MGT 

MACDONALD. C. E. 

8501250145* 

FOIA 

LEWIS. R. C. 

8501240144 

50-321 

G 

LOGUE, R. H, 

8501240313 

50-277 

R 

MACDONALD. C. E. 

8501250154* 

FDIA 

LEWIS, R. N. 

8501180365* 

50-244 

P 

LOIGNON, 0. A, 

8501230594 

50-395 

R 

MACDONALD. C. E, 

8501250195* 

71-9006 

LEWIS, S. H, 

8501100247 

40-2061 


LONG, G. 

8308180638* 

50-382 

U 

MACDONALD. C. E. 

8501250266* 

71-9006 

LEWIS, S. H. 

8501100291 

40-2061 


LONG, L. T. 

8501030013 

NUREG 


MACDONALD. C. E. 

8501250268* 

71-9006 

LEY, M. 

8501070212 

50-275 

P 

LONG. R. 

8308180621* 

50-382 

U 

MACDONALD. C, E, 

8501250384* 

FOIA 

LIANG, C. 

8501070403 

NUREG 


LONG. R. 

8501240420* 

50-289 

P 

MACDONALD, C. E, 

8501250393* 

FOIA 

LICARl,k. 

8501 140040 

50-10 

F 

LONGENECKER, G. 

8501150025 

50-271 

P 

MACDONALD. C. E. 

8501250399* 

FOIA 

LICHTENBERGER 

8501040026 

70-1100 


LOO. W. W. 

8501070236 

WASTE MOT 

MACDONALD, C. E. 

8501250420* 

FOIA 

LICITRA. E. A. 

8501030265 

50-528 

F 

LOUMIS.M. 

8501300478 

PR 


MACDONALD. C. E. 

8501250427* 

FOIA 

LICITRA. E. A. 

8501030266 

50-528 

A 

LOUX, R. R. 

8501110380 

WASTE MOT 

MACpOKAiD. C. E. 

8501250433* 

FOIA 

LICKUS. R. 

8501080002 

50-263 

8 

LOVE. R. S. 

8501250561* 

50-461 

G 

MACDONALD. C. E. 

8501250440* 

FDIA 

LICKUS.R. 

8501110284 

50-263 

S 

LOVELL. C. 

8501080336* 

ORG 


MACDONALD. C. E. 

8501280024 

71-4SSB 

LIDEN. E. A. 

8501030272* 

50-272 

G 

LOW, E, 

8501250176* 

FOIA 


MACDONALD. C. E. 

8501280032 

71-9192 

1 IDEN. E. A. 

8501080001 

50-272 

P 

LUBENAU, j. 0. 

8501250277* 

FOIA 


;■ MACDONALD. C. E, 

8501280073 

WASTE MGT 

lioen.e,a. 

8501080044 

50-272 

P 

LUBENAU. J. 0. 

8501250351* 

FOIA 


MACDONALD. C. E. 

8501280646 

71-5862 
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NUMBER 
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AUTHOR 

NUMBER 

CATEGORY 

MACDONALD. C. E. 

8501280718 

71-54 


MANGAN, C. V. 

8501290390 

50-220 

P 

MARTIN. T. T. 

841 1260169 

50-289 

MACDONALD, C. E. 

8501280723 

71-42 


MANGAN, C. V. 

8501300595 

50-410 

S 

MARTIN. T. T. 

8411260171 

50-289 

MACDONALD, C. E. 

8501280725 

71-177 


MANN, S. A. 

8501040289 

WASTE MGT 

MARTIN, T. T. 

8411290159 

50-286 

MACDONALD, C. E. 

8501280739 

71-62 


MANN, S. A. 

8501040310 

WASTE MGT 

MARTIN, T. T. 

8501020082 

50-354 

MACDONALD, C. E. 

8501280751 

71-122 


MANN, S. A. 

8501070439 

WASTE MGT 

MARTIN, T. T. 

8501020092 

50-352 

MACDONALD, C. E. 

8501290157 

71-258 


MANN, S. A. 

8501070465 

WASTE MGT 

MARTIN, T. T. 

8501020126 

50-352 

MACDONALD, C. E. 

8501290161 

71-144 


MANN, S. A. 

8501070475 

WASTE MGT 

MARTIN, T. T. 

8501020388 

40-6920 

MACDONALD, C. E. 

8501290162* 

71-144 


MANN, S. A. 

8501100091 

WASTE MGT 

MARTIN, T. T. 

8501030068 

50-286 

MACDONALD, C. E. 

8501290580 

71-238 


MANN, S. A. 

8501290707 

WASTE MGT 

MARTIN. T. T. 

8501070175 

50-225 

MACDONALD, C. E. 

8501290584* 

71-238 


MANQLY. K. A. 

8501240055* 

50-352 

G 

MARTIN. T. T. 

8501080245 

50-219 

MACDONALD, C. E. 

8501290630 

71-5916 


MANRY, M. 

8501160067 

50-321 

R 

MARTIN, T. T. 

8501080537 

50-271 

MACDONALD, C. E. 

8501290667 

71-231 


MARABITO, R. 

8501080002 

50-263 

S 

MARTIN, T. T. 

8501080554 

50-199 

MACDONALD. C. E. 

8501290671* 

71-231 


MARABITQ. R. 

8501110284 

50-263 

S 

MARTIN, T. T. 

8501080564 

50-277 

MACDONALD, C. E. 

8501290679 

71-6144 


MARCHESE. A. R. 

8501180436* 

FOIA 


MARTIN. T. T. 

8501100001 

50-387 

MACDONALD, C. E. 

8501290690* 

71-6144 


MARCHETI, C. L. 

8501230086 

FOIA 


MARTIN. T. T. 

8501 100170 

50-412 

MACDONALD. C. E. 

8501290696 

71-89 


MARGULIES, M. B. 

8501230407 

50-424 

6 

MARTIN, T. T. 

8501100198 

50-289 

MACDONALD. C. E. 

8501290703* 

71-89 


MARKEE, E. H. 

8501150370* 

50-482 

Q 

MARTIN. T. T. 

8501100221 

50-412 

MACDONALD. C. E. 

8501290712 

71-1 


MARKEY, E. J. 

8501080516* 

50-275 

U 

MARTIN. T. T. 

8501 100224 

XPORTLIC 

MACDONALD, C. E. 

8501290728 

71-21 


MARKLEY. D. 

8501290184 

WASTE MGT 

MARTIN. T. T. 

8501 100269 

50-322 

MACDONALD. C. E. 

8501290736* 

71-21 


MARKS, A. U. 

8501180165 

FOIA 


MARTIN. T. T. 

8501 100307 

50-220 

MACDONALD, C. E. 

8501290746 

71-341 


MARSCHALL, C. W. 

8501280617 

NUREG 


MARTIN, T. T. 

8501100314 

50-272 

MACDONALD, C. E. 

8501290749* 

71-341 


MARSH, L. 

8501070403 

NURE6 


MARTIN. T. T. 

8501100371 

50-213 

MACDONALD, C. E. 

8501290756 

71-357 


MARSH, W. C. 

8501240194* 

50-206 

Y 

MARTIN, T. T. 

8501100416 

50-352 

MACDONALD, C. E. 

8501290757* 

71-1 


MARSH, W. C. 

8501240198* 

50-206 

V 

MARTIN. T. T. 

8501100521 

50-336 

MACDONALD, C. £. 

8501290758 

71-366 


MARSHALL, J. 0. 

8501160291 

50-373 

P 

MARTIN, T. T. 

8501100605 

50-322 

MACDONALD. C. E. 

8501300436* 

71-115 


MARSHALL, J. G. 

8501170202 

50-373 

P 

MARTIN, T. T. 

8501110018 

50-277 

MACRAE, J. B. 

8501080468 

ORG 


MARSHALL, J. R. 

8501250248 

50-313 

F 

MARTIN. T. T. 

8501110035 

50-322 

MACRAE, J. B. 

8501080540 

ORO 


MARSHALL, J. R. 

8501310213 

50-313 

F 

MARTIN. T. T. 

8501110036 

40-7354 

MACRAE, J. B. 

8501210103 

ORG 


MARSTON.R, R. 

8501180429* 

50-416 

G 

MARTIN, T. T. 

8501110041 

50-423 

MACRAE, J. B. 

8501210108 

ORG 


MARSTDN.R, R. 

8501210046* 

50-416 

Q 

MARTIN, T. T, 

8501110135 

50-322 

MADDEN, B. 

8501100188 

50-272 

S 

MARSTON.R. R. 

8501210053* 

50-250 

Q 

MARTIN. T. T. 

8501110148 

50-289 

MADDEN, B. 

8501280364 

50-322 

s 

MARTHIS, H. L. 

8501240198* 

50-206 

V 

MARTIN, T. T. 

8501110415 

50-193 

MADDEN, P. M. 

8501210145* 

50-438 

0 

MARTIN, D. E. 

8501110391 

WASTE MGT 

MARTIN, T. T. 

8501110424 

40-672 

MADDEN, W. 

8501030072* 

50-286 

Q 

MARTIN, J. B. 

8501020056 

STATE PROG 

MARTIN, T. T, 

8501110474 

50-29 

MADDEN, W. 

8501110481* 

50-29 

Q 

MARTIN, J. B. 

8501030220 

STATE PROG 

MARTIN, T. T. 

8501110483 

50-244 

MADDEN, W. 

8501280521* 

70-371 


MARTIN, J. B. 

8501070406 

50-528 

Q 

MARTIN, T. T. 

8501110486 

50-309 

MADDEN, N. J. 

8501290697* 

50-293 

Q 

MARTIN, J. B. 

8501080454 

PR 


MARTIN, T. T. 

8501110509 

50-334 

madeda, t. j. 

8501070375* 

50-341 

Q 

MARTIN, J, B. 

8501100048 

50-528 

Q 

MARTIN, T. T. 

8501140061 

50-333 

MADSEN, 0. L. 

8501030434* 

50-482 

Q 

MARTIN, J. B. 

8501150290 

50-344 

Q 

MARTIN, T, T. 

8501140067 

50-219 

MADSEN, C. L. 

8501280724* 

50-482 

Q 

MARTIN, J. B. 

8501150339 

PR 


MARTIN, T. T. 

8501140098 

50-289 

MADSEN, 0. L. 

8501290511* 

50-482 

0 

MARTIN, J. B. 

8501230295 

50-275 

Q 

MARTIN. T. T. 

8501210159 

50-352 

MADSEN, S. H. 

8501290744* 

CONTRACT 


MARTIN, J. D. 

8501020206 

50-397 

S 

MARTIN, T. T. 

8501210189 

50-293 

MAHLER, R. J. 

8501100646* 

CONTRACT 


MARTIN, J. D. 

8501020385 

50-397 

8 

MARTIN, T. T. 

8501220450* 

FOIA 

MAZER, J. E. 

8501240156 

50-244 

F 

MARTIN, J. D. 

8501030199 

50-397 

S 

MARTIN, T. T. 

8501220455* 

FOIA 

MAZSE, 0. 

8501180309* 

FOIA 


MARTIN, J. D. 

8501030205 

50-397 

S 

MARTIN, T. T. 

8501230084 

50-245 

MAISE. G. 

8501180376* 

FOIA 


MARTIN, J. D. 

8501030210 

50-397 

S 

MARTIN. T. T, 

8501230107* 

50-245 

MAZSE, G. 

8501180392* 

FOIA 


MARTIN, J. D. 

8501030213 

50-397 

S 

MARTIN, T. T. 

8501230116 

50-220 

MAKYNEN, J. 

8501160122* 

FOIA 


MARTIN, J. D. 

8501180142 

50-397 

S 

MARTIN. TT. 

8501230159 

50-322 

MALEY, B. 

8501100016 

50-320 

F 

MARTIN, J. D. 

8501240306 

50-397 

R 

MARTIN. T. T. 

8501240064 

50-317 

MALLOY, J. A. 

8501220227* 

50-373 

0 

MARTIN, J. D. 

8501280616 

50-397 

8 

MARTIN, T, T. 

8501240203 

50-387 

MALLOY, J. A. 

8501250088* 

FOIA 


MARTIN. J. D. 

8501280695 

50-397 

S 

MARTIN. T T. 

8501240275 

50-423 

MALLOY, M, 

8501290260* 

FOIA 


MARTIN, J. D. 

8501290231 

50-397 

S 

MARTIN, T. T. 

8501240324 

50-293 

MALLOY, M. 

8501290287* 

FOIA 


MARTIN, J. D. 

8501290253 

50-397 

s 

MARTIN, T. T. 

8501240436* 

FOIA 

malddy, C. w. 

8501090226 

XPORTLIC 


MARTIN, J. D. 

8501290322 

50-397 

S 

MARTIN, T. T. 

8501280516 

70-371 

MALSCH, M. G. 

8501030141 

50-289 

0 

MARTIN, J. D. 

8501290367 

50-397 

s 

MARTIN, T. T. 

8501290113 

50-289 

MALSCH, M. G. 

8501150022* 

COMMISSION 

MARTIN, J. D. 

8501290383 

50-397 

s 

MARTIN. T. T. 

8501290132 

50-219 

MALSCH, M. 0. 

8501150046* 

50-322 

A 

MARTIN, J. D. 

8501290433 

50-397 

p 

MARTIN. T. T. 

8501290323 

50-334 

MALSCH, M. 0. 

8501210400* 

50-289 

P 

MARTIN, J. J. 

8501 100775 

50-354 

s 

MARTIN, T. T. 

8501290346 

50-387 

MALSCH, M. G. 

8501220378* 

50-247 

F 

MARTIN, L. 

8501070308* 

50-313 

Q 

MARTIN, T. T. 

8501290664 

50-219 

MALSCH, M. G. 

8501280411* 

50-382 

G 

MARTIN, L. 

8501080153* 

50-313 

Q 

MARTIN. T. T, 

8501290670 

50-213 

MALSCH, M, G. 

8501280417* 

FOIA 


MARTIN, L. 

8501150370* 

50-482 

Q 

MARTIN, T. T. 

8501290683 

50-293 

MALSCH, M. G. 

8501280435* 

FOIA 


MARTIN, L. 

8501250509* 

50-313 

G 

MARTIN, T. T. 

8501290704 

50-309 

MALSCH, M. G. 

8501280443* 

50-289 

0 

MARTIN, L. E. 

8501020465* 

50-313 

Q 

MARTIN, T. T. 

8501290710 

50-272 

MALSCH, M. G. 

8501280452* 

50-293 

0 

MARTIN, L. E. 

8501030434* 

50-482 

0 

MARTIN, T. T, 

8501300049 

50-272 

MALSCH, M. G, 

8501280511* 

FOIA 


MARTIN, L. E. 

8501040021* 

50-285 

Q 

MARTIN, T. T. 

8501300236 

50-220 

HANDLER, U. W. 

8406270044* 

50-313 

P 

MARTIN, L. E. 

8501080113* 

50-482 

Q 

MARTIN, T, T, 

8501300315 

50-213 

MANEATZS, G. A. 

8501150157 

50-323 

A 

MARTIN, L. E. 

8501150302* 

50-482 

Q 

MARTIN, T. T. 

8501300341 

50-317 

MANGAN, C. V. 

8501020218 

50-410 

A 

MARTIN, L. E. 

8501150324* 

50-482 

Q 

MARTIN. T. T. 

8501300347 

50-333 

MANGAN, C. V. 

85Q 1020341 

50-410 

A 

MARTIN, L. E. 

8501250564* 

50-313 

0 

MARTIN. T. T. 

8501310242 

50-352 

MANGAN, C. V. 

8501030156 

50-220 

P 

MARTIN, L, E. 

8501280388* 

50-482 

Q 

MARTIN, T. T. 

8501310333 

50-277 

MANGAN, C. V. 

8501070381 

50-410 

K 

MARTIN, L. E. 

8501290299* 

50-285 

0 

MARTIN, T. T. 

8501310415 

50-289 

MANGAN, C. V. 

850 i 080384 

50-410 

F 

MARTIN, L.E. 

8501290469* 

50-482 

Q 

MARTIN, W.G. 

8501100234* 

XPORTLIC 

MANGAN, C. V. 

8501080402 

50-410 

K 

MARTIN, L. E. 

S5012#0511* 

50-482 

Q 

MARTIN, W, G. 

8561250127* 

FOIA 

MAN^N, C. V. 

8501080414* 

50-410 

A 

martin, L.E, 

8501300448* 

50-482 

Q 

MARTIN, W. G. 

8501250181* 

FOIA 

MANGAN, C. V. 

8501080481 

50-410 

8 

MARTIN, L. E. 

8501300701* 

50-482 

Q 

MARTIN, W.G. 

B50i250196* 

FOIA 

MANGAN, C. V. 

8501100349 

50^10 

A 

MARTIN, L. E. 

8501310189* 

50-482 

s’: 

MARTIN. W. 0. 

85Q 1250223* 

FOIA 

MANGAN, C. Y. 

8501100769 

50r4l;Q; '■ 

8 

MARTIN, U e 

8501310356* 

50-285 

Q 

MARTIN, W, G. 

8501250839* 

FOIA 

MANGAN, C. Y. 

8501100798 

50-410 

S 

MARTIN, R. 

8501070441 

5<^352 

P 

MARTIN, W. G. 

8501250253* 

FOIA 

MANGAN, C. Y. 

8501100810 

!<O-4.l0. 

8 

MARTIN, R. D. 

8501140469 

STATiS PROG 

MARTIN, W. G. 

8501250276* 

FOIA 

MANGAN, C. Y. 

8501100811 

59-410 

8 

MARTIN, R. D. 

8501150094 

STATE PROG 

MARTIN, W. G. 

8501250338* 

FOIA 

MANGiNi C. Y. 

8501110066 

50-416 

8 

MARTIN, R. D. 

8501210001 

state pr^g 

MARTI Nf W, 0. 

BSOi 250340* 

FOIA 

MANGAN. C. Y. 

8501150096 

50-410 

0 

MARTIN, R.D. 

8501210183 

50-267 

Q 

MARTINEZ, E. D. 

8501070454 


MANGAN, C. Y. 

8501250225 

50-410 

A 

MARTIN, R. D. 

^1250530 

50-313 

Q 

MARTINEZ, E. D. 

8501280700 

;;27-4S,,, 

MANGAN, C. Y. 

8501250283 

50-410 

A 

MARTIN, R.D. 

8501280256 

50-267 

P 

MARTINEZ, E. D. 

8501290747 

27r4;jB',;^:':;,' 

MANGAN, C. Y. 

8501280181 

50-410 

S 

MARTIN, T. T. 

8201220231* 

FOIA 


MARTINSON, R. L. 

6501100342 

ADVCM 



560 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MASON. C. 

8501070552* 

50-261 

p 

MASSARO. S. A. 

8501030243 

NUREG 


MASSE. F. 

8501300291 

PRM 


MASSEY. J. V. 

8501100146* 

PROJ 


MASTERSON, V. 

8501080118 

50-373 

5 

MASTERSON. U. 

8501250007 

50-373 

S 

MASTERSON. V. 

8501250512 

50-373 

S 

MATHEWS. 0. B. 

8405020101* 

50-424 

F 

MATHIASEN. G. D, 

8501100702 

70-754 


MATHIS. H. L. 

8501240194* 

50-206 

u 

MATHIS. J. L. 

8501180486* 

50-416 

0 

MATT I A. M. J. 

8501280599* 

CONTRACT 


MATTSON, P. J. 

8501180373* 

FOIA 


MATTSON. R. 

8311010123* 

FOIA 


MATTSON. R. J. 

8110230021* 

50-3 

p 

MATTSON. R. J. 

8308150493* 

50-295 

p 

MATTSON. R. J. 

8501180381* 

FOIA 


MATTSON. R. J. 

8501230029* 

50-275 

p 

MATTSON. R. J. 

8501300605* 

50-3 

p 

MAUPIN. M. W. 

8501290216 

50-338 

G 

MAUPIN. M. W. 

8501290492 

50-338 

G 

MAURA. F. 

8501100347* 

50-341 

0 

MAXEY, W. 

8501280617 

NUREG 


MAXWELL. 0. C. 

8501160519 

50-237 

R 

MAXWELL. G. F. 

8501180176* 

50-400 

Q 

MAYBERRY. G. B. 

8501250070* 

FOIA 


MAYBERRY. G. B. 

8501250172* 

FOIA 


MAYBERRY. G. B. 

8501250271* 

FOIA 


MAYES. E, C. 

8501250096* 

FOIA 


MAYS. R. L. 

8501220363* 

50-320 

P 

MAYS. R. L. 

8501220364* 

50-320 

P 

MAYWEATHER. L. I. 

8501220016 

50-361 

R 

MAYWEATHER, L. I. 

8501240070 

50-206 

R 

MCALLISTER. S. 

8501140511 

50-309 

S 

MC ALPINE. E. J. 

8411140059* 

70-1151 


MCALPINE. E, J. 

8501310412 

70-143 


MCBAY. M, G. 

8501240207 

50-321 

R 

MCBRIDE. A. 

8501070552* 

50-261 

P 

MCBRIDE. M, 

8501080235* 

50-293 

Q 

MCCABE. B. 

8501290723 

50-249 

S 

MCCABE. E. C. 

8501070302* 

50-277 

Q 

MCCABE. E. C. 

8501080551* 

70-371 


MCCABE. E. C. 

8501100191* 

50-245 

Q 

MCCABE. E. C. 

8501310091* 

50-213 

Q 

MCCAFFERTY. D. B. 

8501100173* 

50-317 

F 

MCCAFFREY. J. W. 

8501300648 

50-461 

G 

MCCAFFREY. J. W. 

8501310197 

50-373 

H 

MCCANN. M. W. 

8412270324* 

50-335 

P 

MCCARTY. C 

8501100546 

40-8728 


MCCLINTOCK. R. 

8501250107* 

FOIA 


MCCLINTOCK. R. 

8501250160* 

FOIA 


MCCLINTOCK. R. 0. 

7901100099* 

FOIA 


MCCLINTOCK. R. 0. 

7901100107* 

FOIA 


MCCLINTOCK. R. 0. 

7910290368* 

FOIA 


MCCLINTOCK. R. 0. 

7910290377* 

FOIA 


MCCLINTOCK. R. 0. 

8005070664* 

FOIA 


MCCLINTOCK, R. 0. 

8501250080* 

FOIA 


MCCLINTOCK. R. 0. 

8501250081* 

FOIA 


MCCLINTOCK, R. 0. 

8501250123* 

FOIA 


MCCLINTOCK. R. 0, 

8501250126* 

FOIA 


MCCLINTOCK, R. 0. 

8501250138* 

FOIA 


MCCLINTOCK. R. 0. 

8501250224* 

FOIA 


MCCLINTOCK. R. 0. 

8501250327* 

FOIA 


MCCLINTOCK, R. 0. 

8501250376* 

FOIA 


MCCLINTOCK. R, 0. 

8501250412* 

FOIA 


MCCLINTOCK. R. 0. 

8501250413* 

FOIA 


MCCLOUD. D. E. 

8501150373 

50-390 

E 

MCC0IWEt4_. J. W. 

8501110387* 

WASTE MGT 

MCCOOL.,W.B, 

8501140530* 

50^1 

0 

MCCORiKLi. G. 

8501280250* 

#OlA 


MCCORKLE. 0. W. 

28(^38* 

FOIA 


MCCORKLE, G. W. 

8501280319* 

FOIA 


MCCORMICK. W. N. 

8501 100594* 

CONTRACT 


MCCORMICK. W. N. 

8501110051* 

CONTRACT 


MCCORMICK^BARGE 

8501300701* 

50-482 

Q 

MCCOY, S. M. 

8501070153 

WASTE MOT 

MCCRORY. S. L. 

8501230145* 

50-368 

Q 

MCCRORY. S. L. 

8501230162* 

50-285 

Q 

MCCRORY.®; L. 

8501290293* 

50-285 

Q 

MCDONALD. D. D. 

9:501220346 

FOIA 


MCDONALD. D. G. 

8501020006 

50-250 

F 

MCDONALD R.P. ; 

8501070248 

50-348 

V 

MCDONA|j>;R. P. 

95^1080096 

50^348 

F 

^MPDONALJXR. P. 

.8501080467 

- 50r364. 

.8 

.mcdqn^o>;r. P. ^ ' 

, 8501160492 

^$44 : 

S 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MCDONALD. R. P. 

8501180055 

50-348 

P 

MCDONALD. R. P. 

8501210149* 

50-348 

Q 

MCDONALD. R. P. 

8501250120 

50-348 

F 

MCDONALD. R. P. 

8501250502 

50-364 

S 

MCDONALD. W. A. 

8501090370 

71-397 


MCDUFFIE. M. A. 

8501210172* 

50-261 

Q 

MCFADDEN, J. R. 

8501080520 

70-343 


MCGARRY, J. M. 

B5011104B9 

50-413 

0 

MCGARRY, J. M. 

8501110489 

50-413 

G 

MCGAUOHY. J. P. 

8501300349* 

50-416 

V 

MCGAUOHY. R. W. 

8501160369 

50-331 

F ■ 

MCGAUOHY. R. W. 

8501160380 

50-331 

P 

MCGAUOHY. R. W. 

8501170102 

50-331 

P 

MCGAUOHY. R. W. 

8501230393 

50-331 

P 

MCGAUOHY. R. W. 

8501250194 

50-331 

P 

MCGAUOHY. R. W. 

8501250211 

50-331 

P 

MCGAUOHY. R. W. 

8501280337 

50-331 

F 

MCGAUOHY. R. W. 

8501290276 

50-331 

P 

MCGAUOHY. R. W. 

8501290483 

50-331 

P 

MCOAUOHY. R. W. 

8501310407 

50-331 

F 

MCGAUOHY. R. W. 

8501310420 

50-331 

P 

MCOHEEi T. 

8501110082 

50-334 

S 

MCOHEE. T. M. 

8501300553 

50-334 

S 

MCGHEE. T. M. 

B501310199 

50-334 

S 

MCOINNESS. J. A. 

8501250324* 

FOIA 


MCOUIRE.D. R. 

8501070313* 

50-280 

Q 

MCGUIRE. D. R. 

8501080276* 

50-324 

Q 

MCOUIRE.D. R. 

8501080345* 

70-1426 


MCOUIRE.D. R. 

8501150182* 

50-538 

Q 

MCOUIRE, D. R. 

8501150198* 

50-538 

Q 

MCOUIRE.D. R. 

8501150265* 

50-395 

Q 

MCOUIRE. D. R. 

8501150392* 

50-62 

Q 

MCOUIRE. D. R. 

8501150400* 

50-160 

Q 

MCOUIRE.D. R. 

8501150405* 

50-297 

Q 

MCOUIRE.D. R. 

8501150409* 

50-297 

Q 

MCOUIRE.D. R. 

8501150415* 

50-406 

Q 

MCOUIRE.D. R. 

8501150419* 

50-406 

Q 

MCOUIRE.D. R. 

8501150427* 

50-13 

Q 

MCOUIRE.D. R. 

8501150433* 

50-13 

Q 

MCOUIRE. D. R. 

8501150460* 

50-160 

Q 

MCOUIRE, D. R. 

8501160026* 

50-338 

Q 

MCOUIRE. D. R. 

8501210015* 

50-335 

Q 

MCOUIRE.D. R. 

8501210021* 

50-250 

Q 

MCGUIRE. D. R. 

8501230219* 

70-143 


MCOUIRE. D. R. 

8501230573* 

50-321 

Q 

MCOUIRE.D. R. 

8501240041* 

50-321 

Q 

MCOUIRE. L. A. 

8501180038 

50-454 

F 

MCGURREN. H. J. 

8501040061 

50-338 

0 

MCGURREN. H. J. 

8501230277 

50-338 

0 

MCGURREN. H. J. 

8501290199 

56-338 

0 

MCKENNA. P. 

8501300405* 

50-206 

Q 

MCKIBBEN. J. C. 

8501150299 

50-186 

F 

MCKIBBEN. J. C. 

8501150343 

50-186 

S 

MCKNIGHT 

8501230015* 

CONTRACT 


MCLAUGHLIN. L. 

8501100056 

50-389 

S 

MCLAUGHLIN, S. D. 

8501180410* 

FOIA 


MCLEAREN. T. 

8501280631 

CONTRACT 


MCLELLAN. T. K. 

8501080114* 

50-482 

Q 

MCMILLEN. J. I. 

8501020228* 

50-282 

Q 

MCMILLEN. J. I. 

8501150458* 

50-483 

Q 

MCMILLEN. J. I. 

8501280152* 

50-254 

Q 

MCNAMARA. A. E. 

8501230589 

50-244 

R 

MCNEILL. C. A, 

8501020217 

50-286 

P 

MCNEILL. C. A, 

8501020219 

50-286 

P 

MCNEILL. C. A, 

8501020273 

50-286 

P 

MCNEILL. C. A. 

8501040002 

50-333 

P 

MCNEILL. C. A. 

8501040004* 

50-333 

P 

MCNEILL. C. A. 

8501040119 

50-286 

P 

MCNEILL. C. A. 

8501090106 

50-286 

P 

MCNEILL, C, A, 

8501150341 

50-^2B6 

F 

MCNEILL. C, A. 

8(501170089 

50-333 

P 

MCNEILL, C. A. 

8501210056 

50-333 

P 

MCNEILL. C. A. 

8501220287 

50-286 

P 

MCNEILL. C. A. 

8501250017 

50-333 

P 

MCNEILL. C, A. 

8501250022* 

50-333 

P 

MCNEILL. C. A. 

8501250143 

50-333 

P 

MCNEILL. C. A. 

8501250334 

50-286 

P 

MCNEILL. C. A. 

8501256357* 

50-286 

P- 

MCNEILL. C. A. 

8501280437 

50-333 

Q 

MCNEILL. C. A. 

8501290312 

50-286 

P 

MCNEILL. W. M. 

8501230237* 

50-458 

Q 

MCNICHOLAS, T. Mi 

8501250316* 

FOIA 


MCQUEEN. A. D. 

8501020407* 

70-734 


MEDFORD. M. 0. 

8501020315 

50-206 

F"? 

M^FORD. M. a.. , 

8501150355 

50-361 




ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MEDFORD, M. 0. 

8501170068 

50-361 

P 

MEDFORD. M. 0. 

8501180033 

50-206 

P 

MEDFORD. M. 0. 

8501180401 

50-206 

P 

MEDFORD, M. 0. 

8501210135 

50-361 

R 

MEDFORD. M. 0. 

8501240183 

50-206 

V 

MEDFORD. M. 0. 

8501250104 

50-361 

P 

MEDFORD. M. 0. 

8501250174 

50-361 

P 

MEDFORD. M. 0. 

8501250193 

50-361 

F 

MEDFORD, M. 0. 

8501290518 

50-361 

P 

MEDFORD. M. 0. 

8501300219 

50-361 

P 

MEDFORD. M. 0. 

B501310014 

50-361 

P 

MELLEN. L. 5. 

8501180159* 

50-321 

Q 

MELLEN. L. S. 

8501180200* 

50-261 

Q 

MELROSE. T. 0. 

8501100379 

40-8728 


MENDEZ. R. 

8501080087* 

50-331 

Q 

MENDEZ. R. 

8501220244* 

50-454 

Q 

MERRITT. J. T. 

8501250491* 

50-445 

A 

MERR I WEATHER. N. 

8501180451* 

50-261 

Q 

MERBCHOFF. E. W. 

8501070100* 

QA999 


MERSCHOFF. E. W. 

8501090044* 

QA999 


MERSCHOFF. E. W. 

8501090131* 

QA999 


MERSCHOFF. E. W. 

8501110059* 

QA999 


MERSCHOFF, E. W. 

8501140024* 

QA999 


MERSCHOFF. E. W. 

8501170015* 

QA999 


MESERUE.B. A. 

8501160611 

40-2061 


MESSENGER. 0. 

8501300380* 

FOIA 


MESSENGER. 0. H. 

8501300287* 

50-206 

Q 

MESSENGER. G. H. 

8501300363* 

50-206 

Q 

METTE, R. J. 

B501240190* 

50-206 

V 

METTE. R. J. 

8501240194* 

50-206 

V 

METTE, R. J. 

8501240198* 

50-206 

V 

METTLER. F. A. 

0501070126* 

50-400 

0 

METTLER, F. A. 

8501070126* 

50-400 

0 

MEYER. 0, 

850 1080361 

50-293 

S 

MEYER. G. 

8501160060 

50-271 

Q 

MEYER. 0. 

8501230222 

50-293 

a 

MEYER. J. F. 

8201050366* 

50-3 

P 

MEYER, J. F. 

8305170633* 

50-295 

P 

MEYER, R. E. 

8501070625* 

WASTE RES 

MEYER, R. E. 

8501070629* 

WASTE RES 

MEYER. R. E. 

8501280387 

NUREO 


MEYER, R. N. 

8501030173 

PR 


MEYER, R. N. 

8501080146 

PR 


MICA, 0. A. 

8501240363* 

50-289 

P 

MICHAELS. C. J. 

8501230134* 

FOIA 


MIODEN. J. L. 

8501230011 

50-350 

8 

MIGENDA. J. 

8501080023 

PROJ 


MICENDA. J. 

B50 1230 143 

PROJ 


MIKOWSKI. J. 

8501140505 

FOIA 


MILANO, P. D. 

8501250521* 

QA999 


MILETI.D. S. 

8501 180434* 

50-400 

0 

MILETI.D. S. 

8501180434* 

50-400 

0 

MILETI.D, S. 

8501180434* 

50-400 

0 

MILETI.D. S. 

6501180458* 

50-400 

0 

MILETI.D. S. 

8501180458* 

50-400 

0 

MILETI.D. S. 

8501180458* 

50-400 

o 

MILETI.D. S. 

8501180471* 

50-400 

0 

MILETI, D. S, 

0501180471* 

50-400 

0 

MILETI.D. S. 

8501180471* 

50-400 

o 

MILETI.D. S. 

8501 180475* 

50-400 

o 

MILETI.D. S. 

8501180475* 

50-400 

0 

MILETI.D. S. 

8501180475* 

50-400 

o 

MILHOAN. J. L. 

8501110052* 

50-440 

a 

MILLE8, A. 

8501080460 

NUREO 


MILLER, A. 

8501080463 

NUREO 


MILLER. C, A. 

6501040084* 

50-38E 

o 

MILLER. C. A. 

8501040084* 

50-3B2 

0 

MILLER. C. L. 

8501140148 

50-244 

p 

MILLER, D. E. 

8501220007* 

50-373 

0 

MILLER. F. R. 

8501110158 

TOPREP 


MILIU^R, F. R. 

8501110158 

TOPREP 


MILLER', '■ 

8501 160584 

50-382 

R 

MILLER, 0. D. 

8501160381 

50-297 

F 

MILLER, H. J. 

8501070267 

WASTE 

MOT 

MILLER. H. J. 

8501110092 

WASTE 

MOT 

MILLER. H. J. 

8501110296 

WASTE 

MOT 

MILLER. H. J. 

8501110313 

WASTE 

MOT 

MILLER, H. J. 

8501110322 

WASTE 

MOT 

MILLER. H. J. 

8501110341 

WASTE 

MOT 

MILLER, M.J. 

8501250592 

WASTE 

MOT 

MILLER 1 H. J. 

8501280515 

WASTE 

MOT 

MILLER. H, J. 

8501290241 

WASTE 

MOT 

MILLER, J. Q. 

6501020260* 

50-280 P 
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8501180415 

50-352 

s 

NAGLE, J. C. 

8501220077 

50-352 

s 

NAGLE. J. C. 

8501220553 

50-352 

s 

NAGLE, J. C. 

8501230308 

50-352 

s 

NAGLE, U. C. 

8501280535* 

50-352 

s 

NAGLE, U. C. 

8501280537* 

50-352 

s 

NAGLE, J. C. 

8501300450 

50-352 

s 

NAGLE, U. C. 

8501310519 

50-352 

s 

NAKACAKl.H, 
NANSTA0, R. K. 
NARASIHHAN 

8501280617 

8501030036 

8501040290 

NUREG 

NUREG 

WASTE MGT 

NARBUT, A. D. 

8501220370* 

50-528 

A 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 

AU-^HOP 

NUMBER 

CATEGORY 

itARDI, A. J. 

8501030128 

70-698 


NARDI, A. J. 

8501030421 

70-1151 


NARDI, A. J. 

8501040036 

70-698 


NARDI, A. J. 

8501080027 

70-1151 


NARDI, A. J. 

8501080459 

70-1151 


NARDI, A. J. 

8501 150480 

71-251 


NASH. B. 

8501 140286 

50-289 

F 

NASH. B. 

8501240259 

50-289 

P 

NASLUND, C. D. 

8501 100809 

50-483 

S 

NASLUND, C. D. 

8501150447 

50-483 

S 

NASLUND, C. D. 

8501280079 

50-483 

S 

NASLUND, C. D. 

8501280087 

50-483 

S 

NATARAJA, H. S. 

8501040041 

WASTE RES 

NATARAJA, H. S. 

8501040251 

WASTE RES 

NEARY, J. F. 

8501310145* 

CONTRACT 

NEFF, J. 0. 

8501280371 

WASTE MGT 

NEFF, J. 0. 

8501290611 

WASTE MGT 

NEIGHBORS, J. D. 

8501080574 

50-247 

P 

NEIGHBORS, J. D. 

8501140143 

50-286 

P 

NEIGHBORS, J. D. 

8501280107 

50-3 

P 

NEILSON.R. M. 

8501110387* 

WASTE MOT 

NEITZEL.D, A. 

8501030330 

NUREG 


NELSON, B. 

8501300428 

PR 


NELSON, G. B. 

8501080274* 

70-734 


NELSON, J. 

8501140396 

50-263 

s 

NELSON, P. R. 

8501230249* 

50-201 

G 

NELSON, P. R. 

8501250099* 

FOIA 


NELSON, P. R. 

8501250116* 

FOIA 


NELSON, P. R. 

8501250132* 

40-6920 


NELSON, P. R. 

8501250147* 

FOIA 


NELSON, P. R. 

8501250149* 

FOIA 


NELSON, P. R. 

8501250163* 

FOIA 


NELSON, P. R. 

8501250168* 

FOIA 


NELSON, P. R. 

8501250209* 

FOIA 


NELSON, P. R. 

8501250284* 

FOIA 


NELSON. P. R. 

B501250314* 

FOIA 


NELSON, P, R. 

8501250358* 

FOIA 


NELSON, P. R. 

8501250366* 

FOIA 


NELSON, P. R. 

8501250374* 

FOIA 


NELSON, P. R. 

8501250405* 

FOIA 


NELSON, R. T. 

8501150435 

50-133 

S 

NELSON, W. J. 

8501180501 

NUREG 


NEMETHY, E. 

8501070255 

PR 


NEMETHY, E. 

8501070266 

PR 


NEMETHY, E. 

8501070323 

PR 


NEMETHY, E. 

8501280106 

PR 


NEMOTO, J. I. 

8501080114* 

50-482 

Q 

NERSES, V. 

8501080427 

50-460 

A 

NERSES, V. 

8501230525 

50-498 

A 

NESTELL, J. E. 

8501250075 

NUREG 


NEUBERGER.B. J. 

8501230520 

40-2061 


NEUFELD, W. R. 

8501070394 

WASTE MGT 

NEUMANN. M. R. 

8501070223 

40-8697 


NEUMANN, H. R. 

8501100346 

40-8380 


NEWACHECK, R. L. 

8501150387 

50-228 

F 

NEWBERRY, S. 

8501300614* 

50-295 

P 

NEWBERRY, S. 

8501300619* 

50-295 

P 

NEWSOME, R. W. 

8501210022* 

50-400 

G 

NICHOLAS. H. 

8501020088* 

50-354 

G 

NICHOLAS, H. H. 

8501080160* 

50-354 

G 

NICHOLAS, H. H. 

8501110043* 

50-423 

Q 

NICHOLAS, H. H. 

8501240285* 

50-423 

G 

NICHOLAS, J. B. 

8501150324* 

50-482 

Q 

NICHOLAS, J. B. 

8501290299* 

50-285 

Q 

NICHOLAS, J. B. 

8501290363* 

50-445 

Q 

NICHOLLS, H. R, 

8501110231 

WASTE RES 

NICHOLSON, N. A. 

8501090695* 

50-305 

Q 

NICHOLSON, N. A. 

8501290087* 

50-346 

Q 

NICHOLSON, T. J. 

8501140121 

PROJ 


NICHOLSON, T. J. 

8501140132 

PROJ 


NICKELL. R. E. 

8501180440* 

FOIA 


NICKLES, P. J. 

8501140540 

40-2061 


NICKLES.P. J. 

8501160611 

40-2061 


NICOLARAS, H, 

8501100647 

50-269 

F 

NICOLARAS, H. 

8501290755 

50-269 

F 

NICOLOSI, J. 

8501210166* 

50-352 

Q 

NIC0L0S1,,J. 

8501230113* 

FOIA 


NICOLOSI, J. F. 

8501220438* 

FOIA 


NICOLOSI, J. F. 

8501220443* 

FOIA 


NILSEN, C. W. 

8501160598* 

FOIA 


NIMITZ.R. L. 

8501020100* 

50-352 

Q 

NIMITZ, R. L, 

8501020136* 

50-352 

Q 

MMITZ, R. L. 

8501110139* 

50-322 

G 

MMITZ, R, L. 

8501210166* 

50-352 

Q 

NIHITZ, R. L. 

8501210195* 

50-293 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

NIMITZ, R. L. 

8501230003 

50-293 

S 

NINH, S. 

8501020275 

50-302 

S 

NIX, H. C. 

8501020480 

50-321 

s 

NIX,H. C. 

8501040038 

50-366 

s 

NIX, H. C. 

8501080659 

50-366 

s 

NIX.H. C. 

8501110117 

50-321 

s 

NIX. H. C. 

8501110227 

50-321 

s 

NIX, H. C. 

8501110347 

50-321 

s 

NIX, H. C. 

8501140041 

50-321 

s 

NIX, H. C. 

8501140412 

50-366 

s 

NIX.H. C. 

8501150468 

50-366 

s 

NIX, H. C. 

8501150473 

50-321 

s 

NIX,H. C. 

8501170106 

50-366 

s 

NIX, H. c; 

8501220544 

50-366 

s 

NIX, H. C. 

8501240207 

50-321 

R 

NIX.H. C. 

8501240602 

50-321 

s 

NIX.H. C. 

8501250013 

50-366 

S 

NIX, H. C. 

8501250453 

50-366 

S 

NIX.H. C. 

8501250455 

50-321 

s 

NIX, H. C. 

8501250591 

50-321 

s 

NIX.H. C. 

NIXON, W. A. 

8501280529 

8501290554 

50-321 

40-2061 

s 

NOBLE, P. B. 

8501240364 

50-397 

p 

NOBLE, T. 

NOMES, J. A. 

NOMES. J. A. 

8501070340 

8501160105* 

8501160110* 

WASTE RES 
71-9159 

71-9159 

NOONAN, U. S. 

8403280290* 

50-322 

s 

NOONAN. V. S. 

8412270037* 

50-267 

p 

NORDERHAUG. L. R. 

8501150126* 

50-326 

G 

NORDERHAUG, L. R. 

8501150133* 

50-113 

G 

NORDERHAUG, L. R. 

8501150136* 

50-394 

G 

NORDERHAUG. L. R. 

8501150149* 

50-326 

Q 

NORDERHAUG, L. R. 

8501150154* 

50-224 

G 

NORDERHAUG, L. R. 

8501150162* 

50-243 

G 

NORDERHAUG, L. R. 

NORDERHAUG, L. R. 

8501150173* 

8501180286* 

50-326 

FOIA 

G 

NORELIUS, C. E. 

8308090327* 

50-282 

S 

NORELIUS, C. E. 

8501030301 

50-456 

A 

NORELIUS, C. E. 

8501040185* 

50-456 

G 

NORELIUS, C. E. 

8501070162 

50-155 

G 

NORELIUS, C. E. 

8501100363 

50-373 

G 

NORELIUS, C. E. 

8501100426 

50-305 

G 

NORELIUS, C. E. 

8501150084 

50-155 

G 

NORELIUS, C. E. 

8501170126 

50-373 

G 

NORELIUS, C. E. 

8501290453 

50-155 

G 

NORELIUS, C. E. 

8501290717 

50-182 

G 

NORKIN, D. P. 

8501110052* 

50-440 

G 

NORMAN, D. E. 

8501080181* 

50-313 

G 

NORRHOLM, L. 

8501080266* 

50-247 

G 

NORRHOLM, L. 

8501240037* 

50-286 

G 

NORRHOLM, L. J. 

8501240103* 

50-272 

G 

NORRHOLM, L. J. 

8501240120* 

50-272 

G 

NORRIS, T. L. 

NORRY, P. G. 

NORRY, P. Q. 

NORRY, P. G. 

NORRY, P. G. 

8501180070* 

8501240149* 

8501240155* 

8501240290* 

8501240358* 

50-369 

FOIA 

FOIA 

FOIA 

FOIA 

Q 

NORTH, H. 

8501230421 

50-361 

S 

NORTH, H. S. 

8501070488* 

50-206 

G 

NORTH, H. S. 

8501210204* 

50-528 

G 

NOSHKIN, V, E. 

8501160221* 

50-312 

P 

NOTARO, J. A. 

8501160624* 

50-322 

T 

NOTARO, J. A, 

8501170165* 

50-322 

T 

NOVACHEK, F. 

8501180009 

50-267 

R 

NOVACHEK, F. 

8501180273* 

50-267 

R 

NOVAK, T. M. 

8201130375* 

50-295 

P 

NOVAK, T. M. 

8201220121* 

50-295 

P 

NOVAK, T. M. 

8202240016* 

50-295 

P 

NOVAK, T. M. 

8501030339 

50-388 

P 

NOVAK, T. M. 

8501030398 

50-382 

A 

NOVAK, T. M. 

8501040020 

50-412 

A 

NOVAK. T. M. 

8501040189 

50-528 

A 

NOVAK, T. M. 

8501110068 

50-395 

P 

NOVAK, T. M. 

8501140085 

50-482 

A 

NOVAK, T. M, 

8501140520 

50-390 

F 

NOVAK, T, M. 

8501210362 

50-413 

P 

NOVAK, T. M. 

8501280693 

50-413 

P 

NOVAK, T.M. 

8501300598* 

50-295 

P 

NOVENDStERN, E. 

^01250241* 

50-369 

P 

NUSSBAUMER, D. A. 

8501070165 

WASTE MGT 

NUSSf AUMER, D. A. 

8501070190 

WASTE MGT 

NUSSBAUMER, D. A. 

8501070204 

WASTE MGT 

NUSSBAUMER, D. A. 

8501070634 

WASTE MGT 

NUSSBAUMER, D. A. 
NUSSBAUMER, D. A. 

8501110515 

8501250108* 

WASTE MGT 
40-6920 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


NUSSBAUMER,D. A. 

8501250329* 

40-6920 


nussbaumeri d. a. 

8501250349* 

40-6920 


NUSSBAUMER, D. A. 

8501250364* 

40-6920 


NU5SBAUMER> 0. A. 

8501250386* 

40-6920 


NUSSBAUMER. D. A. 

8501280295 

WASTE MGT 


NUSSBAUriER>D. A. 

8501290190 

WASTE MGT 


NUSSBAUMER < D. A. 

8501300541* 

FOIA 


NUSSBAUMER > D. A. 

8501300550* 

FOIA 


NUTTALL. H. E. 

8501040252* 

WASTE RES 


O'BRIEN, J. 

8501280277* 

50-447 

A 

O'BRIEN. J. P. 

8501300039* 

50-312 

0 

O'CONNELL. C. 

8501300396 

PR 


O'CONNOR, P. W. 

8501100567 

50-482 

A 

O'NEILL, J. H. 

8501090209 

50-400 

G 

O'NEILL, U. H. 

8501090209 

50-400 

G 

O'REILLY, U. P. 

8501160346* 

FOIA 


O'REILLY. U. P. 

8501180041 

50-259 

Q 

O'REILLY, J. P. 

8501180222 

50-250 

Q 

O'REILLY, J. P. 

8501180426 

50-416 

Q 

O'REILLY, J. P. 

8501180435 

50-259 

Q 

O'REILLY, J. P. 

8501180480 

50-417 

A 

O'REILLY, J. P. 

8501180522 

70-824 


O'REILLY, J. P. 

8501180524 

50-366 

Q 

O'REILLY, J. P. 

8501210049 

STATE PROG 

O'REILLY, J. P. 

8501210052 

STATE PROG 

O'REILLY, J. P. 

8501210097 

50-302 

Q 

O'REILLY, J. P. 

8501210112* 

50-302 

Q 

O'REILLY, J. P. 

8501210123 

50-269 

Q 

O'REILLY, J. P. 

8501210133 

50-259 

Q 

O'REILLY, J. P. 

8501210175 

50-321 

G 

O'REILLY, U, P. 

8501210199 

50-261 

P 

O'REILLY, J. P. 

8501210286 

50-413 

P 

O'REILLY, J. P. 

8501230566 

50-321 

Q 

O'REILLY, J. P. 

8501250299* 

FOIA 


O'REILLY, J. P. 

8501250416* 

FOIA 


O'REILLY, 0. ?. 

8501250428* 

FOIA 


O'REILLY, J. P. 

8501310330 

50-259 

0 

O'REILLY, J. P, 

8501310336* 

50-259 

Q 

O'REILLY, J. P. 

8501310391 

50-62 

0 

O'TOOLE, J. D. 

8501020244 

50-247 

R 

O'TOOLE, J. D. 

8501020287 

50-247 

P 

O'TOOLE, J. D. 

8501020290* 

50-247 

P 

O'TOOLE, J. D. 

8501020299 

50-3 

F 

O'TOOLE, J. D. 

8501040158 

50-247 

P 

O'TOOLE, J. D. 

8501070050 

50-247 

S 

O'TOOLE, J. D. 

8501070220 

50-3 

F 

O'TOOLE, J. D. 

8501160013 

50-247 

P 

O'TOOLE, J. D. 

8501210151 

50-247 

S 

O'TOOLE, J. D, 

8501240092 

50-247 

P 

O'TOOLE, J. D. 

8501280377 

50-247 

Q 

O'TOOLE, J. D. 

8501290709 

50-247 

R 

O'TOOLE, J. D. 

8501300601 

50-247 

8 

OBERG, C. R. 

8501140433* 

50-498 

A 

OCH, U. G. 

8501180517* 

FOIA 


ODEGA ARDEN, R. H. 

8501020005 

71-9168 


ODEGAARDEN, R. H. 

8501140005 

71-5950 


OOEGAARDEN. R. H. 

8501210113 

71-6639 


ODEGAARDEN, R. H. 

8501250623 

71-9200 


ODOM, C. W. 

8501040037 

71-6717 


OESTMANN. M. J. 

8501310516* 

50-315 

Q 

OGEKA, G, J. 

8501300312* 

FOIA 


OGEKA, 0. J, 

8501300337* 

FOIA 


OGEKA, G. J, 

8501300351* 

FOIA 


OGEKA, G. J. 

8501300385* 

FOIA 


OGEKA, G. J, 

8501300391* 

FOIA 


OGEKA, G. J. 

8501300411* 

FOIA 


OGLE, K. M. 

8501090050 

40-8511 


OGLE, K. M. 

8501100364 

40-8511 


OGLE, K. M. 

8501100427 

40-8102 


OGLE, K, M. 

8501100673 

40-8783 


DOLE, K. M. 

8501100688 

40-8502 


OGLE, K. M. 

8501100724 

40-8502 


OGLE, K. M, 

8501280162 

40-8502 


QKADA, 8. 

8501300035 

XPORTLIC 

OLDHAM, W. A, 

8501230268* 

50-201 

<3 

OLDHAli, W, A. 

8501230290* 

50-201 

R 

OLIPttANT, U. N. 

8501240192 

50-538 

F 

OLIVEIRA, W. 

8501100391* 

50-213 

G 

OLIVER, L, R. 

8501110057* 

CONTRACT 

OLLER,;R.E. 

8501090044* 

0A999 


e, 

8501090131* 

QA999 


'OLLERi^«.''E 

8501170015* 

0A999 


OLMSTEAD, W. J. 

8401060520* 

FOIA 


OLSEN, A. F. 

8501310468 

71-6400 

OLSEN, C. S. 

8501210003 

NUREG 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OLSHAN, L. N. 

8501140136 

50-454 

F 

OLSH INSKI 

S501210307 

50-250 

G 

OLSHINSKI, J. A. 

8501150268 

50-338 

G 

OLSHINSKI, J. A. 

8501160017 

50-338 

Q 

OLSHINSKI, J. A. 

8501180003 

50-327 

G 

OLSHINSKI. J. A. 

8501180007 

50-338 

Q 

OLSHINSKI. J. A. 

8501180054 

50-335 

Q 

OLSHINSKI. J. A. 

8501180057 

50-416 

P 

OLSHINSKI. J. A. 

8501180073 

50-327 

Q 

OLSHINSKI. J. A. 

8501180084* 

50-327 

G 

OLSHINSKI, J. A. 

8501180105 

50-416 

Q 

OLSHINSKI, J. A. 

8501180452 

50-259 

F 

OLSHINSKI, J. A. 

8501180456 

50-280 

F 

OLSHINSKI, J. A. 

8501180462 

50-416 

P 

OLSHINSKI, J. A. 

8501180485 

50-302 

F 

OLSHINSKI, J. A, 

8501210039 

50-369 

G 

OLSHINSKI, J. A. 

8501210043 

50-250 

G 

OLSHINSKI, J. A. 

8501210063 

50-438 

Q 

OLSHINSKI, J. A. 

8501210071 

50-261 

P 

OLSHINSKI, J. A. 

8501210079 

50-321 

P 

OLSHINSKI, J. A. 

8501210119 

50-348 

Q 

OLSHINSKI, J. A. 

8501210128 

50-269 

P 

OLSHINSKI, J. A. 

8501210138 

50-302 

P 

OLSHINSKI, J. A. 

8501210156* 

50-348 

Q 

OLSHINSKI, J. A. 

8501210160 

50-390 

Q 

OLSHINSKI, J. A. 

8501210165 

50-250 

Q 

OLSHINSKI. J. A. 

8501210174 

50-335 

Q 

OLSHINSKI, J. A. 

8501210176 

50-338 

G 

OLSHINSKI, J. A. 

8501210185 

50-416 

F 

OLSHINSKI, J. A. 

8501210190* 

50-335 

G 

OLSHINSKI, J. A. 

8501210197 

50-324 

Q 

OLSHINSKI, J. A. 

8501210224* 

50-324 

G 

OLSHINSKI, J. A. 

8501210237 

50-389 

Q 

OLSHINSKI, J. A. 

8501210243 

50-413 

Q 

OLSHINSKI, J. A. 

8501210251* 

50-413 

G 

OLSHINSKI, J. A. 

8501210360 

50-370 

S 

OLSHINSKI, J. A. 

8501220201 

50-413 

Q 

OLSHINSKI, J. A. 
OLSON, J. 

8501310530 

8501180410* 

50-261 

FOIA 

F 

OLSON, 0. L. 

8501070014 

WASTE MOT 

OLSON, 0. L. 

8501290623 

WASTE MGT 

OPEKA, J. F. 

8501310034 

50-423 

S 

OPEKA, J. F, 

8501310034 

50-423 

S 

OPEKA, J. F. 

8501310398 

50-245 

Q 

OPEKA, J. F. 

8501310398 

50-245 

G 

OPINANTE, A, 

8501150061* 

50-322 

F 

OPREA, 0. W. 

8501020139 

50-498 

S 

OPREA.O. W. 

8501100057 

50-498 

s 

OPREA, 0. W, 

8501250608 

50-498 

s 

OPREA, 0. W. 

8501280104 

50-498 

8 

ORDERS, U. 

8501180109* 

50-369 

Q 

ORLIN, T. F. 

8501160531* 

50-267 

S 

ORTIZ, N. R. 

8501110346* 

WASTE RES 

OSTER, J. 

8501250396 

50-454 

J 

OSTER, J. 

8501280175 

50-10 

J 

OSTER, J. 

8501280262 

50-10 

J 

OSTER, 0. 

8501290301 

50-254 

J 

OSTER, J. 

8501300212 

50-10 

J 

OTIS, A. 

OTTINGER, R. L. 

8501080334 

8501280560* 

50-133 

FOIA 

H 

OTTO. T. J. 

8501230615 

50-352 

G 

OUELLETTE, R. W. 

8501040043 

50-413 

8 

OUELLETTE, R. W. 

8501080217 

50-413 

S 

OUELLETTE, R. W. 

8501080305 

50-413 

8 

OUELLETTE, R. W, 

8501080526 

50-413 

5 

OUELLETTE. R. W. 

8501080533 

50-413 

8 

OUELLETTE, R. W. 

8501100733 

50-413 

8 

OUELLETTE, R. W. 

8501110202 

50-413 

8 

OUELLETTE, R. W. 

8501140460 

50-413 

e 

OUELLETTE, R. W. 

8501140466 

50-413 

8 

OUELLETTE, R. W. 

8501220557 

50-413 

S 

OUELLETTE, R. W. 
OWCZARSKI.D. C. 
OWCZARSKI.P, C. 
OWCZARSKI.P. C, 

8501290735 

8501160592* 

8501160595* 

8501160603* 

50-413 

FOIA 

FOIA 

FOIA 

8 

OZAMA.M. 

8501210094 

XPORTLIC 

OZAWA, M. 

PADILLA, F. 

0501210096 

8501240316* 

XPORTLIC 

FOIA 

paqano, F. G. 

8501170007 

50-289 

F 

pagano, F. G, 

0501170024 

50-289 

F 

PAGE, M. 

8501020041 

CONTRACT 

page, M. 

0501100609 

CONTRACT 

PAGE, M. 

8501100639 

CONTRACT 

PAGE, M. 

8501100760 

CONTRACT 

PAGE, M. 

8501140370 

CONTRACT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

PAGE, M. 

8501140559 

CONTRACT 


PAGE, M. 

8501150247 

CONTRACT 


PAGE, M. 

8501230085 

CONTRACT 


PAGE, R. G. 

8501030384 

70-698 


PAGE. R. 6. 

8501090356 

40-6500 


PAGE, R. G. 

8501100478 

70-1113 


PAGE, R. G. 

8501100779 

40-6500 


PAGE, T. L. 

8501030330 

NUREG 


PALAST. G. 

8501180234* 

50-322 

A 

PALLADINO, N. 

8501170021 

50-3 

T 

PALLADINO, N. J. 

8501080078 

50-320 

U 

PALLADINO, N. J. 

8501080473 

50-263 

F 

PALLADINO, N, J. 

8501080513 

50-275 

u 

PALLADINO, N. J. 

8501080545 

COMMISSION 

PALLADINO, N. J. 

8501080625 

COMMISSION 

PALLADINO, N. J. 

8501100705 

COMMISSION 

PALLADINO, N. J. 

8501110257 

COMMISSION 

PALLADINO, N. J. 

8501110326 

COMMISSION 

PALLADINO. N. J. 

8501150002 

COMMISSION 

PALLADINO, N. J. 

8501150013* 

COMMISSION : 

PALLADINO, N. J. 

8501220419 

50-206 

P 

PALLADINO, N. J. 

8501230012 

COMMISSION 

PALLADINO, N. J. 

8501230018* 

COMMISSION 

PALLADINO, N. J. 

8501230021* 

COMMISSION 

PALLADINO. N. J. 

8501230254 

50-289 

U 

PALLADINO, N. J. 

8501240032 

COMMISSION 

PALLADINO. N. J. 

8501240036* 

COMMISSION 

PALLADINO, N. J. 

8501240040* 

COMMISSION 

PALLADINO, N. J. 

8501240044* 

COMMISSION 

PALLADINO, N. J. 

8501240051* 

COMMISSION 

PALLADINO, N. J. 

8501240054* 

COMMISSION 

PALLADINO, N. J. 

8501240058* 

COMMISSION 

PALLADINO, N. J. 

8501240062# 

COMMISSION 

PALLADINO, N. J. 

8501240067* 

COMMISSION 

PALLADINO, N. J. 

8501290745 

50-482 

U 

PALLADINO. N. J. 

8501300424* 

FOIA 


PALLADINO, N. J. 

8501310528 

50-482 

U 

PALOMINO, F. 0. 

8501070028 

50-322 

G 

PALOMINO, F. G. 

8501150384 

50-322 

G 

PALOMINO, F. 0. 

8501160610* 

50-322 

G 

PALOMINO, F. G. 

8501160616* 

50-322 

G 

PALOMINO, F. G. 

8501290727 

50-322 

0 

PANCIERA, V. 

8501020275 

50-302 

8 

PANGBURN, G. C. 

8501080525* 

40-8584 


pangburn, G. C. 

8501110188* 

40-8452 


PANGBURN. G. C. 

8501110372* 

40-8452 


papaspyropoulos 

8501280617 

NUREG 


PAPAZDGLOU, I. A. 

8501300460* 

FOIA 


PAPAZOGLDU, I. 

8501300330* 

FOIA 


PAPAZDGLOU, I. 

8501300399* 

FOIA 


PAPAZDGLOU, 1. 

8501300430* 

FOIA 


PAPAZDGLOU, I. 

8501300447* 

FOIA 


PAPAZDGLOU, I. 

8501300455* 

FOIA 


PAPAZDGLOU, I. A. 

8501180533* 

50-424 

A 

PAPAZDGLOU, I. A. 

8501300462* 

FOIA 


PAPAZDGLOU, I. A. 

8501300472* 

FOIA 


PAPAZDGLOU, I. A. 

8501300477* 

FOIA 


PAPAZDGLOU, I. A. 

8501300485* 

FOIA 

! 

PAPERIELLO, C. 

8501210107 

50-249 

8 

PAPERIELLO, C. J, 

8501020008 

50-263 

F j 

PAPERIELLO, C. J. 

8501020229 

50-373 

Q ? 

PAPERIELLO, C. J. 

8501070246 

50-305 

F ■ 

PAPERIELLO, C. J. 

8501070575 

27-39 

K 

PAPERIELLO, C. J. 

8501080509 

50-295 

F 1 

PAPERIELLO, C. J. 

8501090687 

50-305 

“ ! 

PAPERIELLO, C. J. 

8501100036 

50-409 

0 

PAPERIELLO, C. J. 

8501100260 

50-305 

Q \ 

PAPERIELLO. C. J. 

8501100268* 

50-305 

Q [ 

PAPERIELLO, C.J. 

8501100431 

50-1 55 

Q \ 

PAPERIELLO, C. J. 

8501100437* 

50-1 55 

"" i 

PAPERIELLO, C. J. 

8501140044 

50-10 


PAPERIELLO, C, J. 

8501140090 

50-440 

2 S 

PAPERIELLO, C. J. 

8501140288 

50-255 


PAPERIELLO, C.J. 

8501160189 

50-305 

2 i 

PAPERIELLO, C. J. 

8501160258 

50-295 

s 

PAPERIELLO, C. J. 

8501170173 

50-254 

F 

PAPERIELLO, C. J, 

8501210147 

50-295 

H 

PAPERIELLO, C. J. 

8501220001 

50-263 

2 

PAPERIELLO, C. J. 

8501220005 

50-373 

Q 

PAPERIELLO, C. J. 

8501220006* 

50-373 


paper lELLO.C. J. 

8501220565 

50-341 

S , 

PAPERIELLO. C. J, 

8501290073 

50-346 

Q 

PAPERIELLO. C. J. 

8501290388 

50-155 

F 

paperiello.c. j. 

8501300552 

40^2061 


PARAMORE, B. 

8501080460 

NUREG 
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SUBJECT 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PARAMORE. B. 

PARIS, 0. H. 

PARIS, P.C 

PARIS, P, C. 

PARIS, P. C. 

8501080463 

8501160542 

8S01180336« 

8310050012* 

8501180303* 

NUREG 

50-320 

FOIA 

FOIA 

FOIA 

G 

PELLETIER, J. 
PELLETIER, J. P. 
PENN, A. I. 
PENNIFILL,R. A. 
PENNIFILL,R. A. 

8501170142 
8501 170248 
8501280590* 
8501040264 
8501070217 

50-271 F 

50-271 8 

CONTRACT 

WASTE MGT 

WASTE MGT 

PHILLIPS, M. P. 
PHILLIPS. M. P. 
PHILLIPS. M. P. 
PIERSON, R. 
PIISPANEN, W. 

8501140106* 

8501220002* 

8501220569* 

8501180109* 

8501160122* 

50-440 Q 
50-263 Q 
50-341 Q 
50-369 Q 
FOIA 

PARIS, P. C. 

PARIS, P, C. 

PARIS, P. C. 

PARKER, G. E, 

PARKER, L. B. 

8501180303* 

8501180317* 

8501180348* 

8501040284 

8501110232* 

FOIA 

FOIA 

FOIA 

WASTE MGT 

QA999 

PENNINGTON, T. W. 
PENNINGTON, T. W. 
PEOPLES, D. L. 
PEOPLES, D. L. 
PEPIN, J. G. 

8501100067 

8501100793 

8501300491* 

8501300500* 

8501070199 

40-2259 

40-2259 

FOIA 

50-295 P 

WASTE MGT 

PILANT, J. M. 

PILANT, J. M. 

PILANT, J. M. 

PILANT, J. M. 

PILANT, J. M. 

8501030038 

8501030163 

8501080056* 

8501080254 

8501090657* 

50-298 F 
50-298 P 
50-298 Q 
50-298 P 
50-298 Q 

PARKS, C. V. 

PARKYN, J. D. 

PARR, K. P. 

PARR, M. C. 

PARR, 0. D. 

8501070411 

8501300532 

8501110351 

8501300396 

8405170052* 

NUREG 

PR 

WASTE MGT 

PR 

50-424 F 

PERANICH, M. W. 
PERCY, C. H. 

PEREZ, G. 

PEREZ, G. P. 

PERLIS. R. 

8501080114* 

8501240060* 

8501250618* 

8501300561* 

8501160610* 

50-482 Q 
50-289 P 
50-528 Q 
50-312 0 
50-322 G 

PILANT. J. M. 

PILANT, J. M. 

PILANT, J. M. 

PILANT, J, M. 

PILANT, J. M. 

8501150153* 

8501150295* 

8501160313* 

8501220377 

8501250258 

50-298 Q 
50-298 Q 
50-298 F 
50-298 F 
50-298 F 

PARRISH,R. 

PARSONS, R. H. 
PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 

8501280545* 

8501140084 

8501140112 

8501140119 

8501140195 

FOIA 

50-400 

50-400 

50-400 

50-400 

S 

S 

S 

S 

PERLIS,R. G. 
PERLIS, R. G. 
PERLIS, R. G. 
PERLIS, R. G. 
PERLIS. R. G. 

8501020153 

8501110212 

8501150378 

8501160604* 

8501250442 

50-322 G 
50-322 G 
50-322 G 
50-322 G 
50-322 G 

PILANT, J. M. 

PILANT, J. M. 

PILANT. J. M. 

PILCH, M. 

PI NOR EE, 0. H. 

8501290004 

8501290148 

8501310442* 

8501040253 

8501210040 

50-298 J 
50-298 J 
50-298 F 
NUREG 

STATE PROG 

PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 
PARSONS, R. M. 

8501140223 
8501140240 
8501150404 
8501 1 50425 
8501150441 

50-400 

50-400 

50-400 

50-400 

50-400 

s 

s 

s 

s 

s 

PERLMAN, J. 

PERNEY, C. D. 

PERRY, C. D. 
PETERSEN, J. C. 
PETERSEN, J. C. 

8501300021 

8501150400* 

8501150210* 

8501180397* 

8501300320* 

CONTRACT 

50-160 Q 

50-538 Q 

50-361 P 

50-362 T 

PIRFO, 0. R. 

PIRFO, 0. R. 

PIRFO, 0. R. 

PIRFO, O.R. 

PIRTLE, 0. L. 

8501090200 

8501090407 

8501150332 

8501290444 

8501070375* 

50-498 Q 
50-498 0 
50-498 G 
50-498 O 
50-341 <1 

PARSONS, R. M. 
PARSONS. R. M. 
PARTLOW, J. G. 
PARTLOW, U. G. 
PARTLOW, J. G. 

8501150448 

8501160001 

8312300301* 

8501160474* 

8501160479* 

50-400 

50-400 

FOIA 

FOIA 

FOIA 

s 

s 

PETERSEN, K. 
PETERSEN, R. E. 
PETERSON, C. H. 
PETERSON, C. H. 
PETERSON, K. A. 

8501300428 

8501070493 

8501290061 

8501290069* 

8501110278* 

PR 

WASTE MOT 

WASTE MGT 

WASTE MOT 
40-0380 

PIRTLE. G. L. 

PIRTLE, G. L. 
PISCHINGER. F. F. 
PISCHINOER, F. F. 
PLAINE, K E. 

8501150143* 

8501170152* 

8501160615* 

8501160615* 

8501180260* 

50-254 Q 
50-341 Q 
50-322 T 
50-322 T 
50-416 P 

PARTLOW, J. G. 
PASCIAK, W. 

PASCIAK, W, 

PASCIAK, W. 

PASCIAK, W. J. 

8501290451* 

8501080256* 

8501110139* 

8501210166* 

8501020100* 

FOIA 

50-219 

50-322 

50-352 

50-352 

Q 

Q 

Q 

Q 

PETRAK, T. G. 
PETRICK.N. A. 
PETRICK, N. A. 
PETRICK.N. A. 
PETRICK, N. A. 

8501170252 

8501180368 

8501230232 

8501230329 

8501290156 

50-295 S 

50-482 A 

50-482 A 

50-482 A 

50-482 A 

PLAINS, H. H. 

PLAINE, H. H. 

PLAINE, H. H. 

PLAINE, H H. 

PLAINE, H. H. 

8501080411 

8501080424* 

8501080444* 

8501150018* 

8501150020* 

50-322 G 
50-322 G 
50-322 G 
COMMISSION 
COMMISSION 

PASCIAK, W. J. 
PASCIAK, W. J. 
PASCIAK, W. J. 
PASCIAK, W. J. 
PASTVA, M. J. 

8501020136* 

8501080542* 

8501210195* 

8501290143* 

8501080583 

50-352 

50-271 

50-293 

50-219 

50-324 

Q 

Q 

Q 

Q 

S 

PETROSINO, J. J. 
PETTENOILL, H. G. 
PETTENGILL, H. J. 
PETTENGILL, H. J, 
PETTENOILL, H. J. 

8501070189 

8501100715 

8311140423* 

8501080521 

8501080525* 

QA999 

40-6659 

50-295 P 
40-8584 

40-8584 

PLAINE, H. H, 

PLAINE, H. H. 

PLIML, 0. 

PLIML, 0. 

PLIML, 0. 

8501150023* 

8501150024* 

8501020296 

8501080083 

8501080187 

COMMISSION 
COMMISSION 
50-295 F 
50-295 F 
50-295 F 

PASTVA, M. J. 

PASTVA, M. J. 

PASTVA, M. J, 

PASTVA, N. J. 

PASTVA, M, J. 

8501080650 

8501100495 

8501100517 

8501100626 

8501170249 

50-325 

50-325 

50-325 

50-325 

50-325 

S 

s 

s 

s 

s 

PETTENGILL, H. J. 
PETTENGILL, H. J. 
PETTENGILL, H. J. 
PETTENOILL, H. J. 
PETTENOILL. H. J. 

8501100494 

8501100503 

8501100511 

8501100532 

8501100573 

40-4492 

40-8452 

40-2259 

40-2259 

40-6622 

PLIML, 0. 

PLIML, 0. 

PLISCO, L. R. 

PLOSKI, T. 

PLOSKI.T. J. 

8501080231 

8501280420 

8501020122* 

8501220002* 

8501140106* 

50-295 F 
50-295 F 
50-387 Q 
50-263 Q 
50-440 Q 

PASTVA, M. J. 
PASUPATHI, V. 

PATE, R. 

PATE, R. J. 

PATE, R. J. 

8501170266 

8501280617 

8501250304 

8501080255 

8501300034* 

50-325 

NUREG 

50-528 

50-397 

50-312 

s 

V 

Q 

0 

PETTENOILL, H. J. 
PETTENOILL. H. J. 
PETTENGILL, H. J. 
PETTENGILL. H. J. 
PETTENGILL. H. J. 

8501100583 
8501100637 
8501100643 
8501 100680 
8501100687 

40-8584 

40-8698 

40-3453 

40-2259 

40-8102 

PLOUDRE, G. W. 
POERTNER, W. K. 
POHLE, J. A. 

POHLE, J. A. 

POHLE, J. A. 

8501070202 

8501210116* 

8501040143 

8501070520 

8501110187 

WASTE RES 
50-416 Q 

WASTE RES 
WASTE RES 
WASTE RES 

PATE, R. J. 

PATON, W. D, 

PATON, W. D. 
PATTERSON, C. 
PATTERSON, C. A. 

8501300039* 

8501090192 

8501280661* 

8501230436 

8501180242* 

50-312 

50-329 

50-329 

50-259 

50-259 

0 

0 

A 

S 

Q 

PETTENOILL, H. J. 
PETTENOILL, H, J. 
PETTENOILL, H. J. 
PETTENGILL, H. J. 
PETTENGILL, H. J. 

8501100710 
8501100711 
S501 100721 
8501 100739 
8501 100745 

40-1162 

40-2259 

40-1162 

40-8084 

40-299 

POHLE, J. A. 

POLICH, T. 

POLK, H. 

POLK, H. 

POMEROY. P. W. 

8501110495 

8501080090 

8411150140* 

8411160403* 

8501170020 

WASTE RES 
50-275 8 

50-323 A 

50-323 A 

50-354 O 

PATTERSON, C, A. 
PATTERSON, J. P. 
PATTERSON, J, P. 
PATTERSON, J. T. 
PATTERSON, M. D. 

8501310345* 

8501100444* 

8501220569* 

8501240484 

8501240023 

50-259 

50-155 

50-341 

50-483 

50-317 

Q 

Q 

Q 

R 

P 

PETTENOILL, H. J. 
PETTENOILL, H. J. 
PETTENOILL, H. J. 
PETTENGILL, H. J. 
PETTENGILL, H. J. 

8501 100749 
8501100758 
8501100784 
8501 100790 
8501110177* 

40-1162 

40-8681 

40-2259 

40-1162 

40-3453 

POMEROY, P. W. 
POPELAR, C. 

POPPE, L. K. 

POPPE, L. K. 

POSTMA, A. K. 

8501170020 

8501280617 

8501030235 

8501160102 

8501160608* 

50-354 0 

NUREG 
71-9168 
71-5026 

FOIA 

PATTON, J. D. 

PATTON, J. D. 

PATTON, J. 0. 

PAUL, R. A. 

PAULK, G. L. 

8501100203 

8501100244 

8501100366 

8501140050* 

8501180242* 

40-8102 

40-8102 

40-8064 

50-10 

50-259 

Q 

0 

PETTENGILL. H. J. 
PETTENOILL, H. J. 
PETTENOILL, H. J. 
PETTENOILL, H. J. 
PETTENOILL, H. J. 

8501110188* 

8501110235* 

8501110249* 

8501110264 

8501110339 

40-8452 

40-4492 

40-8584 

40-8859 

40-8698 

POSTMA, H. 

POSTMA, P. C. 
POTAPOVS, U. 
POTAPOVS, U. 
POTAPOVS, U. 

8501070209* 

8501160595* 

8501110232* 

8501230571* 

8501230576* 

WASTE MOT 
FOIA 

QA999 

FOIA 

FOIA 

PAULK, G. L. 

PAULK, R. M. 

PAULSON, W. A, 
PAULSON, W. A. 
PAULSON, M. A. 

B50 131 0345* 

8501100107 

8501180144 

8501180163 

8501180334 

50-259 

50-324 

50-206 

50-206 

50-206 

Q 

S 

P 

P 

P 

PETTENOILL, H. J. 
PETTENOILL, H. J. 
PETTENOILL, H. J, 
PFEFFERLEN, H. C. 
PFEFFERLEN, H. C, 

8501110355 

8501110372* 

8501240287 

8501160226 

8501290209 

40-8698 

40-8452 

40-8584 

TDPREP 

TOPREP 

POTAPOVS, U, 
POTAPOVS, U. 
POTAPOVS, U. 
POTAPOVS, U. 
POTAPOVS. U. 

8501230580* 

8501230588* 

8501230608* 

8501230617* 

8501280581* 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

PAULSON, W. A. 
PAULSON^ W. A. 
PAVINICH, W, A. 
PAWSON, R. 
pay.'d; . 

8501280004 
8501280297 
■ 8551110109* 
8501230450* 
8501300113 

50-206 

50-206 

TOPREP 

50-259 

FOIA 

P 

P 

P 

PFEFFERLEN, H. C. 
PHELAN, P, 

PHILIPS, J. 
PHILLIP,H, B. 
PHILLIPS, H. S, 

8501290357 

8501100177* 

8501240428* 

8501280286 

8501140421* 

TOPREP 

50-412 Q 

FOIA 

PR 

50-498 A 

POTAPOVS, U. 
POTAPOVS, U. 
POTAPOVS, U, 
POTAPOVS, U. 

POTTER, U. P. 

8501280585* 

8501280588* 

8501280591* 

8501310610 

8501250090* 

FOIA 

FOIA 

FOIA 

QA999 

FOIA 

PAYNE, D.F, 
PEARRTNG,U. 
PEARRING, J. R. 

PECK, J. H. 

PEDRO, U. 

8501100674* 
8501 110327 
8501070272 
8501070170 
8501140517 

CONTRACT 

WASTE RES 

WASTE MGT 

WASTE MGT 
50-269 P 

PHILLIPS, H. S. 
PHILLIPS, H. S. 
PHILLIPS* H. S. 
PHILLIPS, H. S. 
PHILLIPS, H. S. 

8501140424* 
8501 160180* 
8501230593* 
6501240113* 
8501240125* 

50-498 A 

50-445 Q 

FOIA 

FOIA 

FOIA 

POULK, R, M. 

POULTON, B. R. 
POWELL, C. S. 

POWELL, R. K 

POWELL. R. H. 

8501030159 
8501 160381 
8501180079 
8501090132 
8501090387 

50-325 8 

50-297 F 

XPORTLIC 
71-9151 
71-9073 

PEDRO, J. 

PEDRO, J. 

PEERY,:W,W. 
PELIZZAirt^S, 
PELI.ZZA,K. S. 

8501280141 

8501280649 

8501210035* 

8S011G0402 

8501100550 

FOIA 

FCriA 

50-324 

40-8786 

40-87^ 

Q 

PHILLIPS, H. S. 
PHILLIPS, H. W. 
PHILLIPS, M. P. 
PHILLIPS, M. P. 
PHILLIPS, M. P. 

8501310614* 

8501080572* 

8501100044* 

8501100268* 

8501100444* 

QA999 

50-400 Q 

50-409 Q 

50-305 Q 

50-155 G 

■ ' ’ ■ 

POWELL, R . J, 
POWER,;€,^J,;^- 

PRATT, D. R. 

PRATT, U. T, 

PRATT, W.. T. 

8501160081 

8501150154* 

8501140548* 

8501300522* 

8501300567* 

71-9159 
50-224 Q 

FOIA 

50-295 P 

50-3 P 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PRATT. W. T. 

8501300594* 

50-3 

P 

PRATT. W. T. 

85013006SS* 

50-348 

P 

PRATT, W. T. 

8501300632* 

50-304 

P 

PRATT. W. T. 

8501300632* 

50-3 

P 

PRATT. W. T. 

PRATT. W. T. 

8501300635* 

8501300643* 

50-295 

FDIA 

P 

PRATT, W. T. 

8501300647* 

50-3 

P 

PRATT, W. T. 

8501300667* 

50-295 

P 

PRELL. J. 

8501230166* 

50-322 

Q 

PREUL. J. A. 

8501100391* 

50-213 

Q 

PRENDERGAST. K. 

8501090693* 

50-344 

Q 

PRENDERGAST. K. 

8501250576* 

50-312 

Q 

PRESTHOLT. P. T. 

8501110324 

WASTE MOT 

PRESTHOLT. P. T. 

8501110410 

WASTE MOT 

PRESTHOLT. P. T. 

8501280301 

WASTE MOT 

PREVATTE.R. L. 
PRICE. E.R. 

PRICE, E.R. 

PRICE, E.R. 

PRICE. E.R. 

8501180176* 

8501220517* 

8501300333* 

8501300361* 

8501300476* 

50-400 

70-712 

FOIA 

FOIA 

FOIA 

Q 

PR0B9T. J. R. 

8501150451 

50-331 

S 

PROBST. J. R. 

PROTO. N. T. 
proto, N. T. 
proto, N. T. 

PROTO. N. T. 

PROTO. N. T. 

PROTO. N. T. 

8501280188 

8501110469 

8501150066 

8501150077 

8501220325 

8501220333 

8501250164 

50-331 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

40-2061 

8 

PROXMIRE. B. 

PUCEL, P. 

PUCEL, P. 

8501080036* 

8501090115 

8501100404 

50-266 

40-8786 

40-8706 

H 

PUGH, J. T. 

8501070010* 

50-400 

0 

PUGH, J. T. 

8501070141* 

50-400 

G 

PUGH, J. T. 

8501070141* 

50-400 

G 

PUGH. J. T. 

8501160553* 

50-400 

G 

PUGH, J. T. 

8501160553* 

50-400 

G 

PUGH, J. T. 

8501160580* 

50-400 

G 

PUGH. J. T. 

8501160580* 

50-400 

0 

PUGH, J. T. 

8501180424* 

50-400 

G 

PUGH, J. T, 

8501180424* 

50-400 

G 

PUGH, J. T. 

8501180424* 

50-400 

G 

PUGH. J. T. 

8501180454* 

50-400 

G 

PUGH. J. T. 

8501180454* 

50-400 

G 

PUGH. J. T. 

8501180454* 

50-400 

G 

PUGH. J. T. 

8501180455* 

50-400 

G 

PUGH. J. T. 

8501180455* 

50-400 

G 

PUGH. J, T. 

8501180455* 

50-400 

G 

PUGH. J. T. 

8501180465* 

50-400 

G 

PUGH, J. T. 

8501180465* 

50-400 

G 

PUGH, J. T. 

8501180465* 

50-400 

G 

PUGLIA, A. B. 

8501300363* 

50-206 

Q 

PUGLIA, A. B. 

8501300392* 

50-206 

Q 

PULLANI.S. V. 

8501100615* 

50-322 

Q 

PULLANI.S. V. 

8501240055* 

50-352 

Q 

PURCELL, W. U. 

8501290725 

WASTE MGT 

PUTNAM, K. S. 

8501230511 

50-331 

R 

PYZIK.G. 

8501170271 

50-346 

8 

PYZIK.G. 

8501280527 

50-346 

8 

QUALLS. P. M. 

QUAY. H. E. 

8501020134* 

7912190124* 

50-528 

40-6920 

Q 

QUENNOZ. S. 

8501150331 

50-346 

F 

QUENNOZ. S. M, 

8501020269 

50-346 

R 

QUENNOZ. S. M. 

8501070513 

50-346 

8 

QUENNOZ. S. M, 

8501080598 

50-346 

8 

QUENNOZ, S. M. 

8501090308 

50-346 

8 

QUENNOZ, S, M. 

8501090436 

50-346 

8 

QUENNOZ, 8, M. 

8501090713 

50-346 

8 

QUENNOZ, S. M. 

8501110344 

50-346 

8 

QUENNOZ. S. M. 

8501170271 

50-346 

S 

QUENNOZ, S. M. 

8501210424 

50-346 

R 

QUENNOZ. 8. M, 

8501210431 

50-346 

R 

QUENNOZ. S, M. 

8501220537 

50-346 

8 

QUENNOZ. S. M. 

8501240284 

50-346 

R 

QUENNOZ, S. M. 

8501280527 

50-346 

8 

QUENNOZ^ S, M. 

8501280711 

50-346 

8 

QUERIO, R. E, 

8501030142 

50-454 

8 

QUERXO, R.E. 

8501030149 

50-454 

8 

QUERIO, R. E, 

8501030174 

50-454 

8 

QUERXO, R. E. 

8501040133 

50-454 

8 

QUERIO, R.E. 

8501040155 

50-454 

8 

QUERIO, ,:R...Ev 

8501080317 

50-454 

8 

QUBRm:R;,E. 

8501080328 

50-454 

8 

QUERIO. R. E. 

8501080443 

50-454 

8 

QUERIO, R.E. 

8501080466 

50-454 

8 

QUERIO, R. E, 

8501100228 

50-454 

8 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

QUERIO, R. E. 

8501100374 

50-454 

8 

QUERIO. R. E. 

8501100635 

50-454 

8 

QUERIO, R. E. 

8501 140022 

50-454 

S 

QUERIO, R. E. 

8501140027 

50-454 

s 

QUERIO, R. E. 

8501140032 

50-454 

s 

QUERIO, R. E. 

8501170085 

50-454 

8 

QUERIO. R. E. 

8501210410 

50-454 

S 

QUERIO, R. E. 

8501210416 

50-454 

S 

QUERIO, R. E. 

8501230563 

50-454 

R 

QUERIO, R. E. 

8501230587 

50-454 

8 

QUERIO, R, E. 

8501280612 

50-454 

S 

QUERIO, R. E. 

8501280634 

50-454 

s 

QUIRK, J. F. 

8501160104* 

50-447 

A 

RABINOVITZ, S. H. 

8501240316* 

FOIA 


RADER, R. M. 

8501230405 

50-352 

0 

RADFORD, L. R. 

8501280403 

NUREG 


RADOANE, E. L. 

8501240163* 

FOIA 


RAHE, E. P. 

8501070361 

TOPREP 


RAHE, E. P. 

8501080376 

TOPREP 


RAHE, E. P. 

8501160004 

50-370 

P 

RAHE, E. P. 

8501230360 

TOPREP 


RAHE, E. P. 

8501300258 

TOPREP 


RAJARAM, V. 

8501040140 

WASTE RES 

RAJARAM, V. 

8501070581 

WASTE RES 

RAJARAM, U. 

8501110226 

WASTE RES 


RAJARAM, V. 

8501310500 

WASTE RES 

RAMIREZ, J. 

8501150257* 

CONTRACT 


RAMPY, L. W. 

8501150239 

50-264 

Q 

RAMSEY, C. 

8501220244* 

50-454 

Q 

RANDAZZA, J. B. 

8501180124 

50-309 

P 

RANDEN, L. D. 

8501100290 

40-8584 


RANDEN, L. D. 

8501250570 

WASTE MGT 

RANGE, D. M. 

8501110037 

40-8102 


RANGE, D. M. 

8501110040* 

40-8102 


RANGE, J. J. 

8501160609 

50-322 

G 

RANGE, J, J. 

8501160609 

50-322 

G 

RANGE. J. J. 

8501160610* 

50-322 

G 

RANGE, J. J. 

8501160616* 

50-322 

0 

RANGE, J. J. 

8501300629 

50-322 

0 

RANGE, J, J. 

8501300629 

50-322 

0 

RAPKXN, A. 

8501020168 

40-2061 


RAPKXN, A, 

8501020173# 

40-2061 


RAPKXN, A. 

8501020176* 

40-2061 


RAPKXN. A. 

8501070546 

40-2061 


RAPKXN. A, 

8501070560* 

40-2061 


RAPKIN. A. 

8501100457 

40-2061 


RAPKIN, A. 

8501100465* 

40-2061 


RAPKIN. A. 

8501110469 

40-2061 


RAPKIN. A. 

8501150336 

40-2061 


RAPKIN. A. 

8501150344 

PR 


RAPKIN. A. 

8301160561 

40-2061 


RAPKIN. A, 

8501250164 

40-2061 


RAU.C, A. 

8501160612* 

50-322 

0 

RAVINDRA. M. K. 

8501140478 

50-423 

A 

RAVINDRA. M. K. 

8501280412 

NUREG 


RAY.C, L. 

8501030172* 

50-458 

S 

RAY.C. L. 

8501070285 

50-206 

8 

RAY,C. L, 

6501070285 

50-206 

8 

RAY.C. L. 

8501250240* 

50-440 

8 

RAY.C. L. 

8501310107* 

50-424 

8 

RAY.H, B, 

8501210441 

50-361 

8 

RAY, J. J. 

8306280124* 

FOIA 


RAYMOND, W. J, 

8301150044* 

50-271 

P 

RAYMOND, W. J. 

8501150053* 

50-271 

8 

RAYNOR, J. W. 

8501220061 

50-317 

S 

REA.K. 

8501020484 

NUREG 


REAGAN. E. E. 

8501090397* 

71-9073 


REAGAN, E. S. 

8501160101* 

71-9139 


REAMER. C. W. 

8501240461* 

50-142 

G 

REAVX8. J. A. 

6501220042 

30-369 

R 

REAV18. J. A. 

8501220047 

50-269 

R 

REAVXS.J. A. 

6501220051 

50-413 

R 

REED. C. 

6501080174 

50-455 

A 

REED. C. 

8501110001 

50-454 

J 

REED. C. 

8501110283 

50-454 

Q 

REED. C, D. 

850 11 80403* 

30-400 

G 

REB©, C. D, 

8501180403* 

50-400 

G 

REED. C. D. 

8301180403* 

50-400 

G 

REED. K. C. 

8301250055 

FOIA 


REESE, J. 

8501110307 

WASTE MGT 

RM^E, U. 

8501110320 

WASTE MGT 

REEVES^ E. A. . 

8501070237 

50-348 

P 

REEVES. £. A. 

8501080347 

50-348 

P 

REEVES, E, A, 

8501160410 

50-348 

P 

REEVES. E. A. 

8501220280 

50-348 

Q 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

REEVES. E. A. 

8501290111 

50-34S 

P 

REGAN. N. A. 

REGAN. N. A. 

REGAN. N. A. 

REGAN. N. A. 

REGAN. W. H. 

8501030074 

8501030441 

8501080515 

8501230153 

8203100076* 

70-27 

70-25 

70-27 

70-27 

50-295 

P 

REGAN, W. H. 

8312230165* 

50-424 

A 

REGAN, W. H. 

8402230263* 

50-424 

A 

REGAN, W. H. 

8501300073 

50-461 

M 

REGINA. A. F. 

REGINA. A. F. 
REGNIER.E. P. 

8501160231 

8501160234* 

8501070139 

71-117 

71-117 
WASTE MGT 

REHM, T. A. 

8403280321* 

50-413 

A 

REHM. T. A. 

8501040293 

COMMISSION 

REHM. T. A. 

8501280538 

COMMISSION 

REHM, T. A. 

8501300696 

COMMISSION 

REICH, M. 

8501040084# 

50-382 

G 

REICH, M. 

85010400S4* 

50-382 

G 

REIDINGER. T. D. 

8501020228* 

50-282 

Q 

REIS. J. B. 

8501030083 

50-373 

S 

REIS. J. B. 

8501030253 

50-374 

S 

REIS. J. B. 

8501250532 

50-374 

s 

REMICK. F, J. 

8501280411* 

50-382 

G 

REMIS.S. 

8501110493 

50-354 

0 

REMIS, S. C. 

8501030154 

50-354 

G 

REMIS.S. C. 

8501080180* 

50-354 

G 

REMIS.S. C. 

8501080291* 

50-354 

G 

REMIS, 8. C. 

8501250279 

50-354 

G 

REMIS.S, C. 

8501250318 

50-334 

G 

REMIS.S. C. 

8501250369 

50-354 

G 

REMIS.S. C. 

8501250375* 

50-354 

G 

REMIS. S. C. 

8501250383# 

50-354 

G 

RENTNER. M. A. 

REPKA. D. A. 

8501300546* 

8501180304* 

CONTRACT 

50-322 

F 

REPKA.D. A. 

8501180323* 

50-322 

F 

REQUA. 6. 

8501100388 

50-261 

P 

REQUA. 0. 

8501300572 

50-261 

P 

RESNIKOFF. M. 

8501250456 

50-219 

P 

RESNIKOFF. M. 

8501280455 

50-219 

P 

RESSLER. M. E. 

8501300133 

50-410 

A 

RESSLER. W. C. 

8501020240 

50-289 

R 

RESSLER. W. C. 

8501290051 

50-289 

R 

REYES. L. 

8501300063# 

50-454 

Q 

REYES. L. A. 

8501100347# 

50-341 

Q 

REYES. L. A. 

8501220244# 

50-454 

Q 

REYNOLDS. L. E. 
REYNOLDS. N. S. 

8501030414# 

8501020074 

71-231 

50-445 

0 

REYNOLDS. N. S. 

8501020074 

50-445 

G 

REYNOLDS. N. S. 

8501090378 

50-445 

G 

REYNOLDS. N. S. 

850109037S 

50-445 

G 

REYNOLDS, N. S. 

8501100732 

50-460 

G 

REYNOLDS, N. S. 

8501140527 

50-445 

G 

REYNOLDS, N. S. 

8501140527 

50-445 

G 

REYNOLDS, N. S. 

8501180228 

50-445 

6 

REYNOLDS, N. S. 

8501180228 

50-445 

G 

REYNOLDS, N. S. 

8501250406 

50-445 

G 

REYNOLDS, N. S. 

8501250406 

50-445 

G 

REYNOLDS. N, S. 

6501250425 

50-445 

G 

REYNOLDS. N. S. 

8501250425 

50-445 

G 

REYNOLDS. S. D. 

8501080567* 

50-277 

Q 

REYTBLATT. Z. 

8501310461 

50-295 

P 

REYTBLATT, Z. V. 

8501310347 

COMMISSION 

RICE. B. 

8501070241 

WASTE MOT 

RICE. B. 

6501280089 

WASTE MOT 

RICE. C. M. 

8501150033* 

50-271 

P 

RICE. L. A. 

8501 150325 

50-284 

F 

RICE. R. M. 

8501060089 

50-255 

F 

RICHARD. A. W. 

8501100716 

50-285 

S 

RICHARDS. S. A. 

8501300461* 

50-344 

Q 

RICHARDS. W. A. 

8501100668* 

50-320 

P 

RICHARDSON. J. R. 
RICHARDSON, K. P. 

8501 180407* 
8501160143* 

FOIA 

50-289 

P 

RICHARDSON, K, P. 

8501160143* 

50-289 

P 

RICHMOND. W. D. 

8501080060* 

50-322 

S 

RICHTER, M. 

B50U001S3 

50-373 

■'8 

RIDDLE. R. R. 

rider, r. l. 

8501280627* 

8501220363* 

CONTRACT 

50-320 

P 

RIDER. R. L. 

8501220364* 

50-320 

P 

RIDER, R.L, 

8501310456* 

50-320 

P 

RIDGWaY.D, A. 

8501030131 

50^320 

0 

RIDGfcfAY, D. A. 

8501030131 

50-320 

0 

RIDGUAV. d. a. 

8501070016 

50-400 

G 

RIDOWAY. D. a, 

8501070016 

50-400 

G 

R IDGWAY. D. A. 

8501070021* 

50-400 

G 

R IDGWAY. D. A. 

8501070021* 

50^400 

0 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

RIDOWAYiD. A. 

8501180408# 

50-400 

G 

R IDGWAY, D. A. 

8501180408# 

50-400 

G 

R IDGWAY, D. A. 

8501180408# 

50-400 

G 

R IDGWAY, D, A. 

8501180412# 

50-400 

G 

R IDGWAY, D. A. 

8501180412# 

50-400 

G 

R IDGWAY, D. A. 

8501180412# 

50-400 

G 

R IDGWAY, D. A. 

8501180430# 

50-400 

G 

R IDGWAY, D. A. 

8501180430# 

50-400 

G 

R IDGWAY, D. A. 

8501180430* 

50-400 

G 

R IDGWAY, D. A. 

8501180437# 

50-400 

G 

R IDGWAY, D. A. 

8501 180437# 

50-400 

G 

R IDGWAY, D. A. 

8501180437# 

50-400 

G 

RIDGWAY,D. A. 

8501180439# 

50-400 

G 

R IDGWAY, D. A. 

8501180439# 

50-400 

G 

RIDGWAY,D. A. 

8501 180439# 

50-400 

G 

RIDGWAY,D. A. 

8501180445* 

50-400 

G 

R IDGWAY, D. A. 

8501180445# 

50-400 

G 

R IDGWAY, D. A. 

8501180445* 

50-400 

G 

R IDGWAY, D. A. 

8501180450* 

50-400 

G 

R IDGWAY, D. A. 

8501180450# 

50-400 

G 

RIDGWAY,D. A. 

8501180450# 

50-400 

G 

R IDGWAY, D. A. 

8501180457# 

50-400 

G 

R IDGWAY, D. A. 

8501180457# 

50-400 

G 

R IDGWAY, D. A. 

8501180457* 

50-400 

G 

RIDGWAY,D. A. 

8501180476* 

50-400 

G 

R IDGWAY, D. A. 

8501180476* 

50-400 

G 

R IDGWAY, D. A. 

8501180476# 

50-400 

G 

R IDGWAY, K. R. 

8501290724* 

50-182 

Q 

RIESER, W. H. 

8501290748 

50-352 

G 

RIL,C. L. 

8501310456# 

50-320 

P 

RILEY. J. L, 

8501110466 

50-413 

G 

RING, M, 

8501300063# 

50-454 

Q 

RING, ri. A. 

8501080130* 

50-341 

Q 

RING, H. A. 

8501210430# 

50-483 

Q 

RING. 11. A. 

8501300701# 

50-482 

G 

RIPPE. R. D. 

8501290460# 

50-354 

6 

RZSS, S. 

8501140296 

50-397 

F 

RIVARD. J. B. 
RIVENBARK, G. W. 

8501030262 

8501290676 

NUREG 

50-321 

F 

ROACH, G. L. 

8501150398 

50-285 

8 

ROACH, W. H. 
ROBERTS. I. 
ROBERTS. J. 0. 

8501040073 

8501210246 

8501150331 

NUREG 

FOIA 

50-346 

F 

ROBERTS. J. P. 
ROBERTS, R. G. 

8501040308 

8501090104 

PROJ 

50-348 

F 

ROBERTS. T. M. 

8501080632# 

COMMISSION 

ROBERTS. T. M. 

8501150006# 

COMMISSION 

ROBERTS. T. M. 

8501170078 

50-3 

T 

ROBERTS, W. A. 

8501040213 

WASTE MGT 

ROBERTS, W. A. 

8501040312 

WASTE MOT 

ROBERTS. W. A. 

8501070451 

WASTE MOT 

ROBERTS. W. A. 

8501070473 

WASTE MGT 

ROBERTS. W. A. 

8501110295 

WASTE MGT 

ROBERTS. W. A. 

8501110317 

WASTE MGT 

ROBERTS. W. A. 

8501290220 

WASTE MGT 

ROBERTSON. D. E. 
ROBINSON, A. V, 
ROBINSON, E. D. 

8501070504 

8501070416 

8501140544# 

NUREG 

NUREG 

50-322 

G 

ROBINSON. E. D. 

8501140544* 

50-322 

G 

ROBINSON, P. 

8501090265 

50-302 

Q 

ROBINSON,?. 

8501180333 

50-10 

8 

ROCHLIS.S. M. 

8501230409 

50-400 

G 

ROCHLIS.S. M. 

8501230419# 

50-400 

G 

ROCHLIS.S. M, 

8501230435# 

50-400 

G 

RODABAUGH, E. C. 

RODABAUOH. E. C. 
RODGERS. R.L. 

8501160468 

8501160468 

8501080175 

ACRS 

ACRS 

50-213 

F 

RODRIGUEZ. J. H. 

8501250286 

50-354 

G 

RODRIGUEZ, R. J. 

8501080200 

50-312 

P 

RODRIGUEZ, R. J, 

8501080389 

50-312 

P 

RODRIGUEZ, R. J, 

8501110124 

50-312 

P 

RODRIGUEZ. R. J. 

8501140246 

50-312 

P 

RODRIGUEZ, R. J. 

8501150283 

50-312 

S 

RODRIGUEZ, R. J. 

8501150348 

50-312 

P 

RODRIGUEZ, R. J. ; 

8501160212 

50-312 

P 

RODRIGUEZ. R. J. ‘ 

8501170052 

50-312 

P 

RODRIGUEZ. R. J, 

8501180411 

50-312 

P 

RODRIGUEZ, R. J. 

8501210247 

50-312 

S 

RODRIGUEZ. R, U. . 

8501230358 

50-312 

p 

RODRIGUEZiR. J. 

8501230418 

50-312 

p 

RODRIGUEZ, R. J. 

8501290454 

50-312 

J 

ROE. J. W. 

8501170056 

50-289 

p 

ROGERS,. A, E. 

8501250202# 

50-331 

p 

ROGERS. D. J. 
ROGERS D.W. 

8501280286 

8501210152 

PR 

50-255 

s 
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ROGERS, H. R. 

8501030153 

50-327 • 

S 

ROGERS, H. R. 

8501300559 

50-327 

S 

ROGERS, K. C. 

8501250573* 

50-272 

R 

ROGERS, M. 

8501250136# 

FOIA 


ROGERS, M. 

8501250204* 

FOIA 


ROGERS, M. E. 

8501250269* 

FOIA 


ROGERS, P. C. 

8501070596 

50-368 

S 

ROGERS, W. H. 

8501030130 

50-322 

G 

ROHDE, J. E. 

8501220186# 

50-304 

S 

ROHRBACHER, R. A. 

8501080572* 

50-400 

Q 

ROISMAN, A. Z. 

8501100267 

50-445 

G 

RQISMAN, A. Z. 

8501100267 

50-445 

6 

ROMAN, T. W. 

8501280316 

50-220 

R 

ROMAN, T. W. 

8501310485 

50-220 

R 

ROMATOWSKI, R. G. 

8501280559 

WASTE MOT 

ROMNEY, N. D. 

8306030490* 

50-275 

P 

RONAFALVY, J. P. 

8501160600 

50-272 

R 

RONAFALVY, J. P. 

8501170247 

50-311 

R 

ROOD. H. 

8501280095 

50-361 

Q 

ROOT, R. W. 

8501070470 

50-460 

S 

ROOT, R. W. 

8501160145 

50-460 

Q 

ROSA, E. A. 

8501020484 

NUREG 


ROSA, F. 

8204280522# 

50-413 

A 

ROSA, F, 

8210070491* 

50-413 

A 

ROSA. F. 

8309220454# 

50-412 

A 

ROSA. F. 

8404250092# 

50-424 

A 

ROSCIOLI, A. J. 

8501170158* 

50-387 

P 

ROSE. M. 

8501230412 

PR 


ROSE. R. M. 

8501170158# 

50-387 

P 

ROSENSTREICH.B. 

8501090097* 

CONTRACT 


ROSS, A. S. 

8501150188 

FOIA 


ROSS, R. J. 

8501080316 

50-54 

P 

ROSS, W. J. 

8501180474* 

50-416 

Q 

ROSSBACH, L. W. 

8501240037# 

50-286 

Q 

ROSSMAN, J. 

8501220494 

50-133 

H 

ROTH, J. 

8501080551# 

70-371 


ROTHSCHILD, T. 

8501220375* 

FOIA 


ROTHSCHILD. T. 

8501220376# 

FOIA 


ROUSE, L. C. 

8501070647 

70-364 


ROUSE, L. C. 

8501080586 

70-1308 


ROUSE. L. C. 

8501080597* 

70-1308 


ROUSE, L. C. 

8501080605# 

70-1308 


ROUSE, L. C. 

8501080614* 

70-1308 


ROUSE. L. C, 

8501140109 

70-364 


ROUSE. L. C. 

8501140114# 

70-364 


ROUSE. L. C. 

8501140477 

70-364 


ROUSE. L. C. 

8501140554 

70-364 


ROWE. C. 

8501110425* 

40-672 


R0W5OME. F. 

8309060460* 

50-295 

P 

ROWSOME. F. H. 

8311170434* 

FOIA 


ROWSOME, F. H. 

8312220066# 

50-3 

P 

ROWSOME, F. H. 

8501180402* 

50-361 

P 

ROWSOME, F. H. 

8501300344# 

50-206 

P 

ROZAK, S. 

8501070580# 

27-39 


ROZAK, S. 

8501310516* 

50-315 

Q 

RUBENSTEIN, L. S. 

8101090432# 

50-447 

A 

RUBENSTEIN, L. S. 

8306270472# 

50-275 

P 

RUBENSTEIN. L. S. 

8308160031* 

50-295 

P 

RUBENSTEIN. L. S. 

8501230045# 

50-275 

P 

RUITER, G. H. 

8501160593 

50-305 

R 

RULAND. U. H. 

8501210167* 

50-348 

Q 

RULANO. W. H. 

8501210297# 

50-348 

Q 

RUNKLE, J. 

8501140547 

50-400 

0 

RUNKLE. J. 

8501140551* 

50-400 

G 

RUNKLE. J. 

8501230270 

50-400 

G 

RUPP, J. L. 

8501080452 

50-311 

S 

RUPP. J. L. 

8501240535 

50-272 

S 

RUPP. J. L. 

8501240543 

50-311 

S 

RUSH. F. E. 

8501110262 

WASTE MGT 

RUSHMORE. J, W. 

8501300471 

PR 


RUSSELL 

8501280382 

50-317 

F 

RUSSELL. C. F. 

8501070529 

WASTE MGT 

RUSSELL, C. F. 

8501280068 

WASTE MGT 

RUSSELL, L. B. 

8501170290 

50-317 

S 

RUSSELL, L. B. 

8501170292 

50-317 

S 

RUSSELL, L. B. 

8501220061 

50-317 

s 

RUSSELL. L. B. 

8501220522 

50-317 

s 

RUSSELL, L, B. 

8501310136 

50-317 

S 

RUSSELL, M. J. 

8501030365* 

50-440 

A 

RUSSELL. S. 

8501150249 

FOIA 


RUTBERG. J. 

8501040221 

50-352 

G 

RUTLEDGE, C. 

8501030201 

40-8502 


RUTLEDGE, C. 

8501100058 

40-8502 


RUTLEDGE, C. 

8501250597 

Dockst 40 

R VAN. A. F. 

8501250190* 

FOIA 
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SUBJECT 
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CATEGORY 

RYAN, J. A. 

8501140541 

50-528 

A 

RYAN, T. 

8501180390 

50-286 

F 

RYBAK, B. 

8501020284 

50-237 

Q 

RYBAK, B. 

8501070383 

50-237 

F 

RYBAK, B. 

8501160339 

50-254 

Q 

RYBAK, B. 

8501170031 

50-265 

P 

RYBAK, B. 

8501170047 

50-237 

P 

RYBAK, B. 

8501170048 

50-237 

P 

RYBAK, B. 

8501170063 

50-237 

P 

RYBAK, B. 

8501170064 

50-254 

P 

RYBAK, B. 

8501170074 

50-237 

P 

RYBAK, B. 

8501170196 

50-237 

P 

RYBAK, B. 

8501240295 

50-373 

P 

RYBAK, B. 

8501290447 

50-254 

P 

SABATINI, C. 

8501230154 

50-352 

G 

5AFFELL, B. F. 

8501180180* 

50-454 

A 

SAFFELL, B. F. 

8501220564# 

FOIA 


SAILOR, R. L. 

8501180166* 

50-400 

Q 

SALING. N. E. 

8501160056* 

50-344 

P 

SALISBURY, J. K. 

8501240018 

50-298 

R 

SALTZMAN, J. 

8501080179 

50-324 

J 

SALTZMAN, J. 

8501110001 

50-454 

J 

SALTZMAN, J. 

8501110459 

50-382 

J 

SALTZMAN, J. 

8501140008 

50-331 

I 

SALTZMAN, J. 

8501140010 

50-528 

J 

SALTZMAN, J. 

8501140039 

70-2949 


SALTZMAN, J. 

8501180389* 

50-341 

A 

SALTZMAN, J. 

8501180405* 

FOIA 


SALTZMAN, J. 

8501230489 

70-2998 


SALTZMAN, J. 

8501300338* 

FOIA 


SAMANTA, P. 

8501150227* 

FOIA 


SAMANTA, P. K. 

8501150238* 

FOIA 


SAMANTA, P. K. 

8501150294* 

FOIA 


SANDEL. P. S. 

8501180484* 

70-712 


SANDEL. P. S. 

8501220533* 

40-1478 


SANDEL. P. S. 

8501220542* 

40-1478 


SANDERS, W. F. 

8501210285* 

50-424 

Q 

SANDQUIST, G. M. 

8501250385 

50-407 

P 

SANTORO. M. P. 

7912190074* 

40-6920 


SANTORO. M. P. 

7912190083* 

40-6920 


SANTORO, M. P. 

7912190093* 

40-6920 


SANTORO. M. P. 

7912190108* 

40-6920 


SANTORO, M. P. 

8101080253* 

FOIA 


SANTORO, M. P. 

81020901 19* 

FOIA 


SANTORO, M. P. 

8102090207* 

FOIA 


SANTORO, M. P. 

8111130386* 

FOIA 


SANTORO, M. P. 

8112280461* 

FOIA 


SANTORO, M. P. 

8501250133* 

40-6920 


SANTORO, M. P. 

8501250141* 

40-6920 


SANTORO, M, P. 

8501250158* 

FOIA 


SANTORO, M. P. 

8501250171* 

FOIA 


SANTORO, M. P. 

8501250173* 

FOIA 


SANTORO, M. P. 

8501250179* 

40-6920 


SANTORO, M. P. 

8501250180* 

FOIA 


SANTORO, M. P. 

8501250188* 

FOIA 


SANTORO, M. P. 

8501250218* 

40-6920 


SANTORO, M. P. 

8501250228* 

FOIA 


SANTORO, M. P. 

8501250230* 

40-6920 


SANTORO, M. P. 

8501250232* 

FOIA 


SANTORO, M. P. 

8501250246* 

40-6920 


SANTORO, M. P. 

8501250249* 

FOIA 


SANTORO, M. P. 

8501250262* 

FOIA 


SANTORO, M. P. 

8501250267* 

40-6920 


SANTORO. M. P. 

8501250275* 

FOIA 


SANTORO, M. P. 

8501250281* 

40-6920 


SANTORO, M, P. 

8501250282* 

FOIA 


SANTORO. M. P. 

8501250285* 

FOIA 


SANTORO, M. P. 

8501250287* 

40-6920 


SANTORO. M. P. 

8501250290* 

FOIA 


SANTORO. M. P, 

8501250298* 

FOIA 


SANTORO, M. P, 

8501250300* 

40-6920 


SANTORO. M. P. 

8501250306* 

FOIA 


SANTORO, M. P. 

8501250345* 

40-6920 


SANTORO, M. P. 

8501250347* 

FOIA 


SANTORO. M. P. 

8501250350* 

FOIA 


SANTORO, M. P. 

8501250354* 

40-6920 


SANTORO, M. P. 

8501250362* 

FOIA 


SANTORO. M. P. 

8501250367* 

FOIA 


SANTORO, M. P. 

8501250388* 

FOIA 


SANTORO. M. P. 

8501250394* 

FOIA 


SANTORO, M.P. 

8501250403* 

FOIA 


SANTORO, M. P. 

8501250422* 

FOIA 


SARSOUR, B. M. 

8501240284 

50-346 

R 

SARTOR, W. M. 

8501210053* 

50-250 

Q 

SASSER. K. 

8501210256* 

50-269 

Q 
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SATTERFIELD, R. 85012806S4# 

SAUER, R. E. 8501040157 

SAUER , R . E. 8501 070309 

SAUER, R. E. 8501160097 

SAUNDERS 8501170285* 

SAUNDERS, R. F. 8501100434 

SAUNDERS, R. F. 8501 100743 

SAUNDERS, R. F. 8501 170279 

SAUNDERS, R. F. 8501170281* 

SAUNDERS, R. F. 8501220515 

SCARANO, R. A. 8501090024 

SCARANO, R. A. 8501240432* 

SCHAFER, A. C . 8501 140495 

SCHAFER, A. C. 85011 50057 

SCHAFER, A. C. 8501150207 

SCHAUER, F. P. 8201300026* 

SCHEIDT, D. J. 8501080403 

SCHEIDT, D. J. 8501250449 

SCHEIDT, D. J. 8501250449 

SCHERER, A. E. 8501090393* 

SCHERER, A. E. 85011 50255 

SCHERER, A. E. 8501310277 

SCHIERLINO, H. 8501090271 

SCHIFONE, R. M. 8501100729 

SCHINK, D. R. 8501230386 

SCHLEIFSTEIN, M. 8501300296 

SCHLEMMER, D. L. 8501 140186 

SCHMIDT, 0. 8501300428 

SCHMIERBACH, M. 8501080645 

SCHMITT, T. J. 8501070092 

SCHNEBLI,0. 8501210016* 

SCHNELL, D. F. 8501020270 

SCHNELL, D. F. 8501020295 

SCHNELL, D. F. 8501020335 

SCHNELL, D. F. 8501020336 

SCHNELL, D. F. 8501020343 

SCHNELL, D. F. 8501100196 

SCHNELL, D. F. 8501170029 

SCHNELL, D. F. 850 1 1 80375 

SCHNELL, D, F. 8501 290337 

SCHNELL, D. F. 8501300194 

SCHNELL, D. F. 8501300539 

SCHNELL, D. F. 8501310577 

SCHRADER, D, 8501030174 

SCHROCK, U, E, 8501 160453 

SCHRGCK, V. E. 8501160453 

SCHROEDER, B. A. 8501 100182 

SCHROEDER, L, 8501080460 

SCHROEDER , L. 8501 080463 

SCHUEREN, P. 8501250241* 

SCHULTZ, R. T. 8501250296* 

SCHUMACHER, M. C. 8501070580* 

SCHUMACHER, M. C. 8501140082* 

SCHUMACHER, M. C. 8501300557* 

SCHUMACHER, M. C. 8501310516* 

SCHUSTER, M. D. 8501020407* 

SCHUSTER, M. D. 8501030427 

SCHUSTER, M. 0. 8501080274* 

SCHUSTER, M. H. 8501160612* 

SCHUSTER, M, H. 8501 160615* 

SCHNARTZ, C. 8501020398 

SCHNARTZ, S. A. 8501150156* 

SCHMEIBINZ, E. R. 8501290724* 

SCHWELLER , D. 85011 50227* 

SCHWELLER , D. 8501 3003 1 9* 

SCHWELLER , D. 8501 300422* 

SCHWENCER, A. 8311290415* 

SCHWENCER, A. 8407270425 

SCHWENCER, A, 8501020002 

SCHWENCER, A. 8501020003* 

SCHWENCER, A. 8501020027 

SCHWENCER, A. 8501020030* 

SCHWENCER, A. 8501020514 

SCHWENCER, A, 8501030048 

SCHWENCER, A. 8501030050 

SCHWENCER, A, 8501030176 

SCHWENCER, A. 8501030260 

SCHWENCER* A. 8501 030342* 

SCHWENCER, A. 8501 140159 

SCHWENCER, A. 8501140166* 

SCHWENCER, A. 8501140512 

SCHWENCER, A. 8501 1 70284 

SCHWENCER , A. 85011 80520 

SCHWENCER, A. 8501230044 

SCHWENCER, A. 8501230564* 


SUBJECT 

CATEGORY AUTHOR 


50-454 

A 

SCHWENCER, A. 

27-48 


SCHWENCER. A. 

71-6058 


SCHWENCER. A. 

71-6144 


SCHWENCER, A. 

50-281 

S 

SCHWENCER, A. 

50-280 

s 

SCOTT. A. B. 

50-281 

s 

SCOTT, A. B. 

50-281 

s 

SCOTT, A. B. 

50-281 

s 

SCOTT, A. E. 

50-281 

s 

SCOTT. D. J. 

50-312 

F 

SCOTT, D. J. 

FOIA 


SCOTT, D. J. 

FOIA 


SCOTT, D. J. 

FOIA 


SCOTT, D, J 

FOIA 


SCOTT, D. J. 

50-247 

P 

SCOTT, D. J. 

50-322 

G 

SCOTT, D. J, 

50-322 

G 

SCOTT, D. J. 

50-322 

G 

SCOTT, E. Y. 

50-470 

A 

SCOTT, M. N, 

50-470 

A 

SCOTT, P. 

PR 


SEARS, C. F. 

50-275 

P 

SEARS, C. F. 

50-293 

8 

SEARS. C. F. 

50-354 

G 

SEARS, C. F. 

50-416 

P 

SEARS, C. F. 

50-329 

Q 

SEARS, C. F. 

PR 


SEARS, C. F. 

50-259 

R 

SEARS, C. F, 

WASTE MOT 

SEARS, C. F. 

50-261 

Q 

SEARS, P. M. 

50-483 

P 

SHAVER, D. A. 

50-483 

P 

SEIDLE, W. C. 

50-483 

P 

SEIDLE, W. C. 

50-483 

F 

SELBY, D. L. 

50-483 

P 

SELEP, A. J, 

50-483 

F 

SELEP, A. J, 

50-483 

F 

SELLS, D. E. 

50-483 

P 

SERBU, R, J, 

50-483 

P 

SERRANO, W. 

50-483 

J 

SERRANO, W. 

PR 


SERRANO, W. 

50-483 

P 

SEWELL, H. M, 

50-454 

S 

SEWELL, H. M. 

ACRS 


SEWELL, H. M. 

ACR8 


SEYFRIT.K. V. 

50-237 

8 

SEYFRIT.K. V. 

NUREG 


SEYFRIT.K, V. 

NUREG 


SEYFRIT.K. V. 

50-369 

P 

SEYFRIT.K. V. 

FOIA 


SEYFRIT.K. V. 

27-39 


SEYMOUR, J, D. 

50-409 

Q 

SHABER, C. R. 

40-2061 


SHACKLETON, 0. 

50-315 

Q 

SHADER, D. 

70-734 


SHAFER, W. 

50-206 

F 

SHAFER, W. 

70-734 


SHAFER. W, 

50-322 

G 

SHAFER, W. 

50-322 

T 

SHAFER, W. 

XPORTLIC 


SHAFER, W. 

50-322 

F 

SHAFER, W. 

50-182 

Q 

SHAFER, W. 

FOIA 


SHAFER, W. D. 

FOIA 


SHAFER, W. D. 

FOIA 


SHAFER, W. D. 

50-322 

A 

SHAFER, W. D. 

50-352 

F 

SHAFER, W. D. 

50-374 

P 

SHAFER, W. D. 

50-374 

P 

SHAFER. W. D. 

50-354 

D 

SHAFER. W. D. 

50-354 

D 

SHAFER. W. D. 

50-354 

0 

SHAFER. W. 0, 

50-354 

D 

SHAFER. W. D. 

50-354 

D 

SHAFER, M, D. 

50-387 

P 

SHAFER. W. D. 

50-388 

P 

SHAFER, W.D. 

50-388 

P 

SHAFER. W. D, 

50-373 

P 

SHAFER. W. D, 

50-373 

P 

SHAFER, W. D. 

50-45B 

A 

SHAFER. W, D. 

50-354 

P 

SHAFFER. C. J. 

50-461 

F 

SHAFFER. E. 

50-387 

P 

SHAFFER. E, Q. 

50-354 

A 

SI^MY, e, T. 
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8501250554* 

8501280704 

8501300109 

8501300533 

8501310137 

8501030142 

8501080328 

8501100635 

8501180050 

8501100182 

8501100201 

8501110191 

8501110195 

8501150367 

8501160519 

8501170255 

8501250525 

8501290723 

8501100270 

8501070012* 

8501280617 

8501090092 

8501160043 

8501160043 

8501170032 

8501170032 

8501170151 

8501170151 

8501310027 

8501310027 

8501110472* 

8501070499 

8501140372* 

8501140433* 

8501070552* 

8501080443 

8501100374 

8501040066 

8501020100* 

8406040020* 

8406120578* 

8406270044* 

8501090610* 

8501100649* 

8501290650* 

8501140377* 

8501140381* 

8501140393* 

8501140398* 

8501140408* 

8501140429* 

8501110215* 

8408200117* 

8501020363 

8501170061 

8501030325 

8501160024 

8501160590* 

8501230138 

8501230287 

8501240153 

8501240310 

8501310351 

8501080016 

8501080035 

8501080052 

8501080055* 

8501000145 

8501080150* 

0501080191 

8501100389 

8501100396* 

8501100421 

8501100429* 

8501160534 

8501160537* 

8501160575 

8501180075 

8501180162 

8501240184 

8501240191* 

8501030283* 

8501250291* 

8501250157* 

8501240016 


SUBJECT 

CATEGORY 


50-528 P 
50-410 A 
50-410 A 
50-322 P 
50-354 E 

50-454 S 
50-454 S 
50-454 S 
50-261 R 
50-237 S 

50-237 S 
50-237 S 
50-237 S 
50-10 F 
50-237 R 

50-237 S 
50-237 S 
50-249 S 
40-8452 
50-400 0 

NURE6 
50-336 P 
50-245 F 
50-245 F 
50-423 E 

50-423 E 
50-423 E 
50-423 E 
50-423 S 
50-423 8 

QA999 
NUREG 
50-498 Q 
50-498 A 
50-261 P 

50-454 S 
50-454 8 

50-389 P 
50-352 Q 
50-298 P 

50-344 P 
50-313 P 
CONTRACT 
CONTRACT 
CONTRACT 

50-498 Q 
50-498 Q 
50-498 Q 
50-498 Q 
50-498 Q 

50-498 Q 
50-324 F 
50-400 A 
50-344 8 

50-271 J 

50-295 S 
50-316 8 

50-373 Q 
50-373 8 

50-374 8 

50-265 8 

50-295 8 

50-305 8 

50-10 Q 
50-315 Q 

50-315 Q 
50-315 Q 
50-255 Q 
50-255 Q 
50-254 Q 

50-295 Q 
50-295 0 

50-266 Q 
50-266 Q 
50-10 0 

50-10 Q 
50-373 Q 
50-305 Q 
50-254 Q 
50-315 Q 

50-315 Q 
50-423 C 
FOIA 
FOIA 
FOIA 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

SHANBAKY, M. 

8411290168* 

50-286 

Q 

SHANNON, J. B. 

85011003S2 

40-8102 


SHAO, L. C, 

8501180296* 

FOIA 


SHAO, L. C, 

85011B0354* 

FOIA 


SHAPIRO. R. E. 

8501030136 

50-354 

G 

SHAPIRO. R. E. 

8501 030 154 

50-354 

G 

SHAPIRO. R. E. 

850 1080 ISO* 

50-354 

G 

SHAPIRO, R. E. 

8501080291* 

50-354 

0 

SHAPIRO, R. E. 

8501110493 

50-354 

G 

SHAPIRO, R. E. 

8501250279 

50-354 

6 

SHAPIRO. R. E. 

8501250318 

50-354 

G 

SHAPIRO, R. E. 

8501250375* 

50-354 

& 

SHAPIRO, R. E. 

8501250383* 

50-354 

6 

SHARIT, M. D, 

850130043S 

PR 


SHAUB. E. T. 

8501290674* 

50-219 

Q 

SHEALY. H. G. 

8501110180* 

WASTE MGT 

SHEDLOSKY. J. T. 

8501100191* 

50-245 

Q 

SHELL, R. H. 

8501160309 

50-438 

Q 

SHELLEY, W. J. 

8501160041* 

40-8027 


SHELLEY, W. J. 

8501160045* 

40-8027 


SHEPHERD, J. L. 

8501030116 

71-6280 


SHEPPARD. J. J. 

8501140177 

TOPREP 


SHEPPARD, J. J. 

8501140177 

TOPREP 


SHERMAN, C. 

8501300051* 

50-528 

Q 

SHERMAN, C. 1. 

8501070488* 

50-206 

Q 

SHERMAN, C. I. 

8501290734* 

50-133 

G 

SHERON, B. 

8311140240* 

50-295 

P 

SHERQN, B. W. 

8201250098* 

50-295 

P 

SHERON, B. W. 

8308090048* 

50-295 

P 

SHERON, B. W. 

8402150536* 

50-424 

A 

SHERON, B. W. 

8405010133* 

50-424 

A 

SHERON, B. W. 

8405260483* 

50-424 

A 

SHERR, T. S. 

8501020036 

70-2479 


SHERR, T. S. 

8501030442 

XPORTLIC 


SHERR, T. S. 

8501040232 

70-2479 


SHERR, T. S. 

8501070244 

XPORTLIC 


SHERR, T. 8. 

8501070269 

70-2479 


SHERR, T. S. 

8501070461 

XPORTLIC 


SHERR, T. S. 

8501070532 

XPORTLIC 


SHERR, T. S. 

8501080450 

70-1426 


SHERR, T. S, 

8501160063 

XPORTLIC 


SHERR, T. S. 

8501160390 

70-2786 


SHERR, T. S. 

8501180074 

XPORTLIC 


SHERR, T. S. 

8501210009 

70-2322 


SHERR, T. S. 

8501210012 

XPORTLIC 


SHERR, T. S, 

8501210037 

NUREG 


SHERR, T. S. 

8501210092 

70-2479 


SHERR, T. S. 

8501210098 

70-2479 


SHERR, T. S. 

8501210349 

XPORTLIC 


SHERR, T. S. 

8501290225 

70-754 


SHERR, T. S. 

8501290576 

70-2479 


SHERR, T. S. 

8501290638 

XPORTLIC 


SHERWOOD, 0. G. 

8501280257# 

FOIA 


SHERWOOD, 0. G. 

8501280285* 

FOIA 


SHEWMAKER, R. 

8501300129* 

50-443 

Q 

SHIEH, L. C, 

8501300656* 

50-295 

P 

SHIELDS, J. M. 

8501240013 

50-374 

S 

SHIPPER, J, D. 

8411200357 

PRM 


SHIPPER, J. D. 

8412120257 

50-275 

F 

SHIPPER, J. D. 

8501020272 

50-133 

R 

SHIPPER, J. D. 

8501030003 

50-323 

A 

SHIPPER, J. D. 

8501030005 

50-323 

Q 

SHIPPER. J. D. 

8501070331 

50-275 

P 

SHIPPER, J. D. 

8501090078 

50-275 

F 

SHIPPER, J. D. 

8501100028 

50-275 

S 

SHIPPER, J, D. 

8501110411 

50-275 

S 

SHIPPER, J. D. 

8501150148 

50-275 

P 

SHIPPER, J. D. 

8501150383 

50-323 

A 

SHIPPER, J, D. 

8501150386 

50-323 

E 

SHIPPER, J. D. 

8501150435 

50-133 

S 

SNIFFER, J. D. 

8501160225 

50-275 

Q 

SNIFFER, J. D. 

8501160239 

50-275 

P 

SNIFFER, J, D. 

8501170049 

50-275 

P 

SHIPPER, J. D. 

8501170282 

50-275 

S 

SNIFFER. J, D. 

8501230039 

50-275 

P 

SHIFFER, J. D. 

8501230256 

50-323 

A 

SHIPPER, J. D. 

8501230385 

50-275 

F 

SHIFFER, J, D. 

8501230389 

50-275 

8 

SHIFFER, J. D. 

8501240107 

50-323 

A 

SHIFFER, J. D. 

.8501250507 

50-275 

8 

SHIFFER, J. D. 

8501280433 

50-275 

P 

SHIFFER, J. D. 

8501280482 

PR 


SHIFFER, J. D. 

8501280504 

50-323 

A 

SHIFFER. J. D. 

8501290325 

50-323 

A 

SHIFFER, J, D. 

8501290544 

50-275 

P 
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PERSONAL AUTHOR INDEX 


ACCESSION 

SUBJECT 



ACCESSION 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

8501100233* 

CONTRACT 


T £.*".08, C. J. 

8501070466 

8501230582 

50-440 

G 

FtMUS, C. J. 

850115038S 

S50 1230582 

50-440 

G 

TEN EYCK, E. 

8501280266* 

8501 230595 

50-440 

G 

TEPER. D. 

S50 1100425 

8501230595 

50-440 

G 

TERC. N. M. 

8501280574 

8501230595 

50-440 

G 

TERC. N. M. 

0501290124* 

8501230595 

50-440 

G 

TERC, N. M. 

8501290720* 

8501230595 

50-440 

G 

TERRILL, J. G. 

8501220197 

8501070083 

WASTE RES 

TERWILLIGER. L. 

8501090622 

8501070334 

WASTE RES 

TEUTEBERG, R. L. 

8501080666 

8501280509* 

50-498 

Q 

TEUTEBERGiR. L. 

8501100064 

8501240120* 

50-272 

Q 

TEUTEBERG, R. L. 

8501100106 

8501100541 

40-8102 


TEUTEBERG, R. L. 

8501310539 

8501250570 

WASTE MGT 

TEUTEBERG. R. L. 

8501310545 

8501300252# 

50-220 

Q 

THADANI, A. 

8203110503* 

8501110298 

WASTE MOT 

THADANI. A. 

8501 300600* 

8501230555 

50-316 

R 

THADANI. A. 

8501300659* 

8501230602 

50-315 

R 

THADANI, A. C. 

8202240026* 

8501030040 

NUREG 


THADANI, A. C. 

8304180708* 

8501170177* 

50-400 

A 

THADANI, A. C. 

8501300672* 

8501300529* 

50-295 

P 

THEMELIS. J. G. 

8501030345 

8501300611* 

50-295 

P 

THEMELIS, J. G. 

8501040201 

8412120397 

50-456 

A 

THEMELIS. J. G. 

S501O7O4S4 

8501240130 

50-454 

P 

THEMELIS. J. G. 

8501280054 

850 109 0235* 

CONTRACT 


THEMELIUS. J. G. 

8501030070 

8501310091* 

50-213 

G 

THEOF ANGUS. T. 

B501300563* 

8501160529 

50-298 

P 

THEOFANOUS. T. G. 

8501300615* 

8501170108 

50-298 

P 

THEOFANOUS. T. G. 

8501300615* 

8501040196* 

40-8027 


THIMONS, E. D. 

8501070553 

8501160505 

50-373 

8 

THOMAS. C. C. 

8501290724* 

8501280339 

50-374 

8 

THOMAS. C. D. 

8501070367* 

8501080292 

50-334 

P 

THOMAS. C. 0. 

8501080008* 

8501080309 

50-334 

P 

THOMAS, C. 0. 

8501090625 

8501100652 

50-334 

P 

THOMAS, C. 0. 

8501090630* 

8501140140 

50-334 

P 

THOMAS, C. 0. 

8501100436 

8501160502 

50-334 

P 

THOMAS, C. 0. 

8501100441* 

8501080221* 

50-382 

Q 

THOMAS, C. 0. 

8501100449* 

8501140414* 

50-498 

A 

THOMAS, C. 0. 

8501170243 

8501310395* 

50-382 

Q 

THOMAS, C. 0. 

8501170245* 

8501040253 

NUREG 


THOMAS, C. 0. 

8501210270* 

8501080131* 

40-7956 


THOMAS, G. G, 

8501140383* 

8501080134* 

40-7956 


THOMAS, H. 

8501220244* 

8501100155* 

50-206 

G 

THOMAS, J. A. 

8501290602* 

8501290730 

50-338 

8 

THOMAS, J. a. 

8501280131 

0501080359 

TOPREP 


THOMAS, R. D. 

8501100566* 

8501100070 

TOPREP 


THOMAS. R. D. 

8501 100802* 

8501100337 

TOPREP 


THOMAS, R. D. 

8501150407 

8501110104 

TOPREP 


THOMAS, R. D. 

8501280030* 

8501250162 

TOPREP 


THOMASON, P. V. 

8501240018 

8305 120 577* 

FOIA 


THOMPSON, C. F. 

8501250359* 

8305170235* 

FOIA 


THOMPSON, C. F. 

8501250371* 

8501080440 

40-6920 


THOMPSON, D. 

8006300160* 

8501160066 

70-1113 


THOMPSON, D. 

8102040114* 

8501160074* 

70-1113 


THOMPSON, D. 

8501180258* 

8501160294* 

FOIA 


THOMPSON, D. 

8501 180264* 

6501160461* 

FOIA 


THOMPSON. D. 

8501 180352* 

8501160570 

50-445 

G 

THOMPSON, D. 

8501250242* 

8501220566 

50-483 

G 

THOMPSON. R. B. 

8501160596 

8501220571* 

50-483 

G 

THOMPSON. R. B. 

8501160596 

8501280680 

70-143 


THOMPSON. R. B. 

8501170002 

8501280688* 

70-143 


THOMPSON. R. B. 

8501170002 

8501290104 

50-482 

G 

THOMPSON. R. D. 

8501090097* 

8501290108* 

FOIA 


THOMPSON. R. D. 

8501090228* 

8501290127* 

FOIA 


THOMPSON, R. D. 

8501100607* 

8501140467 

50-483 

8 

THOMPSON, R. D, 

8501 160073* 

8501300603 

50-483 

8 

THOMPSON, R. D. 

8501230123* 

8501210262* 

50-413 

Q 

THOMPSON, R. D. 

8501230179* 

8501150302* 

50-482 

G 

THOMPSON, R. D. 

8501290650* 

8501220227* 

50-373 

G 

THOMPSON, R. D. 

8501300381* 

8501040179 

WASTE MGT 

THOMPSON. T. 

8501070513 

8501070176 

WASTE MGT 

thornberrv, r. c. 

8501230606 

8501070187 

WASTE MGT 

THORNBURG, H, D. 

8007290767* 

8501070506 

WASTE MGT 

THORNTON, R. 

8501150458* 

8501110152 

waste mot 

THORNTON. R. B. 

8501300065 

8501110268 

WASTE MGT 

THORP, J. E. 

8501170292 

8501110300 

WASTE MGT 

THORPE, J. R. 

8501080451 

8501110315 

WASTE riGT 

THULL, T. S. 

8501240019 

8501110373 

waste; M0T 

THURBER, J. P, 

8501030140 

8501 110407 

WASTE W 

THURBER, J. P. 

8501030154 

8501250581 

WAST^ MGT: 

THURBER, J.P. 

8501070498 

8501280566 

WASTE MGT 

THURBER, J. P. 

8501080170 

8501300669* 

50-423 

A 

THURBER, J. P. 

8501 0801 W* 

8501040150 

WASTE MGT 

THURBER, J. P. 

8501080287 

8501040273 

waste MGT 

THURBER, J. P. 

8501080291* 

8501070160 

WASTE MQT 

THURBER. J. P. 

8501110099 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WASTE MGT 

WASTE MGT 

FOIA 

50-424 D 

50-272 Q 

THURBER, J. P. 
THURBER, J. P. 
THURBER, J. P. 
THURBER, J. P. 
THURBER, J. P. 

8501110103 

8501110493 

8501150230 

8501150357 

8501250279 

50-354 G 
50-354 G 
50-354 0 

50-354 G 
50-354 0 

50-289 Q 

50-272 G 

40-7455 

XPDRTLIC 

50-250 8 

THURBER, J. P. 
THURBER, J. P. 
THURBER, J. P. 
THURBER, J. P. 
THURGOOD, B. 

B50125031B 

8501250330 

8501250375* 

8501250383* 

8501160531* 

50-354 G 
50-354 G 
50-354 0 

50-354 6 

50-267 S 

50-250 8 

50-250 8 

50-250 8 

50-250 8 

50-295 P 

TIEMANN, J. A. 

TIEN, C. 

TIEN. C. 

TIKTINSKY, D. 
TIKTINSKY, D. 

8501070595 

0501160532 

8501160532 

8501070143 

8501110497 

50-295 S 
ACRS 

ACRS 

WASTE RES 
WASTE RES 

50-295 P 

50-295 P 

50-295 P 

50-295 P 

50-3 P 

TIKTINSKY, D. 
TIKTINSKY, D. 
TIKTINSKY, D. 
TIKTINSKY, D. 
TIKTINSKY, D. 

8501290590 
8501290692 
8501290733 
850 1290741* 
8501290752* 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

WASTE MOT 

WASTE MGT 

WASTE MGT 

WASTE MGT 

40-6500 

TIKTINSKY, D. 
TILLMAN, A. 

TILLMAN, A. 

TILLMAN, A. 

TILLMAN, A. 

8501290754* 

8501070313* 

8501150182* 

8501160026* 

8501210015* 

WASTE RES 
50-280 Q 
50-538 a 
50-338 Q 
50-335 Q 

50-295 P 

50-295 0 

50-295 0 

waste RES 

50-182 G 

TILLMAN, A. 

TILLMAN, A. 

TINSLEY, W. D. 

TOBIN, W. J. 

TOBIN, W. J. 

8501210021* 

8501240041# 

8501100631* 

8501140210 

8501150395* 

50-250 Q 
50-321 a 
CONTRACT 
50-400 S 
50-160 a 

50-309 P 

50-73 P 

50-54 P 

50-54 P 

50-297 P 

TOBIN, W. J. 

TOBIN, W. J. 

TOKAR, M. 

TDKAR, M. 

TOKAR, M. 

8501150423* 

8501230573* 

8501040302 

8501110056 

8501110175 

50-406 a 
50-321 a 
WASTE MGT 
WASTE MGT 
WASTE MGT 

50-602 A 

50-297 P 

50-2 P 

50-2 P 

50-123 P 

TOKAR, M. 

TOKAR, M. 

TOKAR, M. 

TOMLINSON, D. P. 
TOMS, N. L. 

8501110398 
8501110503 
8501 140030 
8501080221* 
8501300255 

WASTE MOT 
WASTE MGT 
WASTE MGT 
50-382 a 
50-440 A 

CONTRACT 

50-454 Q 

50-320 P 

PR 

70-1007 

TOSTE, A. P. 
TOURIONY, E. G. 
TOURTELLOTTE, J. 
TOURTELLOTTE, J. 
TOURTELLOTTE, J. 

8501070504 

8501230452 

8412190373 

B501020419 

8501020431 

NUREG 
50-285 F 
SECY 

COMMISSION 

COMMISSION 

70-1257 

70-1007 

70-734 

50-298 R 

40-6920 

TOUSLEY.D. R. 
TOUSLEY, D. R. 

TOWER, J. 

TRAMM, T. R. 

TRAMM, T. R. 

8501080220 

8501080220 

8501040014* 

6501160320 

8501240247 

WASTE MOT 
WASTE MQT 
50-445 H 
50-454 P 
50-454 P 

40-6920 

FOIA 

FOIA 

FOIA 

FOIA 

TRAMM, T. R. 

TRAMM, T. R. 

TRAMM, T. R. 

TRAMM, T. R. 

TRAMM, T. R. 

8501240339 

8501240357 

8501240373 

8501240422 

8501290265 

50-454 P 
50-454 P 
50-454 P 
50-454 P 
50-454 F 

FOIA 

FOIA 

ACRS 

ACRS 

ACRS 

TRAMM, T. R. 

TRAMM, T. R. 

TRAMM, T. R. 

TRAMM, T. R. 

TRAMM, T. R. 

8501290360 

8501290384 

8501290399 

8501290407 

8501290496 

50-454 P 
50-454 P 
50-454 P 
50-454 P 
50-454 P 

ACRS 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

TRAMM, T. R. 
TRAMMELL, C, M. 
TRAMMELL, C. M. 
TRAMMELL, C. M. 
TRAPP, J. 8 . 

8501290506 

8501080013 

8501080061 

8501220195 

8501040275 

50-454 P 
50-344 P 
50-344 P 
50-344 P 
WASTE MGT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-346 S 

TRAPP, J. 8 . 

TRAPP, J. 8 . 

TRAPP, J. 8 . 

TRAVERS, W. 

TRAVERS, W. D. 

8501280710 
8501290017 
8501 290600 
8501230135 
8501080218 

WASTE MGT 
WASTE MGT 
WASTE MGT 
50-320 S 
50-320 R 

50-275 R 

FOIA 

50-483 G 

50-313 S 

50-317 S 

TRAVERS, W. D. 
TRAVERS, W. D. 
TRAVERS, W. D. 

TREBYi 8. A. 

TRIER, R. M. 

8501110494 

8501290176 

8501290601 

8501030194 

6501280372 

50-320 a 
50-320 P 
50-320 P 
50-445 G 
NUREG 

PR 

50-245 8 

50-354 G 

50-354 G 

50-354 G 

TRIPILETT, M. P. 
TRIPLETT, M. P. 
TRIPLETT, M. P. 
TRIPP, L. 

TRIPP, L. 

8005300153* 

8501180384* 

8501180386* 

8501080235* 

8501230283 

FOIA 

FOIA 

FOIA 

50-293 a 
X&E 

50-354 Q 
50-354 G 
50-354 G 
50-354 G 
50-354 G 

TRIPP ,.L,E. 

TRIPP, L. E. 
TROSKOSKI, W. M. 
TRG^.'E. 
TROWBRIDGE, G. F. 

8501070271 

85012505194 

8501250519* 

8501020046* 

8501290317 

PR 

50-334 a 
50-334 a 
CONTRACT 
50-209 0 



AUTHOR 

ACCESSION 

NUMBER 

SUB UECT 
CATEGORY 

TROWBRIDGE/ G. F. 

8501290317 

50-289 

G 

TROWBRIDGE. G. F. 

8501290448 

50-289 

G 

TROWBRIDGE. G. F. 

8501290448 

50-289 

G 

TRUBATCH. S. L. 

85012S0424« 

50-443 

G 

TRUBATCH. S. L. 

8501280506# 

50-537 

G 

TRUBATCH. S. L. 

8501280517* 

50-537 

G 

trunquest, L. 

8501110191 

50-237 

8 

TUCK, s. e. 

8501180187 

50-382 

G 

TUCKER. H. B. 

8411150125 

50-413 

P 

TUCKER. H. B. 

8501020049* 

50-370 

G 

TUCKER. H. B. 

8501020307 

50-270 

P 

TUCKER. H. B. 

8501020346 

50-369 

P 

TUCKER. H. B. 

8501020485 

50-370 

S 

TUCKER. H. B. 

8501040043 

50-413 

S 

TUCKER. H. B. 

8501040062 

50-370 

S 

TUCKER. H. B. 

8501070061 

50-369 

S 

TUCKER, H. B. 

8501070184 

50-269 

P 

TUCKER. H. B. 

8501070211 

50-413 

P 

TUCKER. H. B. 

8501070221 

50-413 

P 

TUCKER. H, B. 

8501070328 

50-413 

P 

TUCKER. H. B. 

8501070586 

50-369 

s 

TUCKER. H, B. 

8501080217 

50-413 

s 

TUCKER. H. B. 

8501080305 

50-413 

s 

TUCKER. H. B, 

8501080526 

50-413 

s 

TUCKER. H. B. 

8501080533 

50-413 

s 

TUCKER. H. B. 

8501080577 

50-370 

s 

TUCKER. H. B. 

8501090061 

50-270 

5 

TUCKER. H, B, 

8501090274 

50-370 

S 

TUCKER. H. B. 

8501100168 

50-413 

Q 

TUCKER. R B. 

8501100693 

50-269 

S 

TUCKER. H. B. 

8501100733 

50-413 

s 

tucker, R B. 

8501110202 

50-413 

s 

TUCKER. H. B. 

8501140038 

50-269 

s 

TUCKER. H. B. 

8501140053 

50-269 

s 

TUCKER. H. B. 

8501140124 

50-414 

s 

TUCKER. R B. 

8501140218 

50-269 

Q 

TUCKER, R B. 

8501140460 

50-413 

S 

TUCKER* R B. 

8501140466 

50-413 

s 

TUCKER, R B. 

8501150010* 

50-413 

F 

TUCKER, H. B. 

8501150161 

50-414 

A 

TUCKER. R B. 

8501150225 

50-413 

G 

TUCKER. H. B. 

8501150445 

50-414 

S 

TUCKER, R B. 

8501150457 

50-413 

S 

TUCKER, H. B. 

8501150464 

50-413 

S 

TUCKER, R B. 

8501160132 

50-413 

S 

TUCKER, H. B. 

8501160174 

50-413 

S 

TUCKER, H. B. 

8501160192 

50-369 

S 

TUCKER, H. B. 

8501160356 

50-369 

8 

TUCKER. H, B. 

8501160357 

50-369 

Q 

TUCKER. R B. 

8501160364 

50-413 

P 

TUCKER. R B. 

8501160377 

50-413 

P 

TUCKER, R B. 

8501170198 

50-414 

S 

TUCKER, R B. 

8501180232* 

50-413 

F 

TUCKER, R B. 

8501180236* 

50-413 

F 

TUCKER, H. B, 

8501180256* 

50-413 

F 

TUCKER, H. B. 

8501180369 

50-269 

F 

TUCKER, H. B. 

8501210057 

50-414 

S 

TUCKER, R B. 

8501210244* 

50-413 

G 

TUCKER. R B. 

8501220042 

50-369 

R 

TUCKER. H. B. 

8501220047 

50-269 

R 

TUCKER, R B. 

8501220051 

50-413 

R 

TUCKER. H. B, 

8501220557 

50-413 

8 

TUCKER. R B, 

8501230083 

50-370 

S 

TUCKER. H. B. 

8501240021 

50-4X3 

0 

TUCKER. H. B, 

8501240151 

50-369 

Q 

TUCKER. H. B. 

8501240180 

50-369 

P 

TUCKER. R B, 

8501250217 

50-413 

P 

TUCKER. R B. 

8501250226 

50-369 

P 

TUCKER. H. B, 

8501250333 

50-413 

F 

TUCKER, R B. 

8501250450 

50-370 

8 

TUCKER, R B. 

8501280153 

50-269 

V 

TUCKER. Hi B, 

8501280273 

50-270 

P 

TUCKER. )4b; 

8501280431 

50-414 

A 

TUCKER. H B.; 

8^01290382 

50-413 

F 

TUCKER. b:: 

8501290735 

50-413 

8 

TUCKER. RB, 

8501310469 

50-370 

8 

TUCKER. R 

8501110332* 

WASTE MOT 

TUCKER, R 

8501110335* 

WASTE MOT 

TUCKER. M; K. 

8501040309 

WASTE MOT 

TUCKER, M. K. 

8501070060 

WASTE MOT 

TUCKER. M, K. 

8501070096* 

WASTE MOT 

TUCKER, R k. 

8501070125 

WASTE MOT 

TUCKER. R K. 

8501110328 

waste MOT 

TUCKER, R K. 

8501290016 

WASTE MOT 

TUCKER, R K. 

8501290586 

WASTE MOT 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

lUCKER, S. 

8501030162 

PR 


TURETSKY, M. D. 

8501250189# 

FOIA 


TURETSKY, M. D. 

8501250199# 

FOIA 


TURETSKY, M. D. 

8501250199* 

FOIA 


TURK, S. E. 

8501040076 

50-382 

G 

TURK. S. E. 

8501090224 

50-382 

G 

TURK, S. E. 

8501230371 

50-382 

G 

TURNER, C. L. 

8501070134 

50-461 

J 

TWENTYFIVE. J. A. 

8501230186 

QA999 


TWINE, K. P. 

8501180472* 

50-400 

G 

TWINE, K. P. 

8501180472* 

50-400 

G 

TWINE, K. P. 

8501180472* 

50-400 

6 

UDALL, M. K. 

8501230053* 

COMMISSION 

UDERIT2, R. A. 

8501020282 

50-272 

P 

UDERIT2, R. A. 

8501040012 

50-272 

P 

UDERITZ, R. A. 

8501080271 

50-272 

P 

UDERITZ. R. A. 

8501230056 

50-272 

G 

UDERITZ. R. A. 

8501280430 

50-272 

G 

UDERITZ, R. A. 

8501310207 

50-272 

P 

UDY. A. C. 

8411280477* 

50-282 

F 

ULIE. J. 

8501220244* 

50-454 

Q 

ULLRICH, J. 

8501020425 

50-374 

S 

ULLRICH, W. T. 

8501020125 

50-277 

R 

ULLRICH, W. T. 

8501 070 588 

50-352 

S 

ULLRICH, W. T. 

8501070600 

50-352 

S 

ULLRICH, W. T. 

8501070602 

50-352 

s 

ULLRICH, W. T. 

8501070605 

50-352 

s 

ULLRICH, W. T. 

8501070608 

50-352 

s 

ULLRICH, W. T. 

8501080390 

50-352 

8 

ULLRICH, W. T. 

8501080522 

50-352 

s 

ULLRICH. W. T. 

850 1080630 

50-352 

5 

ULLRICH, W. T. 

8501080663 

50-278 

S 

ULLRICH. W. T. 

8501100160 

50-352 

s 

ULLRICH, W. T. 

8501100761 

50-352 

s 

ULLRICH, W. T. 

8501140476 

50-352 

s 

ULLRICH, W. T. 

8501150393 

50-352 

s 

ULLRICH, W. T. 

850.1160012 

50-277 

s 

ULLRICH, W. T. 

8501170280 

50-352 

s 

ULLRICH, W. T. 

8501180153 

50-352 

s 

ULLRICH. W. T. 

8501180415 

50-352 

s 

ULLRICH, W. T. 

8501 220032 

50-352 

R 

ULLRICH, W. T, 

8501220077 

50-352 

s 

ULLRICH, W. T. 

8501220553 

50-352 

s 

ULLRICH, W. T. 

8501230308 

50-352 

8 

ULLRICH. W. T. 

8501250496 

50-352 

8 

ULLRICH, W. T. 

8501280532 

50-352 

5 

ULLRICH, W. T. 

8501300450 

50-352 

S 

ULLRICH. W. T. 

8501310519 

50-352 

8 

ULRIKSON, G. 

8501300210* 

FOIA 


ULRXKSON, G. 

850 13002 15* 

FOIA 


UMBEL, D. 

8501100529 

CONTRACT 


UMBEL, D. 

8501100587 

CONTRACT 


UMBEL, D. 

8501100653 

CONTRACT 


UMBEL, D. 

8501 100667 

CONTRACT 


UMBEL, D. 

8501110047 

CONTRACT 


UMBEL, D. 

8501110054 

CONTRACT 


UMBEL, D. 

8501140250 

CONTRACT 


UMBEL, D. 

8501140493 

CONTRACT 


UMBEL, D. 

8501140564 

CONTRACT 


UMBEL, D. 

8501230163 

CONTRACT 


UPRIGHT, C. M. 

8501180098* 

50-424 

G 

UPRIGHT. C. M. 

8501180113* 

50-369 

Q 

UPRIGHT, C. M. 

B501210105* 

50-416 

Q 

URBAN, 8. A. 

8501140574* 

70-364 


URBAN, S. A. 

8501140577* 

70-364 


URBANIK.T. 

8501230411* 

50-400 

G 

URYC, B. 

8501210089* 

50-413 

Q 

UTLEY, E. E. 

8501040226 

50-261 

F 

UTLEY, E. E. 

8501070348 

50-324 

F 

VADEN, U. 

8501300160* 

FOIA 


UADEN, J. 

8501300173* 

FOIA 


VADEN, vl. D, 

8501300199* 

FOIA 


VADEN, U, D. 

8501300317* 

FOIA 


VADEN, U. D. 

8501300432* 

FOIA 


VALENTINE, T. 

8501240429* 

50-289 

P 

VAN BRUNT, E.E. 

8501020057 

50-528 

S 

VAN BRUNT, E. E. 

8501020181 

50-528 

8 

VAN BRUNT, E. E. 

8501020301 

50-528 

G 

VAN BRUNT, E. E. 

8501040237 

70-2984 


VAN BRUNT, £, E. 

8501070292 

50-528 

S 

VAN BRUNT. E. E. 

8501070593 

50-530 

s 

VAN BRUNT. E. E. 

8501070624 

50-528 

s 

VAN BRUNT, E. E. 

8501070627 

50-528 

s 

VAN BRUNT, E.E. 

8501080173 

50-528 

s 

VAN BRUNT, E. E. 

8501090099 

50-528 

A 


571 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VAN BRUNT. E. E. 

S50115001S 

50-528 

G 

VAN BRUNT, E. E. 

8501 160014 

50-528 

S 

VAN BRUNT. E. E. 

8501160134 

50-528 

P 

VAN BRUNT. E. E. 

8501160137 

50-530 

Q 

VAN BRUNT, E. E. 

8501160206 

50-528 

G 

VAN BRUNT. E. E. 

8501160233 

50-530 

Q 

VAN BRUNT, E. E, 

8501160298 

50-52B 

A 

VAN BRUNT. E. E. 

8501160360 

50-528 

A 

VAN BRUNT, E. E. 

8501210153 

50-528 

S 

VAN BRUNT. E. E. 

8501210153 

50-528 

S 

VAN BRUNT, E. E. 

8501 230068 

50-528 

F 

VAN BRUNT, E. E. 

8501230314 

50-528 

Q 

VAN BRUNT, E. E. 

8501230392 

50-528 

P 

VAN BRUNT, E. E. 

8501240627 

50-528 

S 

VAN BRUNT, E. E. 

8501280234 

50-528 

S 

VAN BRUNT. E. E. 

VAN COTT, H. 

VAN COTT, H. 

VAN DER KLOOT 

VAN DYCK, P. C. 

8501310419 

8501080460 

8501080463 

8501100497* 

8501070079 

PR 

NUREG 

NUREG 
40-2061 
STATE PRDG 

VAN HOWE. K. R. 

8501180291* 

50-206 

p 

VAN RIPER, E.E. 

VAN VLIET, J. A. 

8501230326 

8501030399 

MISC 

50-289 

p 

VANDEL, T. A. 
VANDENBERG, D. 

8501280727* 

8501180246 

FOIA 

50-255 

R 

VANDENBURGH, C. 

8501 300063* 

50-454 

Q 

VANDEWALLE, D. J. 

8501100507 

50-155 

P 

VANDEWALLE, D. J. 

8501160342 

50-255 

P 

VANDEWALLE, D. J. 

8501160371 

50-155 

P 

VANDEWALLE. D. J. 

8501240168 

50-155 

G 

VANDEWALLE, D. J. 

8501240216 

50-155 

P 

VANDEWALLE, D. J. 

8501290238 

50-255 

G 

VANDEWALLE. D. J. 

8501290397* 

50-155 

F 

VANLAERE, J. 

8501030149 

50-454 

S 

VANLAERE, J. R. 

B501210410 

50-454 

S 

VARELA, A. A. 

8501100004* 

50-387 

G 

VARGA, S. A. 

8410240282 

50-247 

P 

VARGA, S. A. 

8501020101 

50-295 

G 

VARGA. S. A. 

8501020390 

50-281 

P 

VARGA, S. A. 

B50 1030361 

50-261 

F 

VARGA, S. A. 

8501040152 

50-286 

P 

VARGA, S. A. 

8501070042 

50-305 

P 

VARGA. S. A. 

8501070163 

50-295 

P 

VARGA, S. A. 

8501070256* 

50-348 

P 

VARGA, S. A. 

B501070413 

50-315 

Q 

VARGA, S. A. 

8501070456 

50-315 

F 

VARGA, S. A. 

8501070619 

50-334 

P 

VARGA, S. A. 

8501080022 

50-295 

P 

VARGA, S. A. 

8501080097* 

50-305 

P 

VARGA, S. A. 

8501080232 

50-272 

F 

VARGA, S, A. 

8501080298* 

50-334 

P 

VARGA, S. A. 

8501080315* 

50-334 

P 

VARGA, S. A. 

8501080354* 

50-348 

P 

VARGA, S. A. 

8501080576* 

50-247 

P 

VARGA, S. A. 

8501100026 

50-334 

P 

VARGA, S. A. 

8501 100054 

50-261 

P 

VARGA, S. A. 

8501100397* 

50-261 

P 

VARGA, S, A. 

8501100571 

50-250 

P 

VARGA, S. A, 

8501 100660* 

50-334 

P 

VARGA, S. A. 

8501100306 

50-286 

F 

VARGA, S. A. 

8501110137* 

50-305 

P 

VARGA, S. A. 

8501110196 

50-305 

P 

VARGA, S. A, 

8501110334 

50-305 

P 

VARGA, S. A. 

8501140145* 

50-334 

P 

VARGA, S. A. 

8501 140317 

50-295 

0 

VARGA, S. A. 

8501140427 

50-261 

P 

VARGA. S. A. 

8501140502 

50-250 

F 

VARGA, S. A. 

8501140524 

50-250 

Q 

VARGA, S. A. 

8501160392 

50-247 

F 

VARGA, S. A. 

8501 160404 

50-305 

P 

VARGA, S. A. 

8501 160420* 

50-305 

P 

VARGA, S, A. 

8501160443 

50-247 

P 

VARGA, S. A. 

8501160445* 

50-247 

P 

VARGA, S. A. 

8501160506* 

50-334 

P 

VARGA, S. A. 

8501180072 

50-280 

F 

VARGA, S. A. 

8501180479 

50-280 

P 

VARGA, S. A. 

8501280115* 

50-3 

P 

VARGA, S. A. 

8501280552 

50-286 

P 

VARGA, S. A. 

8501280705 

50-280 

P 

VARGA, S. A. 

8501280717 

50-364 

P 

VARGA, S. A. 

8501280720* 

50-364 

P 

VARGA, S. A. 

3501280743 

50-250 

P 

VARGA, S. A. 

9501200748 

50-315 

P 

VARGA, S. a: 

8501290099 

50-315 

P 

VARGA. S, A. 

3501290459 

50-250 

F 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WENZINOER.E. C. 
WENZINOER, E. C. 
WENZINOER. E. C. 
WERMUNDi E. 0. 
WERMUNDi E. G. 

8501300140* 

8501310086 

8501310246 

8501070177 

8501070458 

50-443 Q 

50-213 Q 

50-184 Q 

WASTE MGT 
WASTE MOT 

WERNER i J. P. 
WESCOTT, H. M. 

WEST. D. 

WEST. D. 

WEST. 0. 

8501020387* 

8501110243* 

8501030195 

8501040033 

8501290420 

TOPREP 
50-443 8 

50-389 S 

50-389 S 

50-389 S 

WESTAFER. G. R. 
WESTAFER. G. R. 
WESTAFER. G. R. 
WESTAFER. 0. R. 
WESTAFER. G. R. 

8501040024 

8501070333 

8501150085 

8501150438 

8501150475 

50-302 P 
50-302 F 
50-302 R 
50-302 R 
50-302 S 

WESTAFER. G. R. 
WESTAFER. G. R. 
WESTAFER. G. R. 
WESTAFER. G, R. 
WESTAFER. G. R. 

8501210106* 

8501210115* 

8501220326 

8501250002 

8501250122 

50-302 0 
50-302 0 
50-302 P 
50-302 P 
50-302 P 

WESTAFER. G. R. 
WESTAFER. G. R. 
WESTAFER. G. R. 
WESTAFER. G. R, 
WESTAFER. G. R. 

8501250588 

8501280261 

8501280429 

8501310118 

8501310234 

50-302 R 
50-302 P 
50-302 P 
50-302 P 
50-302 Q 

WESTS ERG. R. A. 
WESTBROOK. K. B. 
WESTERMAN. R. E. 
WESTERMAN. R. E. 
WETTERHAHN. M. J. 

8501220168* 

8501110309 

8501070576* 

8501070585* 

8501020069 

50-282 Q 

WASTE MGT 
WASTE RES 
WASTE RES 
50-352 0 

WETTERHAHN, M. J. 
WETTERHAHN. M. U. 
WETTERHAHN. M. J. 
WETTERHAHN. M. J. 
WETTERHAHN. M. J. 

8501020069 

8501140528 

8501140528 

8501160326 

8501160326 

50-352 0 
50-354 G 
50-354 0 
50-354 G 
50-354 0 

WETTERHAHN. M. J. 
WETTERHAHN. M. J. 
WETTERHAHN. M. J. 
WETTERHAHN, M. U, 
WETTERHAHN. M. U. 

8501160334* 
8501160334* 
8501160564 
8501160564 
8501 180229 

50-354 G 
50-354 0 
50-352 0 
50-352 0 
50-354 G 

WETTERHAHN. M. J. 
WETTERHAHN. M. J. 
WETTERHAHN. M, J. 
WETTERHAHN. M, J. 
WETTERHAHN. M. U. 

8501180229 

8501230405 

8501230405 

8501280112 

8501280112 

50-354 0 
50-352 0 
50-352 0 
50-354 0 
50-354 0 

WETTERHAHN, M. J. 
WETTERHAHN. M. J. 
WHATLEY. S. K. 
WHATLEY, S. K. 
WHATLEY, S. K. 

8501280380 

8501280380 

8501040283 

8501070145 

8501070609 

50-354 G 

50-354 G 

WASTE RES 
WASTE RES 
WASTE RES 

WHATLEY. S. K. 
WHATLEY, S, K. 
WHATLEY. S. K. 
WHATLEY. S. K. 
WHATLEY, S. K. 

8501070617* 

8501070621 

8501080249 

8501110333 

8501110338* 

WASTE RES 

waste res 

WASTE RES 

waste res 

WASTE RES 

WHATLEY. S. K. 
WHEATON, B. 
WHEELER. J. T. 
WHEELER. W. A, 
WHITAKER, L. 

8501310480 

8501240316* 

8501090235* 

8501280403 

8501310250* 

WASTE RES 
FOIA 

CONTRACT 

NUREG 

50-104 Q 

WHITAKER. L. 
WHITCOMB. H. 
WHITCOMB. H. C. 
WHITE, A. 

WHITE, A. F. 

8501310496* 

8501180451* 

8501210132* 

8501300527* 

8501040290 

50-286 Q 
50-861 Q 

50-261 a 

waste res 

WASTE MGT 

WHITE, J. W. 

WHITE, R. M. 
WHITENER, H. L. 
WHITENER, H. L. 
WHITMER. C. F. 

8501230093* 

8501880730* 

8501180200* 

8501210818* 

8501170117 

CONTRACT 
CONTRACT 
50-261 a 

50-627 a' 
50-321 a 

WHITNE^/C, W. 
WHITNEY, C. W. 
WHITNEY, L. E. 
WHITTIER. G. D. 
WHITTIER, G. D. 

8501080413 

8501080413 

8501280458* 

8501020268 

8501070365 

50-424 G 
50^84 G 

50-'4#S a 

50-309 P 

50-309 P 

whitti^Iq.b, 

WHITTIER. G. D. 
WHITTIER, 0. D. 
WHITTIER. G. D. 

. WHITTIER. G. D. 

8501140198 

8501140279 

8501140511 

8501150221 

8501150251 

50-309 F 
50-309 P 
50-309 S 
50-309 P 
50-309 P 

WHITTIER. G. a 
WHITTIER^ G. D. 
WHITTIER, G. 0. 
WHITTIER, 0, G. 
WHITTIER; 6. 

8501150285 

8501180173 

8501830230 

8501840546 

8501250301 

50-309 F 
50-309 P 
50-309 P 
50-309 R 
50-309 P 
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WHITTIER. G. D. 

8501280471 

50-309 

P 

WHITTIER. G. D. 

8501280494 

50-309 

Q 

WHITTIER. G. D. 

8501310274 

50-309 

P 

WHITTLESEY. K, A. 

8501230351* 

50-382 

G 

WICK. £. A. 

8501040054 

HASTE RES 

WICK. E. A. 

8501040130 

WASTE RES 

WICK. E. A. 

8501070132 

WASTE RES 

WICK, E. A. 

8501070227 

WASTE RES 

WICK. E. A. 

8501140070 

WASTE RES 

WICKS. F. D. 

8501070265 

PR 


WIEDEMAN.D. 

8501070635 

IScE 


WIEDER. A. V. 

8501150136* 

50-394 

Q 

WIESELMAN. K. 

8501210209 

FOIA 


WIESEMANN. R, A. 

8501170172* 

50-400 

A 

WIESEMANN. R. A. 

8501180364* 

50-244 

P 

WIESEMANN. R. A. 

8501210090 

TOPREP 


WIESEMANN. R. A. 

8501230365* 

TOPREP 


WIGGINS. E. 

8501080040* 

CONTRACT 


WIGGINS. E. 

8501100596* 

CONTRACT 


WIGGINS. E. 

8501100631* 

CONTRACT 


WIGGINS. E. 

8501210008* 

CONTRACT 


WIGGINS. E. 

8501230015* 

CONTRACT 


WIGGINS. E. 

8501280641* 

CONTRACT 


WIGGINS. E. 

8501300025* 

CONTRACT 


WIGGINS. E. 

8501300546* 

CONTRACT 


WIGGINS. E. 

8501310145* 

CONTRACT 


WIGGINS. E. 

8501310462* 

CONTRACT 


WIGGINS. J. T. 

8501240055* 

50-352 

Q 

WIGGINS. J. T. 

8501290010* 

50-352 

0 

WIGGINS. J. T. 

8501310447* 

50-352 

Q 

WIOOINTON. D. 

8501300640* 

50-295 

S 

WIOOINTON. 0. L. 

8501070604 

50-316 

P 

WICOINTON. D. L. 

8501 160424 

50-315 

P 

WIOOINTON. D. L. 

8501290140 

TOPREP 


WIOOINTON. 0. L. 

8501290147 

50-315 

P 

WIOOINTON. D. L. 

8501300565* 

50-295 

P 

WIOOINTON. 0. L. 

8501300599 

50-316 

P 

WILBER. H. A. 

8501070610 

50-382 

G 

WILBORN. L. 

8501 140316* 

50-267 

Q 

WILBUR, L. C. 

8501290077 

50-134 

R 

WILKINSON. E. P. 

8501100352 

ADVCM 


WILKINSON. M. J, 

8501080379* 

50-440 

F 

WZLKOWSKI. 0. M. 

8501280617 

NUREG 


WILKS. B. L. 

8501150462 

50-387 

S 

WILKS. B. L. 

8501290026 

50-387 

S 

WILKS. B, L. 

8501310562 

50-388 

8 

WILL, J. M. 

8501290720* 

50-272 

a 

WILLETT, D. J. 

8501240175* 

50-397 

a 

WILLIAMS. C. C. 

8501080087* 

50-331 

Q 

WILLIAMS. C. C. 

8501250561* 

50-461 

o 

WILLIAMS. D. L, 

8501300701* 

50-482 

Q 

WILLIAMS. D. S. 

8501220281* 

50-320 

p 

WILLIAMS. U. H. 

8501230309* 

50-277 

a 

WILLIAMS. J. W. 

8407270285 

50-335 

p 

WILLIAMS. J. M. 

8501020353 

50-250 

F 

WILLIAMS. J. W. 

8501030059 

50-335 

F 

WILLIAMS. J. W. 

8501030079 

50-389 

F 

WILLIAMS. J. W. 

8501030088 

50-250 

F 

WILLIAMS. J. W. 

8501030195 

50-389 

S 

WILLIAMS. J, W. 

8501040001 

50-250 

P 

WILLIAMS, J< W. 

8501040033 

50-389 

S 

WILLIAMS, a W. 

8501080108 

50-389 

P 

WILLIAMS. J. W. 

8501080286 

50-251 

S 

WILLIAMS. J. W. 

8501080296 

50-389 

8 

WILLIAMS. J. W. 

8501080307 

50-389 

S 

WILLIAMS, J. W. 

8501080609 

50-251 

6 

WILLI AMS. J. W. 

8501080666 

50-250 

S 

Wig-IAMS, vl. W. 

8501100056 

50-389 

S 

WILLIAMS, J. W. 

^01100064 

50-250 

8 

WILLIAMS, J. W, 

8501100106 

50-250 

S 

WILLIAMS, J. W, 

8501100117 

50-251 

S 

WILLIAMS, J. W. 

8501100360 

50-335 

8 

WILLIAMS, J. W. 

8501 110013 

50-250 

P 

WILLIAMS, J. W. 

8501110026 

50-250 

P 

WILLIAMS, J. W. 

8501150082 

50-335 

P 

WILLIAMS, J. W. 

B50U50181 

50-250 

F 

WiaiAMS, J3. 

8501150307 

50-250 

P 

WILIIAMS,^,^. 

8501160345 

50-250 

;a. 

WILLIAMS, J. U. 

8501170204 

50-335 

■■p' 

WILLIAMS, J. W. 

8501170235* 

50-250 



8501180048 

50-250 


WILLIAMS, J. U. 

8501 180067* 

50-335 

"M 

WILLIAMS, J. W. 

8501180345 

50-250 

F 

WILLIAMS, J. W. 

8501210186* 

50-335 

a 

WILLIAMS, J. W, 

8501210240* 

50-389 

a 
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WILLIAMS. J. W. 

S501210312* 

50-250 

Q 

WILLIAMS. J. W. 

8501220205 

50-250 

S 

WILLIAMS. J. W. 

8501220213 

50-250 

S 

WILLIAMS. J. W. 

S50 12303 15 

50-250 

P 

WILLIAMS. J. W. 

8501230357 

50-250 

P 

WILLIAMS. J. W. 

8501240010 

50-250 

R 

WILLIAMS. J. W. 

8501240146 

50-335 

P 

WILLIAMS. J. W. 

8501280613 

50-389 

S 

WILLIAMS. J. W. 

8501290420 

50-389 

s 

WILLIAMS. J. U. 

8501310539 

50-250 

s 

WILLIAMS. J. W. 

8501310545 

50-250 

s 

WILLIAMS. J. W. 

8501310550 

50-250 

s 

WILLIAMS. N. C. 

8501110144* 

50-315 

s 

WILLIAMS. N. C. 

8501250010 

50-315 

5 

WILLIAMS. N. H. 

8501230032 

50-445 

A 

WILLIAMS. N. H. 

8501300494 

50-445 

A 

WILLIAMS. N. H. 

8501300530 

50-445 

A 

WILLIAMS. 0. G. 

8501180051 

50-329 

A 

WILLIAMS. 0. G. 

8501300269 

50-213 

S 

WILLIAMS. R. E. 

8501070155 

WASTE RES 

WILLIAMS. R. E. 

8501070389 

WASTE RES 

WILLIAMS. R. E. 

8501070549 

WASTE RES 

WILLIAMS. R. E. 

8501140567* 

CONTRACT 


WILLIAMS. R. E. 

8501170006* 

CONTRACT 


WILLIAMS. R. S. 

8501250346* 

50-413 

F 

WILLIAMS. R. W. 

8501040180 

WASTE RES 

WILLIAMSEN. N. R. 

8501140106* 

50-440 

G 

WILLIS, J. 

8501160308* 

FOIA 


WILLSEY. W. B. 

8501020374 

50-277 

R 

WILLSEY. W. B. 

8501110045 

50-352 

P 

WILSON. B. A. 

8501170232* 

50-250 

Q 

WILSON, B. A. 

8501180070* 

50-369 

Q 

WILSON, B. A. 

8501180166* 

50-400 

Q 

WILSON, B. A. 

8501180203* 

50-335 

Q 

WILSON, B. A. 

8501210163* 

50-321 

a 

WILSON, B. A. 

8501210213* 

50-99 

a 

WILSON, B. A. 

8501210358* 

50-327 

a 

WILSON, B. A. 

8501210388* 

50-390 

a 

WILSON, 0. L. 

8501020298 

50-331 

F 

WILSON, D. L. 

8501280128 

50-331 

p 

WILSON, J. H. 

8501030019 

NUREG 


WILSON, K. L. 

8501070159 

WASTE MGT 

WILSON, K. L. 

8501070186 

WASTE MGT 

WILSON, R. 

8501180192 

50-400 

G 

WILSON. R. F. 

8501070372 

50-289 

P 

WILSON, R. F, 

8501180206 

50-289 

Q 

WINDT, W. E. 

8501280463 

QA999 


WINEOARDNER. W. 

8501160489* 

FOIA 


WINEOARDNER. W. 

8501160503* 

FOIA 


WINEGARDNER. W. 

8501160518* 

FOIA 


WINEOARDNER. W. 

8501160527* 

FOIA 


WINEGARDNER. W. 

8501160541* 

FOIA 


WINEOARDNER, W. 

8501160552* 

FOIA 


WINEOARDNER, W. 

8501160565* 

FOIA 


WINEGARDNER, W. 

8501160581* 

FOIA 


WINEOARDNER, W. 

8501160588* 

FOIA 


WINEOARDNER, W. 

8501160603* 

FOIA 


WINEOARDNER, W. 

8501 160606* 

FOIA 


WINEOARDNER, W. 

8501160608* 

FOIA 


WINTER. G. 

6501040186 

WASTE RES 

WINTER, G. 

8501040296 

WASTE RES 

WINTER, G. 

8501070137 

WASTE RES 

WINTER, G. 

8501070174 

WASTE RES 

WINTER, G. 

8501110368 

WASTE RES 

WINTER, G. 

8501110377 

WASTE RES 

WINTER, G. 

8501290582 

WASTE RES 

WINTER, G. 

8501290589 

WASTE RES 

WISE, J, R. 

8501150176 

FOIA 


WISE. R. 

8501100625* 

50-267 

a 

WISE, R. 

8501150324* 

50-482 

G 

WISE. R, 

8501290299* 

50-285 

o 

WISEMAN, G. R. 

8501180515* 

50-413 

a 

wisenburg. M. R. 

8501100217 

PR 


WISENBURO. M. R. 

8501180201 

50-498 

A 

WX8ENBURO, M. R. 

8501300539 

PR 


WISNER, J. W. 

85D11 00607* 

CONTRACT 

WITHEE. C. 

8501240374* 

FOIA 


WIT^IEE. C. 

8501240383* 

FOIA 


WITHERS. B.D. 

8501020297 

50^44 

■;F 

WITHERS, B.D. 

* 8501040056 

50-344. -■ ' 

■■iF 

WITHERS, BiD. 

8504110130 

50-344 


WITHERS. B.D. 

85011 50340 

' 5d-344'' 

'P 

WITHERS, B.D. 

■450#1 50346* 

50-344 

P 

WITHERS, B.D. 

8501160536 

50-344 

H 

WITHERS, B.D. 

^ 850'f 180293 

50-344 

P 
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WITHERS. B. D 
WITHERS. B. D. 
WITHERS. B. D. 
WITHERS. B. D 
WITHERS. B. D 


8501180299* 
8501210100 
8501230396 
8501230404 
850 I 2304 13 


50-344 P 
50-344 I 
50-344 F 
50-344 P 
50-344 P 


WITHERS. B. D. 
WITHERS. B.D. 
WITTENBl»?G. K. C. 
WITTENBURO, K. C. 
WITTENBURO, K. C. 


8501280287 50-344 P 
8501290510 50-344 H 
8501160495 50-374 S 
8501210170 50-374 S 
8501240278 50-374 S 


WOHLD.P. R. 
WOJNAS. E. J 
WOJNAS. E. J 
WOLFE, S. J 
WOLFE, S. J. 


8501100302* 

8501240071* 

8501290720* 

8501090242 

8501160542 


50-255 Q 
50-317 Q 
50-272 G 
50-338 G 
50-320 G 


WOLFE. S. J. 
WOLFE. S. J. 
WOLLENBERG. H. 
WOLLETT. S. 
WOLLETT. S. 


8501180372 

8501230601 

8501300521* 

8501090569 

8501090596 


50-338 G 
50-338 G 
WASTE RES 
CONTRACT 
CONTRACT 


WOLLETT. S. 
WOLLETT. S. 
WOLLETT. S, 
WOLLETT, S. 
WOLLETT, S. 


8501090602 CONTRACT 
8501090606* CONTRACT 
8501 1 40438 CONTRACT 
8501 1 40537 CONTRACT 
8501160559 CONTRACT 


WOLLETT. S. 
WOLLETT. S. 
WOLLETT. S. 
WOLLETT. S. 
WOLLETT. S. 


850 1 1 70004 CONTRACT 
8501170026 CONTRACT 
8501280658 CONTRACT 
8501280659 CONTRACT 
8501290033 CONTRACT 


WOLLETT, S. 
WOLLETT, S. 
WOLLETT. S. 
WOLLETT. S. 
WOLSKY. M. 


8501290088 CONTRACT 
8501290646 CONTRACT 
8501290738 CONTRACT 
8501300028 CONTRACT 
850 1 1 40569* 70-364 


WOLTNER. E. 
WONG. H. J. 
WONG. K. M. 
WONG. T. 
WOOD, J. C. 


8501110420* 50-193 Q 

8501080572* 50-400 G 

8501160230* 50-312 P 

8501 1 00748 40-299 

8501100264 PR 


WOOD. J. C. 
WOOD, J. K. 
WOOD, J, L. 
WOOD, P. J. 
WOODARD, J, D. 


8501100264 PR 
8501280711 50-346 S 

8501290524 QA999 

8501300488 PR 
8501 080467 50-364 S 


WOODARD. J. D. 
WOODARD. J. D. 
WOODARD. J. D. 
WOODHALL. C. B 
WOODHEAD, C. P 


8501160492 

8501180055 

8501250502 

8501100540 

8501230156 


50-364 S 
50-348 R 
50-364 S 
PROJ 

50-440 G 


WOODHEAD. C. P. 
WOODHEAD, C. P. 
WOODHEAD. C. P. 
WOODHEAD, C. P. 
WOODLAN, D. R. 


8501230165* 

8501230321* 

8501230444 

8501250363 

8501300503 


50-317 F 
50-373 p 
50-142 G 
50-440 G 
50-445 A 


WOODRUFF, R. W. 
WOODWARD, J. D. 
WQOLEVER. E. J. 
WOOLEVER, E. J. 
WOOLEUER, E. J. 


8501070494 
8501 I 10205 
8501 070037 
8501150056 
B50I 150108 


NUREG 
50-348 F 
50-412 K 
50-412 E 
50-412 E 


WQOLEVER. E. J. 
WOOLEVER, E. O. 
WOOLEVER, E. J. 
WOOLEVER, E. 
WQOLEVER, E. J. 


8501150215 

8501210084 

8501210109 

8501210126 

8501230072 


50-412 G 
50-412 A 
50-334 G 
50-412 E 
50-412 A 


WOOLEVER, E. 
WOOLEVER, E. J. 
WOOLEV^, E. J. 

WOOLSEV,R.T. 
W0QL8EV,R. T. 


8501240201 

^1310115 

8501310227 

8501180484* 

8501220533* 


50-412 E 
50-412 A 
50-412 G 
70-712 
40-1478 


WQPLSipY,t,T, 
WRIGHT* G, L, 
WRIGHT, E- G. 


8501220542* 

8501040265 

8501080604 

8502300083 

8501250146* 


40-1478 
40-6622 
50-261 S 
50-261 S 
FOIA 


WRIGHT, E, G. 
WRIGHT, E, G. 
WRIGHT, E. G. 
WRIGHT, E,G. 
WRIGHT, E«G. 


8501250212* FOIA 
8501250221* FOIA 
8501250247* FOIA 
8S0125O255* FQIA 
8501250288* FQIA 


WRIGHT. G. 
WRIGHT, G^ 
WRIGHT, G,C. 
WRICHT,G,C. 
WRr^*G.E. 


8501030325 

^01160024 

8501080042* 

850£08(K>62« 

8501080157* 


50-295 S 
50-316 S 
50-315 Q 
50-315 Q 
50-255 0 


AUTHOR 


WRIGHT. G. C. 
WRIGHT. G. C. 
WRIGHT. R, 
WRIGHT. R. J. 
WRIGHT, R. J. 

WRIGHT. R. J. 
WRIGHT. R. J. 
WRIGHT. R. J. 
WRIGHT. R. J. 
WRIGHT. R. J. 

WRIGHT, R. W. 
WRIGHT. R. W. 
WRIGHT. S. A. 
WRIGHT. S. V. 
WRIGHT. S. V. 

WYNOARDEN. S. D. 
WYNGARDEN, S. D. 
WYNNE. J. G. 
YANDELL.L. A. 
YANDELL. L. A. 


YANG. M. S. 
YBARRONDQ. L. J. 
YEAGER. B. B. 
YEE, A. 

YORK. J. W. 


YORK. J. W. 

YORK. W. G. 

YOST. M. W. 

YOST. M. W. 
YOUNG, F. 

YOUNG, F. 

YOUNG. H. W. 
YOUNG, H. W. 
YOUNG. J. A. 
YOUNG. J. S. 

YOUNG, M. 

YOUNG. M. A. 
YOUNG. M. A. 
YOUNG. T. 

YOUNG. T. 

YOUNG. T. 

YOUNG. T. 

YOUNG. T. 

YOUNG. T. 

YOUNG, T. 

YOUNG. T. E. 
YOUNGBLOOD, B. 
YOUNGBLOOD, B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 

YOUNGBLOOD. B. J. 
YOUNGBLOOD, B. J 
YOUNGBLOOD, B. J. 
YOUNGBLOOD, B. J. 
YOUNGBLOOD. B. J. 

YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD, B. J. 
YOUNGBLOOD, B. J. 
YOUNGBLOOD, B. J. 

YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 

YOUNGBLOOD, B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J. 
YOUNGBLOOD. B. J, 
YOUNGBLOOD. B. J. 

YOUNGBLOOD, R. 
YOUNGLING, E. J. 
YOUNGLING, E. J. 
YOUNGLING. E. J. 
YUHAS, G. 

YUHAS, G. P. 

YUHAS. G. P. 

YUHAS. G. P. 

YUHAS. 0. P. 

YUHAS. G. P. 

YUHAS. G. P. 

YUHAS, G. P. 

YUHNKE. R. E. 

YUNDT, C. P. 

YUNDT, C. P. 


ACCESSION SUBJECi 

NUMBER CATEGOH ■ AUTHOR 


8501 100406* 

8501240196* 

8501170213* 

8501040270 

8501040319 

8501040321* 

8501110518 

8501140055 

8501280650 

8501290172 

8501180098* 

8501210239* 

8501030021 

8501040298 

8501070161 

8501070407 

8501290523* 

8501310148 

8501040021* 

8501310356* 

8501240141* 

8501280666* 


8501140302 

PR 


8501300527* 

WASTE 1 

RES 

8501170274* 

50-438 

Q 

8501210169* 

50-438 

Q 

8501070276 

50-317 

J 

8501180186* 

50-454 

A 

8501180272* 

50-382 

A 

8501110168* 

50-219 

Q 

8501230094* 

50-289 

Q 

8501250100* 

FOIA 


8501250111* 

FOIA 


8501 070503 

WASTE MOT 

8501030330 

NUREG 


8501230343* 

50-250 

P 

8501290414 

50-289 

G 

8501290418* 

50-289 

e 

8411290507* 

50-206 

0 

8501020134* 

50-528 

0 


50-295 

a 

YUNDT. C. P. 

50-315 

Q 

YUNDT, C. P. 

50-409 

P 

YURCHICK. C. W. 

WASTE MOT 

YURCHICK. C. W. 

WASTE MOT 

YURCHICK. C. W. 

WASTE MOT 

YUSKO, J. G. 

WASTE MOT 

ZABEL. S. A. 

WASTE MOT 

ZABEL. S. A. 

WASTE MOT 

ZABEL. S. A. 

WASTE MOT 

ZABEL. S. A. 

50-424 

a 

ZABEL, S. A. 

50-438 

a 

ZABEL. S. A. 

NUREG 


ZABEL. S. A. 

27-48 


ZABEL. S. A. 

27-48 


ZAHNLEUTER. R. J. 

70-143 


ZALDUDEK. F. R. 

70-2998 


ZANDTTI, B. L. 

50-322 

s 

ZARBIS, W. A. 

50-285 

a 

ZARBIS. W. A. 

50-285 

a 

ZECH. G, 

50-454 

p 

ZECH. G. G. 

CONTRACT 


ZECH. G. G. 


ZECH. G. G. 
ZECH. G. G. 
ZECH. G. G. 

ZECH. G. G. 
ZECH. G. G. 
ZECH. G. G. 
ZECH. G. O. 
ZECH. G. G. 

ZECH. G. G. 
ZECH. C. 0. 
ZECH. 0. G. 
ZECH. G. G. 
ZECH. G. 0. 

ZECH. 0. G. 
ZECH. G. G. 
ZECH. G. G. 
ZECH. G. G. 
ZECH. G. G. 


8501100007* 
8501100562* 
8501 100786* 
8501250618* 
8501300144* 


50-323 Q 
50-528 Q 
50-361 Q 
50-528 0 
50-275 G 


ZECH. G. G. 
ZECH. G. 6. 
ZECH. 0. G. 
ZECH. G. 6. 
ZECH. C. 6. 


8406040020* 

8501170124 

8501020109 

8501030191 

8501030363 


50-298 P 
50-423 D 
50-445 A 
50-423 E 
50-440 A 


ZECH. G. G. 
ZECH. 0. O. 
ZECH, G. G. 
ZECH. G. G. 
ZECH. G. G. 


8501030396 
8501140263 
8501140386 
8501140413 
8501 140430 


50-445 A 
50-483 P 
50-445 V 
50-445 A 
50-454 E 


ZECH, G. G. 
ZECH. G. G. 
ZECH, 0. G. 
ZECH, 0. G. 
ZECH. G. G. 


8501140516 
8501180001 
8501180002* 
8501 180034 
8501180040 

8501180418 

8501210351 

8501220260 

8501230019 

8501280548 

8501290597 

8501300664 

8501300736 

8501310144 

8501310526 

8501180533* 

8501160612* 

8501160624* 

850X170165* 

8501230421 

8501070488* 

8501100578* 

8501210204* 

8501220232 

8501240052* 

8501290734* 

8501300051* 

8501150339 

8411280044 

8501080139 


50-445 A 
50-423 D 
50-423 D 
50-423 D 
50-423 D 

50-445 E 
50-445 H 
50-440 E 
50-440 V 
50-454 P 

50-445 A 
50-423 A 
50-440 F 
50-440 A 
50-445 E 

50-424 A 
50-322 G 
50-322 T 
50-322 T 
50-361 S 

50-206 Q 
50-142 Q 
50-528 Q 
MISC 

50-275 Q 

50-133 Q 
50-528 Q 
PR 

50-344 S 
50-344 S 


ZECH. 6. G. 
ZECH. 0. G. 
ZECH. 0. G. 
ZECH, G. G, 
ZECH. 0. 0. 


ZECH. L. W. 
ZERBE, J. E. 
ZIBULSKY. H. 
ZIEMANN, D. L. 
ZIEMANN, D. L, 


ZIMA. 0, E. 
ZIMMER, S. R. 
ZIMMERMAN. J. V. 
ZIMMERMAN, J. V. 
ZIMMERMAN, J, V. 

ZIMMERMAN, J. V. 
ZIMMERMAN. J, V. 
ZIMMERMAN. J. V, 
ZIMMERMAN. J. V. 
ZIMMERMAN, J. V. 

ZIMMERMAN, J. V. 
ZIMMERMAN. J. V. 
ZIMMERMAN. J. V 
ZIMMERMAN. J. V. 
ZIMMERMAN. J. V. 

ZIMMERMAN. J. V. 
ZIMMERMAN. J. V. 
ZIMMERMAN. J. V 
ZIMMERMAN. J. V. 
ZIMMERMAN. J. V 


ACCESSION 

NUMBER 

8501080660 

8501220023 

8501220427* 

8501220472* 

8501220470* 

8501220459* 

8501300638 

8501300638 

8501300638 

8501300638 

8501300641* 

8501300641* 

8501300641* 

8501300641* 

8501230355 

8501160608* 
8501 140565* 
8501250041* 
8501310230* 
8501090075 

8501020285 

8501020310 

8501070088 

8501070152 

8501070282 

8501070356 

8501080301 

8501080532 

8501080617 

8501090028 

8501090082 

8501090112 

8501090214 

8501090333 

8501090341 

8501100012 

8501110048 

8501110221 

8501110463 

8501110472* 

8501 140016 
8501170009 
8501180080 
8501180087 
8501180155 

8501180312 

8501180316 

8501180398 

8501230350 

8501230609 

8501240233 

8501250011 

8501250130 

8501250161 

8501250170 

8501250514 

8501250521* 

8501260478 

8501290461 

8501300301 

8501150003* 

8501210400* 

8501290143* 

0405250362* 

8405290128* 

8501 140548* 

8501250417 

8501020045 

8501020395 

8501020401 

8501020410 

8501020423 

8501020501 

8501020504 

8501090346 

8501090350 

8501090366 

8501090584 

8501090587 

8501110444 

8501480030 

8501180037 

8501180085 

8501180128 

8501210344 


SUBJECT 

CATEGORY 

50-344 S 
50-344 R 
FOIA 
FOIA 
FOIA 

FOIA 

50-461 O 
50-461 O 
50-461 G 
50-461 O 

50-461 0 

50-461 O 
50-461 G 
50-46 1 G 
50-322 0 

FOIA 
70-364 
50-333 P 
50-298 P 
50-400 9 

50-400 S 

QA999 

<JA999 

50-438 S 
QA999 

QA999 

QA999 

50-417 8 

TOPREP 

QA999 

QA999 

QA999 

aA999 

QA999 

50-400 S 

MISC 

QA999 

QA999 

QA999 

QA999 

QA999 

QA999 

50-400 6 

MISC 

QA999 

QA999 

QA999 

QA999 

QA999 

QA999 

QA999 

aA999 

50-445 Q 

QA999 

QA999 

QA999 

QA999 

QA999 

<3A999 

QA999 

COMMISSION 
50-289 P 
50-219 Q 
50-424 F 
50-424 A 

FOIA 

50-324 P 
XPORTLIC 
XPORTLIC 
XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

ZIMMERMAN, J. V. 
ZIMMERMAN, U. V. 
ZIMMERMAN, J. V. 
ZIMMERMAN, S. R. 

8501210350 

8501230112 

8501300091 

8501020319 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-261 

P 

ZIMMERMAN, S. R. 

8501040077 

50-261 

P 

ZIMMERMAN, S. R. 

8501040144 

50-261 

F 

ZIMMERMAN, S. R. 

8501230440 

50-324 

P 

ZIMMERMAN, S. R. 

8501240409 

50-325 

P 

ZIMMERMAN, S. R. 

8501280476 

50-324 

F 

ZIMMERMAN, S. R. 

8501290489 

50-261 

P 

ZIMMERMAN, S. R. 
ZITZER,P. 

8501300446 

8501020043 

PR 

50-352 

G 

ZITZER, P. 

8501020065<t 

50-352 

G 

ZMORZENSKI, F. P. 
ZMORZENSKI, F. P, 

ZUKOR,D. 

ZUKOR.D. J. 

ZUPKO, J. M. 

8501080132* 

8501080137* 

8501230117* 

8501230106 

8501080452 

71-144 

71-144 

TOPREP 
TOPREP 
50-31 1 

S 

ZUPKO, U. M. 

8501160600 

50-272 

R 

ZUPKO, J. M. 

8501170247 

50-311 

R 

ZUPKO, J. M. 

8501240535 

50-272 

S 

ZUPKO, J. M. 

8501240543 

50-311 

S 

ZURAKOWSKI,P. R. 
ZURAKQWSKI, P. R. 
ZURAKOWSKI.P. R. 

ZWQLINSKI. v). A. 

8501100566* 

8501100802* 

8501280030* 

8501020317 

70-1007 

70-1257 

70-734 

50-244 

P 

ZWOLINSKI, J. A. 

8501070242 

50-219 

P 

ZWOLINSKI, J. A. 

8501080352 

50-29 

P 

ZWOLINSKI, J. A. 

8501090247 

50-29 

F 

ZWOLINSKI, J. A. 

8501100222 

50-245 

P 

ZWOLINSKI, J. A. 

8501110182 

50-155 

P 

ZWOLINSKI, J. A. 

8501110230 

50-409 

P 

ZWOLINSKI, J. A. 

8501110234* 

50-409 

P 

ZWOLINSKI, J. A. 

8501150335 

50-219 

P 

ZWOLINSKI, J. A. 

8501150342* 

50-219 

P 

ZWOLINSKI, J. A. 

8501160211 

50-237 

P 

ZWOLINSKI, vl. A. 

8501170087 

50-213 

P 

ZWOLINSKI, U. A. 

8501170091* 

50-213 

P 

ZWOLINSKI, U. A. 

8501170211 

50-409 

P 

ZWOLINSKI, J. A. 

8501160306 

50-206 

P 

ZWOLINSKI, J. A. 

8501180328 

50-409 

P 

ZWOLINSKI, U. A. 

8501230381 

50-155 

F 

ZWOLINSKI, J. A. 

8501230384 

50-409 

P 

ZWOLINSKI, J. A. 

6501240311 

50-237 

P 

ZWOLINSKI, wl. A. 

8501240320* 

50-237 

P 

ZWOLINSKI. J. A. 

8501280459 

50-237 

V 

ZWOLINSKI, U. A. 

8501300195 

50-409 

P 

ZWOLINSKI, J. A. 

8501300270 

50-245 

P 

ZWOLINSKI, J. A. 

8501300731 

50-133 

P 

ZWOLINSKI, J. A. 

8501310341 

50-255 

F 
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The subject category column In this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled '"Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

ARVIN/CALSPAN Advanced Technology 
Aamodts 

Center 

8501060527* 

8501160359 

8501170130 

8501250332 

8501250342* 

50-250 Q 
50-289 0 
50-289 0 
50-269 0 
50-269 0 

Abex Corp. 

Access Corp. 

Ace-Federal Reporters, Inc. 


8501300014 

8501160231 

8501160234* 

8501090228* 

8501150189 

50-289 0 

71-117 

71-117 
CONTRACT 
50-445 T 



8501150189 

8501150193* 

8501150193* 

8501220304 

8501280590* 

50-445 T 
50-445 T 
50-445 T 
50-289 T 
CONTRACT 

Acoustic Technology. Inc. 
Administrative Conference of the 
Advanced Medical Systems, Inc. 

U. 8. 

8501280599* 

8501100414* 

85011B0274* 

8501090347 

8501090357* 

CONTRACT 
50-400 0 

FOIA 

71-354 

71-354 

Aerospace America, Inc, 

Aerospace Corp. 


8501110386 
050 1070006 
8501070312 
0501070502 
8501070567 

WASTE RES 
WASTE RE8 
WASTE RES 
WASTE RES 
WASTE RES 

Aerotffst Operations, Inc. 
Agriculture, Dept, of 

Alabama Power Co. 


8501150387 

8501040117 

8501040128* 

8501020248 

8501020248 

50-228 F 
71-238 
71-236 
50-348 F 
50-348 F 



8501020254* 

8501020254* 

8501020262 

8501020262 

6501020264* 

50-346 F 
50-346 F 
50-348 F 
50-348 F 
50-346 F 



8501020264* 

6501040022 

8501070246 

6501070246 

8501080096 

50-346 F 
71-333 
50-346 V 
50-346 V 
50-348 F 



6501060096 

8501060467 

8501090104 

6501110205 

6501160492 

60-348 F 
50-364 8 
50-346 F 
50-348 F 
50-364 6 

American Electric Poiaer Service 

Corp. 

6501160055 

6501210149* 

6501250120 

6501250502 

8501290491* 

50-348 R 
50-348 8 
50-348 F 
50-364 8 
50-315 F 

American Mining Congress 
American Nuqla»T Corp. 

American Nucl*#T Insurers 

American Nuclear Socloty 


8501060129 
8501 100804 
8501100002 
850UQ0006 
8501030086 

F2 

40-4492 
50-206 a 
50-293,' v>l 
OS# 


AUTHOR 

AFFILIATION 


American Society for Testing & Materials 
Amershain Corp. 

Ames Laboratory, Energy & Mineral 
Resources Research Institute 


Ampco-Pittsburgh Corp. 
Anefco, Inc. 

Anthony, R. L. 


Applied Health Physics, Inc. 


Applied Science Associates, Inc. 
Argonne National Laboratory 


ACCESSION 

NUMBER 


8501140556* 

8501160073* 

8501290442* 

8501160596 

8501170002 

8001070086* 
8501040111 
8501220219 
8501020146 
8501 080297 

8501250423 

7907300009* 

8010300236* 

8501180502* 

8501180503* 

8501180506* 

8501180508* 

8501180510* 

8501180511* 

8501180514* 

8501180517* 

8501180519* 

8501180521* 

8501180523* 

8501180526* 

8501180527* 

8501180530* 

8501300529* 

8501300611* 

8501170003 


SUBJECT 

CATEOORY 

CONTRACT 

CONTRACT 

PRM 

ACRS 

ACRS 

FOIA 

71-9192 

71-1 

50-352 Q 
50-352 0 

50-352 0 

FOIA 

FOIA 

70-870 

FOIA 

70-870 

FOIA 

70-870 

70-870 

70-870 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-295 P 
50-295 P 
50-133 0 


AriJt Corp. 


8501070485* 

8501070497* 

8501070516* 

8501070518* 

8501070521* 


WASTE MCT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 


8501070522* 

8501070525* 

8501070530* 

8501070534* 

8501070538* 


WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 


Arizona Public Service Co. 


8501070540* 

8501070545* 

8501070551* 

8501020057 

8501020057 


WASTE MOT 
WASTE MOT 
WASTE MOT 
50-528 S 
50-528 S 


8501020057 

8501020181 

8501020181 

8501020181 

8501020301 


50-528 S 
50-528 S 
50-528 8 
50-528 S 
50—528 Q 


8501040237 70-2984 

8501070292 50-528 S 

8501070593 50-530 S 

8501^70624 50^8 8 


577 
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AUTHOR 

AFFILIATION 


Arizona^ Univ. of, Tucson. AZ 
Arkansas Power & Light Co. 


Army, Dept, of 

Army, Dept, of. Corps of Engineers 


Associated Technologies, Inc. 
Astrotech, Inc. 

Atlas Minerals, Inc. 

Atomic Industrial Forum 


Automation Industries, Inc. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGOR> 

8501070627 

50-528 

S 


8501250144* 

40-6920 

8501070627 

50-528 

s 


8501250157* 

FOIA 

8501080173 

50-528 

s 


8501250158* 

FOIA 

8501080173 

50-528 

S 


8501250171* 

FOIA 

8501080173 

50-528 

s 


8501250172* 

FOIA 

8501090099 

50-528 

A 


8501250173* 

FOIA 

8501150016 

50-528 

Q 


8501250179* 

40-6920 

8501160014 

50-528 

s 


8501250180* 

FOIA 

8501160134 

50-528 

p 


8501250183* 

FOIA 

8501160137 

50-530 

Q 


8501250188* 

FOIA 

8501 160206 

50-528 

0 


8501250199* 

FOIA 

8501160206 

50-528 

0 


8501250205* 

FOIA 

8501160233 

50-530 

0 


8501250210* 

FOIA 

8501160298 

50-528 

A 


8501250214* 

FOIA 

8501160360 

50-528 

A 


8501250218* 

40-6920 

8501160360 

50-528 

A 


8501250219* 

FOIA 

8501160360 

50-528 

A 


8501250228* 

FOIA 

8501210153 

50-528 

S 


8501250230* 

40-6920 

8501210153 

50-528 

s 


8501250232* 

FOIA 

8501230068 

50-528 

F 


8501250246* 

40-6920 

8501230073* 

50-528 

F 


8501250249* 

FOIA 

8501230314 

50-528 

Q 


8501250254* 

FOIA 

8501230392 

50-528 

P 


8501250256* 

40-6920 

8501240627 

50-528 

S 


8501250262* 

FOIA 

8501280234 

50-528 

s 


8501250267* 

40-6920 

8501310419 

PR 



8501250271* 

FOIA 

8501090235* 

CONTRACT 



8501250275* 

FOIA 

8501040025* 

50-313 

Q 


8501250281* 

40-6920 

8501070596 

50-368 

S 


8501250281* 

40-6920 

8501100455 

50-368 

F 


8501250282* 

FOIA 

8501100461* 

50-368 

F 


8501250285* 

FOIA 

8501110012 

50-313 

G 


8501250287* 

40-6920 

8501110115 

50-313 

P 


8501250287* 

40-6920 

8501110302 

50-368 

G 


8501250290* 

FOIA 

8501110312* 

50-368 

G 


8501250291* 

FOIA 

8501150292* 

50-313 

G 


8501250298* 

FOIA 

8501180215 

50-313 

F 


8501250300* 

40-6920 

8501180382 

50-313 

P 


8501250306* 

FOIA 

8501240210 

50-368 

R 


8501250307* 

FOIA 

8501240218 

50-313 

R 


8501250317* 

40-6920 

8501240387 

50-313 

F 


8501250345* 

40-6920 

8501250248 

50-313 

F 


8501250345* 

40-6920 

8501250537* 

50-313 

G 


8501250347* 

FOIA 

8501280475 

50-313 

V 


8501250350* 

FOIA 

8501280744 

71-341 



8501250354* 

40-6920 

8501300065 

50-313 

s 


8501250354* 

40-6920 

8501310213 

50-313 

F 


8501250362* 

FOIA 

8501230326 

MISC 



8501250367* 

FOIA 

8501290550 

WASTE RES 


8501250373* 

FOIA 

8406210544* 

50-424 

F 


^501250382* 

FOIA 

8501070202 

WASTE RES 


8501250388* 

FOIA 

8501100594* 

CONTRACT 



8501250394* 

FOIA 

8501110051* 

CONTRACT 



8501250403* 

FOIA 

8501160056* 

50-344 

P 


8501250422* 

FOIA 

8501250575 

WASTE RES 


8501250436* 

FOIA 

8501310369 

TOPREP 


Avanti Enterprises, Inc. 

8501100596* 

CONTRACT 

8501020084 

71-260 


BWR Owners Group 

8501160168 

TOPREP 

8501100543 

40-3453 


Babcock Sc Wilcox Co. 

8406130190 

70-27 

8006300164* 

FOIA 



8412270344 

TOPREP 

8412100467* 

NUREG 



8412270348* 

TOPREP 

8501160340 

50-289 

G 


8501030074 

70-27 

7912190074* 

40-6920 



8501030441 

70-25 

7912190083* 

40-6920 



8501080059 

70-1201 

7912190093* 

40-6920 



8501080515 

70-27 

7912190108* 

40-6920 



8501090561 

70-1201 

8005070666* 

FOIA 



8501100070 

TOPREP 

8012300308* 

FOIA 



8501100284 

TOPREP 

8101080253* 

FOIA 



8501100337 

TOPREP 

8101160752* 

FOIA 



8501100417 

50-269 1 

8102090119* 

FOIA 



8501100656 

71-115 

8102090207* 

FOIA 



8501100662* 

71-115 

8111130386* 

FOIA 



8501110104 

TOPREP 

81 12280461* 

FOIA 



8501110109* 

TOPREP 

8501250070* 

FOIA 



8501110158 

TOPREP 

8501250074* 

FOIA 



8501170043 

50-289 1 

8501250077* 

FOIA 



8501230153 

70-27 

8501250087* 

FOIA 



8501250162 

TOPREP 

8501250096* 

FOIA 



8501280539 

'PR- 

8501250105* 

FOIA 



8501280756* 

70-27 

8501250114* 

FOIA 



8501280758* 

70-27 


8501250117# FOIA 
8501250131* FOIA 
8501250133* 40-6920 

8501250137* FOIA 
8501250141* 40-6920 


8501310468 

Babcock & Wilcox Operating Plants Owner* 8501020238 
Group 

8501020277 

8501020386 


71-6400 
50-269 P 

TOPREP 

TOPREP 
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AUTHOR 

AFFILIATION 


Baker Camusi 

Baltimore Gas & Electric Co. 


Battelle Human Affairs Research Centers 


Battelle Memorial Institute 
Battelle Memorial Institute# Columbus 
Laboratories 


Battelle Memorial Institute# Pacific 
Northuiest Laboratories 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8501080359 TOPREP 
85011 00284 TOPREP 
8501110158 TOPREP 
8501180341 TOPREP 
8501280245 TOPREP 


85011&0541e FOIA 
8501160545* FOIA 
8501160552* FOIA 
8501160560* FOIA 
8501160565* FOIA 


8501220498 

8501070276 

8501080031 

8501080031 

8501080209 


FOIA 

50-317 J 
50-317 F 
50-317 F 
50-317 Q 


8501160574* FOIA 
8501160579# FOIA 
8501160581* FOIA 
8501160585* FOIA 
8501160588* FOIA 


8501090100 

8501090100 

8501100164 

8501100164 

8501100376 


50-317 F 
50-317 F 
50-317 F 
50-317 F 
50-317 P 


8501160592* FOIA 
8501160595* FOIA 
8501160603* FOIA 
8501160606* FOIA 
8501160608* FOIA 


8501100376 

8501100387* 

8501100387* 

8501110090 

8501170073 

8501170073 

8501170290 

8501170292 

8501220061 

8501220522 

8501230077 

8501230077 

8501230569 

8501230569 

8501240023 

8501240277 

8501240277 

8501240419 

8501260033 

8501260382 

8501290229 

8501300277 

8501300277 

8501310136 

8501160410* 

8501280403 

8501070507 

8501040291* 

8501040294* 

8501070009 

8501070057 

8501070062* 

8501070065* 

8501070166 

8501070472 

8501090610* 

8501100649* 

8501160263* 

8501160263* 

8501160272* 

8501160272* 

8501170030* 

8501280617 

8501290558 

8501290650* 

8007020634 

8412030487 

8501030041 

8501030330 

8501040067 

8501040072* 

8501070416 

8501070503 

8501070504 

8501070576* 

8501070585* 

8501080053 

8501080060* 

8501140548* 

8501160481* 

8501160489* 

8501160497* 

8501160503* 

8501160510* 

8501160518* 

8501160521* 

8501160527* 

8501160539* 


50-317 P 
50-317 P 
50-317 P 
50-317 S 
50-317 P 

50-317 P 
50-317 S 
50-317 S 
50-317 S 
50-317 S 

50-317 F 
50-317 F 
50-317 R 
50-317 R 
50-317 P 

50-317 P 
50-317 P 
50-317 F 
50-317 P 
50-317 F 

50-318 a 
50-317 P 
50-317 P 
50-317 S 
FOIA 

NUREO 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MOT 

CONTRACT 
CONTRACT 
50-313 P 
50-313 P 
50-313 P 

50-313 P 
CONTRACT 
NUREO 
WASTE MOT 
CONTRACT 

50-289 F 

MISC 

NUREO 

NUREO 

70-984 

70-984 
NUREO 
WASTE MOT 
NUREO 
WASTE RES 

WASTE RES 
50-322 S 
50-322 8 

FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8501170023 

8501180498* 

8501280379 

8501300669* 

Bear Creek Mining Co. (subs, of Kennecott 8501100270 
Corp. ) 


50-133 0 

50-424 A 
NUREG 
50-423 A 
40-8452 


Bechtel Corp. 
Bendix Corp. 


Bingham-Willamette Co. 
Biotechnology# Inc, 

Bishop# Liberman# Cook# Purcell S# 
Reynolds 


Bolton# Bunn Sc Moore 
Boston Edison Co, 


8501230059* 

8501250293 

8501300528 

8501040215* 

8501040219* 

8501040224* 

8501040231* 

8501040311* 

8501070080* 

8501070085* 

8501070087* 

8501070091* 

8501070096* 

8501070097# 

8501070099* 

8501070102* 

8501070104* 

8501070131* 

8501070136* 

8501070140* 

8501070478* 

8501070483* 

8501070492* 

8501070512* 

8501070514* 

8501110332* 

8501110335* 

8501110336* 

8501290023* 

8501290047* 

8501290068* 

8501290075* 

8501290080* 

8501290084* 

8501290089* 

8501290094* 

8501290097* 

8501290103* 

8501290588* 

8501290594* 

8501290595* 

8501290598* 

8501290393 

8501290524 

8501080460 

8501080463 

8501020074 

8501090378 

8501100732 

8501110489 

8501140527 

8501140527 

8501140535 

8501140535 

8501150007* 

8501150176 

8501160558 

8501180228 

8501250406 

8501250425 

8501300010 

8501250055 

8501040013 


50-275 P 

QA999 

PR 

WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MOT 

WASTE MGT 
WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MGT 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MOT 
WASTE MGT 

WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MOT 
WASTE MOT 

WASTE MOT 
WASTE MOT 
50-424 S 
QA999 
NUREG 

NUREO 
30-445 0 

50-445 G 
50-460 0 

50-413 G 

50-445 G 
50-445 G 
50-445 0 

50-445 G 
50-413 6 

FOIA 

30-445 G 
50-445 G 
50-445 G 
50-445 6 

50-445 Q 
FOIA 

50-293 F 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


8501070198 

50-293 

Q 


8501300632* 

50-3 

P 


8501090645 

50-293 

R 


8501300635* 

50-295 

P 


8501100729 

50-293 

S 


8501300643* 

FOIA 



8501110151 

50-293 

Q 


8501300647* 

50-3 

P 


8501150456 

50-293 

S 


8501300667* 

50-295 

P 


8501160038 

50-293 

Q 

Bucks County# PA 

8501230154 

50-352 

G 


8501160055 

50-293 

P 


8501290748 

50-352 

G 


8501160061* 

50-293 

P 

Budd Co. 

8501250150* 

FOIA 



8501220384 

50-293 

R 


8501250156* 

FOIA 



8501230176 

50-293 

Q 


8501250344* 

40-6920 



8501230363 

50-293 

J 


8501250359* 

40-6920 



8501250480 

50-293 

R 


8501250365* 

40-6920 



8501280251 

50-293 

P 


8501250365* 

40-6920 



8501280270 

50-293 

S 


8501250371* 

40-6920 



8501280369 

50-293 

P 


8501250372* 

40-6920 



8501310156 

50-293 

S 


8501250372* 

40-6920 



8501310284 

50-293 

Q 


8501250381* 

40-6920 



8501310404 

50-293 

P 


8501250392* 

40-6920 



8501310546 

50-293 

S 


8501250398* 

40-6920 


Qracewell Sc Patterson 

8501250278* 

FOIA 


Buffalo Forge Co. 

8501230186 

QA999 


Bremerton Sun» Bremerton* WA 

8501220567 

FOIA 


CBS. Inc. /CBS Neus 

8501150234 

FOIA 


Brookhaven National Laboratory 

8006300480* 

FOIA 


CYONA Energy Services 

8501230032 

50-445 

A 


8202240028* 

50-295 

P 


8501230032 

50-445 

A 


8202240028* 

50-295 

P 


8501300494 

50-445 

A 


8307190050* 

FOIA 



8501300530 

50-445 

A 


8501020484 

NUREC 



8501300530 

50-445 

A 


8501030016 

NUREO 


California. State of 

8501090334 

50-133 

P 


8501040084* 

50-382 

0 


8501110352 

50-133 

P 


8501070072 

WASTE RES 

California. Univ. of. Berkeley. CA 

8501160532 

ACRS 



8501070074 

WASTE RES 

California. Univ. of. Los Angeles. CA 

8501110470 

50-142 

G 


8501070083 

WASTE RES 


8501180327* 

FOIA 



8501070334 

WASTE RES 


8501230089 

50-142 

P 


8501070479 

WASTE RES 


8501230322 

50-142 

P 


8501110097* 

50-289 

p 


8501230420 

50-142 

F 


8501110106* 

50-289 

p 

Campaign for Prosperous Georgia 

8501140515 

50-424 

D 


8501150040* 

FOIA 



8501140515 

50-424 

D 


8501150043* 

FOIA 



8501150005 

50-424 

0 


8501150045* 

FOIA 



8501150008* 

50-424 

0 


8501150211* 

FOIA 



8501150008* 

50-424 

0 


8501150216* 

FOIA 



8501250390 

50-424 

0 


8501150227* 

FOIA 


Cardinal Industrial Products Corp. 

8501080161 

QA999 



8501150238* 

FOIA 


Carolina Environmental Study Group 

8501110466 

50-413 

0 


8501150245* 

FOIA 



8501150004* 

50-413 

F 


8501150294* 

FOIA 


Carolina Power & Light Co. 

8501020249 

50-261 

P 


8501150309* 

FOIA 



8501020319 

50-261 

P 


8501150314* 

FOIA 



8501020362 

50-261 

F 


8501150317* 

FOIA 



8501030159 

50-325 

S 


8501150321* 

FOIA 



8501040039 

50-400 

0 


8501150323* 

FOIA 



8501040044* 

50-400 

0 


8501150334* 

FOIA** 



CSO 1040077 

50-261 

p 


8501150362* 

FOIA 



8501040144 

50-261 

F 


8501180283* 

FOIA 



8501040226 

50-261 

F 


8501180289* 

FOIA 



8501070004 

50-400 

G 


8501180294* 

FOIA 



8501070008* 

50-400 

G 


8501180297* 

FOIA 



8501070010* 

50-400 

G 


8501180302* 

FOIA 



8501070012* 

50-400 

G 


8501180305* 

FOIA 



8501070016 

50-400 

G 


8501180309* 

FOIA 



8501070021* 

50-400 

G 


8501180313* 

FOIA 



8501070119 

50-400 

G 


8501180319* 

FOIA 



8501070121* 

50-400 

G 


8501180322* 

FOIA 



8501070126* 

50-400 

G 


8501180376* 

FOIA 



8501070129* 

50-400 

G 


8501180392* 

FOIA 



8501070141* 

50-400 

G 


8501180533* 

50-424 

A 


8501070348 

50-324 

F 


8501210102 

NUREO 



8501070348 

50-324 

F 


8501290762 

WASTE RES 


8501070357* 

50-324 

F 


8501300319* 

FOIA 



8501070357* 

50-324 

F 


8501300330* 

FOIA 



8501070590 

50-324 

S 


8501300351* 

FOIA 



8501080342 

50-325 

S 


8501300385* 

FOIA 



8501080583 

50-324 

s 


8501300399* 

FOIA 



8501080604 

50-261 

S 


85Q1300422* 

FOIA 



8501080650 

50-325 

s 


8501300430* 

FOIA 



8501090027 

50-400 

s 


8501300447* 

F8I6 



8501090153 

50-400 

G 


8501300455* 

FOIA 



8501090209 

50-400 

G 


8501300460* 

FOIA 



8501100083 

50-324 

F 


8501300462* 

FOIA 



8501100083 

50-324 

F 


8501300472* 

FOIA ‘ 



8501100089* 

50-324 

F 


8501300477* 

FOIA 



8501100107 

50-324 

8 


85013004^ 

FOIA 



8501100276 

50-400 

0 


8501300522* 

50-295 

P 


8501100283 

50-400 

G 


8501300567* 

- 50-3 

P 


8501100292* 

50-400 

G 


8501300594* 

50-3 

■P 


8501100299* 

50-400 

0 


8501300628* 

50-348 

P 


8501100443 

50-261 

J 


8501:^0632* 

50-304 

P 


8501100495 

50-325 

S 
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author 

AFFILIATION 


ACCESSION 

NUMBER 


8501100517 
8501 100626 
8501 140084 
8501140112 
8501140119 

8501 140177 
8501140195 
8501140201 
8501140223 
8501140240 

8501140549 

8501140552* 

8501150060 

8501150404 

8501150425 

8501150429 
8501150441 
8501150443 
8501 150448 
8501160001 

8501160075 

8501160547 

8501160556 

8501160568* 

8501160577* 

8501160580* 

8501160582* 

8501160587* 

8501170168 

8501170185 

8501170189* 

8501170249 

8501170266 

8501180050 

8501180161 

8501180360 

8501180387 

8501180388 

85011803944 

8501180400* 

8501180403* 

8501180408* 

8501180412* 

8501180414* 

8501180416* 

8501180419* 
8501180421* 
8501180424* 
8501180430* 
8501 180432* 

8501180434* 

8501180437* 

8501180439* 

8501180445* 

8501180450* 

8501180454* 

8501180455* 

8501180457* 

8501180458* 

6501180461* 

8501180464* 

8501180465* 

8501180466* 

8501180470* 

8501180471* 

8501180472* 

8501180475* 

8501180476* 

8501210172* 

8501220262 

8501220262 

8501220330 

8501230054 

8501230266 

8501230266 

8501230440 

8501230599 

8501230599 

8501240409 

8501250417 

8501250429 

8501250437 

8501280041 

8501280045* 

0501280051* 


SUBJECT 

CATEGORY 


50-325 S 
50-325 S 
50-400 S 
50-400 S 
50-400 S 

TOPREP 
50-400 S 
50-324 F 
50-400 S 
50-400 S 

50-400 G 
50-400 G 
50-400 E 
50-400 S 
50-400 S 

50-324 S 
50-400 S 
50-400 S 
50-400 S 
50-400 S 

50-400 S 
50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 G 
50-400 A 
50-400 S 

50-400 8 

50-325 S 
50-325 S 
50-261 R 
50-261 F 

50-261 F 
50-400 0 

50-400 0 

50-400 0 

50-400 G 

50-400 0 

50-400 0 

50-400 0 

50-400 G 
50-400 G 

50-400 0 

50-400 0 

50-400 G 
50-400 G 
50-400 0 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 0 

50-400 0 

50-400 0 

50-400 0 

50-400 G 
50-400 0 

50-400 0 

50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-400 0 

50-400 G 
50-400 G 
50-261 0 

50-324 F 

50-324 F 
50-261 P 
50-261 P 
50-324 J 
50-324 J 

50-324 P 
50-324 8 

50-324 8 

50-325 P 
50-324 P 

50-261 F 
50-261 F 
50-324 n 
50-324 n 
50-324 P 


AUTHOR 

AFFILIATION 


Catholic Univ. of America* Washington* 

Central Florida, Univ. of, Orlando, FL 
Certified Welding Consultants 
Chem-Nuclear Systems, Inc. 


Chicago Bridge & Iron Co. 

Chicago, Univ. of, Chicago, IL 

Chichibu Cement Co., Ltd. 

Christie Institute 

Cincinnati Gas fc Electric Co. 

Citiiens Association for Sound Energy 


City College of New York, New York, NY 
Cl#v«land Electric Illuminating Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8501280056* 

50-324 

R 

8501280060* 

50-324 

R 

8501280476 

50-324 

F 

8501280476 

50-324 

F 

8501290304 

50-261 

F 

8501290489 

50-261 

P 

8501300083 

50-261 

S 

8501300206 

50-324 

J 

8501300206 

50-324 

J 

8501300226 

50-261 

J 

8501300240 

50-261 

J 

8501300246 

50-324 

J 

8501300256 

50-324 

J 

8501300256 

50-324 

J 

8501300267 

50-400 

J 

8501300281 

50-261 

J 

8501300286 

50-324 

J 

8501300286 

50-324 

J 

8501300446 

PR 


8501300193 

50-77 

P 

8501300017* 

CONTRACT 


8501040037 

71-6717 


8501030235 

71-9168 


8501030240* 

71-9168 


8501030409 

71-231 


8501030414* 

71-231 


8501160102 

71-5026 


8501020060 

71-142 


8501020070* 

71-142 


8501290716* 

CONTRACT 


8501110298 

WASTE MOT 

8501160358 

50-289 

G 

8501160368* 

50-289 

G 

8501290565 

70-2838 


8501290578* 

70-2838 


8501290578* 

70-2B38 


8501070515 

50-445 

G 

8501100267 

50-445 

G 

8501110502 

50-445 

G 

8501110502 

50-445 

G 

8501110504 

50-445 

G 

8501110504 

50-445 

G 

8501110507* 

50-445 

G 

8501110507* 

50-445 

G 

8501220035 

50-445 

0 

8501220035 

50-445 

G 

8501220040* 

50-445 

6 

8501220044* 

50-445 

G 

8501220044* 

50-445 

G 

8501220048* 

50-445 

0 

8501220048* 

50-445 

G 

8501230201 

50-445 

G 

8501230201 

50-445 

0 

8501230279 

50-445 

G 

8501230279 

50-445 


B50 1230284* 

50-445 

G 1 

8501230284* 

50-445 

G 

8501230291* 

50-445 

0 ! 

8501230340 

50-445 

G ! 

8501230340 

50-445 

G j 

85010400B4* 

50-382 

1 

G [: 

8412180366 

50-440 

F ^ 

8501030103 

50-440 

G f 

8501030139 

50-440 


8501030139 

50-440 


8501030143* 

50-440 

K 

8501030143* 

50-440 

K 

8501030315 

50-440 

S 1 

8501040118 

50-440 

S 

8501070024 

50-440 

0 

8501080374 

50-440 

F 

8501080374 

50-440 

F 

8501090252 

50-440 

A 

8501090252 

50-440 

A 
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AUTHOR 

AFFILIATION 


Coferi Beauchamp* Hauies St BroujTi 
Coleman Machine St Fabrication* Inc. 


Colorado State Univ. * Ft. Collins* CO 


Colorado. State oF 


Colt Industries* Inc. 

Columbia River Inter-Tribal Fish 
Commission 

Columbia Univ. * Neu York* NY 
Combustion Engineering* Inc. 


Commerce* Dept, of 

Commerce* Dept, of* National Bureau of 
Standards 

Commerce* Dept. of. Natl. Oceanographic 
Atmospheric Administration 

Committee to Bridge the Gap 


Commonuiealth Edison Co, 


ACCESSION 

SUBJECT 

AUTHOR ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION NUMBER 

CATEGORY 

8501220256 

50-440 Q 

8501020250 

50-295 

F 

8501220256 

50-440 Q 

8501020250 

50-295 

F 

8501220324 

50-440 A 

8501020256* 

50-295 

F 

8501220324 

50-440 A 

8501020256* 

50-295 

F 

8501230297 

50-440 G 

8501020284 

50-237 

Q 

8501230297 

50-440 G 

8501020288 

50-295 

F 

8501230323 

50-440 E 

8501020288 

50-295 

F 

8501230323 

50-440 E 

8501020296 

50-295 

F 

8501230451 

50-440 G 

8501020318 

50-454 

F 

8501230451 

50-440 G 

8501020318 

50-454 

F 

8501230582 

50-440 G 

8501020425 

50-374 

S 

8501230582 

50-440 G 

8501020429 

50-373 

s 

8501230595 

50-440 G 

8501030083 

50-373 

s 

8501230595 

50-440 G 

8501030142 

50-454 

s 

8501250216 

50-440 S 

8501030149 

50-454 

s 

8501250216 

50-440 S 

8501030174 

50-454 

s 

8501250229* 

50-440 S 

8501030253 

50-374 

s 

8501250229* 

50-440 S 

8501030394 

50-373 

8 

8501280706 

50-440 S 

8501030400 

50-374 

s 

8501280706 

50-440 S 

8501040027 

50-373 

F 

8501300570 

50-440 S 

8501040027 

50-373 

F 

8501300570 

50-440 S 

8501040133 

50-454 

S 

8501310457 

70-2968 

8501040155 

50-454 

s 

8501080512 

71-510 

8501040192* 

50-456 

0 

7912190116* 

40-6920 

8501040209 

50-373 

s 

7912190124* 

40-6920 

8501070041 

50-454 

Q 

8501180434* 

50-400 G 

8501070106 

50-456 

s 

8501180458* 

50-400 C 

8501070106 

50-456 

s 

8501180471* 

50-400 G 

8501070363 

50-237 

p 

8501180475* 

50-400 G 

8501070383 

50-237 

F 

8501140354* 

PR 

8501070383 

50-237 

F 

8501150328 

PR 

8501070524 

50-265 

S 

8501150333* 

PR 

8501070595 

50-295 

8 

8501070316 

50-322 S 

8501080083 

50-295 

F 

8501110274 

WASTE MGT 

8501080083 

50-295 

F 



8501080118 

50-373 

S 

8501220258 

50-208 P 

8501080174 

50-455 

A 

8501280372 

NUREG 

8501080174 

50-455 

A 

8501040026 

70-1100 

8501080187 

50-295 

F 

8501090251 

50-382 H 

8501080187 

50-295 

F 

8501090393* 

50-470 A 






8501080193 

50-456 

Q 

8501100399* 

50-317 P 

8501080193 

50-456 

Q 

8501140498* 

CONTRACT 

8501080231 

50-295 

F 

8501150255 

50-470 A 

8501080317 

50-454 

S 

8501170237 

TOPREP 

8501080328 

50-454 

S 

8501280015* 

70-36 






8501080443 

50-454 

S 

8501280018* 

70-36 

8501080466 

50-454 

S 

8501290525* 

50-361 P 

8501080514* 

50-295 

F 

8501290525* 

50-361 P 

8501080541 

50-374 

S 

8501300227* 

50-361 P 

8501090089 

50-454 

F 

8501300227* 

50-361 P 






8501090164 

50-373 

F 

8501310277 

PR 

8501090164 

50-373 

F 

8501020046* 

CONTRACT 

8501100123 

50-373 

S 

8501100607* 

CONTRACT 

8501100149 

50-237 

P 



8501100182 

50-237 

s 

8501230123* 

CONTRACT 




8501100646* 

CONTRACT 

8501100201 

50-237 

S 



8501100228 

50-454 

s 



8501100374 

50-454 

s 

8501150134 

FDIA 

8501100635 

50-454 

s 

8501180219 

FOIA 

8501110001 

50-454 

J 

8501180254 

FDIA 




8501220358 

FQIA 

8501110031 

50-304 

s 

8501230623 

50-1 52 P 

8501110191 

50-237 

s 



8501110195 

50-237 

8 

8501240343 

FOIA 

8501110220 

50-254 

F 

8501280195 

FOIA 

8501110220 

50-254 

F 

8412120397 

50-456 A 




8412120397 

50-456 A 

8501110283 

50-454 

Q 

8412210259 

50-10 F 

8501110283 

50-454 

Q 



8501140022 

50-454 

S 

:59 

50-10 F 

8501140027 

50-454 

S 

!59 

50-10 F 

8501140032 

50-454 

s 

f59 

50-10 F 




259 

50-10 F 

8501140040 

50-10 

F 

0"iQ 

50-10 F 

8501140040 

50-10 

F 



8501140040 

50-10 

F 


50-10 F 

8501140040 

50-10 

F 


50-10 F 

-- - - p 

8501140040 

50-10 

F 


F 

8501140040 

50-10 

F 


F 

8501140040 

50-10 

F 



8501140040 

50-10 

F 


F 

8501140040 

50-10 

F 


F 

F 

8501140040 

50-10 

F 



8501140040 

50-10 

F 



8501140040 

50-10 

F 



8501140040 

50-10 

F 



8501140369 

50-374 

S 



8501140390 

50-373 

s 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


8501140518 

8501150107 

8501150305 

8501150305 

8501150367 

8501150367 

8501160163 

8501160291 

8501160291 

8501160320 

8501160320 
8501160339 
8501160339 
8501160348« 
8501 160348* 

8501160495 

8501160505 

8501160519 

8501160519 

8501170018 

8501170031 

8501170033* 

8501170047 

8501170047 

8501170048 

8501170063 

8501170064 

8501170074 

8501170074 

8501170076* 

8501170076* 

8501170077 

8501170077 

8501170081* 

8501170081* 

8501170085 

8501170148 

8501170196 

8501170197# 

8501170197* 

8501170202 

8501170202 

8501170252 

8501170255 

8501170288 

8501180038 

8501180038 

8501180042* 

8501180042* 

8501180149 

8501180251 

8501100259 

8501210170 

8501210410 

8501210416 

8501220179 

8501220186* 

8501220267 

8501220267 

8501220314 

8501220314 

8501230191 

6501230191 

8501230203 

8501230255* 

0501230289 

0501230377 

8501230563 

8501230587 

8501240013 

8501240028 

8501240028 

8501240056 

8501240056 

8501240066 

8501240130 

8501240130 

8501240130 

8501240189 

0501240240 

8501240240 

8501240247 

8501240247 

8501240247 

8501240278 


SUBJECT 

CATEGORY 


50-295 S 
50-254 R 
50-373 P 
50-373 P 
50-10 F 

50-10 F 
50-373 Q 
30-373 P 
50-373 P 
50-454 p 

50-454 P 
50-254 a 
50-254 Q 
50-254 Q 
30-254 Q 

50-374 S 
50-373 S 
50-237 R 
30-237 R 
30-295 P 

50-265 P 
50-265 P 
50-237 P 
50-237 P 
50-237 P 

50-237 P 
50-254 P 
50-237 P 
50-237 P 
50-237 P 

50-237 P 
50-295 P 
50-293 P 
50-295 P 
50-295 P 

50-454 S 
50-295 Q 
50-237 P 
50-237 P 
50-237 P 

50-373 P 
50-373 P 
50-295 S 
50-237 S 
50-374 S 

50-454 F 
50-454 F 
50-454 F 
50-454 F 
50-374 S 

50-254 R 
50-295 R 
50-374 S 
50-454 S 
50-454 S 

50-304 S 
50-304 S 
50-234 F 
50-234 F 
30-433 M 

50-455 M 
50-373 F 
50-373 F 
50-254 P 
50-295 Q 

50-254 P 
50-440 F 
50-454 R 
50-454 8 
50-374 8 

50-295 Q 
50-295 0 
50-373 R 
50-373 R 
30-237 Q 

50-454 P 
50-454 P 
50-454 P 
50-295 F 
50-295 P 

50-295 P 
50-454 P 
&0-454 P 
50-454 P 
50-374 8 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8501240295 

50-373 

P 

8501240295 

50-373 

P 

8501240303# 

50-373 

P 

8501240303* 

50-373 

P 

8501240339 

50-454 

P 

8501240339 

50-454 

P 

8501240339 

50-454 

P 

8501240339 

50-454 

P 

8501240339 

50-454 

P 

8501240357 

50-454 

P 

8501240357 

50-454 

P 

8501240357 

50-454 

P 

8501240357 

50-454 

P 

8501240357 

50-454 

P 

8501240373 

50-454 

P 

8501240373 

50-454 

P 

8501240373 

50-454 

P 

8501240373 

50-454 

P 

8501240373 

50-454 

P 

8501240422 

50-454 

P 

8501250007 

50-373 

S 

8501250396 

50-454 

J 

8501250512 

50-373 

S 

8501250525 

50-237 

s 

8501250532 

50-374 

s 

8501250539 

50-374 

s 

8501280175 

50-10 

J 

8501280175 

50-10 

J 

8501280175 

50-10 

J 

B5012B0175 

50-10 

J 

8501280175 

50-10 

J 

8501280175 

50-10 

J 

8501280214 

50-373 

s 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501260262 

50-10 

J 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501280262 

50-10 

J 

8501280318 

50-254 

F 

8501280339 

50-374 

s 

8501280354 

50-374 

s 

8501280420 

50-295 

F 

8501280420 

50-295 

F 

8501280425 

50-254 

F 

85012B0425 

50-254 

F 

8501280434 

50-254 

F 

8501280434 

50-254 

F 

8501280612 

50-454 

S 

85012B0634 

50-454 

s 

8501290263 

50-374 

s 

8501290265 

50-454 

F 

8501290270 

50-456 

0 

8501290301 

50-254 

J 

8501290314 

50-295 

F 

8501290314 

50-295 

F 

8501 290321* 

50-295 

F 

8501290321* 

50-295 

F 

8501290342 

50-374 

S 

8501290360 

50-454 

P 

8501290384 

50-454 

P 

8501290384 

50-454 

P 

8501290384 

50--454 

P 

8501290399 

50-454 

P 

8501290407 

50-454 

P 

8501290411 

50-295 

0 

8501290447 

50-254 

P 

8501290484 

50-295 

P 

8501290496 

50-454 

P 

B5 01 290500 

50-454 

F 

8501290506 

50-454 

P 

8501290513* 

50-454 

P 

8501290626* 

50-295 

P 

8501290626* 

50-295 

P 

0501290723 

50-249 

S 

8501300212 

50-10 

J 

8501300491* 

FOIA 


8501300500* 

50-295 

P 

8501310119 

50-265 

s 

8501310121 

50-456 

s 

8501310121 

50-436 

s 
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AUTHOR 

AFFILIATION 


Computer Data Systems* Inc. 

Conax Corp. 

Connecticut Yankee Atomic Power Co, 


Conner & Wetterhahn 


Conservation Council of North Carolina 
Consolidated Edison Co. of New York* Inc. 


Consolidation Coal Co. 


Consumers Power Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501310537 

50-456 

S 


8501160384* 

50-155 

P 

8501310537 

50-456 

s 


8501160384* 

50-155 

P 

8501100631* 

CONTRACT 


8501160551* 

50-400 

0 

8501250274 

QA999 



8501160553* 

50-400 

G 

8411160042 

50-213 

p 


8501180246 

50-255 

R 

8411160045* 

50-213 

p 


8501180287 

50-255 

P 

8501040112 

50-213 

s 


8501210152 

50-255 

S 

8501080105 

50-213 

F 


8501240168 

50-155 

G 

8501100099 

50-213 

S 


8501240216 

50-155 

P 

8501110017 

50-213 

P 


8501240219* 

50-155 

P 

8501140335 

50-213 

S 


8501240227* 

50-155 

P 

8501150075 

50-213 

F 


8501240268 

50-255 

F 

8501150254 

50-213 

Q 


8501240298 

50-155 

R 

8501240024 

50-213 

R 


8501290238 

50-255 

Q 

8501280419 

50-213 

G 


8501290370 

50-155 

F 

8501280464 

PR 



8501290373 

50-329 

R 

8501300041 

50-213 

S 


8501290397# 

50-155 

F 

8501020069 

50-352 

Q 


8501290401* 

50-155 

F 

8501020069 

50-352 

G 


8501300069 

50-155 

S 

8501020150 

50-352 

Q 


8501300180 

50-255 

F 

8501020150 

50-352 

G 


8501300187 

50-255 

F 

8501020158 

50-354 

C 


8501300202 

50-255 

F 

8501020161 

50-354 

G 


8501310231 

50-329 

S 

8501100259 

50-352 

0 


8501310323 

50-155 

P 

8501100742 

50-354 

0 

CorSTAR Research* Inc. 

8501070510 

WASTE RES 

8501140528 

50-354 

G 

Creare* Inc. 

8501090600* 

CONTRACT 


8501160326 

50-354 

G 

Dairyland Power Cooperative 

8501020305 

50-409 

P 

8501160334* 

50-354 

0 


8501070044 

50-409 

5 

8501160564 

50-352 

G 


8501100114 

50-409 

S 

8501160564 

50-352 

G 


8501100263* 

50-409 

Q 

8501170141 

50-354 

G 


8501100808 

50-409 

S 

8501180229 

50-354 

G 


8501110140 

50-409 

F 

8501210188 

50-352 

P 


8501160317 

50-409 

P 

8501210188 

50-352 

P 


8501170053 

50-409 

F 

8501230405 

50-352 

G 


8501220334 

50-409 

P 

8501250250 

50-352 

P 


8501220503 

50-409 

R 

8501280112 

50-354 

0 


8501290470 

50-409 

J 

8501280380 

50-354 

G 


8501300152 

50-409 

P 

8501230270 

50-400 

G 


8501310366 

50-409 

F 

8501020244 

50-247 

R 

Data Consultants* Inc. 

8501210008* 

CONTRACT 


8501020287 

50-247 

P 

Del Research Corp. 

8501180348* 

FOIA 


8501020290* 

50-247 

P 

Delian Corp. 

8501300488 

PR 


8501020299 

50-3 

F 

Detroit Edison Co. 

8412130391 

50-341 

F 

8501040158 

50-247 

P 


8501030010 

50-341 

A 

8501070050 

50-247 

S 


8501030302 

50-341 

S 

8501070220 

50-3 

F 


8501030306 

50-341 

s 

8501070228* 

50-3 

F 


8501070093 

50-341 

s 

8501160013 

50-247 

P 


8501100795 

71-5939 


8501160021* 

50-247 

P 


BS0111018S 

50-341 

A 

8501210151 

50-247 

S 


8501140187 

50-341 

A 

8501240092 

50-247 

P 


8501140217 

50-341 

A 

8501240663 

50-247 

S 


8501140299 

50-341 

A 

8501280377 

50-247 

G 


8501150235 

50-341 

A 

8501290709 

50-247 

R 


8501150246* 

50-341 

A 

8501300601 

50-247 

S 


8501 1 50430 

50-341 

Q 

8501220424* 

FDIA 



8501170050 

50-341 

Y 

8501220427* 

FOIA 



8501230362 

50-341 

A 

8501220431* 

FOIA 



8501230416 

50-341 

A 

8501220434* 

FOIA 



8501250411 

50-341 

A 

8501220461* 

FOIA 



8501290480 

50-341 

F 

8501220472* 

FOIA 



8501300209 

50-341 

A 

8501220478* 

FOIA 



8501310109 

50-341 

8 

8501020338 

50-255 

F 


8501310265* 

50-341 

Q 

8501020345 

50-255 

K 

Doc-Search Associates 

8501140573 

FOIA 


8501020347* 

50-255 

K 


8501150174 

FOIA 


85O1OBO0B9 

50-255 

F 

Doub & liuntzins 

8501080316 

50-54 

P 

8501100507 

50-155 

P 

Dow Chemical Co. 

8501030275 

50-264 

S 

8501100516* 

50-155 

P 


8501150239 

50-264 

Q 

8501100522* 

50-155 

P 


8501230517* 

50-10 

P 

8501 100524* 

50-155 

P 


8501230521* 

50-10 

P 

8501 100525* 

50-155 

P 


8501290072 

50-264 

S 

8501 100527* 

50-155 

P 

Dow Corning Corp, 

8501110384 

WASTE MOT 

8501110277 

50-155 

P 

Drexel Univ. * Phi ladelph ia* PA 

8501080530* 

50-250 

G 

8501150146 

50-255 

F 

Duke Power Co. 

8411150125 

50-413 

P 

8501150271 

50-155 

J 


8501020049* 

50-370 

G 

8501150277 

50-255 

J 


8501020307 

50-270 

P 

8501150316 

50-255 

J 


8501020309* 

50-270 

P 

8501150353 

50-255 

P 


8501^20312* 

50-270 

P 

8501150356* 

50-255 

P 


850'1020346 

50-369 

P 

8501160342 

50-255 

P 


8501020346 

50-369 

P 

8501160355* 

SO -255 

P 


8501020485 

50-370 

8 

8501160371 

50-155 

P 


8501040043 

50-413 

S 

8501160371 

50-155 

P 


850 1040062 

50-370 

S 

8501160373* 

50-255 

P 


8501070061 

30-369 

s 

8501 160378* 

50-155 

P 


8501070104 

50-269 

p 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8501070184 
850 1070 184 
8501070184 
8501070184 
8501070184 

8501070211 

8501070221 

8501070221 

8501070285 

8501070285 

8501070285 

8501070328 

8501070328 

8501070586 

8501080116 

8501080217 

8501080305 

8501080526 

8501080533 

8501080577 

8501090061 
8501090274 
8501100168 
8501100168 
8501 100176* 

8501100176* 

8501100693 

8501100733 

8501110202 

8501110489 

8501 1 10489 
8501140038 
8501140053 
8501140124 
8501140218 

8501140460 

8501140466 

8501150010* 

8501150161 

8501150225 

8501150225 

8501150445 

8501150457 

8501150464 

8501160132 

8501160174 

8501160192 

8501160192 

8501160356 

8501160357 

8501160357 

8501160357 

8501160357 

8501160357 

8501160364 

8501160377 

8501170198 

8501180232* 

8501180236* 

8501180256* 

8501180256* 

8501180262* 

8501180262* 

8501180369 

8501210057 

8501210244* 

8501220042 

8501220042 

8501220047 

8501220047 

8501220047 

8501220051 

8501220557 

8501230083 

8501240021 

8501240151 

850124D151 

8501240180 

8501240180 

6501240186* 

8501240186* 

8501250217 

850125(^6 

8501250226 

8501250236* 


50-269 P 
50-269 P 
50-269 P 
50-269 P 
50-269 P 

50-413 P 
50-413 P 
50-413 P 
50-206 S 
50-206 S 

50-206 S 
50-413 P 
30-413 P 
50-369 S 
50-269 0 

50-413 S 
50-413 S 
50-413 S 
50-413 S 
50-370 S 

50-270 S 
50-370 S 
50-413 Q 
30-413 Q 
50-413 0 

50-413 G 
50-269 S 
50-413 S 
50-413 S 
50-413 0 

50-413 0 
50-269 S 
50-269 S 
50-414 S 
30-269 G 

50-413 S 
50-413 S 
50-413 F 
50-414 A 
50-413 Q 

50-413 G 
50-414 S 
30-413 S 
50-413 S 
50-413 S 

50-413 8 
50-369 8 
50-369 9 
50-369 8 
30-369 Q 

50-369 Q 
50-369 G 
50-369 Q 
50-369 Q 
50-413 P 

50-413 P 
50-414 8 
50-413 F 
50-413 F 
30-413 F 

50-413 F 
50-413 F 
50-413 F 
50-269 F 
50-414 S 

50-413 0 
50-369 R 
50-369 R 
50-269 R 
50-269 R 

30-269 R 
30-413 R 
50-413 8 
50-370 8 
50-413 a 

50-369 G 
50-369 Q 
50-369 P 
50-369 P 
50-369 P 

50-369 P 
50-413 P 
50-369 P 
50-369 P 
50-369 P 




8501250236* 

50-369 

P 



8501250241* 

50-369 

P 



8501250333 

50-413 

F 



8501250346* 

50-413 

F 



8501250450 

50-370 

S 



8501280153 

50-269 

V 



8501280273 

50-270 

p 



8501280431 

50-414 

A 



8501290382 

50-413 

F 



8501290735 

50-413 

S 



8501310489 

50-370 

S 

Duquesne Light Co, 


8501030053 

50-334 

P 



8501030055* 

50-334 

P 



8501030057* 

50-334 

P 



8501070037 

50-412 

K 



8501070336 

50-334 

Q 



8501080005 

50-334 

S 



8501100031 

50-334 

R 



8501100812 

50-334 

S 



8501110082 

50-334 

S 



8501150056 

50-412 

E 



8501150108 

50-412 

E 



8501150215 

50-412 

G 



8501170258 

50-334 

S 



8501210084 

50-412 

A 



8501210109 

50-334 

G 



8501210109 

50-334 

Q 



8501210126 

50-412 

E 



8501220276 

50-334 

P 



8501220386 

50-334 

Q 



850 1230072 

50-412 

A 



8501230192 

50-334 

P 



8501230373 

50-334 

F 



8501230595 

50-440 

G 



8501240201 

50-412 

E 



8501240215 

50-334 

R 



8501280099 

PR 




8501300401 

50-334 

F 



B501300553 

50-334 

S 



8501310115 

50-412 

A 



8501310199 

50-334 

S 



8501310227 

50-412 

Q 

E. C. Rodabaugh A&sociatas^ Inc. 

8501160468 

ACRS 


EA Engineering* Science S< Technology* 

8501020243* 

50-289 

R 

Inc. 


8501290056* 

50-289 

R 

EG8(0* Inc . 


8406040020* 

50-298 

P 



8406120578* 

50-344 

P 



8406270044* 

50-313 

P 



8406270044* 

50-313 

P 



8408200117* 

50-400 

A 



84112B0477* 

50-282 

F 



84121.30589* 

50-266 

F 



8501030040 

NUREG 




8501030043 

NUREG 




8501030327 

NUREG 




6501030365* 

50-440 

A 



8501040073 

NUREG 




8501080336* 

0R6 




8501100011* 

50-323 

Q 



8501100017* 

50-323 

G 



8501100021* 

50-323 

G 



8501110387* 

WASTE MGT 



8501180186* 

50-454 

A 



8501180186* 

50-454 

A 



8501180253* 

50-275 

P 



8501180272* 

50-382 

A 



8501180272* 

50-382 

A 



8501180279* 

50-329 

A 



8501180282* 

50-397 

A 



8501180288* 

50-358 

A 



8501 180288* 

50-358 

A 



8501180295* 

50-528 

A 



8501 180298* 

50-482 

A 



B5011B029B* 

50-482 

A 



8501210003 

NUREO 




8501220564* 

FOIA 


Earth Technology 

Co, 

8501040187 

8501070159 

WASTE MGT 
WASTE MGT 



8501070186 

WASTE MOT 



8501290744* 

CONTRACT 

etia»CQ Service*# 

Inc. <*ub*, of Enoerch 

8501090277 

50-445 

A 

Corp, > 


8501090396* 

50-445 

G 



8501100324* 

50-382 

0 


585 
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AUTHOR 

AFFILIATION 


Ecology/Alert 

Eddlemarii W. 

Edison Electric Institute 

Edlow International Co. 

Electric Power Research Institute 

Electro Switch Corp. 

Energy Impact Associates 

Energy Systems Research Oroup> Inc. 
Energy, Dept, of 


CORPORATE SOURCE INDEX 


ACCESSION 

NUMBER 

S5011B0472* 

8501240094* 

8501280109* 

8501070255 

8501070266 

8501070323 

8501070571 

8501110475 

8501110480 

8411200361 

8501310270 

8501080653 

8501220506 

8501230136 

8501230168 

8501180359* 

8501180440* 

8501240334* 

8501240337* 

8501220197 

8501180217* 

8501030070 

8501030200 

8501030345 

8501040009 

8501040109 

8501040179 

8501040201 

8501040205* 

8501040208 

8501040213 

8501040289 

8501040297* 

8501040307 

8501040309 

8501040310 

8501040312 

8501070014 

8501070060 

8501070125 

8501070176 

8501070178 

8501070187 

8501070439 

8501070451 

8501070465 

8501070473 

8501070475 

8501070484 

8501070506 

8501070527 

8501070537* 

8501090781 

8501100091 

8501110152 

8501110268 

8501110295 

8501110300 

8501110307 

8501110315 

8501110317 

8501110320 

8501110328 

8501110373 

8501110381 

8501110407 

8501110412* 

8501160202 

8501220425* 

8501230108 

8501250581 

8501280054 

8501280057 

8501280061 

8501280292 

8501280371 

8501280559 

8501280566 

8501290016 

8501290184 

8501290188 

8501290206 

8501290220 

8501290540 

8501290586 


SUBJECT 

CATEGORY 


50-400 G 

50-247 P 

FOIA 

PR 

PR 

PR 

50-400 G 
50-400 G 
50-400 G 
PR 

PR 

XPORTLIC 

XPORTLIC 

70- 2322 
XPORTLIC 

FOIA 

FOIA 

50-289 F 
50-289 F 
40-7455 

50-322 A 
40-6500 

71- 361 
WASTE MGT 
71-5026 


WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

WASTE 

MGT 

71-5597 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MOT 

WASTE 

MGT 

WASTE 

MOT 

WASTE 

MOT 

WASTE 

MGT 


71-5026 
50-206 P 
71-5874 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
waste MGT 
WASTE MGT 


AUTHOR 

AFFILIATION 


Engineers Internationali Inc. 


Environmental Coalition on Nuclear Power 
Environmental Defense Fund 


Environmental Policy Institute 
Environmental Protection Agency 


Envirosphere Co. 
Essex Corp. 


European Communities* Commission of 
Exxon Corp. 


Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp. ) 


Failure Analysis Associates 
Federal Emergency Management Agency 


Federal Energy Regulatory Commission 


County, Inc. 

Florida Power Sc Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501290611 

WASTE MGT 

8501290623 

WASTE MGT 

8501290672 

WASTE MOT 

8501290707 

WASTE MOT 

8501290725 

WASTE MGT 

8501300222* 

FOIA 


8501300279* 

FOIA 


8501300285* 

FOIA 


8501300312* 

FOIA 


8501300337* 

FOIA 


8501300391* 

FOIA 


8501300411* 

FOIA 


8501310264 

PR 


8501040140 

WASTE RES 

8501070581 

WASTE RES 

8501110226 

WASTE RES 

8501310500 

WASTE RES 

8501140339 

PR 


8501080454 

PR 


8501150339 

PR 


8501110242 

PR 


8501 140297 

PR 


8111130209 

50-275 

A 

8501 180045 

50-424 

D 

8501 180329 

PR 


8501230497* 

COMMISSION 

8501230520 

40-2061 


8501070523 

WASTE MGT 

8501070359* 

50-324 

F 

8501100173* 

50-317 

F 

8407270436 

XPORTLIC 


8501180125 

XPORTLIC 


8501100195 

40-8102 


8501 100203 

40-8102 


8501100244 

40-8102 


8501 100366 

40-8064 


8501 100382 

40-8102 


8501110037 

40-8102 


8501110040* 

40-8102 


8501020355 

TOPREP 


8501040093 

TOPREP 


8501080412 

TOPREP 


8501090226 

XPORTLIC 


8501170001 

TOPREP 


8501170162* 

50-387 

P 

8501170166* 

50-387 

P 

8501170170* 

50-387 

P 

8501170175* 

50-387 

P 

8501230417 

QA999 


8501250095 

TOPREP 


8501250109* 

TOPREP 


8501160615* 

50-322 

T 

8312300317* 

50-322 

F 

8407170182* 

50-293 

F 

8407170186* 

50-293 

F 

8410100312* 

50-250 

F 

8501080340 

50-289 

F 

8501090262 

50-382 

F 

8501100079 

50-277 

F 

8501 100087* 

50-277 

F 

8501150122* 

50-322 

F 

8501 170025 

50-352 

F 

8501170028* 

50-352 

F 

8501230409 

50-400 

G 

8501230409 

50-400 

G 

8501230415* 

50-400 

G 

8501230419* 

50-400 

G 

8501230430* 

50-400 

G 

8501230435* 

50-400 

G 

8501230438* 

50-400 

G 

8501280392 

50-482 

F 

8501280410* 

50-482 

F 

8501280415* 

50-482 

F 

8501 180337* 

FOIA 


8501 180385* 

FOIA 


8501030160 

PR 


8407270285 

50-335 

P 

8501020353 

50-250 

F 

8501020353 

50-250 

F 

8501030059 

50-335 

F 

85010^0079 

50-389 

F 

8501030088 

50-250 

F 

8501030088 

50-250 

F 



CORPORATE SOURCE tNDEX 
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AUTHOR 

AFFILIATION 


Florida Power Corp. 


Florida* State of 
Florida* Univ. of* Oaintavll le« 
Food Sc Drug Adminiatration 
Ford* Bacon *c Davli Utah* Inc. 


Foxboro Corp, 

Fracture Proof Design Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8501030195 

50-389 

S 

8501040001 

50-250 

P 

8501040001 

50-250 

P 

8501040033 

50-389 

s 

8501080108 

90-389 

p 

8301080286 

50-251 

s 

8501080296 

50-389 

s 

8501080307 

50-389 

s 

8501080609 

50-251 

s 

8501080666 

50-250 

s 

8501100056 

50-389 

s 

8501100064 

50-250 

s 

8501100106 

50-250 

s 

8501100117 

50-251 

s 

8501100360 

50-335 

s 

8501110013 

50-250 

p 

8501110013 

50-250 

p 

8501110026 

50-250 

p 

8501110026 

90-250 

p 

8501150082 

50-335 

p 

8901190181 

50-290 

F 

8901150181 

50-250 

F 

8901150181 

50-290 

F 

8901150307 

50-290 

P 

8901150307 

50-250 

P 

8501160345 

50-250 

Q 

8501170204 

50-339 

P 

8501170239# 

50-250 

Q 

8501180048 

50-250 

F 

8901180048 

50-250 

F 

8901180067# 

50-339 

Q 

8901180345 

50-290 

F 

8901180345 

50-290 

F 

8501210186# 

50-339 

Q 

8501210240# 

50-389 

0 

8901210312# 

50-290 

Q 

890 122020 9 

90-290 

S 

8901220213 

90-290 

S 

8901230315 

90-290 

P 

8901230357 

90-290 

P 

8901240010 

50-250 

R 

8501240146 

90-339 

P 

8501290110 

90-339 

F 

8501280613 

90-309 

8 

8901290420 

90-309 

S 

8501310939 

50-290 

8 

8901310949 

50-290 

S 

8501310990 

90-290 

S 

8901040024 

90-302 

P 

8901040103* 

90-302 

P 


Franklin Institute/Franklin Research 
Center 

8501180303# 

8501180336# 

8311230073* 

8412170469# 

8501280586* 

FOIA 

I^OIA 

90-322 S 

90-334 P 

50-322 S 

Friends of Animals* Inc. 

Friends of the Earth 

8501290634* 

8501150249 

8501020146 

8501080297 

8501250423 

50-289 P 
FOIA 

50-352 G 
50-352 G 
50-352 G 

Future Resources Associates* Inc. 

Future View, Inc. 

GA Technologies* Inc, /General Atomic Co. 

8501160554* 
8501 140003* 
8501030433 
8501040166 
8501070335 

CONTRACT 

CONTRACT 

70-734 

70- 734 

71- 6346 


8501070341* 

8501080553 

8901160111* 

8501160931* 

8501280117 

71-6346 
70-734 
50-267 P 

50-267 S 

PR 

GUARD 

Gall* W. R. 

Caulin Corp. 

GeeB^s* Inc. 

8501290467 

8501300247 

8501160487 

8501170070 

8501040160 

50-163 F 

90-206 H 

ACRS 

QA999 

WASTE RES 


8501040172* 

8501070078 

8501110330# 

8501290620 

8501290629 

WASTE RES 
WASTE RES 
CONTRACT 
WASTE RES 
WASTE RES 

General Dynamics Corp. 

General Electric Co. 

8901260121 

8002060298 

8501020110 

8901020140 

8501020387* 

FOIA 

70- 1308 

71- 5942 

50-70 6 

TOPREP 


8901030439 

8501040031 

8901070393# 

8901080093 

8501080464 

71-5916 
TOPREP 
90-324 F 

70-2786 
XPORTLIC 


0501100294# 

8901110215# 

8901160104# 

8501160176 

8901160187 

90-278 P 
90-324 F 
90-447 A 
50-18 R 
50-183 R 


8501160226 

8501230147 

8501290034# 

8501250041# 

8501250202# 

TOPREP 
70-1113 
90-333 P 

90-333 P 

50-331 P 


8S0 I 070333 
6901190089 
6901190436 
6901190479 
6901210106# 


90-302 F 
90-302 R 
90-302 R 
90-302 6 
90-302 0 


8501250227# 

8501260257# 

8501260285# 

8501290209 

8501290397 


50-331 P 

FOIA 

FOIA 

TOPREP 

TOPREP 


8901210119# 

8901220326 

8901290002 

8901290122 

8901290129# 


90-302 Q 
90-302 P 
90-302 P 
90-302 P 
90-302 P 


General Phgsics Corp. 


8501310230* 

8901310463 

8501310911 

8501080460 

8901080463 


50-298 P 

70-1113 

70-1113 

NUREO 

NURE6 


8901290166 

8501290966 

8901260261 

8901280268# 

8901260276# 

8901260429 

8901260436# 

8901260444# 

8901310116 

8901310234 


90-302 P 
90-302 R 
90-302 P 
90-302 P 
90-302 P 

90-302 P 
90-302 P 
90-302 P 
90-302 P 
90-302 Q 


FL 


8901210040 

8901310484 

8901230019# 

8901030349# 

8901030391# 


STATE PROG 
70-1068 
CONTRACT 
WASTE HOT 
WASTE MOT 


8501030354# 

8901030396# 

8901030356# 

8901030359# 

8901030362# 


WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 
WASTE MOT 


8901030367# 

8901030371# 

8901030379# 

8901240327# 

8310090012# 


WASTE MOT 
WASTE MOT 
WASTE MOT 
50-209 F 
FOIA 


General Public Utilities - GPU Service 
Corp. 


8501310381# 

8501310385# 

8407270419 

6501020240 

6901020321 


50-394 E 
90-354 E 
90-219 R 

90-289 R 
90-320 P 


8501020342 

8901020349* 

8901020392# 

6901020434 

8501030045 


90-219 P 
90-219 P 
90-219 P 
90-320 F 
50-320 S 


8901030064 

8501030131 

8501030150 

8501070372 

8901080127 


90-289 P 
90-320 O 
50-289 0 
90-289 P 
50-219 P 


8901080247 

8901080253# 

8901080262 

8901080419 

8901080451 

8501080531 

0501080590 

8901090202 


50-320 P 
50-320 P 
50-320 F 
90-320 S 
PR 

50-219 S 
90-219 S 
90-289 0 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


General Services Administration 

Georgetouin Consulting Group* Inc, 
Georgia Institute of Technology* 
GA 


Georgia Pouter Co. 


Atlanta* 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 



ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501100016 

50-320 

F 




8501080355* 

50-424 

G 

8501100740 

50-289 

G 




8501080367* 

50-424 

G 

8501110216 

50-289 

P 




8501080367* 

50-424 

G 

8501140286 

50-289 

F 




8501080413 

50-424 

G 

8501140465 

50-219 

S 




8501080659 

50-366 

S 

8501140473 

NUREG 





8501090021 

50-424 

S 

8501150381 

50-219 

P 




8501090021 

50-424 

8 

8501 1 50385* 

50-219 

P 




8501100355 

50-424 

S 

8501150432 

50-219 

S 




8501100355 

50-424 

s 

8501160141 

50-289 

p 




8501100780 

50-424 

s 

8501160143* 

50-289 

p 




8501110117 

50-321 

s 

8501170045 

50-289 

p 




8501110193 

50-424 

A 

8501170137 

50-219 

F 




8501110193 

50-424 

A 

8501170192 

50-219 

P 




8501110227 

50-321 

s 

8501170199 

50-289 

P 




8501110293 

50-424 

A 

8501170200 

50-219 

F 




8501110293 

50-424 

A 

8501180167 

50-289 

F 




8501110347 

50-321 

S 

8501180189 

50-320 

P 




8501140041 

50-321 

s 

8501180206 

50-289 

0 




8501140412 

50-366 

s 

8501180210* 

50-289 

0 




8501150465 

50-424 

A 

8501180351 

50-320 

p 




8501150468 

50-366 

S 

8501180374 

50-289 

G 




8501150473 

50-321 

s 

8501180378* 

50-289 

G 




8501160067 

50-321 

R 

8501180380* 

50-289 

G 




8501160085 

50-424 

S 

8501180383* 

50-289 

G 




8501160096 

50-424 

s 

8501210101 

50-320 

Q 




8501160215 

50-321 

p 

8501210403 

50-219 

R 




8501160283 

50-321 

G 

8501220271 

50-320 

P 




8501170106 

50-366 

S 

8501220281* 

50-320 

P 




8501170117 

50-321 

Q 

8501220294 

50-320 

V 




8501170146 

50-424 

G 

8501220301* 

50-320 

V 




8501170146 

50-424 

G 

8501220357 

50-320 

P 




8501170150 

50-424 

0 

8501220359* 

50-320 

P 




8501170150 

50-424 

G 

8501220363* 

50-320 

P 




8501220544 

50-366 

S 

8501220364* 

50-320 

P 




8501230051 

50-424 

A 

8501230306 

50-289 

P 




8501230051 

50-424 

A 

8501230313 

50-320 

P 




8501230133 

50-424 

A 

8501230332 

50-320 

P 




8501230133 

50-424 

A 

8501230339* 

50-320 

P 




8501230210 

50-366 

S 

8501240152 

50-289 

F 




8501230312 

50-321 

P 

8501240171 

50-289 

F 




8501230316* 

50-321 

P 

8501240259 

50-289 

P 




8501230378 

50-424 

A 

8501240325 

50-289 

F 




8501230378 

50-424 

A 

8501240389 

50-320 

F 




8501230383* 

50-424 

A 

8501250499 

50-219 

S 




8501240077 

50-321 

S 

8501280373 

50-289 

P 




8501240077 

50-321 

S 

8501280426 

50-219 

Q 




8501240079* 

50-321 

s 

8501290051 

50-289 

R 




8501240079* 

50-321 

& 

8501290051 

50-289 

R 




8501240082* 

50-321 

s 

8501290151 

50-289 

R 




8501240082* 

50-321 

s 

8501290317 

50-289 

G 




8501240117 

50-321 

p 

8501290423 

50-320 

Q 




8501240117 

50-321 

p 

8501300003 

50-219 

P 




8501240154* 

50-321 

Q 

8501300005* 

50-219 

P 




8501240207 

50-321 

R 

8501300217 

50-219 

P 




8501240602 

50-321 

s 

8501300646 

50-289 

G 




8501250013 

50-366 

s 

8501300660 

50-289 

G 




8501250453 

50-366 

s 

8501310204 

50-320 

S 




8501250455 

50-321 

s 

8501310294 

50-289 

F 




8501250591 

50-321 

s 

8501310451 

50-320 

P 




8501280014 

50-321 

F 

8501310456* 

50-320 

P 




8501280529 

50-321 

s 

8501100342 

ADVCM 





8501290158 

50-321 

F 

8501310145* 

CONTRACT 





8501290158 

50-321 

F 

8501180217* 

50-322 

A 




8501290504 

50-321 

P 

8501030013 

NUREG 





8501290532 

50-321 

P 







8501290536* 

50-321 

P 

8501150120 

50-160 

P 




8501310103 

50-424 

S 

8501150123* 

50^160 

P 




8501310103 

50-424 

S 

8501020231 

50-366 

P 

Georgians Against Nuclear 

Energy 


8501100010 

50-424 

D 

8501020267 

50-366 

Q 




8501150005 

50-424 

G 

8501020289 

50-321 

S 













8501150008* 

50-424 

G 

8501020289 

50-321 

S 

Geotrans* Inc, 



8501070018 

WASTE RES 

8501020329 

50-424 

E 




8501160563* 

CONTRACT 


8501020:^* 

50-424 

E 




8501290615 

WASTE RES 

8501020364 

50-424 

K 

Gesellschaft fuer Nuklear 

Service* 

mbH 

8501080023 

PROJ 


8501020368* 

50-424 

K 













8501230143 

PROJ 


8501020480 

50-321 

S 

Getty/Petrotomics Co. 



8501070265 

PR 


8501040038 

50-366 

S 

Gibbs Sc Hill* Inc. (subs. 

of Dravo 

Corp. ) 

8501230400 

TOPREP 


8501040136 

50-321 

P 




8501230401* 

TOPREP 


8501080251 

50-321 

P 




8501310260 

50-445 

H 

8501080346 

50-424 

0 










Golder Associates 



8501290652* 

CONTRACT 


8501080346 

50-424 

0 

Gould* Inc. 



8412200622 

50-382 

Q 

8501080351 

50-424 

D 

Government Accountability 

Project 


8310210103* 

50-329 

A 

8501080351 

50-424 

D 




8501090011 

50-445 

T 

8501080355* 

50-424 

G 




8501100008 

50-445 

T 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



8501140186 

50-329 

Q 


8501 1 50086 
8501150155 

FQIA 

50-329 

A 


8501180358 

50-289 

G 


8501 180368* 

50-289 

0 


8501230548 

8501230554 

8501240081 

8501250177 

FOIA 

FQIA 

FOIA 

50-289 

G 


8501280067 

50-358 

0 


8501280069 

50-358 

<k 


8501280154 

50-382 

A 


8501280167 

8501280366 

FQIA 

50-382 

A 


8501280366 

50-382 

A 


8901280639 

8501300171 

FOIA 

50-206 

0 


8501300196 

50-206 

Q 

Greenstein* Gorelick* Price* 

Silverman it 8901150188 

FOIA 


Lave son 

Gulf Nuclear. Inc. 

8501180177 

FOIA 


Gulf Oil Corp. 

8501290278* 

FOIA 


Gulf States Utilities Co. 

8501020291 

50-498 

E 

8501020360 

50-458 

S 


8501020491 

50-458 

s 


8501070047 

50-458 

0 


8501070076 

50-458 

Q 


8501070277 

50-498 

a 


8501070386 

50-498 

A 


8501080021 

50-498 

s 


8501080133 

50-458 

s 


8501080147 

50-458 

s 


8501080183 

50-458 

s 


8501080290* 

50-458 

0 


8501080393 

50-458 

s 


8901080357 

50-498 

s 


8501080369 

90-458 

s 


8901080392 

90-458 

s 


8501080398 

90-458 

s 


8901080428 

90-498 

8 


8901080436 

90-498 

s 


8901080465 

50-498 

8 


8901080478 

90-498 

S 


8501080491 

50-498 

8 


8901080499 

90-458 

S 


8901080950 

50-498 

S 


8501080968 

50-498 

8 


8501080975 

50-498 

8 


8901080978 

90-498 

8 


8501080668 

90-498 

8 


8501080669 

90-498 

8 


8901090229 

90-498 

E 


8901090232* 

90-498 

E 


6901090266 

90-498 

8 


8901090273* 

90-498 

8 


8901090402 

50-498 

S 


8901090685* 

50-498 

Q 


8901090691 

90-458 

8 


8901140472 

90-482 

8 


8901140489 

90-498 

8 


8901140494 

90-458 

8 


8501140901 

90-498 

8 


8901190214* 

90-498 

<1 


8501160341 

90-458 

A 


8501160343* 

50-498 

A 


8901160347* 

90-498 

A 


8501160469 

90-498 

8 


8901160482 

50-498 

8 


8901170010 

50-498 

8 


8901230298 

90-498 

F 


8901230427* 

90-498 

0 


8901240294 

90-498 

A 


8901240932 

90-498 

8 


8901240563 

90-458 

8 


8901240967 

90-498 

8 


8901240974 

90-498 

8 


8901240583 

90-498 

8 


8901240992 

90-498 

8 


8901240996 

90-498 

8 


8901240616 

90-498 

8 


8901290984 

90-498 

8 


8501290599 

50-498 

8 


8901290601 

90-498 

8 


8901280064 

90-498 

8 


8901280074 

90-498 

8 


AUTHOR 

AFFILIATION 


Associates* Inc. 


HanfoTd Engineering Development 
Laboratory 

Hansen* Holley «e Biggs* Inc. 
Harmon* Heiss & Jordan 


Health & Human Services* Dept- of* 
HealthHate* Inc. 

Helsell* Fetterman* Martin* Todd 8t 
Hokanson 

Hepburn* Uilcox* Hamilton & Putnam 

High Voltage Engineering Corp. 
Honeywell* Inc. 

House of Rep. 


House of Rep. * 
House of Rep. * 
House of Rep, * 


Appropriations 
Energy It Commerce 
Interior Insular 


House of Rep. * Science tt Technology 
Houston Lighting it Power Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501280092 

50-458 

S 

8501280192 

50-458 

S 

8501280206 

50-458 

8 

8501280390 

50-458 

Q 

8501290031 

50-458 

S 

8501290039 

50-458 

8 

8501290358 

50-458 

E 

8501300538 

50-458 

8 

8501280672 

WASTE MGT 

8501040049* 

50-400 

G 

8501100299* 

50-400 

G 

8501180432* 

50-400 

G 

8501180464* 

50-400 

G 

8901180470* 

50-400 

6 

8901230235* 

50-461 

F 

8501140550* 

FOIA 


8501100329* 

50-382 

G 

8501080220 

WASTE MGT 

8501140323 

50-289 

P 

8501140519 

50-443 

A 

8501150273 

50-289 

G 

8501160267 

50-289 

G 

8501210391 

50-289 

P 

850123032B 

PR 


8501300090 

50-289 

P 

8501300102 

50-443 

A 

8501140539 

50-320 

P 

8501210209 

FOIA 


8501240364 

50-397 

P 

8501250088* 

FOIA 


8501140185 

50-312 

S 

8501250187* 

40-6920 


8308180638* 

50-382 

U 

8501040196* 

40-8027 


8501080418* 

50-322 

G 

8501080437* 

50-322 

0 

8501100077* 

50-250 

U 

8501100559* 

50-219 

H 

8501160618 

50-289 

U 

8501160620 

50-289 

U 

85011B0275 

50-70 

G 

8501240329* 

50-289 

P 

8501240340* 

50-289 

P 

8501240363* 

50-289 

P 

8501240429* 

50-289 

P 

8501250296* 

FOIA 


8501290750* 

50-482 

U 

8501230262* 

50-289 

u 

8501280560* 

FOIA 


8501080516* 

50-275 

u 

8501230053* 

COMMISSION 

850 1080640* 

COMMISSION 

8412280099 

50-498 

F 

8412280099 

50-498 

F 

8412280104* 

50-498 

F 

8412280104* 

50-498 

F 

8501020139 

50-498 

8 

8501020300 

50-498 

K 

8501020300 

50-498 

K 

8501020303* 

50-498 

K 

8501020303* 

50-498 

K 

850 1030033 

50-498 

A 

8501030105 

50-498 

K 

8501030105 

50-498 

K 

8501030108* 

50-498 

K 

8501030108* 

50-498 

K 

8501040131 

50-498 

G 

8501040131 

50-498 

G 

8501100057 

50-498 

8 

8501100217 

PR 


8501180201 

50-498 

A 

8501180370 

50-498 

A 

8501250608 

50-498 

8 

8501280104 

50-498 

8 

8501300013 

50-498 

A 


Hunton it Hi Hindis 


8901300539 

8901020001 

8901020007 

8901030198 

8901140942 

8901180991 

8901160809 

8901160813 


PR 

90-<322 0 
90->322 0 
50-322 G 
90-322 0 

90^322 0 
90-222 0 
90-322 T 


589 



590 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Hydrogen Control Outners Group 
INTERA Technologies! Inc. 

Idaho State Univ. , Pocatello! ID 
Illinois Pouier Co. 


Illinois! State of 


Illinois! State of. Dept, of Nuclear 
Safety 
Impel 1 Corp. 


In-Situ Consulting 

Indiana St Michigan Electric Co. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

8501160622 

50-322 

T 


8501230602 

50-315 

R 

8501170161 

50-322 

T 


8501240009 

50-315 

P 

8501170186 

50-322 

G 


8501240009 

50-315 

P 

8501290216 

50-338 

G 


8501240661 

50-315 

S 

8501300629 

50-322 

6 


8501250010 

50-315 

s 

8501300709 

50-322 

P 


8501290118 

50-315 

Q 

8501300186 

50-416 

■P 


8501290118 

50-315 

Q 

8501110057* 

CONTRACT 


8501290488 

50-315 

F 

8501150325 

50-284 

F 


8501300239 

50-316 

P 

8501020311 

50-461 

E 


8501300499 

50-315 

8 

8501070112 

50-461 

S 


8501310460 

50-31 5 

P 

8501070134 

50-461 

J 


8501310460 

50-315 

P 

8501070315 

50-461 

Q 


8501310584 

50-316 

S 

8501070476 

50-461 

S 

Indiana Sc Michigan Pouter Co. 

8501020313 

50-315 

F 

8501100515 

50-461 

S 


8501070167 

50-315 

F 

8501150399 

50-461 

s 


8501250119 

50-315 

F 

8501160158 

50-461 

F 

Inhalation Toxicology Research Institute 

8501230614 

NUREG 


8501160319 

50-461 

S 

Institute of Nuclear Pouter Operations 

8501160308* 

FOIA 


8501170022 

50-461 

F 

Interior. Dept, of 

8501 150366 

PR 


8501170035 

50-461 

E 

Interior. Dept. of. Bureau of Indian 

8501290012 

WASTE MGT 




Affairs 




8501180150 

50-461 

■F 





8501210335 

50-461 

S 

Interior. Dept. of. Bureau of Mines 

8501070324 

WASTE RES 

8501230228 

50-461 

F 


8501070467 

WASTE RES 

8501230398 

50-461 

A 


8501070553 

WASTE RES 

8501240258 

50-461 

A 


8501110231 

WASTE RES 





8501110325 

WASTE RES 

8501290395 

50-461 

S 





8501290405 

50-461 

S 

Interior. Dept. of. Geological Survey 

8501100661* 

CONTRACT 


8501300638 

50-461 

G 


8501110262 

WASTE MGT 

8501300641* 

50-461 

0 


8501140257* 

CONTRACT 


8501020168 

40-2061 



8501160259* 

FOIA 






8501280312 

WASTE MOT 

8501020173* 

40-2061 






8501020176* 

40-2061 


International Energy Associates. Ltd. 

8501290654* 

CONTRACT 


8501070546 

40-2061 


International Engineering Co. 

8501140543* 

CONTRACT 


8501070560* 

40-2061 


louta Electric Light St Pouter Co. 

8501020143 

50-331 

S 

8501100457 

40-2061 



8501020298 

50-331 

F 





8501150442 

50-331 

S 

8501100465* 

40-2061 






8501100497* 

40-2061 



8501150451 

50-331 

5 

8501100502* 

40-2061 



8501160369 

50-331 

F 

8501110469 

40-2061 



8501160380 

50-331 

P 

8501150336 

40-2061 



8501170102 

50-331 

P 





8501170105* 

50-331 

P 

8501150344 

PR 






8501160561 

40-2061 



8501230393 

50-331 

P 

8501180501 

NUREG 



8501230511 

50-331 

R 

8501250164 

40-2061 



8501240415 

50-331 

F 

8501300641* 

50-461 

G 


8501250194 

50-331 

P 





8501250211 

50-331 

P 

8501300648 

50-461 

G 





8501310197 

50-373 

H 


8501250220* 

50-331 

P 

8501300001 

50-265 

P 


8501280128 

50-331 

P 





8501280188 

50-331 

S 

8501140562* 

CONTRACT 



8501280337 

50-331 

F 

8501180122 

FOIA 



8501290276 

50-331 

P 

8501070236 

WASTE MGT 


8501290483 

50-331 

P 

8501020068 

50-316 

S 


8501310224 

50-331 

F 

8501020073* 

50-316 

S 


8501310407 

50-331 

F 

8501020078* 

50-316 

S 


8501310420 

50-331 

P 

8501020083* 

50-316 

S 


8501310424* 

50-331 

P 

8501020241 

50-315 

p 

louta. State of 

8501230391 

50-331 

P 

8501020241 

50-315 

p 


8501280235 

50-331 

P 

8501020246* 

50-315 

p 

Isham. Lincoln & Beale 

8501250353 

50-445 

G 

8501020246* 

50-315 

p 

J. L. Shepherd Sc Associates 

8501030116 

71-6280 


8501020337 

50-315 

p 

JRA Associates 

8501180051 

50-329 

A 

8501020357 

50-315 

s 


8501300269 

50-213 

S 

8501020357 

50-315 

s 

JRB Associates 

8501240316* 

FOIA 


8501040266 

50-315 

I 

Jack R. Benjamin Sc Associates. Inc. 

8412270324* 

50-335 

P 

8501080136 

50-315 

s 

Jacobs Engineering Group. Inc. 

8501040284 

WASTE MGT 

8501090008 

50-315 

F 


8501070493 

WASTE MGT 

8501090008 

50-315 

F 

Japan. Govt, of 

8501210094 

XPORTLIC 


8501100181 

50-315 

P 


8501210096 

XPORTLIC 


8501100765 

50-315 

s 

Jenner Sc Block 

8501230213 

FOIA 


8501110119 

50-315 

s 

Joint Interveners - Shearon Harris 

8501140547 

50-400 

G 

8501110131* 

50-315 

s 


8501140551* 

50-400 

G 

8501110144* 

50-315 

s 

KMC. Inc. 

8501140289 

PR 


8501170065 

50-315 

F 

Kansas City Star/Kansas City Times. 

8501150200 

50-348 

P 

8501170065 

50-315 

F 

Kansas City. MO 




8501210088 

50-315 

P 


8501 160325 

50-341 

A 

8501210088 

50-315 

P 

Kansas Gas Sc Electric Co. 

8501020058 

50-482 

S 





8501020205 

50-482 

S 

8501210146 

50-315 

s 





8501210158 

50-316 

s 


8501620274 

50-482 

S 

8501230200 

50-315 

F 


8501020482 

50-482 

S 

8501230200 

50-315 

F 


8501030332 

50-482 

s 

8501230293 

50-315 

P 


8501030386 

50-482 

s 





8501070179* 

50-482 

Q 

8501230293 

50-315 

P 





8501230307 

50-315 

P 


6501080029 

50-482 

A 

8501230307 

50-315 

P 


8501090184 

50-482 

Q 

8501230555 

50-316 

R 


8501090340 

50-482 

Q 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

AUTHOR 

affiliation 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


S501100019 

50-482 

A 


8501180330* 

FOIA 



8501140500 

50-482 

S 


8501180332* 

FOIA 



S5011501 18 

50-482 

F 


8501180338* 

FOIA 



8501150300 

50-482 

A 


8501180340* 

FOIA 



8501150401 

50-482 

S 


8501180344* 

FOIA 



8501160125 

50-482 

A 


8501180347* 

FOIA 



850116012Se 

50-482 

A 


8501180350* 

FOIA 



8501160232 

50-482 

A 


8501180535* 

50-269 

P 


8501160311 

50-482 

K 


8501280412 

NUREO 



8501160316e 

50-482 

K 


8501280731 

WASTE 1 

RES 


8501220321 

50-482 

F 


8501290142 

WASTE 1 

RES 


8501220389 

50-482 

Q 


8501290150 

WASTE 1 

RES 


8501280058 

50-482 

F 


8501290449 

WASTE 1 

RES 


8501280421 

50-482 

Q 


8501290482 

WASTE 1 

RES 


8501290003 

50-482 

A 


8501290607 

WASTE 1 

RES 


8501300525 

50-482 

S 


8501290616 

WASTE 1 

RES 


8501300549 

50-482 

S 


8501300066 

WASTE 1 

RES 


8501300577 

50-482 

s 


8501300656* 

50-295 

P 


8501300705 

50-482 

s 


8501310465 

WASTE 1 

RES 


8501310535# 

50-482 

0 

LeBoeuf* Lamb/ Leiby & KacRae 

8501220335 

FOIA 


Kelley Drye it Warren 

8501150066 

40-2061 


Leu>is/ M. 

B501150130 

PR 



8501 1 50077 

40-2061 



8501150260 

PR 



8501220325 

40-2061 


Limerick Ecology Action 

8501020043 

50-352 

0 


8501220333 

40-2061 



8501020043 

50-352 

0 

Kentucky^ Commonuieal th of< 

8501090575* 

CONTRACT 



8501020065* 

50-352 

0 

Kerite Co. (subs, of Harvey Hubbell» 

8501210104 

50-263 

s 


8501020065* 

50-352 

G 

Inc. ) 




Litton Industries, Inc, 

8501150233 

QA999 


Kerr-McGee Chemical Corp. (subs, of 

8501140540 

40-2061 


Lodge/ T. J. 

8501290477 

50-440 

0 

Kerr-McQee Corp. > 




Long Island Lighting Co. 

8501020007 

50-322 

G 


8501160611 

40-2061 



8501020327 

50-322 

E 

Kerr-McCee Corp. 

8501080404 

PR 







8501080529 

PR 



8501030158 

50-322 

G 






8501080030 

50-322 

P 


8501100750 

40-8768 



8501080407* 

50-322 

G 


8501160041* 

40-8027 



8501140542 

50-322 

G 


8501160045* 

40-8027 



8501140544* 

50-322 

G 


8501230515 

40-8027 






Keyboard Communications^ Inc. 

8501280641* 

CONTRACT 



8501160029 

50-322 

P 






8501160330 

50-322 

G 

Kirkpatrick Lockhart 

8501020226 

50-322 

0 


8501160591 

50-322 

G 


8501070028 

50-322 

0 


8501160609 

50-322 

G 


8501070489 

50-322 

0 


8501160610* 

50-322 

G 


8501080403 

50-322 

0 






8501150384 

50-322 

0 


8501160612* 

50-322 

G 






8501160613 

50-322 

T 


8501160601 

50-322 

0 


8501160615* 

50-322 

T 


8501170135 

50-322 

0 


8501160616* 

50-322 

C 


8501230086 

FOIA 



8501160622 

50-322 

T 


8501230355 

50-322 

0 






8501230610 

50-322 

0 


8501 160624* 

50-322 

T 






8501170161 

50-322 

T 


8501250449 

50-322 

0 


8501170165* 

50-322 

T 


8501290727 

50-322 

0 


8501170186 

50-322 

G 

Kiski Valley Coalition to Save Our 

8501140557* 

70-364 



8501210117 

50-322 

F 

Children 









8501140566* 

70-364 



8501230338 

50-322 

P 


8501140571* 

70-364 



8501230344* 

50-322 

P 






8501250124 

50-322 

P 

Kyoto Univ, > Osaka/ JA 

8501160453 

ACR8 



8501280741 

50-322 

S 

LRS Consultants 

8501150033* 

50-271 

p 


8501300629 

50-322 

G 


8501150039* 

50-271 

p 





LTV Tubular Division 

8501140294 

0A999 



8501300709 

50-322 

P 

Labor* Dept, of* Occupational Safety & 

8501250305* 

FOIA 



8501310148 

50-322 

S 

Health Admin. 





8501310185 

50-322 

P 





Los Alamos Scientific Laboratory 

8501290371 

50-407 

P 

Law Engineering Testing Co, 

8501230172 

71-242 



8501290641 

50-317 

P 


8501230178* 

71-242 







8501280730* 

CONTRACT 



8501290724* 

50-182 

0 


8501290096* 

CONTRACT 


Louisiana Power Light Co. 

8501020279 

50-382 

S 

Lawrence Berkeley Laboratory 

8501040287* 

WASTE RES 


8501030164 

50-382 

H 






8501030298* 

50-382 

Q 


8501040290 

WASTE MOT 


8501070053 

50-382 

0 


8501300521* 

WASTE RES 






8501300527* 

WASTE RES 


8501070070 

50-382 

Q 

Lawrence Livermore National Laboratory 

8411130198* 

50-423 

A 


8501070347 

50-382 

F 


8501040269 

WASTE RES 


8501070352* 

50-382 

F 






8501070378 

50-382 

P 


8501100011* 

50-323 

0 


8501080084 

50-382 

P 


8501100017* 

50-323 

Q 






8501100021* 

50-323 

0 


8501080442 

PR 



8501110179 

WASTE RES 


85OUO03O9 

50-382 

6 


8501110361 

WASTE RES 


8501100324* 

50-382 

0 






8501100329* 

50-382 

6 


8501160221* 

50-312 

P 


8501100334* 

50-382 

0 


8501160230* 

50-312 

P 






8501180231* 

FOIA 



8501100343* 

50-382 

0 


8501180233* 

FOIA 



8501100410 

50-382 

G 


6501180235* 

FOIA 



8501100752 

50-382 

0 






8501140129* 

50-382 

Q 


8501180241* 

FOIA 



8501140207 

50-382 

F 


8501180249* 

FOIA 







8501180252* 

FOIA 



8501150119 

50-382 

P 


8501180308* 

FOIA 



8501150124* 

50-3^ 

P 


8501180311* 

FOIA 



8501160262* 

50^382 

Q 






8501160264* 

50-3S2 

Q 


8501180315* 

FOIA 



8501160333* 

50-382 

Q 
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AUTHOR 

AFFILIATION 


Lout 8e Lout 

Lowellt Univ. of> Louiell. HA 
MHB Technical Associates 


MPR Associates* Inc. 

Main Hurdman 

Maine Yankee Atomic Pouter Co. 


Malapax Resources Co. 
Marsh & McLennan* Inc. 


Maryland* Univ. of, College Park* MD 
Massachusetts Institute of Technology* 
Cambridge* MA 


Materials Engineering Associates* Inc. 
Mattheuis Sc Branscomb 
Maxima Corp. 


McKittrick S< Key 

McTeague* Higbee* Libner Sc Reitman 
Memphis State Univ.* Memphis* TN 
Merion-Warner Corp, 

Metropolitan Edison Co. 

Michigan* State of 

Michigan* Univ. of, Ann Arbor* MI 

Miller Sc Chevalier 


Miller & Turetsky 
Mississippi Pourer & Light Co. 


ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

S5011605S4 

50-382 

R 


8501150478 

50-416 8 

8501220278 

50-382 

P 


8501180086 

50-416 F 

8501220292 

50-382 

P 


8501180115* 

50-416 Q 

8501230066 

50-382 

P 


8501210068 

50-416 P 

8501230174* 

50-382 

Q 


8501210203 

50-416 F 

8501230216* 

50-382 

0 


8501280603 

50-416 S 

8501280606 

50-382 

S 


8501280619 

50-416 S 

8501290324 

50-382 

F 


8501290021 

50-416 S 

8501300445 

50-382 

A 


8501290347 

50-416 P 

8501310314* 

50-382 

Q 


8501290478 

50-416 P 

8501310321* 

50-382 

0 


8501300322* 

50-416 R 

8501310327* 

50-382 

Q 


8501300331* 

50-416 R 

8501250176* 

FOIA 



8501300349* 

50-416 V 

8501230364 

50-223 

F 


8501300364* 

50-416 P 

8501300032 

50-322 

T 


8501310167 

50-416 P 

8501300042* 

50-322 

T 


8501310307 

50-416 P 

8501100763* 

CONTRACT 


8501310315* 

50-416 P 

8501250075 

NUREO 


Mississippi* State of 

8501070243 

WASTE MOT 

8501110436* 

40-8681 



8501070460 

WASTE MOT 

8501020268 

50-309 

P 

Missouri* Univ. of* Columbia* MO 

8501150299 

50-186 F 

8501070365 

50-309 

P 


8501150343 

50-186 S 

8501070367* 

50-309 

P 

Missouri* Univ. of, Rolla* MO 

8501210277* 

50-123 P 

8501140198 

50-309 

F 

Mitsui Sc Co. (USA), Inc. (subs, of Mitsui 

8501300035 

XPORTLIC 

8501140279 

50-309 

P 

Sc Co. * Ltd. ) 



8501140511 

50-309 

S 

Monsanto Co, 

8501210356* 

XPORTLIC 





8501300543 

XPORTLIC 

8501150221 

50-309 

P 




8501150251 

50-309 

P 


8501300548* 

XPORTLIC 

8501150285 

50-309 

F 

Morrison-Knudsen Co. * Inc. 

8501070199 

WASTE MOT 

8501180124 

50-309 

P 


8501070208* 

WASTE MOT 

8501180156* 

50-309 

P 


8501070213* 

WASTE MOT 





8501070564 

WASTE MOT 

8501180173 

50-309 

P 




8501230230 

50-309 

P 

Multiple Dynamics Corp. 

8501180130 

FOIA 

8501240174 

50-309 

F 

NUS Corp. 

8501070153 

WASTE MOT 

8501240546 

50-309 

R 


8501080379* 

50-440 F 

8501250301 

50-309 

P 


8501090132 

71-9151 





8501090387 

71-9073 

8501250444 

50-309 

F 




8501280471 

50-309 

P 


8501090397* 

71-9073 

8501280494 

50-309 

Q 


8501140517 

50-269 P 

8501310274 

50-309 

P 


8501140582 

FOIA 

8501100453 

40-8502 



8501150034 

FOIA 





8501150100 

FOIA 

8501080331 

50-29 

J 




8501080343 

50-286 

J 


8501150195 

FOIA 

8501110246 

50-219 

J 


8501160081 

71-9159 

8501110357 

50-244 

J 


8501160101* 

71-9159 

8501160181 

50-259 

J 


8501160105* 

71-9159 





8501160110* 

71-9159 

8501160293 

TOPREP 





8501160329 

TOPREP 



8501160115* 

71-9159 

8501170095 

50-220 

J 


8501160470 

FOIA 

8501290364 

50-348 

J 


8501180191 

FOIA 

8501300200* 

50-483 

J 


8501240038 

FOIA 





8501280141 

FOIA 

8501170118 

50-166 

F 




8501150012 

50-20 

P 


8501280348 

FOIA 





8501280649 

FOIA 

8501180194 

50-20 

P 


8501300381* 

CONTRACT 

8501180195* 

50-20 

P 

NUTECH Engineers, Inc. 

8501100146* 

PROJ 

8501180202* 

50-20 

P 


8501100151* 

PROJ 

8501300291 

PRM 



8501090169* 

CONTRACT 

8501240034* 

FOIA 


National Office Systems, Inc. 

8501240150* 

FOIA 

8501100264 

PR 


National Research Council 

8501040177 

WASTE RES 

8501070499 

NUREG 



8501070238 

WASTE RES 

8501070511 

NUREO 



8501070340 

WASTE RES 

8501080040* 

CONTRACT 



8501070563 

WASTE RES 

8501170163 

50-133 

P 

National Treasury Employees Union 

8501240065 

FOIA 

8501250050 

50-309 

P 

Natural Resources Defense Council 

8501100723 

50-289 O 

8501240192 

50-538 

F 

Navy, Dept, of 

8204160445* 

FOIA 

8501210246 

FOIA 



8501080124 

71-144 

8501290448 

50-289 

0 


8501080132* 

71-144 

8501180391* 

50-341 

A 


8501080137* 

71-144 

8501080373 

50-2 

P 


8501220448 

71-89 

8501080375* 

50-2 

P 


8501220453* 

71-89 

8501040178 

50-206 

0 


8501250084# 

FOIA 

8501100707 

50-206 

0 


8501250092* 

FOIA 

8501250189* 

FOIA 



8501250294* 

FOIA 

8501250199* 

FOIA 



8501250316* 

FOIA 

8501(^0076 

50-416 

s 

Navy, Dept, of* Naval Sea Systems Command 

8501290486 

71-395 

8501020302 

50-416 

F 

Nebraska Public Pouter District 

8501020348 

50-298 P 

8501030081 

50-416 

P 


8501020350* 

50-298 P 

8501030081 

50-416 

P 


8501030038 

50-298 F 

8501030100 

50-^16 

P 


8501030163 

50-298 P 

8561030100 

50WH6 

P ' ' ■ 


8501070200 

50-298 P 

850 10301 55 

50-416 

3 


8501080056* 

50-298 Q 

8501030180 

50-416 

8 


8501080254 

50-298 P 

8501110492 

50-416 

S 


8501090657* 

50-298 0 

8501140144 

50-416 

S 


8501150153* 

50-298 Q 

8501150434 

50-416 

8 


8501150295* 

50-298 Q 
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AUTHOR 

AFFILIATION 


Nebraska* State of 
Nevada* State of 

New England Coalition on Nuclear 
Pollution 

New Jersey* State of 


New Mexico* State of 

New Mexico* Univ. of* Hosp. * Albuiiuerque* 
NM 

New York* NY 
New York* State of 


Newman tk HoXtxinger 


Newport News Shipbuilding <subs. of 
Tenneco Corp. ) 

Niagara Mohawk Power Corp. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

affiliation 

8501160313* 

50-298 

F 


8501220377 

50-298 

F 


8501240018 

50-298 

R 


8501250258 

50-298 

F 

Nichiren Shoshu Temple 

8501290004 

50-298 

J 


8501290148 

50-298 

J 

Norcom International Corp. < formerly 

8501310222 

50-298 

P 

Noriega Communications Corp. > 

8501310442* 

50-298 

F 

North Carolina Municipal Power Agencies 

8501110265* 

COMMISSION 


8501110380 

WASTE MGT 


8501140519 

50-443 

A 


8501300102 

50-443 

A 


8501030136 

50-354 

G 


8501030140 

50-354 

Q 


8501030154 

50-354 

G 


8501070498 

50-354 

G 


8501080170 

50-354 

G 


8501080180* 

50-354 

G 


8501080287 

50-354 

G 


8501080291* 

50-354 

G 


8501110099 

50-354 

G 


8501110103 

50-354 

G 


8501110493 

50-354 

0 


8501150230 

50-354 

G 


8501150357 

50-354 

0 


8501250279 

50-354 

G 


8501250286 

50-354 

0 


8501250318 

50-354 

G 


8501250330 

50-354 

G 


8501250369 

50-354 

G 


8501250375* 

50-354 

0 


8501250383* 

50-354 

G 


8501280672 

WASTE MOT 


8501070126* 

50-400 

0 


8501230527* 

50-247 

H 


8501070028 

50-322 

0 


8501080449* 

50-322 

0 


8501140544* 

50-322 

0 

North Carolina State Univ. « Raleigh# NC 

8501150164* 

50-322 

F 

North Carolina# State of 

8501150384 

50-322 

0 


8501160610* 

50-322 

G 


8501160616* 

50-322 

G 


8501230355 

50-322 

G 


8501290727 

50-322 

G 


8501020140 

50-70 

G 


8501040131 

50-498 

G 


8501040053 

71-98 



8501040059* 

71-98 


Northeast Nuclear Energy Co. <subs. of 

8501020218 

50-410 

A 

Northeast Utilities) 

8501020341 

50-410 

A 


8501030056 

50-410 

A 


8501030156 

50-220 

P 


8501070381 

50-410 

K 


8501080384 

50-410 

F 


8501080402 

50-410 

H 


8501080414* 

50-410 

A 


8501080420* 

50-410 

H 


8501080425* 

50-410 

A 


8501080432* 

50-410 

Q 


8501080481 

50-410 

8 


8501100349 

50-410 

A 


8501100769 

50-410 

8 


8501100798 

50-410 

8 


8501100810 

50-410 

8 


8501100811 

50-410 

8 


8501110066 

50-410 

8 


8501150096 

50-410 

a 


8501160011 

50-220 

0 


8501230193 

50-220 

0 


8501230433 

50-220 

0 


8501240206 

50-220 

R 


8501250078 

50-410 

R 


8501250085* 

50-410 

R 


8501250093* 

50-410 

R 


8501250101* 

50-410 

R 


8501250225 

50-410 

A 


8501250283 

50-410 

A 

Northeast Utilities 

8501280181 

50-410 

8 


8501280316 

50-220 

R 


8501290390 

50-a«0 

P 


8501300252* 

50-22i0 

8 


8501300471 

PR 




ACCESSION 

NUMBER 

8501300595 
8501 310387 
8501310485 
8501110469 
8501250164 

8501300025* 

8501180387 

8501180388 

8501180394* 

8501180400* 

8501180403* 

8501180408* 

8501180412* 

8501180414* 

8501180416* 

8501180419* 
8501180421* 
8501180424* 
8501 1 80430* 
8501180432* 

8501180434* 

8501180437* 

8501180439* 

8501180445* 

8501180450* 

8501180454* 

8501180455* 

8501180457* 

8501180458* 

8501180461* 

8501180464* 

8501180465* 

8501180466* 

8501180470* 

8501180471* 

8501180472* 

8501180475* 

8501180476* 

8501160381 

8501070129* 

8501070141* 

8501150166* 

8501160553* 

8501160580* 

8501180403* 

8501180424* 

8501180454* 

8501180455* 

8501180465* 

8501030282 


8501030285* 

8501080186 

8501080228 

8501080228 

8501090092 

8501100448 

8501100777 

8501140074 

8501150270 

8501160043 

8501160336 

8501170032 

8501170134 

8501170134 

8501170143* 

8501170151 

8501220013 

8501220019 

8501240019 

8501240098 

8501240101* 

8501280464 

8501290445 

8501310027 

8501310034 

8501310210 

8501310398 

8501030282 

8501030283* 

8501080175 

8501080175 

8501080228 

8501080228 


SUBJECT 

CATEOORY 


50-410 S 
50-220 S 
50-220 R 
40-2061 
40-2061 

CONTRACT 

50-400 O 
50-400 0 

50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 C 

50-400 G 
50-400 G 
50-400 G 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 0 

50-297 F 
50-400 G 

50-400 G 
50-413 F 
50-400 C 
50-400 G 
50-400 G 

50-400 G 
50-400 G 
50-400 G 
50-400 0 

50-423 C 


50-423 C 
50-245 F 
50-245 F 
50-245 F 
50-336 P 

50-336 P 
50-423 S 
50-423 Q 
50-336 Q 
50-245 F 

50-245 P 
50-423 E 
50-245 F 
50-245 F 
50-245 F 

50-423 E 
50-336 R 
50-245 R 
50-245 S 
50-423 E 

50-423 E 
PR 

50-423 0 
50-423 S 
50-423 S 

50-245 P 
50-245 Q 
50-423 C 
50-423 C 
50-213 F 

50-213 F 
50-245 F 
50-245 F 
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AUTHOR 

AFFILIATION 


Northern States Power Co. 


Northrop Research & Technical Center 
Nuclear Assurance Corp. 


Nuclear Awareness Network 

Nuclear Control Institute 

Nuclear Fuel Servicesj Inc. Csubs. of 
Settg Oil Co. ) 

Nuclear Information & Resource Service 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

8501090092 

50-336 

P 


8501160237 

50-344 f 

8501100448 

50-336 

P 


8501160237 

50-344 f 

8501100777 

50-423 

S 


8501160237 

50-344 f 

8501140074 

50-423 

Q 


8501160244 

FOIA 

8501140341* 

50-213 

S 


8501160295 

FOIA 

8501150270 

50-336 

a 


8501180237 

50-416 F 

85011<h0043 

50-245 

F 


8501180276 

FOIA 

8501160336 

50-245 

p 


8501180281 

50-424 E 

8501170032 

50-423 

E 


8501230017 

50-220 £ 

8501170134 

50-245 

F 


8501230060 

50-460 / 

8501170134 

50-245 

F 


8501230060 

50-460 f 

8501170151 

50-423 

£ 


8501230070 

50-289 £ 

8501170156* 

50-423 

£ 


8501230101 

50-289 f 

8501220013 

50-336 

R 


8501230618 

FOIA 

8501220019 

50-245 

R 


8501240213 

50-482 fi 

8501240019 

50-245 

S 


8501280124 

PR 

8501240098 

50-423 

E 


8501280180 

FOIA 

8501280419 

50-213 

Q 


8501280296 

FOIA 

8501280464 

PR 



8501280614 

FOIA 

8501290445 

50-423 

Q 


8501280625 

FOIA 

8501300517 

PR 



8501300458 

50-445 h 

8501310027 

50-423 

S 

Nuclear Packaging^ Inc. 

8501040150 

WASTE MOT 

8501310034 

50-423 

S 


8501040153* 

WASTE MOT 

8501310210 

50-245 

P 


8501040273 

WASTE MCT 

8501310398 

50-245 

Q 


8501070160 

WASTE MOT 

8501310477* 

50-245 

Q 


8501070188* 

WASTE MOT 

8501070052 

50-263 

P 


8501070466 

WASTE MOT 

8501070082 

50-263 

S 


8501110365 

WASTE MOT 

8501070128 

50-282 

F 


8501150388 

WASTE M6T 

8501070128 

50-282 

F 

Nuclear Pharmacy* Inc. 

8501220340 

FOIA 

8501070181 

50-263 

P 

Nuclear Systems* Inc. 

8501280627* 

CONTRACT 

8501070287 

50-263 

P 

Nuclear Utility Group on Enforcement 

8501180320* 

FOIA 

8501070298 

50-282 

Q 

8501180321* 

FOIA 

8501070298 

50-282 

Q 

Nuttall & Associates* Inc. 

8501040252* 

WASTE RES 

8501070376 

50-263 

P 

ONLINE Computer Systems* Inc. 

8501310462* 

CONTRACT 

8501080333 

50-263 

F 

Oak Ridge Associated Univs. 

8501030208 

40-7455 

8501090188 

50-263 

F 


8501030257* 

40-7455 

8501090261 

TOPREP 



8501100640 

40-7455 

8501100183 

50-282 

F 


8501100644* 

40-7455 

8501100183 

50-282 

F 


8501220417* 

FOIA 

8501100702 

70-754 


Oak Ridge National Laboratory 

8501030019 

NUREO 

8501110255 

50-263 

P 


8501030024 

NUREO 

8501140149 

50-282 

P 


8501030036 

NUREG 

8501140380 

50-306 

S 


8501030063 

NUREG 

8501140396 

50-263 

S 


8501040283 

WASTE RES 

8501140400 

50-263 

S 


8501070145 

WASTE RES 

8501150311 

50-282 

P 


8501070205* 

WASTE MGT 

8501210121 

TOPREP 



8501070209* 

WASTE MGT 

8501220266 

50-263 

F 


8501070411 

NUREG 

8501230403 

50-263 

P 


8501070544* 

50-261 P 

8501250140 

50-282 

P 


8501070552* 

50-261 P 

8501250140 

50-282 

P 


8501070609 

WASTE RES 

8501250151* 

50-282 

P 


8501070615* 

WASTE RES 

8501250151* 

50-282 

P 


8501070617* 

WASTE RES 

8501250186 

50-282 

G 


8501070621 

WASTE RES 

8501250186 

50-282 

Q 


8501070622* 

WASTE RES 

8501280039 

50-263 

R 


8501070625* 

WASTE RES 

8501280330 

50-263 

F 


8501070629* 

WASTE RES 

8501280610 

50-282 

R 


8501080249 

WASTE RES 

8501290175 

50-282 

G 


8501100751 

40-1341 

8501290185* 

50-282 

Q 


8501110333 

WASTE RES 

8501290413 

50-282 

G 


8501110338* 

WASTE RES 

8501290419* 

50-282 

G 


8501140514* 

FOIA 

8501300526 

50-263 

J 


8501180044* 

50-261 P 

8501310193 

50-282 

F 


8501280387 

NUREO 

8501310193 

50-282 

F 


8501280397 

NUREG 

8501170153 

50-187 

P 


8501310480 

WASTE RES 

8501100540 

PROJ 


Office of Management & Budget 

8501080468 

ORO 

8501100542* 

PROJ 


8501080540 

ORG 

8501160092 

71-9183 



8504210103 

ORO 

B501140S5B 

50-482 

Q 


8501210108 

ORG 

8501140568 

50-482 

Q 

Ohio Citizens for Responsible Energy 

8501140521 

FOIA 

8501150413 

50-445 

A 

8501210336 

50-440 A 

8501150413 

50-483 

Q 


8501280007 

PR 

8501280598 

FOIA 



8501280263 

50-440 0 

8501090412 

70-143 



8501280263 

50-440 0 

8501160116 




8501280271 

50-440 0 

70-143 



8501280271 

50-440 0 

8501230268* 

50-201 

Q 


8554280324 

50-440 0 

8501230290* 

50-201 

R 


8501280324 

50-440 0 

8501140344 

FOIA 




8501150194 




8501290441 

50-440 0 

50-344 

P 


8501300198 

50-440 A 

8501150194 

50-344 

P 

Ohio Edison Co. 

8501230595 

50-440 0 

8501150194 

50-344 

P 

Ohio* State of 

8501230011 

50-358 S 

8501150196 

50-424 

A 

Oliver B. Cannon & Son* Inc, 

8501250353 

50-445 0 
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AUTHOR 

AFFILIATION 


Omaha Public Power District 


Otis Engineering Corp. 
Pacific Gas & Electric Co. 


Paine College^ Augusta* GA 
Palmetto Alliance 

Parameter; Inc. 


Parsons* Qrinkerhoff* Quada S< Douglas* 
Inc. 

Pathfinder Mines Corp. 


Paul-Munroe Hydraulics* Inc. 
Pennsylvania Power tk Light Cd, 


ACCESSION 

NUMBER 


8501040149 

8501040184* 

8501080273 

8501100716 

8501110174 

8501150398 

8501160207 

8501160353 

8501170205 

8501230390 

8501230596 

8501280503* 

8411200357 

8412120257 

8412120261* 

8501020272 

8501030003 

8501030005 

8501030007* 

8501070331 

8501080109 

8501080406 

8501080406 

8501090078 

8501090078 

8501090085* 
8501090085* 
8501 100028 
8501110411 
8501110471 

8501150148 

8501150148 

8501150157 

8501150383 

8501150386 

8501150435 
8501160225 
8501160225 
8501160239 
8501 160239 

8501170049 

8501170049 

8501170261 

8501170282 

8501230022* 

8501230039 

8501230063* 

8501230256 

8501230385 

8501230385 

8501230389 

8501230606 

8501240089 

8501240107 

8501240111* 

8501250507 

8501280433 

8501280433 

8501280442* 

8501280450* 

0501280456# 

8501280456# 

8501280482 

8501280504 

8501290325 

8501290544 

8501290551# 

8501290556# 

8501180196 

8501110466 

8501140443# 

8501280090 

8501280735 

8501070569# 

8501040265 

8501100067 

8501100232 

8501100701 

8501100793 

850118KH66 

8501230198 

8412180621 

8412180621 

8412180623# 


SUBJECT 

CATEGORY 


50-285 P 
50-285 Q 
50-285 S 
50-285 S 
50-285 Q 

50-285 S 
50-285 P 
50-285 P 
50-285 F 
50-285 F 

50-285 R 
STATE PROG 
PRM 

50-275 F 
50-275 F 

50-133 R 
50-323 A 
50-323 0 

50-323 Q 
50-275 P 

50-133 G 
50-275 J 
50-275 J 
50-275 F 
50-275 F 

50-275 F 
50-275 F 
50-275 S 
50-275 S 
50-275 P 

50-275 P 
50-275 P 
50-323 A 
50-323 A 
50-323 E 

50-133 S 
50-275 Q 
50-275 Q 
50-275 P 
50-275 P 

50-275 P 
50-275 P 
50-275 G 
50-275 3 

50-275 T 

50-275 P 
50-275 P 
30-323 A 
50-275 F 
50-275 F 

50-275 e 
50-275 R 
50-133 R 
50-323 A 
50-323 A 

50-275 8 

50-275 P 
50-275 P 
50-275 P 
50-275 P 

50-275 P 
50-275 P 
PR 

50-323 A 
50-323 A 

50-275 P 
50-275 P 
50-275 P 
50-424 D 
50-413 0 

CONTRACT 
NUR6Q 
NUR8G 
NA8T8 RES 

40-6622 

40-2859 

40-2259 

40-8259 

40-8859 

40-8259 

50-358 8 

50-387 P 
50-387 P 
50-387 P 


AUTHOR 

AFFILIATION 


Pennsylvania Power Co. 

Pennsylvania State Univ. * University 
Park, PA 


Pennsylvania* Commonwealth of* 


Pharmaco Nuclear# Inc. 
Philidclfhia Electric Co, 


ACCESSION 

NUMBER 

8412180623* 

8412180625* 

8412180625* 

8501020365 

8501020384 

8501070326 

8501070326 

8501070330* 

8501070338* 

8501080151 

8501100240 
8501110323 
8501150376 
8501150376 
8501 150462 

8501170071 

8501170071 

8501170145 

8501170149* 

8501170154* 

8501170158* 

8501170180* 

8501210413 

8501220027 

8501220027 

8501220401 

8501230424 

8501230424 

8501230426* 

8501230426* 

B501240157 

8501250234 

8501250446 

8501280146 

8501280502 

8501290026 

8501290054 

8501300262 

8501300271* 

8501300271* 

8501300490 

8501300539 

8501310562 

8501230595 

8501100668* 


8501140125* 

8501150256* 

8501040032 

8501070577 

8501110153* 

8501140529 

8501140532* 

8501140533 

8501150349 

8501220459* 

8501230615 

8501250351* 

8501250404* 

8501250418 

8501230134* 

8501020069 

8501020069 

8501020125 

8501020125 

8501020150 

8501020150 

8501020370 

8501020370 

8501020374 

8501020374 

8501020375* 

8501020375* 

8501020378* 

8501020378* 

8501020379* 

8501020379* 

8501020409 

8501020409 

8501070351 

8501070588 

8501070600 
8501 070602 
8501070605 
8501070608 


SUBJECT 

CATEGORY 


50-387 P 
50-387 P 
50-387 P 
50-387 F 
50-387 F 

50-387 Q 
50-387 Q 
50-387 0 
50-387 Q 
50-387 P 

50-388 P 
50-387 P 
50-387 Q 
50-387 Q 
50-387 8 

50-387 F 
50-387 F 
50-387 P 
50-387 P 
50-387 P 

50-387 P 
50-387 P 
50-387 S 
50-387 R 
50-387 R 

50-388 8 
50-387 F 
50-387 F 
50-387 F 
50-387 F 

50-388 G 
50-387 F 
50-388 8 
50-387 P 
50-387 Q 

50-387 S 
50-388 8 
50-387 F 
50-387 F 
50-387 F 

50-387 P 
PR 

50-388 8 
50-440 0 
50-320 P 


PROJ 

FOIA 

50-352 G 
50-352 G 
50-289 G 

50-289 0 
50-289 G 
50-289 G 
50-289 G 
FOIA 

50-352 G 
FOIA 

50-289 G 
50-289 U 
FOIA 

50-352 0 
50-352 G 
50-277 R 
50-277 R 
50-352 G 

50-352 G 
50-352 K 
50-352 K 
50-277 R 
50-277 R 

50-352 K 
50-352 K 
50-277 R 
50-277 R 
50-352 K 

50-352 K 
50-352 S 
50-352 S 
50-352 P 
50-352 S 

50-352 8 
50-352 8 
50-352 S 
50-352 8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Phil«4el|»hia InattirtT. Phil«d#lphi», 

Ph^oenix :^orp. ■ 

Plateau Resourcei/ Ltd. 


Purtlatitf General Electric Co, 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501070612 

50-352 

F 

8501070612 

50-352 

F 

8501070614* 

50-352 

F 

8501080216 

50-277 

P 

8501080224* 

50-277 

P 

8501080224* 

50-277 

P 

8501080230* 

50-277 

P 

8501080230* 

50-277 

P 

8501080386 

50-352 

K 

8501080386 

50-352 

K 

8501080390 

50-352 

S 

8501080522 

50-352 

s 

8501080630 

50-352 

s 

8501080663 

50-278 

s 

8501090237 

71-56 


8501090240* 

71-56 


8501100160 

50-352 

s 

8501100190 

50-277 

F 

8501100190 

50-277 

F 

8501100212 

50-278 

P 

8501100223* 

50-278 

P 

8501100239* 

50-278 

P 

8501100259 

50-352 

G 

8501100259 

50-352 

G 

8501100761 

50-352 

S 

8501110021* 

50-277 

Q 

8501110045 

50-352 

P 

8501110224 

50-277 

V 

B501 110253 

50-277 

F 

8501140079 

50-277 

F 

8501140079 

50-277 

F 

8501140476 

50-352 

S 

8501140479* 

50-352 

S 

8501140482* 

50-352 

S 

8501150289 

50-277 

3 

8501150289 

50-277 

Q 

8501150371 

50-277 

F 

8501150371 

50-277 

F 

8501150393 

50-352 

S 

8501160012 

50-277 

S 

8501160299 

50-277 

P 

8501160299 

50-277 

P 

8501160564 

50-352 

G 

8501160564 

50-352 

G 

8501170280 

50-352 

S 

8501180153 

50-352 

S 

8501180415 

50-352 

s 

8501210083 

50-352 

F 

8501210083 

50-352 

F 

8501220032 

50-352 

R 

8501220077 

50-352 

S 

8501220259 

50-277 

F 

8501220259 

50-277 

F 

8501220263* 

50-277 

F 

8501220553 

50-352 

S 

8501230308 

50-352 

S 

8501230353 

50-352 

Q 

8501230405 

50-352 

G 

8501230405 

50-352 

G 

8501230579 

50-352 

K 

8501230579 

50-352 

K 

8501240313 

50-277 

R 

8501240402 

50-277 

P 

8501250115 

50-352 

F 

8501250115 

50-352 

F 

8501250496 

50-352 

S 

8501280532 

50-352 

8 

8501280535* 

50-352 

S 

8501280537* 

50-352 

S 

8501300450 

50-352 

S 

8501300606 

50-352 

G 

8501300606 

50-352 

G 

8501310371 

50-352 

E 

8501310371 

50-352 

E ^ 

8501310519 

50-352 

S 

85(11280602 

50-289 

T 

8501280579 

GA999 


8407270121 

40-8698 


3501030204 

40-8698 


8501030207* 

40-8698 


8501100214 

40-8698 


8501100386 

40-8698 


8501100393* 

40-8698 


8411280044 

50-344 

S 

8501020297 

50-344 

F 


AUTHOR 

AFFILIATION 


A C CESS I ON SUBJECT 

NUMBER CATEGORY 


Power Authority of the State of New York 


Prairie Alliance 

Profeesional Reactor Operator Society 


Public Service Co, of Colorado 


Public Service Co, of New Hampshire 


8501040056 

8501080139 

8501080660 

8501090304* 

8501090315* 

8501090339* 

8501110130 

8501150340 

8501150346* 

8501150352* 

8501160536 

8501180293 

8501180299* 

8501180404* 

8501210100 

8501220023 

8501230396 

8501230404 

8501230406* 

8501230413 

8501280287 

8501290510 

8501020217 

8501020219 

8501020273 

8501040002 

8501040004* 

8501040006* 

8501040119 

8501090106 

8501150341 

8501160597 

8501170089 

8501170093* 

8501170273 

8501180303* 

8501180390 

8501210056 

8501220287 

8501230146 

8501240531 

8501250017 

8501250022* 

8501250025* 

8501250028* 

8501250143 

8501250334 

8501250357* 

8501250361* 

8501280437 

8501290312 

8501300641* 

8501030173 

8501080146 

8501280512 

8501020200 

8501020252 

8501020433 

8501030085 

8501040102 

8501070138 

8501080483 

8501100462 

8501100470* 

8501100476* 

8501110002 

8501140464 

8501140483 

8501150312 

8501160107 

8501160361 

8501160394 

8501160402 

8501160472 

8501160528 

8501160531* 

8501180009 

8501180265 

8501180273* 

8501280278 

8501080210 

8501080210 

8501090170 

8501090170 

8501090218 


50-344 F 
50-344 S 
50-344 S 
50-344 F 
50-344 F 

50-344 F 
50-344 P 
50-344 P 
50-344 P 
50-344 P 

50-344 H 
50-344 P 
50-344 P 
50-344 P 
50-344 I 

50-344 R 
50-344 F 
50-344 P 
50-344 P 
50-344 P 

50-344 P 
50-344 H 
50-286 P 
50-286 P 
50-286 P 

50-333 P 
50-333 P 
50-333 P 
50-286 P 
50-286 P 

50-286 F 
50-333 R 
50-333 P 
50-333 P 
50-333 P 

FDIA 

50-286 F 
50-333 P 
50-286 P 
50-286 Q 

50-286 R 
50-333 P 
50-333 P 
50-333 P 
50-333 P 

50-333 P 
50-286 P 
50-286 P 
50-286 P 
50-333 Q 

50-286 P 

50-461 0 

PR 

PR 

PR 

50-267 P 
50-267 P 
50-267 P 
50-267 P 
50-267 8 

50-267 S 
50-267 F 
50-267 P 
50-267 P 
50-267 P 

50-267 P 
50-267 P 
50-267 P 
50-267 G 
50-267 P 

50-267 P 
50-267 P 
50-267 P 
50-267 P 
50-267 S 

50-267 9 
50-267 R 
50-267 R 
50-267 R 
50-267 P 

50-443 Q 
50-443 a 
50-443 A 
50^43 A 
50-443 S 
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AUTHOR 

AFFILIATION 


Public Service Electric it Gas Co. of New 
Jersey 


Purdue Research Foundation 


Purdue Univ. . West Lafayette# IN 


pyrotronics* Baker Protection Servicee# 
Inc. 

Quidrex Corp. 

Querytech# Inc. 

Rt(0 Associates 
Redwood Alliance 

Refinery Products Corp. 

Reuter-Stokes» Inc. 

Review Sc Synthresis Associates 


ACCESSION 

NUMBER 

8501090218 

8501090298 

85012S0047 

8501SB0047 

8501280490 

850 131 0248 
8501310297 
8501020158 

8501020161 

8501020282 

8501020361 

8501030272* 

85010303B1* 

8501040012 

8501040012 

8501070318 

8501080001 

8501080044 

8501080195 

8501080268 

8501080271 

8501080280* 

8501080452 

8501100134 

8501100322 

8501100327* 

8501100742 

8501100775 

8501110498 

8501140310 

8501140325 

8501140528 

8501U0326 

8501160334* 

8501160600 

8501170141 

8501170247 

8501180005 

6501180229 

8501210179 

8501220379 

8501220381* 

8501230056 

8501230267 

8501230349 

8501230374 

8501230375* 

8501240014 

8501240158 

8501240164 

850124053S 

8501240543 

8501250280 

8501250409 

8501250409 

8501250568 

850X250568 

8501250573* 

8501250573* 

8501200112 

8501280380 

8501280430 

8501280430 

8501290001 

8501290403 

8501290455 

8501290460* 

0501310207 

8501310376 

8501210287* 

8501280685* 

8501290112* 

8501290130* 

8501300563# 

85013006X5* 

8501170112 

8501180407# 

8501160623 

8501230093# 

850X030448 

8501250203# 

8501180079 

8501170013 


SUBJECT 

CATEGORY 


50-443 S 
50-443 E 
50-443 S 
50-443 S 
50-443 Q 

50-443 Q 
30-443 A 
50-354 0 

50-354 G 
50-272 P 

50-272 F 
50-272 Q 
50-354 Q 
50-272 P 
50-272 P 

50-354 0 

50-272 P 
50-272 P 
50-272 P 
50-272 Q 

50-272 P 
50-272 Q 
50-311 8 

50-31 1 0 

50-354 V 

50-354 V 
50-354 0 

50-354 S 
50-354 0 

50-354 A 

50-354 E 
50-354 0 

50-354 0 

50-354 0 

50-272 R 

50-354 0 

50-31 1 R 
50-272 P 
50-354 0 

50-354 A 

50-31 1 P 
30-31 1 P 
50-272 0 

50-272 0 

50-272 F 

50-354 F 
50-354 F 
50-354 E 
50-31 1 P 
50-354 A 

50-272 8 

50-31 1 8 

50-272 F 
50-272 P 
50-272 P 

50-272 R 
50-272 R 
50-272 R 
50-272 R 
50-354 0 

50-354 0 

50-272 0 

50-272 0 

50-272 a 
50-354 0 

50-354 0 

50-354 0 

50-272 P 
50-354 8 

CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
50-295 P 
50-295 0 

<IA999 

POIA 
ACR8 
CONTRACT 
50-133 P 

FOX A 

XPORTLIC 

ACR8 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Rhode Island# State of 

8501220270 

50-193 P 

Rochester Gas & Electric Corp. 

8501030095 

50-244 0 


8501070345 

50-244 V 


8501080185 

50-244 P 


8501160184 

50-244 P 


8501170027 

50-244 F 


8501230589 

50-244 R 


8501240012 

50-244 P 


8501240156 

50-244 F 


8501290426 

50-244 P 


8501290429* 

50-244 P 


8501290432* 

50-244 P 


8501300234 

50-244 P 


8501300253 

50-244 F 

Rockbestos Co. 

8501040200 

QA999 


8501230604* 

FOIA 


8501240088* 

FOIA 


8501240095* 

50-508 A 


8501240100* 

FOIA 


8501240108* 

FOIA 

Rockwell International Corp. 

8501070118 

WASTE MGT 


8501070236 

WASTE MGT 


8501070591* 

WASTE RES 


8501070599* 

WASTE RES 


8501100530* 

CONTRACT 


8501110143 

WASTE MOT 


8501110259 

WASTE MGT 


8501110288 

WASTE MGT 


8501110290* 

WASTE MGT 


8501110371 

WASTE MGT 

Rocky Mountain Energy Co. 

8501070223 

40-8697 


8501100346 

40-8380 

Rogovin# Huge St Lenzner 

8501280734 

50-445 A 

Rondout Associates# Inc. 

8501170020 

30-354 0 

8-Cub ed 

8501290040* 

CONTRACT 

S. Levy# Inc. 

8501160179* 

TOPREP 


8501160185* 

TOPREP 


8501240029* 

FOIA 

S. M. Stoller Corp. (subs, of Arthur D. 

8306030436* 

50-206 P 

Little# Inc. ) 

8310190211* 

50-206 P 


8310190216* 

50-206 P 


8310190216* 

50-206 P 


8501180291* 

50-206 P 


8501180300# 

50-206 P 


8501180300* 

50-206 P 

Sacramento Municipal Utility District 

8501080200 

50-312 P 

8501080206* 

50-312 P 


8501080389 

50-312 P 


B501080395* 

50-312 P 


8501110124 

50-312 P 


8501110134* 

50-312 P 


8501140246 

50-312 P 


8501150283 

50-312 S 


8501150348 

50-312 P 


8501160212 

50-312 P 


8501170052 

50-312 P 


8501170054* 

50-312 P 


8501 1804 11 

50-312 P 


8501210247 

50-312 S 


8501230358 

50-312 P 


8501230361* 

50-312 P 


8501230418 

50-312 P 


8501230423* 

50-312 P 


8501290454 

50-312 J 

San Antonio# TX 

8501 100264 

PR 

San Diego Gas St Electric Co, 

8501040178 

50-206 G 

8501 100707 

50-206 G 


8501100714* 

50-206 G 

San Luis Obispo Mothers for Peace 

8501280483 

PR 

Sandia National Laboratories 

8209230166 

50-247 P 


8209230166 

50-247 P 


8209230169* 

50-247 P 


8209230169* 

50-247 P 


8501030021 

NUREO 


8501030027 

nureo 


8501030034 

NUREO 


8501030262 

NUREO 


8501040206 

waste res 


8501040217 

WASTE RES 


8501040225# 

WASTE RES 


8501040241# 

WASTE RES 


8501040252* 

WASTE RES 


8501040253 

NUREO 


8501040272 

WASTE RES 
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AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501040301 

WASTE RES 


8501180400* 

50-400 

G 

8501040313 

WASTE RES 


8501180408* 

50-400 

G 

8501070101 

WASTE RES 


8501180412* 

50-400 

G 

8501070105 

WASTE RES 


8501180419* 

50-400 

G 

8501070111 

WASTE RES 


8501180421* 

50-400 

G 

8501070250 

WASTE RES 


8501180430* 

50-400 

G 

8501070320 

WASTE RES 


8501180437* 

50-400 

6 

8501070468 

WASTE RES 


8501180439* 

50-400 

G 

8501070490 

waste res 


8501180445* 

50-400 

G 

8501070548 

WASTE RES 


8501180450* 

50-400 

G 

8501080125 

WASTE RES 


8501180457* 

50-400 

G 

8501080592 

WASTE RES 


8501180461* 

50-400 

G 

8501 110346* 

WASTE RES 


8501180466* 

50-400 

G 

8501150083* 

FOIA 


8501180476* 

50-400 

G 

8501230613* 

FOIA 


8501230239 

50-201 

P 

8501280749 

WASTE RES 


8501230269 

50-289 

0 

8501290466 

WASTE RES 


8501230297 

50-440 

0 

8501290718 

WASTE RES 


8501230451 

50-440 

G 

8501290761 

WASTE RES 


8501230582 

50-440 

G 

8501300074 

NUREG 


8501230582 

50-440 

G 

8501300192 

WASTE RES 


8501230595 

50-440 

G 

8501300534* 

50-295 P 


8501290317 

50-289 

G 

Sargent it Lundy^ Inc. 8412120399* 

50-456 A 


8501290441 

50-440 

6 

8501240136* 

50-454 P 


8501290448 

50-289 

G 

8501240136* 

50-454 P 


8501300646 

50-289 

G 

8501240141* 

50-454 P 


8501300660 

50-289 

G 

8501240141* 

50-454 P 

Sierra Club 

8501080269 

50-424 

D 

8501300410 

PR 


8501140302 

PR 


Schiff, Hardin «e Waite 8501300638 

50-461 0 


8501250456 

50-219 

P 

8501300641* 

50-461 G 


8501280455 

50-219 

P 

Science Applications* Inc. 8410100494* 

50-261 Q 

Small Business Administration 

8501080040* 

CONTRACT 


8501070544* 

50-261 P 


8501150257* 

CONTRACT 


8501070552* 

50-261 P 


8501300025* 

CONTRACT 


8501080057* 

50-282 0 


8501300546* 

CONTRACT 


8501090253* 

50-29 F 

Source Technologies 

8411200356 

PRM 


8501300210* 

FOIA 

South Carolina Electric & Gas Co. 

8501090073 

50-395 

S 

8501300215* 

FOIA 


8501140254 

50-395 

P 

8501300228* 

FOIA 


8501140261* 

50-395 

P 

Senate 8308180621* 

50-382 U 


8501150394 

50-395 

s 

8501040014* 

50-445 H 


8501150396 

50-395 

s 

8501080015* 

MISC 


8501170176 

50-395 

R 

8501080036* 

50-266 H 


8501170179* 

50-395 

R 

8501080086* 

50-320 U 


8501170184* 

50-395 

R 

8501180325* 

50-382 U 


8501230575 

50-395 

S 

8501180371 

50-289 G 


8501230594 

50-395 

R 

8501240060* 

50-289 P 


8501280003 

50-395 

S 

8501240350* 

50-289 P 


8501280036 

50-395 

S 

8501240380* 

50-289 P 


8501280200 

50-395 

S 

8501240411* 

50-289 P 


8501310602 

50-395 

s 

8501240420* 

50-289 P 

South Carolina* State of 

8501110180* 

WASTE MOT 

Senate* Environment Se Public Works 8501230025* 

COMMISSION 


8501150166* 

50-413 

F 

Sequoyah Fuels Corp, (subs, of Kerr-McOee 8501100370 

40-8768 


8501160508* 

STATE PROG 

Nuclear Corp. ) 


South Dakota* State of 

8501070394 

WASTE MGT 

Shannon tc Wilson* Inc. 8501110263 

WASTE MGT 


8501300134* 

FOIA 


Shau* Pittman* Potts 8f Troubridge 8501030131 

50-320 0 


8501300182* 

FOIA 


8501030150 

50-289 G 








8501300205* 

FOIA 


8501070016 

50-400 G 


8501300241* 

FOIA 


8501070021* 

50-400 G 


8501300268* 

FOIA 


8501070024 

50-440 G 


8501300324* 

FOIA 


8501090153 

50-400 C 


8501300386* 

FOIA 


8501090202 

50-289 G 








8501300408* 

FOIA 


8501090209 

50-400 G 


8501300420* 

FOIA 


8501100309 

50-382 G 


8501300469* 

FOIA 


8501100410 

50-382 C 


8501300482* 

FOIA 


8501100752 

50-382 G 

Southern California Edison Co. 

8501020315 

50-206 

P 

8501140509 

50-498 Q 








8501040122* 

50-286 

P 

8501140526 

50-289 G 


8501040127* 

50-286 

P 

8501140549 

50-400 G 


8501040145 

50-361 

S 

8501140552* 

50-400 G 


8501040178 

50-206 

0 

8501150041 

50-358 T 


8501080446 

50-362 

s 

8501150048 

50-358 T 








8501080616 

50-361 

s 

8501160071 

FOIA 


8501100706 

50-361 

s 

8501170203 

50-440 T 


8501100707 

50-206 

G 

8501180261 

50-289 G 


8501100714* 

50-206 

G 

8501180346 

50-440 G 


8501100718 

50-362 

s 

8501180346 

50-440 G 








8501100796 

50-361 

s 

8501180349* 

50-440 C 


8501110079 

50-361 

s 

8501180349* 

50-440 G 


8501110105 

50-361 

s 

8501180374 

50-289 G 


8501140036 

50-362 

s 

8501180378* 

50-289 G 


8501150019 

50-206 

0 

8501 180387 

50-400 C 








8501150019 

50-206 

0 

8501180388 

50-400 G 


850.1150355 

50-361 

F 

8501180393 

50-440 0 


8501160152 

50-361 

8 

8501180393 

50-440 G 


8501160170 

50-361 

S 

8501180394* 

50-400 G 


8501160240 

50-361 

S 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Southuiffst R*search Institut# 

Southwest Research and Information Cen 

Soyland Power Cooperative# Inc. 

Sperry Rand Corp 

Standard Nuclear Consultants# Ltd. 
Standardized Nuclear Unit Power Plant 
system 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501170068 

50-361 

P 

8501170068 

50-361 

P 

8501170244 

50-361 

S 

8501180006 

50-206 

F 

8501180006 

50-206 

F 

8501180006 

50-206 

F 

8501180033 

50-206 

P 

8501180280 

50-206 

F 

8501180280 

50-206 

F 

8501180280 

50-206 

F 

8501180401 

50-206 

P 

8501180406* 

50-206 

P 

8501180409* 

50-206 

P 

8501210135 

50-361 

R 

8501210135 

50-361 

R 

8501210441 

50-361 

S 

8501210441 

50-361 

S 

8501220016 

50-361 

R 

8501230354 

50-206 

P 

8501240070 

50-206 

R 

8501240183 

50-206 

V 

8501240190* 

50-206 

V 

8501240194* 

50-206 

V 

8501240198* 

50-206 

V 

8501240198* 

50-206 

V 

8501250104 

50-361 

P 

8501250104 

50-361 

P 

8501250112* 

50-361 

P 

8501250112* 

50-361 

P 

8501250174 

50-361 

P 

8501250174 

50-361 

P 

8501250193 

50-361 

F 

0501250193 

50-361 

F 

8501250206* 

50-361 

F 

8501250213* 

50-361 

F 

8501280621 

50-361 

S 

8501280626 

50-206 

S 

8501290510 

50-361 

P 

8501300219 

50-361 

P 

8501310014 

50-361 

P 

8501310014 

50-361 

P 

8501310017* 

50-361 

P 

8501310017* 

50-361 

P 

8501290002* 

50-272 

Q 

' 8501080453 

PR 


850 1300638 

50-461 

G 

8501300641* 

50-461 

G 

8104230509* 

FOIA 


8501140505 

FOIA 


8501180368 

50-482 

A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


TMC. Inc. 

Technassociates# Inc. 
Technical Analysis Corp. 


8501250240-s 

S501310107* 

85012S0595 

8501300546# 

8501150069 


50-440 S 
50-424 S 
FOIA 

CONTRACT 

FOIA 


Technical Information Project 
Technology Development of California. 
Inc. 

Teledyne Brown Engineering Co. 


8501300113 FOIA 
8501150257# CONTRACT 

8501220452 71-304 
8501220457# 71-304 
8501230299* 71-304 


Teledyne Energy Systems 
Tennessee Valley Authority 


8501090278 

8501090332 

8501090370 

8411270265 

8411270265 


71-5862 
71-4888 
71-397 
50-259 P 
50-259 P 


8411270265 

8411270269* 

8411270269* 

8411270269* 

8412270114 


50-259 P 
50-259 P 
50-259 P 
50-259 P 
50-390 A 


8412270114 

8501020292 

8501020292 

8501020292 

8501020294* 


50-390 A 
50-259 P 
50-259 P 
50-259 P 
50-259 P 


8501020294* 

8501020294* 

8501020339 

8501020339 

8501020354 


50-259 P 
50-259 P 
50-390 F 
50-390 F 
50-327 F 


8501020468 

8501020502 

8501030025 

8501030028* 

8501030153 


50-327 S 
50-296 S 
50-296 S 
50-296 S 
50-327 S 


8501030179 

8501030450 

8501030453* 

8501040051 

8501040057 

8501080260 

8501080278 

8501080278 

8501080278 

8501080455 

8501080645 

8501080645 

8501080645 

8501090060 

8501090060 


50-296 S 
50-327 R 
50-327 R 
50-296 S 
50-260 S 

50-390 A 
50-259 F 
50-259 F 
50-259 F 
50-327 S 

50-259 R 
50-259 R 
50-259 R 
50-390 S 
50-390 S 


Stevenson $c Associates 

Stone U Webster Engineering Corp. 


Stone ti Webster# Inc. 

Streich# Lang# Week# «« Cardon 
Structural Mechanics Associates 
Suffolk County# NV 


Sugarman# Denworth it Hellegers 
Sunflower Alliance 
Sweden# Govt, of 

Syrdal# Danelo# Klein << Myre 

TDI (Transamerica Deleval# Inc. ) Owners 
Group 


8501230232 

50-482 

A 

8501230241* 

50-482 

A 

8501230329 

50-482 

A 

8501290156 

50-482 

A 

8501140383* 

CONTRACT 


8501070170 

WASTE MGT 

8501070496 

waste MGT 

8501070509 

WASTE MGT 

8501220555 

71-347 


8501280306 

NUREG 


8501300453 

PR 


8501150112* 

50-412 

E 

8501140541 

50-528 

A 

8501140478 

50-423 

A 

8501020226 

50-322 

G 

8501030130 

50-322 

0 

8501070028 

50-322 

G 

8501150384 

50-322 

G 

8501160610* 

50-322 

G 

8501160616* 

50-322 

0 

8501230355 

50-322 

G 

8501250449 

50-322 

G 

8501290727 

50-322 

G 

8501300032 

50-322 

T 

8501300042# 

50-322 

T 

8501030135 

50-352 

0 

8501290477 

50-440 

G 

8501020124 

XPORTLIC 


8501160122* 

FOIA 


8501240330 

50-397 

P 

8501030172* 

50-458 

8 

8501070285 

50-206 

8 

8501170190# 

50-400 

8 


8501090067 

50-259 

S 

8501090324 

50-327 

S 

8501090700 

50-327 

S 

8501100110 

50-328 

8 

8501100278 

40-1341 


8501100539 

40-1341 


8501110034 

50-259 

F 

8501110034 

50-259 

F 

8501110034 

50-259 

F 

8501110114 

50-327 

P 

8501110114 

50-327 

P 

8501110120# 

50-327 

P 

8501110120# 

50-327 

P 

8501140094 

50-438 

S 

8501140101 

50-438 

s 

8501140126 

50-438 

s 

8501140163 

50-390 

F 

8501140180 

50-391 

s 

8501140214 

50-438 

s 

85011402B5 

50-327 

p 

8501140406 

50-296 

s 

8501150114 

PR 


8501150351 

50-438 

A 

8501150373 

50-390 

E 

8501150373 

50-390 

E 

8501150408 

50-391 

8 

8501150414 

50-438 

S 

B501 150414 

50-438 

8 

8501150420 

50-438 

S 

8501150420 

50-438 

S 

8501 150453 

50-438 

8 

8501150463 

50-390 

S 

8501150463 

50-390 

S 

8501150467 

50-438 

S 


599 



600 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Teton EixploTatioTi Drilling 
(subs, of UNC Resources^ 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

8501150467 

50-438 

S 

Texas A&M Univ. . 

College Statiorti TX 8501230411* 

50-400 

G 

8501150469 

50-438 

S 

Texas Bolt Co, 

8501280463 

QA999 


8501150474 

50-391 

s 

Texas Utilities 

Electric Co. (formerly 8501020074 

50-445 

G 

8501150479 

50-327 

R 

Texas Utilities 

Generating Co. ) 



8501160002 

50-438 

s 


8501040068 

50-445 

S 





8501080215 

50-445 

A 

8501160003 

50-391 

s 





8501 160028 

50-438 

s 


8501090033 

50-446 

S 

8501160028 

50-438 

s 


8501090378 

50-445 

G 

8501160035 

50-438 

s 


8501090378 

50-445 

C 

8501 160035 

50-438 

s 


8501090396* 

50-445 

G 





8501090396* 

50-445 

C 

8501160036 

50-438 

s 





8501160036 

50-438 

s 


8501110504 

50-445 

G 

8501 160048 

50-438 

s 


8501110504 

50-445 

G 

8501160048 

50-^38 

s 


8501110507* 

50-445 

G 

8501160064 

50-438 

s 


8501110507* 

50-445 

G 





8501 140527 

50-445 

G 

8501160064 

50-438 

s 





8501160144 

50-438 

s 


8501140527 

50-445 

G 

8501160144 

50-438 

s 


8501140535 

50-445 

G 

8501160161 

50-390 

s 


8501140535 

50-445 

G 

8501160165 

50-438 

s 


8501150389 

50-445 

A 





8501150389 

50-445 

A 

8501160220 

50-327 

F 





8501160309 

50-438 

0 


8501150390* 

50-445 

A 

8501160314 

50-390 

Q 


8501160118* 

50-445 

Q 

8501160403 

50-390 

Q 


8501160177 

50-445 

F 

85011604O8« 

50-390 

Q 


8501160177 

50-445 

F 





8501160352 

50-445 

F 

8501170201 

50-390 

S 





8501170250 

50-390 

s 


8501 160352 

50-445 

F 

8501180008« 

50-327 

a 


8501160558 

50-445 

G 

8501180066 

50-296 

s 


8501160558 

50-445 

G 

8501180078* 

50-327 

Q 


8501180228 

50-445 

G 





8501230367 

50-445 

A 

8501180101 

50-327 

A 





8501180112 

50-327 

A 


8501230367 

50-445 

A 

8501180112 

50-327 

A 


8501250001 

50-445 

K 

8501180112 

50-327 

A 


8501250001 

50-445 

K 

8501180112 

50-327 

A 


8501250003* 

50-445 

K 





8501250003* 

50-445 

K 

8501180112 

50-327 

A 





8501180112 

50-327 

A 


8501250135 

50-445 

A 

8501180112 

50-327 

A 


8501250135 

50-445 

A 

8501180123 

50-327 

A 


8501250152 

50-445 

A 

8501180123 

50-327 

A 


8501250406 

50-445 

G 





8501250406 

50-445 

G 

8501180123 

50-327 

A 





8501180123 

50-327 

A 


8501250425 

50-445 

G 

8501180123 

50-327 

A 


8501250488* 

50-445 

A 

8501180123 

50-327 

A 


8501250491* 

50-445 

A 

8501180123 

50-327 

A 


8501250494* 

50-445 

A 





8501280063 

50-445 

8 

8501180152 

50-259 

S 





8501180170* 

50-259 

0 


85012B0473 

50-445 

A 

8501180170* 

50-259 

0 


8501290330 

50-445 

A 

8501210054* 

50-438 

Q 


8501290330 

50-445 

A 

8501210067* . 

50-438 

Q 


8501290333 

50-445 

A 





8501290333 

50-445 

A 

8501210142* 

50-438 

Q 





8501210144* 

50-438 

O 


8501300483* 

50-445 

O 

8501210221* 

50-438 

Q 


8501300503 

50-445 

A 

8501210221* 

50-438 

0 


8501300503 

50-445 

A 

8501230110 

50-327 

F 

Texas* State of 

8501090639 

WASTE MOT 





8501220446* 

FOIA 


8501230148 

50-390 

A 





8501230148 

50-390 

A 


8501230394 

PR 


8501230179* 

CONTRACT 


Texas* Univ. of* 

Austin* TX 8501070177 

WASTE MOT 

8501230182 

50-390 

A 


8501070458 

WASTE MOT 

8501230182 

50-390 

A 


8501230399 

50-602 

A 




Thelen* Marrin* 

Johnsen Sc Bridges 8501160143* 

50-289 

P, 

8501230251 

50-390 

A 





85Q1230251 

50-390 

A 

Three Mile Island Alert 8501160358 

50-289 

O 

8501230292 

50-390 

K 


8501160368* 

50-289 

G 

8501230292 

50-390 

K 

Times-Picagune* 

La Place* LA 8501180301 

50-362 

U 

8501230298* 

50-390 

K 


8501300296 

50-416 

P 




Tinicum Tounship 

* PA 8501170123 

50-352 

O 

8501230298* 

50-390 

K 





8501230337 

50-390 

A 

Today's Sunbeam* 

Salem* NJ 8501240016 

FOIA 


8501230345 

50-259 

F 

Toledo Edison Co. 8501020269 

50-346 

R 

8501230352 

50-390 

E 


8501020382 

50-346 

P 

8501230352 

50-390 

E 


8501040090* 

50-346 

Q 





8501070513 

50-346 

S 

8501240022 

50-327 

R 





8501240123 

50-327 

S 


85010B059B 

50-346 

s 

8501240483 

50-259 

R 


8501090308 

50-346 

s 

8501240483 

50-259 

R 


8501090436 

50-346 

s 

8501240483 

50-259 

R 


8501090713 

50-346 

s 





8501110344 

50-346 

s 

8501240514 

50-328 

S 





8501250295 

50-259 

P 


8501150331 

50-346 

F 

8501250295 

50-259 

P 


8501170271 

50-346 

s 

8501280679 

50-259 

8 


8501210424 

50-346 

R 

8501290066 

50-327 

8 


8501210431 

50-346 

R 





8501220537 

50-346 

S 

8501290100 

50-260 

8 





8501290294 

50-259 

a 


8501230320 

50-346 

P 

8501300559 

50-327 

8 


8501230387 

50-346 

P 

8501100379 

40-8728 



8501230459 

50-346 

P 





8501230468* 

50-346 

P 



CORPORATE SOURCE INDEX 


601 


AUTHOR 

affiliation 


Touche Ross Sc Co. 

Township of Buchingham^ PA 

Transamerica Delaval* Inc. 

Transcontinent Technology* Inc. 
Transnuclear* Inc. 


Trial Lawyers for Public Justice 
Troutman* Sanders* Lockerman 8e Ashmore 


U. S. Ecology* Inc. (formerly Nuclear 
Engineering* Inc. ) 


UMETCO Minerals Corp, (subs, of Union 
Carbide Corp. ) 


Union Associates 
Union Carbide Corp. 


Union Electric Co. 


Union Minerals 


Union of Concerned Scientists 


ACCESSION 

NUMBER 

8501240284 
8501280527 
8501 2807 11 
8501140277* 
8501170129 

8501020356* 

8501280486 

8501180165 

8501020426 

8501090591 

8501110446 

8501110458 

8501100267 

8501080346 

8501080346 

8501080355* 

8501080355* 

8501080367* 

8501080367* 

8501080413 

8501170146 

8501170146 

8501170150 

8501170150 

8501290310 

8501040157 

8501040298 

8501070148 

8501070161 

8501070309 

8501070454 

8501160097 

8501280700 

8501290747 

8501100035 


8501100172 

8501100189 

8501100479 

8501100748 

8501100753 

8501180234* 

8501110433 

8501110439* 

8501300036 

8501020270 

8501020295 

8501020304* 

8501020335' 

8501020336 

8501020343 

8501080397 

8501080670 

8501100196 

8501100199* 

8501100809 

8501140244 

8501140467 

8501150447 

8501170029 

8501170036 

8501180375 

8501180377* 

8501240484 

8501250518 

85012B0079 

8501280087 

0501290337 

8501300194 

8501300539 

8501300603 

0501310577 

0501100147 

0501100158* 

8501100509 

8501100514* 

8501100627 

8501140323 

0501150074 

8501150273 

8501160078 

8501160267 

8501160452 

8501180417 


SUBJECT 

CATEGORY 

50-346 R 
50-346 S 
50-346 S 
CONTRACT 
50-352 G 

50-460 S 
50-206 S 
FOIA 
XPORTLIC 
XPORTLIC 

XPORTLIC 
XPORTLIC 
50-445 0 

50-424 0 

50-424 0 

50-424 G 
50-424 G 
50-424 G 
50-424 G 
50-424 G 

50-424 G 
50-424 G 
50-424 G 
50-424 G 
50-424 0 

27-48 

27-48 

27-48 

27-48 

71-6058 

27-48 

71-6144 

27-48 

27-48 

40-299 


40-299 

40-8681 

40-299 

40-299 

40-299 

50-322 A 
40-8681 
40-8681 
XPORTLIC 
50-483 P 

50-483 P 
50-483 P 
50-483 P 
50-483 F 
50-483 P 

50-483 F 
50-483 S 
50-483 F 
50-483 F 
50-483 S 

50-483 F 
50-483 8 

50-483 8 

50-483 f 
50-483 a 

50-483 P 
50-483 P 
50-483 R 
50-483 S 
50-483 S 

50-483 8 

50-483 P 
50-483 J 
PR 

50-483 8 

50-483 P 

40-8584 

40-8584 

40-8584 

40-8584 

40-8584 
50-289 P 
FOIA 

50-289 0 

50-447 A 

50-289 G 

FOIA 

FOIA 


AUTHOR 

affiliation 


United Engineers & Constructors* Inc 
(subs, of Raytheon Co, > 


United Inspection* Inc. 

United Nuclear Corp. (subs, of UNC 
Resources* Inc. ) 

Universal Technical Testing Laboratories. 
Inc. 

Uraner? USA. Inc. 


Uranium Resources* Inc. 
Utah* State of 


Utah. Univ. of* Salt Lake City, UT 
Utility Nuclear Waste Management Group 
Vermont Yankee Decommissioning Alliance 

Vermont Yankee Nuclear Power Corp. 


Vermont* State of 
Vernitron Corp. 

Vaster J. Thompson, Jr., Inc. 

Virginia Polytechnic Institute ft State 
Univ. , Blacksburg* VA 

Virginia Power (formerly Virginia 
Electric St Power Co. ) 


ACCESSION 

NUMBER 


8501220559 

8501230328 

8501300112 

85010900B3* 

8501300118* 

8501040047 

8501030112 

8501160005 

8501030436 

8501090045 

8501090701 

8501100402 

8501100550 

8501070079 

8501070366 

8501110321 

8501300519 

8501250385 

8501110281 

8501150025 

8501100205 

8501150031* 

8501150036* 

8501150050* 

8501150051 

8501170061 

8501170142 

8501170248 

8501240004 

8501240160 

8501280449 

8501280454* 

8501290137 

8501290138* 

8501290332 

8501290471 
8501090097* 
8501080131* 
8501080134# 
850 1100674* 

8501150206 

8501150209* 

8411140130 

8501020089 

8501020227 

8501020255 

8501020255 

8501020258 

8501020260* 

8501020260* 

8501020260* 

8501020260* 

8501020260* 

8501030082 

B501030412 

8501030454 

8501070344 

8501070344 

8501070373 

8501070373 

8501070373 

8501070373 

8501070373 

8501080383 

8501080383 

8501080429 
8501 080435 
8501080493 
8501080499 
8501080505 

85010B06B4 

8501100192 

8501100202* 

8501100434 

8501100743 

8501 100803 
8501100805 
8501140249 
8501140313 
8501140313 


SUBJECT 

CATEGORY 


FOIA 

PR 

FOIA 

CONTRACT 

50-443 Q 

71-9021 

70-820 

70- 371 

71- 21 

40-8783 

40-8783 
40-8786 
40-8786 
STATE PROG 
WASTE MGT 

WASTE MGT 
PR 

50-407 P 
WASTE MGT 
50-271 P 

50-271 Q 
50-271 P 
50-271 P 
50-271 S 
50-271 0 

50-271 J 
50-271 F 
50-271 S 
50-271 Q 
50-271 R 

50-271 P 
50-271 P 
50-271 P 
50-271 P 
50-271 P 

50-271 P 

CONTRACT 

40-7956 

40-7956 

CONTRACT 

50-124 P 

50-124 P 
50-280 Y 

50-280 Y 
50-280 P 

50-280 P 
50-280 P 
50-338 P 
50-280 P 
50-280 P 

50-280 P 
50-280 P 
50-280 P 
50-280 Y 
50-338 S 

50-280 Y 
50-280 P 
50-280 P 
50-280 P 
50-280 P 

50-280 P 
50-280 P 
50-280 P 
50-338 P 
50-338 P 

50-280 J 
50-280 J 
50-280 J 
50-280 J 
50-280 J 

50-339 S 
50-281 P 
50-281 P 
50-280 8 

50-281 S 

50-338 8 

50-339 8 

50-280 P 
50-338 P 
50-^338 P 
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AUTHOR 

affiliation 


Ui-rginia« Commonuieal th oft 
W. S. Chang it Associates^ Inc. 
Wachtell> Lipton* Rosen Se Katz 
Wackenhut 

Walter M. Ballard Co. 

Warren Wilson College< Suannanoa^ NC 


Washington Public Pouier Supply System 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEGORY 

8501140322* 

50-338 

P 


8501280303* 

WASTE MGT 

8501140322* 

50-338 

P 


8501280447 

PR 

8501150276* 

50-338 

Q 

Washington^ Univ. of, Seattle* WA 

8501090327* 

CONTRACT 

8501150276* 

50-338 

0 

Water* Waste & Land* Inc. 

8501100252* 

40-8102 

8501150322 

50-339 

P 


8501100756 

40-299 

8501150327* 

50-339 

P 

Western Illinois Power Cooperative* Inc. 

8501300638 

50-461 0 

8501150379 

50-281 

P 


8501300641* 

50-461 G 

8501160321 

50-338 

F 

Western Nuclear* Inc. (subs, of Phelps 

8501080415 

PR 

8501160322 

50-338 

Q 

Dodge Corp. ) 



8501170133 

50-280 

P 


8501090056 

40-1162 





8501090738 

40-1162 

8501170279 

50-281 

S 




8501170281* 

50-281 

S 


8501090770 

40-1162 

8501170285* 

50-281 

S 


8501090775* 

40-1162 

8501180011* 

50-338 

0 


8501100345 

40-8684 

8501180314* 

FOIA 



8501100372 

40-1162 





8501100373 

40-1162 

8501210143 

50-339 

S 




8501210181* 

50-338 

Q 


8501100713 

40-8684 

8501210249 

50-338 

5 


8501100738 

40-8584 

8501210272* 

50-338 

G 


8501100746 

40-1162 

8501220515 

50-281 

S 

Westinghouse Electric Corp. 

8411140036* 

70-1151 





8501020024 

XPORTLIC 

8501250265 

50-280 

P 




8501290255 

50-338 

P 


8501020398 

XPDRTLIC 

8501290305 

50-338 

S 


8501030128 

70-698 

8501290354 

50-338 

s 


8501030132* 

70-698 

8501290492 

50-338 

G 


8501030201 

40-8502 





8501030421 

70-1151 

8501290730 

50-338 

8 




8501300128 

FOIA 



8501040036 

70-698 

8501220411* 

50-320 

H 


8501070215* 

50-413 P 

8501240346 

50-397 

P 


8501070361 

TOPREP 

8501180509* 

CONTRACT 


8501070364* 

TOPREP 





8501080027 

70-1151 

8501240163* 

FOIA 





8501290090 

MISC 



8501080376 

TOPREP 

8501310347 

COMMISSION 


8501080387* 

TOPREP 

8501310461 

50-295 

P 


8501080459 

70-1151 

8410030190* 

50-460 

I 


8501090622 

XPDRTLIC 





8501100058 

40-8502 

8411200357 

PRM 





8501020206 

50-397 

S 


8501100679 

70-698 

8501020351 

50-460 

S 


8501100684* 

70-698 

8501020385 

50-397 

s 


8501110219* 

50-289 P 

8501030199 

50-397 

s 


8501150480 

71-251 





8501150481* 

71-251 

8501030205 

50-397 

s 




8501030210 

50-397 

s 


8501160004 

50-370 P 

8501030213 

50-397 

s 


8501170172* 

50-400 A 

8501070470 

50-460 

s 


8501170177* 

50-400 A 

8501080288 

50-397 

P 


8501180292 

TOPREP 





8501180364* 

50-244 P 

8501100759 

71-9094 





8501140296 

50-397 

F 


8501180365* 

50-244 P 

8501150264 

50-397 

F 


8501210090 

TOPREP 

8501150269* 

50-397 

F 


8501210310 

XPORTLIC 

8501150375 

50-460 

A 


8501230130 

XPORTLIC 





8501230360 

TOPREP 

8501160145 

50-460 

Q 




8501160169 

50-397 

R 


8501230365* 

TDPREP 

8501160266 

TOPREP 



8501230510* 

70-1308 

8501160273* 

TDPREP 



8501250597 

Docket 40 

8501170066 

50-397 

P 


8501300258 

TOPREP 




Westinghouse Hittman Nuclear* Inc. 

8501030217* 

71-9080 

8501180142 

50-397 

S 




8501230069* 

50-397 

P 


8501030233* 

71-9080 

8501230209 

71-9079 


Westinghouse Operating Plants Owners 

8501090261 

TOPREP 

8501230380 

50-397 

s 

Group 



8501230395 

50-397 

p 


8501140177 

TOPREP 





8501180363 

50-244 P 

8501240197 

50-397 

p 


8501210121 

TOPREP 

8501240208 

50-397 

p 




8501240306 

50-397 

R 

Weston Geophysical Corp. 

8501040161 

WASTE RES 

8501250086 

50-397 

P 


8501070254 

WASTE RES 

8501280484 

50-397 

P 


8501180131 

50-327 A 





8501290614 

WASTE RES 

8501280616 

50-397 

S 


8501290619 

WASTE RES 

8501280695 

50-397 

s 




8501290231 

50-397 

s 


8501290621 

WASTE RES 

8501290253 

50-397 

s 


8501290625 

WASTE RES 

8501290322 

50-397 

s 


8501300075 

WASTE RES 





8501300730 

WASTE RES 

8501290367 

50-397 

s 

Wilkes-Barre* PA 

8501230275 

50-387 G 

1290372 

50-397 

P 




290378* 

50-397 

P 

Williams Sc Associates 

8501040180 

WASTE RES 



s 


8501040186 

WASTE RES 



p 


8501040296 

WASTE RES 





8501070137 

WASTE RES 





8501070155 

WASTE RES 





8501070174 

WASTE RES 





8501070389 

WASTE RES 





8501676549 

WASTE RES 





8501110368 

WASTE RES 





8501110377 

WASTE RES 





8501140567* 

CONTRACT 





8501170006* 

CONTRACT 





8501290582 

WASTE RES 



AUTHOR 

AFFILIATION 


WilsoTii R. 

Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


Wisconsin's Environmental Decade 
Wisconsin. State of 

Wisconsin. Univ. of. Madison. WI 
Woodward-Clyde Consultants. Inc. 


Worcester Polytechnic Institute. 
Worcester. MA 
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ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8501290589 

WASTE RES 

8501180192 

50-400 

G 

8411190467 

50-266 

P 

8411190467 

50-266 

P 

8411190476* 

50-266 

P 

8411190476* 

50-266 

P 

8501030084 

50-266 

P 

8501030084 

50-266 

P 

8501030151 

50-266 

P 

8501030151 

50-266 

P 

8501030161 

50-266 

P 

85010B0069 

50-266 

F 

8501080165 

50-266 

P 

8501080165 

50-266 

P 

8501140164 

50-266 

H 

8501150205 

50-266 

F 

8501180428* 

FOIA 


8501210079 

50-266 

R 

8501210205* 

FOIA 


8501210212* 

FOIA 


8501240093 

50-266 

F 

8501240169 

50-266 

P 

8501240178* 

50-266 

P 

8501240396 

50-266 

P 

8501290340 

50-266 

F 

8501020245 

50-305 

P 

8501020367 

50-305 

P 

8501080277 

50-305 

Q 

8501160033 

50-305 

Q 

8501160197* 

50-305 

0 

8501160204* 

50-305 

Q 

8501160593 

50-305 

R 

8501230431 

50-305 

J 

8501240074 

50-305 

V 

8501240135 

50-305 

P 

8501250402 

50-305 

F 

8501280136 

50-305 

S 

8501280242 

50-305 

P 

8501280252* 

50-305 

P 

8501290065 

50-305 

S 

8501140205 

50-266 

H 

8501030185 

PRM 


8501080476* 

50-263 

F 

8501160464 

50-3 

0 

8501070124 

WASTE MOT 

8501070169 

WASTE MOT 

8501230167* 

CONTRACT 


8501290077 

50-134 

R 


« ' 3 Venture Management. Inc. 


Wyoming. State of 


Yakima Indian Nation 
Yankee Atomic Electric Co. 


Ybarrondo Associates 
Zonar Corp. 


8501140495 

FOIA 


8501150057 

FOIA 


8501150207 

FOIA 


8501090050 

40-8511 


8501090054 

40-4492 


8501090115 

40-8786 


8501100290 

40-8584 


8501100364 

40-8511 


8501100369 

40-2259 


8501100404 

40-8786 


8501100427 

40-8102 


8501100541 

40-8102 


8501100546 

40-8728 


85011006S9 

40-8859 


8501100673 

40-8783 


8501100688 

40-8502 


8501100724 

40-8502 


B50 1250570 

WASTE MGT 

8501280162 

40-8502 


8501080220 

WASTE MGT 

8501020316 

50-29 

F 

8501030177 

PRM 


8501070195 

50-29 

P 

8501070206* 

50-29 

P 

8501090053 

50-29 

S 

8501090419 

50-29 

F 

8501110435 

50-29 

S 

8501140292 

50-29 

F 

8501180182* 

50-309 

P 

8501180190 

50-29 

F 

8501180363 

50-244 

P 

8501240148 

50-29 

F 

8501310122 

50-29 

P 

8501280666* 

CONTRACT 


8501100233* 

CONTRACT 





REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


An asterisk following the accession number in this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 


accession 

NUMBER 


SUBJECT 

CATEQORY 


OTHER REPORT 
NUMBER 


13737-2-003-106 
15737-2-007-103 R02 
15737-2-007—106 ROl 
15737-2-007-107 R03 
2-812-02-246-03 

8501220359# 

8501220281# 

8501310456# 

8501230339# 

8901240316# 

50-320 

50-320 

50-320 

50-320 

FOIA 

P 

P 0023V 

P 

P 

2392-1 

23AiS06 ROO 

23A1B13 ROO 
4550-3221-84-01 ROO 
6691-5288-101 

8501240337* 

8501350041* 

0501310330# 

8901080393# 

8901020307# 

50-289 

50-333 

50-290 

50-320 

TOPREP 

F 

P 

P 

P 

77-1152846-00 ERR 
8.7.3 R15 
ea-14/R 

84-666 

907079 

8412270340# 

8501160061# 

0901180217* 

0501330239# 

0501160111# 

TOPREP 

50-293 

50-322 

50-461 

50-267 

P 

A 

P 

P 

BNWL'-1958 

CEB 83-31 ROl 
CEN-291<S>-NP ADO 
CEN-293(S)-NP 
CEN-79-NP 

0501140948# 

8501160400# 

8501290525# 

8501300227# 

8501170237 

FOIA 

50-390 

50-361 

50-361 

TOPREP 

UC-12 

Q ieB-79' 
P 

P 

DNS-D 1-016 V02 
5NS-D1-016 V08 

OOE/E 18-01 ID 
DOE/NE-0025/3 DRPT 
DPC-RD-2004 

8501230517# 

8501230521# 

0501040205# 

8501070937* 

0901020312# 

50-10 P 

50-10 P 

WASTE HOT 

WASTE MOT 

50-270 P 

ED-00227-REA-201 / A 

eoo-caap-siss 

E80-EA-6195 

EQO-EA-6200 

EOO-EA-6230 

8901070492# 

8501220544# 

0901100279# 

8501180272# 

8501180282# 

WASTE HOT 

FOIA 

90-329 A 

50-382 A 

50-397 A 


EeO-EA-633X 

E00--EA-6332 

EOO'-EA*-A4X6 

E00“EA-A733 


B50xxe0ie&# »0-494 A 

8301 1 ©oaw* 90-4IM! A 

e90ii8oa9»* 90-»a9 a 

8501030345# 50-440 A 


EOe“PB8-6418 

E00'-PBS-*6613 

E00~PBS-6428 

FBD 3B6-342»345 DRPT 

FSD 386*^91 


84040400a0# 50-a^ P 

8404130578* 50-344 P 

8404870044# 80-313 P 

8501030347# MAtT« MOT 
8501030351# WA#Ti MOT 


■B0 384-354 
^BD 386-357 DRFT 

:BDU 386-305 

rflDU 386-307* 300> 31 9 
rSDU 386-318*331 


8501030371# WASTE HOT 
8501030343# WASTK HOT 
8501030354# WASTK M«T 
0501030354# WASTK HOT 
8501030344# W^TTK M8T 


FBDU 3B6-3gp 
FBDU 384-334* W 
OADR 55 Am 04 ROIA 
OBND-JNF^ISO 
OIBSAR-17*^ AOe 


0501030354# WASTK I^T 
8501030375* WASTK MST 
8501070341# 71-4344 

8501110387* W^m HOT 
8901330401# TOPSKP 


JTER-C5904-4a4 
LA-UR-84-3947 
MR-290-1 
NEDC-30B39 
NEOL-TME 81-47 


8501390441 
8501070425# 
8501390327# 
8501 140550* 


■50-«l S 
50-3lf P 
WASTK f^S' 
90-aEii , P 
FOXA 


mm S13-01330 
ue-ii*ia 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 

OTHER REPORT 
NUMBER 

NEDM-30682 

8901230510# 

70-1308 



NEDO-2 1662-2 ADD04 

8501250034# 

90-333 

P 

JPTS-85-002 

NED0-240B2 ERR 06 

8501100254* 

90-278 

P 


NEDO-30603-1 ROl 

8501250202* 

90-331 

P 


NEDO- 30842 

8501110215# 

90-324 

F 

OL-82-33 

NPE“84~015 

8501170158# 

50-387 

P 


NR-S3/3i2 

8501160122# 

FOIA 



NUH-001 ROO 

8301100151* 

PROJ 



NUREQ-0020 V08 Nil 

8501030274 

NUREO 



NUREO-0540 V06 NIO 

8501080456 

NUREO 



NUREQ-0606 V06 N04 

8501030031 

NUREO 



NUREO-0748 V04 Nil 

8501080647 

NUREG 



NUREO-0750 VI 8 

8501020080 

NUREO 



NUREQ-0750 vao N02 

8501030273 

NUREG 



NURE<S-0790 V20 NOS 

0301070409 

NUREG 



NURE0-0B37 V04 N02 

8501020018 

NUREO 



NUREO-0973 

8501030334 

90-382 

P 


NUREO-1044 

8501070403 

NUREG 



NUREO-1061 V04 

8501070405 

NUREO 



NUREO-1073 

8501240033 

90-498 

D 


NURE0-1086 

8501030030 

50-123 

E 


NUREO-1107 

8501070494 

NUREO 



NUREO/BR-0035 VIO N7 

8301070408 

NUREO 



NUREO/BR-O051 V06 N3 

8501030243 

NUREO 



NURE8/CR-0169 V22 

8501030043 

NUREO 


£00-2037 

NUREO/CR-0200 V1-3R3 

8501070411 

NUREO 



NUREO/CR-aOOO V03N11 

8501030024 

NUREO 


ORNL/NSIC-200 

NUREO/CR-2000 V03N13 

0501280397 

NUREO 


ORNL/NSIC-200 

NUREO/CR-3025 

8501040253 

NUREO 



NUREO/CR-3371 V03 

8501080463 

NUREO 


QP-R-221020 

NUREO/CR-3371 V04 

8501080460 

NUREO 


OP-R-221020 

NURE07CR-3440 

8501030262 

NUREO 


SAN083-1689 

NURE0/CR-349B 

8501210102 

NUREO 


BNL.-NURE0-51713 

NUREO/CR-3518 V02 

8501020484 

NUREO 



NUREO/CR-3663 V03 

8501280412 

NUREO 



NUREO/CR-3712 

0501070304 

NUREO 


PNL-5040 

NUREQ/CR-372e 

8801030036 

NUREO 


ORNL/TM-9149 

NURE0/CR-37B2 

8301280379 

NUREO 


PNt 5069 

NURE0/CR-37S0 

8301030021 

NUREO 


SANDe3-1750 

NUSEO/CR-3791 

8301280733 

NUREO 


IEB-79-09 

NUREO/CR-3794 

8901280090 

nurko 


PARAMETER IE-13 

NUReO/CR-3809 VOl 

8501070416 

NUREO 


D0E/NBM1701 

NUR80/CR-3S16 V29 

0901300074 

NUREO 


8AND84-1072 

NURKO/CR-3817 

8901280403 

NUREO 


PNL-5121 

NURSO/CR-3851 V03 

8901280387 

NUREO 


0RNL/TM-9191/V3 

NURE0/CR-3SS5 V02 

8901030019 

NUREO 


ORNL/TM-92 

NURKO/CR-3898 

8901030016 

NUREO 


BNL-NURE0-91BO2 

NURK0/CR-39it 

8901030041 

NUREO 


PNU-5186 

mmE0/cR-39a6 voi 

8901070499 

NUREO 



NURK«/CR-39a6 V02 

8501070911 

NUREO 



NgRia/CR-3974 

8901030027 

NUREO 


SAND84-1727 

NUR10/CR-39S4 

8501230614 

NUREO 


i.HP-11 

NURKO/CR-3986 

8901030034 

lAJfREO 


8AND84-1219 

NURKO/CR-3994 

8901030327 

l^SSO 


800-2345 

NURKO/CR-4017 

8901030040 

NUREO 




606 



606 
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NUREG/CR-4031 VOl 

8501030063 

NUREG 


ORNL/TM-9423 

NUREG/CR-4032 

8501040073 

NUREG 


EGG-2351 

NUREG/CR-4036 

8501180501 

NUREG 



NUREG/CR-4056 

8501210003 

NUREG 


EGO-2359 

NUREG/CR-405S VOl 

8501030013 

NUREG 



NUREC/CR-4070 VOJ 

8501030330 

NUREG 


PNL-5300 

NUREG/CR-4082 VOl 

8501280617 

NUREG 


BMI-2120 

NUREG/CR-4094 

8501280372 

NUREG 



P801-04-1 

8501040127* 

50-286 

P 


P801~04-2 

8501040122* 

50-286 

P 


PGE~1043 

8501090339* 

50-344 

F 

GL-S2-33 

PNL-5342 

8501080060* 

50-322 

S 


Q0AAB44 RA 

8501240327* 

50-289 

F 


QR2805 

8501240100* 

FOIA 



QR2811 

8501240088* 

FOIA 



QR3802 

8501240095* 

50-508 

A 


REA00029: EDREA-1 DRF S50107047S* 

WASTE MOT 


REA0O032: EDREA-2/A 

8501070483* 

WASTE MGT 


REA00223: REA-303 

8501040215* 

WASTE MGT 


REA00319: REA-302 

8501040224* 

WASTE MOT 


REA00323; REA-302 

8501040231* 

WASTE MGT 


REA00324.- REA-303 

8501040219* 

WASTE MGT 


SAD-431 R02 

8501240141* 

50-454 

P 


SAD-454 ROO 

8501240136* 

50-454 

P 


SAI-84/1650 

8410100494* 

50-261 

Q 


SAI-B4/1651 ROl 

8501080057* 

50-282 

Q 


SAND77-1352C 

8501150083* 

FOIA 



SAN084-0540 

8501040252* 

WASTE RES 


SD-BBW-TI-249 

8501070599* 

WASTE RES 


SD-BWI-TI-140 

8501070576* 

WASTE RES 


SD-BWI-TI-151 ROl 

8501070585* 

WASTE RES 


SD-BWI-TI-159 

8501070591* 

WASTE RES 


SECY-77-079 

8501150151* 

FOIA 



SECY-S2-094 

8501280523* 

50-537 

6 


SECY-S2-115 

8203300064* 

FOIA 



SECY-82-160 

8501280411* 

50-382 

G 


SECY-82-171 

8501280417* 

FOIA 



SECY-82-175 

8501280424* 

50-443 

G 

ALAB-667 

SECY-82-241 

8501280435* 

FOIA 



SECY-82-282 

8501280443* 

50-289 

G 


SECY-S2-303 

8501280452* 

50-293 

G 


SECy-82-303A 

8501280465* 

50-293 

G 


SECY-82-32e 

8501280477* 

50-537 

A 


SECY-82-337 

8501280488* 

50-247 

G 


SECY-82-339 

8501280499 

50-537 

G 


SECY-82-393 

8501220375* 

FOIA 



SECY-S2-410 

8501280506* 

50-537 

G 


SECY-82-455 

8501280511* 

FOIA 



SECY-82-461 

8501220376* 

FOIA 



SECY-82-490 

8501220378* 

50-247 

F 



3ECY-B2-503 

8501280517* 

50-537 

G 


SECY-B3-283 

8501150137* 

FOIA 



SECY-S3-500 

8312140385* 

FOIA 



SECY-83-514 

8312270350* 

FOIA 



SECY-84-023A 

8501280609* 

FOIA 



SECY-B4-035 

8501280615* 

FOIA 



SECY-84-050 

8501280624* 

FOIA 



SECY-84-113 

8501210400* 

50-289 

P 


SECY-B4-124 

8501160241* 

FOIA 



SECY-B4-136 

8501280628* 

FOIA 



SECY-B4-1 59 

8405010298 

SECY 



SECY-84-176 

8405180023* 

50-245 

F 


SECY-84-390 

8410180058 

SECY 



SECY-84-421 

8411130258 

SECY 



SECY-84-433 

8412190410 

SECY 



SECY-84-463 

8412190373 

SECY 



SLI-S211 

8501160185* 

TOPREP 



SLI-S21S 

8501160179* 

TOPREP 



SOl-CT-82-240-01 ROO 

8501180406* 

50-206 

P 


SR#-0-B4-l 1 

8501180195* 

50-20 

P 


STD~R-02-0H R03 

8501030233* 

71-9080 



TDR 638 ROO 

8501180210* 

50-289 

Q 


TER -C 5506-235 

8501080527* 

50-250 

0 

IEB-80-11 

TER-C 5506-334 

8412170469* 

50-334 

P 

TAC 07972 

TER -C 5 506-397 

8501290634* 

50-289 

P 

TAC 08086 

UCID-20295 

8501160221* 

50-312 

P 


UCID-2029S DRFT 

8501160230* 

50-312 

P 


VEP-NFE-2-A (NP) 

8501020260* 

50-280 

P 


WCAP- 10700 

8501170177* 

50-400 

A 


WCAP- 10750 

8501180365* 

50-244 

P 


XN-NF-IA R07 

8501250109* 

TOPREP 



XN-NF-84-H6 

8501170162* 

50-387 

P 


XN-NF-B4-1 IS 

8501170166* 

50-387 

P 


XN-NF-B4-HS SOI 

8501170170* 

50-387 

P 


XN-NF-84-1 19 

8501170175* 

50-387 

P 




CROSS REFERENCE 
OF ENCLOSURES TO 

principal documents 


Items [isted as enclosures are those indicated by an asterisk 
following the accession number in the indexes The second 
column gives the accession number of the princioal dn^. 
ment under which the enclosure is listed.'^ KnSS the 
accession number of the principal document, the date 

ihe^eSclosSre ^ 


lumber^and ?lJt® ^ k .“T" 9*''®® t*’® ‘*0®ket 

wrthin th^ H« t *'’® ®®t®90'‘y Of information 

^ docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. ^ 

foi- nondocketed items are also entered 
linJilc f pyo’*’®'- foi' example, ACRS. These cate- 

gories are defined in Appendix B and listed in the Contents. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7901100099 

8501250061 

84/06/13 

FOIA 

7901100107 

8501250061 

84/06/13 

FOIA 

7907300009 

0501180447 

04/05/10 

FOIA 

7910290368 

0501250061 

84/06/13 

FOIA 

7910290377 

8501250061 

04/06/13 

FOIA 

7912190074 

0501250061 

84/06/13 

40-6980 

7912190083 

0501250061 

04/06/13 

40-6980 

7912190093 

8501250061 

04/06/13 

40-6980 

7912190108 

0501250061 

04/06/13 

40-6980 

7912190116 

8501250061 

84/06/13 

40-6980 

7912190124 

0501250061 

04/06/13 

40-6980 

8001070086 

0501250061 

04/06/13 

FOIA 

8005070664 

8501250061 

04/06/13 

FOIA 

8005070666 

0501250061 

84/06/13 

FOIA 

8005300153 

0501100270 

04/07/85 

FOIA 

8006090455 

0501850061 

04/06/13 

FOIA 

8006090460 

0501850061 

04/06/13 

FOIA 

6006300160 

8501100830 

04/06/05 

FOIA 

8006300164 

0501100830 

04/06/05 

FOIA 

8006300400 

0501100870 

04/07/85 

FOIA 

8007290767 

0501150086 

04/07/03 

FOIA 

8010090231 

0501850061 

04/06/13 

FOIA 

8010240295 

0501850061 

04/06/13 

FOIA 

8010300236 

0501100447 

04/05/10 

FOIA 

801 1030264 

0501850061 

04/06/13 

FOIA 

8012300301 

0501850061 

04/06/13 

FOIA 

8012300308 

0501850061 

04/06/13 

FOIA 

8101080253 

0501850061 

04/06/13 

FOIA 

8101090432 

0501180870 

04/07/85 

50-447 

8101160752 

0501850061 

04/06/13 

FOIA 

810U70392 

0501850061 

04/06/13 

FOIA 

8102040114 

0501100830 

04/06/00 

FOIA 

8102090110 

0501850061 

04/06/13 

FOIA 

81020 9011^ 

0501850061 

•4/06/13 

FOIA 

8102090207 

IHS01850061 

•4/06/13 

FOIA 

eicm0902ii 

0801850061 

•4/06/13 

FOIA 

8102090215 

0501850061 

04/06/13 

FOIA 

8102090219 

0501850061 

•4/06/13 

FOIA 

8102200492 

0501850061 

04/06/13 

FOIA 

8103130215 

0501850061 

04/06/13 

FOIA 

8103130220 

8501850061 

•4/06/13 

FOIA 

Bl(»3230312 

0501850061 

♦4/06/13 

FOIA 

8103230319 

0501850061 

♦4/06/13 

FOIA 

8104230509 

^1850061 

♦4/06/13 

FOIA 

810B1 80015 

0501850061 

♦4/06/13 

FOIA 

8100100019 

0501850061 

♦4/06/13 

FOX A 

8109280753 

0901800654 

♦4/07/07 

0O-403 

8110230021 

0501300150 

m/m/m 

50-3 

8110280382 

8111060003 

mi3OOi50 

0801300100 

m/m/m 

80-«fi 


accession number 


ENCLOSURE 


8111130386 

8111300144 

8112280461 

8201050386 

8201130375 

8201210400 

8201220121 

8201220231 

8201250098 

8201260520 

8201300026 

8201300216 

8202030034 

8202120109 

8202240016 

8202240026 
8202240028 
8203020094 
8203100076 
82031 10459 

8203110503 

8203160412 

8203220032 

8203300064 

0204010015 

8204070030 

0204160445 

0204200522 

0205170208 

0207060057 

8207190502 

0209230169 

0210070491 

8210220531 

8211120293 

8211300404 

0301040831 

8301040235 

0301070440 

0301100431 

8301800025 

8304180708 

8308090232 

8308120577 

8308170235 

8308170633 

8306020210 

8306030436 

8306030490 

8306270472 


principal 

DOCUMENT 


8501250061 

8501300158 

8501250061 

8501300158 

8501300158 

8501300158 

8501300158 

8501250061 

8501300158 

8501280654 

8501300158 

8501300158 

8501180278 

8501300158 

8501300158 

8501300158 

8501300158 

8501300158 

8501300158 

8501300158 

8501300158 

8501150030 

8501300158 

8501150175 

8501300158 

8501300158 

8501250061 

8501280654 

8501150030 

8501300158 

0501280654 

6209230166 

8501200654 

8501200654 

0501230225 

8501100278 

0501290093 

8501290093 

8501200654 

8501100413 

0501200654 

0501300150 

0501160249 

0501160087 

0501160087 

0501300158 

8501100069 

6501300314 

8501230016 

0501230016 


DATE 

ISSUED 

84/06/13 

84/08/09 

84/06/13 

84/08/09 

84/08/09 

84/08/09 

84/08/09 

84/06/13 

84/08/09 

84/07/27 

84/08/09 

84/08/09 

84/07/25 

84/08/09 

84/08/09 

84/08/09 

84/08/09 

84/08/09 

84/08/09 

84/08/09 

84/08/09 

84/05/18 

84/08/09 

84/06/14 

84/08/09 

84/08/09 

84/06/13 

84/07/27 

84/05/18 

84/08/09 

84/07/27 

02/08/25 

84/07/27 

84/07/27 

84/04/30 

84/07/25 

84/08/01 

04/08/01 

84/07/27 

84/07/05 

84/07/27 

84/00/09 

04/00/01 

04/06/13 

84/06/13 

64/00/09 

04/05/24 

04/00/01 

04/06/27 

04/06/27 


SUBJECT 

CATEGORY 


FOIA 

50-295 F 
FOIA 

50-3 P 
50-295 P 

50-295 P 
50-295 P 
FOIA 

50-295 P 
50-454 E 

50-247 P 
50-295 P 
FOIA 

50-295 P 
50-295 P 

50-295 P 
50-^95 P 
50-295 P 
50-295 P 
50-295 P 

50-295 P 
50-322 A 
50-295 0 

FOIA 

50-295 P 

50-295 P 
FOIA 

50-413 A 
50-322 A 
50-295 P 

50-413 E 
50-247 P 
50-413 A 
50-454 E 
50-282 8 

FOIA 

FOIA 

FOIA 

50-443 E 
50-424 A 

50-413 E 
50-295 P 
50-508 A 
FOIA 
FOIA 

50-295 P 
50-330 A 
50-206 P 
50-275 P 
50-275 P 



608 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8306280124 

8501180277 

84/05/16 

FOIA 


8403010556 

8501180413 

84/07/05 

50-424 

i 

8307050413 

8501290093 

84/08/01 

FOIA 


8403020314 

8501180413 

84/07/05 

50-424 


8307110166 

8501300158 

84/08/09 

50-295 

P 

8403070111 

8501280576 

84/08/06 

50-322 

£ 

8307130041 

8501180069 

84/05/24 

50-358 

A 

8403140268 

8501180413 

84/07/05 

50-424 

t 

8307190048 

8501150179 

84/06/20 

FOIA 


8403150233 

850 13003 14 

84/08/01 

50-206 

F 

8307190050 

8501150179 

84/06/20 

FOIA 


8403280290 

8501260576 

84/08/06 

90-322 

E 

8307250704 

8501 180069 

84/05/24 

50-454 

A 

8403280321 

8501300249 

84/07/12 

90-413 

P 

8308090048 

8501300158 

84/08/09 

50-295 

P 

8404040336 

8501280576 

84/08/06 

50-322 

c 

8308090321 

8501160255 

84/06/25 

50-282 

S 

8404090495 

8501290093 

84/08/01 

FOIA 


8308090327 

8501 160255 

84/06/25 

50-282 

5 

8404110308 

8501290093 

84/08/01 

FOIA 


83081 50 187 

8501 160255 

84/06/25 

50-282 

S 

8404120339 

8501290093 

84/08/01 

FOIA 


8308150493 

8501300158 

84/00/09 

50-295 

P 

8404130444 

8501180413 

84/07/05 

50-424 

F 

83081 50495 

8501150179 

84/06/20 

FOIA 


8404160222 

8501300108 

84/08/01 

50-443 

G 

8308160031 

8501300158 

84/08/09 

50-295 

P 

8404240532 

8501180263 

84/06/26 

90-412 


8308180621 

8501180310 

84/07/03 

50-382 

U 

8404250063 

8501180413 

84/07/05 

90-424 

F 

8308180638 

8501180310 

84/07/03 

50-382 

U 

8404250092 

8501280694 

84/07/27 

50-424 

A 

8308190102 

8501230016 

84/06/27 

50-275 

p 

8404260161 

8501180413 

84/07/05 

50-424 

A 

8308230842 

8501 180069 

84/05/24 

50-528 

A 

8404260455 

8501300108 

84/08/01 

50-443 

Q 

8308250269 

8501300158 

84/08/09 

50-295 

P 

8405010091 

8501180413 

84/07/05 

50-424 

A 

8308300212 

8501 180277 

84/05/16 

FOIA 


8405010133 

8501180413 

84/07/05 

50-424 

A 

8308300802 

8501300158 

84/08/09 

50-295 

P 

8405020101 

8501180290 

84/07/13 

50-424 

F 

8309060460 

8501300158 

84/08/09 

50-295 

P 

8405140518 

8501180413 

84/07/05 

50-424 

A 

8309060514 

8501 180069 

84/05/24 

50-482 

A 

8405150301 

8501180413 

84/07/05 

50-424 

A 

8309220454 

8501280654 

84/07/27 

50-412 

A 

8405150539 

8501 150179 

84/06/20 

FOIA 


8309280532 

8501300158 

84/08/09 

50-295 

P 

8405170052 

8501180413 

84/07/05 

50-424 

F 

8310050009 

8501 180277 

84/05/16 

FOIA 


8405170306 

8501300108 

84/08/01 

50-443 

Q 

8310050012 

8501180277 

84/05/16 

FOIA 


8405180023 

8501150178 

84/07/03 

50-245 

F 

8310110257 

8501 180422 

84/05/14 

FOIA 


8405210561 

8501180413 

84/07/05 

50-424 

A 

8310110367 

8501230016 

84/06/27 

50-275 

P 

8405210620 

8501180413 

84/07/05 

50-424 

A 

8310110368 

8501180247 

84/07/10 

50-373 

S 

8405250257 

6501180413 

84/07/05 

50-424 

A 

8310190211 

8501180284 

84/06/21 

50-206 

P 

8405250362 

8501180413 

84/07/05 

50-424 

F 

8310190216 

8501180284 

84/06/21 

50-206 

P 

8405260483 

6501180413 

84/07/05 

50-424 

A 

8310200303 

8501150179 

84/06/20 

FOIA 


8405290128 

6501180413 

84/07/05 

50-424 

A 

8310210103 

8501 160300 

84/05/04 

50-329 

A 

8406040020 

8501170108 

84/12/24 

50-298 

P 

8310270591 

8501280243 

84/07/13 

FOIA 


8406060165 

8501180413 

84/07/05 

50-424 

A 

8310310503 

8501230016 

84/06/27 

50-275 

P 

8406110068 

8501280376 

84/08/07 

50-445 

A 

8311010123 

8501180422 

84/05/14 

FOIA 


8406120578 

8501080013 

84/12/20 

50-344 

P 

831 1030278 

8501180422 

84/05/14 

FOIA 


8406200531 

8501280376 

84/08/07 

50-449 

A 

8311100043 

8501180284 

84/06/21 

50-361 

P 

8406210544 

8501180413 

84/07/05 

50-424 

F 

8311140111 

8501 160249 

84/08/01 

50-508 

A 

8406260201 

8501180413 

84/07/05 

50-424 

A 

8311140240 

8501300158 

84/08/09 

50-295 

P 

8406260494 

8501180413 

84/07/05 

50-424 

A 

8311140423 

8501300158 

84/08/09 

50-295 

P 

8406270044 

8501020464 

84/12/14 

50-313 

P 

8311170434 

8501 180284 

84/06/21 

FOIA 


8407170168 

8407170164 

84/07/03 

50-293 

F 

831 1230073 

8501280576 

84/08/06 

50-322 

S 

8407170173 

8407170164 

84/07/03 

50-293 

F 

8311290415 

8501150030 

84/05/18 

50-322 

A 

84071 70182 

8407170164 

84/07/03 

50-293 

F 

8311300229 

8501150030 

84/05/18 

50-322 

A 

8407170186 

8407170164 

84/07/03 

50-293 

F 

8312070054 

8501240352 

84/07/25 

FOIA 


840727O079 

8407270073 

64/07/26 

50-413 

6 

8312140268 

8501280654 

84/07/27 

50-413 

E 

8407270110 

8407270106 

84/07/10 

40-8768 


8312140385 

8502240352 

84/07/25 

FOIA 


8408200117 

8501030183 

84/11/27 

50-400 

A 

8312150387 

8501290093 

84/08/01 

FOIA 


8408300006 

8501170155 

84/12/17 

71-9997 


8312150388 

8501180413 

84/07/05 

50-424 

A 

8409070328 

8409180388 

84/08/27 

50-247 

p 

8312160245 

8501280243 

84/07/13 

FOIA 


8410030190 

8409040220 

84/08/24 

90-460 

I 

8312190393 

8501180413 

84/07/05 

50-424 

Q 

8410100312 

8410100069 

84/06/08 

90-250 

F 

8312220066 

8501300158 

84/08/09 

50-3 

P 

8410100494 

8901290949 

85/01/11 

50-261 

Q 

8312220110 

8501290093 

84/08/01 

FOIA 


8411130198 

8901300664 

85/01/18 

50-423 

A 

8312220152 

85011B0413 

84/07/05 

50-424 

A 

8411140036 

8411140031 

84/10/25 

70-1191 


8312230025 

8501180413 

84/07/05 

50-424 

A 

8411140051 

8411140031 

84/10/25 

70-1191 


8312230094 

8501X80413 

84/07/05 

50-424 

A 

8411140053 

8411140031 

84/10/29 

70-1191 


8312230165 

8501180413 

84/07/05 

50-424 

A 

8411140059 

8411140031 

84/10/29 

70-1191 


8312230269 

8501280654 

84/07/27 

50-423 

E 

8411150140 

8901030119 

84/11/29 

90-323 

A 

8312270350 

8501150103 

04/07/02 

FOIA 


8411160045 

8411160042 

84/11/02 

90-213 

p 

8312300301 

8501290093 

84/08/01 

FOIA 


8411160403 

8901030119 

84/1 1/29 

90-323 

A 

8312300317 

8501150030 

84/05/18 

50-322 

F 

8411190476 

8411190467 

84/11/14 

50-266 

P 

8401030400 

8901150030 

84/QS/18 

50-322 

F 

841 1270269 

8411270269 

84/11/19 

90-299 

p 

8401060520 

8501180214 

84/05/17 

FOIA 


841 1280477 

8901100169 

84/12/04 

90-282 

F 

8401120048 

8501 180413 

84/07/05 

50-424 

A 

8411290168 

8411290159 

84/1 1/08 

90-286 

8 

8401190155 

8501180413 

84/07/05 

50--424 

A 

841 1290507 

8411290486 

84/11/09 

90-206 

Q 

8401190319 

8501150030 

84/05/18 

50-322 

F 

8412050236 

8501230266 

84/12/31 

90-324 

j 

8401190505 

8501180069 

84/05/24 

50-275 

F 

8412050366 

8501 100443 

84/12/31 

50-261 

j 

B402Q 10246 

8501180413 

84/07/05 

50-424 

A 

8412100467 

8501070558 

84/12/28 

NUREG 


8402020451 

8501290093 

84/08/01 

FOIA 


8412120261 

8412120257 

B4/12/Q6 

90-279 

fT 

8402030434 

8501180413 

84/07/05 

50-424 

A ' ' ; 

8412120399 

8412120397 

84/12/07 

90-496 

A 

8402080462 

8501280489 

84/08/01 

50r498 

Q 

8412130989 

8501230090 

89/01/^04 

90-266 

F 

8402090356 

8501280654 

84/07/27 

W(-4«2 

e , ' , 

8412170431 

8501110189 

85/01/04 

PR 


8402100304 

8501180413 

84/07/05 

!^0-424 

A 

8412170469 

8501070619 

B4/12/a0 

90-334 

P 

8402100428 

8501180277 

84/05/16 

F8IA 


8412180623 

8412180621 

B4/12/D;6 

90-387 

p 

84021505^ 

^01180413 

84/07/05 

50-424 

A 

8412180629 

8412180621 

: 84/1^^06;.. 

90-387 

p 

84022302)^ 

8501180413 

84/07/05 

50-424 

A . 

8412210293 

8412210259 

84/11/80^ 

90^10 

F 

8402^21.7 

B50124|0352 

W/07/25 

FOIA 


8412270037 

S501 110369 


90-267 

P 

8402280^1 

8TO1180413 

84/07/05 

50-424 

A 

8412270321 

8901020514 

84/12/21 

90-394 

0 
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8412270324 

8501230481 

85/01/14 

50-335 

P 

B501030028 

8501030025 

84/12/20 

50-296 

s 

8412270348 

8412270344 

84/12/20 

TQPREP 


8501030055 

8501030053 

84/12/12 

50-334 

p 

8412280104 

8412280099 

84/12/26 

50-498 

F 

8501030057 

8501030053 

84/12/12 

50-334 

P 

8501020003 

8501020002 

84/12/17 

50-374 

P 

8501030071 

8501030062 

84/12/20 

50-313 

P 

8501020004 

8501020002 

84/12/17 

50-374 

P 

8501030072 

8501030068 

84/12/27 

50-286 

Q 

8501020025 

8501020022 

84/12/19 

71-4986 


8501030089 

8501030062 

84/12/20 

50-313 

P 

8501020030 

8501020027 

84/12/19 

50-354 

D 

8501030104 

8501030099 

84/12/20 

50-313 

P 

8501020038 

8501020035 

84/12/20 

50-313 

P 

8501030108 

8501030105 

84/12/31 

50-498 

K 

8501020040 

8501020035 

84/12/20 

50-313 

P 

B501030111 

8501030099 

84/12/20 

50-313 

p 

8501020046 

8501020041 

84/12/20 

CONTRACT 


8501030129 

8501030119 

84/11/29 

50-323 

A 

8501020049 

8501020044 

84/11/23 

50-370 

0 

8501030132 

8501030128 

84/12/12 

70-698 


8501020052 

8501020048 

84/12/17 

71-9196 


8501030143 

8501030139 

84/12/31 

50-440 

K 

8501020055 

8501020048 

84/12/17 

71-9196 


8501030148 

8501030146 

84/12/31 

50-289 

G 

8501020065 

8501020043 

84/12/28 

50-352 

G 

8501030172 

8501020360 

84/12/24 

50-458 

s 

8501020066 

8501020062 

84/12/04 

50-461 

0 

8501030182 

8501030176 

84/12/20 

50-387 

P 

8501020070 

8501020060 

84/11/30 

71-142 


8501030184 

8501030176 

84/12/20 

50-387 

P 

8501020071 

8501020062 

84/12/04 

50-461 

Q 

8501030207 

8501030204 

84/11/26 

40-8698 


8501020073 

8501020068 

84/12/18 

50-316 

S 

8501030217 

8501030209 

84/12/27 

71-9080 


8501020077 

8501020062 

84/12/04 

50-461 

Q 

8501030233 

8501030209 

84/12/27 

71-9080 


8501020078 

8501020068 

84/12/18 

50-316 

8 

8501030240 

8501030235 

84/12/07 

71-9168 


8501020083 

8501020068 

84/12/18 

50-316 

S 

8501030256 

8501030252 

84/12/10 

50-529 

A 

8501020088 

8501020082 

84/12/19 

50-354 

a 

8501030257 

8501030208 

84/12/07 

40-7455 


8501020100 

8501020092 

84/12/10 

50-352 

0 

8501030263 

8501030260 

84/12/20 

50-388 

P 

8501020114 

8501020105 

84/12/18 

50-387 

0 

8501030264 

8501030260 

84/12/20 

50-388 

P 

8501020121 

8501020118 

84/12/20 

50-313 

P 

8501030272 

8501030271 

84/12/17 

50-272 

0 

8501020122 

8501020105 

84/12/18 

50-387 

Q 

8501030283 

8501030282 

84/12/11 

50-423 

C 

8501020129 

8501020126 

84/12/10 

50-352 

Q 

8501030285 

8501030282 

84/12/11 

50-423 

C 

8501020133 

8501020118 

84/12/20 

50-313 

P 

8501030298 

8501030289 

84/12/19 

50-382 

0 

8501020134 

8501020130 

84/12/10 

50-528 

Q 

8501030321 

6501030317 

84/12/07 

50-321 

p 

8501020136 

8501020126 

84/12/10 

50-352 

0 

8501030322 

8501030310 

84/12/19 

50-458 

Q 

8501020141 

8501020138 

84/12/17 

50-298 

Q 

8501030323 

8501030317 

84/12/07 

50-321 

P 

8501020145 

8501020138 

84/12/17 

50-298 

Q 

8501030340 

8501030339 

84/12/24 

50-388 

P 

8501020173 

8501020168 

84/12/26 

40-2061 


8501030342 

8501030339 

84/12/24 

50-388 

P 

8501020176 

8501020168 

84/12/26 

40-2061 


8501030349 

8501030345 

84/11/07 

WASTE MGT 

8501020182 

8501020169 

84/12/17 

50-346 

P 

8501030351 

8501030345 

84/11/07 

WASTE MGT 

8501020185 

8501020169 

84/12/17 

50-346 

P 

8501030354 

8501030345 

84/11/07 

WASTE MGT 

8501020209 

8501020204 

84/12/13 

50-346 

P 

8501030356 

8501030345 

84/11/07 

WASTE MGT 

8501020215 

8501020204 

84/12/13 

50-346 

P 

8501030358 

8501030345 

84/11/07 

WASTE MOT 

8501020228 

8501020224 

84/12/10 

50-282 

Q 

0501030359 

8501030345 

84/11/07 

WASTE MGT 

8501020237 

8501020229 

84/12/17 

50-373 

Q 

8501030362 

8501030345 

84/11/07 

WASTE MGT 

8501020243 

8501020240 

84/12/19 

50-289 

R 

8501030365 

8501030363 

84/12/19 

50-440 

A 

8501020246 

8501020241 

84/12/28 

50-315 

P 

B501030367 

8501030345 

84/11/07 

WASTE MGT 

8501020253 

8501020247 

84/12/17 

50-456 

Q 

8501030371 

8501030345 

84/11/07 

WASTE MGT 

8501020254 

8501020248 

84/12/27 

50-348 

F 

8501030374 

8501030369 

84/12/11 

50-275 

P 

8501020256 

8501020250 

84/12/28 

50-295 

F 

8501030375 

8501030345 

84/11/07 

WASTE MOT 

8501020260 

8501020255 

84/12/19 

50-280 

P 

8501030379 

8501030369 

84/12/11 

50-275 

P 

8501020261 

8501620257 

84/12/06 

50-409 

Q 

8501030380 

8501030376 

84/12/17 

50-289 

P 

8501020264 

8501020262 

84/12/27 

50-348 

F 

8501030381 

8501030377 

84/12/18 

50-354 

Q 

8501020278 

8501020276 

84/12/27 

50-458 

0 

8501030382 

8501030376 

84/12/17 

50-289 

P 

8501020281 

8501020276 

84/12/27 

50-458 

Q 

8501030383 

8501030369 

84/12/11 

50-275 

P 

8501020290 

8501020287 

84/12/21 

50-247 

P 

8501030385 

8501030252 

84/12/10 

50-529 

A 

8501020294 

8501020292 

84/12/21 

50-259 

p 

8501030405 

8501030399 

84/12/17 

50-289 

P 

8501020303 

8501020300 

84/12/27 

50-498 

K 

8501030414 

8501030409 

84/11/29 

71-231 


8501020304 

8501020295 

84/12/28 

50-483 

P 

8501030434 

8501030430 

84/12/19 

50-482 

Q 

8501020309 

8501020307 

84/12/19 

50-270 

P 

8501030453 

8501030450 

84/12/20 

50-327 

R 

8501020312 

8501020307 

84/12/19 

50-270 

P 

8501040004 

8501040002 

84/12/21 

50-333 

P 

8501020332 

8501020329 

84/12/28 

50-424 

e 

0501040006 

8501040002 

84/12/21 

50-333 

P 

8501020334 

8501030317 

84/12/31 

50-244 

p 

8501040014 

8501040007 

84/12/21 

50-445 

H 

8501020347 

8501020345 

84/12/21 

50-255 

K 

0501040021 

8501040016 

84/12/28 

50-285 

0 

8501020349 

8501020342 

84/12/24 

50-219 

P 

6501040023 

8501040019 

84/12/11 

50-346 

P 

8501020350 

8501020348 

84/12/20 

50-290 

p 

0501040025 

B501040Q11 

84/12/31 

50-313 

Q 

8501020352 

8501020342 

84/12/24 

50-219 

P 

8501040020 

8501040019 

64/12/11 

50-346 

P 

8501020356 

8501020351 

84/12/20 

50-460 

8 

6501040029 

8501040026 

64/11/30 

70-1100 


8501020368 

8501020364 

84/12/21 

50-424 

K 

6501040044 

8501040039 

84/12/31 

50-400 

0 

8501020375 

8501020370 

84/12/31 

50-352 

K 

6501040046 

8501040036 

84/11/13 

70-698 


8501020378 

8501020374 

84/12/28 

50-277 

n 

8501040049 

8501040039 

04/12/31 

50-400 

0 

8501020379 

8501020370 

84/12/31 

50-352 

K 

6501040059 

6501040053 

04/11/29 

71-98 


8501020387 

8501020386 

84/12/17 

TOPRBP 


6501040070 

8501040065 

84/12/31 

50-352 

0 

8501020391 

8501020388 

84/06/18 

40-6920 


6501040071 

6501040066 

84/12/18 

50-389 

p 

8501020392 

8501020390 

84/12/13 

50-281 

P 

8501040072 

8501040067 

84/10/03 

70-984 


6501020394 

8501020388 

84/06/18 

40-6920 


6501040064 

0501040076 

04/12/31 

50-382 

G 

8501020397 

8501020393 

84/12/27 

50-445 

8 

6501040090 

6501040062 

i04/t'2/-19 

5Qr-346 

0 

8501020407 

8501020404 

84/12/10 

70-734 


6501040103 

8501040024 

84/12/31 

50-302 

P 

8501020459 

8501020454 

84/12/18 

50-313 

0 

6501040116 

8501040113 

84/12/31 

50-445 

'O' 

8501020465 

8501020454 

84/12/18 

50—313 

0 

6501040122 

050104611# 

64/12/27 

50-286 

■p 

8501020473 

8501020464 

84/12/14 

50-313 

P 

6501040123 

05010401119 

04/12/31 

50-445 

Q 

8501020478 

8501020464 

84/12/14 

50-313 

P 

6501040127 

«901040119 

84/12/27 

50-286 

P 

8501020518 

8501020515 

84/li/iO 

50-346 

P 

8501040126 

65010401 It 

84/12/10 

71-238 


8501020520 

8501020515 

84/12/#0 

50-346 

P 

6501040151 

^10401451 

04/11/27 

WASTE MOT 

8501030007 

8501030005 

84/12/88 

50-323 

8 

6501040153 

65010401# 

64/11/21 

WASTE MGT 



610 


ACCESSION 


ENCLOSURE 


8501040154 

85010401£>2 

8501040164 

8501040172 

8501040182 

8501040184 

8501040185 

8501040192 

8501040196 

8501040199 

8501040205 

8501040211 

8501040215 

8501040219 

8501040224 

8501040225 

8501040231 

8501040233 

8501040236 

8501040241 

8501040252 

8501040268 

8501040287 

8501040291 

8501040294 

8501040297 

8501040311 

8501040321 

8501070008 

8501070010 

8501070012 

8501070021 

8501070062 

8501070065 

8501070080 

8501070085 

8501070087 

8501070090 

8501070091 

8501070095 

8501070096 

8501070097 

8501070099 

8501070100 

8501070102 

8501070104 

B50"107011'4 

8501070115 

8501070117 

8501070121 

8501070126 

8501070129 

8501070131 

8501070136 

8501070140 

8501070141 

8501070142 

8501070151 

8501070168 

8501070179 

8501070188 

8501070205 

8501070206 

8501070208 

8501070209 

8501070213 

8501070215 

8501070228 

8501070253 

8501070256 

8501070262 

8501070263 

8501070275 

8501070291 

8501070296 

8501070301 

8501070302 

8501070308 

8501070313 

8501070330 
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8501040152 

84/12/17 

50-286 P 

8501070338 

8501070326 

84/12/31 

50-387 0 

8501040152 

84/12/17 

50-286 P 

8501070341 

8501070335 

84/12/05 

71-6346 

8501040152 

84/12/17 

50-286 P 

8501070352 

8501070347 

85/01/03 

50-382 F 

8501040160 

84/11/27 

WASTE RES 

8501070353 

8501070348 

84/12/27 

50-324 F 

8501040175 

84/12/10 

50-456 Q 

8501070357 

8501070348 

84/12/27 

50-324 F 

8501040125 

84/12/31 

50-285 Q 

8501070359 

8501070348 

84/12/27 

50-324 F 

8501040175 

84/12/10 

50-456 Q 

8501070364 

8501070361 

84/12/21 

TOPREP 

8501040175 

84/12/10 

50-456 Q 

8501070367 

8501070365 

84/12/18 

50-309 P 

8501040171 

84/12/18 

40-8027 

8501070375 

8501070374 

85/01/02 

50-341 Q 

8501040191 

84/11/19 

WASTE RES 

8501070415 

8501070413 

84/12/18 

50-315 Q 

8501040201 

84/11/02 

WASTE MGT 

8501070419 

8501070413 

84/12/18 

50-315 Q 

8501040210 

84/12/20 

50-409 0 

8501070464 

8501070459 

84/12/11 

50-282 P 

8501040213 

84/11/30 

WASTE MOT 

8501070478 

8501070473 

84/12/11 

WASTE MGT 

8501040213 

84/11/30 

WASTE MOT 

8501070483 

8501070473 

84/12/11 

WASTE MGT 

8501040213 

84/11/30 

WASTE MGT 

8501070485 

8501070473 

84/12/11 

WASTE MGT 

8501040217 

84/12/18 

WASTE RES 

8501070488 

8501070474 

84/12/14 

50-206 Q 

8501040213 

84/11/30 

WASTE MGT 

8501070492 

8501070473 

84/12/11 

WASTE MOT 

8501040228 

84/11/16 

50-412 A 

8501070497 

8501070473 

84/12/11 

WASTE MGT 

8501040227 

84/12/20 

70-1308 

8501070512 

8501070473 

84/12/11 

WASTE MGT 

8501040217 

84/12/18 

WASTE RES 

8501070514 

8501070473 

84/12/11 

WASTE MOT 

8501040217 

84/12/18 

WASTE RES 

8501070516 

8501070473 

84/12/11 

WASTE MGT 

8501040261 

84/11/26 

WASTE MGT 

8501070518 

8501070473 

84/12/11 

WASTE MOT 

8501040283 

84/11/28 

WASTE RES 

8501070521 

8501070473 

84/12/11 

WASTE MGT 

8501040289 

84/03/28 

WASTE MGT 

8501070522 

8501070473 

84/12/11 

WASTE MGT 

8501040289 

84/03/28 

WASTE MGT 

8501070525 

8501070473 

84/12/11 

WASTE MOT 

8501040289 

84/03/28 

WASTE MGT 

8501070530 

8501070473 

84/12/11 

WASTE MGT 

8501040309 

84/11/27 

WASTE MGT 

8501070534 

8501070473 

84/12/11 

WASTE MOT 

8501040319 

84/11/21 

WASTE MGT 

8501070537 

8501070527 

84/11/15 

WASTE MOT 

8501070004 

85/01/02 

50-400 G 

8501070538 

8501070473 

84/12/11 

WASTE MGT 

8501070004 

85/01/02 

50-400 G 

8501070540 

8501070473 

84/12/11 

WASTE MOT 

8501070004 

85/01/02 

50-400 G 

8501070544 

8501070531 

84/12/17 

50-261 P 

8501070016 

85/01/03 

50-400 G 

8501070545 

8501070473 

84/12/11 

WASTE MGT 

8501070057 

84/02/15 

WASTE MOT 

8501070551 

8501070473 

84/12/11 

WASTE MOT 

8501070057 

84/02/15 

WASTE MGT 

8501070552 

8501070531 

84/12/17 

50-261 P 

8501070060 

84/12/06 

WASTE MGT 

8501070560 

8501070546 

85/01/04 

40-2061 

8501070060 

84/12/06 

WASTE MGT 

8501070569 

8501070563 

84/12/11 

WASTE RES 

8501070060 

84/12/06 

WASTE MGT 

8501070576 

8501070567 

84/11/16 

WASTE RES 

8501070088 

84/12/31 

QA999 

8501070580 

8501070575 

84/12/13 

27-39 

8501070060 

84/12/06 

WASTE MGT 

8501070585 

8501070567 

84/11/16 

WASTE RES 

8501070088 

84/12/31 

QA999 

8501070591 

8501070567 

84/11/16 

WASTE RES 

8501070060 

84/12/06 

WASTE MOT 

8501070599 

8501070567 

84/11/16 

WASTE RES 

8501070060 

84/12/06 

WASTE MOT 

8501070614 

8501070612 

84/12/12 

50-352 F 

8501070060 

84/12/06 

WASTE MGT 

8501070615 

8501070609 

84/12/07 

WASTE RES 

8501070088 

84/12/31 

QA999 

8501070617 

8501070609 

84/12/07 

WASTE RES 

8501070060 

84/12/06 

WASTE MGT 

8501070622 

8501070621 

84/12/07 

WASTE RES 

8501070060 

84/12/06 

WASTE rjGT 

8501070625 

8501070621 

84/12/07 

WASTE RES 

850ioYoi07 

84/12/06 

50-338 P 

8501070629 

8501070621 

84/12/07 

W AST'S- ‘ft'ES 

8501070107 

84/12/06 

50-338 P 

8501070633 

8501070631 

84/12/10 

50-331 Q 

8501070113 

84/12/26 

50-382 0 

8501080007 

8501080006 

84/12/28 

50-73 P 

8501070119 

85/01/02 

50-400 G 

8501080008 

8501080006 

84/12/28 

50-73 P 

8501070119 

85/01/02 

50-400 G 

8501080009 

8501080006 

84/12/28 

50-73 P 

8501070119 

85/01/02 

50-400 0 

8501080010 

8501080006 

84/12/28 

50-73 P 

8501070125 

84/12/04 

WASTE MGT 

8501080014 

8501080011 

84/12/26 

MISC 

8501070125 

84/12/04 

WASTE MOT 

B5010B0015 

8501080011 

84/12/26 

MISC 

8501070125 

84/12/04 

WASTE MGT 

8501080017 

8501080012 

84/12/11 

50-155 0 

8501070119 

85/01/02 

50-400 G 

8501080018 

8501080011 

84/12/26 

MISC 

8501070139 

84/10/25 

WASTE MGT 

8501080019 

8501080013 

84/12/20 

50-344 P 

8501070139 

84/10/25 

WASTE MGT 

8501080020 

8501080016 

84/12/10 

50-10 Q 

8501070163 

84/12/28 

50-295 P 

8501080024 

8501080013 

84/12/20 

50-344 P 

8501070171 

84/12/31 

50-482 Q 

8501080028 

8501080026 

84/12/13 

50-309 • P 

8501070160 

84/06/29 

WASTE MGT 

8501080036 

8501080032 

84/12/18 

50-266 H 

8501070194 

84/10/10 

WASTE MGT 

8501080040 

8501080034 

84/12/06 

CONTRACT 

8501070195 

84/12/31 

50-29 P 

8501080042 

8501080035 

84/12/10 

50-315 Q 

8501070199 

84/12/06 

WASTE MGT 

8501080043 

8501080033 

84/12/26 

50-267 Q 

8501070194 

84/10/10 

WASTE MGT 

8501080047 

8501080041 

84/12/28 

50-282 Q 

8501070199 

84/12/06 

WASTE MGT 

8501080051 

8501080041 

84/12/28 

50-282 Q 

8501070211 

85/01/02 

50-413 P 

8501080055 

8501080052 

84/12/14 

50-315 Q 

8501070220 

84/12/14 

50-3 F 

8501080056 

8501080048 

84/12/21 

50-298 Q 

8501070249 

84/12/31 

71-5942 

8501080057 

8501080041 

84/12/28 

50-282 Q 

8501070237 

84/12/26 

50-348 P 

8501080060 

8501080053 

84/12/20 

50-322 S 

8501070237 

84/12/26 

50-348 P 

8501080062 

8501080052 

84/12/14 

50-315 Q 

8501070257 

84/12/04 

50-344 P 

8501080068 

8501080061 

84/12/11 

50-344 P 

8501070270 

84/12/21 

50-338 P 

8501080073 

8501080061 

84/12/11 

50-344 P 

8501070288 

84/10/09 

WASTE MGT 

8501080075 

8501080065 

84/12/17 

50-440 Q 

8501070288 

84/10/09 

WASTE MGT 

8501080086 

8501080078 

84/12/13 

50-320 U 

8501070288 

84/10/09 

WASTE MGT 

8501080087 

8501080081 

84/12/17 

50-331 Q 

8501070251 

84/12/31 

50-277 Q 

8501080097 

8501080091 

84/12/26 

50-305 P 

8501070299 

84/12/26 

50-313 0 

8501080100 

8501080091 

84/12/26 

50-305 P 

8501070303 

85/01/03 

50-280 Q 

8501080101 

8501080094 

84/12/17 

50-461 0 

8501070326 

84/12/31 

50-387 Q 

8501080103 

8501080098 

85/01/03 

50-482 Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


accession NUHBER 


ACCESSION NUMBER 


enclosure 


PRINCIPAL 

DOCUMENT 


8501080113 8501080102 
8501080114 8501080098 
8501080122 8501080110 
8501080123 8501080121 
8501080128 8501080111 


8501080130 

8501080131 

8501080132 

8501080134 

8501080137 


8501080150 

8501080153 

8501080157 

8501080160 

8501080180 

8501080181 

8501080196 

8501080198 

8501080206 

8501080208 

8501080221 

8501080224 

8501080227 

8501080230 

8501080235 

8501080237 

8501080238 

8501080241 

8501080246 

8501080248 

8501080253 

8501080256 

8501080261 

8501080266 

8501080274 

8501080276 

8501080280 

8501080290 

8501080291 

8501080298 

8501080303 

8501080315 

8501080319 

8501080336 

8501080345 

8501080354 

8501080355 

8501080358 

8501080360 

8501060367 

8501080375 

8501080379 

8501080387 

8501080395 

8501080407 

8501080414 

8501080418 

8501080420 

8501080424 

8501080425 

8501080432 

B501080437 

8501080444 

8501080449 

8501080472 


8501080121 

8501080126 

8501080124 

8501080126 

8501080124 

8501080145 

8501080141 

8501080145 

8501080155 

8501080170 

8501080169 

8501080189 

8501080192 

8501080200 

8501080191 

8501080214 

8501080216 

8501080222 

8501080216 

8501080222 

8501080223 

8501080233 

8501080232 

8501080233 

8501060240 

8501080247 

8501080245 

8501080255 

8501080240 

8501080265 

8501080264 

8501080268 

8501080285 

8501080287 

8501080292 

8501080292 

8501080309 

8501080309 

8501080329 

8501080339 

8501080347 

8501080346 

8501080352 

8501080354 

8501080346 

8501080373 

8501080374 

8501080376 

8501080389 

8501080403 

8501080402 

8501080411 

8501080402 

8501080411 

8501080402 

8501080402 

8501080411 

8501080411 

8501080411 

8501080469 


8501080475 

8501060476 

8501080508 

1501080544 

0504080516 

8501080523 

8504060525 

8^1080527 

8501060530 


8501080469 

8501080473 

8501080503 

8501080509 

8501080913 

8501080521 

8501080521 

8501140524 

8501140524 

8501080526 


DATE 

ISSUED 

84/12/21 

85/01/03 

84/12/14 

84/12/14 

84/12/28 

84/12/14 

85/01/04 

84/12/20 

85/01/04 

84/12/20 

84/12/11 

84/12/26 

84/12/11 

85/01/04 

85/01/04 

84/12/24 

84/12/11 

85/01/04 

84/12/28 

84/12/10 

85/01/02 

85/01/04 

84/12/10 

85/01/04 

84/12/10 

85/01/02 

84/12/31 

84/12/19 

84/12/31 

85/01/04 

85/01/03 

84/12/12 

85/01/03 

85/01/04 

85/01/03 

85/01/04 

84/12/19 

85/01/03 

85/01/04 

84/12/19 

84/12/19 

84/12/19 

84/12/19 

84/12/27 

85/01/04 

84/12/19 

85/01/04 

85/01/04 

84/12/19 

85/01/04 

05/01/03 

05/01/04 

84/02/21 

84/12/24 

85/01/04 

85/01/03 

85/01/04 

85/01/03 

85/01/04 

85/01/03 

65/01/03 

65/01/04 

65/01/04 

65/01/04 

64/12/26 

64/12/26 
64/12/17 
64/12/16 
65/01/02 
64/12/13 

64/12/12 
64/12/12 
65/01/04 
65/01/04 
64/12/11 


SUBJECT 

CATEGORY 

50-482 a 
50-482 0 

50-280 F 
50-341 G 
50-458 C 

50-341 C 

40-7956 

71-144 

40-7956 

71-144 

50-255 < 

50-313 < 

50-255 
50-354 
50-354 

50-313 

50-338 

50-445 

50-312 

50-254 

50-382 

50-277 

50-293 

50-277 

50-293 

50-445 

50-298 

50-272 

50-298 

50-247 

50-320 

50-219 

50-397 

50-247 

70-734 

50-324 

50-272 

50-498 

50-354 

50-334 

50-334 

50-334 

50-334 

ORO 

70-1426 

50-348 

50-424 

50-29 

50-348 

50-424 

50-2 

50-440 

TOPREP 

50-312 

50-322 

50-410 

50-322 

50-410 

90-322 

50-410 

50-410 

50-322 

90-322 

50-322 

50-309 


ENCLOSURE 


90-309 P 
50-263 P 
90-335 f 
90-295 P 
90-275 W 

40-6564 
40-6564 
90-250 5 

90-250 5 

90 - 1^7 6 


8501080567 

8501080572 

8501080576 

8501080581 

8501080597 

8501080605 

8501080614 

8501080629 

8501080631 

8501080632 

8501080639 

8501080640 


PRINCIPAL 

DOCUMENT 

8501000564 

8501080559 

8501080574 

8501080574 

8501080586 

8501080586 

8501080586 

8501080621 

8501080623 

8501080625 

8501080621 

8501080625 


DATE 

ISSUED 

84/12/24 

84/12/24 

34/12/26 

84/12/26 

84/12/31 

84/12/31 

84/12/31 

84/12/26 

84/12/03 

84/12/17 

84/12/26 

84/12/17 


SUBJECT 

CATEGORY 

50-277 Q 
50-400 Q 
50-247 P 
50-247 P 
70-1308 


70-1308 
70-1308 
50-309 P 
50-338 P 
COMMISSION 

50-309 P 
COMMISSION 


Q 

8501080644 

8901080623 

84/12/03 

50-338 1 

P 

Q 

8501080667 

8501080661 

84/12/31 

71-6346 


G 

8501080680 

8901080677 

84/12/28 

71-9073 


0 

8501090036 

8901090028 

85/01/07 

QA999 


P 

8501090038 

8901090028 

89/01/07 

QA999 


Q 

8901090044 

8501090028 

89/01/07 

QA999 


P 

8501090083 

8501090077 

84/12/24 

CONTRACT 


Q 

8501090085 

8501090078 

84/12/28 

90-275 

F 

Q 

8501090097 

8501090088 

85/01/03 

CONTRACT 


P 

8501090120 

8901090112 

85/01/07 

QA999 


0 

8501090131 

8501090112 

05/01/07 

QA999 


P 

8501090169 

8501090163 

84/12/31 

CONTRACT 


0 

8501090228 

8501090220 

85/01/02 

CONTRACT 


Q 

8501090232 

8501090229 

85/01/02 

50-458 

E 

0 

8501090239 

8501090230 

84/12/18 

CONTRACT 


F 

8501090240 

8501090237 

84/12/17 

71-56 


Q 

8501090253 

8501090247 

85/01/07 

50-29 

F 

Q 

8501090273 

8501090266 

84/12/21 

90-458 

S 

P 

8501090304 

8501040056 

84/12/31 

50-344 

F 

Q 

8501090319 

8501040056 

84/12/31 

50-344 

F 

Q 

8501090327 

8501090321 

84/12/31 

CONTRACT 


0 

8501090339 

8501020297 

84/12/28 

50-344 

F 


8901090392 

8501 100487 

85/01/09 

50-445 

A 

0 

8501090357 

8501090347 

84/12/07 

71-354 


0 

8501090393 

8901090384 

84/12/28 

90-470 

A 

0 

8901090396 

8901090378 

89/01/07 

90-449 

0 

0 

8501090397 

8501090387 

84/12/13 

71-9073 


P 

8901090575 

8901090969 

84/12/18 

CONTRACT 


P 

8501090600 

8901090996 

84/12/14 

CONTRACT 


P 

8501090606 

8901090602 

84/12/10 

CONTRACT 


P 

8901090610 

8901090602 

84/12/10 

CONTRACT 



0901090630 

8901090625 

84/12/12 

90-54 

P 


8901090635 

8901090629 

84/12/12 

1 

o 

P 

P 

0901090697 

8901090651 

84/12/19 

50-298 

Q 

G 

890 1090689 

8961090681 

84/12/19 

50-458 

Q 

P 

8901090693 

8901090688 

84/12/21 

50-344 

Q 

P 

8901090699 

8901090687 

84/12/07 

90-305 

G 

0 

0901090779 

8901090770 

84/12/09 

40-1162 


P 

8901100004 

8901100001 

85/01/02 

50-387 

Q 

F 

8901100007 

8901100003 

84/12/21 

50-323 

Q 


8901100011 

B90U 00003 

84/12/21 

90-323 

Q 

P 

0901100017 

8901100003 

84/12/21 

50-323 

Q 

Q 

8901100021 

8901100003 

84/12/21 

90-323 

Q 

A 

8901100044 

8501 100036 

84/12/04 

90-409 

Q 

<3 

8901100073 

8410240282 

84/10/05 

90-247 

P 

K 

8901100077 

8901100068 

89/01/02 

90-290 

U 

0 

8901100087 

8901100079 

89/01/00 

90-277 

F 

A 

8901100089 

8901100083 

64/12/21 

90-324 

F 


8501080542 8501080937 64/16/17 90-871 6 

B^'08P544 BOOlOaO'Sae 6#/t6/U »0-g7 6 

8^1080548 8901060943 64/18/64 90-89 6 

Bil6l-(>80551 8501080946 64/16/17 70-371 

8|0^BO597 85010609M 64/16/17 90-199 6 


8901100146 

8901100191 

8901100199 

8901100198 

6901100173 

6901100176 
690U 00177 
8901100191 
8901100199 
8901100202 

8901100223 

8901100226 

8901100227 

8901100233 

8901100234 

6901100239 
8901100246 
8901100292 
89011 00294 
8901100263 


850U00141 

8901100141 

8901100144 

8901100147 

8901100164 

8301100168 

8901100170 

8901100169 

8901100196 

8901100192 

8901100212 

8901100219 

8901100221 

8901100219 

6901100224 

8901100212 
8901100237 
8901100244 
6901100212 
6901 100299 


84/12/05 

84/12/09 

84/12/21 

04/10/04 

84/12/31 

85/01/08 

85/01/03 

84/12/26 

84/12/28 

B5/01/04 

85/01/07 

85/01/04 

84/12/27 

84/12/07 

85/01/03 

85/01/07 

84/12/28 

84/12/14 

85/01/07 

84/12/18 


PFOJ 

PROJ 

50-206 Q 
40-8584 
50-317 F 

50-413 0 

50-412 Q 
50-245 0 

50-483 F 
50-281 P 

50-270 P 
50-322 Q 
50-412 Q 
CONTRACT 
XPORTLIC 

50-278 P 
50-410 Q 
40-8102 
50-278 P 
90-409 0 



612 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 

8501100268 8501 100260 84/12/19 50-305 Q 

8501100277 8501100269 84/12/28 50-322 Q 

8501100292 8501100283 85/01/07 50-400 G. 

8501100299 8501100283 85/01/07 50-400 G 

8501100302 8501100294 84/12/21 50-255 Q 

8501100313 8501100303 84/12/31 71-9163 

8501100319 8501100311 84/12/24 50-341 Q 

8501100324 8501100309 85/01/07 50-382 G 

8501100327 8501100322 84/12/28 50-354 V 

8501100329 8501100309 85/01/07 50-382 G 

8501100334 8501100309 85/01/07 50-382 G 

8501100343 8501100309 85/01/07 50-382 G 

8501100347 8501100311 84/12/24 50-341 O 

8501100380 8501100371 84/12/28 50-213 <3 

8501100381 8501100487 85/01/09 50-445 A 

8501100387 8501100376 84/12/31 50-317 P 

8501100391 8501100371 84/12/28 50-213 0 

8501100393 8501100386 84/11/23 40-8698 

8501100396 8501100389 84/12/20 50-295 O 

8501100397 8501100388 85/01/02 50-261 P 

8501100399 8501100376 84/12/31 50-317 P 

8501100401 8501100388 85/01/02 50-261 P 

8501100406 8501100389 84/12/20 50-295 0 

8501100418 8501100411 84/12/28 50-313 P 

8501100423 8501100416 84/12/28 50-352 0 

8501100429 8501100421 84/12/19 50-266 Q 

8501100435 8501100421 84/12/19 50-266 Q 

8501100437 8501100431 84/12/11 50-155 Q 

8501100441 8501100433 84/12/21 50-602 A 

8501100444 8501100431 84/12/11 50-155 Q 

8501100449 8501100436 84/12/27 50-297 P 

8501100456 8501100447 84/12/18 50-483 Q 

8501100459 8501100436 84/12/27 50-297 P 

8501100461 8501100455 84/12/05 50-368 F 

8501100463 8501100447 84/12/18 50-483 Q 

8501100465 8501100457 84/12/17 40-2061 

8501100466 8501100450 84/12/20 50-456 Q 

8501100470 8501100462 84/12/31 50-267 P 

8501100473 8501100469 84/12/17 50-263 Q 

8501100476 8501100462 84/12/31 50-267 P 

8501100482 8501100477 85/01/02 50-395 P 

8501100483 8501100478 85/01/03 70-1113 

8501100486 8501100477 85/01/02 50-395 P 

8501100497 8501100457 84/12/17 40-2061 

8501100498 8501100491 85/01/08 50-413 G 

8501100502 8501100457 84/12/17 40-2061 

8501100514 8501100509 84/11/27 40-8584 

8501100516 8501100507 85/01/07 50-155 P 

8501100520 8501100492 84/12/24 50-206 Q 

8501100522 8501100507 85/01/07 50-155 P 

8501100524 8501100507 85/01/07 50-155 P 

8501100525 8501100507 85/01/07 50-155 P 

8501100527 8501100507 85/01/07 50-155 P 

8501100530 8501100529 84/12/28 CONTRACT 

8501100542 8501100540 84/12/13 PROJ 

8501100559 8501100555 84/12/26 50-219 H 

8501100562 8501100557 84/12/19 50-528 Q 

8501100566 8501100563 84/12/19 70-1007 

8501100578 8501100572 84/12/24 50-142 G 

8501100594 8501100587 84/12/28 CONTRACT 

8501100596 8501100591 85/01/03 CONTRACT 

8501100607 8501100602 85/01/03 CONTRACT 

8501100611 8501100605 84/12/21 50-322 0 

8501100615 8501100605 84/12/21 50-322 G 

8501100625 8501100620 84/12/28 50-267 G 

8501100631 8501100623 85/01/07 CONTRACT 

8501100644 8501100640 84/12/18 40-7455 

8501100646 8501100639 85/01/02 CONTRACT 

8501100649 8501100609 85/01/02 CONTRACT 

8501100650 8501100647 84/12/27 50-269 F 

8501100654 8501100647 84/12/27 50-269 F 

8501100657 8501100651 84/12/17 50-293 P 

8501100660 8501100652 84/12/31 50-334 P 

8501100661 8501100653 85/01/02 CONTRACT 

8501100662 8501100656 84/12/17 71-115 

8501100665 8501100651 84/12/17 50-293 P 

850110Q666 8501100652 84/12/31 50-334 P 

8501100668 8501100663 84/12/21 50-320 P 

8501100674 8501100667 85/01702 CONTRACT 

8501100684 8501100679 84/12/26 70-698 


ACcr.53IQN NUMBER 


fcWCLJSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501100714 

8501100707 

85/01/09 

50-206 

G 

8501100717 

9501100705 

84/12/31 

COMMISSION 

8501100735 

8501100728 

85/01/09 

50-206 

6 

8501100736 

8501100727 

84/12/06 

50-325 

P 

8501100741 

8501100727 

84/12/06 

50-325 

P 

8501100755 

8501100731 

84/12/07 

50-325 

P 

8501100763 

8501100760 

84/12/28 

CONTRACT 


8501100776 

8501100771 

84/12/10 

50-333 

P 

8501100786 

8501100781 

84/12/24 

50-361 

G 

8501100802 

8501100800 

84/12/18 

70-1257 


8501110021 

8501110018 

85/01/07 

50-277 

Q 

8501110038 

8501110036 

85/01/07 

40-7354 


8501110039 

8501110035 

84/12/27 

50-322 

Q 

8501110040 

8501110037 

84/10/31 

40-8102 


8501110043 

8501110041 

85/01/03 

50-423 • 

Q 

6501110050 

8501110048 

85/01/09 

QA999 


8501110051 

8501110047 

84/12/28 

CONTRACT 


8501110052 

8501110044 

84/12/12 

50-440 

G 

8501110053 

8501110048 

85/01/09 

QA999 


8501110057 

8501110054 

84/12/26 

CONTRACT 


8501110059 

8501110048 

85/01/09 

QA999 


8501110071 

8501110064 

84/12/10 

50-325 

P 

8501110073 

8501 1 10064 

84/12/10 

50-325 

P 

8501110081 

8501 1 10078 

84/12/13 

50-263 

P 

8501110089 

8501110085 

84/12/21 

50-289 

P 

8501110091 

8501110086 

84/12/28 

50-498 

G 

8501110093 

8501110085 

84/12/21 

50-289 

P 

8501110097 

8501110085 

84/12/21 

50-289 

P 

8501110106 

8501110085 

84/12/21 

50-289 

P 

8501110107 

8501110101 

84/12/28 

50-289 

G 

8501110109 

8501110104 

84/12/12 

TOPREP 


8501110112 

8501110085 

84/12/21 

50-289 

P 

8501110116 

8501110101 

84/12/28 

50-289 

Q 

8501110120 

8501110114 

85/01/04 

50-327 

P 

8501110123 

8501110101 

84/12/28 

50-289 

G 

8501110128 

8501110101 

84/12/28 

50-289 

G 

8501110131 

8501110119 

85/01/04 

50-315 

S 

8501110134 

8501110124 

84/12/18 

50-312 

P 

8501110136 

8501110101 

84/12/28 

50-289 

G 

8501110137 

8501110132 

85/01/04 

50-305 

P 

8501110139 

8501110135 

85/01/07 

50-322 

Q 

8501110141 

8501110132 

85/01/04 

50-305 

P 

8501110142 

8501110101 

84/12/28 

50-289 

G 

8501 1 10144 

8501110119 

85/01/04 

50-315 

S 

8501110150 

8501110101 

84/12/28 

50-289 

G 

8501110153 

8501110147 

85/01/10 

50-289 

G 

8501110155 

8501110148 

85/01/03 

50-289 

G 

8501110161 

8501110156 

84/12/28 

50-219 

G 

8501110168 

8501110156 

84/12/28 

50-219 

G 

8501110169 

8501110163 

84/12/20 

50-29 

Q 

8501110170 

8501110162 

84/12/19 

40-3453 


8501110172 

8501110167 

85/01/07 

50-320 

H 

8501110177 

8501110162 

84/12/19 

40-3453 


8501110180 

8501110175 

84/12/27 

WASTE MGT 

8501110188 

8501110183 

84/12/12 

40-8452 


8501110192 

8501110183 

84/12/12 

40-8452 


8501110215 

8501070348 

84/12/27 

50-324 

F 

8501110219 

8501110216 

85/01/04 

50-289 

P 

8501110223 

8501110221 

85/01/09 

QA999 


8501110232 

8501110221 

85/01/09 

QA999 


8501110234 

8501110230 

85/01/08 

50-409 

P 

8501110235 

8501110233 

84/12/24 

40-4492 


8501110236 

8501110233 

84/12/24 

40-4492 


8501110237 

8501110229 

85/01/07 

50-443 

Q 

8501110243 

8501110229 

85/01/07 

50-443 

G 

8501110249 

8501110241 

84/12/21 

40-8584 


8501110252 

8501110230 

85/01/08 

50-409 

P 

8501110265 

8501110257 

84/12/19 

COMMISSION 

8501110278 

8501110273 

84/12/20 

40-8380 


8501110290 

8501110288 

84/11/14 

WASTE MGT 

8501110304 

8501110299 

84/12/17 

WASTE MGT 

8501110312 

8501110302 

85/01/04 

50-368 

Q 

8501110330 

8501110314 

85/01/04 

CONTRACT 


8501110332 

8501110328 

84/12/20 

WASTE MGT 

8501110335 

8501110328 

84/12/20 

WASTE MGT 

8501110336 

8501110328 

84/12/20 

WASTE MGT 

8501110338 

8501110333 

84/12/20 

WASTE RES 

8501110342 

8501110339 

84/12/21 

40-8698 


8501110343 

6501110340 

84/12/13 

WASTE RES 

8501110345 

8501110339 

84/12/21 

40-8698 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


613 


ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


8501110346 

8501110340 

84/12/13 

WASTE RES 


8501110349 

8501110339 

84/12/21 

40~B69B 


8501110358 

8501110355 

84/12/19 

40-8698 


8501110362 

8501110360 

84/12/18 

50-293 

F 

8501110363 

8501110355 

84/12/19 

40-0698 


8501110366 

8501110360 

84/12/18 

50-293 

F 

8501110372 

8501110367 

84/12/21 

40-8452 


8501110375 

8501110370 

84/12/13 

40-1162 


8501110376 

8501110367 

64/12/21 

40-8452 


8501110378 

8501110374 

84/12/11 

50-333 

V 

8501110387 

8501110384 

84/12/20 

WASTE MGT 

8501110388 

8501110383 

84/12/28 

40-8768 


8501110389 

8501110385 

84/12/12 

50-271 

P 

8501110397 

8501110394 

84/12/12 

50-333 

P 

8501110401 

8501110394 

84/12/12 

50-333 

P 

8501110412 

8501110410 

84/12/21 

WASTE MGT 

8501110420 

8501110415 

84/12/27 

50-193 

G 

8501110425 

8501110424 

84/12/28 

40-672 


8501110436 

8501110433 

84/11/12 

40-8681 


8501110439 

8501110433 

84/11/12 

40-8681 


8501110465 

8501110463 

84/12/18 

QA999 


8501110472 

8501110463 

84/12/18 

QA999 


8501110481 

8501110474 

64/12/28 

50-29 

0 

8501110487 

8501110483 

84/12/27 

50-244 

0 

8501110488 

8501110486 

84/12/27 

50-309 

Q 

8501110491 

8501110486 

84/12/27 

50-309 

G 

8501110499 

8501110494 

84/12/24 

50-320 

G 

8501110507 

8501110504 

85/01/07 

50-445 

0 

8501140003 

8501140001 

84/10/22 

CONTRACT 


8501140018 

8501140016 

84/12/17 

QA999 


8501140020 

8501140016 

84/12/17 

QA999 


8501140024 

8501140016 

84/12/17 

QA999 


8501140033 

8501140025 

85/01/04 

50-387 

G 

8501140050 

8501140044 

84/12/21 

50-10 

Q 

8501140076 

8501140072 

84/12/21 

50-409 

G 

8501140082 

8501140072 

84/12/21 

50-409 

Q 

8501140102 

8501140098 

84/12/27 

50-209 

0 

8501140105 

8501140098 

84/12/27 

50-289 

G 

8501140106 

8501140090 

84/12/19 

50-440 

Q 

8501140114 

8501140109 

85/01/08 

70-364 


8501140125 

8501140121 

85/01/08 

PROJ 


8501140129 

8501140123 

85/01/07 

50-382 

Q 

8501140130 

8501140128 

85/01/08 

50-445 

A 

8501140145 

8501140140 

84/12/31 

50-334 

P 

8501140146 

8501140137 

84/12/27 

50-266 

P 

8501140156 

8501140137 

84/12/27 

50-266 

P 

8501140166 

8501140159 

85/01/08 

50— J/o 

P 

8501140172 

8501140159 

85/01/08 

50-373 

P 

8501140257 

8501140280 

05/01/08 

CONTRACT 


8501140261 

8501140254 

85/01/08 

50-395 

P 

8501140277 

8501140271 

84/12/26 

CONTRACT 


8501140283 

8501100401 

05/01/09 

50-445 

A 

6501140316 

8501140311 

85/01/04 

50-267 

0 

8501140322 

8501140313 

85/01/08 

50-338 

P 

8501140336 

8501140152 

85/01/07 

50-309 

0 

8501140341 

8501140335 

84/12/12 

50-213 

8 

8501140354 

8501140339 

85/01/09 

PR 


8501140372 

8501140362 

04/07/03 

50-498 

0 

8501140377 

8501140362 

04/07/03 

50-498 

0 

6501140381 

8501140362 

84/07/03 

50-498 

0 

8501140383 

85^1140370 

84/12/87 

CONTRACT 


6501140391 

8501140362 

84/07/03 

50-498 

A 

6501140393 

8501140362 

84/07/03 

50-498 

0 

6501140398 

8501140362 

84/07/03 

50-498 

0 

6501140403 

8501140362 

84/07/03 

POIA 


B50114040B 

8501140362 

84/07/03 

50-498 

0 

6501140414 

8501140362 

84/07/03 

50-498 

A 

6501140417 

8501140362 

84/07/03 

50-498 

0 

8501140421 

81^1140362 

84/07/03 

50-498 

A 

8501140424 

8501140362 

84/07/03 

50-498 

A 

6501140429 

8501140362 

84/07/03 

50-498 

0 

6501140433 

B5Q1 140362 

84/07/03 

50-498 

A 

8501140434 

,8501140430 

85/01/07 

50-454 

i 

8501140443 

85011140438 

85/01/03 

CONTRACT 


8501140446 

8501140140 

84/12/31 

50-384 

P 

B5O1.140f? 

p!«yU40476 

85/01 /Oi 

50-352 

8 

65011 404to 

8501 140476 

85/01/08 

50-352 

8 

85PM4«^I38 

8501140493 

84/12/31 

CONTRACT 


B50Jll40Jp 

8^1140502 

85/01/03 

50-250 

P 

8801l4b3i4 

680t1;405!0e 

84/05/17 

POIA 



A‘'-:ession 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


EnCc osure 

DOCUMENT 

ISSUED 

CATEGORY 

8501140530 

8501140525 

84/05/14 

50-1 

G 

8501140531 

8501140523 

84/05/14 

50-443 

A 

8501140532 

8501140529 

85/01/11 

50-289 

G 

8501140534 

8501140524 

85/01/04 

50-250 

Q 

8501140536 

8501140523 

84/05/14 

50-443 

A 

8501140543 

8501140537 

85/01/03 

CONTRACT 


8501140544 

8501140542 

85/01/11 

50-322 

0 

8501140548 

8501140545 

84/04/26 

FDIA 


8501140550 

8501140545 

84/04/26 

FOIA 


8501140551 

8501140547 

85/01/09 

50-400 

G 

8501140552 

8501140549 

85/01/10 

50-400 

G 

8501140556 

8501140553 

85/01/08 

CONTRACT 


8501140557 

8501140554 

85/01/08 

70-364 


8501140560 

8501140554 

85/01/08 

70-364 


8501140561 

8501140554 

85/01/08 

70-364 


8501140562 

8501140559 

84/12/26 

CONTRACT 


8501140563 

8501140554 

85/01/08 

70-364 


8501140565 

8501140554 

85/01/08 

70-364 


8501140566 

8501140554 

85/01/08 

70-364 


8501140567 

8501140564 

84/12/30 

CONTRACT 


8501140569 

8501 140554 

85/01/08 

70-364 


8501140570 

8501 140554 

85/01/08 

70-364 


8501140571 

8501140554 

85/01 /OB 

70-364 


8501140572 

8501140554 

85/01/08 

70-364 


8501140574 

8501140554 

85/01/08 

70-364 


8501140577 

8501140554 

85/01/08 

70-364 


8501140578 

8501140575 

84/05/08 

FOIA 


8501140579 

8501140575 

84/05/08 

FOIA 


8501140580 

8501140554 

85/01/08 

70-364 


8501140581 

850 U 40575 

84/05/08 

FOIA 


8501150003 

8501150002 

85/01/02 

COMMISSION 

8501150004 

8501150001 

84/05/09 

50-413 

F 

8501150006 

0501150002 

85/01/02 

COMMISSION 

8501150007 

8501150001 

84/05/09 

50-413 

G 

8501150008 

8501150005 

85/01/09 

50-424 

0 

8501150009 

85011 50002 

85/01/02 

COMMISSION 

8501150010 

8501150001 

84/05/09 

50-413 

F 

8501150011 

85011 50001 

84/05/09 

50-413 

F 

8501150013 

8501150002 

85/01/02 

COMMISSION 

8501150014 

8501150002 

85/01/02 

COMMISSION 

8501150015 

8501150001 

84/05/09 

50-413 

0 

0501150017 

8501150001 

84/05/09 

50-413 

G 

8501150018 

8501 1 50002 

85/01/02 

COMMISSION 

8501150020 

8501150002 

85/01/02 

COMMISSION 

8501150022 

8501150002 

85/01/02 

COMMISSION 

8501150023 

8501150002 

85/01/02 

COMMISSION 

8501150024 

8501150002 

85/01/02 

COMMISSION 

8501150029 

8501150026 

04/07/03 

FOIA 


8501150031 

8501 150028 

84/06/18 

50-271 

P 

8501150032 

8501150026 

84/07/03 

FOIA 


8501150033 

8501150028 

84/06/18 

50-271 

P 

85011 50035 

8501150030 

84/05/18 

50-322 

F 

8501150036 

8501150028 

84/06/18 

50-271 

P 

8501150038 

8501150030 

04/05/18 

50-322 

S 

8501150039 

8501150028 

84/06/18 

50-271 

P 

8501150040 

8501150037 

84/05/24 

FOIA 


8501150042 

8501150030 

84/05/18 

50-322 

8 

8501150043 

8501150037 

84/05/24 

FOIA 


8501150044 

8501150028 

84/06/18 

50-271 

P 

8501150045 

8501150037 

84/05/24 

FOIA 


6501150046 

8501150030 

84/05/18 

50-322 

A 

8501150047 

8501150026 

84/07/03 

FOIA 


8501150049 

8501150026 

84/07/03 

FOIA 


8501150050 

8501150028 

84/06/18 

50-271 

8 

0501150053 

8501150020 

84/06/18 

50-271 

S 

850U50054 

8501150026 

84/07/03 

FOIA 


8501150059 

8501150030 

84/05/18 

50-322 

F 

8501150061 

8501150030 

84/05/18 

50-322 

F 

8501150063 

8501150026 

84/07/03 

FOIA 


8501150064 

8501150030 

84/05/18 

50-322 

8 

8501150065 

8501150058 

84/07/03 

50-358 

T 

8501150067 

8501150030 

84/05/18 

50-322 

A 

8501150068 

8501150026 

84/07/03 

FOIA 


8501150073 

8^01150072 

84/06/20 

50-358 

A 

8501150076 

1^1150030 

84/05/18 

BO-322 

F 

8501150081 

11 50030 

84/05/18 

50-322 

F 

8501150083 

8501J5<W)T9 

84/05/22 

FOIA 


8501150091 

«SOtl5OO0O 

84/05/18 

50-322 

V 

8501150092 

8501:150026 

84/07/03 

FOIA 


8501150095 


84/07/03 

FOIA 




614 


ACCESSION 


ENCLOSURE 


8501150112 

8501150117 

8501150122 

8501150123 

8501150124 

8501150126 

8501150128 

8501150133 

8501150136 

8501150137 

8501150139 

8501150142 

8501150143 

8501150149 

8501150151 

8501150153 

8501150154 

8501150156 

8501150160 

8501150162 

8501150164 

8501150165 

8501150166 

8501150168 

8501150171 

8501150173 

8501150180 

8501150182 

8501150186 

8501150187 

8501150192 

8501150193 

8501150198 

8501150203 

8501150209 

8501 150210 
8501150211 
8501150214 
8501150216 
8501150220 

8501150227 

8501150231 

8501150238 

8501150241 

8501150244 

8501150245 

8501150246 

8501150256 

8501150257 

8501150265 

8501 1 50269 
8501150274 
8501150275 
8501 1 50276 
8501150278 

8501150292 
8501150294 
8501 1 50295 
8501 1 50296 
8501150297 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

•■ 0 . SSI ON NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501 150108 

85/01/04 

50-412 

E 

8501150365 

8501 1 50361 

85/01/09 

50-445 

G 

8501 1 50030 

84/05/18 

50-322 

A 

8501150369 

8501150368 

85/01/07 

50-482 

Q 

8501150030 

84/05/18 

50-322 

F 

8501150370 

8501150368 

85/01/07 

50-482 

G 

8501150120 

84/12/18 

50-160 

P 

8501150385 

8501150381 

85/01/03 

50-219 

P 

8501150119 

85/01/11 

50-382 

P 

85011 50390 

8501150389 

85/01/07 

50-445 

A 

8501150104 

84/06/21 

50-326 

G 

8501 1 50392 

8501150104 

84/06/21 

50-62 

G 

8501150030 

84/05/18 

50-322 

F 

8501 1 50395 

8501150104 

84/06/21 

50-160 

G 

8501150104 

84/06/21 

50-113 

G 

8501150397 

8501150104 

84/06/21 

50-160 

Q 

8501150104 

84/06/21 

50-394 

G 

8501150400 

8501150104 

84/06/21 

50-160 

G 

8501140583 

84/07/16 

FOIA 


8501150405 

8501150104 

84/06/21 

50-297 

Q 

8501150030 

84/05/18 

50-322 

F 

8501150409 

8501150104 

84/06/21 

50-297 

Q 

8501150104 

84/06/21 

50-326 

G 

8501150411 

8501150104 

84/06/21 

50-297 

G 

8501150132 

85/01/07 

50-254 

G 

8501150415 

3501150104 

84/06/21 

50-406 

G 

8501150104 

84/06/21 

50-326 

G 

8501150419 

8501150104 

84/06/21 

50-406 

G 

8501150145 

84/06/21 

FOIA 


8501 1 50423 

8501150104 

84/06/21 

50-406 

G 

8501150150 

85/01/10 

50-298 

Q 

8501150427 

8501150104 

84/06/21 

50-13 

G 

8501150104 

84/06/21 

50-224 

Q 

8501150433 

8501150104 

84/06/21 

50-13 

Q 

8501150030 

84/05/18 

50-322 

F 

8501150454 

8501150452 

84/12/31 

50-346 

P 

8501150030 

84/05/18 

50-322 

S 

8501150458 

8501 1 50455 

84/12/26 

50-483 

G 

8501150104 

84/06/21 

50-243 

G 

8501150460 

8501150104 

84/06/21 

50-160 

G 

8501150030 

84/05/18 

50-322 

F 

8501150481 

8501150480 

84/12/27 

71-251 


8501150158 

84/06/26 

50-329 

A 

8501160021 

8501160013 

84/12/28 

50-247 

P 

8501150159 

84/06/14 

50-413 

F 

8501160026 

8501160017 

84/11/20 

50-338 

Q 

8501150158 

84/06/26 

50-329 

A 

8501160030 

8501160025 

84/06/19 

FOIA 


8501150158 

84/06/26 

50-329 

A 

8501160032 

8501160025 

84/06/19 

40-8006 


8501150104 

84/06/21 

50-326 

Q 

8501160041 

8501160025 

84/06/19 

40-8027 


8501150158 

84/06/26 

50-329 

U 

8501160045 

8501160025 

84/06/19 

40-8027 


8501150104 

84/06/21 

50-538 

G 

8501160049 

8501160025 

84/06/19 

40-0006 


8501150179 

84/06/20 

FOIA 


8501160050 

8501160044 

85/01/08 

50-368 

P 

8501150158 

84/06/26 

50-329 

A 

8501160056 

8501 160051 

84/05/09 

50-344 

P 

8501150158 

84/06/26 

50-329 

A 

8501160061 

8501160055 

85/01/08 

50-293 

P 

8501150189 

85/01/08 

50-445 

T 

8501160073 

8501160069 

85/01/11 

CONTRACT 


8501150104 

84/06/21 

50-538 

G 

8501160074 

8501160066 

85/01/10 

70-1113 


8501150104 

84/06/21 

50-538 

Q 

8501160083 

8501160077 

84/12/26 

50-302 

P 

8501150206 

85/01/10 

50-124 

P 

8501160101 

8501160081 

84/12/14 

71-9159 


8501150104 

84/06/21 

50-538 

Q 

8501160104 

8501160088 

84/06/19 

50-447 

A 

8501150179 

84/06/20 

FOIA 


8501160105 

8501160081 

84/12/14 

71-9159 


8501150208 

85/01/07 

50-458 

Q 

8501160110 

8501160081 

84/12/14 

71-9159 


8501150179 

84/06/20 

FOIA 


8501160111 

8501160107 

84/12/17 

50-267 

P 

8501150104 

84/06/21 

50-62 

G 

8501160115 

8501160081 

84/12/14 

71-9159 


8501150179 

84/06/20 

FOIA 


8501160118 

8501160113 

84/12/13 

50-445 

G 

8501150179 

84/06/20 

FOIA 


8501160120 

8501160087 

84/06/13 

FOIA 


8501150179 

84/06/20 

FOIA 


8501160122 

8501160088 

84/06/19 

FOIA 


8501150237 

85/01/10 

50-440 

E 

8501160127 

8501160123 

84/12/27 

50-366 

P 

8501150240 

84/06/25 

FOIA 


8501160128 

8501160125 

85/01/09 

50-402 

A 

8501150179 

84/06/20 

fota 


8501160142 

8501160130 

84/05/29 

50-445 

G 

8501150235 

85/01 /IC 

50-34 

A 

8501160143 

8501160141 

85/01/03 

50-a8^ 

P 

8501150252 

84/05/01 

FOIA 


8501160147 

8501160130 

84/05/29 

FOIA 


8501150247 

84/12/17 

CONTRACT 


8501160153 

8501160130 

84/05/29 

50-445 

A 

8501150259 

85/01/10 

50-395 

Q 

8501160154 

8501160150 

85/01/10 

30-254 

G 

8501150264 

85/01/09 

50-397 

F 

8501160160 

8501160130 

84/05/29 

50-445 

Q 

8501150264 

85/01/09 

50-397 

F 

8501160166 

8501160130 

84/05/29 

50-445 

0 

8501150272 

85/01/08 

50-482 

G 

8501160171 

8501160130 

84/05/29 

50-445 

0 

8501150268 

85/01/10 

50-338 

G 

8501160173 

8501160162 

85/01/10 

30-445 

G 

8501150264 

85/01/09 

50-397 

F 

8501160179 

8501160168 

85/01/04 

TOPREP 


8501150287 

85/01/08 

50-313 

Q 

8501160180 

8501160162 

85/01/10 

50-445 

Q 

8501150179 

84/06/20 

FOIA 


8501160183 

8501160130 

84/05/29 

50-445 

Q 

8501150284 

85/01/10 

50-298 

G 

8501160185 

8501160168 

85/01/04 

TOPREP 


8501150288 

85/01/09 

50-483 

G 

8501160193 

8501160130 

84/05/29 

50-445 

A 

8501150290 

85/01/08 

50-344 

Q 

8501160197 

8501160189 

85/01/09 

50-303 

Q 





8501160204 

8501160189 

85/01/09 

50-305 

Q 





8501160221 

8501160212 

84/12/31 

50-312 

P 





8501160230 

8501160212 

84/12/31 

50-312 

P 





8501160234 

8501160231 

84/12/26 

71-117 






8501160241 

8501 160007 

84/06/13 

FOIA 






8501 1 60254 

8501160087 

84/06/13 

FOIA 






8501160259 

8501160249 

84/08/01 

FOIA 






8501160262 

8501160251 

84/08/02 

50-382 

Q 





8501160263 

8501160255 

84/06/25 

50-313 

P 





8501160264 

8501160251 

84/08/02 

50-382 

G 





8501160272 

8501160255 

84/06/25 

50-313 

P 





8501160273 

8501160266 

84/11/26 

TOPREF 






8501160276 

8501160087 

84/06/13 

FOIA 






8501160277 

8501160255 

84/06/25 

i 50-282 

S 





8501160280 

8501160087 

84/06/t3r 

FOIA 






8501160287 

8501160087 

84/06/43 

'.'■^FoTA' , 






8501160294 

8501160087 

84/06/13 

FOIA 






8501160301 

8501160255 

84/06/25 

FOIA 






8501160308 

8501160255 

84/06/25 

FOIA 






8501160313 

8501160306 

84/08/13 

. 50-298 . 

F 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0501 160316 

8501160311 

85/01/14 

50-482 

K 

S501 160333 

8501160323 

84/07/24 

50-382 

Q 

0501160334 

8501160326 

85/01/14 

50-354 

G 

8501160335 

8501160331 

84/06/19 

FOIA 


0501160338 

8501160087 

84/06/13 

FOIA 


0501160343 

8501160341 

85/01/07 

50-458 

A 

8501160346 

8501160087 

84/06/13 

FOIA 


0501160347 

8501160341 

85/01/07 

50-458 

A 

8501160348 

8501 160339 

85/01/09 

50-254 

0 

8501160350 

8501160087 

84/06/13 

FOIA 


8501160354 

8501160087 

84/06/13 

FOIA 


8501160355 

8501160342 

85/01/11 

50-255 

P 

8501160363 

8501160087 

84/06/13 

FOIA 


8501160367 

8501160087 

84/06/13 

FOIA 


8501160368 

8501160358 

85/01/14 

50-289 

G 

8501160372 

8501160087 

84/06/13 

FOIA 


8501160373 

8501160342 

85/01/11 

50-255 

P 

8501160378 

8501160371 

85/01/10 

50-155 

P 

8501160383 

8501160087 

84/06/13 

FOIA 


8501160384 

8501160371 

85/01/10 

50-155 

P 

8501160387 

8501160087 

84/06/13 

FOIA 


8501160391 

8501160087 

84/06/13 

FOIA 


8501160393 

8501160087 

04/06/13 

FOIA 


8501160395 

8501160087 

84/06/13 

FOIA 


8501160398 

8501160087 

84/06/13 

FOIA 


8501160408 

8501160403 

84/11/19 

50-390 

0 

8501160420 

0501160416 

85/01/09 

50-305 

P 

8501160422 

8501160416 

85/01/09 

50-305 

P 

8501160440 

8501160437 

85/01/11 

50-410 

A 

8501160444 

8501 160087 

84/06/13 

FOIA 


8501160445 

8501160443 

85/01/08 

50-247 

P 

8501160446 

8501160087 

84/06/13 

FOIA 


8501160448 

8501160087 

84/06/13 

FOIA 


8501160456 

8501 160087 

84/06/13 

FOIA 


8501160457 

8501160087 

84/06/13 

FOIA 


8501160461 

8501160087 

84/06/13 

FOIA 


8501160462 

8501160087 

84/06/13 

FOIA 


8501160466 

8501160007 

84/06/13 

FOIA 


8501160474 

8501160087 

84/06/13 

FOIA 


8501160479 

8501160087 

84/06/13 

FOIA 


8501160481 

8501160459 

84/04/25 

FOIA 


8501160485 

8501160477 

84/05/14 

FOIA 


8501160489 

8501160459 

84/04/25 

FOIA 


8501160497 

8501160459 

84/04/25 

FOIA 


8501160500 

8501160498 

85/01/09 

STATE PROG 

8501160503 

8501160459 

84/04/25 

FOIA 


8501160506 

8501160502 

85/01/04 

50-334 

P 

8501160508 

8501160498 

85/01/09 

STATE PROG 

8501160509 

8501160502 

85/01/04 

50-334 

P 

8501160510 

8501160459 

84/04/25 

FOIA 


8501160518 

8501160459 

84/04/25 

FOIA 


8501160521 

8501160459 

84/04/25 

FOIA 


8501160527 

8501160459 

84/04/25 

FOIA 


8501160531 

8501160528 

84/12/31 

50-267 

8 

8501160535 

8501160529 

85/01/03 

50-298 

P 

8501160537 

8501 160534 

84/12/28 

50-10 

G 

8501160538 

8501160534 

84/12/28 

50-10 

0 

8501160539 

8501160459 

84/04/25 

FOIA 


8501160540 

8501160529 

85/01/03 

50-298 

P 

8501160541 

8501160459 

84/04/25 

FOIA 


8501160545 

8501160459 

84/04/25 

FOIA 


8501160551 

8501160547 

85/01/14 

50-400 

0 

8501160552 

8501160459 

84/04/25 

FOIA 


8501160553 

8501160547 

85/01/14 

50-400 

G 

8501160554 

8501160548 

85/01/14 

CONTRACT 


8501160560 

8501160459 

84/04/25 

FOIA 


8501160563 

8501160559 

85/01/07 

CONTRACT 


8501160565 

8501160459 

84/04/25 

FOIA 


8501160568 

8501160556 

85/01/14 

50-400 

0 

8501160574 

8501160459 

84/04/25 

FOIA 


8501160577 

8501160556 

85/01/14 

50-400 

G 

8501160579 

8501160459 

84/04/25 

FOIA 


8501160580 

8501160556 

85/01/14 

50-400 

G 

6501160581 

8501 160459 

84/04/25 

FOIA 


8501160582 

8501 160556 

85/01/14 

50-400 

G 

8501160585 

8501160459 

84/04/25 

FOIA 


8501160587 

8501160556 

85/01/14 

50-400 

0 

8501160588 

8501160459 

84/04/25 

FOIA 


8501160590 

8501 160575 

84/12/28 

50-373 

0 

8501160592 

8501160459 

84/04/25 

FOIA 



A': CESS I ON NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

E NCV c SURE 

DOCUMENT 

ISSUED 

CATEGORY 

8501160595 

8501160459 

84/04/25 

FOIA 


8501160598 

8501160459 

84/04/25 

FOIA 


8501160599 

8501160575 

84/12/28 

50-373 

0 

8501160603 

8501160459 

84/04/25 

FOIA 


8501160604 

8501160601 

85/01/14 

50-322 

G 

8501160606 

8501160459 

84/04/25 

FOIA 


8501160608 

8501 160459 

84/04/25 

FOIA 


8501160610 

8501160601 

85/01/14 

50-322 

G 

8501160612 

8501160609 

85/01/15 

50-322 

G 

8501160615 

8501160613 

85/01/15 

50-322 

T 

8501160616 

8501160609 

85/01/15 

50-322 

G 

8501160617 

8501160614 

85/01/15 

50-289 

G 

8501160624 

8501160622 

85/01/15 

50-322 

T 

8501170006 

8501170004 

85/01/02 

CONTRACT 


8501170011 

8501170009 

85/01/11 

QA999 


8501170012 

8501170009 

85/01/11 

QA999 


8501170015 

8501170009 

85/01/11 

QA999 


8501170028 

8501170025 

85/01/10 

50-352 

F 

8501170030 

8501170026 

84/12/06 

CONTRACT 


8501170033 

8501170031 

85/01/03 

50-265 

P 

8501170054 

8501170052 

84/12/17 

50-312 

P 

8501170076 

8501170074 

84/12/20 

50-237 

P 

8501170081 

8501170077 

85/01/03 

50-295 

P 

8501170091 

8501170087 

85/01/15 

50-213 

P 

8501170092 

8501170088 

84/12/28 

50-440 

0 

8501170093 

8501170089 

85/01/10 

50-333 

P 

8501170096 

8501170088 

84/12/28 

50-440 

G 

8501170105 

8501170102 

85/01/02 

50-331 

P 

8501170109 

8501170108 

84/12/24 

50-298 

P 

8501170111 

8501170108 

84/12/24 

50-298 

P 

8501170128 

8501170126 

84/12/26 

50-373 

G 

8501170143 

8501170134 

85/01/02 

50-245 

F 

8501170149 

8501170145 

85/01/15 

50-387 

P 

8501170152 

8501170147 

85/01/11 

50-341 

G 

8501170154 

8501170145 

85/01/15 

50-387 

P 

8501170156 

8501170151 

84/12/21 

50-423 

E 

8501170158 

8501170145 

85/01/15 

50-387 

P 

8501170162 

8501170145 

85/01/15 

50-387 

P 

8501170165 

8501170161 

85/01/15 

50-322 

T 

8501170166 

8501170145 

85/01/15 

50-387 

P 

8501170170 

8501170145 

85/01/15 

50-387 

P 

8501170172 

8501170168 

85/01/14 

50-400 

A 

8501170175 

8501170145 

85/01/15 

50-307 

P 

8501170177 

8501170168 

85/01/14 

50-400 

A 

8501170179 

8501170176 

84/08/29 

50-395 

R 

8501170180 

8501 170145 

85/01/15 

50-387 

P 

8501170184 

8501170176 

84/08/29 

50-395 

R 

8501170189 

8501170185 

84/12/20 

50-400 

S 

8501170190 

8501170185 

84/12/20 

50-400 

S 

8501170197 

8501170196 

85/01/03 

50-237 

P 

8501170213 

8501170211 

85/01/15 

50-409 

P 

8501170232 

8501170229 

84/12/31 

50-250 

G 

8501170235 

8501170229 

84/12/31 

50-250 

G 

8501170245 

8501170243 

85/01/09 

50-2 

P 

8501170264 

8501170260 

84/11/30 

50-321 

Q 

8501170274 

8501170268 

84/12/21 

50-438 

Q 

8501170281 

8501170279 

85/01/10 

50-281 

S 

8501170285 

8501170279 

85/01/10 

50-281 

S 

6501180002 

8501180001 

85/01/11 

50-423 

D 

8501180008 

8501180003 

84/12/07 

50-327 

G 

8501180011 

8501180007 

84/12/17 

50-338 

G 

8501180012 

8501180003 

84/12/07 

50-327 

Q 

8501180015 

8501180007 

84/12/17 

50-338 

G 

8501180017 

8501 180007 

84/12/17 

50-338 

G 

8501180018 

8501180003 

84/12/07 

50-327 

Q 

8501180020 

8501180016 

85/01/14 

71-9080 


8501180022 

8501180007 

84/12/17 

50-338 

Q 

8501180025 

8501180003 

84/12/07 

50-327 

G 

8501180027 

8501180024 

85/01/11 

71-6400 


8501180042 

8501180038 

85/01/02 

50-454 

F 

8501180044 

8501180035 

85/01/07 

50-261 

P 

8501180046 

8501180041 

84/11/28 

50-259 

Q 

8501180067 

8501180054 

84/12/18 

50-335 

G 

8501180070 

8501180063 

84/12/27 

50-369 

Q 

8501180076 

8501180054 

84/12/18 

50-335 

G 

8501180078 

8501180073 

85/01/02 

50-327 

G 

8501180081 

8501180054 

84/12/18 

50-335 

G 

8501180082 

8501180075 

84/12/27 

50-305 

Q 

8501160083 

8501 180077 

84/11/28 

50-424 

Q 

8501180084 

8501180073 

85/01/02 

50-327 

G 



616 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

850118008S 

8501180073 

85/01/02 

50-327 

G 

8501180093 

8501180054 

84/12/18 

50-335 

G 

8501180098 

8501180092 

84/11/27 

50-424 

G 

8501180108 

8501180069 

84/05/24 

50-382 

A 

8501180109 

8501180103 

84/11/29 

50-369 

G 

8501180110 

8501180104 

84/12/12 

70-1151 


8501180113 

8501180107 

84/12/12 

50-369 

Q 

8501180115 

8501180105 

85/01/04 

50-416 

G 

8501180119 

8501180069 

84/05/24 

50-397 

A 

8501180129 

8501180073 

85/01/02 

50-327 

Q 

8501180145 

8501180105 

85/01/04 

50-416 

G 

8501180156 

8501180124 

85/01/14 

50-309 

P 

8501180157 

8501180069 

84/05/24 

50-358 

A 

8501180159 

8501180151 

84/11/30 

50-321 

Q 

8501180166 

8501180160 

84/05/24 

50-400 

Q 

8501180169 

8501180162 

84/12/27 

50-254 

Q 

8501180170 

8501180154 

85/01/07 

50-259 

G 

8501180172 

8501180069 

84/05/24 

50-454 

A 

8501180176 

8501180171 

84/11/30 

50-400 

G 

8501180180 

8501180069 

84/05/24 

50-454 

A 

8501180182 

8501180173 

85/01/14 

50-309 

P 

8501180186 

8501180069 

84/05/24 

50-454 

A 

8501180195 

8501180194 

85/01/11 

50-20 

P 

8501180200 

8501180183 

84/11/29 

50-261 

G 

8501180202 

8501180194 

85/01/11 

50-20 

P 

8501180203 

8501180193 

84/10/31 

50-335 

0 

8501180204 

8501180198 

84/05/18 

FOIA 


8501180208 

8501180069 

84/05/24 

50-528 

A 

8501180210 

8501180206 

85/01/14 

50-289 

G 

8501180211 

8501180205 

84/12/12 

50-280 

G 

8501180216 

8501180069 

84/05/24 

50-482 

A 

8501180217 

8501180143 

84/05/08 

50-322 

A 

8501180224 

8501180154 

85/01/07 

50-259 

G 

8501180230 

8501180154 

85/01/07 

50-259 

0 

8501180231 

8501180227 

84/05/10 

FOIA 


8501180232 

8501180226 

84/05/24 

50-413 

F 

8501180233 

8501180227 

84/05/10 

FOIA 


8501180234 

8501180143 

84/05/08 

50-322 

A 

8501180235 

8501180227 

84/05/10 

FOIA 


8501180236 

8501180226 

84/05/24 

50-413 

F 

8501180241 

8501180227 

84/05/10 

FOIA 


8501180242 

8501180154 

85/01/07 

50-259 

G 

8501180244 

8501180143 

84/05/08 

50-322 

A 

8501180245 

8501180238 

84/06/05 

FOIA 


8501180248 

8501180239 

84/05/14 

FOIA 


8501180249 

8501180227 

84/05/10 

FOIA 


8501180252 

8501180227 

84/05/10 

FOIA 


8501180253 

8501180069 

84/05/24 

50-275 

P 

8501180255 

8501180238 

84/06/05 

FOIA 


8501180256 

8501180226 

84/05/24 

50-413 

F 

8501180258 

8501180238 

84/06/05 

FOIA 


8501180260 

8501180247 

84/07/10 

50-416 

P 

8501180262 

8501180226 

84/05/24 

50-413 

F 

8501180264 

8501180238 

84/06/05 

FOIA 


8501180266 

8501180069 

84/05/24 

50-330 

A 

8501180267 

8501180238 

84/06/05 

FOIA 


8501180269 

8501180263 

84/06/26 

FOIA 


8501180270 

8501180238 

84/06/05 

FOIA 


8501180271 

8501180263 

84/06/26 

FOIA 


8501180272 

8501180069 

84/05/24 

50-382 

A 

850 11 80273 

8501180265 

85/01/08 

50-267 

R 

8501180274 

8501 180238 

84/06/05 

FOIA 


8501180279 

8501180069 

84/05/24 

50-329 

A 

8501180282 

8501 180069 

84/05/24 

50-397 

A 

8501180283 

8501180278 

84/07/25 

FOIA 


8501180286 

8501180263 

B4/0di/26 

FOIA 


8501180288 

8501 180069 

84/05/24 

50-358 

A 

8501180289 

8501180278 

84/07/25 

FOIA 


8501180291 

8501180284 

84/06/21 

50-206 

P 

8501180294 

8501180278 

84/07/25 

FOIA 


8501180295 

8501180069 

84/05/24 

50-528 

A 

8501180296 

8501 180277 

84/05/16 

FOIA 


8501180297 

8501180278 

84/07/25 

FOIA 


8501180298 

8501180069 

84/05/24 

50-482 

A 

8501180299 

8501180293 

85/01/14 

50-344 

P 

8501180300 

8501180284 

84/06/21 

50-206 

P 

8501180302 

8501180278 

84/07/25 

FOIA 


8501180303 

8501180277 

84/05/16 

FOIA 


8501180304 

8501180143 

84/05/08 

50-322 

F 

8501180305 

8501180278 

84/07/25 

FOIA 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501180307 

8501180238 

84/06/05 

FOIA 


8501180308 

8501180227 

84/05/10 

FOIA 


8501180309 

8501180278 

84/07/25 

FOIA 


8501180311 

8501180227 

84/05/10 

FOIA 


8501180313 

8501180278 

84/07/25 

FOIA 


8501180314 

8501180238 

84/06/05 

FOIA 


8501180315 

8501180227 

84/05/10 

FOIA 


8501180317 

8501180277 

84/05/16 

FOIA 


8501180319 

8501180278 

84/07/25 

FOIA 


8501180320 

8501180238 

84/06/05 

FOIA 


8501180321 

8501180238 

84/06/05 

FOIA 


8501180322 

8501180278 

84/07/25 

FOIA 


8501180323 

8501180143 

84/05/08 

50-322 

F 

8501180325 

8501180310 

84/07/03 

50-382 

U 

8501180326 

8501180238 

84/06/05 

FOIA 


8501180327 

8501180278 

84/07/25 

FOIA 


8501180330 

8501180227 

84/05/10 

FOIA 


8501180332 

8501180227 

84/05/10 

FOIA 


8501180335 

8501180278 

84/07/25 

FOIA 


8501180336 

8501180277 

84/05/16 

FOIA 


8501180337 

8501180284 

84/06/21 

FOIA 


8501180338 

8501180227 

84/05/10 

FOIA 


8501180340 

8501180227 

84/05/10 

FOIA 


8501180342 

8501180278 

84/07/25 

FOIA 


8501180343 

8501180339 

84/07/11 

FOIA 


8501180344 

8501180227 

84/05/10 

FOIA 


8501180347 

8501180227 

84/05/10 

FOIA 


8501180348 

8501180277 

84/05/16 

FOIA 


8501180349 

8501180346 

85/01/14 

50-440 

G 

8501180350 

8501180227 

84/05/10 

FOIA 


8501180352 

8501180238 

84/06/05 

FOIA 


8501180353 

8501180238 

84/06/05 

FOIA 


8501180354 

8501180277 

84/05/16 

FOIA 


8501180355 

8501180346 

85/01/14 

50-440 

G 

8501180356 

8501180277 

84/05/16 

FOIA 


8501180357 

8501180238 

84/06/05 

FOIA 


8501180358 

8501180346 

85/01/14 

50-440 

G 

8501180359 

8501180277 

84/05/16 

FOIA 


8501180361 

8501180346 

85/01/14 

50-440 

G 

8501180362 

8501180277 

84/05/16 

FOIA 


8501180364 

8501180363 

84/12/20 

50-244 

P 

8501180365 

8501 180363 

84/12/20 

50-244 

P 

8501180373 

8501 180278 

84/07/25 

FOIA 


8501180376 

8501 180278 

84/07/25 

FOIA 


8501180377 

8501180375 

85/01/10 

5t)-483 

P 

8501180378 

8501180374 

85/01/14 

50-289 

G 

8501180379 

8501180278 

84/07/25 

FOIA 


8501180380 

8501180374 

85/01/14 

50-289 

O 

8501180381 

8501 180278 

84/07/25 

FOIA 


8501180383 

8501 180374 

85/01/14 

50-289 

0 

8501180384 

8501180278 

84/07/25 

FOIA 


8501180385 

8501180284 

84/06/21 

FOIA 


8501180386 

8501180278 

84/07/25 

FOIA 


8501180389 

8501180284 

84/06/21 

50-341 

A 

8501180391 

8501180284 

84/06/21 

50-341 

A 

8501180392 

8501180278 

84/07/25 

FOIA 


8501180394 

8501180388 

85/01/14 

50-400 

G 

8501180397 

8501180284 

84/06/21 

50-361 

P 

8501180400 

8501 180388 

85/01/14 

50-400 

0 

8501180402 

8501180284 

84/06/21 

50-361 

P 

8501180403 

8501180368 

85/01/14 

50-400 

0 

8501180404 

6501180293 

85/01/14 

50-344 

p 

8501180405 

8501180284 

84/06/21 

FOIA 


8501180406 

8501180401 

85/01/16 

50-206 

p 

8501180407 

8501180284 

84/06/21 

FOIA 


8501180408 

8501180388 

85/01/14 

90-400 

c 

8501180409 

8501180401 

85/01/16 

50-206 

p 

8501180410 

8501180399 

84/06/13 

POIA 


8501180412 

8501180388 

85/01/14 

50-400 

G 

8501180414 

8501180388 

85/01/14 

50-400 

l-o- 

8501180416 

85011803^ 

85/01/14 

i 50-400 

G 

8501180419 

8501180388 

85/01/14 

50-400 

G 

8501180421 

85011803^ 

85/01/14 

50-400 

G 

8501180423 

8501180420 

84/05/25 

FOIA 


8501180424 

8501180388 

85/01/14 

50-400 

G 

8501180428 

8501180422 

84/05/14 

FOIA 


8501180429 

8501180426 

84/06/06 

50-416 

O 

8501180430 

8501180388 

85/01/14 

50-400 ; 


8501180432 

^01180388 

85/01/14 

50-400. > 

■'■G 

8501180433 

8501180431 

84/12/05- 

^.' 00-302'^ ■ 




CROSS REFERENCE OF ENCLOSURES TO 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8S011B0434 

8501180388 

89/01/14 

50-400 

G 

8501180436 

8501180422 

84/05/14 

FOIA 


8501180437 

8901180388 

85/01/14 

50-400 

0 

8501180439 

8501180388 

89/01/14 

50-400 

G 

8501180440 

8501180422 

84/05/14 

FOIA 


8501180444 

8901180422 

84/09/14 

FOIA 


8501180449 

8901180388 

89/01/14 

50-400 

0 

8501180449 

8901180442 

84/12/03 

50-389 

Q 

8501180450 

8901180388 

89/01/14 

50-400 

G 

8501180451 

8501180448 

84/12/10 

50-261 

Q 

8501180453 

8501180447 

84/09/10 

FOIA 


8501180454 

8901180388 

89/01/14 

50-400 

0 

8501180459 

8501180388 

89/01/14 

50-400 

G 

8501180457 

8901180388 

89/01/14 

50-400 

0 

8501180458 

8501180388 

89/01/14 

90-400 

0 

8501180461 

8501180388 

85/01/14 

90-400 

0 

8501180463 

8501180413 

84/07/09 

50-220 

P 

8501180464 

8501180388 

85/01/14 

90-400 

G 

8501180469 

8901 180388 

85/01/14 

50-400 

G 

8501180466 

8901 180388 

85/01/14 

50-400 

0 

8501180468 

8501180499 

84/12/13 

50-416 

Q 

8501180470 

8501 180388 

89/01/14 

50-400 

G 

8501180471 

8501180388 

85/01/14 

50-400 

0 

8501180472 

8501180388 

85/01/14 

50-400 

0 

8501180474 

8901 180467 

84/12/11 

50-416 

Q 

8501180475 

8501180388 

85/01/14 

50-400 

G 

8501180476 

8901 180388 

89/01/14 

50-400 

0 

8501180481 

8901 180422 

84/09/14 

FOIA 


8501180483 

8901 180479 

89/01/08 

90-280 

P 

8501180484 

8501180339 

84/07/U 

70-712 


8501180486 

8901180482 

84/12/10 

50-416 

0 

8901180488 

8901180339 

84/07/U 

70-712 


8501180490 

8901180339 

84/07/11 

70-712 


8901180492 

8901180447 

84/09/10 

70-870 


8901180497 

8901180447 

84/09/10 

70-870 


8501180498 

8501180413 

84/07/09 

50-424 

A 

8901180900 

8901180499 

84/12/21 

50-399 

0 

8901180902 

8901180447 

84/05/10 

70-870 


8501180903 

8901180447 

04/05/10 

FOIA 


8501180504 

8901180422 

84/05/14 

FOIA 


8901180506 

8901180447 

84/09/10 

70-870 


8901180507 

8901180422 

84/05/14 

FOIA 


8901180908 

8901180447 

84/09/10 

FOIA 


8901180509 

8901180909 

04/09/20 

contract 


8901180910 

8901180447 

84/09/10 

70-870 


8901180511 

8901180447 

84/05/10 

70-870 


8901180513 

8901180413 

04/07/05 

90-424 

0 

8901180514 

8901180447 

04/09/10 

70-870 


8901180919 

8901180912 

04/12/13 

90-413 

0 

8901180517 

8901 180447 

84/09/10 

FOIA 


8501180519 

8901180447 

04/09/10 

FOIA 


8901180921 

8901180447 

04/09/10 

FOIA 


8901180923 

8901180447 

04/05/10 

FOIA 


8901180926 

8901180447 

04/09/10 

FOIA 


8901180^7 

8901180447 

84/09/10 

FOIA 


8901180930 

8501180447 

84/05/10 

FOIA 


8901180933 

8501180932 

09/01/10 

90-424 

A 

89011801^19 

8501180534 

04/12/26 

90-269 

F 

89O121Q0O4 

8501210002 

04/11/30 

90-339 

0 

8901210007 

8501210009 

04/11/29 

90-335 

0 

8501210008 

8501210006 

04/12/14 

CONTRACT 


8901210019 

8501210010 

04/09/07 

90-335 

0 

8901210016 

8501210013 

04/12/12 

90-261 

0 

8501210021 

8501210019 

04/03/20 

90-290 

a 

8901210022 

8501210018 

04/11/26 

90-400 

0 

8901210027 

8^01210024 

04/12/20 

90-330 

0 

8901210031 

8501210029 

04/11/27 

90-400 

a 

8901210039 

8301210032 

04/12/21 

90-324 

0 

B90121003B 

8901210033 

04/11/20 

90-300 

0 

B9O1210Q41 

8901210039 

§4/12/14 

90-369 

0 

8901210046 

8901210042 

04/18/12 

90-416 

0 

8901210093 

8901210047 

04/11/27 

90-290 

0 

8901210094 

8901210048 

04/12/14 

90-430 

0 

8901210060 

8901210099 

00/01 /U 

70-143 


8901210062 

8901210001 

04/11/29 

90-390 

0 

B9O12100#4 

8901210099 

00/01/11 

70-143 


89012100^7 

890I21P043 

04/12/13 

90-430 

0 

89Q1210O97, , 

890121^07 

^/01/19 

90-244 

0 

a9O;12i.e08r.;, 

.8001210056 

04/1 1/^ 

90-413 

0 

8901210091 

89©i2i-Qe89 

04/12/14 

90-400 

0 


ACCESSION NUMBER 


ENCLOSURE 

principal 

document 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501210105 

8501210099 

84/12/13 

50-416 

Q 

8501210106 

8501210097 

84/12/26 

50-302 

f) 

8501210112 

8501210097 

84/12/26 

50-302 

0 

850121011 A 

8501210111 

85/01/15 

50-354 

G 

8501210115 

8501210097 

84/12/26 

50-302 

0 

8501210116 

S501210110 

84/12/19 

50-416 

0 

8501210124 

8501210118 

84/12/05 

50-261 

Q 

8501210132 

0501210127 

84/12/07 

50-261 


8501210142 

8501210134 

84/09/20 

50-438 


8301210144 

8501210134 

84/09/20 

50-438 

0 

8501210145 

8501210141 

84/12/18 

50-438 

0 

8501210149 

8501210119 

84/12/20 

50-340 

0 

8501210156 

8501210119 

84/12/20 

50-348 

n 

8501210161 

8501210119 

84/12/20 

50-340 

0 

8501210162 

8501210159 

85/01/14 

50-352 

0 

8501210163 

8501210155 

84/11/23 

50-321 

n 

8501210166 

8501210159 

85/01/14 

50-352 


8501210167 

8501210119 

84/12/20 

50-348 

r) 

8501210169 

8501210164 

84/12/10 

50-438 

R 

8501210172 

8501210168 

84/03/03 

50-261 

G 

8501210177 

8501210171 

85/01/14 

50-155 

G 

8501210181 

8501210176 

85/01/07 

50-338 


8501210186 

8501210174 

84/12/24 

50-335 

G 

8501210187 

8501210183 

85/01/14 

50-267 

Q 

8501210190 

8501210174 

84/12/24 

50-335 

0 

8501210195 

8501210189 

85/01/14 

50-293 

0 

8501210200 

8501210174 

84/12/24 

50-335 

Q 

8501210204 

8501210192 

84/12/28 

50-928 

Q 

8501210205 

8501100422 

84/03/14 

FOIA 


8501210208 

8501210174 

S4/12/24 

50-335 

0 

8501210212 

8501180422 

B4/05/14 

FOIA 


8501210213 

8501210206 

85/01/07 

50-99 

Q 

8501210215 

8501100422 

84/05/14 

FOIA 


8501210218 

8501210210 

84/12/12 

50-327 

Q 

8301210220 

8901180422 

84/05/14 

FOIA 


8501210221 

8501210214 

84/12/24 

50-438 

0 

8301210224 

8301210197 

84/12/14 

50-324 

0 

8501210227 

8512210219 

04/00/03 

FOIA 


8501210228 

8501210214 

04/12/24 

50-438 

Q 

8501210229 

8501210197 

04/12/14 

50-324 

Q 

8501210232 

8501210197 

84/12/14 

50-324 

0 

0501210233 

8501210214 

84/12/24 

50-438 

G 

8301210235 

8312210219 

84/08/03 

FOIA 


8501210236 

8501210225 

84/12/12 

50-390 

Q 

8501210239 

8501210214 

84/12/24 

90-430 

0 

8901210240 

8501210237 

84/12/27 

90-389 

Q 

0901210241 

8901210238 

84/12/04 

90-250 

Q 

8901210242 

8512210219 

84/08/03 

FOIA 


0901210244 

8901210243 

04/12/24 

90-413 

0 

8901210251 

8901210243 

84/12/24 

90-413 

0 

8901210299 

8501210243 

84/12/24 

50-413 

G 

8901210296 

8901210248 

84/12/12 

50-269 

G 

0901210262 

8901210243 

84/12/24 

50-413 

G 

0901210260 

8501210269 

85/01/14 

50-123 

P 

8901210270 

8501210269 

85/01/14 

50-123 

P 

8901210272 

B501210266 

84/12/31 

50-338 

Q 

0901210273 

89012X0269 

83/01/14 

50-123 

P 

0901210274 

8501210269 

85/01/14 

50-123 

P 

0901210276 

89012X0266 

84/12/31 

90-338 

Q 

8901210277 

8501210265 

85/01/14 

50-123 

P 

8901210279 

8501210266 

84/12/31 

50-338 

Q 

0901210202 

8501210266 

04/12/31 

50-338 

Q 

0901210209 

8501210281 

04/12/12 

50-424 

G 

0901210287 

0501210200 

85/01/14 

CONTRACT 


89018102^7 

8501210290 

84/12/06 

50-348 

Q 

0901210312 

8501210307 

84/12/21 

50-290 

Q 

0901210314 

8501210307 

84/12/21 

90-290 

Q 

0901210317 

0501210307 

84/12/21 

90-290 

0 

0901210320 

8501210307 

84/12/21 

50-250 

G 

0901210323 

8501210307 

84/12/21 

50-290 

G 

0901210337 

8501210334 

85/01/11 

50-418 

D 

0901210330 

8501210267 

84/12/12 

50-299 

Q 

0901210396 

8501210350 

89/01/16 

XPORTLIC 


0901210398 

8501210392 

84/12/31 

50-327 

0 

0901210371 

8501210362 

85/01/14 

50-413 

P 

0901210387 

8501210384 

84/11/25 

50-267 

8 

0901210308 

8501210383 

84/12/27 

50-390 

Q 

09012103^8 

8501210399 

83/01/16 

50-382 

G 

0901210400 

8501210394 

84/07/16 

50-209 

P 

0901210402 

0501210399 

88/01/16 

50-388 

G 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501210426 

8501210423 

85/01/02 

50-483 

G 

8501210430 

8501210423 

85/01/02 

50-483 

Q 

8501220002 

8501220001 

84/12/27 

50-263 

G 

8501220006 

8501220005 

84/12/28 

50-373 

G 

8501220007 

8501220005 

84/12/28 

50-373 

G 

8501220040 

8501220035 

85/01/14 

50-445 

Q 

8501220044 

8501220035 

85/01/14 

50-445 

G 

8501220048 

8501220035 

85/01/14 

50-445 

G 

8501220168 

8501220163 

85/01/04 

50-282 

Q 

8501220186 

8501220179 

85/01/15 

50-304 

S 

8501220202 

8501220195 

85/01/09 

50-344 

P 

8501220209 

8501220195 

85/01/09 

50-344 

P 

8501220216 

8501220210 

85/01/04 

50-373 

Q 

8501220227 

8501220210 

85/01/04 

50-373 

G 

8501220237 

8501220233 

85/01/03 

50-454 

G 

8501220239 

8501220233 

85/01/03 

50-454 

G 

8501220244 

8501220233 

85/01/03 

50-454 

Q 

8501220257 

8501220254 

85/01/15 

50-344 

Q 

8501220263 

8501220259 

85/01/16 

50-277 

F 

8501220264 

8501220260 

85/01/14 

50-440 

£ 

8501220281 

8501220271 

85/01/16 

50-320 

P 

8501220301 

8501220294 

85/01/14 

50-320 

V 

8501220310 

8501220304 

85/01/17 

50-289 

T 

8501220359 

8501220357 

85/01/14 

50-320 

P 

8501220363 

8501220357 

85/01/14 

50-320 

P 

8501220364 

8501220357 

85/01/14 

50-320 

P 

8501220370 

8501220365 

84/06/07 

50-528 

A 

8501220375 

8501220372 

84/06/07 

FOIA 


8501220376 

8501220372 

84/06/07 

FOIA 


8501220378 

8501220372 

84/06/07 

50-247 

F 

8501220381 

8501220379 

85/01/11 

50-311 

P 

8501220411 

8501220406 

85/01/11 

50-320 

H 

8501220414 

8501220409 

84/06/18 

FOIA 


8501220417 

8501220409 

84/06/18 

FOIA 


8501220422 

8501220409 

84/06/18 

FOIA 


8501220424 

8501220409 

84/06/18 

FOIA 


8501220425 

8501220419 

85/01/11 

50-206 

P 

8501220427 

8501220409 

84/06/18 

FOIA 


8501220431 

8501220409 

84/06/18 

FOIA 


8501220434 

8501220409 

84/06/18 

FOIA 


8501220438 

8501220409 

84/06/18 

FOIA 


8501220443 

8501220409 

84/06/18 

FOIA 


8501220446 

8501220409 

84/06/18 

FOIA 


8501220450 

8501220409 

84/06/18 

FOIA 


8501220453 

8501220448 

85/01/05 

71-89 


8501220455 

8501220409 

84/06/18 

FOIA 


8501220457 

8501220452 

85/01/07 

71-304 


8501220458 

8501220409 

84/06/18 

FOIA 


8501220459 

8501220409 

84/06/18 

FOIA 


8501220461 

8501220409 

84/06/18 

FOIA 


8501220466 

8501220409 

84/06/18 

FOIA 


8501220470 

8501220409 

84/06/18 

FOIA 


8501220472 

8501220409 

84/06/18 

FOIA 


8501220478 

8501220409 

84/06/18 

FOIA 


8501220485 

8501220409 

84/06/18 

FOIA 


8501220490 

8501220480 

84/11/20 

50-206 

S 

8501220517 

8501220514 

84/06/19 

70-712 


8501220521 

8501220514 

84/06/19 

70-712 


8501220525 

8501220514 

84/06/19 

70-712 


8501220529 

8501220514 

84/06/19 

40-1478 


8501220533 

8501220514 

84/06/19 

40-1478 


8501220536 

8501220514 

84/06/19 

70-712 


8501220539 

8501220514 

84/06/19 

40-1478 


8501220542 

8501220514 

84/06/19 

40-1478 


8501220548 

8501220514 

84/06/19 

70-712 


8501220551 

8501220514 

84/06/19 

70-712 


8501220554 

8501220514 

84/06/19 

70-712 


8501220564 

8501220561 

84/04/27 

FOIA 


8501220569 

8501220565 

84/12/28 

50-341 

G 

8501220571 

8501220566 

85/01/18 

50-483 

G 

8501230015 

8501230009 

85/01/11 

CONTRACT 


8501230018 

8501230012 

85/01/08 

COMMISSION 

8501230021 

8501230012 

85/01/08 

COMMISSION 

8501230022 

8501230016 

84/06/27 

50-275 

T 

6501230025 

8501230012 

85/01/08 

COMMISSION 

8501230026 

8501230024 

85/01/11 

50-275 

P 

8501230029 

8501230016 

84/06/27 

50-275 

P 

8501230031 

8501230028 

84/07/03 

50-498 

T 

85012^036 

8501230016 

84/06/27 

50-275 

P 

8501230645 

8501230016 

84/06/27 

50-275 

P 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


8501230046 8501230041 84/07/10 FOIA 

B501230047 8501230044 85/01/15 50-387 P 

8501230048 8501230041 84/07/10 FOIA 

8501230049 8501230016 84/06/27 50-275 P 

8501230052 8501230044 85/01/15 50-387 P 

8501230053 8501230012 85/01/08 COMMISSION 

8501230055 8501230012 85/01/08 COMMISSION 

8501230059 8501230016 84/06/27 50-275 P 

8501230063 8501230016 84/06/27 50-275 P 

8501230069 8501230064 84/06/28 50-397 P 

8501230073 8501230068 85/01/09 50-528 F 

8501230093 8501230085 85/01/09 CONTRACT 

8501230094 8501230087 85/01/16 50-289 0 

8501230107 8501230082 84/05/24 50-245 Q 

8501230113 8501230091 84/07/12 FOIA 

8501230117 8501230106 84/12/31 TOPREP 

8501230122 8501230116 85/01/15 50-220 Q 

8501230123 8501230118 85/01/16 CONTRACT 

8501230134 8501230091 84/07/12 FOIA 

8501230145 8501230141 85/01/16 50-368 Q 

8501230151 8501230111 84/06/21 50-369 P 

8501230158 8501230111 84/06/21 50-373 P 

8501230162 8501230155 85/01/16 50-285 0 

8501230165 8501230111 84/06/21 50-317 F 

8501230166 8501230159 85/01/17 50-322 Q 

8501230167 8501230163 85/01/15 CONTRACT 

8501230173 8501230111 84/06/21 50-280 P 

8501230174 8501230164 85/01/17 50-382 0 

8501230178 8501230172 85/01/03 71-242 

8501230179 8501230175 85/01/14 CONTRACT 

8501230180 8501230111 84/06/21 50-344 P 

8501230188 8501230111 84/06/21 50-250 P 

8501230197 8501230111 84/06/21 50-250 P 

8501230204 8501230111 84/06/21 50-395 P 

8501230212 8501230111 84/06/21 50-317 P 

8501230216 8501230208 85/01/17 50-382 Q 

B501230219 8501230211 85/01/17 70-143 

8501230223 8501230111 84/06/21 50-344 P 

8501230227 8501230221 85/01/16 50-458 Q 

8501230233 8501230111 84/06/21 FOIA 

8501230235 8501230228 85/01/18 50-461 F 

8501230237 8501230221 85/01/16 50-458 Q 

8501230238 8501230111 84/06/21 50-280 P 

8501230241 8501230232 85/01/18 50-482 A 

8501230243 8501230231 85/01/17 50-400 A 

8501230244 8501230111 84/06/21 50-369 P 

8501230245 8501230240 85/01/16 50-298 Q 

8501230248 8501230225 84/04/30 50-282 S 

8501230249 8501230246 84/07/20 50-201 Q 

8501230250 8501230111 84/06/21 50-259 P 

8501230253 8501230240 85/01/16 50-298 Q 

8501230255 8501230247 85/01/15 50-295 0 

8501230257 8501230246 84/07/20 50-201 0 

8501230259 8501230111 84/06/21 50-280 P 

8501230260 8501230246 84/07/20 50-201 Q 

8501230262 8501230254 85/01/02 50-289 U 

8501230263 8501230111 84/06/21 50-280 P 

8501230268 8501230246 84/07/20 50-201 Q 

8501230274 8501230111 84/06/21 50-387 P 

8501230280 8501230246 84/07/20 50-201 Q 

8501230282 8501230111 84/06/21 50-289 P 

8501230284 8501230279 85/01/17 50-445 G 

8501230285 8501230276 85/01/17 50-219 O 

8501230286 8501230111 84/06/21 50-289 P 

8501230290 8501230246 84/07/20 50-201 R 

8501230291 8501230279 85/01/17 50-445 G 

8501230298 8501230292 85/01/09 50-390 K 

8501230299 8501220452 85/01/07 71-304 

8501230305 8501230111 84/06/21 50-244 P 

8501230309 8501230296 85/01/17 50-277 G 

85012'3031l 8501230111 84/06/21 50-277 P 

8501230316 8501230312 85/01/11 50-321 P 

8501230317 8501230111 84/06/21 50-289 F 

8501230321 8501230111 84/06/21 50-373 P 

8501230324 8501230319 85/01/16 50-458 0 

8501230327 8501230111 84/06/21 50-280 F 

8501230333 8501230319 85/01/16 50-458 Q 

8501230336 8501230111 84/06/21 50-317 P 

8501230339 8501230332 85/01/18 50-320 P 

8501230343 8501230111 84/06/21 50-250 P 
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8501230344 

8501230338 

85/01/07 

50-322 

P 

8501230351 

8501230348 

85/01/15 

50-382 

Q 

8501230361 

8501230358 

85/01/08 

50-312 

P 

850123036S 

8501230360 

85/01/07 

TOPREP 


8501230375 

8501230374 

85/01/16 

50-354 

F 

8S012303B3 

8501230378 

85/01/18 

50-424 

A 

8501230401 

8501230400 

85/01/16 

TOPREP 


8501230406 

8501230404 

85/01/18 

50-344 

P 

8501230411 

8501230409 

85/01/16 

50-400 

O 

850 123041 5 

8501230409 

85/01/16 

50-400 

O 

8501230419 

8501230409 

85/01/16 

50-400 

G 

8501230423 

8501230418 

85/01/08 

50-312 

P 

8501230426 

8501230424 

85/01/17 

50-387 

F 

8501230427 

8501230425 

85/01/16 

50-458 

Q 

8501230420 

8501230111 

84/06/21 

50-395 

P 

8501230430 

8501230409 

85/01/16 

50-400 

G 

8501230432 

8501230111 

84/06/21 

50-280 

P 

8501230435 

8501230409 

85/01/16 

50-400 

G 

8501230437 

8501230111 

84/06/21 

50-219 

P 

8501230438 

6501230409 

85/01/16 

50-400 

0 

8501230441 

8501230111 

84/06/21 

50-344 

P 

8501230443 

8501230111 

04/06/21 

50-244 

P 

8501230446 

8501230111 

84/06/21 

50-277 

P 

8501230450 

8501230111 

84/06/21 

50-259 

P 

8501230453 

8501230111 

84/06/21 

50-409 

P 

8501230457 

8501230111 

84/06/21 

50-387 

F 

8501230462 

8501230111 

04/06/21 

50-269 

P 

8501230464 

8501230111 

84/06/21 

50-280 

P 

8501230467 

8501230111 

84/06/21 

50-280 

P 

8501230468 

8501230459 

85/01/17 

50-346 

P 

8501230469 

B501230111 

84/06/21 

50-259 

P 

8501230478 

8501230111 

84/06/21 

50-289 

P 

8501230482 

8501230111 

84/06/21 

50-387 

P 

8501230485 

8501230111 

84/06/21 

FOIA 


8501230488 

8501230111 

84/06/21 

30-416 

P 

8501230491 

8501230111 

84/06/21 

50-416 

P 

0501230497 

8501230494 

85/01/16 

COMMISSION 

8501230505 

0501230503 

85/01/17 

50-390 

A 

8501230510 

8002080298 

74/11/13 

70-1308 


8501230517 

6501230512 

84/06/28 

30-10 

P 

8501230521 

8501230512 

84/06/28 

50-10 

P 

8501230527 

8501230522 

85/01/16 

50-247 

H 

8501230545 

8501230536 

04/11/06 

50-253 

9 

8501230549 

8501230541 

05/01/09 

50-354 

0 

8501230564 

8501230558 

85/01/16 

50-354 

A 

8501230571 

8501230559 

84/07/20 

FOIA 


05dl23O573 

8501230566 

84/06/07 

50-321 

0 

8501230576 

8501830559 

84/07/20 

FOIA 


8501230580 

8501230559 

84/07/20 

FOIA 


8501230585 

8501230559 

84/07/20 

FOIA 


8501230588 

8501230559 

84/07/20 

FOIA 


8501230593 

8501230559 

84/07/20 

FOIA 


8501230604 

8501230559 

04/07/20 

FOIA 


8501230608 

8501230559 

84/07/20 

FOIA 


B501230612 

6501230607 

85/01/18 

30-440 

A 

8501230613 

8501230559 

84/07/20 

FOIA 


8501230616 

6501230607 

85/01/18 

30-440 

A 

0501230617 

8501230559 

84/07/20 

FOIA 


8501230630 

8501230629 

85/01/11 

50-498 

A 

8501230632 

8501230629 

85/01/18 

50-498 

A 

8501240006 

8501240006 

85/01/04 

50-283 

F 

8501240029 

8501240026 

84/07/16 

FOIA 


8501240031 

8501240027 

85/01/10 

30-286 

0 

8501240034 

8501240026 

84/07/16 

FOIA 


8501240036 

8501240032 

85/01/04 

CCmHIitXON 

8501240037 

8501240027 

85/01/10 

30-886 

0 

8501240040 

8501240032 

85/01/04 

C0I^I88X0N 

8501240041 

8501240035 

84/07/10 

30-381 

8 

8501240044 

8:501240032 

85/01/04 

CCmMXi8XQN 

8501240046 

8501240042 

84/04/29 

30-289 

F 

8501240049 

^01240042 

84/04/29 

50-289 

F 

8501240050 

^01240047 

85/01/11 

30-352 

8 

8501240051 

@5012400^ 

85/01/04 

comtmtm 

8001240092 

8501240045 

85/01/03 

50-275 

8 

8501240054 

101240032 

85/01/04 

comtmttm 

850124(mt 

8501240047 

85/01 /U 

50-m 

8 

850124605!7 

8501240042 

84/06/29 

30-289 

F 

8501240056 

e501240<K32 

85/01/04 

cmmtmtm 

8501240060 

8501240042 

84/04/29 

50-28f 

F 

B501240062 

8501240032 

85/01/04 

CQHHI88I0N 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

8501240067 8501240032 
8501240069 8501240068 
8501240071 8501240064 
8501240073 8501240068 
8501240079 8501240077 

8501240082 8501240077 
8501240084 6501240068 
8501240088 8501240061 
8501240090 8501240068 
8501240094 8501240092 

8501240095 8501240061 
8501240096 8501240068 
8501240099 8501240068 
8501240100 8501240061 
8501240101 8501240098 

8501240102 8501240068 
8501240103 8501240091 
8501240105 8501240068 
8501240106 8501240068 
8501240108 8501240061 

8501240109 8501240104 
8501240110 8501240068 
8501240111 8501240107 
8501240112 6501240068 
8501240113 8501240061 

8501240115 8501240068 
8501240116 8501240068 
8501240118 8501240068 
8501240119 8501240061 
8501240120 8501240104 

8501240122 8501240068 
8501240124 8501240068 
8501240125 8501240061 
8501240126 8501240068 
8501240127 8501240068 

8501240131 8501240068 
850X240132 8501240068 
8501240134 8501240068 
8501240136 8501240130 
8501240137 8501240068 

8501240139 8501240068 
8501240140 8501240068 
8501240141 8501240130 
8501240142 8501240068 
8501240143 8501240068 

8501240145 8501240068 
8501240147 8501240068 
8501240149 6501240068 
8501240150 8501240068 
8501240154 8501240144 

8501240155 0301240068 
8501240159 8501240068 
8501 2401 63 8501240068 
8501240166 8501240068 
0501240170 8501240068 

8501240173 8501240068 
0501240175 8501240168 
8501240176 0501240060 
0501240178 8501240169 
@501240179 8501240068 

0501240185 0501240060 
0501240186 8301240100 
8501240188 0501240060 
0501240190 0501240183 
8501240191 0501240104 

8501240194 8501240183 
0501240196 6501240164 
8501240198 8501240183 
8501240204 0501240068 
0501240209 8501240068 

8501240211 8501240066 
8501240217 8501240066 
•501240219 8501240216 
8501240222 8501240066 
•501240223 8501240066 

•501240227 0501240216 
•501240228 8501240066 
•501240230 8501240066 
•501240235 8501240066 
•501240230 e50124006i 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

S5/01/04 

COMMISSION 

84/05/16 

FOIA 


85/01/10 

50-317 

Q 

84/05/16 

FOIA 


85/01/16 

50-321 

S 

85/01/16 

50-321 

S 

84/05/16 

FOIA 


84/08/06 

FOIA 


84/05/16 

FOIA 


85/01/15 

50-247 

p 

84/08/06 

50-508 

A 

84/05/16 

FOIA 


84/05/16 

FOIA 


84/08/06 

FOIA 


85/01/14 

50-423 

£ 

84/05/16 

FOIA 


85/01/11 

50-272 

G 

84/05/16 

FOIA 


84/05/16 

FOIA 


84/08/06 

FOIA 


85/01/21 

50-272 

G 

84/05/16 

FOIA 


85/01/18 

50-323 

A 

84/05/16 

FOIA 


84/08/06 

FOIA 


84/05/16 

FDIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/08/06 

FDIA 


85/01/21 

50-272 

Q 

84/05/16 

FOIA 


84/05/16 

FOIA 


84/08/06 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FDIA 


B4/05/16 

FOIA 


85/01/16 

50-454 

P 

84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


85/01/16 

50-454 

P 

84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FDIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/07/16 

50-321 

0 

84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


85/01/02 

50-397 

Q 

84/05/16 

FOIA 


85/01/21 

50-266 

P 

84/05/16 

FOIA 


84/05/16 

FOIA 


85/01/17 

50-369 

P 

04/05/16 

FOIA 


85/01/22 

50-206 

V 

84/12/31 

50-315 

G 

85/01/22 

50-206 

V 

84/12/31 

50-315 

0 

85/01/22 

50-206 

V 

84/03/16 

FOIA 


84/03/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 


85/01/17 

50-155 

P 

84/05/16 

FDIA 


84/05/16 

FOIA 


85/01/17 

50-153 

P 

84/05/16 

FOIA 


84/03/16 

FOIA 


84/05/16 

FOIA 


84/05/16 

FOIA 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501240242 

8501240068 

84/05/16 

FQIA 


8501240667 

8501240665 

85/01/15 

71-9181 


8501240244 

8501240226 

84/07/20 

50-482 

Q 

8501240670 

8501240668 

84/12/31 

50-456 

G 

8501240250 

8501240226 

84/07/20 

50-482 

Q 

8501240671 

8501240668 

84/12/31 

50-456 

Q 

8501240255 

8501240068 

84/05/16 

FOIA 


8501290003 

8501250001 

85/01/21 

50-449 

K 

8501240257 

8501240226 

84/07/20 

50-482 

Q 

8501250022 

8501250017 

85/01/16 

50-333 

P 

8501240260 

8501240226 

84/07/20 

50-482 

A 

8501250025 

8501250017 

85/01/16 

50-333 

P 

8501240261 

8501240068 

84/05/16 

FOIA 


8501250028 

8501250017 

89/01/16 

50-333 

P 

8501240265 

8501240068 

84/05/16 

FOIA 


8501250034 

8501250017 

85/01/16 

50-333 

P 

8501240269 

8501240068 

84/05/16 

FOIA 


8501250038 

8501250033 

85/01/15 

71-5026 


8501240270 

8501240068 

84/05/16 

FOIA 


8501250041 

8501250017 

85/01/16 

50-333 

P 

8501240273 

8501240068 

84/05/16 

FOIA 


8501250067 

B501250061 

84/06/13 

FOIA 


8501240274 

8501240226 

84/07/20 

50-482 

H 

8501250070 

8501250061 

84/06/13 

FOIA 


8501240276 

8501240068 

84/05/16 

FOIA 


8501250071 

8501250061 

84/06/13 

40-6920 


8501240280 

8501240068 

84/05/16 

FOIA 


8501250072 

8501250061 

84/06/13 

40-6920 


8501240282 

8501240068 

84/05/16 

FOIA 


8501250073 

8501250061 

84/06/13 

FOIA 


8501240283 

8501240226 

84/07/20 

50-482 

Q 

8501250074 

8501250061 

84/06/13 

FOIA 


8501240285 

8501240275 

85/01/11 

50-423 

Q 

8501250076 

8501250061 

84/06/13 

40-6920 


8501240286 

8501240068 

84/05/16 

FOIA 


8501250077 

8501250061 

84/06/13 

FOIA 


8501240290 

8501240068 

84/05/16 

FOIA 


8501250080 

8501250061 

84/06/13 

FOIA 


8501240292 

8501240226 

84/07/20 

50-482 

G 

8501250081 

8501250061 

84/06/13 

FOIA 


8501240293 

8501240068 

84/05/16 

FOIA 


8501250082 

8501250061 

84/06/13 

40-6920 


8501240297 

8501240068 

84/05/16 

FOIA 


8501250083 

8501250061 

84/06/13 

40-6920 


8501240301 

8501240226 

84/07/20 

50-482 

G 

8501290084 

8501250061 

84/06/13 

FOIA 


8501240302 

8501240068 

84/05/16 

FOIA 


8501250085 

8501250078 

85/01/17 

50-410 

R 

8501240303 

8501240295 

85/01/15 

50-373 

P 

8501250087 

8501250061 

84/06/13 

FOIA 


8501240308 

8501240068 

84/05/ 16 

FOIA 


8501250088 

8501250061 

84/06/13 

FOIA 


8501240309 

8501240226 

84/07/20 

50-482 

G 

8501250090 

8501250061 

84/06/13 

FOIA 


8501240316 

8501240068 

a4/p5/16 

FOIA 


8501250092 

8501250061 

84/06/13 

FOIA 


8501240320 

8501240311 

85/01/17 

50-237 

P 

8501250093 

8501250078 

85/01/17 

50-410 

R 

8501240322 

8501240068 

84/05/16 

FOIA 


8501250094 

8501250061 

84/06/13 

40-6920 


8501240326 

8501240042 

84/06/29 

50-289 

P 

8501250096 

8501250061 

84/06/13 

FOIA 


8501240327 

8501240325 

85/01/16 

50-289 

F 

8501250097 

8501250061 

84/06/13 

FOIA 


8501240328 

8501240311 

85/01/17 

50-237 

P 

8501250099 

8501250061 

84/06/13 

FOIA 


8501240329 

8501240042 

84/06/29 

50-289 

P 

8501250100 

8501250061 

84/06/13 

FOIA 


8501240333 

8501240042 

84/06/29 

50-289 

P 

8501250101 

8501250078 

85/01/17 

50-410 

R 

8501240334 

8501240325 

85/01/16 

50-289 

F 

8501250102 

8501250061 

84/06/13 

40-6920 


8501240337 

8501240325 

85/01/16 

50-289 

F 

8501250105 

8501250061 

84/06/13 

FOIA 


8501240340 

8501240042 

84/06/29 

50-289 

P 

8501250107 

8501250061 

84/06/13 

FOIA 


8501240344 

8501240042 

84/06/29 

50-289 

P 

850125010B 

8501250061 

84/06/13 

40-6920 


850 I 240347 

8501240068 

84/05/16 

FOIA 


8501250109 

8501250095 

85/01/19 

TOP REP 


8501240350 

8501240042 

84/06/29 

50-289 

P 

8501250111 

8501250061 

84/06/13 

FOIA 


8501240351 

8501240068 

84/05/16 

FOIA 


8501250112 

8901250104 

85/01/23 

50-361 

P 

8501240354 

8501240042 

84/06/29 

50-289 

P 

8501250114 

8501250061 

84/06/13 

FOIA 


8501240358 

8501240068 

84/05/16 

FOIA 


8501250116 

8501250061 

84/06/13 

FOIA 


8501240363 

8501240042 

84/06/29 

50-289 

P 

8501250117 

8501250061 

84/06/13 

FOIA 


8501240366 

8501 240352 

84/07/25 

FOIA 


8501250121 

8901250061 

84/06/13 

FOIA 


8501240368 

8501240068 

84/09/16 

FOIA 


8501250123 

8501290061 

84/06/13 

FOIA 


8501240371 

8501240042 

84/06/29 

50-289 

P 

8501250125 

8501250061 

84/06/13 

40-6920 


8501240374 

8501240352 

84/07/29 

FOIA 


8501250126 

8501250061 

84/06/13 

FOIA 


8501240378 

8501240068 

84/05/16 

FOIA 


8501250127 

8501250061 

84/06/13 

FOIA 


8501240380 

8501240042 

84/06/29 

50-289 

P 

8501250128 

8501250061 

84/06/13 

FOIA 


8501240382 

8501240068 

84/09/16 

FOIA 


8501250129 

8501250122 

85/01/23 

50-302 

P 

8501240383 

8501240352 

84/07/25 

FOIA 


8501250131 

8501290061 

84/06/13 

FOIA 


8501240384 

8501240042 

84/06/29 

90-289 

P 

8501250132 

8501250061 

84/06/13 

40-6920 


8501240390 

8501 240068 

84/05/16 

FOIA 


8501250133 

8501250061 

84/06/13 

40-6920 


8501240391 

8901240352 

84/07/25 

FOIA 


8501250136 

8501250061 

84/06/13 

FOIA 


8501240393 

8501240068 

84/05/16 

FOIA 


8501290137 

8501250061 

84/06/13 

FOIA 


8501240395 

8501240042 

84/06/29 

50-289 

P 

8901290138 

8501250061 

84/06/13 

FOIA 


8501240399 

8501240352 

84/07/25 

FOIA 


8501250139 

8501250061 

84/06/13 

40-6920 


8501240400 

8501240068 

84/05/16 

FOIA 


8501250141 

8501250061 

84/06/13 

40-6920 


8501240403 

B501240042 

84/06/29 

FOIA 


8501250142 

8501250061 

84/06/13 

FOIA 


8501240406 

8501240392 

84/07/29 

50-142 

G 

8501250144 

8501250061 

84/06/13 

40-6920 


8501240408 

8901240042 

84/06/29 

50-289 

P 

8501250145 

8501250061 

84/06/13 

FOIA 


8501240411 

8901240042 

84/06/29 

50-289 

P 

8501250146 

8501250061 

84/06/13 

FOIA 


8501240413 

8901240392 

84/07/25 

50-142 

G 

8501250147 

8901290061 

84/06/13 

FOIA 


8501240416 

8901240042 

84/06/29 

50-289 

P 

8501290149 

8501250061 

84/06/13 

FOIA 


8501240420 

8901240042 

84/06/29 

90-289 

P 

8501290190 

8501250061 

84/06/13 

FOIA 


8501240424 

8901240392 

84/07/25 

50-142 

G 

8501250151 

8501250140 

85/01/18 

50-282 

P 

8501240425 

8501240042 

84/06/29 

50-289 

P 

' 8501250153 

8501250061 

84/06/13 

FOIA 


8501240428 

8301240392 

84/07/25 

FOIA 


8501290194 

8501250061 

84/06/13 

FOIA 


850:1240429 

8501^0042 

84/06/29 

50-289 

P 

8501250156 

8501290061 

84/06/13 

FOIA 


8501240432 

8501240392 

84/07/25 

FOIA 


8501250157 

8501250061 

84/06/13 

FOIA 


8501240436 

8501240352 

84/07/25 

FOIA 


8501250158 

8501290061 

84/06/13 

FOIA 


8501240443 

8501240332 

84/07/25 

50-142 

G 

8501250159 

8501250061 

84/06/13 

40-6920 


8501240448 

8501240352 

84/07/25 

50-142 

C 

8501250160 

8501250061 

84/06/13 

FOIA 


8501240454 

8501240352 

84/07/25 

FOIA 


8501250163 

8501250061 

84/06/13 

FOIA 


8501240461 

8501240352 

84/07/25 

50-142 

G 

8501290167 

8501250061 

84/06/13 

FOIA 


8501240475 

8501240465 

85/01/10 

50-387 

G 

8501250168 

8501250061 

84/06/13 

FOIA 


B5O124Q60? 

8501240601 

85/01/10 

30-213 

G 

8501250169 

8501290061 

84/06/13 

FOIA 


8501240659 

8501240651 

85/01/11 

: 30-285 

G 

8501290171 

8501250061 

84/06/13 

FOIA 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


621 


ACCESSION 


enclosure 


8501250172 

8501250173 

8501250176 

8501250179 

8501250180 

8501250181 

8501250183 

8501250187 

8501250188 

8501250189 

8501250190 

8501250192 

8501250195 

8501250196 

8501250197 

8501250199 

8501250201 

8501250202 

8501250203 

8501250204 

8501250205 

8501250206 

8501250209 

8501250210 

8501250212 

8501250213 

8501250214 

8501250215 

8501250218 

8501250219 

8501250220 

6501250221 

8501250223 

8501250224 

8501250227 

8501250228 

8501250229 

8501250230 

8501250231 

8501250232 

8501250233 

8501250235 

8501250236 

8501250237 

8501250238 

8501250239 

8501250240 

8501250241 

8501250242 

8501250243 

8501250244 

8501250245 

8501250246 

8501250247 

8501250249 

8501250251 

8501250252 

8501250253 

8501250254 

8501250255 

8501250256 

8501250259 

8501250260 

8501250261 

8501250262 

8501250264 

8501250266 

8501250267 

8501250268 

8501250269 

8501250270 

8501250271 

8801250272 

8501250275 

8501250276 

8501-250277 

8501250^8 

850^50^ 


NUMBER 


Ai. CESSION NUMBER 


PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOGR' 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

71-9006 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250194 

85/01/18 

50-331 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250193 

85/01/23 

50-361 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250193 

85/01/23 

50-361 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250211 

85/01/11 

50-331 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250211 

85/01/11 

50-331 

8501250061 

84/06/13 

FOIA 

8501250216 

85/01/17 

50-440 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250222 

85/01/15 

40-2061 

8501250226 

85/01/11 

50-369 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250216 

85/01/17 

50-440 

8501250226 

85/01/11 

50-369 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250222 

85/01/15 

40-2061 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250061 

04/06/13 

FOIA 

8501250061 

84/06/13 

40-6920 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

04/06/13 

FOIA 

8501250061 

04/06/13 

40-6920 

B501250061 

04/06/13 

40-6920 

8501250061 

04/06/13 

FOIA 

8501250222 

05/01/15 

40-2061 

B501250061 

04/06/13 

FOIA 

8501250061 

84/06/13 

FOIA 

8501250061 

04/06/13 

71-9006 

8501250061 

04/06/13 

40-6920 

8501250061 

04/06/13 

71-9006 

8501250061 

04/06/13 

FOIA 

B501250061 

04/06/43 

FOIA 

8501250061 

04/06/13 

FOIA 

8501250061 

04/06/13 

40-6920 

8501250061 

04/06/13 

FOIA 

8501250061 

04/06/13 

FOIA 

B501250061 

84/06/13 

FOIA 

6501250061 

84/06/13 

FOIA 

6501250061 

84/06/13 

40-6920 

6501250061 

84/06/13 

FOIA 

6501250061 

84/06/13 

FOIA 


enclosure 


8501250285 

8501250287 

8501250288 

8501250289 

8501250290 

8501250291 

8501250292 

8501250294 

8501250296 

8501250297 

8501250298 

8501250299 

8501250300 

8501250302 

85012S0303 

8501250305 

8501250306 

8501250307 

8501250308 

8501250309 

8501250310 

8501250311 

8501250313 

8501250314 

8501250315 

8501250316 

8501250317 

8501250319 

8501250321 

8501250322 

8501250324 

8501250325 

8501250326 

8501250327 

8501250328 

8501250329 

8501250331 

8501250335 

8501250336 

8501250337 

8501250338 

8501250340 

8501250341 

8501250342 

8501250343 

8501250344 

6501250345 

8501250346 

8501250347 

8501250348 

8501250349 

8501250350 

8501250351 

8501250354 

8001250355 

8501250357 

8501250358 

8501250359 

8501250360 

8501250361 

8501250362 

8501250364 

•001250365 

8001250366 

•501250367 

8801250368 

•501250371 

•501250372 

•501250373 

8501200374 


•501250375 

8501250376 

850125(Ki78 

•501250380 

•oolfsooil 

•OOlIftOM 

•80185ml 

•OOlitom 

umimmu 

•50t»503i8 


PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

04/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250332 

85/01/22 

50-289 

G 

8501250061 

04/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

40-6920 


8501250333 

09/01/21 

50-413 

F 

8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

04/06/13 

40-6920 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8S012S0061 

84/06/13 

FOIA 


0501250334 

89/01/17 

90-206 

P 

0501250061 

04/0^/13 

FOIA 


0501250061 

84/06/13 

40-6920 


0501250061 

04/06/13 

FOIA 


8501250334 

89/01/17 

90-286 

P 

8501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

40-6920 


0501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


8501250356 

85/01/24 

50-289 

0 

•101250061 

84/06/13 

40-6920 


8501250061 

84/06/13 

40-6920 


•501250061 

84/06/13 

FOIA 


8501250061 

84/06/13 

FOIA 


090125^7 

85/01/18 

50-354 

0 

8001250061 

84/06/13 

FOIA 


moimmo 

89/01 /IS 

50-3^K 

G 

8501290061 

84/06/13 

FOIA 


8501290061 

04/06/13 

40-6900 


8501290061 

04/56/13 



•801290369 

85/01/18 

50r^' ■■ 

0 

8501290061 

84/06/13 

FOIA 


8901290061 

84/06/13 

40-6920 


•901290061 

84/06/13 

FOIA 




622 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8501250392 

8501250061 

84/06/13 

40-6920 


8501280329 

8501280199 

84/06/12 

FOIA 


8501250393 

8501250061 

84/06/13 

FOIA 


8501280336 

8501280199 

84/06/12 

FOIA 


8501250394 

8501250061 

84/06/13 

FDIA 


8501280345 

8501280199 

84/06/12 

FOIA 


8501250398 

8501250061 

84/06/13 

40-6920 


8501280351 

8501280199 

84/06/12 

FOIA 


8501250399 

8501250061 

84/06/13 

FOIA 


8501280358 

8501280352 

84/08/06 

FOIA 


8501250403 

8501250061 

84/06/13 

FOIA 


8501280386 

8501280376 

84/08/07 

50-382 

A 

8501250404 

8501250397 

85/01/24 

50-289 

C 

8501280388 

8501280378 

85/01/23 

50-482 

G 

8501250405 

8501250061 

84/06/13 

FOIA 


8501280394 

8501280376 

84/08/07 

FOIA 


8501250407 

8501250061 

84/06/13 

FOIA 


8501280405 

8501280376 

84/08/07 

50-445 

A 

8501250412 

8501250061 

84/06/13 

FOIA 


8501280407 

8501280376 

84/08/07 

50-382 

A 

8501250413 

8501250061 

84/06/13 

FOIA 


8501280410 

8501280392 

85/01/24 

50-482 

F 

8501250415 

8501250061 

84/06/13 

FOIA 


850128041 1 

8501280367 

84/06/13 

50-382 

G 

8501250416 

8501250061 

84/06/13 

FOIA 


8501280415 

8501280392 

85/01/24 

50-482 

F 

8501250420 

8501250061 

84/06/13 

FOIA 


850 128041 6 

8501280376 

84/08/07 

50-445 

A 

8501250421 

8501250061 

84/06/13 

FOIA 


8501280417 

850 1280367 

84/06/13 

FOIA 


8501250422 

8501250061 

84/06/13 

FOIA 


8501280424 

8501280367 

84/06/13 

50-443 

0 

8501250427 

8501250061 

84/06/13 

FOIA 


8501280435 

8501280367 

84/06/13 

FOIA 


8501250428 

8501250061 

84/06/13 

FOIA 


8501280436 

8501280429 

85/01/24 

50-302 

P 

8501250431 

8501250061 

84/06/13 

FOIA 


8501280442 

8501280433 

85/01/24 

50-275 

P 

8501250433 

8501250061 

84/06/13 

FOIA 


8501280443 

8501280367 

84/06/13 

50-289 

G 

8501250435 

850 1250061 

84/06/13 

FOIA 


8501280444 

8501280429 

85/01/24 

50-302 

P 

8501250436 

8501250061 

84/06/13 

FOIA 


8501280450 

8501280433 

85/01/24 

50-275 

P 

8501250440 

8501250061 

84/06/13 

FOIA 


8501280452 

8501280367 

84/06/13 

50-293 

G 

8501250441 

8501250061 

84/06/13 

FOIA 


8501280454 

8501280449 

85/01/15 

50-271 

P 

8501250488 

8501250487 

84/11/06 

50-445 

A 

8501280456 

8501280433 

85/01/24 

50-275 

P 

8501250491 

8501250487 

84/11/06 

50-445 

A 

8501280458 

8501280446 

85/01/11 

50-445 

Q 

8501250494 

8501250487 

84/11/06 

50-445 

A 

8501280465 

8501280367 

84/06/13 

50-293 

G 

8501250500 

8501250496 

85/01/08 

50-445 

Q 

8501280470 

8501280459 

85/01/25 

50-237 

V 

8501250506 

8501250504 

85/01/09 

50-458 

Q 

8501280477 

8501280367 

84/06/13 

50-537 

A 

8501250509 

8501250505 

85/01/09 

50-313 

0 

8501280488 

8501280367 

84/06/13 

50-247 

G 

8501250513 

850 1250510 

85/01/11 

50-334 

0 

8501280495 

8501280492 

85/01/21 

50-244 

G 

8501250516 

8501250514 

85/01/07 

QA999 


8501280501 

8501280489 

84/08/01 

50-498 

0 

8501250519 

8501250510 

85/01/11 

50-334 

0 

8501280503 

8501280496 

85/01/22 

STATE PROG 

8501250521 

8501250514 

85/01 /07 

QA999 


8501280506 

8501280367 

84/06/13 

50-537 

G 

8501250537 

8501250530 

85/01/07 

50-313 

Q 

8501280509 

8501280489 

84/08/01 

50-498 

Q 

8501250546 

8501250541 

84/12/31 

50-528 

P 

8501280511 

8501280367 

84/06/13 

FOIA 


8501250549 

8501250542 

85/01/14 

50-445 

Q 

8501280517 

8501280367 

84/06/13 

50-537 

G 

8501250551 

8501250541 

84/12/31 

50-528 

P 

8501280521 

8501280516 

85/01/22 

70-371 


8501250554 

8501250541 

84/12/31 

50-528 

P 

8501280523 

8501280367 

84/06/13 

50-537 

0 

8501250556 

8501250553 

85/01/07 

50-461 

Q 

8501280524 

8501280515 

84/12/18 

WASTE MQT 

8501250559 

8501250541 

84/12/31 

50-528 

P 

8501280533 

8501280520 

84/08/08 

50-321 

P 

8501250561 

8501250553 

85/01/07 

50-461 

0 

8501280535 

8501280532 

85/01/15 

50-352 

S 

8501250564 

8501250557 

85/01/14 

50-313 

G 

8501280537 

8501280532 

85/01/15 

50-352 

s 

8501250573 

8501250568 

85/01/18 

50-272 

R 

8501280542 

8501280541 

83/10/21 

FOIA 


8501250576 

8501250569 

85/01/11 

50-312 

G 

8501280543 

8501280541 

83/10/21 

FOIA 


850 12506 IB 

8501250617 

85/01/11 

50-528 

Q 

8501280545 

8501280541 

83/10/21 

FDIA 


8501280015 

8501280011 

84/12/26 

70-36 


8501280546 

8501280541 

83/10/21 

FOIA 


8501280018 

8501280011 

84/12/26 

70-36 


8501280549 

8501280541 

83/10/21 

FOIA 


8501280030 

8501280025 

85/01/10 

70-734 


8501280554 

8501280541 

83/10/21 

FOIA 


8501280045 

8501280041 

84/12/03 

50-324 

R 

8501280556 

8501280552 

85/01/14 

50-286 

p 

8501280051 

8501280041 

84/12/03 

50-324 

R 

8501280560 

8501280541 

83/10/21 

FOIA 


8501280056 

8501280041 

84/12/03 

50-324 

R 

8501280563 

8501280541 

83/10/21 

FOIA 


8501280060 

8501280041 

84/12/03 

50-324 

R 

8501280565 

8501280541 

83/10/21 

FOIA 


8501280109 

8501280077 

85/01/23 

FOIA 


8501280569 

8501280541 

83/10/21 

FOIA 


8501280115 

8501280107 

85/01/10 

50-3 

P 

8501280571 

8501280541 

83/10/21 

FOIA 


8501280120 

8501280107 

85/01/10 

50-3 

P 

8501280577 

8501280541 

83/10/21 

FOIA 


8501280138 

8501280133 

84/08/09 

50-498 

0 

8501280581 

8501280541 

83/10/21 

FOIA 


8501280152 

8501280142 

85/01/03 

50-254 

G 

8501280585 

850 1280541 

83/10/21 

FOIA 


8501280210 

8501280204 

84/08/09 

FOIA 


8501280586 

8501280576 

84/08/06 

50-322 

8 

8501280211 

8501280199 

84/06/12 

FOIA 


8501280588 

8501280541 

83/10/21 

FOIA 


8501280221 

8501280199 

84/06/12 

FOIA 


8501280590 

8501280583 

84/12/26 

CONTRACT 


8501280238 

8501280199 

84/06/12 

FOIA 


8501280591 

8501280541 

83/10/21 

FOIA 


8501280250 

8501280199 

84/06/12 

FOIA 


8501 280599 

8501280594 

84/12/26 

CONTRACT 


8501280252 

8501280242 

85/01/22 

50-305 

P 

8501280609 

8501280604 

84/08/16 

FOIA 


8501280257 

8501280243 

84/07/13 

FOIA 


8501280611 

8501280605 

85/01/09 

50-445 

Q 

8501280258 

850 1280 1 99 

84/06/12 

FOIA 


8501280615 

8501280604 

84/08/ 16 

FOIA 


8501280266 

8501280199 

84/06/12 

FOIA 


8501280622 

8501280620 

84/07/09 

FOIA 


8501280268 

8501280261 

85/01/24 

50-302 

P 

8501280624 

8501280604 

84/08/16 

FOIA 


8501280275 

8501280199 

84/06/12 

FOIA 


8501280627 

8501280623 

85/01/09 i 

CONTRACT 


8501280276 

8501280261 

85/01/24 

50-302 

P 

8501280628 

8501280604 

84/08/16 

FOIA 


8501280277 

8501280243 

84/07/13 

50-447 

A 

8501280641 

8501280631 

85/01/04 

CONTRACT 


8501280282 

8501280199 

84/06/12 

FOIA 


8501280655 

8501280647 

84/07/05 

50-329 

A 

8501280285 

8501280243 

84/07/13 

FOIA 


8501280661 

8501280647 

84/07/05 

50-329 

A 

8501280291 

8501280199 

84/06/12 

FOIA 


8501280665 

8501280659 

84/12/18 

CONTRACT 


8501280298 

8501280199 

84/06/12 

FOIA 


8501280666 

8501280658 

85/01/09 ' 5 

CONTRACT 


85012^0303 

8501280295 

85/01/08 

WASTE MGT 

8501280667 

8501280544 

85/01/08r 

t50*^6 

P 

8501280307 

8501280199 

84/06/12 

FOIA 


8501280669 

8501280647 

84/07/05 

50-329 

A 

8501280309 

8501280305 

84/08/03 

FOIA 


8501280676 

8501280544 

85/01/08 

50-346 

P 

8501280319 

8501280199 

84/06/12 

FOIA 


8501280682 

8501280647 

84/07/05 

50-029 

A 

8501280327 

8501280305 

84/08/03 

FOIA 


8501280684 

8501280654 

84/07/27 

50-454 

A 
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8501280689 

8501280688 

8501280690 

8501280699 

BS01280709 

8501280675 

8501280680 

8501280647 

8501280693 

8501280702 

85/01/17 

85/01/22 

84/07/05 

85/01/18 

84/07/06 

CONTRACT 

70-143 

50-329 Q 

50-413 P 

FOIA 

8501290419 

8501290422 

8501290429 

8501290432 

8501290434 

B501290413 
8501290093 
8501290426 
S50 1290426 
8501 290093 

85/01/22 

84/08/01 

85/01/25 

85/01/25 

94/08/01 

50-282 0 
FOIA 

50-244 P 
50-244 P 
FOIA 

8501280712 

8501280720 

8501280724 

8501280727 

8501280730 

8501280705 

8501280717 

8501280714 

8501280714 

8501280726 

85/01/16 

85/01/16 

84/07/23 

84/07/23 

85/01/07 

50-280 P 

50-364 P 

50-482 Q 

50-482 Q 

CONTRACT 

8501290442 

8501290443 

8501290451 

8501290457 

8501290460 

8501290435 

8501290093 

8501290093 

8501290093 

8501290455 

85/01/24 

84/08/01 

84/08/01 

84/08/01 

85/01/22 

PRM 

FOIA 

FOIA 

FOIA 

50-354 G 

8501280733 

8501280742 

8501280753 

8501280756 

8501280758 

8501280722 

8501280722 

8501280740 

8501280754 

0501280754 

85/01/23 

85/01/23 

85/01/10 

84/05/02 

84/05/02 

50-295 P 

50-295 P 

50-315 P 

70-27 

70-27 

8501290469 

8501290473 

8501290476 

8501290491 

8501290498 

8501290462 

8501290459 

8501290093 

8501290488 

8501290093 

85/01/24 

85/01/15 

84/08/01 

85/01/24 

84/08/01 

50-482 0 
50-250 F 
FOIA 

50-315 F 
FOIA 

8501280760 

8501290002 

8501290010 

8501290023 

8501290040 

0501280754 

8501290001 

8501290006 

8501290016 

8501290033 

84/05/02 

85/01/22 

85/01/21 

85/01/03 

85/01/09 

70-27 

50-272 0 

50-352 Q 

WASTE MGT 

CONTRACT 

8501290505 

8501290507 

8501290511 

8501290513 

8501290514 

8501290499 

8501290093 

8501290495 

8501290506 

8501290499 

85/01/15 

04/08/01 

85/01/23 

83/01/18 

85/01/15 

70-2998 

FOIA 

50-402 G 

50-454 P 

70-2998 

8501290047 

8501290056 

8501290068 

8501290069 

8501290079 

8501290016 

8501290051 

8501290016 

8501290061 

8501290016 

85/01/03 

85/01/15 

85/01/03 

84/10/26 

85/01/03 

WASTE MOT 

50-289 R 

WASTE MOT 

WASTE MOT 

WASTE MOT 

8501290315 

8501290523 

8501290525 

8501290330 

8501290536 

8501290093 

8501290499 

8501290518 

8501290499 

8501290532 

84/08/01 

85/01/15 

85/01/25 

85/01/15 

85/01/17 

FOIA 
70-2990 
50-361 P 

70-2998 
50-321 P 

8501290080 

8501290084 

8901290087 

8501290089 

8501290094 

8501290016 

8501290016 

8501290073 

8501290016 

8501290016 

05/01/03 

85/01/03 

05/01/04 

85/01/03 

85/01/03 

WASTE MOT 

WASTE MOT 

50-346 0 

WASTE MOT 

WASTE MOT 

8501290551 

8501290553 

8501290556 

8501290561 

8501290564 

8501290544 

8501290549 

8501290544 

8501290557 

8301290560 

05/01/24 

85/01/11 

85/01/24 

85/01/16 

85/01/14 

50-275 P 
50-261 G 
50-275 P 
50-321 F 
70-3000 

8501290096 

8501290097 

8501290103 

8501290107 

8501290108 

8501290088 

8501290016 

8501290016 

8501290099 

0501290093 

85/01/03 

85/01/03 

85/01/03 

85/01/11 

84/00/01 

CONTRACT 

WASTE MOT 

WASTE MOT 

50-315 P 

FOIA 

8501 290567 
8501290571 
8501290378 
8501290584 
8S012905S8 

8501290560 

8501290560 

8501290565 

8501290580 

8501290586 

85/01/14 

85/01/14 

83/01/11 

85/01/23 

85/01/17 

70-3000 

70-3000 

70- 2030 

71- 230 

WASTE MOT 

8501290112 

8501290121 

8501290124 

8501290127 

8501290130 

8501290102 

8501290093 

8501290113 

8501290093 

8501290123 

85/01/11 

84/08/01 

85/01/07 

84/00/01 

05/01/11 

CONTRACT 

FOIA 

50-289 Q 

FOIA 

CONTRACT 

850 1290594 
850X290595 
8501290598 
8501290602 
8501290626 

8501290586 

B5012905S6 

8501290586 

8501290601 

8501240240 

85/01/17 

85/01/17 

85/01/17 

85/01/17 

85/01/16 

WASTE MOT 
WASTE MOT 
WASTE MOT 
50-320 P 
50-295 P 

8501290133 

8501290138 

8501290143 

8501290145 

8501290154 

8501290093 

8501290137 

8501290132 

8501290093 

8501290093 

84/08/01 

85/01/15 

85/01/07 

04/00/01 

04/08/01 

FOIA 

50-271 P 

50-219 0 

FOIA 

FOIA 

0501290627 

8501290634 

8501290649 

8501290650 

8501290652 

8501290624 

8501290624 

8501290642 

8501290643 

8501290646 

85/01/11 

B5/01/11 

84/12/31 

85/01/22 

84/12/31 

50-289 P 

50-289 P 
50-321 P 

CONTRACT 
CONTRACT 

8501290162 

8501290164 

8501290165 

8501290170 

8501290174 

8501290161 

8501290160 

8501290093 

8501290163 

8501290160 

85/01/23 

85/01/08 

84/08/01 

85/01/24 

85/01/08 

71-144 

50-305 0 

FOIA 

50-410 0 

50-305 0 

8501290653 

8501290654 

8501290656 

8501290658 

0501290671 

8501290642 

8501290644 

8501290647 

8501290642 

8501290667 

84/12/31 

85/01/09 

85/01/09 

84/12/31 

85/01/23 

50-321 P 

contract 

50-341 Q 

50-321 P 

71-231 

8501290182 

8501290185 

8501290203 

8501290212 

8501290213 

0501290176 

8501290175 

8501290093 

8501290208 

8501290093 

85/01/17 

85/01/22 

84/00/01 

05/01/14 

04/08/01 

50-320 P 

50-282 Q 

FOIA 

40-0027 

FOIA 

8501290674 

8501290682 

0501290684 

8501290690 

8501290697 

8501290664 

8501290670 

6501290676 

0501290679 

8501290683 

85/01/17 

85/01/17 

85/01/10 

85/01/22 

85/01/16 

50-219 Q 

50-213 0 

50-321 F 

71-6144 
50-293 (i 

8501290223 

8501290232 

8501290252 

8501290260 

BS0129Q267 

8501290093 

8501290093 

8501290093 

8501290093 

8501290093 

04/Oi/Ol 

84/08/01 

84/08/01 

84/08/01 

84/08/01 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

8501290700 

8501290703 

8501290716 

8501290719 

8501290720 

8501290691 

8501290696 

0501290711 

0501290714 

0501290710 

85/01/11 

85/01/23 

B5/01/17 

64/10/15 

B5/01/04 

50-528 Q 
71-89 

contract 

WASTE MOT 
50-272 0 

850129027’? 

8501290287 

8501290293 

8601290295 

850129Q299 

8501290093 

8501290093 

8501290285 

8501290093 

8501290277 

84/08/01 

84/08/01 

85/01/23 

84/08/01 

85/01/24 

FOIA 

FOIA 

50-285 3 

FOIA 

50-285 0 

8501290724 

8501290734 

8501290736 

8501290741 

8501290744 

8501290717 

8501290729 

0501290728 

8501290733 

8501290738 

85/01 /U 
85/01/09 
05/01/23 
04/11/09 
85/01/11 

50-182 Q 
50-133 0 
71-21 

WASTE RES 
CONTRACT 

8501290319 

8501290321 

8501290326 

8501290336 

8501290341 

8501290093 

B5ai29<^14 

8501290093 

8501290093 

8501290093 

84/08/01 

85/01/24 

84/08/01 

84/08/01 

84/<HI/01 

FOIA 

50-295 F 

FOIA 

FOIA 

FOIA 

8501290749 

8501290750 

8501290752 

8501290754 

8501290757 

8501290746 

8501290745 

0501290733 

@501290733 

0501290712 

05/01/23 

05/01/23 

04/11/09 

84/11/09 

05/01/23 

71-341 
50-482 U 

WASTE RES 
WASTE RES 
71-1 

8501290363 

8501290369 

8501290378 

8501290381 

8501290397 

850129(^86 

8501290093 

8501290372 

8501290093 

8501290388 

85/01/24 

84/08/01 

8#/01/28 

•4/08/01 

85/01/23 

50-445 0 

FOIA 

50-397 P 

FOIA 

50-155 F 

8501290760 

8501300005 

8501300017 

8501300022 

8501300025 

8501290759 

0501300003 

0501300013 

8501300019 

8501300021 

05/01/15 

05/01/15 

85/01/15 

85/01/11 

85/01/22 

50-313 P 
50-219 P 

CONTRACT 
50-528 0 

CONTRACT 

8501290401 

8501290409 

8501290412 

8501290416 

8501290411 

8501290388 

8501290093 

8501290402 

8501290093 

8501290414 

85/01/23 

#1/08/01 

'1^/01/28 

■l^/Ot/Ol 

mm/m 

50-155 F 

FOIA 

50-445 8 

FOIA 

50-»tf 8 

8501tl00(»4 

8S01300(K)S 

8501300(K}9 

8501300048 

•001300051 

8501300029 

8501300028 

8501300029 

0501300032 

8501300044 

85/01 /a 
05/01/16 
05/01/11 
05/01/25 
05/01/10 

50-312 0 

CONTRACT 
50-312 Q 

50-322 T 
50-528 Q 



624 
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8501300063 

8501300059 

85/01/10 

50-454 ' 

0 

3501 30040 5 

8501300249 

84/07/12 

50-206 

Q 

8501300105 

8501300099 

85/01/16 

50-305 

P 

8501300407 

8501300158 

84/08/09 

FOIA 


8501300116 

8501300107 

84/07/09 

50-440 

A 

8501300408 

8501300124 

84/08/09 

FOIA 


8501300118 

8501300108 

84/08/01 

50-443 

G 

BS0130041 1 

8501300158 

84/08/09 

FOIA 


8501300122 

8501300119 

85/01/14 

50-311 

P 

8501300417 

8501300249 

84/07/12 

FOIA 


8501300129 

8501300108 

84/08/01 

50-443 

0 

8501300420 

8501300124 

84/08/09 

FOIA 


8501300134 

8501300124 

84/08/09 

FOIA 


850 1300422 

8501300158 

84/08/09 

FOIA 


8501300140 

8501300108 

84/08/01 

50-443 

0 

8501300424 

8501300249 

84/07/12 

FOIA 


8501300144 

8501300127 

85/01/11 

50-275 

Q 

8501300430 

8501300158 

84/08/09 

FOIA 


8501300147 

8501300124 

84/08/09 

FOIA 


8501300432 

8501300124 

84/08/09 

FOIA 


8501300160 

8501300124 

84/08/09 

FOIA 


8501300433 

8501300249 

84/07/12 

50-206 

Q 

8501300165 

8501300124 

84/08/09 

FOIA 


8501300436 

8501300418 

85/01/23 

71-115 


8501300173 

8501300124 

84/08/09 

FOIA 


8501300443 

8501300124 

84/08/09 

FOIA 


8501300182 

8501300124 

84/08/09 

FOIA 


8501300447 

8501300158 

84/08/09 

FOIA 


8501300189 

8501300124 

84/08/09 

FOIA 


8501300448 

6501300440 

85/01/18 

50-482 

G 

8501300199 

8501300124 

84/08/09 

FOIA 


8501300455 

8501300158 

84/08/09 

FOIA 


8501300200 

8501300194 

85/01/18 

50-483 

J 

8501300459 

8501300124 

84/08/09 

FOIA 


8501300205 

8501300124 

84/08/09 

FOIA 


8501300460 

8501300158 

84/08/09 

FOIA 


8501300207 

8501300158 

84/08/09 

FOIA 


8501300461 

8501300456 

85/01/11 

50-344 

G 

8501300210 

8501300158 

84/08/09 

FOIA 


8501300462 

8501300158 

84/08/09 

FOIA 


8501300211 

8501300124 

84/08/09 

FOIA 


8501300469 

8501300124 

84/08/09 

FOIA 


8501300215 

8501300158 

84/08/09 

FOIA 


S501300472 

85013001 58 

84/08/09 

FOIA 


8501300220 

8501300124 

84/08/09 

FOIA 


8501300476 

8501300124 

84/08/09 

FOIA 


8501300221 

8501300191 

85/01/15 

50-219 

P 

8501300477 

8501300158 

84/08/09 

FOIA 


8501300222 

8501300158 

84/08/09 

FOIA 


8501300482 

8501300124 

84/08/09 

FOIA 


8501300225 

8501300213 

85/01/22 

50-317 

P 

B5013004B3 

8501300463 

84/12/12 

50-445 

Q 

8501300227 

8501300219 

85/01/28 

50-361 

P 

B5013004B5 

8501300158 

84/08/09 

FOIA 


8501300228 

8501300158 

84/08/09 

FOIA 


8501300491 

8501300158 

84/08/09 

FOIA 


8501300229 

8501300124 

84/08/09 

FOIA 


8501300498 

8501300492 

85/01/18 

50-382 

Q 

8501300231 

8501300191 

85/01/15 

50-219 

P 

8501300500 

8501300158 

84/08/09 

50-295 

P 

8501300235 

8501300158 

84/08/09 

FOIA 


8501300501 

8501300124 

84/08/09 

FOIA 


8501300241 

8501300124 

84/08/09 

FOIA 


8501300507 

8501300158 

84/08/09 

50-295 

P 

8501300242 

8501300191 

85/01/15 

50-219 

P 

8501300512 

8501300158 

84/08/09 

50-247 

P 

8501300251 

8501300124 

84/08/09 

FOIA 


8501300514 

8501300124 

84/08/09 

FOIA 


8501300252 

8501300236 

85/01/21 

50-220 

0 

8501300520 

8501300124 

84/08/09 

FOIA 


8501300257 

8501300158 

84/08/09 

FOIA 


8501300521 

8501300515 

85/01/09 

WASTE RES 

8501300261 

8501300191 

85/01/15 

50-219 

P 

B501300522 

8501300158 

84/08/09 

50-295 

P 

8501300263 

8501300158 

84/08/09 

FOIA 


8501300523 

8501300124 

84/08/09 

FOIA 


8501300268 

8501300124 

84/08/09 

FOIA 


850 1300527 

8501300515 

85/01/09 

WASTE RES 

8501300271 

8501300262 

85/01/23 

50-387 

F 

8501300529 

8501300158 

84/08/09 

50-295 

P 

8501300278 

8501300124 

84/08/09 

FOIA 


8501300534 

8501300158 

84/08/09 

50-295 

P 

8501300279 

8501300158 

84/08/09 

FOIA 


8501300535 

8501300531 

85/01/11 

50-312 

P 

8501300285 

8501300158 

84/08/09 

FOIA 


8501300536 

8501300124 

B4/08/09 

FOIA 


8501300287 

8501300249 

84/07/12 

50-206 

G 

8501300541 

8501300124 

84/08/09 

FOIA 


8501300294 

8501300158 

84/08/09 

FOIA 


8501300546 

8501300537 

84/12/14 

CONTRACT 


.8501300302 

8501300158 

84/08/09 

FOIA 


8501300548 

8501300543 

85/01/08 

XPORTLIC 


8501300312 

8501300158 

84/08/09 

FOIA 


8501300550 

8501300124 

84/08/09 

FOIA 


8501300317 

8501300124 

84/08/09 

FOIA 


8501300554 

8501300124 

84/08/09 

FOIA 


8501300319 

8501300158 

84/08/09 

FOIA 


8501300557 

8501300552 

85/01/07 

40-2061 


8501300320 

8501300314 

84/08/01 

50-362 

T 

8501300561 

8501300556 

85/01/11 

50-312 

Q 

8501300322 

8501300304 

84/07/09 

50-416 

R 

8501300563 

8501300158 

84/08/09 

50-295 

P 

8501300324 

8501300124 

84/08/09 

FOIA 


B50 1300565 

8501 300551 

85/01/17 

50-295 

P 

8501300326 

8501300314 

84/08/01 

50-206 

P 

8501300567 

8501300158 

84/08/09 

50-3 

P 

8501300330 

8501300158 

84/08/09 

FOIA 


8501300573 

B501300571 

85/01/10 

50-348 

P 

8501300331 

8501300304 

84/07/09 

50-416 

R 

8501300594 

8501300158 

84/08/09 

50-3 

P 

8501300333 

8501300124 

84/08/09 

FOIA 


8501300597 

8501300596 

85/01/14 

50-346 

G 

8501300337 

85013001 58 

84/08/09 

FOIA 


8501300598 

8501300158 

84/08/09 

50-295 

P 

8501300338 

8501300314 

84/08/01 

FOIA 


8501300600 

8501300158 

84/08/09 

50-295 

P 

8501300344 

8501300314 

84/08/01 

50-206 

P 

8501300605 

8501300158 

84/08/09 

50-3 

P 

8501300345 

8501300124 

84/08/09 

FOIA 


8501300607 

8501300158 

84/08/09 

50-295 

P 

8501300349 

8501300304 

84/07/09 

50-416 

V 

8501300611 

85013001 58 

84/08/09 

50-295 

P 

8501300351 

8501300158 

84/08/09 

FOIA 


8501300614 

85013001 58 

84/08/09 

50-295 

P 

8501300360 

8501300158 

84/08/09 

FOIA 


8501300615 

8501300158 

84/08/09 

50-295 

0 

8501300361 

8501300124 

84708/09 

FOIA 


8501300616 

85013001 58 

84/08/09 

50-295 

P 

8501300363 

8501300249 

84/07/12 

50-206 

Q 

8501300619 

8501300158 

84/08/09 

50-295 

P 

8501300364 

8501300304 

84/07/09 

50-416 

P 

8501300621 

8501300158 

84/08/09 

FOIA 


8501300368 

8501300124 

84/08/09 

FOIA 


8501300622 

8501300158 

84/08/09 

50-295 

0 

8501300369 

8501300158 

84/08/09 

FOIA 


8501300626 

8501300158 

84/08/09 

50-295 

p 

8501300377 

8501300158 

84/08/09 

FOIA 


8501300628 

8501300158 

84/08/09 

50-348 

p 

8501300378 

8501300124 

84/08/09 

FOIA 


8501300632 

8501300158 

84/08/09 

.50-3 

p 

8501300379 

8501300374 

85/01/11 

50-320 

G 

8501300635 

8501300158 

84/08/09 

50-295 

p 

8501300380 

8501300249 

84/07/12 

FOIA 


8501300640 

8501300158 

84/08/09 

50-295 

s 

8501300381 

8501300372 

, 85/01/25 

CONTRACT 


8501300641 

8501300638 

85/01/^ 

■ 50-461 

G 

8M1300385 

8501300158 

^84/08/09 

FOIA 


8501300643 

8501300158 

84/08/09 



8501300386 

8501300124 

84/08/09 

FOIA 


8501300647 

8501300158 

84/08/09 

50-3 

P 

8501300391 

8501300158 

84/08/09 

FOIA 


8501300656 

8501300158 

84/08/09 

50-295 

P 

8501300392 

8501300249 

84/07/12 

50-206 

G 

8501300659 

8501300158 

84/08/09 

50-295 

P 

8501300394 

8501300.124 

84/08/09 

FOIA 


8501300667 

8501300158 

84/08/09 

50-295 

P 

8501300^ 

85013001 58 

84/08/09 

FOIA 


8501300669 

8501300664 

85/01/18 

50-423 

A 

8501^00400 

8501300124 

84/08/09: ■ 

FOIA 


8501300672 

8501300158 

84/08/09 

. 50-3 

P 


625 


accession 


enclosure 


8501300694 

8501300701 

8501300720 

8501310017 

8501310091 

8501310107 

8501310145 

8501310189 

8501310220 

8501310230 

8501310245 

8501310249 

8501310250 

8501310254 

8501310265 

8501310314 

8501310315 

8501310321 

8501310327 

8501310336 

8501310345 

8501310348 

8501310356 

8501310359 

8501310381 

8501310385 

8501310394 

8501310395 

8501310397 

8501310400 

BS013 10424 
8501310436 
8501310438 
8501310441 
8501310442 

8501310447 

BS013104S6 

8501310462 

8501310477 

8501310476 

8501310496 

8501310510 

8501310516 

8501310535 

8501310611 

8501310613 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


NUMBER 


PRINCIPAL 

DOCUMENT 

8501300685 

8501300697 

8501300713 

8501310014 

8501310086 

8501310103 

8501310140 

8501310186 

8501310216 

8501310222 

8501310242 

8501310242 

8501310246 

8501310242 

8501310259 

8501310308 

8501310307 

8501310308 

8501310308 

8501310330 

8501310330 

8501310343 

8501310343 

8501310353 

8501310376 

8501310376 

8501310391 

8501310388 

8501310391 

8501310391 

8501310420 

8501310432 

8501310434 

8501310434 

8501310439 

8501310434 

8501310451 

8501310459 

8501310398 

8501310474 

8501310493 

8501310505 

8501310505 

8501310528 

8501310610 

8501310610 


DATE 

ISSUED 

85/01/16 

85/01/18 

85/01/14 

85/01/29 

85/01/25 

85/01/18 

84/04/26 

85/01/25 

85/01/25 

85/01/10 

85/01/21 

85/01/21 

85/01/17 

85/01/21 

85/01/25 

85/01/28 

85/01/18 

85/01/28 

85/01/28 

85/01/28 

85/01/28 

85/01/28 

85/01/28 

85/01/22 

85/01/28 

85/01/28 

85/01/25 

85/01/25 

85/01/25 

85/01/25 

85/01/24 

85/01/29 

85/01/22 

85/01/22 

85/01/24 

85/01/22 

85/01/25 

85/01/01 

85/01/16 

85/01/23 

85/01/17 

85/01/08 

85/01/08 

85/01/23 

83/08/08 

83/08/06 


SUBJECT 

CATEGORY 

50-313 P 
50-482 0 

50-237 Q 
50-361 P 
50-21 3 Q 

50-424 S 
CONTRACT 
50-482 G 
50-298 Q 
50-298 P 

50-352 Q 
50-352 G 
50-184 G 
50-352 G 
50-341 G 

50-382 Q 

50-416 P 

50-382 G 

50-382 G 

50-259 G 

50-259 Q 

50-285 0 

50-285 G 

50-213 G 

50-354 E 

50-354 E 

50-62 Q 

50-382 Q 

50-62 Q 

50-62 Q 

50-331 P 

50-31 5 P 

50-352 0 

50-352 0 

50-298 F 

50-352 0 

50-320 P 

CONTRACT 
50-245 Q 

50-31 5 P 

50-286 0 

50-315 Q 

50-315 Q 

50-482 0 

QA999 

QA999 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. application/construction stage documents and correspondence 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

I. Application for construction permit. 

"> General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4 NRC questions, requests for additional information, and applicant responses. 

5 Correspondence and documents relating to unresolved design and construction issues. 

6 Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8 Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

II. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

1.5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and chanj^s to the PSAR. 
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4, 


TruiiMiunal JiiJ acknowiedaeiiieni letters, 

t'emtiwafcs uf service tt> the PSAR. 


C LTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

Ifib waiegur\ is strictK limited to the items listed below. Other environmental docurticnts and 
are tiled in Categories A. D, M, P or R. 

1 hjn iron menial Report (ER) submitted by the utility. 

- Amendments and supplements to the ER. 

Transmittal and acknowledgement letters. 

inturmafion on scheduling of submittal or review of ER. 

^ NRC questions, requests for additional information, and applicant responses. 

Federal register notices citing the availability of items I and 2. 

Correspondence relating to the review of ER. 

S. Meeting announcements or reports of meetings where the primary subject of discitssioii i;, the 


(IMPACT) STATEMENTS (DES 

J»Un*LEMENTS AND CORRESPONDENCE 




I tof, „d Final ,|„p„„ s, | beS and FES) prepared by ,„e NRC. 

- Supplements to the DES and FES. 

’ Correspondence relating to the DES and FES. 

4. C„„„.e„B frnn, 

5. Transmittal and acknowledgement letteis. 
b. Documents related to NRC review nf a.,,,; 

wnimg the environmental statements. issues or of ER obtained for purposes of 

B.lmp ,ed,.ie„ d«„.„em, rnbmll.ed in 

» Fedenl lejisK, arahbiliiy „f i,„,„ , , 

Site visits to obtain mfwmation for I)|-.s oi Fi s 

-ere d,e p,i,„.„ 

£• NW: SAIITV EVaUJAHON rpiwdx ecR- 

a ,17 ■ corrbsrpnoence 

- depend, 



1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items i and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2- Federal register notices regarding hearings. 

5. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 


A-3 



H. GENERAL CORRESPONDENCE 


This category includes documents with iittie or no bearing on the status of the application or license. 
Items tfiat ha\e no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1 . Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4 NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 


J. insurance and indemnity information 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 


K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND 
Thfe category is strictly limited to the items listed below. All related 


AMENDMENTS 

correspondence falls in category 


.. « 

2. Aimndments and changes to the FSAR, 

3. Federal register notices citing availability of items 1 and 2. 
A Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 



L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authori/aiions (LW Al 
applicants can carry out limited site preparation and construction prior to the granting u*' a v. 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and opeiatine !i,.en-e 
entitled “Information Requested by the Attorney General for Antitrust Review 

2. Correspondence where the primary topic of discussion is antitrust matter;.. 

3. All antitrust proceeding related documents except for hearing transcripts, tesiimonv and bnet- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS. TESTIMONY AND BRIEFINGS 

A franscriots of hearinas. testimony and brielings in atuiiiu^t 

This category contains word-for-word transcripts 

matters. Related correspondence falls in category M. 


0. 

1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 


advisory committee ON REACTOR SAFEGUARDS (ACRSl REPORTS 

CORRESPONDENCE 

Correspondence and letter reports relatirtg to Advisors^ ComntUtee on R.aetot 


(ACRS) reviews. 


A.ND 

Sateguardi 


Correspondence from ACRS. 
Announcement of ACRS meetings. 
Transmittal and acknowledgement letters 


ACRS repp members or presented b\ individuals at AC RS 

Statements and written testimony by ACRS members 

proceedings. 

Minutes at ACRS Subcommittee Meetings. 


P OPERAT.N0 UCENSE STACE DOCUMENTS AND ^ , 

-LSrr^rd - 

Or^ng license, amendments, proposed amendments, changes and related correspondence 
2. Technical specifications and changes. 
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3. Backup technical documents (e,g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes fe.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9- Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s, group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and. payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, lO-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence {also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. fteliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (FN s). 

6. Environinentai Technical Specifications violation reports and Environmental Event reports. 

7. IVt 21 itepofts of defects and noncompliance. 

8. Corresp^^ce or other documents relating to items 1-7. 

T. TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Thfe all word-for-word transcripts, except for antitrust matters (category N), 

testiiTOi^ md ccMigressional matters (category U). 

1. Safety »Ki Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) trsEtscripts. 

2. and statements submitted to ASLB and ASLAB. 

3. Commissitm meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and writfcn testimony submitted at Commission meeting or hearings, 

6. Transcripts of utility briefs to NRC staff, 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 
reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
'Site.) . 

2. All related correspondence and reports to the above. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Y^rbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and’ staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. * ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 

ADVCM — NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE; For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1 978. 


FOIA - Freedom of Information Act Requests and Releases 

Hiis category contains requests for agency records and records released in accordance with the 
provisions of the Freedom of information Act (FOIA). Documents in this category include: 


1 . 


1 


3. 


Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

Correspondence between the NRC and the requester relevant to, the processing, appeal, 
deriial or granting of an FOIA request. 

Records or portions of records released in response to specific requests made under FOIA. 


B-2 



GEN TECH IS — Generic Technical Issues 


This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E — Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1 . l&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
categories. 


NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 


This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control, all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR ~ Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 



Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE. For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ — Projects— Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
^ants for which NRC has full licensing responsibilities; and (2) government -owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1* Pre-docketed commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Fohow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

the design or the 

Mnufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
^d systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controllins 

SmitteTh ° rr? topical reports, and the PSAR and FSAR 

submitted by utilities for specific faciHties. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites Inspec- 

‘^^"^truction and testing of structural systems and 

2. Notices of deviations. 


fte^toiy Gtides 




f new and revised regulatory guides v»v n 

1»ese guides desraibe for the inHncti * f the Commission and related cor- 
aesaibe tor the industry and the public methods acceptable to the NRC 



staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, Aionthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research’ Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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tod ttocl areas. Urey review and eommen on rea^eh f „f ,.s«„ch 

n«,io. extoente, Ure wdidity and appUcabUity of r^eareh r^ults, the ^ble redu.ct.oi. o, 
pr^cK. new research projects, and priorities within the tecbnnnl areas cotrered by the 
review group. Docuinents in this category are. 


1 . ./^endas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 


5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY ~ Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items, 

NOTE: For Weekly Infonnation Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices 
see the NRC Commissioners category. 


STATE mOG — State Prognuns 


IKs cate^ry contains records that pertain to the Commission’s activities and interaction with State 

SSS. "T? '•l^reby Sttto ,».y Beuri* 

eertasn of the NRC s regulatory authonty over nuclear materials; (2) the Agency’s role to assisttog 



State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance . 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT — Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3, Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of enviionmental 
reports for geological repositories. 


WASTE RES ~ Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTUC - Export and Import licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are: 


1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security, 

5. Conespondence from foreign governments, international organizations, and members of the 


^^rt^cei^s^^^*^^ (SECY series code) prepared for Commissioners review of import or 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

Executive Director for Operations 

n^ardmg the Commission decision <m issuance of a proposed license. ^ 

10. licenses, license amendments and license renewals for types specified in item 1. 
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